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THE BUDGET DOCUMENTS 


Data and analyses relating to the budget for 1981 are 
published in four documents: 

The Budget of the United States Government, 1981 
contains the Budget Message of the President and pre- 
sents an overview of the President’s budget proposals. It 
includes explanations of spending programs in terms of 
national needs, agency missions, and basic programs, 
and an analysis of estimated receipts, including a dis- 
cussion of the President’s tax program. This document 
also contains a description of the budget system and 
various summary tables on the budget as a whole. 

The United States Budget in Brief, 1981 is designed 
for use by the general public. It provides a more con- 
cise, less technical overview of the 1981 Budget than 
the above volume. Summary and historical tables on 
the Federal budget and debt are also provided, together 
with graphic displays. 

The Budget of the United States Government, 1981— 
Appendix contains detailed information on the various 
appropriations and funds that comprise the budget. The 
Appendix contains more detailed information than any 
of. the other budget documents. It includes for each 
agency: the proposed text of appropriation language, 


budget schedules for each account, new legislative pro- 
posals, explanations of the work to be performed and 
the funds needed, proposed general provisions applica- 
ble to the appropriations of entire agencies or groups of 
agencies, and schedules of permanent positions. Supple- 
mentals and rescission proposals for the current year 
are presented separately. Information is also provided 
on certain activities whose outlays are not part of the 
budget totals. 


Special Analyses, Budget of the United States Govern- 
ment, 1981 contains analyses that are designed to high- 
light specified program areas or provide other signifi- 
cant presentations of Federal budget data. This docu- 
ment includes information about: alternative views of 
the budget, i.e., current services and national income 
accounts; economic and financial analyses of the budget 
covering Government finances and operations as a 
whole, and Government-wide program and financial in- 
formation for Federal civil rights and research and devel- 
opment programs; and some major accomplishments. 

Instructions for purchasing copies of these documents 
are on the last page of this volume. 


GENERAL NOTES 


1. All years referred to are fiscal years, unless otherwise noted. 
2. Detail in the tables, text, and charts of this volume may not add to the totals because of rounding. 


U.S. GOVERNMENT PRINTING OFFICE 
WASHINGTON: 1980 


For sale by the Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 20402 (Paper Coun 
Stock No. 041-001-00186-7 





pro- 
and 
lica- 
s of 
ple- 
year 
ided 
the 


ern- 
igh- 
nifi- 
ocu- 


TABLE OF CONTENTS 


























Page 
PART I. DETAILED BUDGET ESTIMATEG............. 5 
BRD A MELCIONN OF CBELEIAGOR o505<cu0:ciccnsussséacrvarusuciemtensoasreapesdeniecesaccaseens 6 
PREMIER ER URE ERETASIORD 35505 ocescsspda udisvacdessasénsavaceseapavucandaserbsssusdedatedsepicinente 11 
PRM MEER ERE o csc da cs cat cas tarysscenainsustnssisdiashascsussntaenecarssstagalacs abhiceeksiavess 45 
Executive Office of the President...............::sscssssssesesessesesesesseesesees 57 
Funds appropriated to the President 69 
PPSUALCIMIGME OF FPICUICUT Cs o50 i, 50sscsnsccccseoscocsascsseoassnsoceseeopsdestsorsesecane 101 
PRIME EREICTIE OF CORGINCE CO: o.o<5ecicssccascoovsarspesuccccpesosenssupsatasenscausovines 211 
Department of Defense—Military.............ccseccsceseseseesesseseeeeseenseees 257 
Department of Defense—Civiil ..<.........5......csccseesniecsnsssecsessasstessssevsess 337 
PSR AMES TNE: ORT TRICTRULOUNN ce capers nc-ssseercseiccereletnonassoonctssaseszsessusdsesrtes 357 
RAN EIT ENN OR STONER D ss says sos cocthuscunscsnascesdzacbesaninsdtnsespanstcssenrstdasdere 395 
Department of Health and Human Services ............:.cccsssseseeeeees 427 
Department of Housing and Urban Development 505 
Department of the Interior .............ccccceesesseseseseseseseseseeees 539 
Department of Justice wie 617 
PE BENIO TIE OL ERTIOE fan ascsscscsscescsvacsissssssgressonesnestsusesiasacucesstnpsectaeseces 641 
MMR PEREONIL CNG CSCO ois a is cccas ss scssdaiaansscasecdecsseesdacvevesdssncassecssnageceabevescs 665 
Department of Transportation .............<cccicssscccrccrccesecssesesecessbetsees 683 
Department of the Treasury \..:...::..:...:..c.ctssacscassedcvassacsnaceeosssensssesees 743 
Environmental Protection Agency 777 
National Aeronautics and Space Administration.............:000 787 
Dur Cotes area SNE PRRIEANEREEN OY COREOUD 580055 S0idbeccdntcarossesnetscanconsesesessnacasianovgandsesans 795 
GUE? FROCPONOONG GRCTOIOS 5 csiscaseconissccscorssectesuasnsencvscccasestossuatassees 829 
PART II. SCHEDULES OF PERMANENT POSI- 
Rid hia cststiaretaihiacaddaitoispystcmincteamtnciuopevanieuniins 999 
ES PIBNAGION OF DREOOUIOR ..ccccincesecsessscensscessasdecenecsecessnsssestesscavuteosonsas 1000 
CUBIS EELE NOCD PLPORIOIN 2555 i5ca0sissseciassesansonsiceesadvascasutbieweecitecdsecsebasdiansa cents 1001 
TIAN AMINE MAU cs nisi ganiccsiatnsn Wvagdadiaasesosevnss decettisemesiasstcavidesssescaStowsiadgiie 1004 
Executive Office of the President.............ccccssessssssesteeseseeeseeeecesees 1006 
Funds appropriated to the President 1008 
Department of Agriculture... 1010 
Department of Commerce................ soe - 1015 
Department of Defense—Military.............cccceesceeeeeseeteeseeseeneeeees 1018 
Department of Defense—Civil .......:.....:.cccesicseseossesessnacassecssesacasesecses 1022 
PISDAECINEONG OF PATUCABIONS 6.65:isisenssscenscesoscsvesacenscserosetasennasshesassudssines 1024 
DPOPSAPUITIOTG, OF TAROT. doicasvivessoscssssocncesseipessesnrarpapesesnancessecianguoiassasons 1025 
Department of Health and Human Services ...........:.ccscssssesesesesees 1026 
Department of Housing and Urban Development..................0 1028 
Department of the Interior .............:.ccccccesseseseeseeeeseeeeeeeeseeeeeeeeeeeaee 1029 
MTA MUE NI REG 6SE CHOBGUCD obi. ccs cisevioucssissosesdscinsnssssonsicconesovsessas(astandanerese 1032 
PIMA ESEPEIS GFE RATION sou iais dec eiissaivnsssssnssuesescnsvecadasssetenoonssensnsesasiavacsees 1034 
DUGG RIGTIS: Ce CEE soi cessscsesnssrssescescncosseeseesvesccasesonnnscsen picevccesyeete 1036 
Department Of Transportation ............s..c.cscsssssscssssessssssesessecesesesences 1039 
Department of the Treasury.............. 1042 
Environmental Protection Agency...........:cccccssseeseeeeeeeeseeseeseeee 1046 
National Aeronautics and Space Administration................0000 1047 
CW CUE ETIG CRAEEREBIDIO EE EVOROID sisssscicssecsocencsscsvesvassevesccacesassvasscauepeeaoasanecvere 1048 
Other independent agencies..................cssscsscscsssssssssecesssseescscessorsceees 1050 
PART III. SUPPLEMENTALS AND RESCIS- 
I sai si cc pian deli acitionts capnnsinswoninesiavcanDinepianiaens 1067 
FES PIETIALION: OF POGUBGEG x.0...06.ccscenscecsssscacsessnonsaseqsensssinnsusncdousseasssceses 1068 
Proposed supplementals, pending supplementals, and rescis- 
MUI s POP MIMI eo 50 Fascia u sk ct una aeata cuba dvaain staaciudevtvejneoucaandansdscasiacdaaren 1069 
Details of proposed supplemental appropriations for the fiscal 
year ending September 1980 ...........ssscsssssssssssseseesseeeeteesseeeeeseeees 1070 
Section I—Proposed supplemental appropriations for various 
programs (excluding requests for increased pay costs) ....... 1070 
NA RUROINI 2c cas scNass szvavsa Sadasdsdadaondacuotsssuesssntoasasen soeuves 1070 
Executive Office Of the Presiderit.............c:scscececesesecscassecsnssasonens 1070 
Funds appropriated to the President..............:ccccsessseseeeseeeeeeeens 1071 


Department of Agriculture. icscsicste teccidc ated male 
Department of Commerce...... 
Department of Defense—Military se a 
Department of Defense—Civil ...0.........cceeeeeeeeseccesceseeseeeeeneeeeeee 
Department Of Taicatitataissinsisssscicsi..cctecssccoseconssestsocssbsscccestoscesone 
Department of Energy................:ccsccccsscsscescsseescees 
Department of Health and Human Services 
Department of Housing and Urban Development 
Department. of thie. lritertorsscss.aiscssecsccseosasseiceedescsasessActeslosettucccass 
Department of Justice..... 
Department of Labor... wide 
Department of Giate 23555 eee ae Se 
Phepeie Carserit OF Pres vis pin Gee aa csc cseescov ents cascassessicacccoeeice 
Department of the Treasury ........... 
Environmental Protection Agency 
National Aeronautics and Space Administration... sis 
VGCGI SETAE  PGRTINRE ID oii ccssesncssseus cen tcesndacaesootbmataienaws 
OGHSP INGSPENGONE AMCNIICR 5s ies cescnsccsccsscosasnccsecdessucaceecevisbes 
CSCROIETAD BCG NNN i cis sercen cc anaetorck asa cacewecsensteucseseapneinaeeed 
Department of Defense—Military ..................:ecsssecssseceeseeeeseeeeeees 
Section II—Increased pay costs for fiscal year 1980 ae 
TE CGEUMEEN GO ERO INOND ods cso saeix ccccecies cca dangvssnekdooamsndeemntsateniasdaatna 
WRI MMIC NONOG aise caccisseaieinsigsa ci tadas eyed ecseatadectaes eeepc 
Executive Office of the President. .................:::ssssssescseceeeeeeeseeees 
Funds appropriated to the President...............:ccssssssseeseeeeeeeeees 
Department of Agriculture a 
Bier rine, OE CA ics eccesssncsadsesiscassssivtscnieceemeeatoatie 
Department of Defense—Military .................csscceseseeseeeeeeeeeeeees 
Department of Defense—Civil ................ecseeecsesseseececcecsesceeseanes 
Doepenrberietit: 08 Gat ait iscsi sieasnsvspsscscdcsncesasaavetscamnisenceandelotes 
Department of Energy................scsccssscecsscesesees 
Department of Health and Human Services 
Department of Housing and Urban Development 





























Deer Grant: OF Chie BUN i NN oss csse5 esis ccdacsinseinoncteesereecn 

Dieieit GRe OF FI scones cccesanaticsrxnsesasdeemadondansrinicretanapiant 

PoC peer trneint C6 EAE sic. cnisicescsaivsrecesecasaccasaciees 

BSD BENTICURE CD RNG a ociss cies scscscccscnccacteiasnccnss 

Department of Transportation. es 

Departinierit OF Ie: Tee y ssc cinsssccinsssesssicsncesctesssaieclovecssovesn 

Environmental Protection Agency.............:ssscssessescseeseeeeeeeesess 

National Aeronautics and Space Administration 

Veterans Administration ............:cccsccceeseeeeseeeceseeseees 

Other independent Meriden cai siiieis ss sccseiascscscaseceasascconscosscecaneee 1114 
Section II1]—Supplemental appropriations requests: 

Pevichemiar Belore thie: Comet oss sisi snccs ss ccecctorceacecconeterritonees 1115 

Funds appropriated to the President...............:cccccscssseeesseeeeeeee 1115 

Dlepertamient: GF Am ietttaane ssn osa cs scsti ci cisicacistinsncntocncnenaraaoncens 1115 

Department of Commerce . 

Depp Pieri OE IOI assis isc cscs ccosanscecciaactevedtamantsgecinennets 

Department of Health and Human ServiceS.............:0:sceeee0: 1118 

Department of Tramaportations:.:...0..:..605.0ssscssccsecsaroscossessesctacecedees 1119 

Departament: OF tiie THCmmear ysis sicacssscsccedescccscsincecncessceaseacesesest 1119 

Veterans Administration 

Che Bice Tribe rial: CONC iii onsen sinecwsseracctarer eiene tines 1120 
FR eSCHNACIS SIE INN css cade cescinstemvaciztrstcpeiaene enc oeeis laeangaestares 1121 

Department of Health, Education and Welfare .............:0:0+ . 121 

Dieser tenenn€ OF Cine Site asada Sovescns nsec descessuitiatmestemssaeneiasin 1121 

PART IV. OFF-BUDGET FEDERAL ENTITIBS...... 1123 

Beas beerick Giiia: OF CUUINININO cosas nt ncccc ss cicncagasscnsnsacdncacaslian dastinns 1124 


Off-budget Federal entities: 
Department of Agriculture: 
Rural electrification and telephone revolving fund............. 1125 








Page 

PRRNE FEU RON MMIIIOS BOIMIENG sss coccds sas veusesssisencsszip cho saveasods tes taosonepsecacee 1127 
Department of Labor: Pension Benefit Guarantee Corpora- 

BRIN cs scsvvcsesaceaseenssbconvsapivcsicsvcsecsastiens Sas vesboarsasz casei nieces is 1129 
Department of the Treasury: Federal Financing Bank.......... 1132 
Independent agencies: 

Board of Governors of the Federal Reserve System ........... 1131 

ICE RONNOE 5s. ccivcsssnvcaventecpeasss cab tevsesesanbibesptatactstaesetyeouh raevee® 1134 

United States Railway Association .............:ccccsseeseseeeneeeeeee 1137 

Energy Security Corporation siisiissciciisiciicccscssscessscssosssessoesesens 1138 

PART V. OTHER MATERIALG.|..............ccseeseeeeeeseees 1141 
Explanation Of Other: MATETIAINS ...:5..5:.csscscsccvsecsecosessossesecssesnsenosnenense 1141 
Advance appropriations, advanced funding, and forward 

MNP MNNN VAIS BOT IO Oca tas osenvs cee <deaabsaseedasheckess osabbsdteaushameadtas tiasiteneionss 1143 
Statement of amendments to and revisions in budget authori- 

WD FOL TINCT POAT BOO asics cevisitassqasssdapnccenbstcesvnrieedsineaestonies 1144 
Part A. Amended and supplemental requests relating to 

EO PTO CUICOPIEY oossesssscacscccscsccenseteraqeinedossepscthteiisasssevess 1145 
Part B. Requests for rescission of budget authority................ 1146 





TABLE OF CONTENTS 


Page 


PART VI. GOVERNMENT SPONSORED ENTER- 
EMMONS Sr gogo em gee coerce Cees ee Wace aaa esas basa 1147 


Government sponsored enterprises: 
Department of Education: Student Loan Marketing Associ- 


MN csi casccvccx cxyescknaesscsese tax s een cas tonie ke iaksapii¥ cae ae eeew ncsigsvacnaseavonttas 1149 
Department of Housing and Urban Development: Federal 
National Mortgage Association............cccssssssesesssetseseseseseeenees 1152 


Independent Agencies: 
Farmers Credit Administration: 





BSETAES LOT COD DIOT TUL VER «0:55 ccs si cesiadecssovcesbeoocsinsoceseksussessasesiaricer 1151 

Federal intermediate credit banks................::cccccssseeseeseesseees 1153 

SRNR NTEL MIRNA UBERNUNEL 505 fais siues siics cons sR SnAS a4 ad NCSAKS sa baba ke cavonddase tos 1154 
Federal Home Loan Bank Board: 

PM OGGTAL HOUNG LBD ATG 5. 2555 cisccs liceconsicossssiscdeseesssvecsestesissnnie 1155 

Federal Home Loan Mortgage Corporation 1157 

SUIT sisicrssbcpisetde douseisias asa edeiesleddh <ioancign tamale tic lalahrasea tee 1159 


1147 


1149 
1152 
1151 
1153 
1154 


1155 
1157 


1159 








PART I 


DETAILED BUDGET ESTIMATES 


Legislative Branch 
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Executive Office of the President 

Funds Appropriated to the President 
Department of Agriculture 

Department of Commerce 

Department of Defense—Military 
Department of Defense—Civil 

Department of Education 

Department of Energy 
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Department of Housing and Urban Development 
Department of the Interior 

Department of Justice 

Department of Labor 

Department of State 

Department of Transportation 

Department of the Treasury 
Environmental Protection Agency 

National Aeronautics and Space Administration 
Veterans Administration 

Other independent agencies 














EXPLANATION OF ESTIMATES 


Part I contains various tables and certain schedules 
in support of the budget, including explanatory state- 
ments of the work to be performed and the money 
needed, as well as the text of the language proposed for 
enactment by Congress on each item for which congres- 
sional action in an appropriation bill is required. It also 
contains the text of general provisions of appropriations 
acts, proposed for enactment by the Congress, that 
apply to entire agencies or groups of agencies. 


ARRANGEMENT 


The chapte.s of Part I reflect the branches of Govern- 
ment, and the major departments and agencies of the 
executive branch. Most of the smaller agencies in the 
executive branch are grouped in one chapter—‘‘Other 
independent agencies.” 

Within each chapter there are two main sections. The 
first section covers programs authorized by existing leg- 
islation (including items for which extension or renewal 
of authorizing legislation is requested). This section is 
organized by major subordinate organizations within 
the agency (usually bureaus) or by major program area. 
For each bureau or major program area, Federal funds, 
covering the funds that are not set aside in “trust,” 
precede trust funds, covering moneys that are held by 
the Government in accounts established by law or by 
trust agreement for specific purposes. Generally, ac- 
counts with new budget authority in 1981 will precede 
those without such an entry. 

Legislative program items reflect the budget esti- 
mates for proposed new legislation. When included, 
these appear immediately following each parent ac- 
count, or in budget sequence within the respective 
bureau, if no parent account exists. Requests for appro- 
priations to finance these legislative proposals will be 
transmitted later. The proposals are applicable to Fed- 
eral funds unless otherwise indicated. 

The second section of each chapter includes the pro- 
posed language for general provisions of appropriation 
acts that are applicable to the agency in that chapter, 
and are in addition to the specific language pertaining 
to individual appropriation items. General provisions 
that apply to specified groups of agencies are placed in 
the chapter covering the first agency that appears in 
the respective appropriation act. The general provisions 
that are Government-wide in scope (identified “Depart- 
ments, Agencies, and Corporations”), normally con- 
tained in the Treasury, Postal Service, and General 
Government Appropriation Act, are placed at the end 
of the Executive Office of the President chapter. 

An explanation of the types of funds included in the 
budget may be found in Part 7 of—The Budget of the 
United States Government, 1981. 


FORM OF DETAILED MATERIAL 
APPROPRIATION LANGUAGE 


The language proposed for inclusion in the 1981 ap- 
propriation acts is printed following the account title. 
The language of the 1980 appropriation acts, printed in 
roman type, is used as a base. Brackets enclose material 


6 


that is proposed for deletion; italic type indicates pro- 
posed new language. (When an appropriation has not 
been enacted at the time the budget is submitted, the 
language relates only to 1981 and is italicized, with no 
brackets shown. In a few cases, the language from un- 
enacted 1980 appropriation bills, printed in roman type, 
is used as a base. In such cases, the language is followed 
by an explanatory note. An illustration of proposed ap- 
propriation language for 1981 follows: 
SALARIES AND EXPENSES 


For necessary expenses of the Bureau of Economic Analysis, 
[$13,475,000] the Office of Federal Statistical Policy and Standards, the 
Office of Industrial Economics, and the Office of Economic Affairs, 
$16,875,000. (15 U.S.C. 171, 175, 1512, 1516: 22 U.S.C. 286f, 3101-3108; 31 
U.S.C. 186; Department of Government Appropriation Act, 1980.) 

At the end of the final language paragraph, and 
printed in italics within parentheses, are citations to 
any relevant authorizing legislation and to the appro- 
priation act from which the basic text of the 1981 lan- 
guage is taken. 


BASIS FOR SCHEDULES 


The 1979 column of this budget generally presents 
the actual transactions and balances for that year, as 
recorded in agency accounts. 

For 1980, the regular schedules include enacted ap- 
propriations and also identify the amounts for supple- 
mental appropriations needed to meet the increased 
costs of statutory and wage-board pay raises. When the 
annual appropriation has not been enacted, the regular 
schedules will include the amounts provided under the 
authority of a continuing resolution. Requests for sup- 
plemental appropriations to meet increased 1980 pro- 
gram costs (where costs other than for statutory pay 
raises are involved), or to finance proposed program 
expansions in 1980, are included in Part III. Also in- 
cluded in Part III is the proposed appropriation lan- 
guage for both pay and program supplemental requests. 

The 1981 column of the regular schedules includes 
proposed appropriations for all existing programs, in- 
cluding those that require extension or renewal of ex- 
piring laws. However, amounts for proposed new legis- 
lation are shown in separate schedules, generally fol- 
lowing the regular schedules or in budget sequence in 
the respective bureau. Appropriation language is in- 
cluded with the regular schedules, but not with the 
separate schedules for proposed legislation. 

Where the required data are available in the agency 
accounting systems, budgets are presented in terms of 
applied costs. For operating programs, costs represent 
the value of resources consumed or used. For procure- 
ment and manufacturing programs, costs represent the 
value of materiel received or produced. For capital in- 
vestment programs, costs for public works cover the 
value of work put in place, and costs for loan activities 
generally represent loan assets acquired. In the case of 
appropriations for programs that are essentially operat- 
ing in nature, equipment is normally shown as a pro- 
gram cost (capital investment) when it is placed into 
use. If depreciation costs are provided in the accounting 
system, such costs may also be included in the program 
by activities section of the program and financing 
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EXPLANATION OF ESTIMATES 











schedules with appropriate deductions made to avoid 
duplication in the schedule totals. Funded and unfund- 
ed costs may be included in costs reported in the pro- 
gram and financing schedules. 

Total obligations are always shown; objects are re- 
flected, generally, on an obligation basis. Obligations 
refer to orders placed, contracts awarded, loan agree- 
ments made, and recurring services (such as rent, utili- 
ties, and personal services) received during the year, 
regardless of the time of payment. 


PROGRAM AND FINANCING SCHEDULE 


This schedule consists of three parts. In the “Program 
by activities” section, costs or obligations are classified 
by purpose, program, type of activity, or project for 
1979, 1980, and 1981. This classification is developed for 
each appropriation or fund, and is not uniform on a 
Government-wide basis. Where it is of significance, cap- 
ital investment is shown by activity. Otherwise, the 
total for each year is disclosed by footnote. 

Where amounts for activities are presented in terms 
of costs, the adjustment from costs to obligations is 
summarized in an entry “Change in selected resources.” 

In certain cases, this schedule is expanded to include 
additional columns that provide a more informative 
presentation. This is done, for example, in some con- 
struction or procurement programs to show related cost 
data; for certain Defense items, to identify the total 
obligations programed; and for programs financed at a 
pre-obligation stage (such as commitments in some loan 
programs). 

The “Financing” section shows the sources of funds, 
budget authority, and other means of financing the ac- 
tivities covered by the account, and the disposition of 
unobligated amounts not used during the year. 

The section on “Relation of obligations to outlays” 
shows obligations net of offsetting collections, obligated 
balances at the start and end of the year, and other 
items that affect the relation of obligations to outlays. 

Program and Financing (in thousands of dollars) 
Identification code 16-1500-0-1-376 
ee seme: 
rect program: 


1. Bureau of Economic Analysis: 
2 National economic accounts ... 





1979 actual 1980 est. 1981 est. 











} Analysis of business trends , i 
International economic accounts... 3,104 3,381 3,405 
of Federal and 





t 
3. Office of Industrial 
4. Office of Economic Affairs. 





Total direct program... Siicctciies a meat 16,670 





























Reimbursable programm...........ccssssssssssssssssssessssee : 0 1,612 

Total program costs, funded? ..........c.ssssess 12,546 13,960 18,282 

Change in selected resources (undelivered orders) . 212 200 205 

10. “ WAI CMON sc ceecstocossiSscttetesoncocasees 12,758 14,160 18,487 
11, no "aig collections from: Federal funds............... — —50 —1,612 
25.00 Unobligated balance lapsing ................ssssssseeeseee Ie wesscarthant * ‘exmershetet 
Budget authority... 12,740 14,110 16,875 

Budget ne 


40.00 Abr iation 
41.00 Transferred to other accounts... 





12,740 13,475 16,875 
ema Se cemascatesenee 








43.00 Appropriation (adjusted) ......00000mmon 1274 13,306 = «(16,875 
44.20 Supplemental for civilian pay raises... .ccoocsss 804 





Relation of obligations to outlays: 
71.00 Obligations ieearved net 12,724 14,110 16,875 
72.40 Obigated balance, start of year. ios ; , 
74.40 Obligated balance, end Of YOAr......cccccccccen —1,641 —1,911 —2,161 
77.00 Adjustments in expired accounts ORS : 

















Program and Financing (in thousands of dollars) —Continued 








Identification code 16-1500-0-1-376 1979 actual 1980est. 1981 est. 





90.00 Outlays, excludin 


i pay raise supplemental ... 12,579 13,081 16,580 
91.20 Outlays from civilian pay raise supplemental 


sescmsespeacl 759 45 





on — capital investment as follows: 1979, $50 thousand; 1980, $50 thousand; 1981, $56 
sand. 


The account identification code, found at the head of 
the program and financing schedule, facilitates comput- 
er processing of budgetary information. The last three 
digits of this code represent the functional category to 
which the account is classified. Functional classification 
permits presentation of budget authority and outlays in 
terms of national needs and agency missions, rather 
than the organization administering the program or the 
account under which these funds are made available. 
For example, the 376 on the above schedule indicates 
that the purpose of the program financed by this appro- 
priation is Other advancement and regulation of com- 
merce—a subfunction within major function 370, Com- 
merce and housing credit. When the outlays from an 
account are split between two or more subfunctions 
within a single major function, the code of the major 
function is used. In those few cases where the outlays 
from an account are split between two or more func- 
tions, a code of 999 is used. A detailed discussion of how 
Federal programs are addressed to each identified na- 
tional need is included in Part 5 of the budget. The 
individual functional categories are identified with each 
appropriation or fund account in the Budget Accounts 
Listing in Part 8 of the budget. 


NARRATIVE STATEMENT OF PROGRAM AND PERFORMANCE 


Narrative statements present briefly the objectives of 
the program and the work to be financed. Measures of 
expected performance are presented and the relation- 
ship of expected performance to the financial estimates 
is described. 


SCHEDULE OF OBJECT CLASSIFICATION AND PERSONNEL 
SUMMARY 


There is shown for each account a schedule of obliga- 
tions or costs, according to the following uniform list of 
object classifications: 


10 PERSONAL SERVICES AND 25 Other services 
BENEFITS 26 Supplies and materials 
11 Personnel compensation 30 ACQUISITION OF CAPITAL 
12 Personnel benefits ASSETS 


13 Benefits for former 31 Equipment 


personnel 32 Lands and structures 
20 CONTRACTUAL SERVICES 33 Investments and loans 
AND SUPPLIES 40 GRANTS AND FIXED 
21 Travel and transportation CHARGES 
of persons 41 Grants, subsidies, and 
22 Transportation of things contributions 
23.1 Standard level user 42 Insurance claims and 
charges indemnities 
23.2 Communications, utilities, 43 Interest and dividends 
and other rent 44 Refunds 


24 Printing and reproduction 

These object classes reflect the nature of the things 
or services purchased, regardless of the purpose of the 
program for which they are used. Data according to this 
classification are illustrated in the following schedule: 
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Object Classification (in thousands of dollars) 






































































Identification code 16-1500-0-1-376 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel 

11.1 8,353 9,423 11,306 
11.3 Positions other than permanent 351 398 459 
11.5 Other personnel compensation..... 109 120 137 
Total personnel compensation... oe 8,813 9,941 11,902 

12.1 Personnel benefits: Civiliat .......soosessssssssessseeese m7 860 1,025 
21.0 ‘Travel and tran: se eh ect Se 24 29 25 
22.0 ‘Tran ition of things.......... 2 2 2 
23.1 Standard level user charges. 1 666 783 
23.2 Communications, utilities, a 539 670 834 
24.0 Printing and reproduction .. 751 790 942 
25.0 Other services.......... 968 907 1,090 
26.0 Supplies and materials... 196 195 219 
31.0 Equipment. 50 50 53 
Total direct obligations...................cccsssss 12,724 14,110 16,875 

Reimbursable obligations: 
Personnel compensation: 

11.1 Permanent 1,033 
11.3 Positions o 134 
115 Other personnel compensation 8 
Total ee eo bes 21 31 1,175 

12.1 Personnel benefits: Civilian...... 2 3 99 


23.1 Standard level user charges 
23.2 Communications, utilities, a 
24.0 Printing and reproduction .. 






































25.0 Other services.......... 7 

26.0 Supplies and materials........scscresseesessensens 2 17 

1 ee, ERGATA eee 3 
Total reimbursable obligations................». 34 50 1,612 

99.0 Total obligations ...........sssssssssssesssssssesnsssee 12,758 14,160 18,487 








Several of the object classes are divided into sub- 
classes—personnel compensation, for example, is shown 
separately for permanent positions, for positions other 
than permanent, and for certain other payments. 
Standard level user charges are assessed by the General 
Services Administration for space (leased and Govern- 
ment-owned) and building services. 

Generally, a personnel summary follows the object 
classification schedule, as illustrated: 

Personnel Summary 
Direct: 
Total number of 
Total com workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday hours...... 
Average SES salary 


Average GS grade... 
jet GS salary 


441 461 527 
443 464 525 
#6) 

26 

$0 90 

8.19 


(21 22 
4 35 
4 48 a 189 
8.19 8.19 
$20, 191 














$18,684 $19,991 

















Reimbursable: 
Total number of 
Total compensa 
Full-time eet af other positi 
Full-time equivalent of overtime and 
Average GS grade ......... 
Average GS salary 


1 40 
» =o a) 
} ; i) 
$20, iat 









$18,684 $19, ct 








Permanent positions are those that are established or 
occupied for a year or more. The nature of the position 
governs. Thus, a permanent position may be occupied 
by an employee whose appointment is either temporary 
or permanent in nature. These positions may be full- 
time (full workweek) or part-time (less than a full work- 
week). 

Average grades and salaries are computed arithmeti- 
cally. Thus, the average salary can fall outside the 
salary range of the average grade. 


BUSINESS-TYPE BUDGET STATEMENTS 


Generally, business-type budget statements are pre- 
sented for activities specifically required by the Govern- 
ment Corporation Control Act or similar legislation to 
submit such budgets, and for most other revolving and 
trust revolving funds. For these activities, largely fi- 


nanced by sales revenues, statements of revenue and 
expense and of financial condition are presented on an 
accrual basis. These statements are designed to supple- 
ment the schedule of program and financing, which is 
presented on an applied cost or obligation basis. 


Statement of Revenue and Expense 


For many revolving funds there is a statement of 
revenue and expense that shows the resulting net 
income or loss for the year. This statement usually 
includes accrued revenue (e.g., revenue earned in ad- 
vance of collections) and accrued expenditures (e.g., de- 
preciation), whether funded or unfunded. 

Revenue and Expense (in thousands of dollars) 








1979 actual 1980 est. 1981 est. 
Operating income: 
Ri 23,625 27,950 34,980 
—2,830 —3,700 —4,000 
Net operating income, total ..........ssseces 20,795 24,250 30,980 
Nonoperating income: Interest from U.S. securities. 8,092 9,874 12,791 


Net income for the year 28,887 34,124 43,771 





Statement of Financial Condition 


The statement of Financial Condition shows assets, 
liabilities, and equity for the fund at the close of each 
fiscal year. In addition to this information, which is 
similar to commercial balance sheet data, budget needs 
also require special disclosures, which are made in the 
equity section. A disclosure is made of obligations in- 
curred that have not yet accrued into liabilities (unde- 
livered orders) and of budgetary resources for which no 
assets have been received (unfinanced budgetary re- 
sources). Unfinanced budgetary resources include 
orders from Federal customers that have not been filled 
(unfilled orders), and unfinanced budget authority in 
the form of authority to borrow for which borrowing 
has not taken place, and contract authority for which 
liquidating cash has not been received. Orders received 
from the public must be accompanied by advance pay- 
ment. 

The last section of the balance sheet is an ‘Analysis 
of Changes in Government Equity.” This section sets 
forth for paid-in capital and retained income, as appro- 
priate, the beginning balance, transactions (changes) 
during the year, and the balance at the end of the year. 

Financial Condition (in thousands of dollars) 


1978 actual 1979 actual 1980 est. 1981 est. 





i balance with Treasury. 
U.S. securities (par) ....... 
Accounts receivable (net) 
Loans receivable (net) .... 


1,214 350 550 
i 969 170,769 
5,546 5,737 7,365 
4,059 6,415 


140,115 














FOUN TINO sscscssessiscepescanissisinbetions 185,099 

















Liabilities: 
Accounts payable and accrued liabilities... 


1,162 862 862 
Advances received... 


21,828 32,988 


Total liabilities ...........sssssssessssssssssseee 
Unexpended ine 
a balance... 

indelivered orders 
Unfinanoad budget authority: 


customer 
Invested capital 


22,990 33,850 


























81,051 
280 


—1,340 
8,241 





112,491 144,486 186,702 
569 348 603 





—896 
4,961 


—1,205 
7,620 


— 1,536 
9,251 














Total Government equity... 88,238 117,125 151,249 195,020 


Analysis of changes in Government equi 
Retained income atti 


INR sessienileiincpinnssivinisictennsieneiinanius 88,238 117,125 151,249 
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Financial Condition (in thousands of dollars) —Continued 


1978 actual 1979 actual 1980 est. 1981 est. 





























Transactions: 
Net operating inCOMe.............csssssssssessessssssesseene 20,795 24,250 30,980 
Net nonoperating inCOMe..............cccsssssssssssssssesees 8,092 9,874 12,791 
I I aes cesestcetinetcrseseseramsesnssnnnsncen 117,125 151,249 195,020 
Total Government equity (end of year) .................. 117,125 151,249 195,020 


FEDERAL CREDIT CONTROL SCHEDULES 


Beginning with 1981, as part of an effort to establish 
systematic control of the levels of Federal credit during 
any fiscal year, the budget will generally include limita- 
tions on the amount of obligations for direct loans and 
commitments for loan guarantees in appropriations lan- 
guage for appropriations or funds with credit activity. 
Status of direct loans schedules and status of loan guar- 
antees schedules summarize actual (past year) and esti- 
mated current and budget year activity. 

Status of Direct Loans 

A direct loan is a disbursement of funds (not in ex- 
change for goods or services) that is contracted to be 
repaid—with or without interest—or any of the follow- 
ing transactions: 

—direct Federal participation in loans privately made 

or held; 

—purchase of private loans through secondary 
market operations; 

—acquisition of guaranteed private loans or collateral 
in satisfaction of default or other guarantee claims. 

A direct loan is counted against the annual limitation 
when the principal amount is obligated (see Basis for 
Schedules for definition of “obligation’’). Gross obliga- 
tions for direct loans means the amount obligated 
during a fiscal year, without reductions for such items 
as repayments, prepayments, sale of loan assets, de- 
faults, or forgiveness. 

For each appropriation or fund with direct loan activ- 
ity, a schedule is displayed immediately following the 
program and financing schedule that shows the follow- 
ing: 

—the position with respect to the limitation on the 
gross amount of obligations for direct loans enacted 
or proposed to be enacted in appropriations acts; 

—the cumulative balance of direct loans outstanding; 

—disbursements, repayments, defaults, and other 
transactions that affect the balances. 

Status of Direct Loans (in thousands of dollars) 
Identification code 16~-4023~0-3~754 
Position with respect to limitation on direct 





1979 actual 1980 est. 1981 est. 





ns: 
1110 Limitation on obligations: Appropriation... 
1200 Obligations incurred, gross 

1900 — Unused balance of limitations, expiring... 


Cumulative balance of direct loan outstanding: 















33,650 46,195 38,510 
— 20,000 14,500 15,000 
2400 — Repayments, pr nts, loan sales ..... 6,625 —20,075 —8,280 
2500 — Write-offs for default ..........scssoooee ' — 430 —1,410 —809 
2700 Other adjustments —400 —100 —1,100 


















2900 Oustanding, end Of year................csseeseeee 46,195 38,510 43,321 





Status of Loan Guarantees 


A loan guarantee is an agreement by which the Gov- 
ernment pledges to pay part or all of the loan principal 
and interest to a lender or holder of a security, in the 


event of default by a third party borrower. For the 
purposes of credit control, the term includes agree- 
ments in the form of loan insurance; i.e., a program to 
pool risks, pledging the use of insurance premiums, 
and, under some circumstances, other resources to 
secure a lender against default by a borrower. The term 
also includes direct Federal loans that the Government 
has sold under guarantee or repurchase agreements. 

A loan guarantee is counted against the annual limi- 
tation when a firm commitment is made, i.e., when the 
Government enters into a guarantee agreement to 
become effective at such time as the lender meets stipu- 
lated pre-conditions. A commitment must be reported 
for every loan guaranteed, even though the commit- 
ment and the actual guarantee may occur simulta- 
neously. Where the principal amount of a loan is par- 
tially guaranteed by the Government, only the amount 
of the Government’s contingent liability is to be count- 
ed. Gross commitments for loan guarantees means the 
amount committed during a fiscal year, without reduc- 
tions for such items as repayments, prepayments, sale 
of guaranteed loans, or defaults. 

For each appropriation or fund with loan guarantee 
activity, a schedule is displayed immediately following 
the program and financing schedule (or status of direct 
loans schedule, if there is one) that shows: 

—the position with respect to the limitation on the 
gross amount of commitments for loan guarantees 
enacted or proposed to be enacted in appropriations 
acts; 

—the cumulative balance of guaranteed loans out- 
standing; 

—new loan guarantees, repayments of loans guaran- 
teed, terminations for default, and other transac- 
tions that affect the balances. 


Status of Loan Guarantees (in thousands of dollars) 





Identification code 16-4023-0-3+754 1979 actual 1980 est. 1981 est. 





Position with respect to limitation on loan 


wimitaton 18,700 
3110 Limitation on commitments: Appropriation ..............  sssccsscsccessssse seeeeeeeeesennenne ‘ 
3200 Commitments, gr0SS............ssvsossessseessssssseeeeeeeees —16,130 —20,310 —18,700 


3900 Unused balance of limitation, expiTiNg crv - 


Cumulative balance of guarantees outstanding: 
4100 Outstanding, start of year......... cami jiiictac Ga 70,000 71,186 71,985 











4200 New loan guarantees........... 12,799 14,611 
4400 — Repayments or prepayments —10,300 —10,850 
4500 — Terminations for default —1,700 —1,900 








4900 Outstanding, end Of year.......sccosscsuseeeennnscee 71,186 71,985 73,846 


BUDGETS NOT SUBJECT TO REVIEW 


In accordance with law, the presentations for the Leg- 
islative Branch, the Judiciary, the Federal Deposit In- 
surance Corporation, the Milk Market Orders Assess- 
ment Fund of the Department of Agriculture, the Farm 
Credit Administration, the Board of Governors of the 
Federal Reserve System, and the International Trade 
Commission have been included, without review, in the 
amounts submitted by the agencies. 

The budgets of the privately owned Government-spon- 
sored enterprises, presented in Part VI, are not subject 
to review; they are included for information purposes in 
the amounts submitted by the respective enterprises. 
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DIFFERENCES BETWEEN BUDGET TABLES AND 
APPENDIX TABLES 


INTRAGOVERNMENTAL TRANSACTIONS 


The consolidation of Government-administered funds 
in the budget volume may cause duplication in the 
totals. This occurs when the payment from one of the 
fund groups (Federal or trust) is credited to a receipt 
account in the other fund group, or when a payment 
from a Government agency excluded from the budget 
totals (off-budget Federal entities) is credited to a budg- 
etary receipt account and appropriated therefrom. In 
order to avoid double counting in the budget totals, 
intragovernmental transactions (i.e., intrabudgetary 


transactions and receipts from off-budget Federal enti- 
ties) are deducted from the aggregates of both budget 
authority and outlays. 


PROPRIETARY RECEIPTS FROM THE PUBLIC 


The individual schedules in the Appendix include as 
offsets only those amounts collected that are earmarked 
by law for use in revolving funds, or as credits to appro- 
priations or other funds. In addition to showing outlays 
that are net of collections credited to individual ac- 
counts, the budget volume generally offsets against 
budget authority and outlays for each agency and func- 
tion the collections from the public that are market- 
oriented or are mainly payments for goods and services, 
regardless of the fund structure. 





1981 


nti- 
get 


ked 
ro- 
ays 


nst 
nc- 
et- 
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LEGISLATIVE BRANCH{ 


SENATE 


COMPENSATION AND MILEAGE OF THE VICE PRESIDENT AND SENATORS 
AND EXPENSE ALLOWANCES OF THE VICE PRESIDENT, PRESIDENT PRO 
TEMPORE, THE LEADERS, AND WHIPS OF THE SENATE 


COMPENSATION AND MILEAGE OF THE VICE PRESIDENT AND SENATORS 


For compensation and mileage of the Vice President and Senators 
of the United States, [$6,827,000] $7,310,000. 


EXPENSE ALLOWANCES OF THE VICE PRESIDENT, PRESIDENT PRO TEM- 
PORE, MAJORITY AND MINORITY LEADERS AND MAJORITY AND MINORITY 
WHIPS 


For expense allowances of the Vice President, $10,000; President 
Pro Tempore of the Senate, $10,000; Majority Leader of the Senate, 
$10,000; Minority Leader of the Senate, $10,000; Majority Whip of the 
Senate, $2,500; and Minority Whip of the Senate, $2,500; in all, 
$45,000. 

SALARIES, OFFICERS AND EMPLOYEES 


For compensation of officers, employees, clerks to Senators, and 
others as authorized by law, including agency contributions and lon- 
gevity and merit compensation as authorized, which shall be paid 
from this appropriation without regard to the below limitations, as 
follows: 

OFFICE OF THE VICE PRESIDENT 


For clerical assistance to the Vice President, [$810,000] $866,000. 
OFFICE OF THE PRESIDENT PRO TEMPORE 
For Office of the President Pro Tempore, [$123,000] $129,000. 
OFFICES OF THE MAJORITY AND MINORITY LEADERS 
For Offices of the Majority and Minority Leaders, [$540,000] 
$577,000. 
FLOOR ASSISTANTS TO THE MAJORITY AND MINORITY LEADERS 


For Floor Assistants to the Majority and Minority Leaders, 
[$109,000] $117,000. 


OFFICES OF THE MAJORITY AND MINORITY WHIPS 
For Offices of the Majority and Minority Whips, [$252,000] 
$270,000. 
OFFICES OF THE SECRETARIES OF THE CONFERENCE OF THE MAJORITY 
AND THE CONFERENCE OF THE MINORITY 


For Offices of the Secretaries of the Conference of the Majority and 
the Conference of the Minority, [$140,000] $146,000. 


OFFICE OF THE CHAPLAIN 
For Office of the Chaplain, [$55,000] $59,000. 
OFFICE OF THE SECRETARY 
For Office of the Secretary, [$4,407,000] $4,660,000, including 


[$190,323] $203,414 required for the purpose specified and author- 
ized by section 74(b) of title 2, United States Code. 


COMMITTEE EMPLOYEES 


For professional and clerical assistance to standing committees, 
including the Select Committee on Small Business and the Special 
Committee on Aging, [$11,825,000] $13,059,000. 


CONFERENCE COMMITTEES 


For clerical assistance to the Conference of the Majority and the 
Conference of the Minority, at rates of compensation to be fixed by 
the Chairman of each such committee, [$396,000] $423,000 for each 
such committee; in all, [$792,000] $846,000. 


+1980 appropriations for the Legislative Branch were provided in a continuing resolution 
(Public Law 96-86), which references the Legislative Branch Appropriation Bill, 1980 (H.R. 
4390) as reported by the House of Representatives on June 7, 1979, and as amended by the 
continuing resolution. 


ADMINISTRATIVE, CLERICAL, AND LEGISLATIVE ASSISTANCE TO SENATORS 


For administrative, clerical, and legislative assistance to Senators, 
[$75,133,000] $78,447,000. 


OFFICE OF SERGEANT AT ARMS AND DOORKEEPER 

For Office of the Sergeant at Arms and Doorkeeper, [$21,196,000] 

$23,275,000. 
OFFICES OF THE SECRETARIES FOR THE MAJORITY AND MINORITY 

For Offices of the Secretary for the Majority and the Secretary for 
the Minority, [$434,000] $464,000. 

AGENCY CONTRIBUTIONS AND LONGEVITY AND MERIT COMPENSATION 

For agency contributions for employee benefits and for longevity 


and merit compensation, as authorized by law, [$9,943,000] 
$13,033,000. 


OFFICE OF THE LEGISLATIVE COUNSEL OF THE SENATE 


For salaries and expenses of the Office of the Legislative Counsel of 
the Senate, [$899,000] $961,000. 


OrFicE oF SENATE LEGAL COUNSEL 


For salaries and expenses of the Office of Senate Legal Counsel, 
[$350,000] $500,000. (2 U.S.C. 701, Ethics in Government Act of 1978 
(Public Law 95-521).) 


CONTINGENT EXPENSES OF THE SENATE 
SENATE POLICY COMMITTEES 


For salaries and expenses of the Majority Policy Committee and the 
Minority Policy Committee, [$731,000] $781,000 for each such com- 
mittee; in all, [$1,462,000] $1,562,000. 


AUTOMOBILES AND MAINTENANCE 


For purchase, lease, exchange, maintenance, and operation of vehi- 
cles, one for the Vice President, one for the President pro tempore, 
one for the Majority Leader, one for the Minority Leader, one for the 
Majority Whip, one for the Minority Whip, for carrying the mails, 
and for official use of the Offices of the Secretary and the Sergeant at 
Arms and Doorkeeper, [$65,000] $70,000. 


INQUIRIES AND INVESTIGATIONS 


For expenses of inquiries and investigations ordered by the Senate, 
or conducted pursuant to section 134(a) of Public Law 601, Seventy- 
ninth Congress, as amended, including [$782,271] $836,078 for the 
Committee on Appropriations, to be available also for the purposes 
mentioned in Senate Resolution Numbered 193, agreed to October 14, 
1948, and Senate Resolution Numbered 140, agreed to May 14, 1975, 
[$32,600,000] $36,000,000. 


FOLDING DOCUMENTS 


For the employment of personnel for folding speeches and pam- 
phlets at a gross rate of not exceeding [$4.82] $5.15 per hour per 
person, [$109,000] $717,000. 


MISCELLANEOUS ITEMS 
For miscellaneous items, [$39,195,000] $30,776,000. 
POSTAGE STAMPS 


For postage stamps for the Offices of the Secretaries for the Major- 
ity and Minority, $420; Chaplain, $200; and for air mail and special 
delivery postage for the Office of the Secretary, $4,865; Office of the 
Sergeant at Arms and Doorkeeper, $300; and the President of the 
Senate, as authorized by law, $1,215; in all, $7,000. 


STATIONERY (REVOLVING FUND) 


For stationery for the President of the Senate, $4,500, and for 
committees and officers of the Senate, $35,500; in all, $40,000. 


[ADMINISTRATIVE PROVISIONS] 


[Sec. 111. Notwithstanding section 106 or any other provisions of 
this joint resolution— 
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CONTINGENCY EXPENSES OF THE SENATE—Continued 
[ADMINISTRATIVE PROVISIONS] —Continued 


(a) effective October 1, 1979, the allowance for administrative 
and clerical assistance of each Senator from the State of Minneso- 
ta is increased to that allowed Senators from States having a 
population of four million but less than five million, the popula- 
tion of said State having exceeded four million inhabitants; 

(b) effective October 1, 1979, the allowance for administrative 
and clerical assistance of each Senator from the State of Texas is 
increased to that allowed Senators from States having a popula- 
tion of thirteen million but less than that fifteen million, the 
population of said State having exceeded thirteen million inhabi- 
tants; 

(c) effective with the fiscal year ending September 30, 1980, 
section 117 of the Second Supplemental Appropriations Act, 1976 
(2 U.S.C. 61f-1a), is amended by striking out “$25,000” and insert- 
ing in lieu thereof “$92,000”; and 

(d) effective October 1, 1979, the Sergeant at Arms and Door- 
keeper of the Senate may appoint and fix the compensation of 
two Photostat operators at not to exceed $12,663 per annum each; 
six Assistant Mail operators at not to exceed $12,096 per annum 
each; a Requisition and Receiving Clerk at not to exceed $13,608 
per annum; a Maintenance and Rental Clerk at not to exceed 
$13,608 per annum; a State office Repair Clerk at not to exceed 
$13,608 per annum; and two Auditors at not to exceed $14,931 per 
annum each.] (Public Law 96-86, making continuing appropri- 
ations for the fiscal year 1980.) 





HOUSE OF REPRESENTATIVES 


COMPENSATION AND MILEAGE FOR THE MEMBERS 
COMPENSATION OF MEMBERS 


For compensation of Members, as authorized by law (wherever used 
herein the term “Member” shall include Members of the House of 
Representatives, the Resident Commissioner from Puerto Rico, the 
Delegate from the District of Columbia, the Delegate from Guam, and 
the Delegate from the Virgin Islands), [$27,690,000] $29,254,300. 


MILEAGE OF MEMBERS 
For mileage of Members, as authorized by law, $210,000. 
House LEADERSHIP OFFICES 


For salaries and expenses, as authorized by law, [$2,222,300] 
$2,365,100, including: Office of the Speaker, [$566,100] $602,700, in- 
cluding $10,000 for official expenses of the Speaker; Office of the 
Majority Floor Leader, [$396,500] $421,600, including $5,000 for offi- 
cial expenses of the Majority Leader; Office of the Minority Floor 
Leader, [$491,500] $521,800 including $5,000 for official expenses of 
the Minority Leader; Office of the Majority Whip, [$431,600] 
$459,600, including not to exceed [$103,580] $110,110 for the Chief 
Deputy Majority Whip; Office of the Minority Whip, [$336,600] 
$359,400, including not to exceed [$56,080] $60,010 for the Chief 
Deputy Minority Whip. 


SALARIES, OFFICERS AND EMPLOYEES 


For compensation and expenses of officers and employees, as au- 
thorized by law, [$29,613,300] $32,926,700, including: Office of the 
Clerk, [$8,378,400] $9,680,000, Office of the Sergeant at Arms, in- 
cluding overtime, as authorized by law, [$12,951,900] $14,208,500; 
Office of the Doorkeeper, including overtime, as authorized by law, 
[$4,530,100] $5,084,800; Office of the Postmaster, [[$1,284,700] 
$1,403,100, including [$22,075] $30,428, for employment of substitute 
messengers and extra services of regular employees when required at 
the salary rate of not to exceed [$11,886] $12,718, per annum each; 
Office of the Chaplain, [$50,000] $52,800; Office of the Parliamentar- 
ian, including the Parliamentarian and $2,000 for preparing the 
Digest of the Rules, [$280,000] $292,000; for compiling’ the prece- 
dents of the House of Representatives, [$200,000] $190,000, a techni- 
cal assistant in the Office of the Attending Physician, to be appointed 
by the Attending Physician subject to the approval of the Speaker, 
[$32,400] $34,700; the House Democratic Steering Committee, 
[$323,000] $344,800, the House Democratic Caucus, [[$85,600] 
$90,900; the House Republican Conference, [$566,900] $435,700; six 
minority employees, [$300,000] $16,500, and L.B.J. Interns and 
Former Speakers’ staff, [$630,300] $692,900. 


Such amounts as are deemed necessary for the payment of salaries 
of officers and employees under this head may be transferred between 
the various offices and activities within this appropriation, ‘Salaries, 
officers and employees”, upon the approval of the Committee on 
Appropriations of the House of Representatives. 


COMMITTEE EMPLOYEES 


For professional and clerical employees of standing committees, 
including the Committee on Appropriations and the Committee on 
the Budget, [$24,705,000] $27,000,000. 


COMMITTEE ON APPROPRIATIONS (STUDIES AND INVESTIGATIONS) 


For salaries and expenses, studies and examinations of executive 
agencies, by the Committee on Appropriations, and temporary person- 
al services for such committee, to be expended in accordance with 
section 202(b) of the Legislative Reorganization Act, 1946, and to be 
available for reimbursement to agencies for services performed, 
[$2,950,000] $2,856,000. 


COMMITTEE ON THE BUDGET (STUDIES) 


For salaries, expenses, and studies by the Committee on the Budget, 
and temporary personal services for such committee to be expended 
in accordance with sections 101(c), 606, 703, and 901(e), of the Congres- 
sional Budget Act of 1974, and to be available for reimbursement to 
agencies for services performed, [$277,000] $245,000. 


OFFICE OF THE LAW REVISION COUNSEL 


For salaries and expenses of the Office of the Law Revision Counsel 
of the House, [$465,000] $510,000. 


OFFICE OF THE LEGISLATIVE COUNSEL 


For salaries and expenses of the Office of the Legislative Counsel of 
the House, [$1,987,000] $2,097,000. 


MempBers’ CLERK HIRE 


For staff employed by each Member in the discharge of his official 
and representative duties, [$118,307,600] $126, 808,000. 


CONTINGENT EXPENSES OF THE HOUSE 
ALLOWANCES AND EXPENSES* 
*See Part III for additional information. 


For allowances and expenses as authorized by House resolution or 
law, [$62,376,700] $73,152,000, including: Official Expenses of Mem- 
bers, [$39,418,800] $43,049,000; supplies, materials, administrative 
costs and Federal tort claims, [$3,483,600] $7,545,000; furniture and 
furnishings, [$2,079,000] $2,480,000; stenographic reporting of com- 
mittee hearings, [$1,650,000] $1,810,000; reemployed annuitants re- 
imbursement, [$661,500] $7,709,000, Government contributions to 
employees’ life insurance fund, retirement fund, and health benefits 
fund, [$14,632,100] $16,052,000; and miscellaneous items including, 
but not limited to, purchase, exchange, hire, driving, maintenance, 
repair and operation of House motor vehicles, interparliamentary 
receptions and gratuities to heirs of deceased employees of the House, 
[$451,700] $507,000. 

Such amounts as are deemed necessary for the payment of 
allowances and expenses under this head may be transferred between 
the various categories within this appropriation, “Allowances and 
Expenses”, upon the approval of the Committee on Appropriations of 
the House of Representatives. 


SPECIAL AND SELECT COMMITTEES 


For salaries and expenses of special and select committees author- 
ized by the House, [$42,100,000] $46,500,000. 


[ADMINISTRATIVE PROVISIONS ] 


(Sec. 101. The provisions carried in House Resolution 1280, ap- 
proved October 11, 1978, relating to positions of telephone operators 
in the Office of the Clerk; House Resolution 1297, approved August 
16, 1978, relating to payment from the Contingent Fund of the House 
of expenses of sending or transporting Official Records of any 
Member of the House; and Section 3(b) of House Resolution 315, 
approved November 1, 1977, relating to positions in the House Beauty 
Shop, all of the Ninety-fifth Congress, shall be made permanent law; 
the provisions relating to a position and a salary thereof carried in 
House Resolution 7, Ninety-sixth Congress, approved January 15, 
1979, shall be the permanent law with respect thereto during the 
period of time in which the position is held by the individual holding 
the position upon enactment of this Act.] 
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JOINT ITEMS 
For joint committees, as follows: 
CONTINGENT EXPENSES OF THE SENATE 
JOINT ECONOMIC COMMITTEE 


For salaries and expenses of the Joint Economic Committee, 
[$2,749,000] $2,150,000. 


JOINT COMMITTEE ON PRINTING 


For salaries and expenses of the Joint Committee on Printing, 
[$864,000] $794,000. 


CoNTINGENT EXPENSES OF THE HOUSE 
JOINT COMMITTEE ON TAXATION 


For salaries and expenses of the Joint Committee on Taxation, 
[$2,455,000] $2,670,000, to be disbursed by the Clerk of the House. 





For other joint items, as follows: 
OFFICE OF THE ATTENDING PHYSICIAN 


For medical supplies, equipment, and contingent expenses of the 
emergency rooms, and for the Attending Physician and his assistants, 
including (1) an allowance of $1,000 per month to the Attending 
Physician; (2) an allowance of $200 per month each to two medical 
officers while on duty in the Attending Physician’s office; (3) an 
allowance of $200 per month each to not to exceed nine assistants on 
the basis heretofore provided for such assistance; and (4) [$259,000] 
$282,500, for' reimbursement to the Department of the Navy for ex- 
penses incurred for staff and equipment assigned to the Office of the 
Attending Physician, such amount shall be advanced and credited to 
the applicable appropriation or appropriations from which such sala- 
ries, allowances, and other expenses are payable and shall be availa- 
ble for all the purposes thereof, [$459,000] $503,900, to be disbursed 
by the Clerk of the House. 





CapiToL POLICE 
GENERAL EXPENSES 


For purchasing and supplying uniforms; the purchase, mainte- 
nance, and repair of police motor vehicles, including two-way police 
radio equipment; contingent expenses, including advance payment for 
travel for training or other purposes, and expenses associated with 
the relocation of instructor personnel to and from the Federal Law 
Enforcement Training Center as approved by the Chairman of the 
Capitol Police Board, and including $40 per month for extra services 
performed for the Capitol Police Board by such member of the staff of 
the Sergeant at Arms of the Senate or the House as may be designat- 
ed by the Chairman of the Board, [$809,500] $834,000, to be dis- 
bursed by the Clerk of the House. 


CAPITOL POLICE BOARD 


To enable the Capitol Police Board to provide additional protection 
for the Capitol Buildings and Grounds, including the Senate and 
House Office Buildings and the Capitol Power Plant, [$1,263,000] 
$1,351,600, to be disbursed by the Clerk of the House. Such sum shall 
be expended only for payment of salaries and other expenses of 
personnel detailed from the Metropolitian Police of the District of 
Columbia, and the Mayor of the District of Columbia is authorized 
and directed to make such details upon the request of the Board. 
Personnel so detailed shall, during the period of such detail, serve 
under the direction and instructions of the Board and are authorized 
to exercise the same authority as members of such Metropolitan 
Police and members of the Capitol Police and to perform such other 
duties as may be assigned by the Board. Reimbursement for salaries 
and other expenses of such detail personnel shall be made to the 
Government of the District of Columbia, and any sums so reimbursed 
shall be credited to the appropriation or appropriations from which 
such salaries and expenses are payable and shall be available for all 
the purposes thereof: Provided, That any person detailed under the 
authority of this paragraph or under similar authority in the Legisla- 
tive Branch Appropriation Act, 1942, and the Second Deficiency Ap- 
propriation Act, 1940, from the Metropolitan Police of the District of 
Columbia shall be deemed a member of such Metropolitan Police 


during the period or periods of any such detail for all purposes of 
rank, pay, allowances, privileges, and benefits to the same extent as 
though such detail had not been made, and at the termination thereof 
any such person shall have a status with respect to rank, pay, 
allowances, privileges, and benefits which is not less than the status 
of such person in such police at the end of such detail: Provided 
further, That the Mayor of the District of Columbia is directed (1) to 
pay the assistant chief detailed under the authority of this paragraph 
and.serving as Chief of the Capitol Police, the salary of assistant chief 
plus $2,000 and such increases in basic compensation as may be 
subsequently provided by law so long as this position is held by the 
present incumbent, (2) to pay the two lieutenants detailed under the 
authority of this paragraph the salary of lieutenant and such in- 
creases in basic compensation as may be subsequently provided by 
law so long as these positions are held by the present incumbents, (3) 
to pay the two detective sergeants detailed under the authority of this 
paragraph the salary of detective sergeant and such increases in basic 
compensation as may be subsequently provided by law so long as 
these positions are held by the present incumbents, and (4) to pay the 
sergeant of the uniform force detailed under the authority of this 
paragraph the salary of sergeant and such increases in basic compen- 
sation as may be subsequently provided by law so long as this position 
is held by the present incumbent. 

No part of any appropriation contained in this Act shall be paid as 
compensation to any person appointed after June 30, 1935, as an 
officer or member of the Capitol Police who does not meet the stand- 
ards to be prescribed for such appointees by the Capitol Police Board: 
Provided, That the Capitol Police Board is hereby authorized to detail 
police from the House Office, Senate Office, and Capitol Buildings for 
police duty on the Capitol Grounds and on the Library of Congress 
Grounds. 





EDUCATION OF PAGES 


For education of congressional pages and pages of the Supreme 
Court, [$220,000] $258,500, to be disbursed by the Clerk of the 
House, which amount shall be advanced and credited to the applica- 
ble appropriation of the District of Columbia, and the Board of Educa- 
tion of the District of Columbia is hereby authorized to employ such 
personnel for the education of pages as may be required and to pay 
compensation for such services in accordance with such rates of com- 
pensation as the Board of Education may prescribe. 


 —— 


OFFICIAL Mai. Costs 


For expenses necessary for official mail costs, [[$50,797,000,] 
$36,633,000 to be disbursed by the Clerk of the House, to be available 
immediately on enactment of this Act. 





Capito. GuipE SERVICE 


For salaries and expenses of the Capitol Guide Service, [$613,000] 
$664,000, to be disbursed by the Secretary of the Senate: Provided, 
That none of these funds shall be used to employ more than twenty- 
eight individuals: Provided further, That the Capitol Guide Board is 
authorized, during emergencies, to employ not more than two addi- 
tional individuals for not more than one hundred twenty days each, 
and not more than ten additional individuals for not more than six 
months each, for the Capitol Guide Service. 





STATEMENTS OF APPROPRIATIONS 


For the preparation, under the direction of the Committees on 
appropriations of the Senate and House of Representatives, of the 
statements for the [first] second session of the Ninety-sixth Con- 
gress, showing appropriations made, indefinite appropriations, and 
contracts authorized, together with a chronological history of the 
regular appropriation bills as required by law, $13,000, to be paid to 
the persons designated by the chairman of such committees to super- 
vise the work. 
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CONGRESSIONAL BUDGET OFFICE 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For salaries and expenses necessary to carry out the provisions of 
the Congressional Budget Act of 1974 (Public Law 93-344), 
[$12,117,000] $13,544,000: Provided, That none of these funds shall 
be available for the purchase or hire of a passenger motor vehicle: 
Provided further, That none of the funds in this Act shall be available 
for salaries or expenses of any employee of the Congressional Budget 
Office in excess of 218 staff employees. 


Program and Financing (in thousands of dollars) 


























Identification code 08-0100-0-1-801 1979 actual 1980 est. 1981 est. 
Program by activities: 
Salaries and EXPENSES 2 ..........:.ssseecssnesesssees 9,119 12,531 13,544 
Change in selected resources (undelivered 
DROME soe tiserccerssrtscapclsoas enna 1 ile Mele agape eb tps aren 
10.00 Total obligationS............ccsccssssssseees 10,419 12,531 13,544 
Financing: 
25.00 Unobligated balance lapsing ..................css0e BED cate cium 
Budget authority ..................ccc.0 11,368 12,531 13,544 
Budget authority: 
MOAN) HRMNNSTUINOUS oscssccssscvscssesssssconnsorecessooodonsss 11,368 12,117 13,544 
44.20 Supplemental for civilian pay raises... ..........ss0006» BUR asics 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............csscssssee 10,419 12,531 13,544 
72.40 Obligated balance, start of year. 1,788 2,149 2,680 
74.40 Obligated balance, end of year.............ssssse« — 2,149 — 2,680 —3,124 
77.00 Adjustments in expired accounts FO Vesitith tion seoneveateiete 
90.00 Outlays, excluding pay increase sup- 
1 beta ei lees arte 8 10,139 11,600 13,086 
91.20 Outlays from civilian pay raise sup- 
GOIN Sec oscscsasdastscsstckctbrassics..\WabunisctiShone 400 14 





* Includes capital investment as follows: 1979, $57 thousand; 1980, $41 thousand; 1981, $50 thousand. 


The Congressional Budget Office was created by title 
II of the Congressional Budget and Impoundment Con- 
trol Act of 1974 (2 U.S.C. 601 et seq.) to provide assist- 
ance to the Congress in fulfilling its responsibilities to 
assure effective congressional control over the budge- 
tary process; to determine each year the appropriate 
level of Federal revenues and expenditures; and to es- 
tablish national budget priorities. 


Object Classification (in thousands of dollars) 




















Identification code 08-0100-0-1-801 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOSitions..........:.ssssecssssssseees 5,593 6,276 6,721 
11.3 Positions other than permanent.............. 135 142 155 
Total personnel compensation............. 5,728 6,418 6,876 
12.1 Personnel benefits: Civiliat............sscssssee 347 395 423 
21.0 Travel and transportation of persons........... 59 50 69 
22.0 Transportation Of thingS..........sccsccssssseseee 1 l 1 
23.2 Communications, utilities, and other rent.... 461 503 544 
24.0 — Printing and reproduction..........:.....scssssesees 279 293 316 
25.0 Other Services .........cs..s00es. és. 3,389 4,750 5,170 
26.0 Supplies and materials ..............sccsssseseseen 98 80 95 
TUONO sect ees, SRR 57 4] 50 
99.0 Total obligations ..............ssssecssssseees 10,419 12,531 13,544 


Personnel Summary 








Total number of permanent positions 218 218 218 
Total compensable WOrkyealS............ss:ssssescsseessseeeseee 213 219 229 
Full-time equivalent of other positions.................. (11) (11) (11) 
Full-time equivalent of overtime and holiday 
ONG i NPR ANS IAG ss ssb bE ational tdsscoocontigo (0) (0) (0) 
Average salary, grades established by the Director 
of the Congressional Budget Office ................0e. $27,453 $29,941 $30,615 








ARCHITECT OF THE CAPITOL 
Federal Funds 


General and special funds: 


OFFICE OF THE ARCHITECT OF THE CAPITOL 


SALARIES 


For the Architect of the Capitol; the Assistant Architect of the 
Capitol; the Executive Assistant; and other personal services; at rates 
of pay provided by law, [$2,836,000] $3,401,000. (31 U.S.C. 689; 40 
U.S.C. 161, 162, 162a, 164a, 166b, 166b-3; 84 Stat. 817: Public Law 91- 
656; Public Law 94-82.) 


Program and Financing (in thousands of dollars) 
































Identification code 01-0100-0-1-801 1979 actual 1980 est. 1981 est 
Program by activities: 
10.00 General administration of all activities 
under the Architect of the Capitol 
(COStS—Obligations) .............secsssseesssesen 2,306 3,008 3,401 
Financing: 
25.00 Unobligated balance lapsing ROM: \osierctesecsceines, * \ Gates 
Budget authority... 2,490 3,008 3,401 
Budget authority: 
A000 “ADOODIAWON S55. s5ikAd detic eee: 2,382 2,836 3,401 
42.00 Transferred from other accounts................. BUG Shuostvtesanscnns eatin aie 
43.00 Appropriation (adjusted) ................ 2,490 2,836 3,401 
44.10 Supplemental for wage-board pay 
MOB as is scanssesscs vccsvanthavecwssyecitbvcapis’ »™ oodvskazscrerscen Os. cette 
44.20 Supplemental for civilian pay 
FONG or licshisssccheciettivettesacteenerddgita Slee ated Ee “ok Aianatichs 





Relation of obligations to outlays: 
71.00 Obligations incurred, Net ..........ssscsssseecseoeee 2,306 3,008 3,401 











72.40 Obligated balance, start of year. 115 143 153 
74.40 Obligate balance, end of year.................00 —143 — 153 —160 
90.00 Outlays, excluding pay raise supple- 

TE ada tanciisusmasitoonscs 2,278 2,833 3,387 
91.10 Outlays from wage-board pay raise 

SUMO cssvsciels écoctteiSeigthoicises in, i<dusesnstenesaie 29 ] 
91.20 Outlays from civilian pay raise sup- 

BNA sa cessasnssl vant ceninescdcalosederel bm devon ee 136 6 





Object Classification (in thousands of dollars) 


Personnel compensation: 











11.1 Permanent positions...........sccccsssssccsssseees 1,957 2,450 2771 
11.5 Other personnel compensation................ 163 292 350 

Total personnel compensation.............. 2,120 2,742 3,127 
12.1 — Personnel benefits: Civiliat.........sssscsscscsssseee 186 266 274 








99.0 Total obligationS...........ssssssssseesssee 2,306 3,008 3,401 
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Personnel Summary 


Program and Financing (in thousands of dollars) 












Total number of permanent positions...................0e.-. 90 94 111 
Total compensable workyears................... = 92 102 121 
Full-time equivalent of other positions.................. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
Se  cccceases SNES ( (8) (10) 
Average GS grade..... 10.33 9.93 
Average GS Salary..........sssssssssssssssssssee $25,123 $24,189 
Average salary of ungraded positions ..............ssssss $18,978 $21,049 $20,972 








CONTINGENT EXPENSES 


To enable the Architect of the Capitol to make surveys and studies, 
to incur expenses authorized by the Act of December 13, 1973 (87 
Stat. 704), and to meet unforeseen expenses in connection with activi- 
ties under his care, $210,000, which shall remain available until ex- 
pended. 


Program and Financing (in thousands of dollars) 


























Identification code. 01-0102-0-1-801 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Surveys and studies, rental of storage 
space, and unforeseen expenses in con- 
nection with all activities under the Ar- 
chitect of the Capitol (costs—obliga- 
RUDD epsseid cannes sas sascansncecsiovedensnasansc 204 403 210 
Financing: 
21.40 Unobligated balance available, start of year — 187 
24.40 Unobligated balance available, end of year.. 193 
40.00 Budget authority (appropriation) .. 210 210 210 
Relation of obligations to outlays: 
71.00 Obligations incurred, net............ me 204 403 210 
72.40 Obligated balance, start of year a 43 Eo scscsssstcisitor 
74.40 Obligated balance, end of year................00. MND cscsercateiggan _gisecehuachccaleict 
90.00 INR csicsikascyaccosasesicacs AGRO 207 443 210 





Object Classification (in thousands of dollars) 








23.2 Communications, utilities, and other rent... 17 60 60 
DE, OUR SORWNOES cs ssccisscsisaiescssonvecossssoudassssavaeess 187 343 150 
99.0 Total obligations .............ssscssseseceenseee 204 403 210 








CAPITOL BUILDINGS 


For necessary expenditures for the Capitol Building and electrical 
substations of the Senate and House Office Buildings, under the 
jurisdiction of the Architect of the Capitol, including improvements, 
maintenance, repair, equipment, supplies, material, fuel, oil, waste, 
and appurtenances; security installations authorized by House Con- 
current Resolution 550, Ninety-second Congress, agreed to September 
19, 1972, the cost limitation of which is hereby further increased by 
[$120,000] $802,500; furnishings and office equipment; special and 
protective clothing for workmen; uniforms or allowances therefor as 
authorized by law (5 U.S.C. 5901-5902); personal and other services; 
cleaning and repairing works of art and prevention and eradication of 
insect and other pests without regard to section 3709 of the Revised 
Statutes, as amended; preservation of historic drawings through use 
of document conservation laboratory facilities of the Library of Con- 
gress on a reimbursable basis; purchase or exchange, maintenance 
and operation of a passenger motor vehicle; purchase of necessary 
reference books and periodicals; for expenses of attendance, when 
specifically authorized by the Architect of the Capitol, at meetings or 
conventions in connection with subjects related to work under the 
Architect of the Capitol, [$7,394,000] $8,675,000, of which 
[$700,000] $1,309,000 shall remain available until expended. (40 
U.S.C. 162, 163, 166, 166b-3; Public Law 91-656; Public Law 94-82; 5 
U.S.C. 5341-5344, 5349; 87 Stat. 825-829; 89 Stat. 835.) 

























































Identification code 01-0105-0-1-801 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Maintenance and operation of the Capitol 
(Costs—Obligations) ..............ssssssccsssssees 6,796 7,736 8,785 
Financing: 
21.40 Unobligated balance available, start of year —670 —249 —215 
24.40 Unobligated balance available, end of year. 249 215 105 
25.00 Unobligated balance lapsing....................u««. Seicitmaphucets comaocnes 
Budget authority... 6,380 7,702 8,675 
Budget authority: 
0) Rite... ee 6,157 7,394 8,675 
42.00 Transferred from other accounts.................. BAe ice OW ascscncecctties 
43.00 Appropriation (adjusted) ............... 6,380 7,394 8,675 
44.10 Supplemental for wage-board pay 
BR icericcetsetpustessssesiichccetetecamea “" ecttepssinoess MN accesses: 
44.20 Supplemental for civilian pay 
ON i ccc ccecaxcceinccsisscecsites ~ acsstalbamstolion Ee ricci 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............cssssecceee 6,796 7,736 8,785 
72.40 Obligated balance, start of year.................. 1,096 962 669 
74.40 Obligated balance, end of year.................... —962 — 669 —173 
77.00 Adjustments in expired accounts................. mF cccccroossigighin. , ceanaiaetatiae 
90.00 Outlays, excluding pay raise supple- 
NR sitesi 6,842 7,733 8,669 
91.10 Outlays from wage-board pay raise 
SI cis spccecccccrscaciecss cecsnintoneseics 217 9 
91.20 Outlays from civilian pay raise sup- 
De sssisassieccscisenecessescieenssens ‘caseustaclteionn 79 3 
Object Classification (in thousands of dollars) 
Personnel compensation: 
Permanent positiOnS................ssssssssseeee 3,499 3,856 3,965 
d Positions other than permanent... 46 50 50 
11.5 Other personnel compensation 677 807 828 
Total personnel compensation............. 4,222 4,713 4,843 
12.1 Personnel benefits: Civiliat..............cccssesssees 728 838 966 
21.0 Travel and transportation of persons........... 6 l 1 
22.0 — Transportation of things ...............cccsseecessee a ueanamae venue 
23.2 Communications, utilities, and other rent... 15 10 10 
EG. \  CUNAE SINCE sos oS cas ascecte 1,573 1,981 2,705 
26.0 Supplies and materials .. 179 149 179 
SRNR SRE cchecsccene esecpasisestnntesensnsinssccanie 71 44 81 
99.0 Total obligations.................cccsssssseese 6,796 7,736 8,785 
Personnel Summary 
Total number of permanent positions..................... 215 215 220 
Total compensable workyeaS...............-..+. 243 248 254 
Full-time equivalent of other positions (3) (3) (3) 
Full-time equivalent of overtime and holiday 
ON ict cis ccccices eerste icicnaacseims (28) (30) (31) 
OMI a NN a iscsssiacrrspcrcenenecctoncsces 10.80 10.95 10.78 
FORO Gk SUN re ee $23,537 $26,351 $25,921 
Average salary of ungraded positions ..................00e+ $15,331 $16,662 $16,795 








CAPITOL GROUNDS 


For care and improvement of grounds surrounding the Capitol, the 
Senate and House Office Buildings, and the Capitol Power Plant; 
personal and other services; care of trees; planting; fertilizer; repairs 
to pavements, walks, and roadways; waterproof wearing apparel; 
maintenance of signal lights; and for snow removal by hire of men 
and equipment or under contract without regard to section 3709 of 
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General and special funds—Continued 


OFFICE OF THE ARCHITECT OF THE Caprrot—Continued 
CAPITOL GROUNDS—Continued 
the Revised Statutes, as amended, [$4,062,000] $2,243,000, of which 
[$1,792,000] $20,000 shall remain available until expended. (5 U.S.C. 


5341-5344, 5349; 40 U.S.C. 162, 198a; 81 Stat. 275-278; Public Law 91- 
656; 87 Stat. 825-829; 90 Stat. 1453.) 


Program and Financing (in thousands of dollars) 



























































Identification code 01-0108-0-1-801 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Care and improvement of the Capitol 
Grounds (costs—obligations) ............. ae 2,938 3,313 2,731 
Financing: 
11.00 Offsetting collections from: Federal funds... aa di emits . cesstevieseioelsle 
21.40 Unobligated balance available, start of year —415 —118 —973 
24.40 Unobligated balance available, end of year. 118 973 485 
25.00 Unobligated balance lapsing ...................00 DP catenin _scqsdiawitits 
Budget authority 0.00.0... 2,644 * 4,169 2,243 
Budget authority: 
40.00 Appropriation ..............sssecccsssssesscessnsessesssneees 2,565 4,062 2,243 
42.00 Transferred from other accounts................. PD acters © aimagacclaceaiianas 
43.00 Appropriation (adjusted)................ 2,644 4,062 2,243 
44.10 Supplemental for wage-board pay 
cess RE ieee, nssgenedoserenans DMR) . <cessssin aoa 
44.20 Supplemental for civilian pay 
NI cscs sos cscccscsicevescvsactoosconipeetass ¢. seappseccpceblces Pica re 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............sssssesese 2,935 3,313 2,731 
72.40 Obligated balance, start of year.................. 400 552 400 
74.40  Obligated balance, end of year....... sabe —552 —400 —350 
77.00 Adjustments in expired accounts aed Me MON: ass acess 
90.00 Outlays, excluding pay raise supple- 
PMI EEF iccccssccsessasscbessssiine 2,780 3,363 2,777 
91.10 Outlays from wage-board pay raise 
NRPMOMENTUDN Fesschscocossstesovnncsischoansss’  Uessddicesscocine 96 4 
91.20 Outlays from civilian pay raise sup- 
DOMED ccc Riccisssisinerccabvccftrrananes y thee Pitta csicdsutes 
Object Classification (in thousands of dollars) 
Personnel compensation: 
11.1 Permanent positions...........sssscscccccssssseees 1,269 1,417 1,431 
11.3 Positions other than permanent te 65 35 35 
11.5 Other personnel compensation................ 233 239 239 
Total personnel compensation............. 1,567 1,691 1,705 
12.1 Personnel benefits: Civilian.................. a 142 163 168 
25.0 — Other Services ............c.sssssees < 1,119 1,397 613 
26.0 Supplies and materials ...............ssscssessseee 101 54 76 
LUD” ARRMNTVONIC sssresccobecescclotateovsssncsssiscntescssesssboss 9 8 169 
99.0 Total Obligations .............ssssscsssssseeeeens 2,938 3,313 2,731 
Personnel Summary 
Total number of permanent positionS..............ccssseee. 80 80 80 
Total compensable WOrkYeaIS..........ss0sssses000 a 91 91 91 
Full-time equivalent of other positions (4) (2) (2) 
Full-time equivalent of overtime and holiday 
ND claro tcaecheoniom amino ne (10) (9) (9) 
Average GS grade J 11.33 11.33 11.33 
Average GS salary ww $29,469 $32,164 $32,490 
Average salary of ungraded positions ...............sssssee. $15,872 $16,917 $17,118 
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WEST CENTRAL FRONT OF THE CAPITOL 
Program and Financing (in thousands of dollars) 


Identification code 01-0109-0-1-801 








1979 actual 1980 est. 1981 est. 





Program by activities: 

10.00 Engineering and other services relating to 
restoration and extension of West cen- 
tral front of the Capitol, space utiliza- 
tion, and other related expenses 
(costs—obligations) (object class 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 137 


Budget authority ............... see 











Relation of obligations to outlays: 
71.00 Obligations incurred, net .............sesesscessseee 3 137 








72.40  Obligated balance, start of year 295 117 
74.40 Obligated balance, end of year................... PET. checkers 
90.00 MUS iiss thes sci tare ean 181 WR css coke 





MASTER PLAN FOR FUTURE DEVELOPMENT OF THE CAPITOL GROUNDS 
AND RELATED AREAS 


Program and Financing (in thousands of dollars) 


Identification code 01-0119-0-1-801 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Master plan for future developments within 
the Capitol Grounds to provide for 
future expansion of the legislative 
branch and appropriate parts of the 
judiciary branch (costs—obligations) 
COPPOCE CASS 25.0) scicccssssnssssscncsesisnccssece 91 22 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 22 


Budget authority... 








Relation of obligations to outlays: 











71.00 Obligations incurred, Net ..........s:..cccsssseeees 91 22 
72.40 Obligated balance, start of year 68 81 
74.40  Obligated balance, end of year.............ssse... eg 
90.00 DOAN Scott cass chavaieasasanienasiitcaeapenacss 77 RUS) \Giotceeauetn 


ACQUISITION OF PROPERTY AS AN ADDITION TO THE CAPITOL GROUNDS 
Program and Financing (in thousands of dollars) 


Identification code 01-0104-0-1-801 


1979 actual 1980 est. 1981 est 
Program by activities: 
10.00 Acquisition of property in square 764 in 
the District of Columbia as an addition 
to the U.S. Capitol Grounds, including 


miscellaneous related expenses 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 36 


Budget authority... 








1981 





1 est. 








NDS 


| est. 


NDS 





LEGISLATIVE BRANCH 
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Relation of obligations to outlays: 
71.00 Obligations incurred, net .............ssssscccssee —sessssneeeeeeed 1. ONE = secs 


90.00 WMI rt ciate preiancscnacsst, senusaniow SOR cachccber 








SENATE OFFICE BUILDINGS 


For maintenance, miscellaneous items and supplies, including fur- 
niture, furnishings, and equipment, and for labor and material inci- 
dent thereto, and repairs thereof; for purchase of waterproof wearing 
apparel, and for personal and other services; for the care and oper- 
ation of the Senate Office Buildings; including the subway and 
subway transportation systems connecting the Senate Office Build- 
ings with the Capitol; uniforms or allowances therefor as authorized 
by law (5 U.S.C. 5901-5902), prevention and eradication of insect and 
other pests without regard to section 3709 of the Revised Statutes, as 
amended; to be expended under the control and supervision of the 
Architect of the Capitol in all [$10,983,000] $13,496,000, of which 
[$450,000] $2,000,000 shall remain available until expended. (5 
U.S.C. 5841-5344, 5849; 40 U.S.C. 1746-1, 174c; 40 U.S.C. 166b-2, 166b- 
3 40 U.S.C. 174j-8; 85 Stat. 138; 86 Stat. 443; Public Law 91-656; 
Public Law 94-82; 88 Stat. 206; 89 Stat. 289; 89 Stat. 832-833; 91 Stat. 
674.) 


Program and Financing (in thousands of dollars) 




















Identification code 01-0123-0-1-801 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Maintenance and operation of the Senate 
Office Buildings (costs—obligations) .... 11,905 13,249 12,261 
Financing: 
21.40 Unobligated balance available, start of year —2,593 — 1,848 —80 
24.40 Unobligated balance available, end of year. 1,848 80 1,315 
25.00 Unobligated balance lapsing ..................0. FUND sicstciccters, , eatereeeunactes 
Budget authority 0.0... 11,263 11,481 13,496 
Budget authority: 
I) SPRINT css cots cscscacasSccscoasisscaueseenone 10,929 10,983 13,496 
42.00 Transferred from other accounts... es TON acccidietns- <owmenimlateas 
43.00 Appropriation (adjusted) ................ 11,263 10,983 13,496 
44.10 Supplemental for wage-board pay 
BO isiccs Alseagiscicsterncacissinieceenas, — secinastnacersere MI srssssssreeeastincdes 





Relation of obligations to outlays: 
71.00 Obligations incurred, Net ................cccccsessee 11,905 13,249 12,261 








72.40 Obligate balance, start of year sis 1,437 1,728 1,159 
74.40 Obligated balance, end of year................ss+« —1,728 —1,159 — 1,250 
77.00 Adjustments in expired accounts................. HGR siicataisginiccdn  sstsdiaateacciaoat 
90.00 Outlays, excluding pay raise supple- 

NOIR sdsscderetiscssccecreroscseeeonectseses 11,577 13,339 12,151 
91.10 Outlays from wage-board pay raise 

SUOMI aoe icsecticcscccctcie | Ssscaieaciats 479 19 





Object Classification (in thousands of dollars) 





Personnel compensation: 




















11.1 Permanent poitionS................ssecscsssseesees 6,843 7,628 7,776 
113 Positions other than permanent 143 15 15 
11.5 Other personnel compensation ................ 1,025 1,268 1,280 

Total personnel compensation............. 8,011 8,911 9,071 
12.1 Personnel benefits: Civilian 747 803 839 
22.0 — Transportation of things........ DP ie pene 
IS = CO ROUND ccs sencseccescoccorsceceeececesicas 2,232 2,721 1,403 
26.0 — Supplies and materials ................ssssssseeeeee 411 412 458 
Nes AMMIMINTE cascancasasacsaonsosasoccssacasesoss 502 402 490 
42.0 — Insurance claims and indemnities Dh ere ecisthassest oak 

Total obligations .................ssssseeeseeee 11,905 13,249 12,261 





310-100 0 - 80 - 2 


Personnel Summary 





Total number of permanent positions..................0.0+- 509 511 511 








Total compensable workyeafS.................... 553 569 568 
Full-time equivalent of other positions (10) (1) (1) 
Full-time equivalent of overtime and holiday 

cee cst as (50) (57) (56) 

Average GS grade 8.04 8.44 8.44 

NOI I ics iis i rece i $15,761 $19,054 $19,252 

Average salary of ungraded positions ...........csssssssse $13,483 $14,585 $14,727 





CONSTRUCTION OF AN EXTENSION TO THE NEW SENATE OFFICE 
BUILDING 


Program and Financing (in thousands of dollars) 











Identification code 01-0122-0-1-801 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Construction and equipment of an exten- 
sion to the New Senate Office Building 
(costs—obligations) (object class 
PN sie asec hcshestssn texrcscntwpbcsceesins 22,322 42,188 4,249 
Financing: 
21.40 Unobligated balance available, start of year © —31,627 —9,305 — 19,700 
24.40 Unobligated balance available, end of year. 9,305 19,700 15,451 
40.00 Budget authority (appropriation). __................. ES etic 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ................ssssssessee 22,322 42,188 4,249 
72.40 Obligated balance, start of year 31,717 37,512 57,297 
74.40 Obligated balance, end of year................... —37,512 —57,297 — 29,042 


90.00 IR sc cca eee 16,527 22,402 32,504 











An amount of $52,583 thousand was appropriated in 
Title V—General Provisions of the Energy and Water 
Development Appropriations Act of 1980 toward finish- 
ing the construction of an extension to the New Senate 
Office Building. The provision also establishes a ceiling 
of $137,730,400 on the total cost for construction of the 
building. It provides that such a building, upon comple- 
tion, shall meet all needs for personnel presently sup- 
plied by the Carroll Arms, the Senate Courts, the Plaza 
Hotel, the Capitol Hill Apartments; and those buildings 
will be vacated. 





EXTENSION OF ADDITIONAL SENATE OFFICE BUILDING SITE 
Program and Financing (in thousands of dollars) 


Identification code 01-0148-0-1-801 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Acquisition of property, including protec- 
tion, maintenance, and other related ex- 
penses, located in square 725 in the 
District of Columbia (costs—obliga- 
ONS) CORIREE CHRSS S20) a csccsscssscsscscn, | catscstesnccsonss Rib a icnbaeen 
Financing: 
21.40 Unobligated balance available, start of year —18 tie ncaa 
24.40 Unobligated balance available, end of year.. [Be pees as 


IRIS OI esis cscs A ae ER. 
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General and special funds—Continued 
OFFICE OF THE ARCHITECT OF THE CapiroL—Continued 
EXTENSION OF ADDITIONAL SENATE OFFICE BUILDING siITE—Continued 


Program and Financing (in thousands of dollars) —Continued 











Identification code 01-0148-0-1-801 1979 actual 1980 est. 1981 est 
Relation of obligations to outlays: 

71.00 Obligations incurred, net ............ssssssssssssesee — ssssssssseeeesees TE Lege 

90.00 DAYS (cecrccciers cos areusntastcerterobobensbass —aoaebetestoants IB drssbiecooeseasipate 








ACQUISITION OF PROPERTY AS A SITE FOR PARKING FACILITIES FOR THE 
UNITED STATES SENATE 


Program and Financing (in thousands of dollars) 





Identification code 01-0120-0-1-801 1979 actual 1980 est. 1981 est. 





Program by activities: 

10.00 Acquisition of property in square 724 in 
the District of Columbia as a site for 
parking facilities for the U.S. Senate, 
including protection, maintenance, and 
other related expenses  (costs— 
obligations) (object class 32.0).............. 


Financing: 
21.40 Unobligated balance available, start of year —6 —6 
24.40 Unobligated balance available, end of year. 6 


Budget authority... 








Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............ssssecsseeeeee 


90.00 





RII otek stesvadesccspsvavin seosesecoone 





PLANS FOR GARAGE AND RELATED FACILITIES FOR THE UNITED STATES 
SENATE 


Program and Financing (in thousands of dollars) 





Identification code 01-0121-0-1-801 1979 actual 1980 est. 1981 est. 





Program by activities: 

10.00 Conduct of a study to explore design and 
cost alternatives for construction of a 
parking garage with limited commercial 
facilities on square 724 in the District 
of Columbia, including conduct of an 
architectural design competition 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 49 


Budget authority... eee 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 








NG olin id 








Program and Financing (in thousands of dollars) 
























































Identification code 01-0112-0-1-801 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Maintenance and operation of Senate 
Garage (costs—obligations) ...............0+ 167 206 186 
Financing: 
25.00 Unobligated balance lapsing..............se Br is ecreciecnatekp io tyne Rath 
Budget authority 0.0.0.0... 171 206 186 
Budget authority: 
AD.O0 SAAMODEATION sss ssssasssossnssesnstorsonvscsssetesodspes 164 196 186 
42.00 Transferred from other accounts................. We cusiaes. neater 
43.00 Appropriation (adjusted)................ 171 196 186 
44.10 Supplemental for wage-board pay 
WBUOR aasacasrratinciseiessscmapeeatneatitie: - cateuseestoupsi tO 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............csssssesee 167 206 186 
72.40 Obligated balance, start of year... 19 19 19 
74.40  Obligated balance, end of year.................. —19 —19 —16 
90.00 Outlays, excluding pay raise supple- 
OR i ni. 3c adeeb ccogt-oonses 166 196 189 
91.10 Outlays from wage-board pay raise 
SUPRTINTOMN sss ceseesscscescssososonvescs: — “ecsshasseebdlbes BO) ancien, 
Object Classification (in thousands of dollars) 
Personnel compensation: 
Mee Permanent poOsitions............-ssecssessseeesses 100 112 113 
11.5 Other personnel compensation 41 50 50 
Total personnel compensation............. 141 162 163 
12.1 — Personnel benefits: Civilian...............sccsseee 12 13 14 
25:0: + OBNOF SERVICES. .cslicticSsisascsss 1 12 3 
26.0 — Supplies and materials 13 6 6 
SLO RAMMTONE SoA. Wieec RG sctccsstlesscsette. _ <ccssssestiatence BS) ccnveoonner. 
99.0 Total obligations ................sseccsssseeseee 167 206 186 
Personnel Summary 
Total number of permanent positionS.................0se 7 7 7 
Total compensable Workyea'S..............sesssees 9 10 9 
Full-time equivalent of other positions 0 (0) (0) 
Full-time equivalent of overtime and holiday 
TUR S sce stseg se cms czcscsetssca cae ahh dlatessssstvartncencdcscsacss (2) (3) (2) 
Average salary of ungraded positions ..............:..s0e. $14,264 $15,386 $15,436 


HOUSE OFFICE BUILDINGS 


For maintenance, including equipment; waterproof wearing appar- 
el; uniforms or allowances therefor as authorized by law (5 U.S.C. 
5901-5902); prevention and eradication of insect and other pests with- 
out regard to section 3709 of the Revised Statutes, as amended; mis- 
cellaneous items; and for all necessary services, including the position 
of Superintendent of Garages as authorized by law, [$18,484,000] 
$18,010,000, of which [$3,540,500] $1,515,000 shall remain available 
until expended. (5 U.S.C. 5341-5344, 5849; 40 U.S.C. 175, 198a; 45 Stat. 
1071; 69 Stat. 41-42; 86 Stat. 222; 40 U.S.C. 1666-3; Public Law 91- 
656; Public Law 94-82; 87 Stat. 1079; 89 Stat. 12.) 


Program and Financing (in thousands of dollars) 








SENATE GARAGE 


For maintenance, repairs, alterations, personal and other services, 
and all other necessary expenses, [$196,000] $186,000. (40 U.S.C. 
185a; 5 U.S.C. 5841-5344, 5849.) 





Identification code 01-0127-0-1-801 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Maintenance and operation of the House 
Office Buildings (costs—obligations) .... 20,973 20,835 18,688 
Financing: 
21.40 Unobligated balance available, start of year —4,226 —3,986 — 2,335 





1981 


ppar- 
J.S.C. 
with- 
- mis- 
sition 
000] 
ilable 
Stat. 
vw 91- 


31 est. 





18,688 


— 2,335 


LEGISLATIVE BRANCH 

















24.40 Unobligated balance available, end of year.. 3,986 2,335 1,657 
25.00 Unobligated balance lapsing ....................sse« BG: ccc ee... 
Budget authority 0.0.00... eee 20,843 19,184 18,010 
Budget authority: 

ROO ANRIIEMNIN sci ssdsscsacessossnseencennesse 21,465 18,484 18,010 
41.00 Transferred to other accounts ...............0se-. Se: ccheciitigiices ga Sccetbadi asics 
43.00 Appropriation (adjusted) ................ 20,843 18,484 18,010 

44.10 Supplemental for wage-board pay 
WR eases dicscskasctuetesvssisisiNeWTesellle” -idssdsassneceseee GOO. etsisitoaraniseccs 





Relation of obligations to outlays: 








71.00 Obligations incurred, Net ...............ssccseveee: 20,973 20,835 18,688 
72.40 Obligated balance, start of year..... a 2,153 2,953 1,227 
74.40 Obligated balance, end of year....... — 2,953 1227 —1,295 
77.00 Adjustments in expired accounts = Secs” cokes 
90.00 Outlays, excluding pay raise supple- 

WONG ssstecterstrce acces asinsati 20,157 21,888 18,593 
91.10 Outlays from wage-board pay raise 

SUTIN acti caicscssacnsabasins, _ pemnsponsnuen 673 27 





Object Classification (in thousands of dollars) 





Personnel compensation: 































11.1 Permanent positionS...............:-sssssssesssee 10,482 11.922 12,015 
11.3 Positions other than permanent ..........0...  cssssssescsseees 15 15 
11.5 Other personnel compensation................ 1,752 1,746 1,817 
Total personnel compensation.............. 12,234 13,683 13,847 
12.1 Personnel benefits: Civilian..............sssecccsoe 1,135 1,260 1,317 
22.0 — Transportation of Ria cikcaik i Be nate ticeaenatee 
25.0 Other services............... ms 6,992 5,471 2,817 
26.0 Supplies and materials . 504 240 400 
Ye RMN 5.2: ccschosncccasanscaiensactave as 106 181 307 
42.0 Insurance claims and indemnities................ EY SoncmnGans “retmuanti 
99.0 Total obligations .............sccssssssseseeee 20,973 20,835 18,688 
Personnel Summary 
Total number of permanent positions..................... 797 797 786 
Total compensable workyeaS..................- ssi 835 876 866 
Full-time equivalent of other positions (0) (1) (1) 
Full-time equivalent of overtime and holiday 
Ms tetccsctitscichansarcscecbitcetncoastaacsccesanncsees (84) (78) (79) 
PRODI Caras NI Ca co csassabacacenifacpatincsses 7.94 7.94 7.94 
Average GS Salary............cccssssssseessssee w- $16,066 $18,411 $18,790 
Average salary of ungraded positions ..................sue+ $13,745 $14,696 $14,884 


(emt 


ACQUISITION OF PROPERTY, CONSTRUCTION, AND EQUIPMENT, 
ADDITIONAL HOUSE OFFICE BUILDING 


Program and Financing (in thousands of dollars) 





Identification code 01-0128-0-1-801 1979 actual 1980 est 1981 est. 





Program by activities: 
10.00 Improvements, administrative and other re- 
lated expenses, authorized by the Addi- 
tional House Office Building Act of 
1955 (69 Stat. 41-42) (costs—obli- 
gations) (object class 25.0)... sessssseesensees cise: 
Financing: 
Unobligated balance available, start of 
year: 
EAU MMR UIRIODY cociycsessssdssessisiencessoanioseosooaso —8 —8 
21.49 Contract authority...............ccccccseeeeeeee —7,446 —7,446 —7,446 
Unobligated balance available, end of year: 
24.40 —— Appropriation............ 8 
24.49 Contract authority........ as 7,446 7,446 7,446 


ST INNIS Re scessivindsovnioressonsrresersonvesetooae'n, -woeatuesTngeOn”  _ seviesesceatestosl 
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Relation of obligations to outlays: 








71.00 Obligations incurred, net ..........ccccsccssssesccese — seseesecssneeeees 8 
72.40 Obligated balance, start of year... 73 73 
74.40 Obligated balance, end of year................... aD hice 
90.00 CE scene ae) ee Be smmonanies 





Status of Unfunded Contract Authority (in thousands of dollars) 


Unfunded balance, start of year 7,446 7,446 7,446 
Unfunded balance, end Of year.............:.ccscssssesssseesseees —7,446 —1,446 —7,446 


Appropriation to liquidate contract authority. 




















INSTALLATION OF SOLAR COLLECTORS IN HOUSE OFFICE BUILDINGS 


Program and Financing (in thousands of dollars) 





\dentification code 01-0129-0-1-801 1979 actual 1980 est. 1981 est 





Program by activities: 
10.00 Installation of solar collectors at the Ray- 
burn House Office Building and House 
Office Building Annex No. 2 (obliga- 














tions) (Object class 25.0) .........ccscccsssess — sececssseeesssees Le he. 
Financing: 
21.40 Unobligated balance available, start of year ................. NE cece 
24.40 Unobligated balance available, end of year.. PORES pee ie 
40.00 Budget authority (appropriation) .. SP SSA Se 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................ssssseece I ccsenancsnitaces 
72.40 Obligated balance, start Of year... cssccccsssssssese — seeeseeeeeeenees 200 
74.40 Obligated balance, end of year.................... MENON sisessstcsacsee 
90.00 CII scsi saci cicscssscscieptianpnecge” SRN Eee 1,300 200 





CAPITOL POWER PLANT 


For lighting, heating, and power (including the purchase of electri- 
cal energy) for the Capitol, Senate and House Office Buildings, Con- 
gressional Library Buildings, and the grounds about the same, Bo- 
tanic Garden, Senate garage, and for air conditioning refrigeration 
not supplied from plants in any of such buildings; for heating the 
Government Printing Office and Washington City Post Office and 
heating and chilled water for air conditioning for the Supreme Court 
Building and the Folger Shakespeare Library, expenses for which 
shall be advanced or reimbursed upon request of the Architect of the 
Capitol and amounts so received shall be deposited into the Treasury 
to the credit of this appropriation; personal and other services, fuel, 
oil, materials, waterproof wearing apparel, and all other necessary 
expenses in connection with the maintenance and operation of the 
plant, [$14,181,000] $17,629,000, of which [$529,500] $370,000 shall 
remain available until expended: Provided, That not to exceed 
$1,950,000 of the funds credited or to be reimbursed to this appropri- 
ation as herein provided shall be available for obligation during fiscal 
year [1980] 1981. (5 U.S.C. 5341-5344, 5349; 40 U.S.C. 185; 33 Stat. 
479; 34 Stat. 36; 42 Stat. 767; 44 Stat. 1262; 45 Stat. 1071; 45 Stat. 
1694; 46 Stat. 51, 583; 50 Stat. 10; 52 Stat. 392; 62 Stat. 1029; 63 Stat. 
933; 68 Stat. 803; 69 Stat. 41; Public Law 91-656; Public Law 95-182.) 


Program and Financing (in thousands of dollars) 





Identification code 01-0133-0-1-801 1979 actual 1980 est. 1981 est. 





Program by activities: 





ROS occ ssnaciesecsintossseiearticensaees 10,603 14,446 17,809 
Reimbursable program............ccscssvesscecceessess 1,531 1,950 1,950 
10.00 Operation and maintenance of the 


Capitol Power Plant, its steam 
and chilled water systems 
(costs—obligations) ...............+0 12,134 16,396 19,759 
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General and special funds—Continued AvOraGC GS GIAO ...scissssecachcdosbessssscoonnnsoscccsbssuses 8.00 8.00 8.00 
Average GS Salary .........sssssssssssssssseeees $19,888 $22,259 $22,259 
OFFICE OF THE ARCHITECT OF THE CaPpitoL—Continued Average salary of ungraded positions $19,125 $20,855 “8 $21,076 
CAPITOL POWER PLANT—-Continued Reimbursable: , 
i a Fs _fonti Total compensable WOrkyeaTs............::.csssecssssseees 20 24 21 
Program and Financing (in thousands of dollars) —Continued Total number of permanent postions cine ¢ 0 0 : 
Ientitcatn code 01-0133-0-1-801 1979 actual —«198est. ©—=198L est. Full-time equivalent of other positions... (0) (0) (0) 
Full-time equivalent of overtime and holiday 
Financing: PHOS SR Sees sansa sss bebe SiG ccsss hesceossecvtetecs ( 1 ) ( 1 ) (1) 
Offsetting collections from: 
DAD. RATING icicccssscss scsnssccsascassonsussccev —1,273 —1,910 —1,910 emai 
14.00 Non-Federal SOUPCES...........ss:-sssescssseeceese —30 —40 —40 
21.40 Unobligated balance available, start of year —24 —340 —200 EXPANSION OF FACILITIES, CAPITOL POWER PLANT 
24.40 Unobligated balance available, end of year. 340 200 20 ek eee i 
25.00 Unobligated balance lapsing ........sssssssssses ORD! «Beasts Cita Program and Financing (in thousands of dollars) 
Budget AUtHOFItY ...ccccsccsreseenee 13,355 14,306 17,629 identification code 01-0135-0-1-801 1979 actual 1980 est. 1981 est. 
, Program by activities: 
Budget authority: ; : oy 
a tn nde os Ee es oe 
41.00 Transferred to other accounts.................... BPR as kadsas zt pel csnsponassnonses ahvehis ee ve 
Plant and modification, expansion and 
43.00 Appropriation (adjusted).............. 13,355 14,181 17,629 improvement of the steam and chilled 
44.10 Supplemental for wage-board pay water distribution systems served by 
Bic aianscinaligitnns atten: a the plant (costs—obligations) (object 
BSG 28.0) vesssisccccctcaccccanauceveasesssanssisies 19 288 — ssecscsscosteitt 
Relation of obligations to outlays: Financing: 
71.00 "Obligations eal ee 10,831 14,446 17,809 21.40 Unobligated balance available, start of year = 242 223 sersarnsne 
72.40 Obligated balance, start of year 2,247 1,686 1,705 24.40 Unobligated balance available, end of year.. De Nin Matercicsaite tea N Messi 
74.40 Obligated balance, end of year........ —1,686 —1,705 — 2,000 : 
77.00 Adjustments in expired accounts... he: con ele nee RUMI U MENON INN oro. s,tc-nsescscienccsss Alaseiatelrgerts menecieMLieA?, <sssucsaceion 
90.00 Outlays, excluding pay raise supple- : twat . 
st ite te GT a yeaa — 
' aw om , 72.40 Obligated balance, start of year.. 5 5 
anremnmmncecer stems. etter 74.40  Obligated balance, end of year.................+.. ea crciesnccecssa’ 
90.00 REN eds csicccsssstits dttassasceeensccchunice 19 Be « icsccscceccudeeiiee 
Object Classification (in thousands of dollars) yi 
Direct obligations: oe 
Personnel compensation: 
11.1 Permanent Positions. .....csssesssessnsesnee 1,402 1,665 1,768 Ee ae SNS CECE Eee Smmere, 
ne seu pasa oncom - as Program and Financing (in thousands of dollars) 
Total personnel compensation............. 1,493 1,809 1,918  ldentification code 01-0136-0-1-801 1979 actual 1980 est. 1981 est. 
12.1 Personnel benefits: Civilian..............sssssssss 154 181 190 me 
23.2 — Communications, utilities, and other rent.... 6,946 9,066 11,367 Program by activities: 
25.0 Other SOrViCeS ...ecsessnsssssnssssssssesseneene 218 821 991 10.00 Modifications to the Capitol Power Plant, 
26.0 — Supplies and materials ........cssccseccssesssee 1,792 2,569 3,343 its steam and chilled water distribution 
: aie S Wide eee systems, including the enlargement 
Total direct ODN GationS..............sseeeseee 10,603 14,446 17,809 thereof, required to supply steam and 
‘ a - eres. chilled water for air conditioning refrig- 
ae sabetietee: eration for the Library of Congress 
11.1 Permanent positions. De tlicaaesstipnetvcidesees 362 486 432 James Madison Memorial Building, in 
113 Positions other than permanent... 1 2 1 ig : - a eas supplied 
: y the plant, with sufficient reserve 
11.5 Other personnel compensation................. 30 40 35 capacity to provide for projected addi- 
Total personnel compensation............. 393 528 468 tional loads through 1980, including 
12.1 Personnel benefits: Civilian..............ssse0. 38 53 46 necessary environmental control and 
23.2 Communications, utilities, and other rent... 429 521 580 other appurtenant facilities, and other 
50° Sheen. 37 47 39 incidental items  (costs—obligations) 
26.0 — Supplies and materials ...........sccssssssssssssseee 634 801 817 (Object Class 25.0) ......sccssssssssseesesssssee 1,336 6,568 1,770 
Total reimbursable obligations.......... 1,531 1,950 1,950 Financing: 
ee ’ 21.40 Unobligated balance available, start of year —9,674 — 8,338 —1,770 
99.0 Total obligations ...........csssssseseesssseees 12,134 16,396 19,759 24.40 Unobligated balance available, end of year. 8,338 BRL. .ccccrautenvess 
SIUOET DECNOTIRY cssccsossssonssssctirsosahlta® s7tncttpseiisiees |” AtyEleaystieieeAluesaastbeassitis 
Personnel Summary 
Direct: Relation of obligations to outlays: 
Total number of permanent positions................... 104 104 104 71.00 Obligations MICUNTOU, TI csnsssosnssssneoss¥urcetests 1,336 6,568 1,770 
Total cel own sanihinigotaeiais 76 85 gg 72.40 Obligated balance, start of year. 3,884 1,124 4,257 
Full-time equivalent of other positions............. (1) (0) (0) 74.40 Obligated balance, end of year..............sss SD TAG hi W ZOD i csssssscsccstvens 
Full-time equivalent of overtime and holiday 
hated) tiki) (2) (4) (5) 90.00 RMN sain snewinritamenasktmuacis 4,096 3,434 6,027 
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ALTERATIONS AND IMPROVEMENTS, BUILDINGS AND GROUNDS, TO 
PROVIDE FACILITIES FOR THE PHYSICALLY HANDICAPPED 


Program and Financing (in thousands of dollars) 





Identification code 01-0106-0-1-801 1979 actual 1980 est. 1981 est. 





Program by activities: 

10.00 Alterations and improvements to provide 
facilities for the physically handicapped 
in the Capitol, Senate, and House Office 
Buildings, Capitol Grounds, Library of 
Congress Buildings, and Botanic Garden 














ee eessrsees ten aeeeesascaaececesconsesesistoos 147 862 1,000 
Financing: 

21.40 Unobligated balance available, start of year — 2,008 — 1,862 — 1,000 
24.40 Unobligated balance available, end of year.. 1,862 BI Aaceccssccrtinass 
SNUMOE MUUNOR iG iiSoiaatns seaadakacc,  anciidireccate! “cedeccitaceen 

Relation of obligations to outlays: 
71.00 Obligations incurred, net ...........ccscccsseeccceen 147 862 1,000 
72.40 Obligated balance, start of year.................. 71 TR) Sackteegtcs, 
74.40 Obligated balance, end of year..............sve++- PION. cciiecsccge caicianailincat 
90.00 MONG hos sos tssctecccxtsthads, Scctsausiccéodes 143 937 1,000 





LrpraRyY BuILDINGS AND GROUNDS 
STRUCTURAL AND MECHANICAL CARE 


For necessary expenditures for mechanical and structural mainte- 
nance, including improvements, equipment, supplies, waterproof 
wearing apparel, and personal and other services, [$4,410,000] 
$11,437,000, of which [$69,300] $7,100,000 shall remain available 
until expended. (2 U.S.C. 141; 46 Stat. 583; Public Law 91-656; 5 
U.S.C. 5841-5344, 53849; 79 Stat. 987.) 


Program and Financing (in thousands of dollars) 
































Identification code 01-0155-0-1-801 1979 actual _ 1980 est. 1981 est. 
Program by activities: 
10.00 Mechanical and structural maintenance, Li- 
brary buildings and grounds (costs— 
CEMEMINNED) x.GAci dm aocichiessinnausasae 2,632 4,908 11,453 
Financing: 
21.40 Unobligated balance available, start of year —211 —356 —32 
24.40 Unobligated balance available, end of year. 356 32 16 
25.00 Unobligated balance lapsing ...............sssssse» We kicscnncctieats: 'p, ecssticncrceieat 
Budget authority ..................ccssssssee: 2,942 4,584 11,437 
Budget authority: 
ROTO: FEM ONT NIN cscs cichissck Sco dLtasstceacte hse 2,847 4,410 11,437 
42.00 Transferred from other account .............. r GS shepaiicene | , netadisads 
43.00 Appropriation (adjusted)................ 2,942 4,410 11,437 
44.10 Supplemental for wage-board pay 
Rad cstsittinctieeseiaatel Bvekcsateteacs BI  scrnceneidends 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .........ccccssssseseseeees 2,632 4,908 11,453 
72.40 Obligated balance, start of year.. 199 399 207 
74.40 Obligated balance, end Of year.......sssses —399 —207 —200 
77.00 Adjustments in expired accounts................ tM sceceisaieieeiehutiadclaae 
90.00 Outlays, excluding pay raise supple- 
RN ob secctaspniveinnctotnicees 2,428 4,933 11,453 
91.10 Outlays from wage-board pay raise 
SURMMMNON EM csi issnciscrssacetissrecccee “cecsbbsniestenese 167 


Object Classification (in thousands of dollars) 





Personnel compensation: 








11.1 Permanent pOSitiOnS.............cs-cssssseeesses 1,560 2,687 2,716 
11.5 Other personnel compensation................ 378 571 609 

Total personne! compensation............. 1,938 3,258 3,325 
12.1 Personnel benefits: Civilian.................. a) 172 295 298 

















25.0 Other Services ...........sesc00000e brea 267 901 7,338 
26.0 Supplies and materials..... 185 374 374 
31.0 Equipment ...............sssseee. seas 52 65 103 
32.0 — Lands and Structures................ccssssssecsssseeee 18 15 15 
99.0 Total Obligations ...............ssscssssseeeesee 2,632 4,908 11,453 
Personnel Summary 
Total number of permanent positions....................... 136 136 136 
Total compensable workyed'S................:-s-ssssssseesesese 149 155 156 
Full-time equivalent of other positions.................. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
WONG Seek se ee ee (21) (19) (20) 
PORTIS Oy I sacs cassava seeens 9.25 9.25 9.25 
Average GS Salary..........ssescsscssssssssessseee $18,143 $22,983 $23,439 





Average salary of ungraded positions $17,855 $19,717 $19,895 





LIBRARY OF CONGRESS JAMES MADISON MEMORIAL BUILDING 


Program and Financing (in thousands of dollars) 





Identification code 01-0158-0-1-801 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Construction and equipment of the Library 
of Congress James Madison Memorial 
Building (costs—obligations) (object 


CN RY oats cscs itech 3,661 5,857 2,072 
Financing: 

21.40 Unobligated balance available, start of year © —11,590 —1,929 — 2,072 

24.40 Unobligated balance available, end of year.. 7,929 BER sciicasoeees 





ROI OU a issseciccciescecscxcasse’. - ceeiglentaceeceants  ctiaseieetanieiige  abaeabestomisteles 





Relation of obligations to outlays: 








71.00 Obligations incurred, net ..............c.sssecsessseee 3,661 5,857 2,072 
72.40 Obligated balance, start of year.... 14,811 4,075 1,604 
74.40 Obligated balance, end of year.................... —4,075 SONI cscsicdcosecese 
90.00 a ek 14,397 8,328 3,676 








ADMINISTRATIVE PROVISION 


[Sec. 102. Notwithstanding any other provisions of law, in order to 
improve the economic use of the personal services of his employees, 
the Architect of the Capitol is authorized hereafter to assign and 
reassign, without increase or decrease in basic salary or wages, any 
person on the employment rolls of his Office, for personal services in 
any buildings, facilities or grounds under his jurisdiction or for per- 
sonal services in connection with any project under his jurisdiction 
for which appropriations have been made and are available, when- 
ever such action, in his opinion, will be most advantageous to the 
interest of or result in either specific or overall savings to the Govern- 
ment. Exceptions may be made where there are differences in equip- 
ment. No assignment or reassignment of personnel by the Architect 
of the Capitol pursuant to this provision shall operate in any respect 
to augment or decrease any general or specific appropriation. ] 
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LIBRARY OF CONGRESS 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Library of Congress, not otherwise 
provided for, including development and maintenance of the Union 
Catalogs; custody, care, and maintenance of the Library Buildings; 
special clothing; cleaning, laundering, and repair of uniforms; preser- 
vation of motion pictures in the custody of the Library; for the 
National Program for Acquisition and Cataloging of library material; 
operation and maintenance of the American Folklife Center and the 
American Television and Radio Archives in the Library; preparation 
and distribution of catalog cards and other publications of the Li- 
brary; and expenses of the Library of Congress Trust Fund Board not 
properly chargeable to the income,of any trust fund held by the 
Board, [$102,380,000] $110,895,000, of which [$4,373,245] $4,753,760, 
including [$379,245] $432,340 for the law library, is to remain avail- 
able until expended for acquisition of books, periodicals, and newspa- 
pers, and all other material including subscriptions for bibliographic 
services for the Library and the law library, including $40,000 to be 
available solely for the purchase, when specifically approved by the 
Librarian, of special and unique materials for additions to the collec- 
tions: Provided, That not to exceed $6,500,000 of the funds credited to 
this appropriation during fiscal year 1981 under the Act of June 28, 
1902 (2 U.S.C. 150) shall be available for obligation during such fiscal 
year. 


Program and Financing (in thousands of dollars) 























Identification code 03-0101-0-1-503 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Purchase of books and library ma- 
WRUNG cscsseesccstccsetcssnsoucthosciiatessstosszece 4,032 4,497 4,754 
2. Preparation of books and library 
Materials fOr USC............ccsssseecsesssseess 24,236 28,023 28,734 
3. Cataloging distribution service: 
(a) Catalog services for the Li- 
brary Of Congress.........sssesseseee. 7,741 7,928 7,982 
(b) Sale of catalog services to 
other institutionS..............ss 6,050 6,229 6,271 
4. Research and reader services........... 17,061 19,206 21,187 
5. Preservation of library materials...... 4,723 5,241 6,534 
6. Automated systems support............. 14,150 16,113 16,337 
7. Central support ServiceS..............00+. 20,008 26,192 24,830 
8. American Folklife Center.................. 503 553 766 
Total direct program................ssec 98,504 113,982 117,395 
Reimbursable program: 
1. Reference services: 
(a) Department of Defense...........  cccsccsscsssessse —sesssessssseeseee 5,100 


RD ASINON 5S os ssencnseseoviovese 130 96 2,355 


























2, TERRE OUND SUMING csuceososssssssessscoe:.  sonhtplage bbsetnryyy smsasesbeactodbas 764 
Total reimbursable program........... 130 96 8,219 
10.00 Total obligations ............:sssssccsssee 98,634 114,078 125,614 
Financing: 
Offsetting collections from: 
11.00 PMN MA MEMIES ccf. sostescosheivssssasesssasveyacsstoves —393 —346 —8,469 
14.00 Non-Federal SOUFCES...........ssesssssssessessssees — 6,237 —6,250 — 6,250 
21.40 Unobligated balance available, start of year —128 —570 —447 
24.40 Unobligated balance available, end of year.. 570 447 447 
25.00 Unobligated balance lapsing................0000 BOD! arcsec tins 
Budget authority... cee 94,182 107,359 110,895 
Budget authority: 
40.00 Appropriation .............ssssssesscsssssssssssessesesssees 92,249 102,380 110,895 
42.00 Transferred from other accounts................. ie 5 fat eet aS cea rte beret ee 
43.00 Appropriation (adjusted) ................ 94,182 102,380 110,895 
44.10 Supplemental for wage-board pay 
OB EA ie cK ssa tlpls Beas itenctagscsser peredinnsiy Sevens ee 
44.20 Supplemental for civilian pay 
i ass costs) cal sae nk lesa ce sainabecooreee MI bse sassceacestase ssa 





Relation of obligations to outlays: 








71.00 Obligations incurred, Met .............sssssssvessesees 92,004 107,482 110,895 
72.40 Obligated balance, start of year... 14,297 16,212 11,398 
74.40 Obligated balance, end of year..... = 16:212'" “11,398 — 11,722 
77.00 Adjustments in expired accounts................. SHOU ncuron acne 
90.00 Outlays, excluding pay raise supple- 

WBAT OAL sds sfiossSceosermacesii eeoacconachsanee 89,039 107,566 110,322 
91.10 Outlays from wage-board pay raise 

SUDIOMIOMA . acssssnssoocesstanpevtasrberin ian tanaeees 360 19 
91.20 Outlays from civilian pay raise sup- 

PRN ss cscsicesisocsvcesscsiheeen ACMOLL csbseansvizaees 4,370 230 





Distribution of outlays by account: 
Salaries and EXPENSES ..........sesssseccseessseesseesssessseess 88,280 
Salaries and expenses, distribution of catalog 


112,151 110,571 


521 134 
179 6 
59 5 








Personal services and necessary expenses to provide 
support for the basic operations of the Library are fi- 
nanced from this appropriation. 


1. Purchase of books and library materials.—The Li- 
brary’s collections are developed through purchase, gift, 
exchange, copyright deposit, and transfer and official 
deposit; and materials are selected for addition to the 
permanent collections. 

(a) Purchase of books for the general collections.— 
Library materials, both current and noncurrent, in all 
subject fields except in the fields of law, clinical medi- 
cine, or technical agriculture are purchased. Although 
materials acquired through purchase generally amount 
to only a limited portion of the total number of pieces 
received annually, they are materials which are not 
generally or readily available to the Library of Con- 
gress from any other source and thus must be pur- 
chased to insure completeness of the collections. The 
National Program for Acquisitions and Cataloging is 
designed to acquire, catalog, and disseminate cataloging 
data on a timely basis for all current monographic 
works of research value to meet the needs of American 
libraries. Purchases of monographs under this program 
are included under this heading. 


(b) Purchase of books for the Law Library.—Law 
books published in the regular domestic trade (except 
for copyright deposits) and many foreign and interna- 
tional law books published in countries throughout the 
world are purchased. The legal publications acquired by 
purchase constitute the most important part of the Law 
Library’s acquisition, although a substantial part of the 
annual receipts is received by means other than pur- 
chase. 


2. Preparation of books and library materials for 
use.—Library materials are cataloged for ready retriev- 
al and are classified for systematic arrangement on the 
shelves of the collection. Card catalogs are maintained. 
Issues of serial publications are identified and recorded. 
Cataloging data is converted to machine-readable form 
for use by the Library of Congress, other libraries, and 
cataloging service agencies. Systems of subject headings 
and classification are continuously developed for the 
Library’s needs and for the nationwide library commu- 
nity. The National Program for Acquisitions and Cata- 
loging is designed to acquire, catalog, and disseminate 
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cataloging data on a timely basis for all current mono- 
graphic works of research value to meet the needs of 
American libraries. Preparation of books and library 
materials for use under this program are included 
under this heading. 

8. Cataloging distribution service.—The Cataloging 
Distribution Service sells copies of the Library’s printed 
catalog cards, cataloging data in machine-readable 
form, book catalogs, and technical publications. It main- 
tains an inventory of over 1 million MARC (Machine 
Readable Cataloging) records which are used in a new 
demand printing system to produce catalog cards for 
the Library’s needs and sales to outside organizations 
and individuals. A master file containing a single, re- 
producable copy of each of the cards representing more 
than 6,000,000 titles which the Library has cataloged 
since 1898 is also maintained. Receipts of $6,500,000 
were credited to this appropriation in 1979. 

(a) Catalog services for the Library of Congress.—The 
number of cards supplied to the Library of Congress in 
fiscal 1979 was 29,779,878; estimated for 1980, 
30,000,000; and estimated for 1981, 30,000,000. 

(b) Sale of catalog services to other institutions.—The 
preparation, printing, and distribution of publications 
related to cataloging are an integral part of the catalog- 
ing activities of the Library of Congress and include 
Classification Schedules, lists of Subject Headings, Cata- 
log Service bulletins, and similar publications. Other 
publications include the National Union Catalog, a cu- 
mulative author list, which is issued monthly and cu- 
mulated quarterly and annually; Films and Other Ma- 
terials for Projection (quarterly with an annual cumula- 
tion); Music; Books on Music and Sound Recordings 
(semiannual with annual cumulation); Register of Addi- 
tional Locations; Monographic Series; Subject Catalog- 
ing; and New Serial Titles. 

4. Research and reader services.—Books and other li- 
brary materials are provided internally and outside the 
Library, reference and bibliographic assistance is ren- 
dered, and custody of the collections is maintained. 

5. Preservation of library materials.—Library materi- 
als are preserved in their original format by being 
bound or rebound, or by a variety of conservation/resto- 
ration techniques. Materials are also preserved by con- 
verting them to a more durable form through such 
means as the microfilming of books and newspapers, by 
conversion of nitrate film to a safety base film, and by 
the conversion of deteriorating sound recordings to 
polyester tape. In addition, the Library conducts basic 
research into the many unsolved preservation problems 
encountered in dealing with millions of deteriorating 
books and other materials in the Library of Congress 
collections as well as in the other research libraries of 
the Nation. 

6. Automated systems support.—Automation planning, 
computer applications development and user support 
functions, and management of the central data process- 
ing facility of the Library of Congress are responsibil- 
ities of the Automated Systems Office. The Technical 
Staff assigned to the office of the Director coordinate 
the overall Library systems design, the data administra- 
tion functions, and general technical standards. 


The Network Development Office plans and coordi- 
nates the exchange of bibliographic and locational in- 
formation among major library cooperatives and cen- 
tral and research facilities. 

7. Central support services.—This activity supports the 
executive staff of the Office of the Librarian; exhibit, 
information, and publication activities; personnel, fi- 
nancial, procurement, and buildings management; and 
other centralized services. It also includes rental of 
space off Capitol Hill and duplicating services. 

8. American Folklife Center.—Public Law 94-201 es- 
tablished the American Folklife Center in the Library 
of Congress “to preserve and present American folk- 
life.” The Center receives policy direction from a board 
of trustees composed of individuals from private life as 
well as representatives of Federal agencies. 

The Center is charged with a broad variety of func- 
tions involving research, documentation, publication, 
dissemination, training, and development of program- 
ing involving American folk cultural traditions. It 
serves as a coordinating body with agencies and institu- 
tions concerned with folklife in the public and private 
sectors, including the National Endowment for the 
Arts, the National Endowment for the Humanities, the 
Smithsonian Institution, and other Federal and State 
agencies. The program of the Center also gives focus to 
other activities of the Library of Congress in this area. 


Object Classification (in thousands of dollars) 









































Identification code. 03-0101-0-1-503 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent positionS................-ssssseeesseees 56,854 68,018 71,069 
11.3 Positions other than permanent = 363 1,292 2,222 
11.5 Other personnel compensation ................ 1,289 737 737 
11.8 Special personal services payments........ 22 18 18 
Total personnel compensation............. 58,528 70,065 74,046 
12.1 Personnel benefits: Civiliat...............s-ssee0 5,394 6,915 7,366 
13.0 Benefits for former personnel...................... GL” cake nae 
21.0 Travel and transportation of persons........... 327 310 374 
22.0 Transportation of things ...............sssessseesseee 84 182 162 
23.1 Standard level user Charges ...........ss:.scsssse« 4,702 4,959 3,200 
23.2 Communications, utilities, and other rent... 11,512 14,597 14,172 
24.0 — Printing and reproduction 6,388 6,580 6,934 
25.0 Other SOrvices ...........ccssscssseseeeee es 4,196 2,568 2,344 
26.0 Supplies and materials.............. 1,410 1,651 2,036 
a0 “ERE ec. 5,941 6,154 6,760 
42.0 Insurance claims and indemnities................ 1 l 1 
Total direct obligations..................00e 98,504 113,982 117,395 
Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent pOSitiOnS...............sssscsssseeeee 108 79 5,630 
11.3 Positions other than permanent se 9 OF. couccecce 
11.5 Other personnel COMpeNSation ................  sesssscsssessses — sssseceeessnseess 4] 
Total personnel compensation............. 117 84 5,671 
12.1 Personnel benefits: Civilian..................c-sseee 5 4 504 
21.0 — Travel and transportation Of perSONMS...........  s-cscecsssscssee — sescseecsseeesees 38 
22.0); THURAUERIIIEI OF CR iiss siceicssiticcnssciciass, <<evciscixatidaiy > shame 1 
2Sck SGI TONE, ORGRS CN ic cscacsa scncconstc yp nssnnsnese 252 
23.2 Communications, utilities, and other rent.... l l 266 
24.0 — Printing and reproduction 6 6 26 
25.0 Other services ..............0+. a ee 1,162 
26.0 Supplies and materials... a l l 52 
310 -R c  e  eei eee 247 








LIBRARY OF CONGRESS—Continued 
Federal Funds—Continued 


24 


General and special funds—Continued 


SALARIES AND ExpENsEs—Continued 


Object Classification (in thousands of dollars) —Continued 





























Identification code 03-0101-0-1-503 1979 actual 1980 est. 1981 est. 
Total reimbursable obligations............. : 130 96 8,219 
99.0 Total obligationS.............:ssscsssssseeeses 98,634 114,078 125,614 
Personnel Summary 
Total number of permanent positionS...............00 3,332 3,463 3,590 
Total compensable workyears Sr, 3,085 3,458 3,539 
Full-time equivalent of other positions.................. (67) (35) (35) 
Full-time equivalent of overtime and holiday 
OWS 2.62885 eT esa. (43) (20) (20) 
POPU NES COUR cas cacscecbesvecsvesaespccbansstevnenes 8.81 8.87 8.81 
Average GS Salary...........s.ssssssesessssseseeeees w. $19,256 $20,824 $20,892 
Average salary of ungraded positions .................s000 $14,541 $14,709 $14,716 





CopyRIGHT OFFICE 
SALARIES AND EXPENSES 


For necessary expenses of the Copyright Office, including publica- 
tion of the decisions of the United States courts involving copyrights, 
[$9,251,000] $10,612,000: Provided, That not to exceed [$4,300,000] 
$4,500,000 of the funds credited to this appropriation during fiscal 
year [1980] 79817 under section 708(c) of Title 17, United States Code, 
shall be available for obligation during such fiscal year. 


Program and Financing (in thousands of dollars) 
































Identification code 03-0102-0-1-376 1979 acta! 1980 est. 1981 est. 
Program by activities: 
1. Receiving and accounting for applica- 
tions, fees, and correspondence.............. 2,679 2,788 2,926 
2. Examining copyright applications............ 3,557 3,864 4,054 
3. Indexing and cataloging materials re- 
ESE ES © RRR inet eer 2,445 2,636 2,766 
4, Reference SerViC€.............cccsssssseesseeeesssees 1,415 1,580 1,658 
5. Printing the catalog of copyright entries 
and bulletins of decisions ................00s 51 290 313 
6. Records management............ssccsssssecessee 729 737 773 
7. General supervision and legal services... 1,832 1,897 1,989 
8. Licensing Division ...........:....sssessssssseeessen 414 540 633 
10.00 Total obligationS.............sccsccssssssseesees 13,122 14,332 15,112 
Financing: 
Offsetting collections from: 
11.00 BBNNR EN MIMICS ssyssossessissevsSoosssssussssocesstasses —8 —8 —8 
14.00 Non-Federal sources — 4,592 —4,292 —4,492 
25.00 Unobligated balance lapsing..................ss000 I ad gicscsts ascetics gear 
Budget authority... 8,622 10,032 10,612 
Budget authority: 
BI” PRIMISSTIOD wsssscssccoasasesssesvsonsesssvcescsooonsssess 8,561 9,251 10,612 
42.00 Transferred from other accounts ..........0:. BL casssssssssecsese —sesseennsnssesssess 
43.00 Appropriation (adjusted) ................ 8,622 9,251 10,612 
44.20 Supplemental for civilian pay 
TINO ssniccchsbucsssissiinsapsiccissiielisonys "soca FOR eissccsracates 
Relations of obligations to outlays: 
71.00 Obligations incurred, net ...........ssssscssccceeeee 8,522 10,032 10,612 
72.40 Obligated balance, start of year... re 1,322 1,321 717 
74.40 Obligated balance, end of year...... pet) = 1,021 —117 —155 
77.00 Adjustments in expired accounts................. EAS. iscuthineer:. cihieanteayiis 
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90.00 Outlays, excluding pay raise supple- 

ION igs citi hanarthtednarcd 8,479 9,894 10,535 
91.20 Outlays from civilian pay raise sup- 

IWONINNLIN co fess leA ccsasscsssitesiavsacioss-gucitrerseststass 742 39 


The Copyright Office is responsible for recording 
copyright claims, assignments, and renewals, for sup- 
plying copyright information to the public, for collect- 
ing and accounting for copyright fees, and for printing 
complete and indexed catalogs for each class of copy- 
right entries. The Office is conducted for the most part 
on a self-sustaining basis. The amount requested is sub- 
stantially counterbalanced by fees received for services 
rendered and the value of books and other library ma- 
terials deposited in accordance with the Copyright Act 
and transferred to the Library of Congress. The income 
and obligations for 1979, and estimates for 1980 and 
1981 are as follows: 

















Income: 1979 actual 1980 estimate 1981 estimate 
CRS PN a Seda scchassscacnee i pias $4,930,746 $5,200,000 $5,450,900 
Estimated value of materials deposited and 

transferred to the Library of Congress.............. 6,052,939 6,355,900 6,673,600 
ORME NRO: cicasoactcsccesdscptrenpstoreteessateaot 10,983,685 11,555,900 12,123,600 
MATION 3 csfscisi5fescsthdacchlontantan Nneeton eee oets $13,121,500 $14,332,000 $15,112,000 


The effort described under each of the activities are 
predicated on an estimated 493,500 copyright registra- 
tions during 1981, an estimated 470,000 during 1980, 
and registrations of 432,500 during 1979. 

The general revision of the Copyright Law was effec- 
tive January 1, 1978. The legislation brings the law into 
line with the sweeping advances in fields of technology 
that are closely related to copyright. These include 
cable television; satellite communications; instructional 
broadcasting and other automated devices for teaching; 
public broadcasting; computers and automated informa- 
tion networks; video-tapes; tape cassettes, disc recording 
and cartridges; and the whole range of devices for re- 
prographic reproduction, notably photocopying and mi- 
croforms. The effects of the law on Copyright Office 
policies and procedures has been manifold. Under the 
royalty provisions the Office is responsible for the issu- 
ance of annual licenses for jukeboxes and the collection 
of royalties for the performance of copyrighted works 
on cable television. The legislation also provides for a 
substantial expansion in the kinds of materials to be 
registered, a change in the term of copyright to life of 
the author plus 50 years and an increase in the fee 
schedule. 

1. Receiving and accounting for applications, fees, and 
correspondence.—Materials received by the Copyright 
Office are assembled and routed; accounts are main- 
tained for all moneys received; records relating to the 
registration of copyrights are filed; and materials are 
deposited in accordance with the Copyright Act. 

2. Examining copyright applications.—All applica- 
tions and deposits are examined before issuance of reg- 
istration certificates or recordings of documents to de- 
termine whether the provisions of the Copyright Act 
have been satisfied. 

3. Indexing and cataloging materials received.—The 
Register of Copyrights is required to print complete and 
indexed catalogs of all items registered. The catalog 
entries prepared by the Copyright Office are made 
available in part to the Library for its general oper- 
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ations. It is estimated that for 1980 and 1981 the 
number of items to be cataloged will be 483,000 and 
507,000, respectively. 

4. Reference service-—The Copyright Office makes 
available to the public information concerning the pro- 
visions of the Copyright Act, including procedures, poli- 
cies, and rulings. Information concerning registrations 
is furnished on a fee basis. Obtaining compliance with 
registration requirements is also part of this activity. 

5. Printing the catalog of copyright entries and bulle- 
tins of decisions.—Catalogs for each class of copyright 
entries and bulletins of copyright decisions are printed 
and made available to the public. 

6. Records management.—The Records Management 
Division is responsible for storing and maintaining rec- 
ords related to the copyright registrations process. 

7. General supervision and legal services.—The work 
of the Copyright Office includes legal supervision and 
research into the present copyright law and interna- 
tional copyright relations. It also involves a study of 
improvement of the domestic law and our international 
copyright relations. 

8. Licensing Division.—The Licensing Division per- 
forms the responsibilities connected with the registra- 
tion of cable television stations and the licensing of 
jukeboxes. 


Object Classification (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 

















Identification code 03-0102-0-1-376 
Personnel compensation: 

11.1 Permanent pOSitiONS..............csssssesssseeees 9,840 10,511 10,817 
11.3 Positions other than permanent ..............  ccccssecsseeeone ee 
11.5 Other personnel compensation................ 764 428 428 
11.8 Special personal services payment.......... 10 12 12 

Total personnel compensation............. 10,614 11,011 11,257 
12.1 Personnel benefits: Civilian................svss 915 1,090 1,119 
21.0 Travel and transportation of persons........... 4] 57 66 
22.0 Transportation of things..................:ssssse l 10 10 
23.2 Communications, utilities, and other rent... 825 910 1,119 
24.0 — Printing and reproduction....................sssc00e 419 898 972 
25.0 Other services ..............0.. 125 214 417 
26.0 Supplies and materials 125 122 132 
IRE RN cee 51 20 20 
99.0 Total obligations ................sseccssssescssees 13,122 14,332 15,112 





Personnel Summary 











Total number of permanent positions...............ssssvs0« 596 593 604 
Total compensable workyea'S.................-« 609 580 589 
Full-time equivalent of other positions (0) (3) (0) 
Full-time equivalent of overtime and holiday 
Rpt cere eter Sees id ao (30) (15) (15) 
PRNEPEA aS RIN cs cgaztat tb sca cctchcohasisbuscecstesse 8.07 8.20 8.14 
PII: OS SON x csectcsiesaccastiashosnnnenbnipessbinasen $16,991 $18,627 $18,841 
Average salary of ungraded positions ............sssssseee-« $12,542 $14,400 $14,400 








NATIONAL COMMISSION ON NEW TECHNOLOGICAL USES OF 
CoPpYRIGHTED WorRKS 


SALARIES AND EXPENSES 
Program and Financing (in thousands of dollars) 
Wentification code 03-0105-0-1-376 


Relation of obligations to outlays: 
UD) CREM WANTED MON csccsiccccccgussvncs vunsiccacceabdsSbebetetsNSblel."Veanecistsbetbti 





1979 actual 1980 est. 1981 est. 














72.40 Obligated balance, start of year.................. 
74.40 Obligated balance, end of year.......... 
77.00 Adjustments in expired accounts.. 


90.00 Re pees 








The National Commission on New Technological Uses 
of Copyrighted Works terminated on September 30, 
1978. 





CONGRESSIONAL RESEARCH SERVICE 
SALARIES AND EXPENSES 


For necessary expenses to carry out the provisions of section 203 of 
the Legislative Reorganization Act of 1946, as amended by section 321 
of the Legislative Reorganization Act of 1970 (2 U.S.C. 166) and to 
revise and extend the Annotated Constitution of the United States of 
America, [$27,090,000] $31,589,000: Provided, That no part of this 
appropriation may be used to pay any salary or expense in connection 
with any publication, or preparation of material therefor (except the 
Digest of Public General Bills), to be issued by the Library of Con- 
gress unless such publication has obtained prior approval of either 
the Committee on House Administration or the Senate Committee on 
Rules and Administration. 


Program and Financing (in thousands of dollars) 











Identification code 03-0127-0-1-801 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Policy analysis and research.............. 17,024 19,380 21,048 
2. Documentation and status of legisla- 
Wi eee 1,240 1,490 1,656 
3. Information and reference service...... 5,520 6,633 7,363 
4, Administration ..............cssecssecseessseeees _ 1,041 1,215 1,522 
Total direct program ...............:-ssess0s+- 24,825 28,718 31,589 
Reimbursable Program...............secccsseeeseseeee 165 165 165 
10.00 Total obligations ................ssecccssseeeeees 24,990 28,883 31,754 
Financing: 
11.00 Offsetting collections from: Federal funds ... —165 —165 
21.40 Unobligated balance available, start of year —19 —28 


24.40 Unobligated balance available, end of year. 
25.00 Unobligated balance lapsing..................s0s... 


Budget authority ..............0......ce 








Budget authority: 
I NO ia cae stcansesascpecenscccnts 25,553 27,090 31,589 
44.20 Supplemental for civilian pay raises... .............. Eile Mac. 





Relations of obligations to outlays: 












71.00 Obligations incurred, net ...............sscscsssseees 24,825 28,718 31,589 
72.40 Obligated balance, start of year................... 3,068 3,235 2,872 
74.40 Obligated balance, end of year.................... —3,235 — 2,872 — 2,788 
77.00 Adjustments in expired accounts................. OR eee ee cleanse 

90.00 Outlays, excluding pay raise supple- 
NI scsi sticcscicssatanccrcesccscionsis 24,607 27,561 31,593 

91.20 Outlays from civilian pay raise sup- 
Na oe ees 1,520 80 

Distribution of outlays by account: 

Salaries and expenses, Congressional Research 
SON FS ee 24,607 29,053 31,673 

Salaries and expenses, Revision of Annotated 
CRs ccc tiesentepersstiaikeceaasel Se eaten DO athe. 





1. Policy analysis and research.—The Congressional 
Research Service provides objective, nonpartisan ana- 
lytical and consultative services to the Members and 
committees of Congress, assisting them in the analysis, 
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General and special funds—Continued 


CONGRESSIONAL RESEARCH SERVICE—Continued 
SALARIES AND EXPENSES—Continued 


appraisal, and evaluation of any subject matter of legis- 
lative concern, including recommendations submitted to 
the Congress by the executive branch. Research services 
are also provided to assist Congress with its oversight, 
representative, and other responsibilities. Support 
comes in the form of background studies, in-depth 
policy analyses, consultations and briefings, legal re- 
search, continuous liaison with committees, outside con- 
tracts, assistance with committee hearings, public 
policy seminars for Members and congressional staff, 
and related data and materials. Lists of subjects and 
policy areas that a committee might profitably pursue 
are periodically made available to each congressional 
committee. These services are directed toward assisting 
Members and committees in determining the advisabil- 
ity of enacting legislative proposals, in estimating the 
probable results of such proposals and of alternatives to 
them, and in evaluating methods for accomplishing the 
results sought. As provided by statute, the Service pre- 
pares decennial revised editions of the Constitution of 
the United States—Analysis and Interpretation, as well 
as cumulative supplements at 2-year intervals, prepares 
compendiums for the annual national high school and 
college debate topics, and provides assistance to the 
Congressional Budget Office and the Office of Technol- 
ogy Assessment. 

2. Documentation and status of legislation. —The 
Service periodically prepares and publishes for distribu- 
tion to Members and committees the Digest of Public 
General Bills and Resolutions, which includes summar- 
ies of all public bills and resolutions introduced in Con- 
gress, the status of bills receiving action, and various 
pertinent indexes. The Service compiles factual descrip- 
tions of House bills and resolutions which are forward- 
ed for publication in the Congressional Record. The 
Service also makes available current and periodic re- 
ports that provide background and status information 
on major legislative issues before the Congress. Upon 
request, the Service provides Members and committees 
with legislative history memorandums on bills for 
which hearings have been announced, and compiles and 
makes available to each committee reports on legisla- 
tively authorized programs and activities within that 
committee’s jurisdiction that are scheduled to terminate 
during the current Congress. 

3. Information and reference services.—The Congres- 
sional Research Service provides extensive information 
and reference assistance to Members and committees. 
Reference files containing clippings, pamphlets, and 
documents and automated information services are 
maintained for rapid information retrieval. Lists of se- 
lected reports, prepared by CRS staff on legislative 
issues, are regularly distributed to congressional offices. 
To provide faster responses and in-person services, the 
Service also maintains reference centers in congression- 
al office buildings and the Congressional Reading Room 
in the main building of the Library of Congress. 

4. Administration.—Providing overall supervision and 
administrative support to the entire Congressional Re- 


search Service is the responsibility of the Administra- 
tion branch. 


Object Classification (in thousands of dollars) 




















Identification code 03-0127-0-1-801 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent POSitiOnS............sscccsssssesesssees 18,001 21,496 23,348 
11.3 Positions other than permanent.............. 695 409 409 
11.5 Other personnel compensation................. 206 176 176 

Total personnel compensation............. 18,902 22,081 23,933 
12.1 — Personnel benefits: Civiliat...............s0see 1,597 2,166 2,354 
21.0 Travel and transportation of persons........... 98 96 115 
22.0 Transportation of thingS..............ssssesssseee PIG GUN re 
23.2 Communications, utilities, and other rent... 882 1,003 1,342 
24.0 — Printing and reproduction.............csssseseee 472 745 881 
25.0 Other Services ...............000 * 1,929 1,741 1,985 
26.0 — Supplies and materials..... us 345 272 314 
SEO. ROMMMNONL .cresictctcasiuccarersssclctecastin Sasctstoetet> 599 614 665 

Total direct obligations.................0 24,825 28,718 31,589 








Reimbursable obligations: 
.1 Personnel compensation: Permanent posi- 
NPIS sists datacqcieticossefenidendirss 156 156 156 
12.1 Personnel benefits: Civilian 9 9 9 


1 


_— 
































Total reimbursable obligations 165 165 165 
99.0 Total Obligations ............sssssescccssssnseeees 24,990 28,883 31,754 
Personnel Summary 
Total number of permanent positions..............s:..00++ 856 868 941 
Total compensable WorkyeaS...........::-sseess0»» a 781 841 939 
Full-time equivalent of other positions (29) (16) (16) 
Full-time equivalent of overtime and holiday 

NOES pita ca hiot inthis cesticatsaemuanoduces (8) (6) (6) 
Average GS grade... si 10.60 10.65 10.44 
PAVOUMOG NaS SIIAIY ssicscisssconseccanbcessédessosisesnssomeupereossnn $24,243 $26,011 $25,864 








Books FOR THE BLIND AND PHYSICALLY HANDICAPPED 
SALARIES AND EXPENSES 


For salaries and expenses to carry out the provisions of the Act 
approved March 3, 1931 (2 U.S.C. 135a), as amended, [$34,337,000] 
$35,290,000. 


Program and Financing (in thousands of dollars) 




















Identification code 03-0141-0-1-503 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Direct service to USEIS.............ssseccsssseees 29,214 29,453 29,932 
DIO SO VICES osiya5ososnseesicnsesossanediestan 4,618 5,080 5,358 
10.00 Total Obligations .............ssssssessccssssseees 33,832 34,533 35,290 
Financing: 
25.00 Unobligated balance lapsing................000 BOS sagescasetcscssncs 5 teapot 
Budget authority... 34,736 34,533 35,290 
Budget authority: 
AUD TAEUNOAIACIOND issscstisyssiessesotesteresssivleonsevesrsoont 36,730 34,337 35,290 
41.00 Transferred to other accounts .............sss MNGUA” SiWiscscecita nition ssn 
43.00 Appropriation (adjusted)................ 34,736 34,337 35,290 
44.10 Supplemental for wage-board pay 
MMe etecdecssrerccisencavecetsits, sivesranansiiies BO: | dccsdpohamccoecion 
44.20 Supplemental for civilian pay 
OB sss ccsicccesiecsscivvsisenssncnbetsiecca —  vibpostgsenesons SED A ceetsicinnccont 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .........ssssssessssssseess 33,832 34,533 35,290 








1981 


stra- 





1 est. 
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72.40 Obligated balance, start of year................... 22,117 28,682 20,720 
74.40 Obligated balance, end of year................0... —28,682 —20,720 —21,181 
77.00 Adjustments in expired accounts NR ee AO os san soeeebe 
90.00 Outlays, excluding pay raise supple- 

NII gy csaascisS teas cokexscsocasincssasancasins 27,693 42,309 34,819 
91.10 Outlays from wage-board pay raise 

ION crt cones PE. SF She 12 1 
91.20 Outlays from civilian pay raise sup- 

PUNT eee iehcccasnetan. . aceee 174 9 





The National Library Service for the Blind and Phys- 
ically Handicapped (NLS) is responsible for administer- 
ing a national program to provide reading material for 
blind and physically handicapped residents of the 
United States and its outlying areas and for US. citi- 
zens residing abroad. 

1. Direct service to users.—During the past 5-year 
period, 1975-79, the number of blind and physically 
handicapped readers throughout the country has grown 
from over 448,000 to 717,000 and circulation from ap- 
proximately 12,067,000 units (volumes, containers, and 
reels) to about 14,971,000. The number of readers and 
circulation are expected to continue to increase in 1980 
and 1981 at approximately the same rate as in the past 
5 years. To serve these users NLS procures books in 
embossed characters, recorded books with their associ- 
ated reproducers and catalogs and publications of mate- 
rial available. The books and reproducers are distribut- 
ed through 56 regional libraries and over 118 other 
cooperating libraries and agencies. Music materials are 
circulated directly from NLS. Direct service is also fur- 
nished Americans living abroad. Multistate centers 
function as decentralized materials-support units work- 
ing under contract with NLS. 

2. Support services.—A variety of professional, techni- 
cal, and clerical functions are performed by NLS’s staff. 
A combined total of 29,000 requests for interlibrary 
loan searches or information concerning library and 
related services available to the blind and to other 
physically handicapped persons were received in 1979, 
and over 4,200 copyright permissions were granted. 
Training is provided individuals throughout the Nation 
interested in transcribing or proofreading braille, and 
during fiscal 1979 over 430 individuals were certified. 
NLS maintains the national collections of braille and 
recorded books to supplement titles deposited in librar- 
ies across the country. Books are transcribed in braille 
and tape recorded by volunteers throughout the coun- 
try. 
Bibliographic records are being recataloged to provide 
consistency with the National Union Catalog. Efforts to 
improve the quality of service at a reasonable cost are 
directed through a research, development, testing, and 
evaluation program. 


Object Classification (in thousands of dollars) 






















Identification code 03-0141-0-1-503 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent positions................sssvsseesseeee 2,399 2,204 2,405 
11.3 Positions other than permanent.............. 85 486 334 
11.5 Other personnel compensation ................ 29 30 30 
Total personnel compensation............. 2,513 2,720 2,769 
12.1 Personnel benefits: Civiliath............:csscccssssss 216 259 264 
21.0 — Travel and transportation of persons............ 84 78 90 
22.0 — Transportation Of thingS ........sssoscssssseees 45 45 45 


23.2 Communications, utilities, and other rent.... 99 118 118 
24.0 Printing and reproduction................-.ssesssove 1,334 1,360 1,703 
250° OUR NE i 3,147 1,366 1,714 
26.0 Supplies and materials ................cccccssssseeee 590 852 852 
SEG! Geil ee ne. 25,804 27,735 27,735 





99.0 Total obligations ...............sccssescecsneeees 33,832 34,533 35,290 





Personnel Summary 











Total number of permanent positionS....................00 116 116 124 
Total compensable workyeaiS.................0««. 138 136 136 
Full-time equivalent of other positions (29) (24) (16) 
Full-time equivalent of overtime and holiday 
I esse ca creas ttertomeaie oe mace (1) (1) (1) 
DONO GS NO sessed 8.64 8.77 8.79 
Pe FS it cor oe $18,491 $20,360 $20,520 
Average salary of ungraded positions ...................0s«« $14,448 $15,939 $15,939 








COLLECTION AND DISTRIBUTION OF LIBRARY MATERIALS (SPECIAL 
FOREIGN CURRENCY PROGRAM) 


For necessary expenses for carrying out ‘the provisions of section 
104(b\(5) of the Agricultural Trade Development and Assistance Act of 
1954, as amended (7 U.S.C. 1704), to remain available until expended, 
[$3,563,000] $2,980,000, of which [$3,187,100] $3,568,100 shall be 
available only for payments in any foreign currencies owed to or 
owned by the United States which the Treasury Department shall 
determine to be excess to the normal requirements of the United 
States. 


Program and Financing (in thousands of dollars) 





























Identification code 03-0144-0-1-503 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Acquisition of books and other library 
materials: 
CB CN aisicsascch catcsassscssccaaccaceeistca 413 Qe a 
(b) India........ 1,906 3,238 2,965 
(c) Nepal............ 17 [ee 
(d) Pakistan 362 612 603 
ROP CR Gicacteteccctlcamnncl, “egies Ws ice 
2. Program support (U.S. dollars) .. 337 465 412 
10.00 Total obligations ...........ccscccssssescsssseees 3,035 4,704 3,980 
Financing: 
21.40 Unobligated balance available, start of year —802 — 1,627 — 503 
24.40 Unobligated balance available, end of year.. 1,627 503 503 
Budget authority 2.0... 3,860 3,580 3,980 
Budget authority: 
40.00 Appropriation .................ccccssecssssescsseecesene 3,860 3,563 3,980 
44.20 Supplemental for civilian pay raises... ............00+ EP cremains 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............seccsseeeeen 3,035 4,704 3,980 
72.40 Obligated balance, start of year 577 366 701 
74.40 Obligated balance, end of year................. —366 —701 —608 
90.00 Outlays, excluding pay raise supple- 
NI sassaSegbnc chcuenieanh 3,246 4,353 4,072 
91.20 Outlays from civilian pay raise sup- 
IPRUOIINI a scsccncssssuschssssatsacacaosiacst!/icsecacmtaaia 16 1 





The Librarian of Congress may use foreign currencies 
to provide information of technical, scientific, cultural, 
or educational significance to the United States through 
the collection of foreign library materials and the distri- 
bution of copies thereof to libraries and research cen- 
ters in the United States. The program is being carried 
on in three countries in 1980: India, Nepal, and Paki- 
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COLLECTION AND DISTRIBUTION OF LIBRARY MATERIALS (SPECIAL 
FoREIGN CURRENCY PROGRAM)—Continued 


stan. Of the total amount requested in 1981, $3,568,100 
will be paid in foreign currencies, while $411,900 will 
provide U.S. dollar support. 

1. Acquisition of books and other library materials.— 
Based upon the requirements of other Federal agencies 
and certain research libraries in the United States, pub- 
lications and other library materials will be purchased 
in multiple copies from three countries and distributed 
to selected libraries and research centers in the United 
States, including the Library of Congress. 

2. Program support (U.S. dollars).—U.S. dollars are 
required to pay certain expenses which cannot be paid 
by foreign currencies, such as salaries of the coordinat- 
ing staff at the Library of Congress, shared administra- 
tive support provided by the Department of State, 
travel in some instances, and equipment and supplies 
which cannot be procured abroad. 


Object Classification (in thousands of dollars) 
































Identification code 03-0144-0-1-503 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent POSitiOns............:-sseecsseessseeess 295 288 280 
11.3 Positions other than permanent is 395 609 602 
11.5 Other personnel compensation................. 44 43 39 
Total personne! compensation............. 734 940 921 
12.1 Personnel benefits: Civilian................s00 88 108 104 
13.0 Benefits for former personnel —181 76 14 
21.0 Travel and transportation of persons........... 54 143 119 
22.0 — Transportation of thingS.................ssssssssssees 161 366 242 
23.2 Communications, utilities, and other rent.... 293 297 271 
24.0 — Printing and reproduction..............c..sssessssses 217 305 281 
25.0 Other Services .............ssseeseee a 331 413 324 
26.0 Supplies and materials 101 148 129 
31.0 — Equipment (books and library materials)... 1,237 1,908 1,575 
99.0 Total obligationS..............ssssccssssseesseen 3,035 4,704 3,980 
Personnel Summary 
Total number of permanent positionS...............se.00 10 9 9 
Total compensable workyeafS.................. ae 10 9 9 
Full-time equivalent of other positions (12) (17) (19) 
Full-time equivalent of overtime and holiday 

IN Bcd cescaseclsickacecosesdoseanspobin (0) (0) 
Average GS grade 11.33 11.33 
Average GS salary $31,231 $31,757 











em 


FURNITURE AND FURNISHINGS 


For necessary expenses for the purchase and repair of furniture, 
furnishings, office and library equipment, [$870,000] $4,160,000, of 
which $2,229,000 shall be available until expended only for the pur- 
chase and supply of furniture, bookstacks, shelving, furnishings and 
related costs necessary for the initial outfitting of the James Madison 
Memorial Library Building. 


Program and Financing (in thousands of dollars) 








Identification code 03-0146-0-1-503 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Regular furniture and furnishings: 
(a) Repair and replacement furniture 
ANd FUFMISHINGS .............sssececcessseesesseee 399 470 746 














(b) New furniture and furnishings......... 811 171 1,185 
2. James Madison Memorial Building, fur- 
Miture and fUrMISHINGS...........ccccssseeccssseee 8,222 10,055 2,229 
10.00 Total obligations ...............sssseccseseee 9,432 10,696 4,160 
Financing: 
21.40 Unobligated balance available, start of year —12,494 —10,626 — 800 
24.40 Unobligated balance available, end of year.. 10,626 800 800 
25.00 Unobligated balance lapsing.................+ DY OTe casiesee tesa 
40.00 Budget authority (appropriation) .. 7,694 870 4,160 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............sssecsseessee 10,696 4,160 
72.40 Obligated balance, start of year 11,712 563 
74.40 Obligated balance, end of year.................00 — 563 —212 
77.00 Adjustments in expired accounts................. SEN. accents wcsascenqintt 
90.00 UNAS isi: wkeeckhed.ctncmiacnes 4,306 21,845 4511 








This activity provides for the purchase and repair of 
furniture, furnishings, and equipment to support Li- 
brary operations and is separated into two distinct cate- 
gories: (1) regular furniture and furnishings and (2) fur- 
niture and furnishings for the James Madison Memori- 
al Library Building. 

1. Regular furniture and furnishings—(a) Repair and 
replacement of furniture and furnishings.—This activity 
provides for the regular annual maintenance and repair 
of furniture and furnishings, and for the replacement of 
worn out and obsolete items. 

(b) New furniture and furnishings.—This activity pro- 
vides for the purchase of new items of furniture, fur- 
nishings, and equipment to meet a growing workload 
and to provide storage equipment for increases in col- 
lections. It also provides furniture and typewriters for 
the new employees requested. 

2. James Madison Memorial Building, furniture and 
furnishings.—Funds in this category will provide for 
the initial purchase of furniture, equipment, and fur- 
nishings for the James Madison Memorial Building. 


Object Classification (in thousands of dollars) 











Identification code 03-0146-0-1-503 1979 actual 1980 est. 1981 est. 
11.3 Personnel compensation: Positions other 
than Permanent .........scccccssecccsssseeecsssseees 235 358 216 
12.1 Personnel benefits: Civilian..............ssseesssees 19 18 13 
21.0 Travel and transportation of persons........... Di” Achecwuseush: » cigeGueteee 
22.0 — Transportation of thingS ............sssssssssssssseees LE? intial ” anes 
23.2 Communications, utilities, and other rent. ... 7 FF bteiciatas 
COO: RTO URWNCOS fasccscdeessossscreoccsdSsnusebontccsseats 38 Be. ee 
31.0 — Equipment: 
RIT ccccorns ot cpectscssterstoeetnon 137 190 267 
Annual furniture and equipment.............. 190 155 233 
Nonrecurring equipment...............sssese 878 296 1,407 
Furniture and equipment for overseas 
RAMS fesssscssssusacaseartio\nsiioawslGresoeceess Di seapedanaies 24 
Shelving equipment for the Madison 
EADAINNL 5. scikocBiecipis dictatussataeerseih 1,364 eee er 
Model furniture for the Madison Build- 
WR EE inert 9 Di aicanuccatevnee 
Furnishings for the Madison Building ..... 6,543 6,795 2,000 
99.0 Total obligations ..............sssscsssseeessseee 9,432 10,696 4,160 
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PAYMENTS TO COPYRIGHT OWNERS 


Program and Financing (in thousands of dollars) 


Wentification code 03-5175-0-2-376 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Recovery of Tribunal costs..................+« 


2 
2. Payments to copyright OWNEFS.........c::6  ssssesscssseeees 21,806 17,264 


10.00 Total program (costs—obligations) 











MOMNOCE CURES: AU sceccccectssecesc2ok ” ccceencsasteoroes 21,808 17,266 
Financing: 
11.00 Offsetting collections from Federal funds... S668 ieee) ees 
21.40 Unobligated balance, start of year: 
Treasury Dalance............s.ssssesecccessseseeeees —740 — 698 —1,163 
U.S. securities (Par) .......ssscsscccesssssssesees —5725 —21,625 — 16,645 
24.40 Unobligated balance, end of year: 
Treasury Dalance...........sscssccsssesesesssseeesees 698 1,163 1,163 
U.S. securities (Par) .......cs.cccssseecsssssseees 21,625 16,645 16,659 
60.00 Budget authority (permanent, in- 
definite, special fund) ................0. 15,195 17,293 17,280 
Relationship of obligations to outlays: 
71.00 Obligations incurred, Net ...............sscsccccseee — 663 21,808 17,266 
90.00 [eer — 663 21,808 17,266 








The receipts from cable television stations and juke- 
box licenses are disbursed to the copyright owners 
through this appropriation after the deduction of ad- 
ministrative costs for the Copyright Royalty Tribunal. 
Disbursements are made in accordance with the sched- 
ule established in Public Law 94-553. 


— 





OuIvER WENDELL HotMeEs Devise FUND 


Program and Financing (in thousands of dollars) 

















Identification code 03-5075-0-2-503 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Oliver Wendell Holmes devise fund (total 
obligations) (object class 25.0) ............ 12 25 20 
Financing: 
21.40 Unobligated balance available, start of year —89 —80 —18 
24.40 Unobligated balance available, end of year.. 80 78 61 
60.00 Budget authority (appropriation) 
(permanent, indefinite, special 
IMME cfeascercaneticnSessecoteascactibantecice 3 23 3 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............ccssssssssssee 12 25 20 
90.00 Outlays 12 25 20 








The Oliver Wendell Holmes devise fund and the per- 
manent committee for the Oliver Wendell Holmes 
devise to administer it were created by an act of Con- 
gress, approved August 5, 1955 (69 Stat. 533). The Com- 
mittee consists of four members appointed by the Presi- 
dent and the Librarian of Congress, who is chairman. 
The Committee was (1) to have prepared a history of 
the Supreme Court of the United States, and, if deemed 
advisable, (2) to finance an annual lecture or series of 
lectures, and (3) to publish a memorial volume of Jus- 
tice Holmes’ writings. The principal and interest on the 
fund are available for these purposes. 

The current program is devoted primarily to the 
preparation of a History of the Supreme Court of the 


United States, of which the first two volumes were 
published by the Macmillan Co. in 1972. A third volume 
was published in August 1974, and additional volumes 
are nearing completion. At a recent meeting, the per- 
manent committee appointed a co-editor for the history 
and adopted a 4-year timetable for its completion. The 
annual lecture series financed by this fund has been 
discontinued at least temporarily, because the Commit- 
tee felt it desirable to conserve remaining funds. 





Intragovernmental funds: 


CONSOLIDATED WoRKING FUND 


Program and Financing (in thousands of dollars) 























Identification code 03-3900-0-4-503 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Reference services: 
(a) Department of Defense.................... 4747 acces 
CD NS ceca 
2. Administrative support 
10.00 Total Obligations .................sseescseeccneees 7,577 8,825 8,157 
Financing: 
11.00 Offsetting collections from: Federal funds... — 8,322 —8,157 —8,157 
21.40 Unobligated balance available, start of year —157 —1,418 —150 
24.40 Unobligated balance available, end of year. 1,418 750 750 
25.00 Unobligated balance lapsing....................... BN ascetics Pace 
SINE SII ssc. eceek eemeenena teenies 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............cssccssseee —145 ee. 
72.10 Receivables in excess of obligations, start 
hic Seis cess —1,554 RO cates 
72.40 Obligated balance, start of year.................. 928 1,118 1,433 
74.10 Receivables in excess of obligations, end of 
WOON esac hice cpiciscccesscocinteaacoccn 2,230 
74.40 Obligated balance, end of year....... —1,118 
77.00 Adjustments in expired accounts 54 
90.00 MU i sicccicacsastccaacts attic en —205 — 1,877 1,433 





Object Classification (in thousands of dollars) 





Personnel compensation: 

















11.1 Permanent pOSitiOnS...............sssssecseessees 4,916 
11.3 Positions other than permanent.............. 6 
11.5 Other personnel compensation................. 37 
Total personnel compensation............. 4,959 
12.1 Personnel benefits: Civilian................c.c.s0e«: 443 
21.0 Travel and transportation of persons........... 37 
22.0 Transportation Of thingS..................ssssccsssee 1 
23.1 Standard level user charges 222 
23.2 Communications, utilities, and other rent... 258 
24.0 — Printing and reproduction.................ssesesee 23 
25.0 Other services ..............0++ “3 1,208 
26.0 Supplies and materials i 46 
31.0  Equipment.................... oa 368 
RE I ce nn ec eserves Be. keciee 
99.0 Total obligations..................ssssessssssneeee 7,577 8,825 8,157 
Personnel Summary 
Total number of permanent positionS.....................0 244 241 0 
Total compensable workyea'..............0-s0»+« es 243 243 0 
Full-time equivalent of other positions (2) (2) (0) 





Full-time equivalent of overtime and holiday 
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Personnel Summary—Continued 


9.66 
$20,277 





9.63 
$21,317 


AUOTID GS BRIO S cecdiscciedssnonstsivysorveeprctoroceelestovotse 
MIERIIO TSS SUUMY .S.cssesesiissssssostndsincossopnndeovedpasaseosseonn 








Trust Funds 
Girt AND Trust Funp ACCOUNTS 


Program and Financing (in thousands of dollars) 


Identification code 03-9971-0-7-503 





1979 actual 1980 est. 1981 est. 





Program by activities: ; 
1. Acquisition of library materials............... 244 237 232 





























2. Reader and reference serviceS................ 4,535 3,585 3,508 
3. Organization and control of the collec- 
BNI asain cevermenccitees 1,456 1,417 701 
10.00 Total obligationS...............ssssssessseeens 6,235 5,239 4,441 
Financing: 
21.40 Unobligated balance available, start of 
year: 
Treasury Dalance............ssssessssssseessssssseees — 6,808 —1,173 —8071 
U.S. Securities (Par) .......sssssssssseccsssssseees —1,515 —1,595 — 1,340 
24.40 Unobligated balance available, end of year: 
TEGAMEY CUMING soos ssecieccssccsascasstusneedbes 7,173 8,071 8,712 
U.S. securities (Par) .........c-ssecseesseesseesees 1,595 1,340 1,340 
60.00 Budget authority (appropriation) 
(permanent, indefinite)................. 6,680 5,882 5,082 
Distribution of budget authority by account: 
Payment of interest on bequest of Gertrude M. 

PON casas scstdinticteencdecdiaetth teal Rc Reeeens 2 2 2 
Interest on Treasury investment account.............. 125 130 130 
Library of Congress trust fund income from in- 

VOERINONT BEDOUIN ici ssstsncoscsssssonssessovssstonscisans 547 550 550 
Library of Congress gift fund 2,291 1,500 700 
IN UN Ecc BEL  Biscscs ccc cst ssuascvois 3,713 3,700 3,700 

Relation of obligations to outlays: 

71.00 Obligations incurred, net ..............ssvsssesee 6,235 5,239 4,441 
72.40  Obligated balance, start of year ie 648 814 714 
74.40 Obligated balance, end of year.. —814 —714 —714 
90.00 INNIS, esse ssessaeuasiins 6,069 5,339 4,441 
Distribution of outlays by account: 

Payment of interest on bequest of Gertrude M. 

MI 8 5 sss scasascastebhsabybstesescessckecons;ssesee 1 1 1 
Interest on Treasury investment account.............. 83 90 90 
Library of Congress trust fund income from in- 

MORAINE OOOMINE cceissivostasiokvosstststossseeveroesitsees 360 450 450 
Library of Congress gift fund 2,216 2,000 900 
BOF NNOD TOUS saiansissnctversvorckepobcschssfonncacrameckcntin 3,408 2,798 3,000 





This schedule covers (1) funds received as gifts for 
immediate expenditure and receipts from the sale of 
recordings and photoduplication materials financed 
from capital originally received as gifts, (2) income from 
investments held by or for the Library of Congress 
Trust Fund Board, and (8) interest paid by the Treasury 
on the principal funds deposited therewith as described 
under “Library of Congress Trust Fund, Principal Ac- 
counts,” at a rate which is 0.25 percentage points less 
than a rate determined by the Secretary of the Treas- 
ury, taking into consideration the current average 
market yield on outstanding long-term marketable obli- 





gations of the United States, adjusted to the nearest 
one-eighth of 1% or the rate of 4% per annum, which- 
ever is higher. 

1. Acquisition of library materials.—During 1979, this 
included the procurement of manuscripts, Hispanic ma- 
terials, fine prints, rare books and other library materi- 
als for the Library of Congress, and the acquisition and 
distribution of Government documents for the Library 
of Congress and cooperating libraries. 

2. Reader and reference services.—These services 
during 1979 included the preparation of bibliographies, 
indexes, digests, and checklists; lectures, surveys of bib- 
liographic services; poetry readings; musical concerts; 
furtherance of musical research, composition, perform- 
ance and appreciation; and providing photostats, photo- 
graphs, microfilm, and other forms of photoduplication, 
and sound recordings of music, and poetry to other 
Government agencies, libraries and other institutions, 
and to the general public; and distribution of recordings 
of the Library’s literary programs and concerts to radio 
stations for public service broadcasts. 

3. Organization and control of the collections.—In 
February 1967, the Library of Congress began the larg- 
est single bibliographical project in its history, the pub- 
lication of the pre-1956 National Union Catalog. It is 
expected that the project will be completed in fiscal 
year 1981, and that the published catalog will comprise 
over 600 volumes. Over 500 volumes have been pub- 
lished. The preparation of the 19th full edition of the 
Dewey Decimal Classification, begun during 1972, con- 
tinues. 

This schedule includes three principal accounts—per- 
manent loan, public debt securities, and bequest of Ger- 
trude M. Hubbard. 

Both the permanent loan and the Hubbard funds 
represent gifts or bequests in cash, which have been 
deposited with the Treasurer of the United States, the 
interest upon which is available to the Librarian for the 
purposes specified in each case. Public Laws 94-289 and 
94-290 (signed May 22, 1976) provide interest at “a rate 
which is the higher of the rate of 4 per centum per 
annum or a rate which is 0.25 percentage points less 
than a rate determined by the Secretary of the Treas- 
ury, taking into consideration the current average 
market yield on outstanding long-term marketable obli- 
gations of the United States, adjusted to the nearest 
one-eighth of 1 per centum’’. The public debt securities 
funds represent gifts or bequests in cash which have 
been invested in public debt securities of the United 
States in order to obtain a better return on the princi- 
pal. 

As of September 30, 1979, the principal in the perma- 
nent loan account, which shall not exceed the sum of 
$10 million (2 U.S.C. 158; 31 U.S.C. 725s; Public Law 87- 
522), was distributed as follows: 








NO NNT 655s socasasscscusasey cons crarrneoa aacccacocgucteooobohcek a ecadisecs omnis $2,562,812 
American history ............ 26,655 
Poetry and literature....... 958,167 
Miscellaneous purposes 619,379 

Total permanent loan prinCipal.............sssssescssssssssesssscsssssseeseesssssseees $4,167,013 


During 1975, the Library removed some of the princi- 
pal from the permanent loan and invested that princi- 
pal in long-term U.S. public debt securities which 
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mature on May 15, 1999, and are paying interest at a 
rate of 8.5%. As of September 30, 1979, the principal in 
the public debt securities was distributed as follows: 







UN gai RPA fd ss Bits tase nage saiosdibigacs cae $148,142 
Fine arts.........-sosee- 396,558 
American history ........ 307,040 
Hispanic activities ...... 211,315 
Poetry and literature........ ss 50,073 
RUN RR roc ice hak ete ose oa cones crass cg sooriniacsbareticceaieanets 297,985 

Total public debt securities principal..................scccssssssesssseessseessseeene $1,411,113 


The additional principal sum of $20 thousand, repre- 
senting the bequest of Gertrude M. Hubbard, is for the 
purchase of engravings and etchings (37 Stat. 319). 
Public Law 94-290 (May 22, 1976) changed the interest 
rate on this account from the fixed 4% rate to the 
floating rate described above. 

The Library also has available to it, through the 
Trust Fund Board, income from principal amounts 
which are managed for the Board as trust funds by 
private financial institutions. As of September 30, 1979, 
the estimated principal in these trust funds was distrib- 
uted as follows: 


NI dis eds census csbasca Sid wetloeacod celine $1,015,000 






































RIED T ccs canes sSbc ties tscovenssornsc\aksCivdaascsovtavedsascensasctloanttoncaeete 614,000 
I NT TENNER Fc s5cis Sette cu csonse vans Canta acevssictvuatbcnrubctetactieasooie 613,000 
PRION ORUPCMII sib chess Svan coves SoonsscconscbonccpeamuescDudigiovrecctghis $2,242,000 
Object Classification (in thousands of dollars) 
Identification code 03-9971-0-7-503 1979 actual 1980 est. 1981 est 
Personnel compensation: 
lL. Permanent pOSitiONS..............ssc-ssecsseesssees 3,651 3,066 2,600 
113 Positions other than permanent.............. 2 2 1 
11.5 Other personnel compensation................. 143 122 104 
11.8 Special personal services payments........ 5 4 4 
Total personnel compensation............. 3,801 3,194 2,709 
12.1 Personnel benefits: Civilian..............0:..s0e+00 339 283 240 
21.0 Travel and transportation of persons........... 60 57 48 
22.0 — Transportation of thingS .............seeeeee 26 21 18 
23.2 Communications, utilities, and other rent.... 298 271 234 
24.0 — Printing and reproduction.................ssse 217 193 163 
25.0 Other services .................000 Z 468 391 331 
26.0 Supplies and materials ... sis 445 354 300 
Ra NN RTM 55st cxcecassiecenssecorneve 498 379 321 
41.0 — Grants, subsidies, and contributions. 57 70 60 
M40 REFUMGS......sssssvssesesees fi 26 20 7 
99.0 Total obligations .............cccssssesessceeeee 6,235 5,239 4,441 
Personnel Summary 
Total number of permanent positions............:sssss00 228 228 228 
Total compensable WOrkyears...............e.. zs 224 225 225 
Full-time equivalent of other positions (0) (0) (0) 
Full-time equivalent of overtime and holiday 

NA a cccescsawhiperspecniedvesiverstiobie (6) (6) (6) 
Average GS grade... ite 6.77 6.77 6.77 
PRUE CRS GMM oso oon tocar ceceecbsipengeechosesactone $16,218 $17,110 $17,110 








ADMINISTRATIVE PROVISIONS 


Sec. 201. Appropriations in this Act available to the Library of 
Congress for salaries shall be available for expenses of personnel 
security and suitability investigations of Library employees; special 
and temporary services (including employees engaged by day or hour 
or in piecework); and services as authorized by 5 U.S.C. 3109. 

Sec. 202. Not to exceed fifteen positions in the Library of Congress 
may be exempt from the provisions of appropriation acts concerning 





the employment of aliens during the current fiscal year, but the 
Librarian shall not make any appointment to any such position until 
he has ascertained that he cannot secure for such appointments a 
person in any of the categories specified in such provisions who 
possesses the special qualifications for the particular position and also 
otherwise meet the general requirements for employment in the Li- 
brary of Congress. 

Sec. 203. [Funds] From and after October 1, 1978, funds available 
to the Library of Congress may be expended to reimburse the Depart- 
ment of State for medical services rendered to employees of the Library 
of Congress stationed abroad and for contracting on behalf of and 
hiring alien employees for the Library of Congress under compensa- 
tion plans comparable to those authorized by section 444 of the For- 
eign Service Act of 1946, as amended (22 U.S.C. 88%a)); for purchase 
or hire of passenger motor vehicles; for payment of travel, storage and 
transportation of household goods, and transportation and per diem 
expenses for families enroute (not to exceed twenty-four); for benefits 
comparable to those payable under sections 911(9), 911(11), and 941 of 
the Foreign Service Act of 1946, as amended (22 U.S.C. 1136(9), 
1136(11), and 1156, respectively); and travel benefits comparable with 
those which are now or hereafter may be granted single employees of 
the Agency for International Development, including single Foreign 
Service personnel assigned to A.I.D. projects, by the Administrator of 
the Agency for International Development—or his designee—under 
the authority of section 636(b) of the Foreign Assistance Act of 1961 
(Public Law 87-195, 22 U.S.C. 2396(b)); subject to such rules and 
regulations as may be issued by the Librarian of Congress. 

Sec. 204. [Payments] From and after October 1, 1980, payments in 
advance for subscriptions or other charges for bibliographical data, 
publications, materials in any other form, and services may be made 
by the Librarian of Congress whenever he determines it to be more 
prompt, efficient, or economical to do so in the interest of carrying 
out required Library programs. 

Sec. 205. Appropriations in this Act available to the Library of 
Congress shall be available, in an amount not to exceed [[$123,250,] 
$150,620 of which [$46,000] $55,660 is for the Congressional Re- 
search Service, when specifically authorized by the Librarian, for 
expenses of attendance at meetings concerned with the function or 
activity for which the appropriation is made. 

Sec. 206. Funds available to the Library of Congress may be ex- 
pended to provide additional parking facilities for Library of Congress 
employees in an area or areas in the District of Columbia outside the 
limits of the Library of Congress grounds, and to provide for transpor- 
tation of such employees to and from such area or areas and the 
Library of Congress grounds without regard to the limitations im- 
posed by 31 U.S.C. 638a(c)(2). 

Sec. 207. From and after January 1, 1976, the Disbursing Officer of 
the Library of Congress is authorized to disburse the funds appropri- 
ated for the Congressional Budget Office, and the Library of Congress 
shall provide financial management support to the Congressional 
Budget Office as may be required and mutually agreed to by the 
Librarian of Congress and the Director of the Congressional Budget 
Office. The Library of Congress is further authorized to compute and 
disburse the basic pay of all personnel of the Congressional Budget 
Office pursuant to the provisions of section 5504 of Title 5 of the 
United States Code, except the Director, who as head of an agency, 
shall have pay computed and disbursed pursuant to the provisions of 
section 5505 of Title 5 of the United States Code. 

All vouchers certified for payment by duly authorized certifying 
officers of the Library of Congress shall be supported with a certifica- 
tion by an officer or employee of the Congressional Budget Office duly 
authorized in writing by the Director of the Congressional Budget 
Office to certify payments from appropriations of the Congressional 
Budget Office. The Congressional Budget Office certifying officers 
shall (1) be held responsible for the existence and correctness of the 
facts recited in the certificate or otherwise stated on the voucher of its 
supporting paper and the legality of the proposed payment under the 
appropriation or fund involved, (2) be held responsible and account- 
able for the correctness of the computations of certifications made, and 
(3) be held accountable for and required to make good to the United 
States the amount of any illegal, improper, or incorrect payment result- 
ing from any false, inaccurate, or misleading certificate made by him, 
as well as for any payment prohibited by law which did not represent 
a legal obligation under the appropriation or fund involved: Provided, 
That the Comptroller General of the United States may, at his discre- 
tion, relieve such certifying officer or employee of liability for any 
payment otherwise proper whenever he finds (1) that the certification 
was based on official records and that such certifying officer or em- 
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ployee did not know, and by reasonable diligence and inquiry could 
not have ascertained the actual facts, or (2) that the obligation was 
incurred in good faith, that the payment was not contrary to any 
statutory provision specifically prohibiting payments of the character 
involved, and the United States has received value for such payment: 
Provided further, That the Comptroller General shall relieve such 
certifying officer or employee of liability for an overpayment for trans- 
portation services made to any common carrier covered by section 244 
of Title 31 of the United States Code, whenever he finds that the 
overpayment occurred solely because the administrative examination 
made prior to payment of the transportation bill did not include a 
verification of transportation rates, freight classifications, or land 
grant deductions. 

The Disbursing Officer of the Library of Congress shall not be held 
accountable or responsible for any illegal, improper, or incorrect pay- 
ment resulting from any false, inaccurate, or misleading certificate, 
the responsibility for which is imposed upon a certifying officer or 
employee of the Congressional Budget Office. 

Sec. 208. The Library of Congress is authorized to compute and 
disburse basic pay of all personnel of the Copyright Royalty Tribunal 
pursuant to the provisions of section 5504 of Title 5 of the United 
States Code. 





GOVERNMENT PRINTING OFFICE 
Federal Funds 


General and special funds: 


PRINTING AND BINDING 


For authorized printing, binding, and distribution of the Federal 
Register (including the Code of Federal Regulations) as authorized by 
law (44 U.S.C. 1509, 1510); and printing and binding of Government 
publications authorized by law to be distributed without charge to the 
recipient, [$13,646,000] $22,145,000: Provided, That this appropri- 
ation shall not be available for printing and binding part 2 of the 
annual report of the Secretary of Agriculture (known as the Yearbook 
of Agriculture): Provided further, That this appropriation shall be 
available for the payment of obligations incurred under the appropri- 
ations for similar purposes for preceding fiscal years. 


Program and Financing (in thousands of dollars) 














Identification code 04-0202-0-1-801 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Printing, binding, and — distribution 
(costs—obligations) (object class 
QMOD ccosactacecstice arrest scteoetabs ironteisin itaae 13,899 15,372 16,850 
Financing: 
21.10 Deficiencies, start Of year ..........c..sssseeee 1,146 3,569 5,295 
24.10 Deficiencies, end Of year...............sscccssseeee — 3,569 sa OD cacvsucosbcbohtasess 
40.00 Budget authority (appropriation) .. 11,476 13,646 22,145 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..........sccccsssseccceee 13,899 15,372 16,850 
72.40 Obligated balance, start of year..... - 12,775 9,426 11,400 
74.40 Obligated balance, end of year....... —9,426 —11,400 —6,700 
77.00 Adjustments in expired accounts RAMI Me i sepa stilaisins |, Plsstivacasiacytisie 
90.00 ANDUINS 5 ceseshascsessssssissvsasalutsecstotectelas 12,774 13,398 21,550 





This appropriation covers all authorized printing, 
binding, and distribution of Government publications 
authorized by law to be distributed without charge to 
the recipients. 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


CONGRESSIONAL PRINTING AND BINDING 


For authorized printing and binding for the Congress; for printing 
and binding for the Architect of the Capitol; expenses necessary for 
preparing the semimonthly and session index to the Congressional 
Record, as authorized by law (44 U.S.C. 902); and printing and binding 
of Government publications authorized by law to be distributed to 
Members of Congress, [$74,500,000] $89,978,000: Provided, That this 
appropriation shall not be available for printing and binding part 2 of 
the annual report of the Secretary of Agriculture (known as the 
Yearbook of Agriculture): Provided further, That this appropriation 
shall be available for the payment of obligations incurred under the 
appropriations for similar purposes for preceding fiscal years. 


Program and Financing (in thousands of dollars) 




















Identification code 04-0203-0-1-801 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Printing, binding, and — distribution 
(costs—obligations) (object class 
PROP AS soshsvsssdbabccotinccemeneeesBriatne 77,361 75,678 85,400 
Financing: 
21.10 Deficiencies, start Of year .........ccscsscssssescsse — ssseessseeesssees 3.400 4.578 
24.10 Deficiencies, end Of year..............-sssecssseeeeee 1 3,400 GIS teiseaaes 
40.00 Budget authority (appropriation) .. 73,961 74,500 89,978 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............cscsssseeseseee 77,361 75,678 85,400 
72.40 Obligated balance, start of year. 21,532 31,656 30,900 
74.40 Obligated balance, end of year........ —31,656 —30,900 — 34,900 
77.00 Adjustments in expired accounts................. SOTIUARY ccaieeie  neccinelocel 
90.00 OUUAYS i tatiseis ce catitintnceact 65,203 76,434 81,400 





* Excess of 1978 obligations over previous estimates authorized by law to be paid out of subsequent appropriations. 


This appropriation covers all authorized printing and 
binding for the Congress and the Architect of the Cap- 
itol and for printing and binding of Government publi- 
cations authorized by law to be distributed to Members 
of Congress. 





OFFICE OF SUPERINTENDENT OF DOCUMENTS 
SALARIES AND EXPENSES* 
*See Part III for additional information. 


For necessary expenses of the Office of Superintendent of Docu- 
ments, including compensation of all employees in accordance with 
the provisions of 44 U.S.C. 305; travel expenses (not to exceed 
$88,300): Provided, That expenditures in connection with travel ex- 
penses of the Depository Library Council to the Public Printer shall 
be deemed necessary to carry out the provisions of chapter 19 of Title 
44, United States Code; price lists and bibliographies; repairs to build- 
ings, elevators, and machinery; and supplying books to depository 
libraries; [$23,000,000] $26,200,000: Provided further, That $300,000 
of this appropriation shall be apportioned for use pursuant to section 
8679 of the Revised Statutes, as amended (31 U.S.C. 665), with the 
approval of the Public Printer, only to the extent necessary to provide 
for expenses (excluding permanent personal services) for workload 
increases not anticipated in the budget estimates and which cannot 
be provided for by normal budgetary adjustments. 


Program and Financing (in thousands of dollars) 





Identification code 04-0201-0-1-806 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 

1. Special sales of publications............... 2,496 2,117 3,020 
2. Distribution for other Government 

agencies and Members of Congress... 3,734 2,690 2,759 
3. Depository library distribution............. 15,778 16,208 18,038 
4. Cataloging and indexing .............svvsve+« 1,605 2,086 2,083 
Ds OWMUD REICH TMI sche Ss cSchawtuagevacecesstn! vives nbensSooviek 300 300 
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Total direct program .............ssscsssseee: 23,613 23,401 26,200 
Reimbursable program ..............sssecssssseeseees 5,114 6,844 7,690 
10.00 Total obligations ..............ssssssssssssssesees 28,727 30,245 33,890 
Financing: 
11.00 Offsetting collections from: Federal funds.. —5,114 —6,844 —17,690 
Budget authority 0.00.0... 23,613 23,401 26,200 
Budget authority: 
40.00 Appropriation ...............ssssssssssssssssssseseessnee 23,613 23,000 26,200 
44.20 Supplemental for civilian pay raises...... saiate MOR ccc. 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ..............ssssssssssssee 23,613 23,401 26,200 
72.40 Obligated balance, start of year................... 13,560 10,114 10,250 
74.40 Obligated balance, end of year..............ssve-« —10,114 —10,250 —10,388 
77.00 Adjustments in expired accounts................. TOIGIER: _ cGecssisachecies, , - sodtouicgeiaeles 
90.00 Outlays, excluding pay raise supple- 
"CREASE 23,547 22,864 26,062 
91.20 Outlays from civilian pay raise sup- 
PE acct sascsthacssccssccacdevsecciovai. ecedaoncubecenee MEE ceciscnissccrase 





The Office of the Superintendent of Documents oper- 
ates under a separate appropriation which provides 
funds for: (1) part of the cost of the sale of certain 
Government publications priced in accordance with var- 
ious authorities other than section 1708 of Title 44, U.S. 
Code. General sales program costs are funded primarily 
from sales receipts as provided in section 1708 of Title 
44 of the U.S. Code; (2) the mailing for Members of 
Congress and other Government agencies of certain 
Government publications, as authorized by law; (3) the 
distribution of Government publications to designated 
depository libraries; and (4) the compilation of catalogs 
and indexes of Government publications. These four 


functions are related to the publication activity of other 


agencies and to the demands of the public, Members of 
Congress, and depository libraries. Consequently, Docu- 
ments can exercise little control over the volume of 
work which it may be called upon to perform. A de- 
scription of these four functions follows: 


1. Special sales of publications.—Certain publications 
are placed on sale to the public wherein the price of the 
publication is not established in accordance with section 
1708, Title 44, but in accordance with various other 
authorities such as 44 U.S.C. 906, 44 U.S.C. 910, and 44 
US.C. 1504. 


2. Distribution for other Government agencies and 
Members of Congress.—The Office of Superintendent of 
Documents maintains mailing lists and mails, at the 
request of Government agencies and Members of Con- 
gress, certain publications specified by public law. 

3. Depository library distribution.—As required, Gov- 
ernment publications are supplied to libraries which 


are designated as depositories for Government publica- 
tions. 


4. Cataloging and indexing.—The Office of Superin- 
tendent of Documents is charged with preparing cata- 
logs and indexes of all publications issued by the Feder- 
al Government. The principal publication is the 


“Monthly Catalog of U.S. Government Publications.” 


310-100 0 - 80 - 3 


Object Classification (in thousands of dollars) 




































































Identification code 04-0201-0-1-806 1979 actual ‘1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent pOSitiONS...............ccesssseeessseee 4,194 4,730 4,758 
11.3 Positions other than permanent.............. 225 254 283 
11.5 Other personnel compensation ................ 84 94 86 
Total personnel compensation............. 4,503 5,078 5,127 
12.1 Personnel benefits: Civilian...................ssse 435 499 505 
21.0 Travel and transportation of persons........... 45 41 63 
22.0 — Transportation of things .................cssssssesee 920 1,082 1,157 
23.2 Communications, utilities, and other rent.... 3,940 3,288 4,652 
24.0 — Printing and reproduction................cvesss00 10,842 10,353 11,336 
250 Ce NR 2,347 2,361 2,671 
26.0 Supplies and materials ................scsssssesssee 457 325 343 
SEO * RON ce 124 74 46 
92.0  Undistributed: Contingency fund... ssssvssessccesses 300 300 
Total direct obligations..................0.. 23,613 23,401 26,200 
Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent POSitiOnS..............ccsvvssssecessees 1,690 2,479 2,593 
11.3 Positions other than permanent 154 192 217 
11.5 Other personnel compensation ............... 49 60 53 
Total personnel compensation............. 1,893 2,731 2,863 
12.1 — Personnel benefits: Civiliat...............sscsssses 183 268 282 
21.0 Travel and transportation of persons........... 2 8 8 
22.0 Transportation of things ..................css-sssse 2 21 22 
23.1 Standard level user charges at 125 114 127 
23.2 Communications, utilities, and other rent... 2,139 2,586 3,357 
24.0 Printing and reproduction.................scccss00 26 15 16 
25.0 Other services ...........0...0.- _e 571 833 856 
26.0 Supplies and materials sé 131 127 135 
SRC "CONN sinc cnnashsaieseces 42 14] 24 
Total reimbursable obligations............ 5,114 6,844 7,690 
99.0 Total obligations................ssssssseecesseees 28,727 30,245 33,890 
Personnel Summary 
Total number of permanent positions 2 ...............000 304 324 324 
Total compensable workyea's................ssse ms 309 338 338 
Full-time equivalent of other positions 2 (10) (10) (10) 
Full-time equivalent of overtime and holiday 
WN siscactciesca aah cranes (4) (4) (4) 
Average grade 2 ...........csssscssssesscesssees = 6.38 6.19 6.22 
Average salary of graded positions..... we. $14,584 $13,749 $14,859 
Average salary of ungraded positions $17,211 $16,360 $15,297 








* Positions and grades established in accordance with 44 U.S.C. 305. 
2 Includes 62 W.A.E.’s/intermittents and 4 temporary positions in 1980 and 1981. 





ACQUISITION OF SITE AND GENERAL PLANS AND DESIGNS OF 
BuILDINGS 


For necessary expenses for acquisition of site, and general plans and 
designs of building for the Government Printing Office, $20,869,000, to 
remain available until expended, and to be available for transfer to 
the General Services Administration. 


Program and Financing (in thousands of dollars) 








Identification code 04-0207-0-1-806 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Acquisition of site, plans and designs of 
buildings (Costs—obligations) ............1:.  ssssccssseccssese — saeeessneeessnees 20,869 
Financing: 
21.40 Unobligated balance available, start of 
NI a aeacobscaiabi acne Naples —4600 —4,600 —4,600 
24.40 Unobligated balance available, end of year.. 4,600 4,600 4,600 
40.00 Budget authority (appropriation). ccc. sesssssesecesnnee 20,869 
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ACQUISITION OF SITE AND GENERAL PLANS AND DESIGNS OF 
Buri_pincs—Continued 


Program and Financing (in thousands of dollars) Continued 











Identification code 04-0207-0-1-806 1979 actual 1980 est. 1981 est. 
Relation of obligations to outlays: 

72100  MUMEAIONG WICINTIOG, THEE. sisinssssssnssssenscsvecvcesn . (Mieovncopsbonipeere - Sedderenbvodeenn 20,869 

90.00 PRMIUN sco srecasscattatcanttiriehcameea > Gicquvemtte  thitsectesttibstce 20,869 





+ This amount was appropriated for a site adjacent to the present GPO complex but will not be expended if an alternate site 
is approved in the 1981 budget. 


_ This appropriation provides for the acquisition of site, 
general plans, and designs of a new Government Print- 
ing Office building. 


Object Classification (in thousands of dollars) 


Identification code 04-0207-0-1-806 





1979 actual 1980 est. 1981 est. 


8,592 
12,277 


20,869 





BO AULT OWNS sad cssccetsvsernsvdesexvcmvatssarcreevonvecs 
32.0 Lands and Structures............ccsscsssecsssssesseees 


99.0 





Total obligationS..............sssccsssseeseeeen 








Prosect PLANNING 


Program and Financing (in thousands of dollars) 


Identification code 04-0208-0-1-806 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Project planning  (costs—obligations) 
KQDPOOT NSS ZOO) ss csssssssnscéctnosconcevcsanece 
Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 40 


Budget authority... 








Relation of obligations to outlays: 
71.00 Obligations incurred, net .............cessccsssee 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year...............0 —1 


90.00 








UMS ss sscstessatsccsbscacssheusceenstNx 








Intragovernmental funds: 
GOVERNMENT PRINTING OFFICE REVOLVING FUND 


The Government Printing Office is hereby authorized to make such 
expenditures, within the limits of funds available and in accord with 
the law, and to make such contracts and commitments without 
regard to fiscal year limitations as provided by section 104 of the 
Government Corporation Control Act, as amended, as may be neces- 
sary in carrying out the programs and purposes set forth in the 
budget for the current fiscal year for the “Government Printing 
Office revolving fund”: Provided, That not to exceed $5,000 may be 
expended on the certification of the Public Printer in connection with 
special studies of governmental printing, binding, and distribution 
practices and procedures: Provided further, That during the current 
fiscal year the revolving fund shall be available for the hire of two 
eg motor vehicles and the purchase of one passenger motor 
vehicle. 


Program and Financing (in thousands of dollars) 








Identification code 04-4505-0-4-806 1979 actual 1980 est. 1981 est. 
Program by activities: 
Printing and Dinding..............sssssesssssssssssseees 616,274 625,854 666,367 




















Sales Of publications ..............sssecccssssesesssnee 51,426 51,330 53,993 
Total operating costs, funded............. 667,700 677,184 720,360 
Capital investment, acquisition of equip- 
INMGINL  csethce ssc hagssesushGRo sees ooeacce Sele kovnese 2,956 8,628 6,552 
Total program costs, funded.............. 670,656 685,812 726,912 
Change in selected reSOUrCeS ..............ss0s00 26,755 9,983 4,947 
10.00 Total obligations ...............ssseccsssseeeseee 697,411 695,795 731,859 
Financing: 
Offsetting collections from: 
11.00 eRe AM UTINMIS asi, sscosazesstvietacbrivspusepnuosat —674,758 —680,984 —725,687 
14.00 Non-Federal SOUFCES............sscsssscsssseesssees SEF ae vastcetsa cee, eplastssictvsssiti 
21.98 Unobligated balance available, start of 
year: Fund balance ..........ccsseccsseccssnseees —45,699 —23,233 —8,422 
24.98 Unobligated balance available, end of year: 
FUNNY) IMBIICE scones pschoyonsssooesstvonscsitssconsses 23,233 8,422 2,250 
REM DN UNNONINY c.ycasesoasSoosnocaszeescose” VuagusicrsotTesnessi , ces}Wbndveser costes). svrpesvevaneapsie 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ...............ssssseeesseee 22,466 14,811 6,172 
72.10 Receivables in excess of obligations, start 
DUNORN ss aks za cee connect tats —25,688 —15,130 1,728 
74.10 Receivables in excess of obligations, end of 
Wear: hr sister sriacanh tatiana prentrtin tas 15,130 —1,728 —9,950 
90.00 NNOTIAYS vcspiscccs ovushibttsctdccouvisssorendctione 11,908 — 2,047 — 2,050 





The Government Printing Office executes orders for 
printing, binding, and blankbook work, placed by Con- 
gress and the various agencies of the Federal Govern- 
ment, and furnishes on order, blank paper, inks, and 
similar supplies. The Government Printing Office also 
sells publications to the public through its General and 
Special sales programs. 

All such work is financed through the Government 
Printing Office revolving fund (44 U.S.C. 309). The fund 
is reimbursed by the customer agencies, receipts from 
sales of publications to the general’ public, and, except 
for the excess of receipts over costs associated with the 
sale of publications to the public, net operating income 
is retained for reuse by the fund. 


REVENUE, EXPENSE, AND RETAINED EARNINGS, PRINTING AND BINDING 





























OPERATIONS 
{In thousands of dollars) 
1979 actual 1980 estimate 1981 estimate 
POMP A UIMIG cssovesssanicicovstevawsitecceaciestectbogiperertecbeee 629,982 629,654 671,694 
Expense: 

Personnel COMPENSATION ...........sesscesssseesseesseessseeese 135,793 156,036 165,648 
PI IONMIEE IHN scteavasossctisnicheicocecesusdsternaveanesteie 14,967 18,176 19,431 
Travel and transportation Of persons..............000 228 338 323 
Transportation Of thingS ........::ssssssssssscesssssseesees 4,754 5,085 5,462 
Communications, utilities, and other rent............. 6,382 10,196 10,318 
Printing and reproduction ...........c..ssssssssescsseeesssees 403,834 377,413 402,097 
ROUSSE osc cscscosdacacadberccclabGibvaas busesssances 1,422 2,434 2,461 
Supplies and materials ...........sssccccsssssssseescsessnseees 48,146 56,174 60,625 
Insurance Claims and indemnities............cssecsves 5 2 2 
NAGI INY isi ceicictsststecasicoccias diet tecdoraunreasan 2,926 3,800 5,327 
TTI NEIINNOG ec sscocccssscvsivssevaces suontntasscheveiattes 618,457 629,654 671,694 
Net operating inCOME..........cccssssssseseessseee 1) ec agen ee 

Nonoperating income and retained earnings: 
Acquisition value of equipment sold................0. Bs jmminteiee. i eagmnnsciek 
Less: Accumulated depreciation...............:sssssssees BNO isccarerittesistnda cockaactiassesks 


Book value of equipment SOld ............ssssseccssssessees 200 





AR 1981 
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Proceeds from sale of equipment ................ssvseese: ROR! itlceeeiis oes eu 





Net nonoperating 10SS................sscccssseeeesssees SEND E  watitiece OS | w rosceeapglacsananiee 








The sale of publications to the public is divided into 
two programs. The general sales program covers pri- 
marily the sale of those publications which by section 
1708 of Title 44 are offered for sale to the public by the 
Superintendent of Documents. Effective with 1978, the 
funding of the expenses of this program is primarily 
from the sales receipts. The special sales program 
covers the sale of the Congressional Record, Federal 
Register, Presidential Papers, et cetera, at prices which 
are set in accordance with other sections of the United 
States Code. 


REVENUE, EXPENSE, AND RETAINED EARNINGS, GENERAL SALES OF 
PUBLICATIONS OPERATIONS 


[In thousands of dollars] 
1979 actual 1980 estimate 1981 estimate 




















TORU TO WRONNS Soca sesencearasctssnssenchaschcedscebendstnwessoceaves 42,357 48,805 51,332 
Expense: 

Sales publications—purchased for resale............. 12,735 11,544 11,820 

Postage for sales copies mailed.................. es 7,221 7,696 7,880 

Unsalable publications ...............:scsssssessesssseeseesnnee 5,453 2,405 2,643 

SNM cote Las ca cachbactes a ne secceadonsassstid 25,409 21,645 22,343 

cds sic scot 16,948 27,160 28,989 








General and administrative: 


Personnel compensation ....... 12,344 14,539 16,009 


























Personnel benefits ..............ssscccccssnsesscessne a: 1,186 1,455 1,592 
Travel and transportation of persons...................- 27 32 32 
Transportation Of thingS ...............cccsssecssseesssneeees 158 315 335 
Communications, utilities, and other rent............. 3,123 3,261 3,304 
Printing and reproduction 396 606 604 
Other Services ............ssecssesee 5,953 6,070 6,264 
Supplies and materials .... 325 573 602 
EARNING sich caes sshistsocovsauidsstndentncavucvinicannan coven 86 309 247 

SE nas cecsucesstcisesesssonedesisniusosseseassiens 23,598 27,160 28,989 

FORD ONERIN csiacsssiSaseckaii ciescachanisacnsonestaton 49,007 48,805 51,332 

Net earnings OF 10SS.............cscssseescesseeeesnees 6,650 — cnessccscccecsene Me 








REVENUE, EXPENSE, AND RETAINED EARNINGS, SPECIAL SALES OF 
PUBLICATIONS OPERATIONS 














[In thousands of dollars] 

1979 actual 1980 estimate 1981 estimate 

GPO TONOTIOOE sci sccsnoscbosoocsacesnasteaitevecacacneoonssubvestnons 2,419 2,525 2,661 
Expense: 

Sales publications—purchased for resale............. 522 556 593 

Postage for sales copies mailed ................cscssseee 1,883 1,955 2,053 

Unsalable publications ...............sssssssssssscssssseeesseee 14 14 15 

NOM OHDOIOD iss nicsssaccdossosstonssnsnusconebsbissinon 2,419 2,525 2,661 








Profit before deduction of salaries and expenses ap- 
SRUNMTUNNT GHEMRMUNUG: ccisschiccssinanuciiccdincsconostoses ssanvndveoneasaon. icheqbciasoeipebeSl; _ snceasinsabeabesses 





Expenditures from salaries and expenses appropri- 
ation required to operate the sales program: 


Personnel Compensation ...........svuscscssssssssseeseesseees 1,021 1,101 1,126 
Personnel benefits ............sssssscssssssseesssssssssneeeeeeee 97 110 112 
Travel and transportation of persons...............+ 1 2 2 
Transportation Of thingS ..........csccsssssssesssesssseee 3 22 23 







Communications, utilities, and other rent............. 814 982 1,051 
Printing and reproduction ............:..ccsssesssssssseseesnee 27 47 47 
Rs NNO tec sanccc acdc sas dan caugsbesanenee 472 569 590 
Supplies and materials ............csssscssssssssecesseessseee 51 46 49 


















































‘unds—Continued 
ONO gi cansncesoonteossoresncnscsssincsssansebianiet 10 28 20 
Total expenditures ..............c-csesssseccseeesseeesees 2,496 2,907 3,020 
Net earnings OF 10SS (—) .......sssssssessseeceeees —2,496 —2,907 —3,020 
Revenue and Expense (in thousands of dollars) 
1979 actual 1980 est. 1981 est. 
Operating income or loss (-): 
Printing and binding: 
Ea aT 629,982 629,654 671,694 
—618,457 —629,654 —671,694 
Net operating income, printing and binding Shee ee 
General sales of publications: 
a a 42,357 48,805 51,332 
ON acti eccscumesienconnind —49,007 —48,805 — 51,332 
Net operating loss, general sales of publi- 
RN aciaiacciccscoiscacnenseiesecccececmies —§O0 icaae See 
Special sales of publications: 
DN odcas pda hepcnttinceeaeancistcucealienn 2,419 2,525 2,661 
I isch sieeccccsctcq teoeseevescniernnesiationss —2,419 — 2,525 —2,661 
Net operating income, special sales of pub- 
NOMI Sissisceninsscsetszicacectasssictincenites “ saniceesiaia RIO i 
Net operating income, totdl.....................02 4,875 paar i ER 








Nonoperating income or loss (-): 
Proceeds from sale of equipment................... 1h) 2 
Net book value of assets SOId..............c:ssssesesssees 





Net loss from sale of equipment ......................0+.. 


Net nonoperating 10SS..............cssssccsseescsseeees 





Net income for the year...............:.sssecssssees 








Analysis of retained earnings: 



























































Retained earnings, start Of year.............sccccsseeee 80,236 84,355 84,355 
Net income FOF .............s-ssssesccsseseen 
Adjustments for prior years eM ano re Soe ed kek 
Retained earnings, end of year..............ssss.. 84,355 84,355 84,355 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with Treasury............ 20,011 8,103 10,150 12,200 
Accounts receivable (net).............. 172,677 226,629 225,367 247,026 
Advances made .............:s0s« om 32 26 28 31 
Inventories (net) .... ea 37,195 53,067 55,796 63,627 
Ne RE oe csccarsciicatesscaaess 1,387 1,844 2,009 2,211 
Real property and equipment 
(net) 32,326 32,196 37,024 38,249 
TOUR SSRN ss cc cscisccscszencs 263,628 321,865 330,374 363,344 
Liabilities: 
Accounts payable and accrued i- 
I esas sitsciviisstntonceesssnin 59,703 90,073 94,741 124,058 
Advances received 18,974 42,682 46,523 50,176 
Total liabilities .............000 78,677 132,755 141,264 174,234 
Government equity: a eee 
Unexpended budget authority: 
Unobligated balance 45,699 23,233 8,422 2,250 
Undelivered orders........ 68,344 78,770 85,859 82,773 
Invested Capital ..............ssssscssssssees 70,908 87,107 94,829 104,087 
Total Government equity....... 184,951 189,110 189,110 189,110 
Analysis of changes in Government equity: 
Paid-in capital: 
Cpneralingy DORN R ease ececccccce icine 104,715 104,755 104,755 
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Intragovernmental funds—Continued 
GOVERNMENT PRINTING OFFICE REVOLVING Funp—Continued 


Financial Condition (in thousands of dollars) —Continued 





1978 actual 1979 actual 1980 est. 1981 est. 
Donated equipment ............ssssssscsssssecsseescesneees MO’ <ccssscanciariin. copa irene 
SAD MMMM cscs tedchorennsnsnseossssasssseness 104,755 104,755 104,755 








Retained income: 
ADENINE DRMNDOD. i ssscncesssiescoscnsansssicocssonsiaassvess 
Transactions: 

Net operating inCOME..............ssssccssssesssssene 
Net nonoperating 10SS..............ssssscsssssesesesene 
Adjustment for prior years ... 





































CWSI DANIO... AGE A pike ; hag 
Total Government equity, end of year......... 189,110 189,110 189,110 
Object Classification (in thousands of dollars) 
Identification code 04-4505-0-4-806 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOSitiOnS................scsssesesssssees 126,344 145,481 155,632 
11.3 Positions other than permanent 1,958 2,255 1,803 
11.5 Other personnel compensation................ 19,835 22,839 24,222 
Total personnel compensation............. 148,137 170,575 181,657 
12.1 Personnel benefits: Civilian..............s..sssseee 16,153 19,631 21,023 
21.0 — Travel and transportation of persons........... 255 370 355 
22.0 Transportation of thingS .............sssscsscssses 4,912 5,400 5,797 
23.1 Standard level user charges.................csss0 2,169 2,183 2,132 
23.2 Communications, utilities, and other rent... 16,440 20,925 21,423 
24.0 — Printing and reproduction..............:ssssssseee 423,697 392,538 417,772 
DEA cs NT MIIVICRS ws csscicssctacctolisictasnnnnssleScvettoanses 7,375 8,504 8,725 
26.0 Supplies and materials ...............sssssesseesssee 48,471 56,747 61,227 
AID) ARMIN ss ccsvesetscocucescovesppsicoonnabvcesoshsinvsossn 3,042 8,937 6,799 
42.0 Insurance claims and indemnities................ 5 2 2 
Total costs, fUNdEd.............ssssseeseceeee 670,656 685,812 726,912 
94.0 Change in selected reSOUrceS ..............000 26,755 9,983 4,947 
99.0 Total obligations ...........:..cccsssssssseses 697,411 695,795 731,859 
Personnel Summary 

Total number of permanent positions *.................s0 7,368 7,198 7,150 

Total compensable workyed'S..................+ 7,367 7,490 7,446 
Full-time equivalent of other positions (130) (159) (89) 

Full-time equivalent of overtime and holiday 

PANE ssica estore tsmanteriiitsuscniena inns (507) (509) (583) 

PNB ENN cassie ncactone pass icsiv ovis siaaonsoinnase 8.32 8.38 8.29 

Average salary of graded positions ...............ssssssss $18,581 $19,890 $21,554 

Average salary of ungraded positions .............ssse $19,259 $20,285 $22,340 


* Positions and grades established in accordance with 44 U.S.C. 305. 





GENERAL ACCOUNTING OFFICE 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the General Accounting Office, including 
not to exceed $5,000 to be expended on the certification of the Comp- 
troller General of the United States in connection with special studies 
of governmental financial practices and procedures; services as au- 
thorized by 5 U.S.C. 3109 but at rates for individuals not to exceed the 
per diem rate equivalent to the rate for grade GS-18; hire of one 
passenger motor vehicle; advance payments in foreign countries not- 
withstanding section 3648, Revised Statutes, as amended (31 U.S.C. 
529); benefits comparable to those payable under sections 911(9), 
911(11), and 942(a) of the Foreign Service Act of 1946, as amended (22 
U.S.C. 1136(9), 1186(11), and 1157(a), respectively); and under regula- 





tions prescribed by the Comptroller General of the United States, 
rental of living quarters in foreign countries and travel benefits com. 
parable with those which are now or hereafter may be granted single 
employees of the Agency for International Development, including 
single Foreign Service personnel assigned to A.I.D. projects, by the 
Administrator of the Agency for International Development—or his 
designee—under the authority of section 636(b) of the Foreign Assist. 
ance Act of 1961 (Public Law 87-195, 22 US.C. 2396), 
[$200,300,000]  $218,070,000: Provided, That this appropriation and 
appropriations for administrative expenses of any other department 
or agency which is a member of the Joint Financial Management 
Improvement Program (JFMIP) shall be available to finance an ap. 
propriate share of JFMIP costs as determined by the JFMIP, includ. 
ing but not limited to the salary of the Executive Director and secre. 


tarial support: Provided further, That this appropriation and appro- | 


priations for administrative expenses of any other department or 
agency which is a member of the National Intergovernmental Audit 
Forum or a Regional Intergovernmental Audit Forum shall be availa. 
ble to finance an appropriate share of Forum costs as determined by 
the Forum, including necessary travel expenses of non-Federal par- 
ticipants. Payments hereunder to either the Forum or the JFMIP 
may be credited as reimbursements to any appropriation from which 
costs involved are initially financed. (2 U.S.C. 428, 601, 142b, 142e; 31 
U.S.C. 58, 61, 67, 185, 840, 1154, 82b-1, 47, 71, 236, 72-78, 82al, 32a9, 
82c, 82d, 95a, 156, 227, 724a, 1401-1406, 1152, 1171-1175, 41-67; 42 
U.S.C. 6381; 44 U.S.C. 308, 3512; 31 U.S.C. 68-68d; D.C. C. 47-120a, 
47-101.) 


Program and Financing (in thousands of dollars) 















































Identification code 05-0107-0-1-801 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Office of the Comptroller Generdl..... 514 580 584 
2. Special Staff Offices .............sssssee 1,685 1,272 1,296 
3. Office of the General Counsel.......... 6,524 7,221 7,341 
4. General Services and Controller........ 19,874 30,628 31,874 
DPN access ei sevecictsbsassiopsusisasts 2,793 4,207 4,339 
6. Office of Policy a 416 522 539 
7. Office of Program Planning.............. 415 551 510 
8. Logistics and Communications Divi- 
NON sis cycaescccpteauecavenegeeadntctsshavtvaans 5,911 6,524 6,734 
9. Procurement and Systems Acquisi- 
PUNTER <8 sccaccveccaroctsconstericomsas 5,753 6,170 6,364 
10. Federal Personnel and Compensation 
DHVISION seeccci Sash: ees sccidsdivesecsccobse 3,992 4,779 4,925 
11. General Government Division............ 6,713 7,885 8,218 
12. Community and Economic Develop- 
Ment DIVISION .........scc-sseecsssesssseeessseees 8,660 9,398 9,760 
13. Human Resources Division............... 9,204 10,389 10,847 
14. International Division................s000 10,488 12,186 12,497 
15. Financial and General Management 
Studies Division............ccssssssessssssssssess 8,829 10,307 10,782 
16. Joint Financial Management Im- 
provement PrOgraM............sssssccsseeee 142 193 228 
17. Energy and Minerals Division........... 6,600 6,758 6,981 
18. Program Analysis Division................. 4,601 5,586 5,76] 
19. Field Operations Division .... 65,375 74,333 79,021 
20. Claims Division................ 2,663 2,778 2,829 
Total direct program.............ssse 171,152 202,267 211,470 
Reimbursable program: 
21. Special assistance to the Congress .. 357 350 360 
From other Federal funds .............. 439 450 450 
Total reimbursable program................ 796 800 800 
Total operating costs...............0. 171,948 203,067 212,210 
Unfunded adjustments to total operating 
costs: 
Depreciation included ab0VE...............ss. —578 —600 — 600 
Increase in unfunded leave accrual......... — 598 —600 — 800 
Total operating costs, funded............. 170,772 201,867 210,870 
Capital investmment......sssssssssssssssssssssssseseses 7,812 8,000 8,000 
Total program costs, funded.............. 178,584 209,867 218,870 
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Change in selected resources (undelivered 

















BOON cai reek cceeetccecs opestcieeebanics BAA ee a neceeoue 
1000 Total obligations .............sssssssssssssssseseeessee 181,796 209,867 218,870 
Financing: 
11,00 Offsetting collections from: Federal funds ... —7196 —800 —800 
9.00 Unobligated balance lapsing................sss BGs rc ctic eck. Oo staptebioicige’ 
Budget authority 00.0.0... 185,906 209,067 218,070 
Budget authority: 
40.00 Appropriation .............ssscssccssssseeessessssssse 185,906 200,300 218,070 
44.20 Supplemental for civilian pay raises...... ................ Gee Cue 
Relation of obligations to outlays: 
71,00 Obligations incurred, net .................sssesee- 181,000 209,067 218,070 
72.40 Obligated balance, start of year................... 18,490 19,030 20,631 
74.40 Obligated balance, end of year...........ssssses.. —19,030 —20,631 —22,275 
71.00 Adjustments in expired accounts................. i eee 
90.00 Outlays, excluding pay raise supple- 
Rocked ccc oscintecake aioe 179,613 198,868 216,257 
91.20 Outlays from civilian pay raise sup- 
OGM a cssccccicscscccacteccecsakcsccsisou'  “edctccsistctene 8,598 169 





The General Accounting Office is responsible directly 
to the Congress for conducting independent reviews, 
audits, and investigations of programs, activities, and 
financial transactions of Federal agencies; for rendering 
legal decisions relating to Government fiscal matters; 
for developing principles, standards, and related re- 
quirements for Federal agency accounting systems, co- 
operating in developing agency systems, and approving 
them; for the settlement of certain claims for and 
against the Government; and for advising and assisting 
the Congress and Government agencies on matters re- 
lating to public funds. 

1. Office of the Comptroller General.—Executive man- 
agement of the General Accounting Office is carried out 
by the Comptroller General, who is assisted by the 
Deputy Comptroller General and staff. 

2. Special Staff Offices.—This special staff is com- 
posed of the Office of Congressional Relations, the 
Public Information Office, the Equal Employment Op- 
portunity Office, and the Office of Internal Review. The 
responsibilities of each are described in the following 
paragraphs. 

The Office of Congressional Relations is the central 
coordination point within GAO for providing the Con- 
gress with prompt and effective assistance. The Office is 
under the direct supervision of the Deputy Comptroller 
General and is headed by a Director. The representa- 
tives from the Office maintain continuous contact with 
Members of Congress and committee staffs. 

The Public Information Office supports, with a vari- 
ety of services, GAO communications with the Con- 
gress, the media, and the public. 

The Equal Employment Opportunity Office is respon- 

sible for monitoring the General Accounting Office’s 
equal employment opportunity program. It issues EEO 
action plans and handles discrimination cases utilizing, 
on an as-needed basis, counselors and investigators 
from other offices and divisions within GAO. 
The Office of Internal Review is responsible for exam- 
ining the operations and performance of all divisions 
and offices of the General Accounting Office and pre- 
paring reports for the Comptroller General and recom- 
mendations growing out of such examinations. 








3. Office of the General Counsel.—The Office of the 
General Counsel drafts decisions covering all phases of 
Government activity relating to the expenditure of 
public funds; provides advice concerning legal matters 
to Executive agencies and to congressional committees 
and Members of Congress and their staffs; reviews all 
GAO audit reports for legal sufficiency; drafts legisla- 
tion; prepares reports on proposed legislation; and pro- 
vides all other required legal services. 

4. General Services and Controller.—This organization 
is responsible for the formulation, preparation, and ex- 
ecution of the GAO budget for submission to Congress; 
establishing a centralized library system; managing and 
administering ADP applications agency-wide; manage- 
ment of space and government fiscal records; coordina- 
tion, publication and distribution of manuals, reports, 
and other documents; and furnishing general office 
services. 

5. Personnel.—This office is responsible for develop- 
ing, implementing, reviewing, and evaluating personnel 
management policies, practices, and programs; advising, 
programing, and determining current and long-range 
manpower requirements, as well as assisting in the 
analysis of current manpower resources and forecasting 
future requirements and sources; maintaining liaison 
on personnel management activities with the US. 
Office of Personnel Management, employee organiza- 
tions, other Government departments and agencies, pro- 
fessional and academic associations, and public and pri- 
vate organizations; and developing and carrying out 
training and professional career development programs. 

6. Office of Policy.—This office advises and assists the 
Comptroller General in policy formulation, guidance, 
and review with respect to all GAO functions. Also, this 
office develops internal auditing principles and stand- 
ards for the guidance of executive agencies and coordi- 
nates the preparation of designated GAO publications. 

7. Office of Program Planning.—This office advises 
and assists the Comptroller General in establishing 
General Accounting Office long-range objectives and in 
the direction of effort and resource planning for the 
programs to carry out the objectives. 

8. Logistics and Communications Division.— 

9. Procurement and Systems Acquisition Division.— 

10. Federal Personnel and Compensation Division.— 

11. General Government Division.— 

12. Community and Economic Development Divi- 
sion.— 

13. Human Resources Division.— 

14. International Division.— 

8-14.—These divisions, located in Washington, D.C., 
are responsible for the performance of the auditing and 
investigative functions of the General Accounting Office 
in the Federal departments and agencies and the Dis- 
trict of Columbia, as assigned by the Comptroller Gen- 
eral. These functions include the review and analysis of 
Government programs and activities for the purpose of 
determining (a) whether funds and other resources are 
utilized only for authorized programs and activities and 
are properly accounted for and reported, (b) whether 
agency resources are managed efficiently and economi- 
cally, and (c) whether programs are achieving the objec- 
tives intended by the Congress in enacting legislation. 
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General and special funds—Continued 
SALARIES AND ExpENsEsS—Continued 


The International Division includes three overseas 
branches. The European Branch, with headquarters in 
Frankfurt, Germany, is responsible for performing as- 
signed General Accounting Office functions in the Euro- 
pean area, including Africa, the Near East and South 
Asia through Pakistan. The Far East Branch, with 
headquarters in Honolulu, Hawaii, is responsible for 
performing assigned General Accounting Office func- 
tions in Hawaii and the Far East area, including South- 
east Asia and South Asia through India. The Latin 
America Branch, with headquarters in Panama City, 
Panama, is responsible for performing assigned General 
Accounting Office functions in Central America, South 
America, the West Indies, the Caribbean area and 
Mexico. 


15. Financial and General Management Studies Divi- 
sion.—This division provides cooperative assistance to 
departments and agencies in the development of ac- 
counting systems and reviews, evaluates, and makes 
recommendations relating to approval of accounting 
systems. It conducts special studies and reviews agency 
studies of programs and activities requiring application 
of systems analysis, statistical sampling, or actuarial 
techniques. It conducts Government-wide studies of the 
management of automatic data processing systems and 
provides advice and assistance to the Congress in its 
area of responsibility. It performs audits for the pur- 
pose of settling the accounts of accountable officers and 
provides leadership in carrying out the General Ac- 
counting Office’s responsibilities under sections 201, 
202, and 204 of the Legislative Reorganization Act. 


16. Joint Financial Management Improvement Pro- 
gram.—This office represents the General Accounting 
Office in the joint financial management improvement 
program conducted with the Office of Management and 
Budget, the Treasury Department, and the U.S. Office 
of Personnel Management. 


17. Energy and Minerals Division.—This division has 
audit and analysis responsibilities for those Federal 
agencies most directly and primarily energy and miner- 
als related. It also has audit responsibilities for energy 
and minerals in related programs of all departments 
and agencies of the Federal Government. 


18. Program Analysis Division.—The mission of this 
division is: (1) to prepare analyses having a broad per- 
spective, particularly where economic factors are impor- 
tant and major program implications are involved; (2) 
to provide leadership and assistance in focusing GAO’s 
analytical resources in support of the congressional 
decisionmaking processes on major program issues; (3) 
to improve the usefulness of and access to Federal 
fiscal, budgetary and program-related information for 
the Congress; and related activities to assist in fulfilling 
GAO’s responsibility under title VIII of the Congres- 
sional Budget Act; and (4) to improve the quality of 
evaluation studies provided to the Congress and to 
foster improvement in evaluation performed by Federal 
Departments and agencies as required by title VII of 
the Congressional Budget Act. 





19. Field Operations Division.—This division, com- 
posed of a central office and regional offices in principal 
cities in the United States, is responsible for performing 
accounting, auditing, and investigative work assigned 
by the Washington operating divisions and for auditing 
the four military finance centers and certain Govern- 
ment corporations and revolving funds. 

20. Claims Division.—This division is responsible for 
adjudicating and settling claims by and against the 
United States. In settling general claims, this division 
also furnishes litigation assistance to the Department of 
Justice. To further carry out its basic audit responsibili- 
ty, this division evaluates and reports on the claims 
settlement and debt collection of Government agencies 
and assists in improving their effectiveness in these 
activities. 


Object Classification (in thousands of dollars) 


































































Identification code 05-0107-0-1-801 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent POSitiOns............scccccsssseesee 127,350 144,122 150,387 
11.3 Positions other than permanent.............. 3,340 4,285 4,335 
11.5 Other personnel compensation................. 833 1,271 1,368 
Total personnel compensation............. 131,523 149,678 156,090 
12.1 Personnel benefits: Civilian............:.cccssseee 13,338 14,873 15,536 
13.0 — Benefits for former personnel.................... 34 36 11 
21.0 Travel and transportation of persons........... 10,501 12,500 13,200 
22.0 — Transportation of thingS ..............sscscssssssee 374 473 598 
23.1 Standard level user Charges ..............sssses+ 7,220 8,300 8,715 
23.2 Communications, utilities, and other rent.... 4,244 4,608 5,174 
24.0 Printing and reproduction 1,495 1,667 1,851 
25.0 Other services.................. 9,088 12,160 12,706 
26.0 Supplies and materials... 1,603 2,145 2,458 
31.0 EQUMDMIONE sass. cccaascsiscatsenve 995 1,536 1,093 
32.0 — Lands and Structures...........ssssssccsssssssesseseee 524 1,033 §20 
41.0 — Grants, subsidies, and contributions............ 25 28 28 
42.0 Insurance claims and indemnities................ 36 30 30 
Total direct obligationS..............ss000 181,000 209,067 218,070 
Reimbursable obligations: 
11.1 — Personnel compensation: Permanent posi- 
NDONS heh ced bessosssertss botacks velitoshatesiest 531 530 530 
21.0 Travel and transportation of persons........... 51 50 50 
CID) «nA MOTAORTAIMIGS scesestsacctenuosyLaversoaseieydevnsccivowss 214 220 220 
Total reimbursable obligations............ 796 800 800 
99.0 Total obligations .............sssssssssesssssssees 181,796 209,867 218,870 
Personnel Summary 
Total number of permanent positions...............:-.00e« 5,225 5,442 5,442 
Total compensable WOrkyeaYS..............sssecssssseeseessseees 5,062 5,275 5,275 
Full-time equivalent of other positions (0) (0) (0) 
Full-time equivalent of overtime and holiday 
RE aha enena tam canncck sceraiali (14) (15) (19) 
Average GS grade 11.10 11.10 11.10 
Average GS salary $25,504 $27,322 $28,508 
Average salary of ungraded positions $15,789 $16,104 $16,104 





UNITED STATES TAX COURT 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses, including contract reporting and other 
services as authorized by 5 U.S.C. 3109, [$9,391,000] $10,397,000. 
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Provided, That travel expenses of the judges shall be paid upon the 
written certificate of the judge. (26 U.S.C. 76C; Indpendent Agencies 
Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 


ientiication code 23-0100-0-1-752 





























1979 actual 1980 est. 1981 est. 
Program by activities: 
General administration (program costs, 
MINN Fr esercc hostess Neostcanesatccdectnsnase 8,460 9,751 10,397 
Change in selected reSOUFCeS ..............000 Gat Laces spre oes 
10.00 Total obligations .............ccsssssemssseeeeees 8,483 9,751 10,397 
Financing: 
21.40 Unobligated balance available, start of year —89 —89 
24.40 Unobligated balance available, end of year.. Se 
25.00 Unobligated balance lapsing...............s. 320 89 
Budget authority ..................ss 8,803 9,751 10,397 
Budget authority: 
40.00 Appropriation ..................ccssssscssessessseessees 8,803 9,391 10,397 
44.20 Supplemental for civilian pay raises... ..............0. we satess 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .................cscssseseee: 8,483 9,751 10,397 
72.40 Obligated balance, start of year... 450 536 606 
74.40 Obligated balance, end of year.............sss00 —536 — 606 — 650 
71.00 Adjustments in expired accounts................. me Or castbitcincctaaes: ~cacemcaageustect 
90.00 Outlays, excluding pay raise supple- 
SN eels cosas ceasesCetecenscoeansess 8,388 9,327 10,347 
91.20 Outlays from civilian pay raise sup- 
I ast rc mecca ecctsiaeeitsecess 354 6 





The U.S. Tax Court hears and decides cases involving 
Federal income, estate and gift tax deficiencies and ren- 
ders declaratory judgments regarding the qualification 
or continuing qualification (including revocations of rul- 
ings on the exemptions) of retirement plans under the 
provisions of Public Law 93-406, known as the Employ- 
ee Retirement Income Security Act of 1974. 

The Tax Court has also been given jurisdiction under 
Public Law 94-455 (Tax Reform Act of 1976) to render 
declaratory judgments with respect to (1) exempt orga- 
nization status determinations pursuant to section 
501(c3), Internal Revenue Code and (2) determinations 
made pursuant to section 367 (transfers of property 
from the United States). Under the Revenue Act of 
1978, the Court was given jurisdiction to enter declara- 
tory judgments on the tax treatment of interest on 
proposed issues of government obligations. In addition, 
the court has jurisdiction over actions to restrain disclo- 
sure and to obtain additional disclosure with respect to 
public inspection of written determinations issued by 
the Internal Revenue Service, and actions to compel the 
disclosure of the identity of third-party contacts relat- 
ing to written determinations made by the Internal 
Revenue Service. 

For 1981, the court proposes a trial program of 356 
weeks consisting of 266 weeks of regular trial sessions 
and 90 weeks of small tax case sessions. Trials are held 
In approximately 116 cities throughout the United 
States. 

The actual and estimated work volume of the court is 
presented in the following tabulation: 

1979 1980 1981 


23,140 27,043 30,003 
17,126 18,300 19,600 


Pending, beginning year 
eted during year 







































































Reopened during Year .............cssescccssseeseesssseeeseessnnsees 159 160 160 
Disposed of during year... 13,382 15,500 16,500 
POI GE @ OE 27,043 30,003 33,263 
Object Classification (in thousands of dollars) 
Identification code 23-0100-0-1-752 1979 actual ‘1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent POSitiOnS..............-.ccsscssseesesse 4,621 5,284 5,723 
11.3 Positions other than permanent.............. 106 81 81 
11.5 Other personnel compensation ................ 9 9 9 
Total personnel compensation............. 4,736 5,374 5,813 
12.1 Personnel benefits: Civiliam.................00.-s00+- 406 453 484 
13.0 — Benefits for former personnel..................0.-. 254 230 230 
21.0 Travel and transportation of persons........... 252 254 315 
22.0 — Transportation of things ..............::-sssssesseee 40 50 56 
23.1 Standard level user charges...............se000 1771 2,119 2,218 
23.2 Communications, utilities, and other rent... 219 242 263 
24.0 Printing and reproduction.......................s 126 138 149 
25.0 Other services ..............0+.. 391 535 537 
26.0 Supplies and materials . 168 171 185 
SE. | RI ceca 120 185 147 
99.0 Total obligations ..............ccsssssssssseees 8,483 9,751 10,397 
Personnel Summary 
Total number of permanent positions....................00 209 221 226 
Total compensable workyeaiS.................0-0+« ie 205 218 229 
Full-time equivalent of other positions (7) (4) (4) 
Full-time equivalent of overtime and holiday 
DON iakee shah nce ec (1) (1) (1) 
Average GS grade....... setae 8.71 8.93 9.05 
FUNTION cco cscs acct emcscecrsececocent $18,298 $20,286 $20,811 
Average salary of ungraded positions ..................... $15,111 $15,111 $15,111 
CONSTRUCTION 
Program and Financing (in thousands of dollars) 
Identification code 23-0102-0-1-752 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Site and construction (costs—obligations) 
(qbpaGE ChaS8 SOG) ann cccnsncactincnces 9 oj aqaneacen 1 penne 
Financing: 
21.40 Unobligated balance available, start of year —594 mai EN seegscahnsabaong 
24.40 Unobligated balance available, end of year.. BU Fk le FR ke Biaciccaeeee 
25.00 Unobligated balance lapsing ............cccsssee — ssssseesesssneees SO | ccesececcance 
GHURIE NUON aii siensssanacindh . ScoseitnsbackcnsulllT ttaceceseand 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ...............s.ssssssssse . 
72.40  Obligated balance, start of year & 217 5 
74.40 Obligated balance, end of year.................... au} eae 
90.00 ON aca casaichstiaich 221 ty AdiReanasae 





For 1972, the U.S. Tax Court received an initial ap- 
propriation in the amount of $18,712 thousand, and for 
1973 and 1975 supplemental appropriations in the 
amounts of $1,916 thousand and $2 million respectively, 
to provide for the construction of a court building to be 
located within the District of Columbia. The Tax Court 
is a court of national jurisdiction with headquarters in 
Washington, D.C., and conducts trial sessions through- 
out the United States. 





UNITED STATES TAX COURT—Continued 
40 Federal Funds—Continued 








General and special funds—Continued 


ConsTRUCTION—Continued 


Ground was broken on July 31, 1972, and the new 
quarters were occupied in January 1975. Phase II of the 
building project, a plaza, was completed in 1978. * 





Trust Funds 
Tax Court JupGes Survivors ANNUITY FUND 


Program and Financing (in thousands of dollars) 

















Identification code 23-8115-0-7-602 1979 actual 1980 est. 1981 est. 
Program by activities: _ 
10.00 Annuities (costs—obligations) — (object 
NCE SD Sk a cas Beccolsiagusaiicesecasl 49 59 59 
Financing: 
21.40 Unobligated balance available, start of 
year: 
Treasury balance...........cssecssssscssseecssseesees —20 —5 —4 
U.S. SeCUritieS (Par) ......ssssssccsssssssseeeseee —641 —716 —781 
24.40 Unobligated balance available, end of year: 
Treasury balance.............ssssscsseccsessseseeees 5 4 8 
U.S. securities (Par) .......csscsssssssscsssseeees 716 781 846 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. 109 123 128 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................cccccsssseees 49 59 59 
90.00 OOS ees csonssasenchsslptensbsnnsabeassoete 49 59 59 





This fund, established under 26 U.S.C. 7448, is used to 
pay survivorship benefits to eligible surviving spouses 
and dependent children of deceased judges of the U.S. 
Tax Court. Participating judges pay 3% of their salaries 
or retired pay into the fund to cover creditable service 
for which payment is required. Additional funds as are 
needed are provided through the annual appropriation 
to the U.S. Tax Court. 

On September 30, 1979, 16 judges of the court were 
participating in the fund, and five eligible widows were 
receiving survivorship annuity payments. 





OTHER LEGISLATIVE BRANCH AGENCIES 


CoMMISSION ON SECURITY AND COOPERATION IN EUROPE 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary for the Commission on Security and Cooper- 
ation in Europe, as authorized by Public Law 94-304, [$264,000] 
$450,000, to remain available until expended: Provided, That not to 
exceed $6,000 of such amount shall be available for official reception 
and representation expenses. (Departments of State, Justice, and Com- 
merce, the Judiciary, and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 09-0110-0-1-801 1979 actual 1980 est. 1981 est. 
Program by activities: 
Salaries aNd EXPENSES ..........sssssseesesssseesees 324 432 478 
Change in selected resources (undelivered 
NB) cass cspsthccbersercigs,ibcrrcoe accor DD fecal oniebibanbncsss 
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10.00 Total obligations .............sssssessccsesesesees 325 432 41 
Financing: 

21.40 Unobligated balance available, start of year __................. —196 ~2 

24.40 Unobligated balance available, end of year. 196 LS RP 

40.00 Budget authority (appropriation) .. 521 264 450 





Relation of obligations to outlays: 
71.00 Obligations incurred, Net ..............scssssee 325 432 478 











72.00 Obligated balance, start of year... 92 61 1} 
74.00 Obligated balance, end of year —6l —78 ~§ 
90.00 OUINS 3.25 Sisters dacs ienreccacouse 356 415 47) 








The Commission on Security and Cooperation in 
Europe was created to monitor compliance with that 
code of conduct, particularly in regard to what is called 
“Basket Three” of the Final Act, the Provisions on 
Cooperation in Humanitarian and Other Fields. The 
law establishing the Commission on Security and Coop. 
eration in Europe also mandated it to monitor and 
encourage U.S. Government and private activities de 
signed to expand East-West trade and the exchange of 
people and ideas. The Commission will receive semian- 
nual reports from the President on the signatories’ com- 
pliance with the Final Act and on USS. activities in 
trade and cultural/humanitarian exchange and it will 
itself make advisory reports to the Congress on the 
progress of implementation. 

The Commission is made up of six Senators, six Mem- 
bers of the House of Representatives and one Commis 
sioner each from the Department of State, Defense, and 
Commerce. 


Object Classification (in thousands of dollars) 
Identification code 09-0110-0-1-801 


Personnel compensation: 
11.1 Permanent POSitiOnS...........:cssssssssseseeee 220 239 259 
6 





1979 actual 1980 est. 1981 est. 














11.3 Positions other than permanent..............  sssscsssssesssnee ] 

Total personnel compensation............. 220 245 266 
12.1 — Personnel benefits: Civilian.................sses0 7 9 ll 
21.0 — Travel and transportation of persons........... 6 27 2 
23.2 Communications, utilities, and other rent... 20 36 i 
24.0 — Printing and reproduction...................ssse 25 80 8 
25:0 >< JOHM SERVICES Secs cS TE sesh sidacanesnslld 12 25 3 






26.0 Supplies and materials .............ssscssssecsssssees 12 10 2? 
SLO.  JEAMIMWINENN Es xzscssvcecscsahesveseateccconstehasstacpopantectas 23 ihe 


99.0 Total obligations ...............ccccssescssseeseee 325 432 418 











Personnel Summary 






Total number of permanent positionS.............-ss0 13 14 14 
Total compensable WOrkYyealS............sssssssssssssssseeeees 13 14 14 
Full-time equivalent of other positions.................. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
IEE fc Sl ccchecocsethclecach MLL eke ascchhe Bent (0) (0) (0) 
Average grade........ 8.92 8.43 8.43 





Average salary $18,871 $19,223 $19,20 





Botanic GARDEN 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For all necessary expenses incident to maintaining, operating, I 
pairing, and improving the Botanic Garden and the nurseries, builé 
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ings, grounds, collections, and equipment pertaining thereto, includ- 
ing personal services; waterproof wearing apparel; emergency medical 
supplies; traveling expenses, including bus fares, not to exceed $275; 
the prevention and eradication of insect and other pests and plant 
diseases by purchase of materials and procurement of personal serv- 
ices by contract without regard to the provisions of any other Act; 
purchase and exchange of motor trucks; purchase and exchange, 
maintenance, repair, and operation of a passenger motor vehicle; 
purchase of botanical books, periodicals, and books of reference; all 
under the direction of the Joint Committee on the Library, 
[$1,464,000] $2,092,000 of which $493,000 shall remain available 
until expended. (5 U.S.C. 5341-5344, 5349; 40 U.S.C. 216; Public Law 
91-656; 88 Stat. 1777.) 


Program and Financing (in thousands of dollars) 





1981 est. 























\dentification code 09-0200-0-1-801 1979 actual 1980 est. 
Program by activities: 
10.00 Maintenance and operation of the Botanic 
Garden (costs—obligations) .................. 1,445 1,540 1,892 
Financing: 
21.40 Unobligated balance available, start of year 6B eeeeeeeeeeettee 
24.40 Unobligated balance available, end of year.. 200 
25.00 Unobligated balance lapsing ...........ssssccccce 4 sesnnsnessenensen— sennennennanuesssss 
Budget authority .................0..00. 2,092 
Budget authority: 
40.00 Appropriation .............ccsssssssssssssessssssessessessens 1,392 1,464 2,092 
42.00 Transferred from other accounts FOO PRs ie acetic ha simp Uehara 
43.00 Appropriation (adjusted)................ 1,448 1,464 2,092 
44.10 Supplemental for wage-board pay 
MNES Frresectcassesssecsisssqesctosssoctavens, \ covsqassisvsnosss Ie Laseunn 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............ssssseceeeee 1,445 1,540 1,892 


72.40 Obligated balance, start of year....... 130 132 143 



































74.40 Obligated balance, end of year................00 —132 —143 —150 
77.00 Adjustments in expired accounts ma NScscaekethcbiss 95" Aaccsensscaciscess 

90.00 Outlays, excluding pay raise supple- 
MOOI coisccciclthececanisciceescicocesbuses 1,440 1,461 1,882 

91.10 Outlays from wage-board pay raise 
NEN PRNII TIN sci ccousccconscoalbotbcecbccs in ta secsleeSSecees 67 3 

Object Classification (in thousands of dollars) 
Personnel compensation: 
11.1 Permanent positions...........csu:s:ccscsssssssees 987 1,071 1,091 
11.3 Positions other than permanent.............. 10 10 10 
115 Other personnel compensation................ 191 223 231 
Total personnel compensation............. 1,188 1,304 1,332 
12.1 Personnel benefits: Civiliath.............cccssssssee 106 118 122 
23.2 Communications, utilities, and other rent... 16 14 14 
CU LUMO SUN UNODS 5ccciecssccocacsussssscosseccrssccaucecove 22 27 340 
26.0 — Supplies and materials 49 35 37 
31.0 Equipment ................sssessee 64 40 45 
32.0 — Lands and Structures.......sscosssscssssssssscsesse  scseessnseren 2 2 
99.0 Total obligations ..............scccssssssssssseees 1,445 1,540 1,892 
Personnel Summary 

Total number of permanent positionS..............cc..- 57 57 57 
Total Compensable WOFKYEATS.........ssssssee 64 66 66 
Full-time equivalent of other positions (1) (1) (1) 

Full-time equivalent of overtime and holiday 
a ee csc ccacssaccoceeuiisis (7) (8) (8) 
Oe . 8.42 8.85 8.85 
Average GS Salary......ssscssscssseeeseeen .. $18,264 $20,267 $20,618 
| Average salary of ungraded positions ..............00. $17,461 $18,522 $18,755 





OTHER LEGISLATIVE BRANCH AGENCIES—Continued 
Federal Funds 





CopyriGHt Royatty TRIBUNAL 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Copyright Royalty Tribunal, 
[$471,000] $490,000. 


Program and Financing (in thousands of dollars) 





























Identification code 09-0310-0-1-376 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Copyright Royalty Tribunal......................0000 485 490 490 
Financing: 
25.00 Unobligated balance lapsing...................s00« CM» nceteisaccsSic -~ essen 
Budget authority 0... 805 490 490 
Budget authority: 
40.00 Appropriation ...................ssssessccssssessessnneees 805 471 490 
44.20 Supplemental for civilian pay raises... ................. Ty a \sectertiety 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..................cseses00e- 485 490 490 
72.40  Obligated balance, start of year................... 81 60 62 
74.40 Obligated balance, end of year......... —60 —62 —63 
77.00 Adjustments in expired accounts af PE EE I ics ccceuwnass 
90.00 Outlays, excluding pay raise supple- 
cs aaa 499 470 488 
91.20 Outlays from civilian pay raise sup- 
ONO icc <<s<scccsaccedeceacnancanibiar tn lcci ohaee 18 1 





Under Public Law 94-553, the general revision of the 
copyright law, an independent Copyright Royalty Tribu- 
nal was created in the legislative branch. The Tribunal 
is composed of five commissioners appointed by the 
President with the advice and consent of the Senate for 
staggered terms of 7 years each. 

The Tribunal’s statutory responsibilities are: (a) To 
make determinations concerning copyright royalty 
rates in the area of cable television covered by 17 
U.S.C. 111; (b) to make determinations concerning copy- 
right rates for phonorecords (17 U.S.C. 115) and for 
coin-operated phonorecord players (jukeboxes) (17 
U.S.C. 116); (c) to establish and later make determina- 
tions concerning royalty rates and terms for non-com- 
mercial broadcasting (17 U.S.C. 118); and (d) to distrib- 
ute cable television and jukebox royalties under 17 
U.S.C. 111 and 17 U.S.C. 116 deposited with the Regis- 
ter of Copyrights. 


Object Classification (in thousands of dollars) 








Identification code 09-0310-0-1-376 1979 actual 1980 est. 1981 est. 
11.1 — Personnel compensation: Permanent posi- 

Ne abcdicecrendaghialatssccinsctasiorives 334 359 362 
12.1 Personnel benefits: Civilian.................ssccseee 27 29 33 
21.0 Travel and transportation of persons........... 7 7 5 
23.1 Standard level user charges..................sssse« 24 27 24 
23.2 Communications, utilities, and other rent... ll 14 4 
24.0 — Printing and reproduction 12 8 2 
25.0 — Other services ................000 63 42 58 
26.0 Supplies and materials....... l 3 l 
1 | Sennen cree 6 1 l 











99.0 Total Obligations ...........sssssssssssssseseeee 485 490 490 


OTHER LEGISLATIVE BRANCH AGENCIES—Continued 
AQ Federal Funds —Continued 
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Copyricut Royatty TrrsuNAL—Continued 
General and special funds—Continued 
SALARIES AND EXPENSES—Continued 
Personnel Summary 









Total number of permanent positions..................0. 18 10 10 
Total compensable WOrkYeAS............::sssssssssssseeesseeees 10 10 10 
Full-time equivalent of other positions.................. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
MONS conch one anion nin omnes (0) (0) (0) 
Average salary of ungraded positions ..............ssssssse $33,445 $34,790 $36,190 








Cost-ACCOUNTING STANDARDS BOARD 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses of the Cost-Accounting Standards Board necessary to 
carry out the provisions of section 719 of the Defense Production Act 
of 1950, as amended (Public Law 91-379, approved August 15, 1970), 
[$1,300,000] $961,000. 


Program and Financing (in thousands of dollars) 




















\dentificatior: code 09-0600-0-1-801 1979 actual 1980 est. 1981 est. 
Program by activities: 
Salaries and @XP@NSES ............ssssssecssssescesses 1,400 1,300 961 
Change in selected resources (undelivered 
INE) ss sccssccueciatvcketlvessscsorsavecsscoets BRP UE cccsselllde 
10.00 Total obligationS.............:sscccssssseses 1,461 1,300 961 
Financing: 
25.00 Unobligated balance lapsing....................000 mee ere rece enter ert 
40.00 Budget authority (appropriation) .. 1,850 1,300 961 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............sssssssssssee 1,461 1,300 961 


72.40  Obligated balance, start of year....... 114 180 200 











74.40  Obligated balance, end of year........ —180 —200 —157 
77.00 Adjustments in expired accounts SBIR Spciscbocssdacrsc mice ecbarssacs 
90.00 RUAIIYS sad cascossssSisbipsisonsoietepinacesthalts 1,063 1,280 1,004 


The function of the Board is to promulgate standards 
to achieve greater uniformity and consistency in cost 
accounting practices to be followed by defense contrac- 
tors and subcontractors under negotiated procurements 
in excess of $100,000. The Board is an agent of Con- 
gress. It consists of the Comptroller General of the 
United States, who serves as the chairman, and four 
members appointed by the Comptroller General. 


Object Classification (in thousands of dollars) 


























Identification code 09-0600-0-1-801 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOSitionS................scsssssesssses 1,002 946 679 
11.3 Positions other than permanent 32 24 7 
11.5 Other personnel compensation................. 14 ll ll 
Total personnel compensation............. 1,048 981 697 
12.1 Personnel benefits: Civilian............sssssccsse 90 85 60 
21.0 Travel and transportation of persons........... 65 63 46 
23.1 — Standard level user charges .............sssess0 74 64 54 
23.2 Communications, utilities, and other rent... 29 29 26 
24.0 — Printing and reproduction................sssccccsseee 7 6 6 
25.0 Other Services ..........sssccsssseee % 139 68 68 
26.0 Supplies and materials hee 8 4 4 
DAD MRMMENTONTL SHNGUiaitesecdRTPaCcH Ponsa Ciseavissavedsivers Dahir ven 2: ethtarmovs 
99.0 Total obligations............c....sssescsssseeees 1,461 1,300 961 


Personnel Summary 











Total number of permanent positions 30 28 20 
Total compensable workyedT.................+0 27 25 17 
Full-time equivalent of other positions.................. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
ea (0) (0) (0) 
Average GS grade 12.7 12.8 13.6 
Average GS salary $33,590 $35,994 $38,514 











TEMPORARY COMMISSION ON FINANCIAL OVERSIGHT OF THE District 
oF COLUMBIA 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES* 
*See Part III for additional information. 


[For salaries and expenses necessary to carry out the provisions of 
the Act creating the Temporary Commission on Financial Oversight 
of the District of Columbia (Public Law 94-399), $500,000, which shall 
be available until expended: Provided, That the Temporary Commis- 
sion on Financial Oversight of the District of Columbia shall ‘have the 
power to appoint, fix the compensation of, and remove an Executive 
Director and additional staff members without regard to chapter 51, 
subchapters III and VI of chapter 53, and chapter 75 of title 5, United 
States Code, and those provisions of such title relating to the appoint- 
ment in the competitive service. For purposes of pay (other than pay 
of the Executive Director) and employment benefits, rights, and privi- 
leges, all personnel of the Commission shall be treated as Congres- 
sional employees. The Executive Director may be paid compensation 
at a rate not to exceed the rate prescribed for level IV of the Federal 
Executive Salary Schedule.] (District of Columbia Appropriation Act, 
1980.) 

Program and Financing (in thousands of dollars) 


























Identification code 09-0650-0-1-801 1979 actual 1980 est. 1981 est 
Program by activities: 
Financial oversight of D.C. Government....... 8,107 7,390 246 
Change in selected resources (undelivered 
NECN sc caasecesess covet concen vocapsestivavtovesnshs RON © istinkaees _secennnn 
10.00 Total Obligations .............sssessssccessssssees 12,571 7,390 246 
Financing: 
14.00 Offsetting collections from: Non-Federal 
UNMIS Pies a Titotss aha als eens alentoe> — 11,950 —500 sic 
21.40 Unobligated balance available, start of year —8 — 6,887 —49) 
24.40 Unobligated balance available, end of year. 6,887 497 251 
40.00 Budget authority (appropriation) .. 7,500 5. 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ...........scsccssssseeees 621 6,890 246 
72.10 Receivables in excess of obligations, start 
MMO srcsssisccsidesouiteryssasttcectsbvastecrccccihits — ~sinsusisniepamges — BAD. sasssgeisersets 
72.40  Obligated balance, start of year.................. SOY iis: cosasesearae 1,010 
74.10 Receivables in excess of obligations, end of 
WORT fests. scissanseslais Soacisloiutevnsserssessisesee GRO)» cascssocsbacztiih oie 
74.40 Obligated balance, end Of year... sssscssssseeeee —1,010 —3lf 
90.00 RPO sss osvccsctpisreeuetaspieth cee 5,130 5,040 942 


Public Law 94-399 established the Commission to 
work with the District of Columbia to improve the city 
government’s financial management and accounting 
systems, to insure appropriate annual audits, and to 
share the costs of financing this joint work. The Com- 
mission is composed of three members of the Senate, 
three members of the House of Representatives, and 
the Mayor and Council Chairman of the District of 
Columbia. Funds for the Commission are set out in the 
District of Columbia Appropriation Act and are availa 


ble until expended, as provided in Public Law 94-399. | 
» 5-31010¢ 
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Object Classification (in thousands of dollars) 























ietifcation code 09-0650-0-1-801 1979 actual 1980 est. 1981 est. 
11.1 Personnel compensation: Permanent posi- 
PUN ee bia rcdecishase daetaivcosettnusssserbsovens 180 207 207 
121 Personnel benefits: Civilian............sssesessee- 8 14 14 
91,0 Travel and transportation of persons......... ‘ l 2 2 
93,1 Standard level user Charges ...............ssssssee« 36 12 
93,2 Communications, utilities, and other rent.... 4 4 
94.0 Printing and reproduction...................scssssee 1 l 
Ba ENIR SEVIS i ccccssssoscaccsicncssnsccasesisasscvsene TARE ecssinetils 
16,0 Supplies and materials .............ssssssssssssssssee 6 6 
RU MMEIMMININONE lociessnccsusesssosress sondssosesssodecssavetecouse OF ichiitiscresnian - reece’ 
99.0 Total obligations .............:sscccssssssssssee 12,571 7,390 246 
Personnel Summary 

Total number of permanent positions....................... 5 5 5 
Total compensable WOrKY@dIS...........s.ssssssssssssseeseeeeeee 5 5 5 
Full-time equivalent of other positions.................. (0) (0) (0) 

full-time equivalent of overtime and holiday 

ese canasscshsvesaeascosecalanaéssneacreesst (0) (0) (0) 
Average GS grade. 14.00 14.00 14.00 
MINS cscs Sing shicena Sc ncecek cols tance Sons $38,403 $40,952 $40,952 








OFFICE OF TECHNOLOGY ASSESSMENT 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For salaries and expenses necessary to carry out the provisions of 
the Technology Assessment Act of 1972 (Public Law 92-484), including 
reception and representation expenses (not to exceed $1,500 of appro- 
priated funds and no restrictions on Trust Fund), and rental of space 
in the District of Columbia, [$11,000,000] $74,200,000: Provided, That 
none of the funds in this Act shall be available for salaries or ex- 
penses of any employee of the Office of Technology Assessment in 
excess of [130] 160 staff employees, except that this limitation shall 
not prevent staff appointments to maintain an operating balance to 
accommodate for completion and commencement of projects. 


Program and Financing (in thousands of dollars) 


























Mentitication code 09-0700-0-1-801 1979 actual 1980 est. 1981 est. 
Program by activity: 
10.00 Technology assessments (costs—obliga- 
Lo) RRR 10,973 11,284 14,200 
Financing: 
21.40 Unobligated balance available, start of year SORAG T cbnrsnteer ¢ patieabend 
25.00 Unobligated balance lapsing RED Bcssiscasinin © ccceusaiean 
Budget authority ........ 9,700 11,284 14,200 
Budget authority: 
40.00 Appropriation ..........csccsscssscssssssssessssssssee 9,700 11,000 14,200 
44.20 Supplemental for civilian pay raises... sce PA os iiivncnsessinsi 
Relation of obligations to outlays: 
71.00 Obligations incurred, met ............cccssssssssssee 10,973 11,284 14,200 
72.40 Obligated balance, start of year. 2,110 3,959 4,146 
74.40 Obligated balance, end Of year.......sssesee — 3,959 —4,146 —4073 
77.00 Adjustments in expired accounts............... SF iat. rao 
90.00 Outlays, excluding pay raise supple- 
UMNO ES Sesiaktcdesissonkocisttvotevcdes teins 9,211 10,816 14,270 
91.20 Outlays from civilian pay raise sup- 
Soci sias! | -eciessiicenios 281 3 





The Congressional Office of Technology Assessment 
was created by Public Law 92-484 to equip the Congress 
with new and effective means for securing competent, 
unbiased information concerning the physical, biologi- 


_ cal, economic, social, and political effects of technologi- 
| cal applications; and to serve as an aid in the legislative 


} 5-310100  0033(02)(02-JAN-80-14:14:46) 


assessment of matters pending before the Congress, par- 
ticularly in those instances where the Federal Govern- 
ment may be called upon to consider support for, or 
management or regulation of, technological applica- 
tions. 

Object Classification (in thousands of dollars) 


























Identification code 09-0700-0-1-801 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent positions...............-.:-ssessseeee 3,939 4,167 5,029 
11.3 Positions other than permanent.............. 200 209 250 
Total personnel compensation............. 4,139 4,376 5,279 
12.1 Personnel benefits: Civilian...................00-0 271 292 352 
21.0 Travel and transportation of persons. 261 245 335 
22.0 Transportation of thingS................sssssese 12 15 18 
23.2 Communications, utilities, and other rent... 837 831 925 
24.0 — Printing and reproduction 360 400 
25.0 Other services ...............s0e... i 4,984 6,688 
26.0 Supplies and materials .... lll 125 
SR NM csi ec isstceene 70 78 
99.0 Total obligations ...............ssssseeseseeeseee 11,284 14,200 
Personnel Summary 

Total number of permanent positions..................00 1 130 130 160 
Total cempensable workyealS................+ 132 132 155 
Full-time equivalent of other positions (4) (4) (5) 





Full-time equivalent of overtime and holiday 
NING cosa scaeastCacncipahnctouons 
Average salary of ungraded positions 


* Not including 10 positions authorized by Public Law 95-355. 





(4) (4) (5) 
$29,538 $32,553 $33,529 








Trust Funds 


CONTRIBUTIONS AND DONATIONS 


Program and Financing (in thousands of dollars) 


Identification code 09-8094-0-7-801 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Contributions and donations (costs—obli- 














gations) (object class 25.0)..........0 6 5 5 
Financing: 
21.40 Unobligated balance available, start of year —5 —5 —5 
24.40 Unobligated balance available, end of year.. 5 5 5 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. 6 5 5 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................ccccssecen 6 5 5 
72.40 Obligated balance, start Of year... .sse  cssssssseeesesnee 6 6 
74.40 Obligated balance, end of year... —6 —6 —6 
90.00 Ne ccccciceniaoenaea, “uauaican 5 5 





Contributions and donations are used in furtherance 
of the general purposes of the Technology Assessment 
Act of 1972 (Public Law 92-484; 2 U.S.C. 475(a)(5)). 


TITLE IV—GENERAL PROVISIONS 


Whenever any office or position not specifically established by the 
Legislative Pay Act of 1929 is appropriated for herein or whenever the 
rate of compensation or designation of any position appropriated fer 
herein is different from that specifically established for such position by 
such Act, the rate of compensation and the designation of the position, 
or either, appropriated for or provided herein, shall be the permanent 
law with respect thereto: provided, that the provisions herein for the 
various items of Official Expenses of Members, officers, and committees 
of the Senate and House, and Clerk Hire for Senators and Members 
shall be the permanent law with respect thereto. 
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SUPREME COURT OF THE UNITED STATES 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary for the operation of the Supreme Court, as 
required by law, excluding care of the building and grounds, includ- 
ing purchase, or hire, driving, maintenance and operation of an auto- 
mobile for the Chief Justice, hire of passenger motor vehicles; not to 
exceed $7,500 for official reception and representation expenses; and 
for miscellaneous expenses, to be expended as the Chief Justice may 
approve; [$10,250,000] $11,140,000. (28 U.S.C. 1, 5, 411, 412, 671-677; 
Judiciary Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


























Identification code. 10-0100-0-1-752 1979 actual 1980 est. 1981 est 
Program by activities: 
10.00 Salaries and expenses (costs—obliga- 
NOUN ns Fines ctcvassnaawsktchisvornsts 8,950 10,716 11,140 
Financing: 
25.00 Unobligated balance lapsing..................:...00- NEO aeRO PRES RB 
Budget authority 00.0... eee 9,690 10,716 11,140 
Budget authority: 
40.00 Appropriation ..................ccsssecsssecssssessees 9,690 10,250 11,140 
44.20 Supplemental for civilian pay raises...... 0.0.0... GO Mo nscccak 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............ssssssseese 8,950 10,716 11,140 
72.40 Obligated balance, start of year... 1,792 1,770 2,000 
74.40 Obligated balance, end of year..................+ —1,770 — 2,000 — 2,300 
71.00 Adjustments in expired accounts................. RAGBR Y 3css Plt  Stsssckss eicoats 
90.00 Outlays, excluding pay raise supple- 
UM Sih atte ccc 8,165 10,032 10,828 
91.20 Outlays from civilian pay raise sup- 
INI erro carci acs vs ceiesideccasetcen 454 12 





The Supreme Court of the United States is the high- 
est court of our country and stands at the apex of the 
judicial branch of our constitutional form of govern- 
ment. The U.S. Supreme Court is the only constitution- 
ally indispensable court in the Federal court system of 
the United States. The jurisdiction of the Supreme 
Court is as spelled out in the Constitution and as allot- 
ted by Congress. The funds herein requested are re- 
quired to enable the U.S. Supreme Court to carry out 
constitutional and congressionally allotted responsi- 

ilities. 


Object Classification (in thousands of dollars) 

















\dentfication code 10-0100-0-1-752 1979 actual 1980 est 1981 est. 
Personnel compensation: 

Il Permanent positions..............cccssssssssssssees 5,860 6,990 6,965 
113 Positions other than permanent. 318 366 366 
115 Other personnel compensation ............... 2 ve vatbeacisiavidin Doi mnsagieaneads 
Total personnel compensation 6,180 7,356 7,331 
12.1 Personnel benefits: CiviliaM......scssosscsense 553 659 678 
_ 21.0 Travel and transportation of persons............ 26 30 32 
22.0 Transportation of things ....csscssssssssssssses 3 2 2 
23.2 Communications, utilities, and other rent... 335 277 361 


) 24.0 Printing and reproduction ......ccsscssssssesen 


THE JUDICIARY 

















CO OMNI ce i sacessncsececvoe 193 289 313 
26.0 Supplies and materials .............:.ccsccseeesseeoes 175 182 216 
Se EN rece Sic crsccsseeeeens 381 774 1,059 
99.0 NGG CII Ss csscscsxsntnsercsaxsacesce 8,950 10,716 11,140 
Personnel Summary 
Total number of permanent positions....................0- 325 325 325 
Total compensaile WOrkYedTS...............0-ssescsseesseeeeses 301 338 338 
Full-time equivalent of other positions.................. (28) (28) (28) 
Full-time equivalent of overtime and holiday 
OES iss sting Snort ta (0) (0) (0) 








CARE OF THE BUILDING AND GROUNDS 


For such expenditures as may be necessary to enable the Architect 
of the Capitol to carry out the duties imposed upon him by the Act 
approved May 7, 1934 (40 U.S.C. 13a-13b), including improvements, 
maintenance, repairs, equipment, supplies, materials, and appurte- 
nances; special clothing for workmen; and personal and other services 
(including temporary labor without regard to the Classification and 
Retirement Acts, as amended), and for snow removal by hire of men 
and equipment or under contract without compliance with section 
3709 of the Revised Statutes, as amended (41 U.S.C. 5); [$2,157,000] 
$1,526,000, of which [$750,000] $50,000 shall remain available until 
expended. (40 U.S.C. 13a and 13b; Judiciary Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 






































Identification code 10-0103-0-1-752 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Structural and mechanical care of Supreme 
Court building and grounds, including 
supplying of mechanical furnishings and 
equipment (costs—obligations) ............. 1,790 2,448 1,901 
Financing: 
21.40 Unobligated balance available, start of year — 986 —618 —375 
24.40 Unobligated balance available, end of year.. 618 GEE feces 
25.00 Unobligated balance lapsing......................0+« ee ee 
Budget authority 0.0.0.0... 1,475 2,205 1,526 
Budget authority: 
40.00 Appropriation ..................c.cccccsseessseecssecssees 1,475 2,157 1,526 
44.10 Supplemental for wage-board pay 
Is oeeckiatsin Onc oie iS. =a alek tees i 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............s:cccssssee 1,790 2,448 1,901 
72.40 Obligated balance, start of year... 70 289 187 
74.40 Obligated balance, end of year................0++ — 289 —187 —200 
90.00 Outlays, excluding pay raise supple- 
WO isso ccrcruunicerennis 1,571 2,504 1,886 
91.10 Outlays from wage-board pay raise 
SIDI ackccicchtianta” SREL§ 46 2. 
Object Classification (in thousands of dollars) 
Identification code 10-0103-0-1-752 1979 actual 1980 est. 1981 est 
Personnel compensation: 
11.1 Permanent pOSitiOns..............sccssssecssseeees 562 647 657 
11.3 Positions other than permanent... 8 10 10 
1hS Other personnel compensation................. 133 150 151 








Total personnel compensation............. 703 807 818 





SUPREME COURT OF THE UNITED STATES—Continued 
46 Federal Funds—Continued 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 











General and special funds—Continued 
CARE OF THE BUILDING AND GrouNps—Continued 


Object Classification (in thousands of dollars) —Continued 






























Identification code 10-0103-0-1-752 1979 actual 1980 est. 1981 est. 
12.1 Personnel benefits: Civilian..............s0vvse 63 71 73 
23.2 Communications, utilities, and other rent.... 451 479 479 
DD) MMOL SIMMS si cctcssscncaceonnvescscedevennnes 559 1,076 514 
26.0 Supplies and materials a 14 14 16 
BEN)! MEM 25s Ascccecscoeoen someone 1 1 
99.0 Total obligations... 1,790 2,448 1,901 
Personnel Summary 

Total number of permanent positions 33 33 33 
Total compensable workyeaiS.................. = 37 39 39 

Full-time equivalent of other positions.................. (0) (1) (1) 

Full-time equivalent of overtime and holiday 

I eh ned ea atdcy (5) (5) (5) 

Average GS grade... is 12.00 12.00 12.00 
Average GS Salary..............ssssssssssesssees w. $26,167 $27,995 $28,818 
Average salary of ungraded positions ................00 $17,222 $19,218 $19,444 








COURT OF CUSTOMS AND PATENT APPEALS 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For salaries of the chief judge, associate judges, and other officers 
and employees, and for all necessary expenses of the court, 
[$1,719,000] $7,839,000. (5 U.S.C. 5701-5708; 28 U.S.C. 211-213, 456, 
604, 831-834, 961; 40 U.S.C. 490G); Judiciary Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





























Identification code 10-0300-0-1-752 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Salaries and expenses (costs—obliga- 
MUO) scscoceocnsesiecsvsnsscussesicccecscos eee 1,104 1,812 1,839 
Financing: 
25.00 Unobligated balance lapsing ............sss. BY caasgcrarciten aonvasiesibions 
Budget authority... esse 1,121 1,812 1,839 
Budget authority: 
40.00 Appropriation ............ccccccssssssessssesessssseeee 1,121 1,719 1,839 
44.20 Supplemental for civilian pay raises...... .............00. Be Sisnauanies 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................. sii 1,104 1,812 1,839 
72.40  Obligated balance, start of year...... ales 50 63 104 
74.40 Obligated balance, end of year.................. —63 —104 —105 
77.00 Adjustments in expired accounts Sia hhasaunantarneencsissaniees 
90.00 Outlays, excluding pay raise supple- 
NOMI cscsusdisSosusssssvsivasosoneseaberaeeebes 1,081 1,681 1,835 
91.20 Outlays from civilian pay raise sup- 
DNDN ssiccoeresheasiierinislvcicnas. sicaberipieliie 90 3 





The Court of Customs and Patent Appeals has juris- 
diction of appeals from all final judgments or orders of 
the U.S. Customs Court. The Court may, in its discre- 
tion, permit an appeal to be taken from an order 
authorizing an evidentiary hearing in a foreign coun- 
try, issued by the chief judge of the Customs Court or 
from an interlocutory order of a judge of the U.S. Cus- 
toms Court when said judge includes in the order a 
statement that a controlling question of law is involved 


as to which there is substantial ground for difference of 
opinion and an immediate appeal may materially ad- 
vance the ultimate termination of the litigation. 

The court has jurisdiction of appeals from decisions of 
U.S. Patent and Trademark Office tribunals as to 
patent applications and interferences and as to trade- 
mark applications and interference, cancellation, con- 
current use, and opposition proceedings. 

The court also has jurisdiction to review, by appeal 
on question of law only, the findings of the U‘S. Inter- 
national Trade Commission as to unfair practices in 
import trade. 

The jurisdiction of the court includes appeals under 
section 71 of the Plant Variety Protection Act of 1970, 

The court has jurisdiction to review, by appeals on 
questions of law only, findings of the Secretary of Com- 
merce under headnote 6 to schedule 8, part 4, of the 
“Tariff Schedules of the United States” relating to im- 
portation of scientific instruments or apparatus. 

A summary of the business of the court for 1978 and 
1979 follows: 











Customs cases Patent cases? 
1978 1979 1978 1979 
Pending, beginning of year................... 22 16 111 99 
Docketed during year............. 19 4} 139 138 
Disposed of during year... 25 27 151 154 
Pending, end Of year...........scssssssesesseees 16 30 99 83 
* Customs, commerce, and international trade cases. 
Patents and trademark cases. 
Object Classification (in thousands of dollars) 
Identification code 10-0300-0-1-752 1979 actual 1980 est. 1981 est. 
11.1 Personnel compensation: Permanent posi- 
BION Scien casvssivabetasniivionvce 932 1,098 1,106 
12.1 Personnel benefits: Civilian 81 84 87 





21.0 Travel and transportation of persons........... 4 7 8 
























2205; “TROPSDORUATION OF TINT. .d.-c.scccsssccossesgancoess;,  hcakediductats 3 3 
23.1 Standard level user Charges ...........sssscccsssee —csssnssecssnneess 531 531 
23.2 Communications, utilities, and other rent... 25 27 35 
24.0 Printing and reproduction l 4 4 
25.0 Other services................. 21 37 40 
26.0 Supplies and materials .................scccssesssssee 3 6 1 
OULU. *RMMMNMUNMIDL scccssacivacsscvatciobionssssvivsecensserttorsantete 37 15 18 
99.0 Total Obligations ..............ssscecsssseeecsenne 1,104 1,812 1,839 
Personnel Summary 
Total number of permanent positions.................s0 36 36 36 
Total compensable workyear................0 ds 34 36 36 
Full-time equivalent of other positions.................. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
NAN -oscsaes titoe tcaicconsacseste ree TTT (0) (0) (0) 








CUSTOMS COURT 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For salaries of the chief judge and eight judges; salaries of the 
officers and employees of the court; services as authorized by 5 U.S.C. 
3109; and necessary expenses of the court, including exchange of 
books and traveling expenses, as may be approved by the court; 
[$4,850,000] $5,036,000: Provided, That travel expenses of judges of 
the Customs Court shall be paid upon written certificate of the judge. 
(5 U.S.C. 5701-5708; 28 U.S.C. 251-257, 456, 604, 871-873, 961; 4 
U.S.C. 490); Judiciary Appropriation Act, 1980.) 
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THE JUDICIARY 


COURT OF CLAIMS 
Federal Funds 47 








Program and Financing (in thousands of dollars) 


Object Classification (in thousands. of dollars) 









































identification code 10-0400-0-1-752 1979 actual 1980 est. 1981 est. Identification code 10-0400-0-1-752 1979 actual 1980 est. 1981 est. 
Program by activities: 11.1 eo compensation: Permanent posi- pet al as 
ES a Oe gin agg Lt Bcc) MBLs ee 
a Saye y ieee wr ee . : 2 21.0 Travel and transportation of persons........... 21 27 29 
Financing: 22.0 — Transportation of thingS ...............cccsssssece: 1 7 7 
95.00 Unobligated balance lapsing........................ Oe Dace uet een: 23.1 Standard level user charges .....sccccsssocsse sccsesesseeene 1,517 1,508 
: 23.2 Communications, utilities, and other rent... 72 68 80 
Budget authority ........-oecncrree 3,095 5,091 5,036 — 24.0 Printing and reproduction ......cccccscsoen 11 15 16 
| i RRO ie ccicce 48 110 104 
Budget authority: 26.0 Supplies and materials .......covamemenenee : 11 12 
40.00 Appropriation oo... 3,095 4,850 5,036 30 Gee 2 ool or 38 74 49 
44.20 Supplemental for civilian pay raises... ................. Wee 0S ohn 
99.0 Total obligations ..............sssscccssseesseees 2,999 5,091 5,036 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................sssccccceee 2,999 5,091 5,036 
72.40 Obligated balance, start of year be 159 165 280 chon to ceea 
74.40 Obligated balance, end of year....... —165 — 280 —276 — Total number of permanent positions..................... 114 112 110 
77.00 Adjustment in expired accounts G— sssssecscesranea-, stiscansanninstce Total compensable workyeaS.................... 114 112 110 
5 , i Full-time equivalent of other positions.................. (0) (0) (0) 
90.00 Outlays, excluding pay raise supple- Full-time equivalent of overtime and holiday 
WIN caso ssccciocc bis scsaasctuacts 2,999 4,740 5,035 hours (0) (0) (0) 
00 A Wik bie? sy cp reer rrireats 
TNE scl cckcslaecteclRocccedoescace’ chaser cnontsts 236 5 





The U.S. Customs Court with offices in New York 
City has exclusive jurisdiction, throughout the United 
States and its possessions, embracing 46 customs collec- 
tion districts and 286 ports of entry into which mer- 
chandise is imported, over civil actions arising under 
the tariff laws, the internal revenue law relating to 
imported merchandise, the several customs simplifica- 
tion acts, the proclamations of the President issued 
under reciprocal trade agreements, and other proclama- 
tions imposing taxes and/or quotas on imported goods, 
et cetera. Trials may be held at any port or any place 
within the jurisdiction of the United States, as designat- 
ed by the chief judge. Cases before the court are tried 
under the legal procedure provided for in title 28, 
United States Code, entitled “Judiciary and Judicial 
Procedure.” The court tries cases without a jury, 
making findings of fact, and applies the law, both statu- 
tory and general, including constitutional issues. The 
Government is represented before the court by an As- 
sistant Attorney General of the United States and a 
staff of special trial attorneys. 

The following table shows the caseload: 











Pending Pending 
at the Received Decided at the 
beginning during 2during close of 
of the year the year the year the year 
Protest cases: 
1978..... 6,578 97 3,569 3,106 
DDG iiss Be ce cacsnscniccnSnscissvsne 3,106 l 1,178 1,929 
Appeals for reappraisement: 
Wpibvatedeidan kodlivns cy saasconasasanasieonies 75,845 ll 13,822 62,034 
62,034 68 4,317 57,785 
rae ET  snsieiiisccnieion 
13 7 6 
6 l 5 
13,832 2,838 2,188 14,482 
14,482 2,178 2,162 14,498 
96,270 2,946 19,588 79,628 
79,628 2,247 7,658 74,217 











COURT OF CLAIMS 
Federal Funds 
General and special funds: 


SALARIES AND EXPENSES 


For salaries of the chief judge, associate judges, and other officers 
and employees, and for all necessary expenses of the court, 
[$5,230,000] $5,598,000. (5 U.S.C. 5701-5708; 28 U.S.C. 171, 173, 456, 
604, 791, 792, 794-797, 961, 2505, 250%g); 41 U.S.C. 114(a); 40 U.S.C. 
490@); Judiciary Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 























Identification code 10-0505-0-1-752 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Salaries and expenses (costs—obliga- 
UE cere cnecrecaccasetcieairnmoaaaeeh 3,414 5,469 5,598 
Financing: 
25.00 Unobligated balance lapsing........................ NPN acre b-ceecccsreiecaneas 
Budget authority «0.0.0.0... 3,570 5,469 5,598 
Budget authority: 
ORIID: . TINIIOID sss scccscssnsdicscininsciciccnccennsacen 3,570 5,230 5,598 
44.20 Supplemental for civilian pay raises... .............00.. BR ccreconcetee 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............sssssseee 3,414 5,469 5,598 
72.40 Obligated balance, start of year.................. 169 202 323 
74.40 Obligated balance, end of year........ —202 —32 —330 
77.00 Adjustments in expired accounts Pi tcmtets sittakies. 
90.00 Outlays, excluding pay raise supple- 
OR ict rts cdcciecee 3,374 5,115 5,985 
91.20 Outlays from civilian pay raise sup- 
DN Na css cssssseesescccseciensces '-Aecemclliaatess 233 6 





The U.S. Court of Claims has jurisdiction over all 
cases involving claims against the United States (except 
in pension suits) instituted upon constitutional grounds 
or under Federal law or regulations, all claims arising 
out of any contract with the Federal Government and 
its agencies, and claims for the refund of taxes. It also 
has general jurisdiction to hear and determine claims 
for damages other than tort actions, provided the claim- 
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SALARIES AND ExpPENsEsS—Continued 


ants would have the right to sue in law or equity if the 
United States were not immune to such suits. It has 
jurisdiction in suits against the United States by con- 
tractors dissatisfied with the findings and decisions of 
contracting agencies under terminated war contracts 
and jurisdiction concurrent with that of the courts of 
appeals to review district court decisions in cases in- 
volving tort actions. It has exclusive jurisdiction to 
review the decisions of the Indian Claims Commission 
on appeal from the Commission. It also has jurisdiction 
in special act cases referred to the court by the Con- 
gress, ‘and the commissioners of the court have jurisdic- 
tion to render reports to the Congress on claims set 
forth in bills referred to the chief commissioner by 
either House of Congress. 







































CASELOAD 
Petitions Plaintiffs 
Cases other than class cases: 1978 1979 1978 1979 
Pending, beginning of year............... 1,457 1,641 3,552 3,930 
Filed Guring year ...........scsssssecessseeees 555 684 774 931 
Disposed of during’ yea’................ 371 532 396 778 
Pending, end Of year ..........sssssssseeee 1,641 1,793 3,930 4,083 
Class cases: 
Pending, beginning of year............... 65 85 12,505 12,054 
Filed during year ...........sscsssssescssseeees 28 21 443 1,258 
Disposed of during year................... 8 8 894 131 
Pending, end Of year.............sssssesse 85 98 12,054 13,181 
Appeals Appellants 
Appeal cases: 1978 ; 1979 1978 1979 
Pending, beginning of year............... 3 5 5 4 
a 3 13 2 14 
Disposed of during year. 3 5 3 5 
Pending, end Of year............sssescssssee 5 13 4 13 
Object Classification (in thousands of dollars) 
Identification code 10-0505-0-1-752 1979 actual 1980 est. 1981 est. 
11.1 Personnel compensation: Permanent posi- 
MW artes ier cnccrsttiotissossssssciorettottaroce 2,841 3,264 3,338 
12.1 Personnel benefits: Civilian............c...ssseece. 257 296 307 
21.0 — Travel and transportation of persons........... 24 31 34 
CED, “TORADANON E ANUIS Si scsisssscssoscssocssnns _. sessonssienetveps 6 6 
23.1 Standard level user Charges............ccssssvsse sesssesssssneeees 1,460 1,460 
23.2 Communications, utilities, and other rent... 45 92 104 
24.0 — Printing and reproduction...............:.sssee0 122 140 152 
LIU) MONET SERUMINS vss cssvrssrssstvatecceevsesseroncadcparpas» 4] 125 136 
26.0 Supplies and materials ............s:cssssseesesssees 9 17 20 
BE SRN ss oonsssskasiecinssenotsssnsessinesoscramyasoubey 69 38 4] 
99.0 Total obligations ..............sssssessssssesees 3,414 5,469 5,598 
Personnel Summary 
Total number of permanent positionS............cs0s.00 lll 114 118 
Total compensable workyea'S...........s0ss.. lll 115 119 
Full-time equivalent of other positions (1) (1) (1) 
Full-time equivalent of overtime and holiday 
ROI sceccseptsbacteven scctooveaincccssdcoecedstuteneabsvaonsteiot (0) (0) (0) 


COURTS OF APPEALS, DISTRICT COURTS, AND 
OTHER JUDICIAL SERVICES 


Federal Funds 


General and special funds: 
SALARIES OF JUDGES 


For salaries of circuit judges; district judges (including judges of the 
district courts of the Virgin Islands, the Panama Canal Zone, Guam, 
and the Northern Mariana Islands); justices and judges retired or 
resigned under title 28, United States Code, sections 371, 372, and 373; 
and annuities of widows of Justices of the Supreme Court of the 
United States in accordance with title 28, United States Code, section 
875; [$48,500,000] $54,852,000. (28 U.S.C. 44(a), 133-135, 604(aX7); 48 
U.S.C. 1424b(a), 1614, 1694; 3 C.Z.C. d(aXb), 6(aXb); Judiciary Appropri- 
ation Act, 1980.) 


Program and Financing (in thousands of dollars) 








Identification code 10-0200-0-1-752 1979 actual 1980 est. 1981 est. 
Program by activities: 

10.00 Salaries and benefits (costs—obligations) . 39,003 54,800 54,852 
Financing: 

25.00 Unobligated balance lapsing ...............s000 G{MOD!. a reccccteiat a. /asutaeree 





Budget authority ..............csssessceseen 41,458 54,800 54,852 








Budget authority: 
40.00 Appropriation .............ccsssccsssseecssecsssecssees 41,458 48,500 54,852 
44.20 Supplemental for civilian pay raises... ......... GO esicsscaceten 
Relation of obligations to outlays: 
71.00 Obligations incurred, met ...............ssecssseccesee 39,003 54,800 54,852 


72.40  Obligated balance, start of year.................. 1,327 1,396 1,935 






74.40 Obligated balance, end of year.................... —1,396 —1,935 —1,947 
77.00 Adjustments in expired ACCOUNES.........c.06. 3B eecceeeccsssesse  sesssstnssssssseen 
90.00 Outlays, excluding pay raise supple- 

INTRA aracat bokarsosesvichonsbdbhockan 38,972 48,190 54,611 
91.20 Outlays, from civilian pay raise sup- 

PUTIN as casSedssssassesechinriasovcsspsestnn ” "yoinrpsieiobesens 6,071 229 





The statutory salaries and benefits of all active U.S. 
circuit and district judges: and all justices and judges 
who have retired or resigned in pursuance of law are 
payable from this appropriation. This item also includes 
the payment of annuities to widows of Supreme Court 
Justices. 


Object Classification (in thousands of dollars) 

















Identification code 10-0200-0-1-752 1979 actual 1980 est. 1981 est. 
Personnel compensation: 

11.1 Permanent positions (judgeships).......... 26,885 38,986 38,986 
11.8 Special personal services payments 

(senior and resigned judges)............. 10,111 / 12,813 12,813 

Total personnel compensation......... 36,996 51,799 51,799 

12.1 Personnel benefits: Civiliat..............ssseecseee 1,957 2,951 3,003 
13.0 — Benefits for former personnel (widows of 

Supreme Court Justices) 00... 50 50 50 

99.0 Total obligations ............sssssesesccsssssseees 39,003 54,800 54,852 





Personnel Summary 





Total number of permanent positions: 







CUCUIT JUGROSIDS .2i2....: nbs, GS. abies 132 132 132 
Districts (uteesinsssicditss.ccscitscassssscasiscssstitetetetes 516 516 516 
Total compensable WOrkyea1S.................ssssssssssssssseees 674 829 830 
Full-time equivalent of other positions.................. (185) (206) (206) 
Full-time equivalent of overtime and holiday 
NOS ic BAS eoccchd ape bac ee Re (0) (0) (0) 
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SALARIES OF SUPPORTING PERSONNEL 


[For salaries of all officials and employees of the Federal Judici- 
ary, not otherwise specifically provided for, $195,700,000: Provided, 
That the salaries of secretaries and law clerks to circuit and district 
judges shall not exceed the compensation established in chapter 51 of 
title 5, United States Code, for General Schedule grade (GS) 11 and 
grade (GS) 13, respectively: Provided further, That (exclusive of step 
increases corresponding with those provided for by chapter 53 of title 
5 of the United States Code, post differential and allowances for 
employees stationed outside the continental United States and in 
Alaska and of compensation paid for temporary assistance needed 
because of an emergency) the aggregate salaries paid to secretaries 
and law clerks appointed by each of the circuit and district judges 
shall not exceed $101,162 and $65,979 per annum, respectively, except 
in the case of the chief judge of each circuit and the chief judge of 
each district court having five or more district judges, in which case 
the aggregate salaries shall not exceed $120,425 and $81,899 per 
annum, respectively: Provided further, That the chief judge of each 
circuit may appoint a senior staff attorney to the court at a rate of 
compensation not to exceed General Schedule grade (GS) 15, without 
regard to the limitations referred to above.] For the salaries of secre- 
taries and law clerks to circuit and district judges, circuit executives, 
clerks of court, probation officers, staff attorneys, librarians, and all 
other officers and employees of the Federal Judiciary, not otherwise 
specifically provided for, $216,688,000: Provided, That the secretaries 
and law clerks to circuit and district judges shall be appointed in such 
number and at such rates of compensation as may be determined by 
the Judicial Conference of the United States: Provided further, That 
the chief judge of each circuit may appoint a senior staff attorney to 
the court at a rate of compensation not to exceed the compensation 
established in chapter 51 of Title 5, United States Code, for General 
Schedule grade (GS) 15. (18 U.S.C. 3654, 3656; 28 U.S.C. 332, 604(aX5), 
711(aXb), 712, 713 (a), (b), and (c), 751 (a) and (b), 752, 753, 755; 2? C.Z.C. 
?, 9; Judiciary Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Wentitication code 10-0924-0-1-752 1979 actual 1980 est 1981 est 
Program by activities: 
10.00 Administrative and legal assistance 
(COStS—ObligationS) ............ccsssseeeeeeen 170,299 209,128 216,688 
Financing: 
25.00 Unobligated balance lapsing..................0000 EN. that snetcccineebeees 





Budget authority ....0...........0....ccccsse- 175,495 209,128 216,688 








Budget authority: 
AUD! JRBOMIMONOD cccosessisvssivasnsovsisnosoosovsossone 175,495 195,700 216,688 
44.20 Supplemental for civilian pay raises......  .....ccs0000000 RMD a scessccsesccioc 
Relation of obligations to outlays: 
71.00 Obligations incurred, net............ 170,299 209,128 216,688 
72.40 Obligated balance, start of year. 2,568 3,405 5,213 
74.40 Obligated balance, end of year......... —3,405 —§,213 —6,213 
77.00 Adjustments in expired accounts................ meROON sesrsnssticewenn . tewvertnensettic 
90.00 Outlays, excluding pay raise supple- 
WN ee Seite cicosss sects 169,176 194,251 215,329 
91.20 Outlays from civilian pay raise sup- 
PINE scien Aesssevcassavccschlns. (ecbucschcccbtouns 


13,069 359 


The primary and appellate jurisdictions of the courts 
of the United States are vested in the 95 district courts 
and 11 courts of appeals. Provision for the salaries of 
the administrative and legal aides required to assist the 
judges in the conduct of hearings, trials, and other judi- 
cial functions and to man the component offices of the 
courts, including the Federal Probation System, is 
under this heading. 


310-100 0 - 80 - 4 


























—Continued 
CASELOAD 
Pending Pendin, 
beginning Termi- end of 
Courts of appeals: of year Filed nated yeat 
NOG oie eee srraebhase 15,723 19,185 17,725 17,183 
ODO sic i sass cceedtecesictc 17,183 21,127 18,695 19,615 
District courts: 
Civil cases: 
WONG ccc tios sb ates 160,102 140,544 129,618 171,028 
BF ors eat icscinacseseetranesdons 171,028 160,016 147,188 183,856 
Criminal cases: 
NE raisin cos catia 15,762 34,255 34,695 15,322 
NOT cscs orci 15,322 31,196 31,559 14,959 
1978» 1979+ 
Passport applications fil@d ...............scccssssesscsssssessesssseeeeesssees 38,029 31,801 
Petitions for naturalization... 140,364 137,624 
IN MR ces 140,061 141,963 
Probation system: Persons under supervision: 
Under supervision, beginning Of year ................-.esssessse- 65,960 66,681 
Received during the year 43,060 41,863 
Removed during the year 42,339 44,049 
Under supervision, end Of year............sssssecscscsssssseeesseeeee 66,681 66,087 
Investigations: 
PINON scabs sch el eae ia Ee a 30,509 26,338 
ccs ential oan Rn ian, 72,197 82,834 
Statistical year ending June 30. 
Object Classification (in thousands of dollars) 
Identification code 10-0924-0-1-752 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOsitiOns...............sceccssseeseeees 149,895 186,605 193,254 
11.3 Positions other than permanent.............. 5,651 4317 4317 
Total personnel compensation............. 155,546 190,922 197,571 
12.1 Personnel benefits: Civilian..............ccseec0es 14,753 18,206 19,117 
99.0 Total Obligations ................sssescccssseeees 170,299 209,128 216,688 
Personnel Summary 
Total number of permanent positions...............:-s00e 8,945 9,102 9,371 
Total compensable WOrkyearS...............csscssseccssseesssees 8,497 9,130 9,390 
Full-time equivalent of other positions.................. (399) (310) (310) 
Full-time equivalent of overtime and holiday 
WO ilsietckn heen oa ee (0) (0) (0) 





DEFENDER SERVICES 


For the operation of Federal Public Defender and Community De- 
fender organizations, the compensation and reimbursement of ex- 
penses of attorneys appointed to represent persons under the Crimi- 
nal Justice Act of 1964, as amended, and the compensation of attor- 
neys appointed to represent jurors in civil actions for the protection 
of their employment, as authorized by law; $26,000,000, to remain 
available until expended. (28 U.S.C. 753(f), 1915(b); Judiciary Appro- 
priation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 10-0923-0-1-752 














1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Federal public defenders ....................00+. 7,965 10,782 10,797 
2. Community defender — organizations 
INN Besos sec eseaailcteaiais 3,173 3,702 3,935 
3. Court-appointed counsel, — transcripts, 
ANd Other SEPVICES ............ssseescccessssseeseee 12,273 12,016 12,016 
4. General administrative expense............... 33 54 54 
10.00 Total obligations .................sseccsseeeessees 23,444 26,554 26,802 
Financing: 
21.40 Unobligated balance available, start of year .............sse- — 1,356 —802 
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Program and Financing (in thousands of dollars) Continued 


























Identification code 10-0923-0-1-752 1979 actual 1980 est. 1981 est. 

24.40 Unobligated balance available, end of year.. 1,356 Ble pes ne sae 
40.00 Budget authority (appropriation) .. 24,800 26,000 26,000 

Relation of obligations to outlays: 

71.00 Obligations incurred, net .............ssssesseeeee 23,444 26,554 26,802 
72.40 Obligated balance, start of year 10,712 12,548 12,639 
74.40 Obligated balance, end of year.................00 —12,548 —12,639 — 12,887 
77.00 Adjustments in expired accounts................. SOip) deathecsaehtecane > thonts Vesta ease 
90.00 PN Pea ree "91,607 26,463 26,554 


Funds appropriated under this heading provide for 
furnishing representation for any person financially 
unable to obtain adequate representation: (1) who is 
charged with a felony or misdemeanor (other than a 
petty offense), or with juvenile delinquency by the com- 
mission of an act which if committed by an adult would 
be a felony or misdemeanor, or with a violation of 
probation or parole; (2) who is under arrest, when such 
representation is required by law; (3) who is in custody 
as a material witness, or seeking collateral relief under 
section 2241, 2254, or 2255 of title 28 or 4245 of title 18, 
United States Code; (4) for whom the sixth amendment 
to the Constitution requires the appointment of counsel 
or for whom, in a case in which he faces loss of liberty, 
any Federal law requires the appointment of counsel; or 
(5) who is facing a parole termination hearing pursuant 
to section 4211(c) of title 18, United States Code. Repre- 
sentation shall include counsel and _ investigative, 
expert, and other services authorized pursuant to the 
Criminal Justice Act of 1964, as amended. 


Object Classification (in thousands of dollars) 




























Identification code 10-0923-0-1-752 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent poOSifiONS...............ssecccsssseecsees 6,247 7,842 7,855 
11.3 Positions other than permanent.............. 93 117 118 
Total personnel compensation.............. 6,340 7,959 7,973 
12.1 Personnel benefits: Civiliat............sscsssseese 574 785 786 
21.0 — Travel and transportation of persons........... 255 296 299 
22.0 Transportation of thingS ...........ssccssssseecees 4 6 4 
23.1 Standard level user Charges........c...ccssssssses —sessescesssssnees 728 770 
23.2 Communications, utilities, and other rent.... 371 444 465 
24.0 — Printing and reproduction................cccssssseees 43 60 61 
29D: ADM OEIRINOGE 5, cssst5tiisdobspopensiaspsnicrsessn 37 57 36 
Compensation and out-of-pocket expenses 
of court-appointed CoUNSEl................0000+ 10,482 9,955 9,955 
SPMMEIS a ccctpscissticcin an oueoresieinsesias 1,500 1,750 1,750 
Investigators, interpreters, psychiatrists, 
ANd Other OXPerts ........sscecccssssecccssseeesesese 425 540 542 
26.0 — Supplies and materials .. es 39 43 44 
ES S| Page ee ee ae Bs 201 229 182 
41.0 — Grants, subsidies, and contributions............. 3,173 3,702 3,935 
99.0 Total Obligations ...............ccsssssssssssssees 23,444 26,554 26,802 
Personnel Summary 
Total number of permanent positionS.................000 295 285 285 
Total compensable WOrkyea1S..........ssssssssssssssssseseseees 260 265 266 
Full-time equivalent of other positions................:. (9) (10) (11) 
Full-time equivalent of overtime and holiday 
INS 5 vs creegcyensunlo nici havo icvaicstibecenied (0) (0) (0) 


FEES OF JURORS AND COMMISSIONERS 


For fees and expenses and refreshments of jurors; compensation of 
jury commissioners; and compensation of commissioners appointed in 
condemnation cases pursuant to Rule 71A(h) of the Federal Rules of 
Civil Procedure; [$34,000,000] $36,937,000, to remain available until 
expended; Provided, That the compensation of land commissioners 
shall not exceed the daily equivalent of the highest rate payable 
under section 5332 of title 5, United States Code. (28 U.S.C. 604, 1863 
(a) and (b), 1871; Judiciary Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


























Identification code 10-0925-0-1-752 1979 actual 1980 est. 198] est. 
Program by activities: 
1. JUFY COMMISSIONEFS...............seesesseecsseeees 45 50 50 
2. Land commissioners 317 300 300 
3. Grand jurors............... 7,266 8,685 8,706 
A RAMtANONS cies. aib tcc sde:cctuaeatks 20,872 26,965 27,881 
10.00 Total obligations ..............sscccsssseeecsssee 28,500 36,000 36,937 
Financing: 
21.40 Unobligated balance available, start of year —5,750 E2000 bagncveeter 
24.40 Unobligated balance available, end of year. 2,000 seveeesntnens seman 
40.00 Budget authority (appropriation) .. 24,750 34,000 36,937 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net... 28,500 36,000 36,937 
72.40 Obligated balance, start of year..............s00 1,168 824 1,041 
74.40 Obligated balance, end of year.................0.. — 824 —1,041 — 1,068 
90.00 RMUTIAUS 2s csasscecealsinchiasetpSoostetpsvvGhovnash 28,844 35,783 36,910 





This appropriation provides for the statutory fees and 
allowances of jurors, fees of jury commissioners, and 
compensation of land commissioners appointed in con- 
demnation cases pursuant to rule 71A(h) of the Federal 
Rules of Civil Procedure. 

The amount of service and the compensation of jurors 
depends on the number of jury trials requested by the 
parties to civil and criminal cases in the U.S. courts, 
and the number of grand juries convened at the request 
of the U.S. attorney. 


Object Classification (in thousands of dollars) 





Identification code 10-0925-0-1-752 

















1979 actual 1980 est. 1981 est. 
11.1 Personnel compensation: Special personal 
services payments: 
JUTY COMMISSIONELS...........-sssessecsseeeseeeese 42 4] 4] 
Land COMMISSIONETS............csssssseeccesseeee 300 280 280 
HONS 35. ta rrr trcercer ace aeendaseese 20,578 23,985 24,512 
Total personnel compensation.............. 20,920 24,312 24,839 
12.1 Personnel benefits: Civilian.............sssee 20 23 3 
21.0 Travel and transportation of persons 
RUMORS besscesicéeteccosscsstcsesrciSvbkssavsseetessasssees 6,600 10,318 10,585 
25.0 Other services (meals and lodging fur- 
Nished sequestered jurors) ...........s-s0ee 960 1,347 1,390 
20:0 “SUPDNES aI NSURTIaIS occa aim aan sasithi 10 
99.0 Total obligations .............ssesssssseescsssses 28,500 36,000 36,937 








TRAVEL AND MISCELLANEOUS EXPENSES 


For necessary travel and miscellaneous expenses, not otherwise 
provided for, incurred by the Judiciary, including the purchase of 
firearms and ammunition, [$37,800,000] $42,024,000. (5 U.S.C. 3109, 
5701-5707, 5722, 5724, 5728; 18 U.S.C. 3656; 28 U.S.C. 374, 456, 460, 
604, 753(f), 961, 1915(b); Rule 28 F.R. Crim. P.; Rule 706 FR. Evid; 
Judiciary Appropriation Act, 1980.) 
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Program and Financing (in thousands of dollars) 44.20 Supplemental for civilian pay raises... ................. BWGe icsccnt. 
identitication code 10-0926-0-1-752 1979 actual 1980 est 1981 est. Relation of obligations to outlays: 

Vileries ti sebiaies : ee og — 71.00 Obligations incurred, net ................sessssee 18,612 23,136 23,851 
ro s 72.40 Obligated balance, start of year.................. 1,178 1,245 1,554 
1, TIAVEL .aernnnrerrnne 6,737 7,394 8,099 74.40 Obligated balance, end Of yea .....c..00.0. —1,245 1554  —1,601 
2. Miscellaneous expenses... 28,312 30,406 33,935 77.00 Adjustments in expired accounts................. essence cerca 

10.00 oe IRMA Sos I civenmcesacess 35,049 37,800 42,034 90.00 Outlays, excluding pay raise supple- 
Financing: ' ON se srscnsccserc enn 18,539 21,704 23,791 

25.00 Unobligated balance lapsing...................+ WO oxic, oe ee ne 91.20 Outlays from civilian pay raise sup- 
a eo sic fbi ron 1,123 13 


40.00 Budget authority (appropriation) .. 35,514 37,800 42,034 


Relation of obligations to outlays: 





71.00 Obligations incurred, Net ...............ccccccessses 37,800 42,034 
72.40 Obligated balance, start of year 10,059 6,000 
74.40 Obligated balance, end of year......... — 6,000 — 6,400 
77.00 Adjustment in expired ACCOUNES ..........scscc6 OBL eccecssssecceoe — cossesececnnusesees 
90.00 NO eat defecate 41,859 41,634 








Funds appropriated under this heading are for ex- 
penses of travel and subsistence incurred by judges and 
supporting personnel in attending sessions of court or 
transacting other official business and for equipment, 
lawbooks, supplies, and other incidental expenses of op- 
erating the 11 courts of appeals and 95 district courts of 
the United States. 

The estimate for 1981 will provide for expenses relat- 
ed to requests for new personnel included under the 
heading “Salaries of supporting personnel,” increases 
for travel costs, local and long-distance telephone serv- 
ices, printing costs, additional funds for equipment, law- 
books, and other necessary expenditures. 


Object Classification (in thousands of dollars) 





1979 actual 1980 est. 1981 est 








Identification code 10-0926-0-1-752 
12.1 — Personnel benefits: Civilian.............ccsess0e 103 125 135 
21.0 ‘Travel and transportation of persons........... 6,737 7,394 8,099 
22.0 — Transportation of things ..........c..cssssssess 236 260 281 
23.2 Communications, utilities, and other rent... 10,360 12,753 14,294 
24.0 Printing and reproduction..................cssssveee: 1,962 2,825 2,917 
Ba MUM NWR MER Soares ons nnsescastcieas ics dcoeons 2,347 3,335 3,838 
26.0 Supplies and materials .............ccscccsssecseseeee 2,226 3,024 3,332 
WO: CARRION iss hs Sopckc disse ccseaderectoeks 3,015 2,667 2,825 
LAWDOOKS, ACCESSIONS..........0..sssecccsseesesseesene 3,890 453 489 
Lawbooks, ContinuationS...........c..sscssseeee 4,173 4,964 5,824 
99.0 TORN BANOS vsscsesSac. 00S 35,049 37,800 42,034 








SALARIES AND EXPENSES OF MAGISTRATES 


For compensation and expenses of United States Magistrates, in- 
cluding secretarial and clerical assistance, as authorized by 28 U.S.C. 
634-635, [$22,000,000] $23,851,000. (18 U.S.C. 3060, 3401-3402; 28 
U.S.C. 604, 631-636, 638; Judiciary Appropriation Act, 1980.) 








Identification code 10-0929-0-1-752 1979 actual 1980 est 1981 est 
Program by activities: 
10.00 Salaries and expenses (costs—obliga- 
POM csastraccseseaccte tomcat eset ca 18,612 23,136 23,851 
Financing: 
25.00 Unobligated balance lapsing ........c..cocen RUD eels io Rt. 
Budget authority 0.0.0.0... 19,441 23,136 23,851 
Budget authority: 


40.00 Appropriation 


19,441 


22,000 23,851 








This appropriation is for the salaries and expenses of 
the Magistrates appointed pursuant to 28 U.S.C. 631. 


Object Classification (in thousands of dollars) 

















Identification code 10-0929-0-1-752 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent positionS...............ccecccsescseeeoee 12,496 15,907 16,524 
11.3 Positions other than permanent... .......... 2,118 1,973 1,873 
Total personnel compensation............. 14,614 17,880 18,397 
12.1 Personnel benefits: Civiliat............sssscssseee 1,366 1,779 1,855 
21.0 Travel and transportation of persons........... 228 204 260 
22.0 Transportation of things ...............ccccssecsssse: D * sctssesees rial sehen 
23.2 Communications, utilities, and other rent... 649 949 1,059 
24.0 Printing and reproduction.................-0ssee. 50 107 119 
25.0 Other services ..................... 1,053 1,160 1,268 
26.0 Supplies and materials ... 125 227 252 
SRN x. IMNIIINR oactetcoreciodssascccniiveieedanraancsces 525 830 641 
99.0 Total obligations ................sseecssseecessees 18,612 23,136 23,851 
Personnel Summary 
Total number of permanent positionS..............:...000 533 595 611 
Total compensable WOrkyears..............-cssssesscssseeecessees 565 640 653 
Full-time equivalent of other positions.................. (64) (62) (59) 
Full-time equivalent of overtime and holiday........ (0) (0) (0) 


BANKRUPTCY CouRTS, SALARIES AND EXPENSES 


For salaries and expenses of the judges and other officers and 
employees of the Bankruptcy Courts of the United States, not other- 
wise provided for, [$58,500,000] $65,299,000. (28 U.S.C. 152, 154, 771- 
775; Judiciary Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 10-0921-0-1-752 














1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Salaries and expenses (costs—obliga- 
TN scaccsi tee tincenrencinccesonntesteaas 36,462 61,561 65,299 
Financing: 
25.00 Unobligated balance lapsing ..................s+0 _ _196 seseneeneue a _sseesennenn - 
Budget authority ..............0...ccc 36,658 61,561 65,299 
Budget authority: 
40.00 Appropriation (special fund)................... a 2.2 WA. 
Appropriation (general fund).................. 8,537 58,500 65,299 
44.20 Supplemental for civilian pay raises... ..........000. PRD in ennicies 
Relation of obligations to outlays: 
71.00 Obligations incurred, net.............. 36,462 61,561 65,299 
72.40  Obligated balance, start of year. 4,048 1,780 3,006 
74.40 Obligated balance, end of year................+... — 1,780 — 3,006 —3,188 
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General and special funds—Continued 
BANKRUPTCY CouRTS, SALARIES AND ExpeNsesS—Continued 


Program and Financing (in thousands of dollars) —Continued 








Identification code 10-0921-0-1-752 1979 actual 1980 est. 1981 est. 
77.00 Adjustments in expired accounts................. BIS: ccaasia. amaihedite 
90.00 Outlays, excluding pay raise supple- 

Ph tats kriate cs: 38,117 57,356 65,035 
91.20 Outlays from civilian pay raise sup- 

HMONG ss fcoecshsteseveuch cob assssabsbeus,_otbassppsateccote 2,979 82 





The estimate for 1981 provides for the further imple- 
mentation of the act “To ‘establish a uniform Law on 
the Subject of Bankruptcies,” Public Law 95-598. The 
new law repeals the Bankruptcy Act and establishes a 
United States Bankruptcy Court for each judicial dis- 
trict. Each bankruptcy court consists of the bankruptcy 
_ judge or judges for the district. 

The salaries of the bankruptcy judges and their ex- 
penses are payable from this appropriation as well as 
salaries and expenses of the secretaries, law clerks and 
other supporting personnel for the bankruptcy courts. 

Any fees collected on any cases commenced prior to 
October 1, 1979, shall be deposited in the Referees’ 
salary and expense fund. Fees collected on cases filed 
on and after that date shall be deposited into the gen- 
eral fund of the Treasury. 





CASELOAD 
1978 1979 

Pending, beginning Of year............cccssssssssssesssssecssneessseeeeene 255,481 246,487 
Commenced during year: 

UNNI sce casts visas Pontsnindecbpnbenstsansnenaeeatchivivens 201,549 239,741 

Involuntary ............... 990 913 
Terminated during year 211,533 210,275 
PONE, MPL OF PRAM: SescctasstevusssstypavSlarpasteiserovto Raval eeeeayerts 246,487 276,866 


Object Classification (in thousands of dollars) 





1981 est. 


























Identification code 10-0921-0-1-752 1979 actual 1980 est. 
Personnel compensation: 
11.1 Permanent pOSitiOnS...........c...sssecssseesessees 28,001 42,582 47,333 
11.3 Positions other than permanent.............. 896 930 930 
Total personnel compensation 28,897 43,512 48,263 
12.1 Personnel benefits: Civilian............. sins 2,749 4,110 4,647 
21.0 — Travel and transportation of persons........... 367 705 1,177 
22.0 — Transportation Of thingS............sccssseecssee 20 2 2 
23.2 Communications, utilities, and other rent... 2,821 3,417 3,975 
24.0 — Printing and reproduction... 233 485 549 
B50). UPTIME WIOGD «cssscsssssivsesssvscnsestinskcsonnaxsrctove 140 3,733 3,460 
26.0 Supplies and materials . ice 455 893 1,004 
BLIO: + ARMIN cs disarecsicane AN tocdhxonsvnnscastavitasvbivsds 780 4,704 2,222 
99.0 Total obligations ...........scscsssseesesssseees 36,462 61,561 65,299 
Personnel Summary 
Total number of permanent positions: 
BPITUD ICY TMMEOS. scossnvcbosesedDacecseaccesovesessonpspene> 214 216 217 
acs suas deel trescssncscccsaiotensvissececsncssetsscc OA 1,326 1,735 1,928 
Total compensable workyed'S...............+00 1,537 1,905 2,119 
Full-time equivalent of other positions (33) (32) (32) 
Full-time equivalent of overtime and holiday 
DONG nepsceer re hiins cies Neder (0) (0) (0) 


REFEREES’ SALARY AND EXPENSE FuND (INDEFINITE SPECIAL FUND) 


Amounts Available for Appropriation (in thousands of dollars) 





1981 est. 


1979 actual 


493 807 


1980 est. 





Unappropriated balance, start of year 
HONS os A stn tena rinatiticcetitee tisbeiers 
Transferred to general fund receipts ..............:..seecssee 





Total available for appropriation .................+ 


Appropriation: Salaries and expenses of referees......... 
Unobligated balance returned to unappropriated re- 
ceipts: Salaries and expenses of referees............... 


Total appropriation.............ssecccssescssesssseescssees 





Unappropriated balance, end of year 








SERVICES FOR DruG DEPENDENT OFFENDERS 


For contractual services and expenses relating to the supervision of 
drug dependent offenders, as authorized by Public Law 95-537, 
$3,500,000] $3,645,000. (18 U.S.C. 3651, 4255; Judiciary Appropri- 
ation Act, 1980.) 


Program and Financing (in thousands of dollars) 




















Identification code 10-0922-0-1-752 1979 actual 1980 est. 1981 est 
Program by activities: 
10.00 Total obligations (contractual services) 
fOMeCE GES 25.0)%:5:.cscniemanches  Gistuites 3,500 3,645 
Financing: 
40.00 Budget authority (appropriation) ..00..0....00 ee 3,500 3,645 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net... 3,500 3,645 
72.40 Obligated balance, start Of Yer........ccssccsse  ssssesssccsssssee — seseeesesssneeess 350 
74.40 Obligated balance, end of year........ —350 —365 
90.00 UAVS es csccccssstte ati ieteoatslewiareinaass, | sueguaittenate 3,150 3,630 





Funds appropriated under this heading are for con- 
tractual services and expenses relating to the “Contract 
Services for Drug Dependent Federal Offenders Act of 
1978,” Public Law 95-537, signed October 27, 1978. 
These funds will enable the Federal Probation System 
to provide services and special supervision to drug de- 
pendent Federal offenders in an efficient and effective 
manner. 





SPACE AND FACILITIES 


For rental of space in the District of Columbia and elsewhere, 
alterations, and related services and facilities, including the procure- 
ment, transportation, and installation of furniture and furnishings for 
the United States Courts of Appeals, District Courts, and Bankruptcy 
Courts, [[$117,500,000] 126,364,000. (Judiciary Appropriation Act, 
1980.) 


Program and Financing (in thousands of dollars) 


Identification code 10-0931-0-1-752 














1979 actual 1980 est. 1981 est. 
Program by activities: 
TL ANIC IEA TOMBS ssnascssssasscvacsieviessciainss 92,570 106,218 116,216 
2. Furniture and furnishings, newly con- 
structed and/or remodeled building........ 2,774 5,900 3,204 
3. Furniture and furnishings, other build- 
HINGE ssscesvastcismcasta hitovesitacsivasecectenttesestiseie 4,205 5,382 6,944 
10.00 Total obligations .............sssesssssseesesssees 99,549 117,500 126,364 
Financing: 
25.00 Unobligated balance lapsing ................-s0e+- NaN. « Tees ashes . aetipnomenaes 
40.00 Budget authority (appropriation) .. 106,900 117,500 126,364 
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THE JUDICIARY 
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Distribution of budget authority by account: 














UISER ANNE: UCMUNER cockssccececsestinbecnetdecetsasescsseetoi 98,400 117,500 126,364 
Furniture and furnishings (annual account)......... COU ee” ccd 
Relation of obligations to outlays: 

71.00 Obligations incurred, net ..............ssseeeccssseee 99,549 117,500 126,364 
72.40 Obligated balance, start of year....... 7,874 15,324 17,579 
74.40 Obligated balance, end of year........ —15,324 —17,579 —18,905 
77.00 Adjustments in expired accounts SS RGGGH ccthsdlnsac paceman 
90.00 MRE ae Ve er 90,434 115,245 125,038 
Distribution of outlays by account: 

SPACE: GIN PINUS 5c 2o cs escossnancsespasgsbacsesotes 85,162 109,501 125,038 

Furniture and furnishings (annual account)......... 5,272 SIM) Secy eee 





This appropriation is for the rental of space, alter- 
ations, and related services and for the procurement, 
transportation, and installation of furniture and fur- 
nishings. 


Object Classification (in thousands of dollars) 














Identification code 10-0931-0-1-752 1979 actual 1980 est. 1981 est. 
22.0 — Transportation of thingS................ssssssse 255 377 377 
23.1 Standard level user charges..................ss-- 79,400 96,680 106,024 
23.2 Communications, utilities, and other rent... 525 240 240 
25.0 — Other services: 

Repairs and alterations ..................ssse 4,106 8,152 8,152 

Reimbursable protective service............... 6,500 1,146 1,800 

Maintenance of security systems............ OU isc ° <eecaetetaet 
SELLA SRAM INOTEE J cons sbccsscecasedcosts cased civaccsednssstioes 8,163 10,905 9771 
99.0 Total obligations ..............ccssssssesessseeee 99,549 117,500 126,364 


FURNITURE AND FURNISHINGS 


Program and Financing (in thousands of dollars) 





Identification code 10-0932-0-1-752 1979 actual 1980 est. 1981 est. 








Program by activities: 
10.00 Furniture and furnishings (costs obliga- 
NOS) CODNOCE CHASE SOY es ccccccccssccsecasce:, - scdicosuscostasts TUR” acccicanaet 
Financing: 
21.40 Unobligated balance available, start of year — .............. 
Unobligated balance available, end of year. 4,200 


40.00 Budget authority .........0.......cccssssee DD. iciccuisleis « descbsbcascee 








Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............ssssseese00 BIO. ccawaeans 








72.40 Obligated balance, start of year wiéh> 4 decediscsSekatel ” boagtepeeenes 2,000 
74.40 Obligated balance, end of year.................. OOOO!» siskssnsssccacorsne 
90.00 MMM coches ekacecacinasiascial Tae. Hse saccdaas 2,200 2,200 


This no-year appropriation provides for the purchase 
of furniture and furnishings for judges authorized by 
Public Law 95-486 and the Bankruptcy Reform Act 
Public Law 95-598). 





Speepy TRIAL PLANNING 
Program and Financing (in thousands of dollars) 


Identification code 10-0934-0-1-752 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Salaries and expenses (costs—obliga- 
tions) (object class 92.0) ..........ssssee. 137 188 200 











—Continued 
Financing: 
17.00 Recovery of prior year obligations................ Ne 
21.40 Unobligated balance available, start of year — 1,427 —i,532 — 1,344 
24.40 Unobligated balance available, end of year.. 1,532 1,344 1,144 
DUNNET SRN oki escck | takkce * accettaooe areas 
Relation of obligations to outlays: 
71.00 Obligations incurred, net............... —105 188 200 
72.40 Obligated balance, start of year... 243 61 56 
74.40 Obligated balance, end of year................... —61 —56 —32 
90.00 NG eo a 77 193 224 





This appropriation provided funds to the Federal judi- 
ciary to be allocated by the Administrative Office of the 
U.S. Courts to Federal judicial districts to carry out the 
initial phases of planning and implementation of speedy 
trial plans under title I of the “Speedy Trial Act of 
1974.” 





PRETRIAL SERVICES AGENCIES, THE JUDICIARY 


Program and Financing (in thousands of dollars) 











Identification code 10-0935-0-1-752 1979 actual 1980 est. 1981 est. 
Program by activities: 

10.00 Salaries and expenses (costs—obliga- 

tions) (object class 92.0) ..........secsccsseee 3,818 BE eccscipsecemnies 

Financing: 

21.40 Unobligated balance available, start of year — 1,667 

24.40 Unobligated balance available, end of year.. 2,849 

40.00 Budget authority 0.0.0... 5,000 








Relation of obligation to outlays: 
71.00 Obligations incurred, net .................sssecssssee 3,818 BE siicsintoubicntn 








72.40 Obligated balance, start of year... 871 754 564 
74.40  Obligated balance, end of year —154 NOG i enenaies 
90.00 Nass 3,935 3,039 564 





This appropriation provided funds to establish and 
maintain on a demonstration basis, in each of 10 respec- 
tive judicial districts (other than the District of Colum- 
bia), a pretrial services agency authorized to maintain 
effective supervision and control over, and to provide 
supportive services to, defendants released under title II 
of the “Speedy Trial Act of 1974.” 





SpeciAL Rat REORGANIZATION CouRT 


Program and Financing (in thousands of dollars) 


























Identification code 10-0937-0-1-752 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Compensation and expenses (costs—obli- 
MD ps cicopraccicicasscscascinctsensta encase 143 274 1,583 
Financing: 
21.40 Unobligated balance available, start of year — 2,000 
24.40 Unobligated balance available, end of year.. 1,857 
Budget authority (appropriation)... cess. csessseesseessess — sessssssssseenscees 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................ssssssee 143 274 1,583 
72.40 Obligated balance, start of year... sssescsseessnees 33 20 
74.40 Obligated balance, end of year................0+.. —33 —20 —114 
90.00 isis cc ecsciattscescacle 110 287 1,489 


5 4 COURTS OF APPEALS, DISTRICT COURTS, AND OTHER JUDICIAL SERVICES—Continued 


Federal Funds—Continued 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 








General and special funds—Continued 
SpeciaL Ratt REORGANIZATION Court—Continued 


Funds appropriated under this heading are for sala- 
ries and expenses of the special court established by the 
Rail Reorganization Act of 1973, as amended by Public 
Law 95-199, approved November 23, 1977. The amend- 
ment provides that the special court may appoint spe- 
cial masters to conduct hearings, receive evidence and 
report thereon to the special court. The special court 
may also appoint employees in such number as may be 
approved by the Director of the Administrative Office 
of the United States Courts and may procure such 
administrative services as may be necessary for it or 
the special masters to complete their assignments expe- 
ditiously. 


Object Classification (in thousands of dollars) 


























Identification code 10-0937-0-1-752 1979 actual 1980 est. 1981 est. 
11.1 — Personnel compensation: Permanent  posi- 
RUNS rs csteeestetvtcreetseictuosstaescetsnersarscincee 128 136 596 

12.1 — Personnel benefits, Civilian.............csscssseeee: 12 13 58 
21.0 — Travel and transportation of persons........... l 5 50 
23.2 Communications, utilities, and other rent... 02... 30 130 
24.0 — Printing and reproduction ...........sssssssccscssse — ssssseee 10 50 
0 RIN EVN asad caso h spoistsecncin htpedeanrtct bbl 50 600 
26.0 Supplies and materials ...........c..scccccsseccssseese — sesssssesssnees 10 19 
31.0 Equipment (general office) ..................0ee 2 10 50 

IMMMOORS Sackctrnr coir jiniamacitsr carctontipnis 10 30 
99.0 Total Obligations..............ccsccsssseseccsssnee 143 274 1,583 

Personnel Summary 

Total number of permanent positions..... 4) 4} 4] 
Total compensable workyears................. 4 6 32 
Full-time equivalent of other positions (0) (0) (0) 
Full-time equivalent of overtime and holiday hours... (0) (0) (0) 








ADMINISTRATIVE OFFICE OF THE UNITED 
STATES COURTS 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Administrative Office of the United 
States Courts, including travel, advertising, and rent in the District of 
Columbia and elsewhere, [[$15,100,000] $16,906,000. (5 U.S.C. 
5108(cX3); 28 U.S.C. 332, 601-606, 611(2); 2 D.C.C. 2226(b), 2227; Judici- 
ary Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 














Identification code 10-0927-0-1-752 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. General administration ............sssssssssee 12,666 15,747 16,806 
2. Study of rules of practice and procedure 100 100 100 
10.00 Total Obligations .............sssssssssssssesseess 12,766 15,847 16,906 
Financing: 
25.00 Unobligated balance lapsing.................00 SS themed ebemiecinnins 
Budget authority ...................00 12,899 15,847 16,906 
Budget authority: 
I AMINO assicssstcsocaassscassssasesnicicarervoose 12,899 15,100 16,906 
44.20 Supplemental for civilian pay raises... .............00 MATA) saccncsealihtcdih 





Relation of obligations to outlays: 








71.00 Obligations incurred, net... 12,766 15,847 16,906 
72.40  Obligated balance, start of year... 855 1,216 1,442 
74.40 Obligated balance, end of year................... —1,216 —1,442 — 1,553 
77.00 Adjustments in expired accounts................. BO Tete acres ices 
90.00 Outlays, excluding pay raise supple- 

HVYROVUG Esse scscostevecetschscotevbasccgestvesdeves 12,349 14,883 16,786 
91.20 Outlays from civilian pay raise sup- 

DONA ssscaasageussacnicn:  snnnitaic: 738 9 





The Office, pursuant to section 604 of title 28, United 
States Code, under the supervision and direction of the 
Judicial Conference of the United States, is responsible 
for the administration of the U.S. courts, including the 
probation and bankruptcy system. The principal func- 
tions consist of providing staff and services for the 
courts; conducting a continuous study of the rules of 
practice and procedure in the Federal courts; examin- 
ing the state of dockets of the various courts; compiling 
and publishing statistical data concerning the business 
transacted by the courts; and administering the Judi- 
cial Survivors Annuity System under title 28, United 
States Code, section 376. The Office also is responsible 
for the preparation and submission of the annual 
budget estimates as well as supplemental and deficien- 
cy estimates; the disbursement of and accounting for 
moneys appropriated for the operation of the courts, 
the Public Defender System for the District of Columbia 
and the Federal Judicial Center; the audit and exami- 
nation of accounts; the purchase and distribution of 
supplies and equipment; and for securing adequate 
space for occupancy by the courts and for such other 
matters as may be assigned by the Supreme Court and 
Judicial Conference of the United States. 


Object Classification (in thousands of dollars) 





























Identification code 10-0927-0-1-752 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOsitionS...........cssssssesccsssseees 9,158 10,578 10,999 
11.3 Positions other than permanent.............. 227 120 120 
11.5 Other personnel compensation................ 80 80 80 
Total personnel compensation.............. 9,465 10,778 11,199 
12.1 Personnel benefits: Civilian............cccsssseecee 876 1,012 1,072 
21.0 — Travel and transportation of persons........... 365 446 499 
22.0 — Transportation of thingS..............scsssssseesees 13 10 1] 
23.1 Standard level user Charges...........cssscccssee —csssssecesssneecs 1,174 1,268 
23.2 Communications, utilities, and other rent... 1,012 1,162 1,436 
24.0 — Printing and reproduction................ccssseccsoe 78 76 84 
25.0 — Other services 256 681 721 
26.0 Supplies and materials ...............csccssecssseeees 247 179 247 
BID MMRMMMMNONT ceicerroteeeetisecicssccccunssersenasesnienes 454 329 363 
99.0 Total obligations ............csssssssssssssssseees 12,766 15,847 16,906 
Personnel Summary 
Total number of permanent positions.................s0e 482 490 504 
Total compensable WOrkYeALS............sssssecssssseeeessssees 464 476 490 
Full-time equivalent of other positions.................. (22) (11) (11) 
Full-time equivalent of overtime and holiday 

DOES cscs seccacacs cssccstassssacttenncicceeste asec (3) (4) (4) 
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THE JUDICIARY 


JUDICIARY TRUST FUNDS 
Trust Funds == OD 








Intragovernmental funds: 
CONSOLIDATED WORKING FUND 


Program and Financing (in thousands of doliars) 
Identification code 10-3927-0-4-752 


Relation of obligations to outlays: 
71.00 Obligations incurred, net ............cssssseescseee 
72.98 Obligated balance, start of year: Fund bal- 





1979 actual 1980 est. 1981 est. 











Congress provided direct funding to the Judiciary for 
this court in 1979. Before 1979, funding was provided 
from Department of Energy appropriations. 





FEDERAL JUDICIAL CENTER 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Federal Judicial Center, as author- 
ized by Public Law 90-219, [$8,500,000] $9,276,000. (Judiciary Appro- 
priation Act, 1980.) 


Program and Financing (in thousands of dollars) 














Identification code 10-0928-0-1-752 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Salaries and expenses (costs—obliga- 
NOME DPeepcseecacs esses vesusscesscotpisinsuatidcdecesss 8,084 8,702 9,376 
Financing: 
25.00 Unobligated balance lapsing................ssssee BGG wctecessiscissnis, swseetceationsters 
Budget authority... 8,279 8,702 9,376 
Budget authority: 
AUD | RANRONMEMUNON cecsts ccs ccxsstcctsssssdescaatinsicssece 8,279 8,500 9,376 
44.20 Supplemental for civilian pay raises... ............... TMMED  scsscssaeecsepeie 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ..........cssccssssssessssee 8.084 8,702 9,376 








72.40 Obligated balance, start of year... 2,741 2,120 2,282 
74.40 Obligated balance, end of year........ os —2,120 — 2,282 — 2,459 
77.00. Adjustments in expired accounts...........0.00 OIE secccnsceciesases oxtasetniavatooi 
90.00 Outlays, excluding pay raise supple- 

NI arrest etetase stn so ntoscicescesciesncce 8,495 8,340 9,197 
91.20 Outlays from civilian pay raise sup- 

NNN eahicseSaceccscaeictcasati staked lh cdakecbacaed 200 2 





This appropriation is for the operation of the Federal 
Judicial Center which was established by the act of 
December 20, 1967, Public Law 90-219 (81 Stat. 664). 
The Center is charged with the responsibility for fur- 
thering the development and adoption of improved judi- 
cial administration in the courts of the United States. 

The total estimate for 1981 is $674 thousand more 
than the adjusted 1980 appropriation. The estimate 
makes provision for four additional staff members for 
the Center; additional funds to cover escalation in the 
cost of travel, contractual services, supplies, and equip- 
ment; and expansion of the Courtran system to serve 
significantly more courts. 





Object Classification (in thousands of dollars) 







































Identification code 10-0928-0-1-752 1979 actual 1980 est. 1981 est. 
Personnel compensation: 

11.1 Permanent positions.................... 2,206 2,820 2,942 
11.3 Positions other than permanent 160 171 171 
Total personnel compensation............. 2,366 2,991 3,113 
12.1 Personnel benefits: Civilian................0.-00ve-- 234 278 290 
21.0 Travel and transportation of persons........... 1,864 1,817 1,966 
22.0 Transportation Of things ................sccccssseece — sescsnnecessnsess iis asctancmeatlese 
23.1 Standard level user Charges .............ccccccse  csssseesssneesens 471 498 
23.2 Communications, utilities, and other rent.... 588 688 963 
24.0 — Printing and reproduction..................csse00 111 187 215 
OR) CIR SOONG cscs ices 1,325 1,817 1,873 
26.0 Supplies and materials ...................ssssesceessee 221 192 213 
31.0 Equipment (including library) ..................... 1,375 258 245 
99.0 Total obligations................cssssseseessseee 8,084 8,702 9,376 

Personnel Summary 

Total number of permanent positions....................... 113 117 121 
Total compensable workyea's................cssseec« 110 122 126 
Full-time equivalent of other positions (17) (11) (11) 

Full-time equivalent of overtime and holiday 

MNS SS teal Le (1) (1) (1) 








BICENTENNIAL EXPENSES, THE JUDICIARY 


Federal Funds 
General and special funds: 
BICENTENNIAL ACTIVITIES 


Program and Financing (in thousands of dollars) 




















Identification code 10-0933-0-1-806 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 General administration  (costs—obliga- 
tions) (object class 92.0) ............sesccoee 164 145 140 
Financing: 
17.00 Recovery of prior years obligations ............. —S0W cxaeehh nouns 
21.40 Unobligated balance available, start of year —974 — 1,086 —941 
24.40 Unobligated balance available, end of year.. 1,086 941 801 
SOE SION ooo ee.  iacctiattcleeee,  Cecaatiaeeiee® | Sceaeaecmee 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............sssssssseee —112 145 140 
72.40 Obligated balance, start of year 276 51 61 
74.40  Obligated balance, end of year.................... —5l1 —6l —63 
90.00 CO i nes ial eee 113 135 138 





This appropriation was for expenses incurred by the 
Judiciary in the observance of the American Revolution 
Bicentennial. Funds remaining are for expenses in- 
curred in planning for the observance of the Bicenten- 
nial of the U.S. Constitution. 





JUDICIARY TRUST FUNDS 
Trust Funds 
JUDICIAL Survivors’ ANNUITIES FuND 


Program and Financing (in thousands of dollars) 








Identification code 10-8110-0-7-602 1979 actual 1980 est. 1981 est. 
Program by activities: 
Fi ascccccncniecet aia 1,682 2,060 2,100 
2. Claims and other expenses ... om 238 200 200 











10.00 Total ObligationS...............cssseseesessseses 1,920 2,260 2,300 





JUDICIARY TRUST FUNDS—Continued 
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JupiciaL Survivors’ ANNUITIES Funp—Continued 


Program and Financing (in thousands of dollars) —Continued 








Identification code 10-8110-0-7-602 1979 actual 1980 est. 1981 est. 
Financing: 
21.40 Unobligated balance available, start of 
year: 
Treasury balance............ssscesccssseescsessnseee — 1,799 —175 —10 
U.S. securities (par) —44412 —51,145 — 57,260 





24.40 Unobligated balance available, end of year: 
Treasury Dalance............seccsecsvecsvesseesseesee 175 10 10 











U.S. securities (Dar) .......scccsssssesscsssneees 51,145 57,260 64,360 
60.00 Budget authority (appropriation), 
(permanent, indefinite) ................. 7,029 8,210 9,400 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...........ccsssseeseen 1,920 2,260 2,300 
90.00 PTI ce sraaceccuses st Neonates iia 1,920 2,260 2,300 





The Judicial survivors’ annuities fund (section 376 of 
title 28, United States Code) was established to receive 
sums deducted and withheld from salaries of justices, 
judges, the Director of the Federal Judicial Center, and 
the Director of the Administrative Office of the U.S. 
courts who have elected to bring themselves within the 
purview of the above section as well as amounts re- 
ceived from said judges covering Federal civilian service 
prior to date of election. 

This fund provides an annuity for participants, sur- 
viving widows, and dependent children. 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


The following table shows the activity for 1978 and 
1979. 





1978 1979 
MMMBENG LOMITON sccrssusreiseserceseresctscesqetoeetocrrevoreescomrsostteastetseratte 692 735 
SIMS TRE TIMIMNNNE snes scenery os ccttcnionioosrssosesbaasii 608 618 
orienta ATIC UNIT sasshcssnnsssssconnscevacnnssssoapsaasajeceasestnness 88 84 
PURI ON MRL ec cscsvsconcchstatevencbecivavceterastéeyensoniods 185 192 
ASIF D ATE TAVITIONES ssosspsosssa sescesssasesssstsansssaatonnasssisasssasioe $1,852,080 $1,991,507 
IVT AGO AWONUS snips sesssasccvssscsssveossscosonsts scion hrcpeticctoeien $9,697 $9,908 


Number of dependent Children..............ssssssesscssssssseessessssssees 6 9 


Object Classification (in thousands of dollars) 

















Identification code 10-8110-0-7-602 1979 actual 1980 est. 1981 est. 

42.0 Insurance claims and indemnities................ 1,682 2,060 2,100 
GAO) A ROTUINES 2) ics class tke conceattan stele aed 238 200 200 
99.0 Total obligations ...............sseecsseescssees 1,920 2,260 2,300 








GENERAL PROVISIONS—THE JUDICIARY 


Sec. 401. Appropriations and authorizations made in this title 
which are available for salaries and expenses shall be available for 
services as authorized by 5 U.S.C. 3109. 

Src. 402. Not to exceed [$120,000] $150,000 of the appropriations 
contained in this title shall be available for the study of rules of 
practice and procedure. 

Sec. 403. Appropriations made in this title shall be available for 
salaries and expenses of the Temporary Emergency Court of Appeals 
authorized by Public Law 92-210. (Judiciary Appropriation Act, 1980.) 
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COMPENSATION OF THE PRESIDENT 
Federal Funds 
General and special funds: 
COMPENSATION OF THE PRESIDENT 

For compensation of the President, including an expense allowance 
at the rate of $50,000 per annum as authorized by 3 U.S.C. 102, 
$250,000: Provided, That none of the funds made available for official 
expenses shall be expended for any other purpose and any unused 
amount shall revert to the Treasury pursuant to section 701 of title 
81 of the United States Code: Provided, further, That none of the 


funds made available for official expenses shall be considered as 
taxable to the President. (Executive Office Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 
































Identification code 11-0001-0-1-802 1979 actual 1980 est 1981 est. 
Program by activities: 
1. Compensation of the President............... 200 200 200 
Pe BURNIE ainsi ig ests fdvesasarstiibccasedene 50 50 50 
10.00 Total obligations .............ssscccsssesesesseees 250 250 250 
Financing: 
40.00 Budget authority (appropriation) ........... 250 250 250 
Relation of obligations to outlays: 

71.00 Obligations incurred, net 250 250 250 
90.00 CUNT sede ciska Sh pe Ns cctadeccchccnncnass 250 250 250 
Object Classification (in thousands of dollars) 

Identification Code 20-0001-0-1-802 1979 actual 1980 est 1981 est. 
11.1 Personnel compensation: Permanent posi- 

UO cetera stee sa te concsecanieeacotacceecssls 200 200 200 
eR 2's 50 50 50 
99.0 Total obligations ............csssssssssseesssseee 250 250 250 











THE WHITE HOUSE OFFICE 
Federal Funds 
General and special funds: 


SALARIES AND EXPENSES 

For expenses necessary for the White House Office as authorized by 
law, including not to exceed $3,850,000 for services as authorized by 5 
U.S.C. 3109 and 3 U.S.C. 105, and other personal services as author- 
ized by 3 U.S.C. 105; including subsistence expenses as authorized by 
3 U.S.C. 105, which shall be expended and accounted for as provided 
in that section; hire of passenger motor vehicles, newspapers, periodi- 
cals, teletype news service, and travel (not to exceed $100,000 to be 
expended and accounted for as provided by 3 U.S.C. 103); and not to 
exceed [$15,000] $17,000 for official entertainment expenses, to be 
available for allocation within the Executive Office of the President; 
[$18,210,000] $20,627,000. (Executive Office Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 











Identification code 11-0110-0-1-802 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Administration (costs—obligations) ........... 17,129 18,973 20,627 
Financing: 
25.00 Unobligated balance lapsing ........csnes D. sccsscassecelocs. ~ Cpecessabtacnee 
Budget authority ..............cccccscsssee 17,163 18,973 20,627 








EXECUTIVE OFFICE OF THE PRESIDENT 











Budget authority: 
40.00 Appropriation ..................ccccccssssssseessseee 17,163 18,210 20,627 
44.20 Supplemental for civilian pay raises... ................. MOT access 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................cssssssesseee 17,129 18,973 20,627 
72.40 Obligated balance, start of year..... ae 86 1771 1,889 
74.40 Obligated balance, end of year....... om —1,771 — 1,889 — 1,990 
77.00 Adjustments in expired accounts MD <isicsaccsccqe eee aicettanes 
90.00 Outlays, excluding pay raise supple- 
ON ccc ciocaseth taccarciiea 5,909 18,136 20,482 
91.20 Outlays from civilian pay raise sup- 
DUNN leccrcecnecckccrinns, comico 719 44 





These funds provide the President with staff assist- 
ance and provide administrative services for the direct 
support of the President. 


Object Classification (in thousands of dollars) 

































Identification code 11-0110-0-1-802 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent positions.................0-sseessseese0e 9,096 10,456 11,100 
11.3 Positions other than permanent............... 486 514 555 
11.5 Other personnel compensation................. 666 740 750 
11.8 Special personal services payments........ 233 285 315 
Total personnel compensation............. 10,481 11,995 12,720 
12.1 Personnel benefits: Civilian..................s0-000- 831 891 909 
21.0 Travel of the President....................ssccsssee 100 100 100 
Travel and transportation of persons........... 220 240 275 
22.0 Transportation of things .................sssscsssee 7 7 10 
23.1 Standard level user charges .................sssee- 1,637 1,743 1,910 
23.2 Communications, utilities, and other rent..... 2,359 2,586 2,817 
24.0 — Printing and reproduction..............ssssssess 638 650 708 
25.0 Other services.................. 150 260 489 
Official entertainment........ ll 15 17 
26.0 Supplies and materials 211 241 272 
RD. ROR a ccseiscissttacssscsaseetssscssccaacccecaaes 484 245 400 
99.0 Total obligations .................cssssccsssseeee 17,129 18,973 20,627 
Personnel Summary 
Total number of permanent positions.................0 351 351 351 
Total compensable workyeais.................0+... 402 403 404 
Full-time equivalent of other positions (22) (21) (23) 
Full-time equivalent of overtime and holiday 
ascssBetscssiaitiicrtn beccadvuasist head: (20) (21) (20) 
PIII SS I a csresecocsesnctganaysansctciniccss 8.96 8.98 8.98 
DOIG GS SOY sinister $22,507 $24,054 $24,494 








EXECUTIVE RESIDENCE AT THE WHITE HOUSE 
Federal Funds 


General and special funds: 
OPERATING EXPENSES 


For the care, maintenance, repair and alteration, refurnishing, im- 
provement, heating and lighting, including electric power and fix- 
tures, of the Executive Residence, at the White House and official 
entertainment expenses of the President, [$2,957,000] $3,204,000, to 
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General and special funds—Continued 
OPERATING ExpENSES—Continued 


be expended and accounted for as provided by 3 U.S.C. 105, 109-110, 
112-114. (Executive Office Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 






































Identification code 11-0210-0-1-802 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Operating expenses ...........:s-sccssssssees 2,659 3,110 3,204 
Reimbursable program: 
2p DURE OOTNOOS tacrcccveccxcvsaveovcessoste ovcges 61 109 55 
3. Operating expenses ............cccsccsssseeeees 450 426 225 
10.00 Total program costs, funded—ob- » 
BDOBUIDS 5 tccscdspinssicoscesecatossovenee 3,170 3,645 3,484 
Financing: 
Offsetting collections from: 
11.00 FRONT ON NIDNES cscssascks ocssovesusvesonusshtoooeerees +313 —515 —211 
14.00 Non-Federal sources......... —198 —20 —69 
25.00 Unobligated balance lapsing Ga? RR Siracaneentn 
Budget authority ........0.......seeene 2,683 3,110 3,204 
Budget authority: 
40.00 Appropriation ................cccscsssecssssescsenees 2,683 2,957 3,204 
44.10 Supplemental for wage-board pay 
i 81 
72 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met .............ssccssseee 2,659 3,110 3,204 
72.40 Obligated balance, start of year..... 48 31 31 
74.40  Obligated balance, end of year...... —3l —3l —3l 
77.00 Adjustments in expired accounts................. SU vl ciinas Sapemag vuesissccassieh ed 
90.00 Outlays, excluding pay raise supple- 
EN Ocenia casita 2,667 2,963 3,198 
91.10 Outlays from wage-board pay raise 
RRMOIIOIAIN Li5 a idscsvsserssssnsssisansses, ysspunsbaveenvesetss 78 3 
91.20 Outlays from civilian pay raise sup- . 
WOE Sc Stet 8s Scasouacssevsstistens — _\savalisGavnsanbdy 69 3 





These funds provide for the care, maintenance, and 
operation of the Executive Residence. 


Object Classification (in thousands of dollars) 
























































Identification code 11-0210-0-1-802 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent pOsitions...........ssssscssccssssssees 1,686 1,794 1,849 
11.5 Other personnel compensation................ 282 315 368 
11.8 Special personal services payments........ 28 102 104 
Total personnel compensation............. 1,996 2,211 2,321 
12.1 — Personnel benefits: Civilian...............s0ssess 160 191 196 
23.2 Communications, utilities, and other rent... 177 190 213 
ZEN) MPN SOPIOCS icshcscisds SSS cssccssscsinsssssscsssocis 91 212 112 
26.0 Supplies and materials .... 177 241 290 
BUND) EPRI  cecisssccess Ls pccsnsscscscnacvonvescodses 58 65 72 
Total direct obligationS...............ssssse 2,659 3,110 3,204 
Reimbursable obligations: 
Personnel compensation: 
11.5 Other personnel compensation................ 40 31 38 
11.8 Special personal services payments........ 21 78 17 
Total personnel compensation............. 61 109 55 
23.2 Communications, utilities, and other rent.... 228 140 155 
24.0 — Printing and reproduction.............-cssssesse0 27 AO’ casissesssestaeeonss 
26.0 Supplies and materials ................sssecssssseees 195 240 70 
Total reimbursable obligations............. 511 $35 280 
99.0 Total obligations ......ccnsenenn 3,170 3,645 (3,484 


Personnel Summary 











Direct: 
Total number of permanent positions.................... 86 86 86 
Total compensable WOrkyeaT ............:ssssseescesssseee 98 98 98 
Full-time equivalent of other positions............. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
UM rN as i deers eas asi iieeosi > (12) (12) (12) 
Average salary of ungraded employees................. $19,605 $20,860 $22,105 
Reimbursable: 
Total number of permanent positions.................... 0 0 0 
Total compensable WOrkyedrS ...........:.sssssessssssseees 2 2 2 
Full-time equivalent of other positions.............. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
MNES snc Atettos. drt ctabcoransiaiontnos (2) (2) (2) 








OFFICIAL RESIDENCE OF THE VICE 
PRESIDENT 


Federal Funds 
General and special funds: 
OPERATING EXPENSES 


For the care, maintenance, repair and alteration, furnishing, im- 
provement, heating and lighting, including electric power and fix- 
tures, of the official residence of the Vice President, and not to exceed 
$60,000 for official entertainment expenses of the Vice President, to 
be accounted for solely on his certificate, [$233,000] $168,000: Pro- 
vided, That advances or repayments or transfers from this appropri- 
ation may be made to any department or agency for expenses of 
carrying out such activities. (? U.S.C. 105; Executive Office Appropri- 
ations Act, 1980.) 


Program and Financing (in thousands of dollars) 




















Identification code 11-0211-0-1-802 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Support of the official residence of the 
Vice President  (costs—obligations) 
CODPOCUCIASS ZOD Ss svccsssnesssesessoasssvaeses 129 233 168 
Financing: 
40.00 Budget authority (appropriation)........... 129 233 168 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............ccscsssseecceene 129 233 168 
72.40  Obligated balance, start of year...... a 55 64 83 
74.40 Obligated balance, end of year....... ay —64 —83 —68 
77.00 Adjustments in expired accounts —2 sseneennnenne—_ennnnrnnn 
90.00 OIG cs ceticcecsccaxcspicancoesteaaomnersites 119 214 183 


These funds provide for the care, maintenance, and 
operation of the Vice President’s official residence. 





SPECIAL ASSISTANCE TO THE PRESIDENT 
Federal Funds 


General and special funds: 


SALARIES AND EXPENSES 


For expenses necessary to enable the Vice President to provide 
assistance to the President in connection with specially assigned func- 
tions, services as authorized by 5 U.S.C. 3109 and 3 U.S.C. 106, includ- 
ing hire of passenger vehicles, [$1,404,000] $1,551,000. (Executive 
Office Appropriations Act, 1980.) 
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EXECUTIVE OFFICE OF THE PRESIDENT 


COUNCIL OF ECONOMIC ADVISERS 
Federal Funds 59 





Program and Financing (in thousands of dollars) 


Program and Financing (in thousands of dollars) 
































\dentfication code 11-1454-0-1-802 1979 actual 1980 est. 1981 est. Identification code 11-1900-0-1-802 1979 actual 1980 est. 1981 est. 
Program by activities: Program by activities: 
10.00 Administration (costs—obligations) ........... 1,299 1,470 1,551 10.00 Economic analysis (costs—obligations) ..... 2,008 2,102 2,197 
Financing: Financing: 
25.00 Unobligated balance lapsing .............:....s00e« | gree eaters crates er 25.00 Unobligated balance lapsing..................... De ices a ee 
Budget authority ......0....00......ccceee 1,315 1,470 1,551 Budget authority... 2,042 2,102 2,197 
Budget authority: Budget authority: 
40.00 Appropriation .................ccccssescssssescsssesesene 1,315 1,404 1,551 = 40.00 9 Appropriation ....................c::ccssssscssseecsssees 2,042 2,075 2,197 
44.20 Supplemental for civilian pay raises... ..............0.. GR ae BE 44.20 Supplemental for civilian pay raises... ................. BB oe eccnsecsbeiecs 
Relation of obligations to outlays: Relation of obligations to outlays: 
71.00 Obligations incurred, net .............ssssssssessee0 1,299 1,470 1,551 71.00 Obligations incurred, net ................ssssse00 2,008 2,102 2,197 
72.40 Obligated balance, start of year................... 64 141 185 72.40 Obligated balance, start of year... 122 319 125 
74.40 Obligated balance, end of year................0+.. —141 —185 —226 74.40 Obligated balance, end of year..... —319 —125 —129 
77.00 Adjustments in expired accounts................. cet BN Se SA ee Sika Sah ae SY 77.00 Adjustments in expired accounts................. Bs. i ekg oc oe 
90.00 Outlays, excluding pay raise supple- 90.00 Outlays, excluding pay raise supple- 
MON isdiitiispsnraietoteeslssobedesdbtasces 1,207 1,361 * 1,509 ON sete AY. Sho: 1,822 2,270 2,192 
91.20 Outlays from civilian pay raise sup- 91.20 Outlays from civilian pay raise sup- 
PMO Ss cstaccScsctesssscsascsccoctioes. | sacecusapoopsnmss 65 l NNN Sr a eee 26 1 





These funds are to be used by the Vice President to 
carry out responsibilities assigned him by the President 
and by various statutes. 


Object Classification (in thousands of dollars) 























\dentitication code 11-1454-0-1-802 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
Ill Permanent poOsitiOns..............ssesscsssseeeceees 770 881 926 
113 Positions other than permanent.............. 28 33 35 
11.5 Other personnel compensation .............0.  scccsssseseeeenes 21 25 
Total personnel compensation............. 798 935 986 
12.1 Personnel benefits: Civiliatt...........0..sccsse 65 80 85 
21.0 — Travel and transportation of persons............ 70 75 85 
23.1 Standard level user charges ................s00s00 207 210 215 
23.2 Communications, utilities, and other rent... 83 100 110 
24.0 — Printing and reproduction....................csscse 4 15 10 
TOU NRE: GRNMCOD cs ssccissssccccccuceccesacciassccessctcca 4] 30 35 
26.0 — Supplies and materials .. 21 15 20 
31.0 — Equipment ll 10 5 
99.0 Total Obligations .............sssssescsccsssesseee 1,299 1,470 1,551 
Personnel Summary 
Total number of permanent positioNS.............00000000 27 27 27 
Total compensable WOrkYeAIS........scsssssssssssessseessesee 25 29 29 
Full-time equivalent of other positions...........0000. (2) (2) (2) 
Full-time equivalent of overtime and holiday 

PM UI cece csssccacexsssvwcsssscisasshio (0) (1) (1) 
Average salary of ungraded positions ...............s.0. $29,111 $33,843 $35,705 








COUNCIL OF ECONOMIC ADVISERS 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Council in carrying out its functions 
under the Employment Act of 1946 (15 U.S.C. 1021), [$2,075,000] 
$2,197,000. (Executive Office Appropriations Act, 1980.) 


The Council of Economic Advisers analyzes the na- 
tional economy and its various segments, advises the 
President on economic developments, recommends poli- 
cies for economic growth and stability, appraises eco- 
nomic programs and policies of the Federal Govern- 
ment, and assists in preparation of the annual Econom- 
ic Report of the President to Congress. 


Object Classification (in thousands of dollars) 
































Identification code 11-1900-0-1-802 1979 actual 1980 est. 1981 est. 
Personnel compensation: 

11.1 Permanent pOsitions...............ccsssseccssssees 981 1,116 1,201 
11.3 Positions other than permanent............... 34 35 35 
11.5 Other personnel compensation ................ 47 55 55 
11.8 Special personal services payments........ Lew eos see le a 
Total personnel compensation 1,098 1,206 1,291 
12.1 — Personnel benefits: Civilian................c-sse0 85 93 100 
21.0 Travel and transportation of persons........... 21 25 28 
23.1 Standard level user charges .............ssscssss 135 135 135 
23.2 Communications, utilities, and other rent... 90 84 84 
24.0 — Printing and reproduction.................ssessessee 123 144 144 
2G | GRO SONOS cea pierces 350 386 386 
26.0 Supplies and materials .............c..cssssseccsssese 35 15 15 
icf CONN cae ecaia tanita ssc ecsasraceiccs 71 14 14 
99.0 Total obligations ............::..ccsssssssseesses 2,008 2,102 2,197 

Personnel Summary 

Total number of permanent positionS....................s0+. 35 36 36 

Total compensable workyea'..................0 38 39 39 
Full-time equivalent of other positions (1) (1) (1) 

Full-time equivalent of overtime and holiday 

OG itch xcencctincitcieicsiectesblcesssascidceistins (2) (2) (2) 

DOME Sy I ici assis cccncinccssscni 10.77 10.43 10.43 
DRO CS SII scence sinscicsishscsoeseititstoes $22,923 $23,553 $24,120 

Average salary of ungraded positions ..............s.... $32,095 $34,021 $37,621 





60 COUNCIL ON ENVIRONMENTAL QUALITY AND OFFICE OF ENVIRONMENTAL QUALITY 
Federal Funds 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 








COUNCIL ON ENVIRONMENTAL QUALITY AND 
OFFICE OF ENVIRONMENTAL QUALITY 


Federal Funds 


General and special funds: 


CouNCIL ON ENVIRONMENTAL QUALITY AND OFFICE OF 
ENVIRONMENTAL QUALITY 


For necessary expenses of the Council on Environmental Quality 
and the Office of Environmental Quality, in carrying out their func- 
tions under the. National Environmental Policy Act of 1969 (Public 
Law 91-190), the Environmental Quality Improvement Act of 1970 
(Public Law 91-224), and Reorganization Plan No. 1 of 1977, including 
not to exceed $500 for official reception and representation expenses, 
and hire of passenger motor vehicles, [$3,126,000] $3,436,000. (De- 


partment of Housing and Urban Depelopment—Independent Agencies . 


Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 
































Identification code 11-1453-0-1-802 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
Environmental policy development and 
program evaluation................csccccseeee 3,092 3,126 3,436 
Reimbursable program.............cssssssscssssessees Bol cacimataane, > axsengeausias 
Total program costs, funded?............ 3,177 3,126 3,436 
Change in selected resources (undelivered 
DIOS) A SINR Aah: RO: BAOR ee a 
10.00 Total obligationS..............csccssssseseceenee 3,094 3,126 3,436 
Financing: 
11.00 Offsetting collections from: Federal funds ... EG OC Sead Ocal lanes 
25.00 Unobligated balance lapsing..................s0000 UT cchipkerpee 2501 ip ach SaARS 
40.00 Budget authority (appropriation) .. 3,026 3,126 3,436 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...........c.....sssecceeoe 3,009 3,126 3,436 
72.40  Obligated balance, start of year 384 471 471 
74.40  Obligated balance, end of year.................... —471 —4]] —4]] 
77.00 Adjustments in expired accounts................. BD asteStsipsssh samc kaacnagasarveaseatne 
90.00 ON sca 2,955 3,126 3,436 





* Includes capital investment as follows: 1979, $45 thousand; 1980, $11 thousand; 1981, $12 thousand. 


The Council on Environmental Quality and the Office 
of Environmental Quality analyze important environ- 
mental conditions and trends; review and appraise Fed- 
eral Government programs having an impact upon the 
environment; recommend policies for protecting and im- 
proving the quality of the environment; assist in coordi- 
nating Federal environmental programs which involve 
more than one agency; assist in the preparation of the 
President’s annual report to Congress; and undertake 
special studies and analyses relating to environmental 
issues. 


Object Classification (in thousands of dollars) 














Identification code 11-1453-0-1-802 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent positions.............ccc.sssecssseeesese 1,079 1,088 1,158 
11.3 Positions other than permanent. 485 497 584 
11.5 Other personnel compensation ..............+. 15 30 30 
11.8 Special personal services payments......... 129 110 138 

Total personnel compensation 1,708 1,725 1,910 
12.1 — Personnel benefits: Civilian..............0.. ss 124 138 161 
21.0 — Travel and transportation of persons........... 51 72 70 
22.0 — Transportation Of thingS..........::cccsssssseces 2 2 2 














































































23.1 Standard level user Charges ...........s.ssccsse 199 241 280 
23.2 Communications, utilities, and other rent... 169 185 200 
24.0 — Printing and reproduction................ssssseee 237 230 250 
25.0 — Other Services ..............ssseee 376 446 470 
26.0 Supplies and materials... 98 76 8] 
BLO = BORON Re sats catia Sesbcccsaccevncsccconsonnsans 45 ll 1 
Total direct obligations..................... 3,009 3,126 3,436 
Reimbursable obligations: 
23.2 Communications, utilities, and other rent.... Cbortiickeseed anata 
24.0 — Printing and reproduction.............:sccssssssee OU ~secccxonecesvres sisesccntlenctes 
Total reimbursable obligations............ BO ccsescctatbonn_ rsiarcages 
99.0 Total Obligations............ccscssssseeeeee 3,094 3,126 3,436 
Personnel Summary 
Total number of permanent positionS..................00ee 32 32 32 
Total compensable WOrkYe4YS...........:.:sssscssseesssseesssees 49 49 49 
Full-time equivalent of other positions.................. (16) (16) (16) 
Full-time equivalent of overtime and holiday 
IES os csassennassbscchesndecttveqcacactgticot Rots er reenter’ (1) (1) (1) 
Average GS grade 12.00 12.21 12.21 
Average GS salary $28,366 $31,060 $31,372 
Average salary of ungraded positions ...................000 $43,545 $46,522 $47,724 
Intragovernmental funds: 
CoNSOLIDATED WorRKING FuND 
Program and Financing (in thousands of dollars) 
Identification code 11-3953-0-4-802 1979 actual 1980 est. 1981 est, 
Program by activities: 
Environmental policy development studies 
(total program costs, funded)................ R268 ice cteKy 
Change in selected resources (undelivered 
IU ERER I Fe osc scseeicastaea passes coviohunnssccivvsnnves BU2 Gotan ahha 
10.00 Total obligations (object class 25.0). 4015) cisscakon 
Financing: 
11.00 Offsetting collections from: Federal funds ... RGIS. 1a eRe Sh 
MURINE TMNNTNG sce: svecscccsevsesicaticige.ssesuseostepnadbinn bn bagassitienseven 
Relation of obligations to outlays: 
ERO0) SODREATONSANBINTOUL OBL ccsscosnsessoosscsosccareooss “aSezaahiastartete” “betattbobeatbecte 
72.98 Obligated balance, start of year... 1,998 702 
74.98 Obligated balance, end of year.................0. ate sssecessuantecs 
90.00 RAUTA VS acc ase cee ccs ete ttesicessttteeeiencs 1,296 702 





This fund is for the purpose of administering study 
contracts jointly funded by the Council on Environmen- 
tal Quality and other Federal agencies. 





COUNCIL ON INTERNATIONAL ECONOMIC 
POLICY 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


Program and Financing (in thousands of dollars) 
Identification code 11-1456-0-1-802 


Relation of obligations to outlays: 
71.00 Obligations incurred, net ...........ccccssccssssesees 





1979 actual 1980 est. 1981 est. 
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EXECUTIVE OFFICE OF THE PRESIDENT 


















280 

200 72.40 Obligated balance, start of year................+. Grrr ce 
250 71.00 Adjustments in expired accounts... se ss Pianion preci apict one siemens 
2 Tia. Veterans 
12 : A : 

om The Council’s statutory authority, the International 


Economic Policy Act of 1972, as amended, expired on 
September 30, 1977. 








COUNCIL ON WAGE AND PRICE STABILITY 


3,436 Federal Funds 
— General and special funds: 

SALARIES AND EXPENSES* 
yy *See Part III for additional information. 


49 For expenses necessary for the Council on Wage and Price Stability 
as authorized by the Council on Wage and Price Stability Act of 1974 


















































(16) | [Public Law 93-387 as amended by Public Law 94-78 and Public 
| Law 95-121)] as amended, [$8,483,000] $9,770,000. [ Provided, That 
12 uy no funds appropriated herein shall be available for administrative 
1 12 expenses in connection with enlisting voluntary individual or group 
77 r participation from the public to help monitor the performance of the 
Me Council’s anti-inflationary programs.] (Executive Office Appropri- 
"a ations Act, 1980; additional authorizing legislation to be proposed.) 
Program and Financing (in thousands of dollars) 
\dentifcation code 11-1600-0-1-802 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Program direction and policy :coordina- 
ROOM ee caer secthescascccssccamaecsesttaacecasssesenc 1,047 1,493 1,626 
81 est. 2. Wage and price monitoring 2,161 5,933 6,542 
3. Government operations and research...... 492 1,521 1,602 
Total program costs, funded’ ............ 3,700 8,947 9,770 
Change in selected resources (undelivered 
ae NANT fo cirsds eee Poca ce scicazc saa cusscséntis Ps, nae AON ics ced 
10.00 Total obligations ...............ccsssssssssssssee 4,491 8,947 9,770 
Financing: 
25.00 Unobligated balance lapsing ................-.s000« Ph) See ers SS 
covnnnnnene Budget authority... 4,502 8,947 9,770 
nee Budget authority: 
40.00 Appropriation ..........:sccsscsccsccsssssssssssssssssesssss 4,952 8,483 9,770 
41.00 Transferred to other accounts .................... NOES  Seettant treed etter 
43.00 Appropriation (adjusted) ................ 4,502 8,483 9,770 
44.20 Supplemental for civilian pay 
NUR a es sasastecetts ccsscsetccorsyascstsascnss, ” ccuvessnscensone Wo ccssssstetcntones 
—— Relation of obligations to outlays: 
71.00 Obligations incurred, met ............csscsssesssssen 4,491 8,947 9,770 
study 71240 Obligated balance, start of year..... 78 1,527 1,112 
74.40 Obligated balance, end of year...... — 1,527 =} ,112 — 1,037 
Amen: 77.00 Adjustments in expired account... ee) eee 
90.00 Outlays, excluding pay raise supple- 
MTOM cs cotisctc A dsVosessiactesuaapovmsacts 3,084 8,921 9,822 
IC 91.20 Outlays from civilian pay raise sup- 
NN a ee cas aides descesnbisonnsen 44] 23 





"Includes capital investment as follows: 1979, $576 thousand; 1980, $50 thousand; 1981, $82 thousand. 


, . The Council on Wage and Price Stability, established 
by the President, was authorized by the Council on 
Wage and Price Stability Act of 1974 (Public Law 93- 
387, amended by Public Law 94-78, Public Law 95-121, 
and Public Law 96-10). 

_ The President’s anti-inflation program is to continue 
In 1980 and 1981. The program consists of voluntary 
wage and price guidelines which are designed to lower 
be the rate of inflation without causing undesirable distur- 
_ bances in the economy. 


was 





1981 est 











DOMESTIC POLICY STAFF 
Federal Funds 


61 








The Council’s responsibilities include monitoring pri- 
vate sector wage and price actions along with govern- 
mental actions which affect inflation, and identifying 
areas where compliance is not being achieved. Based on 
the Council’s findings, the administration may take ap- 
propriate action to bring the parties into compliance. 

The Council will also conduct special analyses; hold 
public hearings on inflation; review and appraise var- 
ious policies and practices of the Federal Government 
contributing to inflation; and make recommendations to 
increase productivity and reduce inflationary pressures. 


Object Classification (in thousands of dollars) 























Identification code 11-1600-0-1-802 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent poOsitions..............cccsssecssssees 1,607 6,652 6,836 
11.3 Positions other than permanent 208 161 277 
11.5 Other personnel compensation................. 44 37 38 
11.8 Reimbursable details .................-ssessssees WON) sedice? | ccecnnbdoon 
Total personnel compensation............. 2,440 6,850 7,151 
12.1 Personnel benefits: Civiliah...............cssess00 150 709 738 
21.0 Travel and transportation of persons........... 86 137 356 
23.1 — Standard level user charges ................-..0s 241 296 412 
23.2 Communications, utilities, and other rent... 285 300 317 
24.0 — Printing and reproduction....................ssssse 146 230 298 
25.0 Other Services ..............sees- i 499 290 322 
26.0 Supplies and materials .. = 68 85 94 
cE Eee oe eS 576 50 82 
99.0 Total obligations ................sscecssecessnees 4,491 8,947 9,770 
Personnel Summary 
Total number of permanent positions......................- 233 233 237 
Total compensable workyea'S................+-. Ss 90 245 252 
Full-time equivalent of other positions (15) (10) (13) 





Full-time equivalent of overtime and holiday 
ee Nesnccassssisebsschibicls (2) (2) (2) 


Average ES salary $46,853 $49,767 $49,767 
Average GS grade 11.24 11.24 11.26 
Average GS salary $25,476 $27,060 $27,370 











DOMESTIC POLICY STAFF 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Domestic Policy Staff, including serv- 
ices as authorized by 5 U.S.C. 3109, and 3 U.S.C. 107, and other 
personal services as authorized by 3 U.S.C.’ 107, [$2,600,000] 
$2,968,000. (Executive Office Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 





Wentiicaton cade 11-2200-0-1-802 




















1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Advise and assist the President in the 
development of domestic policy. ............. 2,435 2,430 2,381 
2. Drug ADUSE POiCy...........ce.cscecsseessseesseeeee 426 485 ' 471 
Total program costs, funded.............. 2,861 2,915 2,852 
Change in selected resources (undelivered 
orders) = —319 —193 116 
10.00 Total obligations...............ssssesscssseeees 2,542 2,722 2,968 
Financing: 
25.00 Unobligated balance lapsing ...............+s. h+ <ccxaeeestelh secmmnineele 
Budget authority 0.0... ese 2,544 2,722 2,968 
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General and special funds—Continued 


SALARIES AND ExpeNnses—Continued 
Program and Financing (in thousands of dollars) —Continued 


Mentificatin code 11-2200-0-1-802 











1979 actual 1980 est. 1981 est. 
Budget authority: 
40.00 Appropriation .................:.csscccsssssseessseeess 2,544 2,600 2,968 
44.20 Supplemental for civilian pay raise... ..........ss00 BPP os hs nantes: 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ............sssssssecscen 2,542 2,722 2,968 
72.40  Obligated balance, start of year................. Ks 621 384 291 
74.40 Obligated balance, end of year.................... —384 —291 —275 
77.00 Adjustments in expired accounts................. mB. sete sina or neoeentivinss 
90.00 Outlays, excluding pay raise supple- 
RUDI Sook IN cssccacsicsensacsiesianes 2,757 2,697 2,980 
91.20 Outlays from civilian pay raise sup- 
TPIT ssc Scoosestconsccvotsbeooseecs 7-7 dssssbcuspiesioe 118 4 





The Domestic Policy Staff advises and assists the 
President in the formulation and coordination of na- 
tional domestic policy. 


Object Classification (in thousands of dollars) 



































Identification code 11-2200-0-1-802 1979 actual 1980 est. 1981 est. 
Personnel compensation: 

11.1 Permanent pOSitiOnS.............sscsccssssessesess 1,606 1,757 1,785 
11.3 Positions other than permanent 133 144 142 
11.5 Other personnel compensation ............... 50 54 55 
11.8 Special personal services payments........ 63 44 47 
Total personnel compensation.............. 1,852 1,999 2,029 

12.1 Personnel benefits: Civiliat.............:...ssssece: 138 158 160 
21.0 Travel and transportation of persons 87 90 95 
23.1 Standard level user charges...........ssvseesseseee 235 227 227 
23.2 Communications, utilities, and other rent... 104 105 113 
25.0 Other services............. 31 43 214 
26.0 Supplies and materials 54 70 715 
31,0 RRRMIINONE <p cssecehctesedenkenssskeoootbtcsholcaiooee 40 30 55 
99.0 Total Obligations .............sssssccsssssecceseee 2,542 2,722 2,968 

Personnel Summary 
Total number of permanent positions.............-..sseee: 50 50 50 
Total compensable WOrkyealS...........:-.v0+ 54 55 55 
Full-time equivalent of other positions (4) (4) (4) 
Full-time equivalent of overtime and holiday 

TINS csecssneivreacelbbiontico ed LAE (2) (2) (2) 
Average salary of ungraded positions ..............sss $32,860 $35,466 $36,043 








NATIONAL SECURITY COUNCIL 
Federal funds 


General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary for the National Security Council, including 
services as authorized by 5 U.S.C. 3109, [$3,557,000] $3,725,000. (50 
U.S.C. 402; Executive Office Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 


Kentiication cote 11-2000-0-1-802 
































1979 actual 1980 est. 1981 est 
Program by activities: 
10.00 Policy and operations coordination 
(COStS—ODIigationS) ..........ssscssssssssesssnees 3,521 3,658 3,725 
Financing: 
25.00 Unobligated balance lapsing.............:sss0000 Me aissetoaciises, | avcaetmeeees 
Budget authority... 3,525 3,658 3,725 
Budget authority: 
40.00 Appropriation ...........2.....ccccccssssssesseceessssees 3,525 3,557 3,725 
44.20 Supplemental for civilian pay raises... ...........00 MO i cccancd 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............csssssescee 3,521 3,658 3,725 
72.40 Obligated balance, start of year..... Ne 961 643 651 
74.40  Obligated balance, end of year....... ae —643 —651 —65l 
77.00 Adjustments in expired accounts = G00 \Miwicnttdn) acide 
90.00 Outlays, excluding pay raise supple- 
IN es cccaascrcgrattansaecneanbiads 3,451 3,557 3,717 
91.20 Outlays from civilian pay raise sup- 
BSR cctbacs Ricsietessnscatvecascpactaten, — cop bonstarbarate 93 8 





The National Security Council advises the President 
on the integration of domestic, foreign, and military 
policies relating to national security. 


Object Classification (in thousands of dollars) 









































Identification code 11-2000-0-1-802 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOsitiOns..........sssscccssssesseen 1,651 1,869 1,920 
11.3 Positions other than permanent 194 202 208 
11.5 Other personnel compensation................ 227 227 221 
11.8 Special personal services payments........ 470 480 485 
Total personnel compensation............. 2,542 2,778 2,840 
12.1 Personnel benefits: Civilian..............sscsssece 158 187 192 
21.0 — Travel and transportation of persons........... 110 150 170 
23.1 Standard level user charges.................ss000 239 * 240 240 
23.2 Communications, utilities, and other rent... 67 68 68 
24.0 — Printing and reproduction...............c:.ssesss0 4 5 5 
25.0 Other services ................. fe 252 190 170 
26.0 Supplies and materials . = 44 20 20 
UO) BONING eek cioea. csc Bsc fa leccscspsnrsnovtee 105 20 20 
99.0 Total obligations ...............sssceccsssseeseee 3,521 3,658 3,725 
Personnel Summary 

Total number of permanent positionS..................ssee 64 64 64 
Total compensable workyeaS...............ss00 Ai 80 80 80 
Full-time equivalent of other positions (16) (16) (16) 

Full-time equivalent of overtime and holiday 

IOS osc balbeedeiovissscannsichiptodW onsexesonnssebvaveivten: (18) (18) (18) 
Average GS grade 11.17 11.17 11.17 
Average GS salary $25,797 $28,203 $30,000 











OFFICE OF ADMINISTRATION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary for the Office of Administration, 


[$7,920,000] $12,116,000 including services authorized by 5 U.SC. 
3109 and 3 U.S.C. 107, and hire of passenger motor vehicles. (Execu- 
tive Office Appropriations Act, 1980.) 











1981 





31 est. 





1,920 
208 
221 
485 


2,840 
192 
170 
240 

68 


170 


20 
3,785 


64 
(16) 
(18) 


11.17 
530,000 


ration, 
USC. | 
(Execu- | 






























































































EXECUTIVE OFFICE OF THE PRESIDENT tT. . -6A 
Program and Financing (in thousands of dollars) 22.0 Transportation of things ..................sssssssse 6 itisass.fren ieee 
23.1 Standard level user charges ..................:-0 612 630 845 
identification code 11-0038-0-1-802 1979 actual 1980 est. 1981 est. 23.2 Communications, utilities, and other rent.... 1,079 626 3,285 
ia 24.0 — Printing and reproduction................sessss 454 723 625 
— — 25.0 Other SOrviceS ............ses00000 928 1,634 2,433 
P 26. upplies and materials ... 
1. Directors Off08..ccnnnnsnan 407 552 ‘e ot Gee . = 
2. Personnel management 445 515 550 
3. Financial management....... 501 664 719 Total direct obligations....................0+« 7,432 8,105 12,116 
4. Operations and ServiceS..................000 3,581 3,151 3,493 : ss 
5, Information management.....0.0.0.- 604 1,156 1,206 Reimbursable obligations: 
6. Information systems development... 757 Re eee: Personnel compensation: Permanent posi- 
7. Information systems facilities........... 1,138 592 5,581 tions ......... sseeenneneee 498 
—— — 112.1 _ Personnel benefits: Civilian 43 
Total direct programm .......so.sssssssssssees 7,432 8,105 12,116 21.0 Travel and transportation of persons........... 15 
Reimbursable program..............s-ssssscssseesssnee 2,482 3,980 2,105 23.2 Communications, utilities, and other rent..... 85 
10.00 Total obligations.....cmmmemem ae, eo ee ates 
Financing: 26.0 Supplies and materials ... 10 
11.00 Offsetting collections from: Federal funds...  —2,482 —3,980 RII FEI GN ci sasnsccescsiisoneicnninin’ eihebeatia vs caiaaialal 25 
25.00 Unobligated balance lapsing........,.............. De asain ieee kets S is 
: Total reimbursable obligations............. 2,482 3,980 2,105 
Budget authority... 7,462 8,105 12,116 
99.0 Total obligations .............sscsssssssesseesen 9,914 12,085 14,221 
Budget authority: 
40.00 Appropriation ................cc.ccccsessecsseessseees 7,462 7,920 12,116 
44.20 Supplemental for civilian pay raises...... ss... Fie ssctesncnces Personnel Summary 
Relation of obligations to outlays: Direct: + 
71.00 Obligations incurred, Nt... 7432 8,105 12,116 ‘Total number of permanent posto nnn 139 139 131 
72.40 Obligated balance, start of year ~ - B12, 746 2:59 ‘Vota COnapansal WF OS anc es ro in 
74.40 Obligated balance, end of yea... Vee Ae” ae Full Game equivalent of other positions... (37) (21) (34) 
71.00 Adjustments in expired accounts... Se Tee “erect Full-time equivalent of overtime and holiday 
re Pe oe (5) (5) (5) 
90.00 Outlays, excluding pay raise supple- DNR RII i stessecsciscoovcedessesadsetanessutes 8.88 8.67 8.30 
SI rasa access cae schanccthscageesadtics 6,914 7,128 10,919 PONEGMNE TS SOU sien scicecicesssctnibcssimiconns $20,073 $21,813 $21,223 
91.20 Outlays from civilian pay raise sup- Average salary of ungraded positions................... $30,405 $32,533 $31,852 
DNINTTS Seacisiniscsdssissitcccauicssesce .cosceacccacne 174 ll . 
Reimbursable: 
Note.—Includes $4,820 thousand in 1981 for automated data processing previously financed from: oe ro r= a 7 : _ 
1979 1980 Full-time equivalent of other positions (0) (0) (1) 
Office of Management and Budget, Salaries and expenses................osocssssssssssesseee ; $1,500 $3,980 Full-time equivalent of overtime and holiday 
i y Shans 4 eerie caicacieisindcboess (0) 
This office provides common administrative support Average GS grade 11.05 
and services to units within the Executive Office of the Average GS Salary ........ssscssssssscceesessesesesn $23,940 
President. Included are personnel and financial man- _Average salary of ungraded positions $40,704 


agement; administrative services such as mail distribu- 
tion, messenger services, printing and duplication, and 
procurement; and development of automated informa- 
tion systems. 

In 1979 and 1980, ADP services were provided to 
Executive Office agencies from both appropriated funds 
and reimburements from the users. In 1981, the funds 
préviously appropriated to the Office of Management 
and Budget for reimbursement to the Office of Adminis- 
tration are appropriated to this Office in order to oper- 
ate a new information processing system. This system 
will allow Executive Office users access to the central 
computer and to numerous outside data bases through 
remote terminals. Program development in ADP sys- 
tems will be funded by reimbursements from users. 


Object Classification (in thousands of dollars) 














Identification code 11-0038-0-1-802 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

Ill Permanent POsitions...........sccssssssssesssses 2,950 3,251 3,117 
113 Positions other than permanent ae 375 448 816 
11.5 Other personnel compensation................ 114 124 128 
118 Special personal services payments......... We ccesccttcccessk | Pel cecaanessein 

Total personnel compensation............. 3,451 3,823 4,061 
12.1 Personnel benefits: Civiliath..........scc.ssssosse 295 324 361 
21.0 Travel and transportation of persons............ 21 33 36 














OFFICE OF MANAGEMENT AND BUDGET 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary for the Office of Management and Budget, 
including hire of passenger motor vehicles, services as authorized by 5 
U.S.C. 3109, and not to exceed $2,500 for official reception and repre- 
sentation expenses, [$32,400,000] $32,478,000. (Executive Office Ap- 
propriations Act, 1980.) 


Program and Financing (in thousands of dollars) 











Identification code 11-0300-0-1-802 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Budget revieW............ccsssssssssessesessssnee 6,373 9,679 6,827 
2. National security and international 
NNR eterna cee. 3,780 4,166 4,502 
3. Economics and government................. 2,263 2,751 3,042 
4. Natural resources, energy and sci- 
WR ect ichitdicntetilé 3,170 3,571 3,877 
5. Human resources, veterans and labor 2,308 2,708 2,978 
6. Director's Off1Ce.............cscssssseecesceeesees 2,944 3,703 3,898 
7. Management and regulatory policy..... 4,174 5,288 5,766 
8. Organization studies .............cccccssee 2,450 2,033 1,588 
Total direct program..............ccsssee 27,462 33,899 32,478 
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General and special funds—Continued 
SALARIES AND ExPENSES—Continued 


Program and Financing (in thousands of dollars) —Continued 








Identification code 11-0300-0-1-802 1979 actual 1980 est. 1981 est. 
Reimbursable program: 
8. Organization studies ..............ssssssesse Sis assreciisstiians cement 
10.00 Total program costs, funded—obliga- 
BUOYS scscss cocci ee cscsccssspebsovosussssovsabe 27,495 33,899 32,478 
Financing: 


11.00 Offsetting collections from: Federal funds ... 
25.00 Unobligated balance lapsing...............:ss0++ : 














Budget authority.............. 29,044 33,899 32,478 
Budget authority: 
BO D0 PRM TORTIRTIOINS,oaisscscss ocecscveseesncevsconsisesensss 29,044 32,400 32,478 
44.20 Supplemental for civilian pay raises... ............0000 DDS cisstsssesesaneonss 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............sssccsssseee 27,462 33,899 32,478 
72.40 Obligated balance, start of year................... 3,309 2,656 4,350 
74.40 Obligated balance, end of year.................00 — 2,656 — 4,350 —5,824 
77.00 Adjustments in expired accounts................. NN ce tcsnst aA aes ceieeees 
90.00 Outlays, excluding pay raise supple- 
NMI ssn Ket Pos esepucsschons aarti 26,871 30,755 30,955 
91.20 Outlays from civilian pay raise sup- 
BRETVNNM ocsiasscosessosscsnascecssssenaastesias:. cashetssassnipoass 1,450 49 








Note.—Excludes $4,820 thousand in 1981 for automated data processing activities transferred to Office of Administration, 
Salaries and expenses. Comparable amounts for 1979 ($1,500 thousand) and 1980 ($3,980 thousand) are included above. 

This Office assists the President in the discharge of 
his budgetary, management, and other executive re- 
sponsibilities. 

1. Budget review.—Budget instructions and proce- 
dures are developed, review of agency estimates are 
coordinated, agency financial management plans are re- 
viewed, and the budget document is prepared. 

2-5. National security and international affairs, Eco- 
nomics and government, Natural resources, energy, and 
science, and Human resources, veterans, and labor.— 
Agency programs, budget requests, and management 
activities are examined, appropriations are apportioned, 
proposed changes in agency functions are studied, and 
special studies aimed at establishing goals and objec- 
tives that would result in long- and short-range im- 
provements in the agencies’ financial, administrative, 
and operational management are conducted. 

6. Director’s office.—Executive direction and coordina- 
tion for all Office of Management and Budget activities 
is provided. In this regard, staff support is provided in 
the areas of administration, public affairs, legislative 
reference, congressional relations, economic policy, civil 
rights, and legal affairs. 

7. Management and regulatory policy.—Government- 
wide programs to improve management effectiveness 
are planned and implemented. Policy leadership and 
assistance are given to all agencies in information sys- 
tems, reports clearance, regulatory reform, planning, 
performance evaluation, executive development, and 
other management activities. Improved Federal rela- 
tions with State and local governments and public in- 
terests groups are developed including support of Feder- 
al regional councils and Federal executive boards. 





8. Organization studies.—Provides overall coordina- 
tion and leadership of the President’s reorganization 
efforts with OMB program staff and departments and 
agencies of the executive branch. Assures a public 
awareness of reorganization efforts by inviting com- 
ment and opinion and provides overall document prepa- 
ration, legal research and review of reorganization rec- 
ommendations and conclusions. 


Object Classification (in thousands of dollars) 







































Identification code 11-0300-0-1-802 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent positiOnS.............scscsssssessssssee 16,628 19,005 19,885 
11.3 Positions other than permanent.............. 1,286 1,171 893 
11.5 Other personnel compensation................ 187 229 234 
11.8 Special personal services payments........ 88 70 70 
Total personnel compensation............. 18,189 20,475 21,082 
12.1 Personnel benefits: Civilian................. 1,463 1,655 1,700 
21.0 Travel and transportation of persons 380 440 464 
22:0" TrAatSPORATION: OF THINGS <ciessssaseocossesssseosonsvsc sovonnssbenabies 5 5 
23.1 Standard level user charges................sssess00 2,263 2,734 2,700 
23.2 Communications, utilities, and other rent... 1,226 1,755 1,887 
24.0 — Printing and reproduction 1,311 1,625 1,839 
25.0 Other Services .............sseesee 2,387 4,765 2,356 
26.0 — Supplies and materials... 182 290 290 
SUED EMMMINIIE go osc sescstscvseasonsdipics ts cbessttestirlevcions 61 155 155 
Total direct obligations.................s 27,462 33,899 32,478 
Reimbursable obligations: 
11.3 Personnel compensation: Positions other 
than permanent ............ccccsecsseecsseesseerseees MD ccacrusiesed.. easier 
99.0 Total obligations ...........sssscsccssssseeeesee 27,495 33,899 32,478 
Personnel Summary 
Total number of permanent positionS...............:-ssve 551 571 571 
Total compensable WorkyealS............:-ss-++ 586 630 630 
Full-time equivalent of other positions (43) (72) (72) 
Full-time equivalent of overtime and holiday 
OUTS eater aasicteetaecciene ots (8) (8) (8) 
IRA ESABMAIY cae; evcisoddnscctiieriaias soscanepotetcsaiiieess $47,528 $50,142 $50,142 
IR Cae IN sc vcaes carbines sncsesothosedctystas io ania 11.67 11.62 11.62 
PPEEAEO: Gay SONNY ccsnscscscetctscotveoetesonssssszsssonnssiecsciseess $28,384 $31,270 $31,270 








OFFICE OF FEDERAL PROCUREMENT POLICY 
SALARIES AND EXPENSES 


For expenses of the Office of Federal Procurement Policy, including 
services as authorized by 5 U.S.C. 3109, [$3,000,000: Provided, That 
there shall be transferred from the Department of Defense to the 
Office of Federal Procurement Policy the functions performed by the 
Federal Acquisition Institute, including personnel] $2,700,000. (41 
U.S.C. 410; Executive Office Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 11-0201-0-1-802 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Provide central executive branch leader- 
ship, guidance, and direction for the 
procurement policies and regulations 
employed in the acquisition of goods, 
services, and facilities by the executive 
DOO is scicesosossdie Mebesesesass 
2. Federal Acquisition Institute 


1,943 2,000 1,800 
11 —_=(1,000 900 











10.00 Total program costs funded—obliga- 


2,654 3,000 2,700 
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EXECUTIVE OFFICE OF THE PRESIDENT a ee - 

Financing: Program and Financing (in thousands of dollars) 

25.00 Unobligated balance lapsing.................00 Grech. See ctacese = 
y sang 7 Sn eae Identification code 11-2600-0-1-802 1979 actual 1980 est 1981 est. 
40.00 Budget authority (appropriation) .. 3,000 3,000 2,700 
; - Program by activities: 

Relation of obligations to outlays: 10.00 Science and technology policy analysis and 
71.00 Obligations incurred, Net ...........:.cccssecsseeee 2,654 3,000 2,700 advice (costs—obligations) ............... 2,437 2,712 2,948 
72.40 Obligated balance, start of year.................+. 429 753 753 Financing: 

74.40 Obligated balance, end of year...... — 753 453 ==753 _ . 
77,00 Adjustments in expired accounts il akc. by Wis met he 25.00 Unobligated balance lapsing.....................0. BD mciascceass| beds 
ag Sein iceman 3,042 3,000 2,700 Budget authority... ae T12 2048 

The Office of Federal Procurement Policy is responsi- an meee iy as: sata 2,496 «2,625 2,948 
ble for promoting economy, efficiency, and effectiveness 44.20 Supplemental for civilian mnhe 2: SF e.ceseek 
in the procurement of property and services by and for 
the executive branch. Rie ; ; Relation of obligations to outlays: 

The Federal Acquisition Institute serves as the inter- 71.00 Obligations incurred, net... 2,437 2712 2,948 
agency focal point for promoting and coordinating Gov- 72.40 Obligated balance, start of year... 1,979 1,318 1,030 
ernment-wide planning, development, implementation, aa pe rye = of year... —1318 — —1,030 —978 
and evaluation of programs in procurement, research, . justments in expired accounts =) tke | See : 
education and training, and career development. 90.00 Outlays, excluding pay raise supple- 

PO i sseciagtic pcnaces constancy 3,097 2,913 3,000 

Object Classification (in thousands of dollars) 91.20 Outlays from civilian pay raise sup- 

; PRON occa cccccccceccccacecoeeesisiehs, 1:patssntalitiotss Wel ae 

identification code 11-0201-0-1-802 1979 actual 1980 est 1981 est 
Personnel compensation: x i 

111 Permanent positioNS.......s0:nneme 1,057 1,665 1735 _ The Office of Science and Technology Policy (OSTP) 

113 Positions other than permanent 186 204 173 provides advice to the President concerning policies in 

11.5 Other personnel compensation.......... 3 5 5 science and technology and on the utilization of science 

11.8 Special personal services payments... onvsraeseen 20 20 and technology in addressing important national prob- 

Total personnel compensation.............. 1,246 1,894 1,938 lems. The OSTP operations include support to other 

12.1 Personnel benefits: Civilian ......oeeenre 106 153 154 Executive Office of the President organizations on 

21.0 Travel and transportation of persons.......... 25 44 44 issues with science and technology considerations; 

Se _— level US@r CHA ges .......eessreesseee 120 214 185 review and analysis, with the Office of Management 

. mmunications, utilities, and other rent... 36 86 86 
24.0 Printing and reproduction .............ocssssee 114 188 79 and Budget, of research and development budgets for 
25.0 Other Services ................ 988 389 191 all Federal agencies; coordination of research and devel- 
26.0 Supplies and materials 10 26 26 opment programs of the Federal Government; and 
a he: Bae 6 6 other activities necessary to carry out the duties, func- 
99.0 Total obligations ......cccacsosncssentee 2,654 3,000 2,700 tions, and activities described in Public Law 94-282, the 

Sa ———— National Science and Technology Policy, Organization, 
and Priorities Act of 1976. 
Personnel Summary 
ao é Spe Tt = Object Classification (in thousands of dollars) 
Total number of permanent positions..............:...00e.. 45 45 45 _—_— ——_—__— 
Total COMpeNSAble WOTKYEATS.........esseessee 45 54 54 Identification code 11-2600-0-1-802 1979 actual 1980 est. 1981 est 

Full-time equivalent of other positions (9) (9) (ig = os 

Full-time equivalent of overtime and holiday Personnel compensation: 

I cc EN nese ROG ccccaccencnen (0) (0) (0) 111 Permanent pOsitions............ssssssssssssssssss 741 842 850 
PVMMIICTE SS SOMME 2. cccssnesitlecksconScacesscssasoacesscars $47,500 $50,112 $50,112 11.3 Positions other than permanent = 70 153 155 
WOON GS IU sss ce ceceeccadvvsesinvaccessaveseson 11.66 11.58 11.50 11.5 Other personnel compensation................. 9 13 13 
i lll all a aaa $29,847 $31,045 $30,581 11.8 ~—_—_Special personal services payments....... a8 349 

"D eS vagia ac he Total personnel compensation............. 1,168 1,357 1,367 
12.1 Personnel benefits: Civiliat.................sseee 76 95 96 
21.0 Travel and transportation of persons........... 228 270 283 
22.0 — Transportation of things ...............ssssssssseees 2 5 5 
OFFICE OF SCIENCE AND TECHNOLOGY 23.2 Communications, utilities, and other rent.... 289 287 302 
24.0 — Printing and reproduction 58 35 35 
POLICY 25.0 Other Services ................00 nal §21 604 820 
Federal Funds 26.0 — Supplies and materials sa 46 29 20 
5 S10) ARGRININ 236 eek oe, Be 49 30 20 
General and special funds: : oa 
s 99.0 Total obligations ................ssccccsssseeeeees 2,437 2,712 2,948 
ALARIES AND EXPENSES tie 5 

For necessary expenses of the Office of Science and Technology Personnel Summary 
Policy, in carrying out the purposes of the National Science and — 

Technology Policy, Organization, and Priorities Act of 1976 (42 U.S.C. __ Total number of permanent positions...................00. 23 24 24 

6601 and 6671), hire of passenger motor vehicles, services as author- _ Total compensable workyears on 33 36 36 

ized by 5 U.S.C. 3109, not to exceed [$1,000] $1,500 for official Full-time equivalent of other positions.................. (10) (12) (12) 

reception and representation expenses, and rental of conference Full-time equivalent of overtime and holiday 

Tooms in the District of Columbia, [$2,625,000] $2,948,000. (Depart- OI hace caadaisasaphanscavecsschntegaeaa (0 (1) (1) 
| ment of Housing and Urban Development—Independent Agencies Ap- _ Average ES salary.... w.- $47,500 $49,387 $49,904 
| propriation Act, 1980.) TORO OS: 0 eas cascncacscenntrrssactbuicndeierscesoton 11.31 11.05 11.12 


310-100 0 - go - 5 
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General and special funds—Continued 


SALARIES AND ExpeNses—Continued 
Personnel Summary—Continued 





$28,408 








Piera T SHMY oasis ois Oe cssscsccsnssscosvescssmiscroveiste $26,759 $27,729 
Average salary of ungraded positions ...............s0s $57,500 $60,666 $60,666 
OFFICE OF THE [SPECIAL] UNITED STATES 


TRADE REPRESENTATIVE [FOR TRADE NEGO- 
TIATIONS] 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary for the Office of the [Special] United 
States Trade Representative [for Trade Negotiations], including hire 
of passenger motor vehicles, and services as authorized by 5 U.S.C. 
8109, [$4,000,000] $9,271,000: Provided, That not to exceed 
[$20,000] $40,000 shall be available for official reception and repre- 
sentation expenses. 

(Sec. 111. For an additional amount for “Executive Office of the 
President, Office of the Special Representative for Trade Negotia- 
tions, Salaries and Expenses”, $3,800,000, of which not to exceed 
$15,000 shall be available for official reception and representation 
expenses. ] (Departments of State, Justice, and Commerce, the Judici- 
ary and Related Agencies Appropriation Act, 1980; Public Law 96-123, 
making further continuing appropriations for the fiscal year 1980.) 














Program and Financing (in thousands of dollars) 
Identification code 11-0400-0-1-802 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
Trade policy coordination ................ss0 2,883 8,418 9,271 
Reimbursable program............s..sssescssssessssee ZL | stsdosckrsi s, scahbineatint 
Total program costs, funded? ............ 3,504 8,418 9,271 
Change in selected resources (undelivered 
IB) cocci sc yactess barrrntane cocssese 1A +: scawsis  echeceseas 
10.00 Total ObligationS.............ssscsccsssseesseees 3,320 8,418 9,271 


Financing: 
11.00 Offsetting collections from: Federal funds... 
25.00 Unobligated balance lapsing.................s. 























Budget authority 2,707 8,418 9,271 
Budget authority: 
40.00 Appropriation .............ccccccsssssescssssseesssssseessees 2,707 7,800 9,271 
42.00 Transferred from other AcCOUnts .........cc.ccc0.  ssssessssseeeseee SOD What sss cscsssusks 
43.00 Appropriations (adjusted) .............. 2,707 8,158 9,271 
44.20 Supplemental for civilian pay 
BINOUE itis peicAdnT Ase ikoayns) vy sialdtonnre BE pasivotinsitrges 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...........:...cccssssseees: 2,699 8,418 9,271 
72.40 Obligated balance, start of year... 617 233 483 
74.40 Obligated balance, end of year...... —233 —483 —745 
77.00 Adjustments in expired accounts................. SB as ihaui sien taniidoan ti 
90.00 Outlays, excluding pay raise supple- 
A issrcctnnsaccnacasttenriess 3,035 7,924 8,993 
91.20 Outlays from civilian pay raise sup- 
PUNTENIUN csacistesassonnscscccnrnenariinne uacntutian 244 16 





* Includes capital investment as follows: 1979, $88 thousand; 1980, $122 thousand; 1981, $111 thousand. 


Note.—Includes $270 thousand in 1980 (beginning January 2, 1980) and $360 thousand in 1981 for activities previously 
financed from (in thousands of doliars) : 


1979 1980 
Department of State: 
RSMMINTCS: INCL RDONGOS sss ciosopsorssevanstasssectcssvectetrrccrecbotstansges 88 22 
International organizations and conferenceS...............ss00 250 60 
Department of the Treasury: 
SEM ICS GUL QHIOIIOS a cesssssnesssscovsscocanssvocscnossorsonssessonsces 111 30 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 


Reorganization Plan No. 3 of 1979 redesignated the 
Special Representative for Trade Negotiations as the 
United States Trade Representative, and strengthened 
his mandate to supervise and coordinate U.S. foreign 
trade policy. In addition to his ongoing responsibilities, 
the Trade Representative has policy and negotiating 
responsibility for direct investment, trade in commod- 
ities and energy, export expansion, and East-West 
trade. In addition, the Trade Representative conducts 
U.S. affairs relating to the General Agreement on Tar- 
iffs and Trade. 


Object Classification (in thousands of dollars) 

































































Identification code 11-0400-0-1-802 1979 actual 1980 est. 1981 est 
Direct obligations: 
Personnel compensation: 
aD Permanent positiOns............cccsssesesesssees 1,361 3,156 4,020 
13 Positions other than permanent 204 445 475 
11.5 Other personnel compensation................ 71 167 175 
11.8 Special personal services payments........ 86 268 250 
Total personnel compensation............. 1,722 4,036 4,920 
12.1 — Personnel benefits: Civilian..............sssee 134 402 §22 
21.0 — Travel and transportation of persons........... 128 750 816 
22:0 TEANRDOFIBTIN CP EIMIGS sicisessinsvssivcsopeaonessceo,._ xsdtentunnsesenes 117 Hi 
23.1 Standard level user charges ..............ssssssse 132 263 41g 
23.2 Communications, utilities, and other rent... 178 1,268 1,404 
24.0 — Printing and reproduction.................... sis 239 110 120 
25.0 Other services..............000 Stes 17 1,223 830 
26.0 — Supplies and materials . st 59 127 110 
SEW. — SEMIN NOC esrecceseitasioveyeivien ts ssesuisveasesiaivseecee - 88 122 lll 
Total direct obligations..............ssses 2,699 8,418 9,271 
Reimbursable obligations: of 
23.1 Standard level user charges.............sscssse BY Seah ANE LONI nat 
ZE0: GUO SEINIOES ssscsiciasSetsconsrsssesssidssonsicstootens SHG) ORR ccaken 
Total reimbursable obligations............ 621 sevannentnns—_ sernsnnan 
99.0 Total obligations .....cacsnsotntontnene 3320 8,418 9271 
Personnel Summary 
Total number of permanent positions..................00 42 116 116 
Total compensable workyearS............sssss0e ae 42 103 132 
Full-time equivalent of other positions (11) (12) (12) 
Full-time equivalent of overtime and holiday 
DI i src tesevavscisacssnnzoentirouaapaderenioe (3) (4) (4) 
POV ES SONNE G  csccssicscscaxsasteroeoccassaudongnsieeectpoproonce $47,385 $49,725 $49,725 
Average GS grade... 10.33 11.22 11.22 
Average GS Salary.........cssccsssssesssssssssnseees wu. $24,563 $28,597 $29,455 
Average salary of ungraded positions ..........ssssssesee $16,390 $16,390 $16,390 








SPECIAL ACTION OFFICE FOR DRUG ABUSE 
PREVENTION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


Program and Financing (in thousands of dollars) 











Identification code 11-1455-0-1-554 1979 actual 1980 est. 1981 est 
Financing: 

21.40 Unobligated balance available, start of year —21 —2l 

24.40 Unobligated balance available, end of year.. Ob Pakiinctatoock 

25.00 Unobligated balance lapsing...........ccccccsees  sssseecsssseeeees 21 








Budget authority... 
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981 est. 
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Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............ssccsseseee 
72.40 Obligated balance, start of year................... 561 134 








74.40 Obligated balance, end of year........ Ua -chicstie clin 
77.00 Adjustments in expired accounts ASO resi cscaisitthi 
90.00 eee a raneta ciate aeae 196 eee? eee, 





The Special Action Office for Drug Abuse Prevention 
was established by the Drug Abuse Office and Treat- 
ment Act of 1972. It was terminated on June 30, 1975. 





SPECIAL FuNpD For DruG ABUSE 


Program and Financing (in thousands of dollars) 














Identification code 11-3455-0-1-554 1979 actual 1980 est. 1981 est. 
Relation of obligations to outlays: 

BE OU es CEMGARIONS: WICUNTERL,. TVOK iss cusigss baci cotscouscoc\ osdeosntstasecza, | staveteceevesies 

72.40 Obligated balance, start of year. 1,481 138 

74.40 Obligated balance, end of year........ sd NNR aticssssamas 

77.00 Adjustments in expired accounts................. — 299 senagnonenen — 

90.00 NONIINSE e tecreecrvtsescgersstececc se ceesess 1,044 ROO es ckawcrcreere 





The Special Action Office for Drug Abuse Prevention, 
established by the Drug Abuse Office and Treatment 
Act and terminated on June 30, 1975, provided funds 
from the special fund to other Federal agencies as an 
incentive to develop effective and innovative drug abuse 
prevention programs. 





TITLE VI—GENERAL PROVISIONS 


DEPARTMENTS, AGENCIES, AND CORPORATIONS 


Sec. 601. Unless otherwise specifically provided the maximum 
amount allowable during the current fiscal year in accordance with 
section 16 of the Act of August 2, 1946 (60 Stat. 810), for the purchase 
of any passenger motor vehicle (exclusive cf buses and ambulances), is 
hereby fixed at [$3,400] $4,300 except station wagons for which the 
maximum shall be [$3,800] $4,700: Provided, That these limits may 
be exceeded by not to exceed $1,700 for police-type vehicles, and by 
not to exceed $3,600 for special heavy-duty vehicles: Provided further, 
That the limits set forth in this section shall not apply to electric or 
hybrid vehicles purchased for demonstration under the provisions of 
the Electric and Hybrid Vehicle Research, Development, and Demon- 
stration Act of 1976. 

Sec. 602. Unless otherwise specified during the current fiscal year 
no part of any appropriation contained in this or any other Act shall 
be used to pay the compensation of any officer or employee of the 
Government of the United States (including any agency the majority 
of the stock of which is owned by the Government of the United 
States) whose post of duty is in continental United States unless such 
person (1) is a citizen of the United States, (2) is a person in the 
service of the United States on the date of enactment of this Act, 
who, being eligible for citizenship, has filed a declaration of intention 
to become a citizen of the United States prior to such date and is 
actually residing in the United States, (3) is a person who owes 
allegiance to the United States, (4) is an alien from Cuba, Poland, 
South Vietnam, or the Baltic countries lawfully admitted to the 
United States for permanent residence, or (5) South Vietnamese, 
Cambodian and Laotian refugees paroled into the United States be- 
tween January 1, 1975, and the date of enactment of this Act: Pro- 
vided, That for the purpose of this section, an affidavit signed by any 
such person shall be considered prima facie evidence that the require- 
ments of this section with respect to his status have been complied 
with: Provided further, That any person making a false affidavit shall 
be guilty of a felony, and, upon conviction, shall be fined not more 
than $4,000 or imprisoned for not more than one year, or both: 
Provided further, That the above penal-clause shall be in addition to, 
and not in substitution for any other provisions of existing law: 








Provided further, That any payment made to any officer or employee 
contrary to the provisions of this section shall be recoverable in 
action by the Federal Government. This section shall not apply to 
citizens of Israel, the Republic of the Philippines or to nationals of 
those countries allied with the United States in the current defense 
effort, or to temporary employment of translators, or to temporary 
employment in the field service (not to exceed sixty days) as a result 
of emergencies. 

Sec. 603. Appropriations of the executive departments and inde- 
pendent establishments for the current fiscal year available for ex- 
penses of travel or for the expenses of the activity concerned, are 
hereby made available for quarters allowances and cost-of-living 
allowances, in accordance with 5 U.S.C. 5922-5924. 

Sec. 604. No part of any appropriation for the current fiscal year 
contained in this or any other Act shall be paid to any person for the 
filling of any position for which he or she has been nominated after 
the Senate has voted not to approve the nomination of said person. 

Sec. 605. Funds made available by this or any other Act for admin- 
istrative expenses in the current fiscal year of the corporations and 
agencies subject to the Government Corporation Control Act, as 
amended (31 U.S.C. 841) shall be available, in addition to objects for 
which such funds are otherwise available, for rent in the District of 
Columbia; services in accordance with 5 U.S.C. 3109; and the objects 
specified under this head, all the provisions of which shall be applica- 
ble to the expenditure of such funds unless otherwise specified in the 
Act by which they are made available: Provided, That in the event 
any functions budgeted as administrative expenses are subsequently 
transferred to or paid from other funds, the limitations on adminis- 
trative expenses shall be correspondingly reduced. 

Sec. 606. Pursuant to section 1415 of the Act of July 15, 1952 (66 
Stat. 662), foreign credits (including currencies) owed to or owned by 
the United States may be used by Federal agencies for any purpose 
for which appropriations are made for the current fiscal year (includ- 
ing the carrying out of Acts requiring or authorizing the use of such 
credits), only when reimbursement therefor is made to the Treasury 
from applicable appropriations of the agency concerned: Provided, 
That such credits received as exchange allowances or proceeds of 
sales of personal property may be used in whole or part payment for 
acquisition of similar items, to the extent and in the manner author- 
ized by law, without reimbursement to the Treasury. 

Sec. 607. (a) No part of any appropriation contained in this or any 
other Act, or of the funds available for expenditure by any corpora- 
tion or agency, shall be used for publicity or propaganda purposes 
designed to support or defeat legislation pending before Congress. 

(b) No part of any appropriation contained in this Act shall be 
available for the payment of the salary of any officer or employee of 
the United States Postal Service who— 

(1) prohibits or prevents, or attempts or threatens to prohibit or 
prevent, any officer or employee of the United States Postal Service 
from having any direct oral or written communication or contact with 
any Member or committee of Congress in connection with any matter 
pertaining to the employment of such officer or employee or pertain- 
ing to the United States Postal Service in any way, irrespective of 
whether such communication or contact is at the initiative of such 
officer or employee or in response to the request or inquiry of such 
Member or committee; or 

(2) removes, suspends from duty without pay, demotes, reduces in 
rank, seniority, status, pay, or performance or efficiency rating, 
denies promotion to, relocates, reassigns, transfers, disciplines, or dis- 
criminates in regard to any employment right, entitlement, or bene- 
fit, or any term or condition of employment of, any officer or employ- 
ee of the United States Postal Service, or attempts or threatens to 
commit any of the foregoing actions with respect to such officer or 
employee, by reason of any communication or contact of such officer 
or employee with any Member or committee of Congress as described 
in paragraph (1) of this subsection. 

Sec. 608. No part of any appropriation contained in this or any 
other Act, shall be available to finance interdepartmental boards, 
commissions, councils, committees, or similar groups under section 
214 of the Independent Offices Appropriations Act, 1946 (31 U.S.C. 
691) which do not have prior and specific congressional approval of 
such method of financial support. 

Sec. 609. Appropriations available to any department or agency 
during the current fiscal year for necessary expenses, including main- 
tenance or operating expenses, shall also be available for payment to 
the General Services Administration for charges for space and serv- 
ices and those expenses of renovation and alteration of buildings and 
facilities which constitute public improvements, performed in accord- 
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ance with the Public Buildings Act of 1959 (73 Stat. 749), the Public 
Buildings Amendments of 1972 (86 Stat. 216), or other applicable law. 

Sec. 610. Funds made available by this or any other Act to (1) the 
General Services Administration, including the fund created by the 
Public Buildings Amendments of 1972 (86 Stat. 216), and (2) the 
“Postal Service Fund” (39 U.S.C. 2003), shall be available for employ- 
ment of guards for all buildings and areas owned or occupied by the 
United States or the Postal Service and under the charge and control 
of the General Services Administration or the Postal Service, and 
such guards shall have, with respect to such property, the powers of 
special policemen provided by the first section of the Act of June 1, 
1948 (62 Stat. 281; 40 U.S.C. 318), but shall not be restricted to certain 
Federal property as otherwise required by the proviso contained in 
said section, and, as to property owned or occupied by the Postal 
Service, the Postmaster General may take the same actions as the 
Administrator of General Services may take under the provisions of 
sections 2 and 3 of the Act of June 1, 1948 (62 Stat. 281; 40 U.S.C. 
318a, 318b) attaching thereto penal consequences under the authority 
and within the limits provided in section 4 of the Act of June 1, 1948 
(62 Stat. 281; 40 U.S.C. 318c). 

Sec. 611. No part of any appropriation contained in, or funds made 
available by this or any other Act, shall be available for any agency 
to pay to the Administrator of the General Services Administration a 
higher rate per square foot for rental of space and services (estab- 
lished pursuant to section 210(j) of the Federal Property and Adminis- 
trative Services Act of 1949, as amended) than the rate per square 
foot established for the space and services by the General Services 
Administration for the current fiscal year and for which appropri- 
ations were granted. 

Sec. 612. None of the funds available under this or any other Act 
shall be available for administrative expenses in connection with the 
designation for construction, arranging for financing, or execution of 
contracts or agreements for financing or construction of any addition- 
al purchase contract projects pursuant to section 5 of the Public 
Buildings Amendments of 1972 (Public Law 92-313) during the period 
beginning October 1, 1976, and ending September 30, [1980] 1987. 

(Sec. 613. (a) No part of any of the funds appropriated for the 
fiscal year ending September 30, 1980, by this Act or any other Act, 
may be used to pay the salary or pay of any individual in any office 
or position in an amount which exceeds the rate of salary or basic 
pay payable for such office or position on September 30, 1979, by 


more than the overall average percentage increase in the General 
Schedule rates of basic pay, as a result of any adjustments which take 
effect during such fiscal year under section 5343 of title 5, United 
States Code, if such adjustment is granted pursuant to a wage survey 
(but only with respect to prevailing rate employees described in sec- 
tion 5342(a)(A) of that title).] 

[(b) The limitations on the availability of funds imposed by this 
section shall not restrict the payment of any rate of basic pay which 
does not exceed $4.22 per hour, if such rate of basic pay would be 
payable were it not for this section.] 

[(c) For the purpose of administering any provision of law, rule, or 
regulation which provides premium pay, retirement, life insurance, or 
any other employee benefit, which requires any deduction or contri- 
bution, or which imposes any requirement or limitation, on the basis 
of a rate of salary or basic pay, the rate of salary or basic pay payable 
after the application of this section shall be treated as the rate of 
salary or basic pay.] 

(Sec. 614. None of the funds available under this Act may be used 
to carry out any revenue ruling of the Internal Revenue Service 
which rules that a taxpayer is not entitled to a charitable deduction 
for general purpose contributions which are used for educational 
purposes by a religious organization which is an exempt organization 
as described in section 170(c)(2) of the Internal Revenue Code of 
1954.J 

[Sec. 615. None of the funds available under this Act may be used 
to carry out proposed revenue procedure 4830-01-M of the Internal 
Revenue Service entitled “Proposed Revenue Procedure on Private 
Tax-Exempt Schools” (44 F.R. 9451 through 9455, February 13, 1979, 
F.R. Document 79-4801), and proposed revenue procedure 4830-01 of 
the Internal Revenue Service entitled ‘‘Proposed Revenue Procedure 
on Private Tax-Exempt Schools” (43 F.R. 37296 through 37298, August 
22, 1978, F.R. Document 78-23515), or parts thereof. ] 

[Sec. 616. It is the sense of the Congress that, upon the sale of the 
estate known as Casa Pacifica located in San Clemente, California, 
former President Richard M. Nixon should reimburse the United 
States for the original cost of any construction, renovation, improve- 
ments, equipment or articles paid for by the Federal Government of 
the United States, or for the amount by which they have increased 
the fair market value of the property, as determined by the Comptrol- 
ler General of the United States, as of the date of sale, whichever is 
less.] 
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APPALACHIAN REGIONAL DEVELOPMENT 
PROGRAMS 


Federal Funds 
General and special funds: 
APPALACHIAN REGIONAL DEVELOPMENT PROGRAMS 


For expenses necessary to carry out the programs authorized by the 
Appalachian Regional Development Act of 1965, as amended, except 
expenses authorized by section 105 of said Act, including services as 
authorized by 5 U.S.C. 3109, and hire of passenger motor vehicles, to 
remain available until expended, [[$356,500,000] $368,800,000 of 
which $229,000,000 shall be available for the Appalachian Develop- 
ment Highway System. (Energy and Water Development Appropriation 
Act, 1980; additional authorizing legislation has been proposed for 
$198.800,000.) 


Program and Financing (in thousands of dollars) 






































Identification code 11-0090-0-1-452 1979 actual 1980 est. Islet 
Program by activities: 
1. Appalachian Development Highway 
RIMMER ccscsvcasssctastszecoeaseevssecectosiveaies 183,633 230,475 229,000 
2. Area development programs...................- 103,163 143,239 132,000 
3. Research and local development district 
program 9,365 8,141 7,800 
WAG Sil daclalesttee eedoctctinan 148 eer fee... 
Total program costs, funded.............. 296,308 391,855 368,800 
Change in selected resources (undelivered 
I ccc csacs cacy yinusntacsassasssdaaseeaceesusvises : OG SIS sssissiatate arzacncettcinecit 
10.00 Total obligations ............ccscccsssssseessee 365,126 391,855 368,800 
Financing: 
17.00 Recovery of prior year obligations............... OT A ee ee ee 
21.40 Unobligated balance available, start of year  —19,208  —35,355 oes 
23.40 Unobligated balance transferred to other 
OCR aacsssstshecs Sista Sat cdinbnscioponGitlons Me ee 
24.40 Unobligated balance available, end of year. TOs ws aeieorstsets,. lass beretsedsneose 
Budget authority ..........0..... 378,700 356,500 368,800 
Budget authority: 
40.00 Appropriation ...........s.ssssssssssssssssssesssssesseeseee 368,700 356,500 368,800 
42.00 Transferred from other accounts UNUM  scctcrniccsniecs peveepmedias 
43.00 Appropriation (adjusted) ................ 378,700 356,500 368,800 
Relation of obligations to outlays: 
71.00 Obligations incurred, net.............. 362,476 391,855 368,800 
712.40 Obligated balance, start of year... 692,863 752,294 843,349 
74.40 Obiigated balance, end of year... —152,294 —843,349 —881,149 
90.00 RIMUINS cscs cles ahi scepcctaeneetpetpsouat 303,046 300,800 331,000 





This appropriation establishes a framework of joint 
Federal and State efforts to provide the basic facilities 
essential to economic growth in Appalachia. Program 
investments made in the Appalachian region are con- 
centrated in areas with significant potential for future 
growth. The States, acting through the Appalachian 
Regional Commission, are responsible for recommend- 
ing local and State projects within their borders for 
assistance under this program. Authorizing legislation 
to extend and to improve the program is pending. 

1. Appalachian Development Highway System.—The 
Appalachian Development Highway System including 
local access roads is designed to improve the accessibil- 


FUNDS APPROPRIATED TO THE PRESIDENT 


ity of Appalachia; to reduce highway transportation 
costs to and within Appalachia; and to provide the high- 
way transportation facilities necessary to accelerate the 
overall development of Appalachia. The budget for 1981 
provides $229 million for highway construction. 

The cumulative status of the system of roads, includ- 
ing mileage prefinanced by the States, follows: 




















Development system miles (cumulative): 1979 actual 1980 estimate 1981 estimate 
I ON oo ccenccevssesacs 1,778 1,855 1,925 
Prefinanced miles included ... (34) (45) (45) 
eeu ee ES 1,519 1,680 1,755 

Access roads (cumulative): 

WT CONC isc iiscsscscseeebiniccentanstnins 692 780 850 
PN NK sccccr ern crscoacescleom redone. 611 660 680 
Funds committed (cumulative—in thousands of 
dollars) : 
Development highway...............c:ssssessssseecsssesesssees 2,204,547 2,407,500 2,622,500 
ACROSS TORUS isis: “5 122,464 148,000 160,000 
Administration and other ds 15,514 17,500 19,500 
PreTMannced Dy: Sta00S aan. ccssaisasasecsasscoccscccscenese 116,759 176,000 176,000 
NN ecci taee cctieee  eSS 2,459,284 2,749,000 2,978,000 
Annual obligations (thousands) ...............:-.ssssseses00 233,000 230,475 229,000 


2. Area development programs.—Funds are provided 
for a single allocation to each of the Appalachian States 
for projects aimed primarily at providing the basic facil- 
ities essential to the region’s growth and economic de- 
velopment, particularly in the areas of health, educa- 
tion, and community development facilities. The budget 
for 1981 provides $132 million for these projects. 

During 1981 continued emphasis will be placed on 
conducting area development activities by an allocation 
system permitting a high degree of State flexibility in 
the kind of projects undertaken. These projects will be 
of the following types with approximate workload for 
approved projects as follows: 

(a) Health and child development.—Grants are made 
for the construction, equipping, and operations of multi- 
county demonstration health facilities, including hospi- 
tals, regional health diagnostic or treatment centers, 
and other facilities. In addition, grant support is pro- 
vided for primary care and child development programs 
throughout the region. The 1981 program approval level 
will be slightly below 1980. 





1979 actual 1980 estimate 1981 estimate 
Health operations, new projects...............sssssssseeeees 43 55 55 
Health operations, continuations 83 70 65 
CONN i ocicstsctneencicneresis 42 30 30 
Child development, new projects 37 44 50 
Child development, continuations 113 87 77 
Obligations (thousands) ...........ccccsssssssssssssseseseseeseee $26,324 $30,183 $23,300 


(b) Vocational and other education facilities and oper- 
ations.—Grants are made to States and local districts 
within the Appalachian region for the construction and 
equipment of vocational education facilities, and in lim- 
ited cases, for operations and demonstration projects. 
Supplementary grants are also provided for community 
colleges, libraries, and educational television projects. 
These facilities are key elements for the training and 
upgrading of potential and existing labor force entrants 
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in skills required in commercial and other vocations. 
Grants are administered through the Office of Educa- 
tion. Increased demonstration grants for improving 
basic education skills will be offset by decreased voca- 


tional facilities grants in 1981. 


1979 actual 1980 estimate 1981 estimate 
Vocational education construction and equipment..... 


Vocational education operation and demonstration... 36 40 40 





Other education facilities and equipment.................. 16 12 10 
Other education demonstration...............c:sccssseesseeees 44 50 58 
Obligations (thouSANdS) ............cccssssesssseecssneesesseeeese $27,099 $24,049 $21,800 


(c) Community development and housing facilities.— 
Grants are made for the construction and equipping of 
development facilities such as water and sewer systems, 
sewage treatment facilities, recreation facilities, indus- 
trial sites and housing to assist in providing economic 
development opportunities. Grants may be supplemen- 
tary to other Federal grants or when sufficient Federal 
funds are unavailable be provided entirely by this pro- 
gram. The total Federal contribution may not exceed 
80%. Increased emphasis will be placed in 1981 on 
grants to increase the housing supply. 


1979 actual 1980 estimate 1981 estimate 
Water and sewer SYStEMS.............-sscscssessssecssesssseeese 91 85 85 
Waste treatment 29 28 31 
Recreation and tourism 16 16 16 
Community improvement 15 10 10 
Industrial site development 20 25 27 
State housing grants 12 13 13 
OG Se eet 3 5 5 
Obligations (thousands) $57,810 $59,916 $62,100 





(d) Energy and enterprise development.—Grants are 
made to State agencies for establishing State energy 
and enterprise development revolving funds and for 
energy and business development grants to improve 
conservation and coal utilization. 

1979 actual 


1980 estimate 1981 estimate 


Energy demonstrations ..............c:ssessssessssessseessseesseees 

Energy-related enterprise development .. 9 15 20 
Enterprise development ............c::ssssssescsssssesesssssseeesees 16 25 30 
SHARD MORN) TUM SITGUNS scares scuccsisassdevestacdpecootsosissevss ts / (xsstssanceorstnn 13 13 
Obligations (in thousands) ..........scccscsssscssecsssecsessseeee $4,509 $9,461 $13,200 


(e) Environment and natural resources.—Grants are 
made for solid waste disposal, mine area restoration, 
environmental improvement projects and agriculture 
and forestry improvement as follows: 





1979 actual 1980 estimate 1981 estimate 
Solid waste disposal... 16 20 20 
BNI sey assdockssc Gvsssearbos cass 9 8 12 
Obligations (in thousands) $2,525 $12,246 $3,600 





(f) Other programs.—Limited programs of grants to 
stimulate craft centers, assist in meeting rural trans- 
portation problems of the region, and to provide techni- 
cal assistance to States are provided. 





1979 actual 1980 estimate 1981 estimate 
AFIS INL OTITIS OPINIONS os scasysintcpdeesvosnsnasasveispncsibenvesp 
Rural transportation demonstration projects... 9 10 12 
Technical assistance grants ..............sssecsccssses 34 40 45 
Obligations (thousands) ..........sssssssssssssssssssssssssssee $4,369 $5,405 $6,200 


3. Research and local development district program.— 
Planning assistance is provided through grants to mul- 
ticounty local development districts and for research 
and technical assistance projects. The program level for 
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local development districts will increase by about $300 
thousand in 1981. 



















































































1979 actual 1980 estimate 1981 estimate 
Planning districts aided............sssscsssssssccssssecsesssseesses 69 69 
Research projects............. 61 65 60 
Obligations (thousands) $7,396 $8,141 $7,800 
Object Classification (in thousands of dollars) 
Identification code 11-0090-0-1-452 1979 actual 1980 est. 1981 est. 
APPALACHIAN REGIONAL COMMISSION 
25.0 Other SOrviceS ...........sssscsseecsssesessseeens 846 228 292 
41.0 — Grants, subsidies, and contributions 26,637 nd 45,376 48,355 
Total obligations, Appalachian Re- 
gional CommisSiON .............-sssssee 27,483 45,604 48,647 
ALLOCATION ACCOUNTS 
Personnel compensation: 
11.1 Permanent positions.................ssee 1,903 2,012 1,980 
11.3 Positions other than permanent... BOp. sncecanistnrs.ctr asta 
11.5 Other personnel compensation................ 10 asta 4 7 3 
Total personnel compensation............. 1,949 2,016 1,983 
12.1 Personnel benefits: Civilian............ssssssse 187 188 186 
21.0 — Travel and transportation of persons........... 168 178 214 
22.0 Transportation of thingS.............:sssesessese 23 l l 
23.2 Communications, utilities, and other rent... 78 91 89 
24.0 — Printing and reproduction................sccsssee 8 ll 10 
25.0) x COUNT, SORVICES ciccsoscninsstisyscsChasosensssctesesosnscten 258 349 328 
26.0 Supplies and materials .................ssccccsseecsnee 15 15 13 
DEO EIMUNDITVGRTL scoesccioscesschcsesict oaqssntescteesttocovecsees 26 ll 10 
41.0 Grants, subsidies, and contributions............. 334,932 343,391 317,319 
Total obligations, allocation accounts . 337,644 346,251 320,153 
99.0 Total obligations .....cccsosotnrsseeee 365,126 391,855 368,800 
Obligations are distributed as follows: 
Appalachian Regional Commission ................svs- 27,483 45,604 48,647 
Department of Agriculture 23,768 19,184 19,975 
Department of Commerce..... 11,014 9,815 7,100 
Department of Defense......... 250 OD iu... dee 
Department OF EGUCALION ..scsecssicdscsccssescsesscsadsectes | avssrduedheibivts 21,796 20,152 
Department of Health and Human Services..........  ..escsscessseees 31,339 24,476 
Department of Health, Education, and Welfare..... SOND»... sitoinceirt cota 
Department of Housing and Urban Development... 10,265 9,550 9,850 
Department of the Interior ..............sccccsseesssseccssees 2,263 12,242 2,750 
Department Of JUSTICE .............secssessseecseecssecsneeesee 210 li 
Department of Transportation...............ssscsssseee 232,375 229,575 228,100 
Environmental Protection Agency................sssssee 3,224 6,450 7,150 
National Endowment for the Arts ...........ssssscscssse LOD 22 siceaicnicnig conten 
National Science Foundation............sssssecccssseees Me” ssessscaacistarse: .. GestCSEE 
Personnel Summary 
ALLOCATION ACCOUNTS 
Total number of permanent positions...................00«. 120 98 9§ 
Total compensable WOrkyealS...........:.sseecssecsssecsseessees 95 88 85 
Full-time equivalent of other positions.................. (3) (0) (0) 
Full-time equivalent of overtime and holiday 
Bin ES sesssssmrcsasstvesteranrscsstigsesseiownistesnhenneeia (0) (0) (0) 
Average. Gy grade ss ec Ad ddestascodousoaones 9.90 10.04 10.06 
AOTRG OSSHMY BK A. A iec $22,029 $24,708 $24,715 
Average salary of ungraded positions .................+0 $17,909 $19,377 $19,377 
Public enterprise funds: 
APPALACHIAN HousinGc FuNpD 
Program and Financing (in thousands of dollars) 
Identification code 11-4190-0-3-452 1979 actual 1980 est. 1981 est 
Program by activities: 
Program cost, funded: State housing as- 
SISERINCE BV AIUS osc cen csncansnnovesnceenseee 1,302 1,350 mM 
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FUNDS APPROPRIATED TO THE PRESIDENT a 71 
Change in selected resources (undelivered Program and Financing (in thousands of dollars) 
RN 5 AE TE oa iY sais == hkes —1,196 —14]7 
ae > Identification code 11-0039-0-1-453 1979 actual 1980 est. 1981 est 
10.00 Total obligations ...........scc.ccsssseecsssseees 179 WSOC 
paths Program by activities: 
Financing: sss 
14.00 Offsetting collections from: Non-Federal v— costs, funded: Aid to declared 353,365 193.287 355,570 
eile Siti “A neat hak tb lasso nslssssennaceiosasis to ; ; , 
ammne : Change in selected resources (undelivered 
21.98 Unobligated balance available, start of Wa So 20,000 20,000 20,000 
year: FUNG balance .............sssseccsssseeecesene —180 SS ee 
24.98 Unobligated balance available, end of year: 10.00 Total Obligations ............ccccssssseseceeees 373,365 213,287 375,570 
Fund balance saranenpainsnenggibanesanEsteckecessapvig ’ 4 spsecbebcegnniee ngs sesPieresperarees Financing: 
: 21.40 Unobligated balance available, start of year —6,280 — 19,687 nnn..eeneeneeeee 
Budget authority nn aeerrrnnee sernnnnnn Sete en a eee 24.40 Unobligated balance available, end of year.. BGO cc, ceenoenons 
Relation of obligations to outlays: 40.00 Budget authority (appropriation) .. 386,772 193,600 375,570 
71.00 Obligations incurred, net ................sssceccsee 176 | Petr ree 
72.98 Obligated balance, start of year: Fund bal- Relation of obligations to outlays: 
GI rece Fieise castes sdrealeccbecrsnnacaace 3,058 1,943 747 71.00 Obligations incurred, met ..........ccccceeesee 373,365 213,287 375,570 
74.98 Obligated balance, end of year: Fund bal- 72.40 Obligated balance, start of year..... 349,411 445,784 417,674 
Mawar ctl. tei cw) —1,943 RAT sel We NBS 74.40 Obligated balance, end of year.................... —445,784 —417,674 —543,018 
oii? Prbipi 6) 2 Bu aay 1. 1,291 1,200 747 90.00 ee ee Se 276,992 241,397 += 250,226 
Note.—Excludes the following amounts for activities transferred to Hazard mitigation and disaster assistance, Federal 
Status of Direct Loans (in thousands of dollars) Emergency Management Agency. sii 
Cumulative balance of direct loans out- — Si TERRE AE a Nord cod hs Se 1208 
standing: A / . : i : 
2100 Outstanding, start of year 578 499 179 Federal disaster assistance is a nationwide program 
2400 Repayments, prepayments, loan sales.......... —3 SI as operated pursuant to the Disaster Relief Act of 1974 
2500 — Write-offs for default...........cososssesssssceessne eon —119 (Public Law 93-288). Supplementary assistance is pro- 
2900 Outstanding, end Of Year ....nncenesenne 499 ma oars vided to individuals, businesses, and State and local 





Housing program grants are being funded from the 
Appalachian regional development program appropri- 
ations and this housing fund will be closed out. 


Object Classification (in thousands of dollars) 


governments in the event of a Presidentially declared 
emergency or major disaster. Additionally, funds may 
be made available directly to a State, or to Federal 
agencies as reimbursement for expenditures in disaster 
relief work performed under this authority. 


Object Classification (in thousands of dollars) 













































































Identification code 11-4190-0-3-452 1979 actual 1980 est 1981 est. Identification code 11-0039-0-1-453 1979 actual 1980 est. 1981 est. 
250) QUNGE GRIN oo ee cee 177,348 101,311 178,395 
APPALACHIAN REGIONAL COMMISSION 41.0 Grants, subsidies, and contributions............ 196,017 111,976 197,175 
41.0 Grants, subsidies, and contributions............ 1,302 1,350 747 A 
94.0 Change in selected reSOUFCES ....o1.c0ee0 ~1123 _ 960 _747 99.0 Total obligations..............ssccceeesseesses 373,365 213,287 375,570 
Total obligations, Appalachian Re- 
gional COMMISSION...............-.sseee000« 179 DOs asdiictincnecea 
= — ENERGY SECURITY PROGRAMS 
ALLOCATION TO DEPARTMENT OF HOUSING AND Trust Fund 
URBAN DEVELOPMENT Petree 
94.0 Change in selected reSOUFCES .....cccssccccseoce sosseseseeneee AMG 8G Gs Enercy Security Trust Funp 
athe = (Proposed for later transmittal, proposed legislation) 
Total obligations, Department of 
Housing and Urban Development... ............... SII sss ac apopconse Amounts Available for Appropriations (in thousands of dollars) 
99.0 Total obligations ...............ssssecccsssseees 179 tag OB): csptetecrak 1979 actual 1980 est. 1981 est 
2 Unappropriated balance, start of year 4,448,900 
Revenue (Windfall Profits Tax) .............sscccssseccssseeeesee 20,874,000 
Transfer to general fund (tax receipts expenditure 
DISASTER RELIEF VOMUISONNONDD iii Ss ce a ce, — 259,000 
Federal Funds Total available for appropriation .................... 25,063,900 
General and special funds: Appropriation: Funds appropriated to the President..... — 4,596,100 
Disaster RELIEF* Unappropriated balance, end Of year.............cccceeeuess 20,467,800 
*See Part III for additional information. are aF ft in th qi ds of dol 
inanci n thousands of dollars 
For necessary expenses in carrying out the functions of the Disaster rine en er ( . 
Relief Act of 1970, as amended (42 U.S.C. 4401), and the Disaster \enticatin code 20-8096-2-7-999 1979 actual 1980 est 1981 est. 
Relief Act of 1974, as amended (42 U.S.C. 5202), [and Reorganization 
Plan No. 3 of 1978, authorizing assistance to States and local govern- Program by activities: 
ments, $193,600,0009 $375,570,000, to remain available until expended. Operating costs, funded: 
(Department of Housing and Urban Development—Independent Agen- 1. Low income energy assist- 
cles Appropriation Act, 1980.) Sree ee 0 UES ed 1,600,000 2,400,000 













































































2 le APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 Fy 
Enercy Security Trust Funp—Continued Separate authorizing legislation will be required for wi 
Program and Financing (in thousands of dollars) —Continued the specific programs to be financed by the trust fund. mé 
Appropriations for authorized programs would be made ( 
Identification code 20-8096-2-7-999 1979 actual 1980 est. 1981 est. te the President for allocation to the agency that will str 
EER implement the program. as: 
; aan enmn. mrs 18000 ~—«L., Low income energy assistance —This program | tr 
4. Energy supply and conserva- would provide energy assistance to individuals through tiv 
Tareas catia) Historian 102,325 578,125 Federal and State agencies. Energy allowances would au 
Total program costs be paid to SSI recipients by the Department of Health act 
ia) tenant 2,839,825 4,420,125 and Human Services (HHS). Allowances for AFDC and val 
Capital investment, funded: other low-income households would be paid through str 
5. Biomass 1OaMS .....srssessesee —sseesensensesene 50,000 50,000 agencies designated by the States. State agencies would éal 
Change in selected reSOUrCeS .........  sscssssssssseeeesee 182,275 195,975 also administer energy crisis assistance according to lat 
10.00 NOVA OMERIONS <ssscscssriciesces:. cousebcacctrcampy 3,072,100 4,666,100 income eligibility and cash assistance limits determined ( 
Financing: by the States. Federal funds would match State funds mi 
21.40 Unobligated balance available, for this purpose. ele 
Start Of Year ...nn LdAeiinne ~ sroreeconnlliel “asia rte ie —70,000 2. Transportation efficiency.—This program would 19 
24.40 oor balance available, end On provide increased funding for public transportation cap- pes 
PR Ree ine cereale — eo: ital projects to increase capacity and improve service. su 
40.00 Budget authority (appro- Each major project to be funded would have to be con- He 
PEIARIOR) caceneernsenrrnty _ snrenrnnrernn 3,142,100 4,596,100 sistent with the local energy conservation program and en 
Relation of obligations to outlays: likely to produce significant energy savings at a reason- ( 
71.00 Obligations incurred, net................ 3,072,100 4,666,100 able cost or decrease this Nation’s dependence on for- a 
72.40 Obligated DOCS EIN MON cosiy: cascespisian tere fatans so 9-doag eR nga 1,214,175 eign oil. bes 
74.40 Obligated balance, end of year..... —1214175 — — 2,227,950 The transportation initiative would also include the of | 
90.00 QOD iia hiannttcnccc ee 1,857,925 3,652,725 following components: (a) Auto-use management. This fad 
program would achieve energy savings through encour- gant 
Status of Direct Loans (in thousands of dollars) aging better management of the existing automobile hae 
fleet (e.g., ridesharing) and supporting alternatives to sie 
Position with respect to limitation on the automobile (e.g. improved pedestrian and bicycle ( 
direct loans: facilities); (b) fuel economy standards improvement pro- 
1120 Legislative program it@M ......svcsssssssies setsnintneesee — sestntseese 50,000 gram; and (c) a cooperative basic automotive research gra 
1200 Obligations incurred, GrOSS ........csssssssscsssscssce — sesssssesseeees —50,000 —50,000 : ees ; pet 
program with the automotive industry to support basic cial 
Cumulative balance of direct loans out- research toward the goal of improving the technology wil 
standing: base for the next generation of energy efficient motor jae 
2100 Outstanding, start Of JOA ....esscsssesssssnene seeuetenenes —satenenestes 50,000 Vehicles. OC 
ZO) MMAMNORIEN IS si. cssrd coeAeh Et icytsiindanGoseshe oeaugebeveles 50,000 50,000 ; : 5 
— 3. Energy Security Corporation.—The proposed Energy ea 
2900 Outstanding, RAMU WORT 2. osscscsossistichsrsbooseee  waetresateinneses 50,000 100,000 Security Corporation will assist private industry to fi- 1 ) 
nance the development of oil substitutes from coal, oil nS ‘ 
Status of Loan Guarantees (in thousands of dollars) shale, biomass, and unconventional gas. Assistance The 
at a ae would be in the form of direct loans, loan guarantees, ‘ch 
Position _ respect to limitation on loan price guarantees, and purchase agreements. Amounts ; 
SAMs conc no4o) eaual to the total potential cost of any contract or 
3200 Commitments, GFOSS..ccscssenssenneneene emenunenn 250,000 —250,000 agreement made by the Corporation would be reserved 
5 é - administratively in the trust fund at the time a com- 
— balance of guarantees out- mitment is made by the Corporation. The Secretary of Fl 
4100 Outstanding, stat iii 20 lenin een ie a ote 250,000 the Treasury would make loans to the Corporation as 41.0 
4200 New loan guarantees........... 250,000 250,000 funds are required for disbursement purposes. The “ 
; fund would repay the general fund of the Treasury for 
4900  Qutstanding, end Of year... cssssseseeeesee 250,000 500,000 all such loans extended to the Corporation. 
4. Energy supply and conservation.—(a) A Solar 
Legislation has been proposed to establish a trust Energy and Conservation Bank would provide a loan es 
fund that will consist of the amounts collected from the subsidy to low- and moderate-income families for the 26.0 
proposed windfall profits tax on domestic crude produc- purpose of financing energy conserving home improve 31.0 
tion, reduced by amounts equal to the tax expenditures ments. The purpose of the programs is to encourage 32.0 
associated with energy-related tax credits enacted after energy conservation by low- and moderate-income fami- ae 
May 1979. Amounts in the trust fund would be used: (1) lies who may be unable to take advantage of the 15% 
to provide assistance to low-income households to help conservation tax credit. 
offset the effects of higher energy prices; (2) to provide (b) The Solar Energy and Conservation Bank would 99.0 
assistance for mass transit and auto efficiency improve- also be authorized to make grant payments to lenders — 
ments; (3) to increase domestic energy supplies and who initiate below market-interest-rate loans for the Obligat 
energy use efficiency; and (4) to repay the general fund purpose of financing and installing solar energy devices . 
of the Treasury for all amounts provided to the Energy to compensate the lenders for the difference between Dep 
Security Corporation. the yield accruing from low-interst loans and _ that Dep 














































































































81 | + FUNDS APPROPRIATED TO THE PRESIDENT _ 7 “ran 72 
or which would have been earned had the loans been ee o ts Urban Development. rcs soon a 
d. made at market interest rates. epar men of Transporta 10N..... ‘ptancatsamnpinapintigs ,2/0, 480, 
de (c) Auditor training and sophisticated audit demon- Undistributed ec transportation Programs) ....  ....cceccccsseese — ssececssnecessnee 20,000 
ill strations: The auditor training program will provide RI OI secs ecto cscctdecccorscens, 1d eteecies 3,072,100 4,666,100 
assistance to States in the form of grants to support the = ie ee sm 
im training and certification of energy auditors. The objec- 
gh tive of the program is to insure that qualified energy UNANTICIPATED NEEDS 
ild auditors are available in sufficient numbers to permit 
Ith accelerated implementation of the Residential Conser- Federal Funds 
nd vation Service. The sophisticated energy audit demon- General and special funds: 
gh stration program will support demonstrations of techni- UNANTICIPATED NEEDS 
ild cally sophisticated energy audits that include the instal- For expenses necessary to enable the President to meet unanticipat- 
to lation of low cost, high payoff conservation measures. ed needs, in furtherance of the national interest, security, or defense 
ed (d) Utility programs: The Economic Regulatory Ad- which may arise at home or abroad during the current fiscal year, 
ids ministration will administer a grant program to reduce _~ to eee oe (including gr ing - his 
one ° : iscretion and without regard to any provision of law regulating 
ald oa ae gee a 7 Pe ers its pe at employment and pay of persons in the government service or regulat- 
: r : ing expenditures of government funds) incurred with respect there- 
ap administration and rulemaking; grants to States for  to,] $1,000,000. (? U.S.C. 108; Executive Office Appropriations Act, 
ce. support of utility compliance plans; and grants to utili- 1980) 
On: ties to offset the costs of conversion from oil and gas Program and Financing (in thousands of dollars) 
ind reliance. sativa = 
on- n velopm : is program will __ ldentification code 11-0037-0-1-802 1979 actual 1980 est 1981 est. 
(e) Coal research and development: This progra entification ye 
or- aid in the development of the technology necessary to pia a 
, ; : gram by activities: 
h begin large scale production of synfuels. Specific areas President's Commission for a National 
e of technology development that will be accelerated are: Agenda for the Eighties ..:......0.0. eon Fh sctansiaitinn 
his Indirect liquefaction, coal cleaning technologies, and in- United States-Japan Economic Relations 
a situ coal gasification. These technologies will allow the a _ 
2 increased use of coal without compromising environ- Commission on Pension Policy. 580 
el mental standards. Council on Wage and Price Stability ........... OP i ee 
a (f) Regional strategic petroleum reserve: This pro- Reserved for future allocations... ——— 550 1,000 
ve —--8ta™M will provide localized storage of crude oil and/or Total costs, fUNEM....ccunsesnseen ee aes, 
a petroleum products for certain regions that are espe- Change in selected resources (undelivered 
a cially vulnerable to petroleum supply interruption. This UU eas cece ccrccrncnces TOG Were Ss ee does 
tor, Will supplement the protection provided by centrally 19.99 Total obligato... sooo 1306 1,000 1,000 
located strategic petroleum reserves. en 
| 5. Biomass loans.—The Administration is proposing a 25.00 _Unobligated balance lapsiNg 0.0.00 16 me ee 
e ten year $3 billion credit program ($300 million annual- ila ini a sa ae 
! 4 ly) to encourage the development of small and medium ionic ienmamlemaneianata ’ ’ ’ 
= sized facilities to convert biomass into synthetic fuels. Budget authority: 
980 The program is made up of $250 million in loan guaran- 40.00 Appropriation ......-sccnsesnenee 1,000 1,000 1,000 
oa tees and $50 million in direct loans. 42.00 Transferred from other accounts (A eae pbc 
or Object Classification (in thousands of dollars) 43.00 > _Aapropriation (adjusted) . ae enige 1,450 1,000 1,000 
ved ee anae__9.. apie ¢, gala Relation of obligations to outlays: 
en eee Cet _ acetates 77.00 Obligations incuted, Nt exer 1306 ‘1,000 1,000 
y of | —_UNDS APPROPRATED TO THE PRESIDENT ie Ginn ene... in 
a a ~~ teats - ee 77.00 Adjustments in expired accounts............... a a re 
nergy Security Corporation repay- aes ———- 
for I rcccacncee tu ane 11,500 16,000 90.00 DUtIAYS nner 1,029 1,293 1,000 
olar ‘ALLOCATION ACCOUNTS These funds are to enable the President to meet un- 
loan es ooo 2 a is a anticipated needs in furtherance of the national inter- 
the 26.0 Supplies and materials "6 77_~«eSt, Security, or defense. The allocations for 1979 were 
ove- 31.0 Equipment .......ccsccccccssee 3 gg a8 follows: 
rage 32.0 Lands and structures........ 7,482 13,137 National Consumer Cooperative Bank ..................ccccsssssssssssssssssssssseessseeeeeeeceee 50 
ami: 33.0 Investments and l0ans............c.csse. sted 50,000 50,000 — White House Office................ccccvcecseseee a. 125 
15% 41.0 — Grants, subsidies, and contributions............. : 2,949,000 4,496,000 Commission on Pension Policy... 718 
Total obligations, allocation accounts... senneen..qecnacy «SP eee - 
ould 99.0 ET eee "3,072,100 ; 4,666,100 Object Classification (in thousands of dollars) 
ders cee e —_ 
the Obligations are distributed as follows: Identification code 11-0037-0-1-802 1979 actual 1980 est 1981 est 
: Funds appropriated to the President........cccccccsscsse  cccsssssssssssee 11,500 16,000 
vices 
Department of Agriculture ........ccccsccscocsccsssssssse  sesesaseesnsnees 50,000 50,000 ALLOCATION ACCOUNTS 
veen Department OF ERC RY:...scxccccssaczbiscsclccssssoseccvnse | sevdeeracossnee 69,600 180,100 Personnel compensation: 
that Department of Health and Human Resources ....... .sccccseesee 1,600,000 2,400,000 11.1 Permanent pOSitiOnsS................ccssssscssssees 276 3.) .2ioaae, 





74 UNANTICIPATED NEEDS—Continued 
Federal Funds—Continued 


General and special funds—Continued 
UNANTICIPATED NEEps—Continued 


Object Classification (in thousands of dollars) Continued 










































Identification code 11-0037-0-1-802 1979 actual 1980 est. 1981 est. 
11.3 Positions other than permanent.............. 27 
11.5 Other personnel compensation ............... 2 
11.8 Special personal services payments........ 38 
Total personnel compensation 343 85 
12.1 Personnel benefits: Civilian............... 28 6 
21.0 Travel and transportation of persons........... 207 96 
22.0 — Transportation Of thingS............sssssssssesse Bc eee 
23.1 Standard level user charges................ssse BO. cance 
23.2 Communications, utilities, and other rent... , 55 73 
24.0 — Printing and reproduction................ssssssse+ 33 2 
25.0 Other services.................00... 417 179 
26.0 Supplies and materials ... 54 6 
DI. PAIN WENT cctesctrnitiscesscvsusvectsoovenscchesprerseshavere 130 Sar cneme teat 
92.0  Undistributed, reserved for future alloca- 
RIMES fetes feseereens Medivercatinecenponeicooat. tented en 550 1,000 
99.0 Total obligationS...............scssseseesseees 1,306 1,000 1,000 
Obligations are distributed as follows: 
Reserved for future allocationS..............ccssssssssscee  sesssssssseeeeee 550 1,000 
United States-Japan Economic Relations Group... .........ss00 | | Ra 
President's Commission for a National Agenda 
TORGLIEIMEIIEIES Sessseeseaccd teats heitsscssooorescee. hspepsetvasenatie 250 
National Consumer Cooperative Bank................... LE meee 
PYIMEE HORGE OTINOD fess -Ssccstciocseis ssscsucsicscttrotscossoets BE rele anecheoseei ieee 
Commission On Pension POMiCy................sssssssssees DOO ie rscaneaiee Waren 
Council on Wage and Price Stability..................... ARG ge eee! MU occ ck 
Personnel Summary 
ALLOCATION ACCOUNTS 
Total number of permanent positionS...................00 16 
Total compensable workyeaiS.................0+.. 12 





Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 





NOUFS ........... (0) 
Average ES salary $47,500 
Average GS grade 10.79 
Average GS salary $23,862 








EXPENSES OF MANAGEMENT IMPROVEMENT 


Federal Funds 
General and special funds: 
EXPENSES OF MANAGEMENT IMPROVEMENT 


Program and Financing (in thousands of dollars) 




















Identification code 11-0061-0-1-802 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Improving the management of executive 
Agencies (COStS—ObIigationS) ...........ss0  ssvsseeseesssseee Me Saat nema) 
Financing: 
21.40 Unobligated balance available, start of year —427 BORZT  saieuajesccanstss 
24.40 Unobligated balance available, end of year.. BLT itiniinkake onan 
EOE META ccnsrscincuvenroacr. astiaien _.daunnraneae ansuaininans 
Relation of obligations to outlays: 
71.00 Obligations incurred, net 427 
90.00 OMS 23 RRS Rs. An es, 427 





These funds enabled the President to develop and 
implement improvements in the management, organiza- 
tion, and operation of the agencies of the executive 
branch. 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


Object Classification (in thousands of dollars) 

















Identification code 11-0061-0-1-802 1979 actual 1980 est. 1981 est. 
EXPENSES OF MANAGEMENT IMPROVEMENT 

25:0) ROtnEIBORVICOS 2 Kaa RN TR OS ite, B25: (LG RAGRe. 
ALLOCATION TO THE OFFICE OF PERSONNEL 

MANAGEMENT 

11.8 — Special personal services payment.............. 58 

21.0 Travel and transportation of persons oe 40 

25.0) MORNE SOF INCRS asses csacccssaconsstsassersctoaatcccsenes ha 2 

26.0 Supplies and materials ............ccs.cssssecscssseees 2 





Total obligations, Office of Personnel 
Management 


99.0 Total Obligations ..............:secsseessseesnee 

















FOREIGN ASSISTANCE 


INTERNATIONAL SECURITY ASSISTANCE 
Federal Funds 
General and special funds: 
MILITARY ASSISTANCE 


For necessary expenses to carry out the provisions of section 503 of 
the Foreign Assistance Act of 1961, as amended, including administra- 
tive expenses and purchase of passenger motor vehicles for replacement 
only for use outside of the United States, $105,000,000, to remain 
available for obligation until September 30, 1982: Provided, That none 
of the funds contained under this heading shall be available for the 
purchase of new automotive vehicles outside of the United States. (22 
U.S.C. 2392; additional authorizing legislation to be proposed.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing appropriation 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 
are based on House and Senate action on H.R. 4473, Foreign Assistance and Related Pro- 
grams Appropriations Act, 1980. 


Program and Financing (in thousands of dollars) 


























Identification code 11-1080-0-1-152 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Materiel programs 163,919 88,800 79,600 
2. General costs............. 53,071 56,700 56,000 
10.00 TOtal ODNGALIONS 3 .....cacsacrcsic.oSentts 216,990 145,500 135,600 
Financing: 
Offsetting collections from: 
13.00 ILOSU A AIDED sos sccbi cab iostieascsxopsorososostnostons'> —27,500 —30,800 — 29,100 
14.00 Non-Federal SOUFCES...........sssssssssesseeesssess —2,162 —4,500 — 1,500 
17.00 Recovery of prior year obligations............... —1,178 
25.00 Unobligated balance lapsing................000e 23,025 
Budget authority.............. 7 209,175 110,200 105,000 
Budget authority: 
40.00 Appropriation ...............cccccssseesssseecsneeees 83,375 110,200 105,000 
50.00 Reappropriation ..................ccccssssecsssecessees EER OOO Aikuticnwen  saonsnent 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................ssecsssee 186,150 110,200 105,000 
72.40 Obligated balance, start of year... 547,316 593,825 509,025 
74.40 Obligated balance, end of year...... — 593,825 —509,025  —464,025 
90.00 RNIB EA asscshavsictoraccestonsseesssanceoinceens 139,641 195,000 150,000 





1 Includes capital investment as follows: 1979, $1,030 thousand; 1980, $725 thousand; 1981, $440 thousand. 


Grants of defense articles and services are made to 
assist other countries to improve their defensive capa- 
bilities. Articles and services are procured through the 
U.S. military departments, which are reimbursed from 
this account. Administrative expenses of the Defense 
Security Assistance Agency, including the cost of mili- 





Identific 


1.1 
11.3 
11.5 
11.8 


12.1 
12.2 
13.0 
21.0 
22.0 
23.1 
23.2 
24.0 
25.0 
26.0 
31.0 


99.0 


Total | 
Total 
Ful 
Ful 


Avera; 
Avera} 
Avera: 
Avera 


17.00 
25.00 


40.00 
30.00 


71.00 
72.40 
74.40 


90.00 


1 In 





FUNDS APPROPRIATED TO THE PRESIDENT 


FOREIGN ASSISTANCE—Continued 
: Federal Funds—Continued 75 








tary personnel, military assistance advisory groups and 
military missions are also paid out of this account. This 
program is phasing down, and new grants of defense 
materiel after 1981 will be provided only under excep- 
tional circumstances. 


Object Classification (in thousands of dollars) 


























Identification code 11-1080-0-1-152 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
1.1 Permanent poOsitions................sessssessseeseee 11,421 12,482 11,834 
113 Positions other than permanent.............. 70 132 118 
11.5 Other personnel compensation................ 274 337 317 
11.8 Special personal services payments........ 15,336 15,308 15,171 
Total personnel compensation............. 27,101 28,259 27,440 
Personnel benefits: 
12.1 CRON ire iteosnnitcenin anna 1,242 1,346 1,578 
12.2 Military personnel................ 13 14 18 
13.0 — Benefits for former personnel 170 60 73 
21.0 Travel and transportation of persons........... 3,516 3,327 3,324 
22.0 Transportation Of thingS............cccssseesesee 8,438 6,724 4,587 
23.1 Standard level user charges..................s+0 2,258 2,329 2,791 
23.2 Communications, utilities, and other rent... 850 917 1,037 
24.0 — Printing and reproduction 55 48 43 
25.0 Other Services .............s:000 171,401 100,841 93,385 
26.0 Supplies and materials .... 916 910 884 
PRUE CMMI I oc cin sicsasascectesicbonce 1,030 725 440 
99.0 Total obligations ................sssssceseseessee 216,990 145,500 135,600 
Personnel Surmmary 

Total number of permanent positionS.................:.0000 611 585 564 

Total compensable WOrkyeaT...............cssssesssssseessesees 598 580 567 
Full-time equivalent of other positions................... (13) (13) (13) 

Full-time equivalent of overtime and holiday 

MS Naser Gets aad ese ssctalicpstcsiecsasoscreoaweves (0) (0) (0) 

Average ES salary... $47,500 $49,424 $50,112 

Average GS grade... 9.01 8.88 8.91 

PMID! CO SAY escccscccacansnmomzessnvssseicissscsvosnovonnoneee $20,715 $21,346 $22,415 

Average salary of ungraded positions ................ssses«: $10,229 = $12,111 $13,454 








INTERNATIONAL MILITARY EDUCATION AND TRAINING 


For necessary expenses to carry out the provisions of section 541 of 
the Foreign Assistance Act of 1961, as amended, $32,500,000. (22 U.S.C. 
2392; additional authorizing legislation to be proposed.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing appropriation 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 
are based on an estimate of the outcome of House and Senate action on H.R. 4473, Foreign 
Assistance and Related Programs Appropriations Act, 1980. 


Program and Financing (in thousands of dollars) 














Identification code 11-1081-0-1-152 1979 actual 1980 est 1981 est. 
Program by activities: 
10.00 International military education and train- 
ing (costs—obligations) ? ...........cssssese 26,608 28,400 32,500 
Financing: 
17.00 Recovery of prior year obligations................ EP Aged "Sintec 
25.00 Unobligated balance lapsing ...............es. BYS -sddnShud eee 
Budget authority ........cccccccsscsen 33,605 28,400 32,500 
Budget authority: 
40.00 Appropriation .........cccccccsssssccssssssssesssseseee 27,900 28,400 32,500 
90.00 Reappropriation ............ccccccssssssssssssesseeen BE ete See le, 


Relation of obligations to outlays: 








71.00 Obligations incurred, Met ............sssssssoseesee 26,434 28,400 32,500 
72.40 Obligated balance, start of year... 22,143 21,055 23,955 
74.40  Obligated balance, end of yeat................... —21,055 —23,955 — 28,855 
90.00 PNR. 525.55 acts dbit 27,522 25,500 27,600 





* Includes capital investment as follows: 1979, $489 thousand; 1980, $690 thousand; 1981, $650 thousand, 


This separate training account underscores the im- 
portance of this form of contact between the defense 
establishments in foreign countries and U.S. military 
departments. Training is conducted in both the United 
States and abroad. The administrative expenses related 
to this program are funded from the military assistance 
appropriation. 


Object Classification (in thousands of dollars) 





























Identification code 11-1081-0-1-152 1979 actual 1980 est. 1981 est. 
BOO” CNN SOI ics cspcccennnntee rece Sssdaanssssscan 24,105 25,160 28,870 
26.0 Supplies and materials 2,014 2,550 2,980 
SEO INI hihi sesh iced telacdcctaiccceas 489 690 650 
99.0 Total obligations .................cccsssssessssee: 26,608 28,400 32,500 
MILITARY ASSISTANCE, SOUTH VIETNAMESE FORCES 
Program and Financing (in thousands of dollars) 
Identification code 97-1087-0-1-152 1979 actual 1980 est. 1981 est. 
Relation of obligations to outlays: 
FED CS NOE OE isc ccccksscss:, wcostscctead i speenseien eee 
72.40 Obligated balance, start of year-...... 3,497 Ni cecisscccscitesci 
74.40 Obligated balance, end of year....... Dw cess ac hci spaced 
77.00 Adjustments in expired accounts — 2,534 RMI: actinseenecnaiten 
90.00 CI is sie —2 DOU.) piertecennmen 





Support for South Vietnamese forces was funded 
prior to 1975 from appropriations to the military de- 
partments. In 1975, the last year of the program, funds 
for this activity were appropriated to the Secretary of 
Defense. The outlays shown are for claims outstanding 
against that appropriation. 





FOREIGN MILITARY CREDIT SALES* 
*See Part III for additional information. 


For expenses necessary to enable the President to carry out the 
provisions of sections 23 and 24 of the Arms Export Control Act, 
714,000,000: Provided, That of the amount provided for the total 
aggregate credit sale ceiling during the current fiscal year, not less 
than $1,200,000,000 shall be allocated to Israel. 

During fiscal year 1981 and within the resources and authority 
available, gross obligations for the principal amount of direct loans, 
exclusive of loan guaranty defaults, shall not exceed $500,000,000. 

During fiscal year 1981, total commitments to guarantee loans shall 
not exceed $2,140,000,000 of contingent liability for loan principal. (22 
U.S.C. 2777; additional authorizing legislation to be proposed.) 

Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing appropriation 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 


are based on an estimate of the outcome of House and Senate action on H.R. 4473, Foreign 
Assistance and Related Programs Appropriations Act, 1980. 


Program and Financing (in thousands of dollars) 














Identification code 11-1082-0-1-152 1979 actual 1980 est. 1981 est. 
Program by activities: 
Credit and guaranties: 
Long-term credit agreements...... 5,673,000 2,090,000 2,640,000 
Portion financed privately...... —5,165,000 —1,590,000 —2,140,000 
1. Portion financed directly ....... 508,000 500,000 500,000 
2. Guaranty of private financing 516,500 159,000 214,000 
10.00 Total obligations (object 
CASS 33.0) .........sseseenne 1,024,500 659,000 714,000 
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FOREIGN MILITARY CREDIT SALES — Continued 


Program and Financing (in thousands of dollars) —Continued 









































Identification code 11-1082-0-1-152 1979 actual 1980 est. 1981 est. 
Financing 
40.00 Budget authority (appropri- 
BN) cat case conc eierns 1,024,500 659,000 714,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................. 1,024,500 659,000 714,000 
72.40 Obligated balance, start of year-..... 654,060 1,123,356 1,177,300 
74.40 Obligated balance, end of year....... —1,123,356 —1,177,300 —1,224,300 
77.00 Adjustments in expired accounts... 85,055 — 65,056 x — 152,000 
90.00 Da Sessssississicisssscsscessescxcsses 640,259 540,000 515,000 
Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation... cesses sessseccsseeeenne 500,000 
1200 Obligations incurred, gross *.............ccssseee —595,164 —540,000 —515,000 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year ................csssssseeeee 823,663 786,447 671,447 
EU MN EE MEINIS cossciatcpactetisgstovsvosecciconssoveass 640,259 550,000 525,000 
2400 Repayments, prepayments, loan sales............ — 143,088 —145,000 —140,000 
2700 Other adjustments ...........ccccssssssesscssssesesessnees — 534,387 —520,000 —505,000 
2900 Outstanding, end Of year... 786,447 671,447 551,447 
* Includes defaults in addition to direct loans of $500,000,000. 
Status of Loan Guarantees (in thousands of dollars) 
Identification code 11-1082-0-1-152 1979 actual 1980 est. 1981 est. 
Position with respect to limitation 
on loan guarantees: 
3110 Limitation on commitments: Appro- 
MINION sss cesssyccivccvsiavacoonssteceeS RETA PNNRRECSEatRcrecee fe!) 2 Rvsnrocraneersanepeed 2,140,000 
3200 Commitments, gr0ss.............s+0000 —5,165,000 —1,690,000 —2,140,000 
Cumulative balance of guarantees 
outstanding: 
4100 Outstanding, start of year.............. 4,463,491 5,670,036 7,930,036 
4200 New loan guarantess.................ss0+« 1,621,715 2,900,000 2,600,000 
4400 Repayments or prepayments ......... — 387,100 — 500,000 — 650,000 
4500 Terminations for default................. —87,164 — 40,000 — 15,000 
4700 — Other adjustments............sssssssssssee 59,094 — 100,000 — 100,000 
4900 Outstanding, end of year..............+. 5,670,036 7,930,036 9,765,036 





This appropriation provides funds to finance credit 
sales of defense articles and services to foreign coun- 
tries and international organizations. Two types of fi- 
nancing arrangements are authorized under the Arms 
Export Control Act: (1) direct U.S. Government loans 
administered by the Department of Defense (section 23 
of the act), and (2) commercial credit and Federal Fi- 
nancing Bank loan agreements guaranteed by the U.S. 
Government (section 24). To finance loan guarantees, 
an appropriation equal to 10% of the principal amount 
is needed. Direct loans, which require appropriations 
equal to the face value of the loan, are offered only 
when there is a legal requirement that repayment be 
forgiven or special conditions make a guarantee inap- 
propriate. 

An appropriation of $714.0 million is requested for 
1981 to finance a credit sales program of $2,640,000 


thousand; $2,140,000 thousand will be financed by the 
Federal Financing Bank and $214.0 million of this ap- 
propriation will be set aside as a guarantee reserve for 
these loans. The balance of the appropriation, $500.0 
million, will be used for direct loans by the Department 
of Defense. Administrative expenses related to this pro- 
gram are paid from the grant military assistance ac- 
count and reimbursed from receipts from foreign gov- 
ernments collected in the foreign military sales trust 
fund. 





ASSISTANCE FOR RELOCATION OF FACILITIES IN ISRAEL 


Program and Financing (in thousands of dollars) 

















Identification code 11-1088-0-1-152 1979 actual 1980 est. 1981 est 
Program by activities: 
10.00 Assistance for relocation of facilities in 
Israel  (costs—obligations) (object 
IRS Picssacssvssssaphtpesastssseissvessasss apsaeps 800,000 BEING a ccccstrsuibaetee 
Financing: 
Budget authority 0.0.0.0... sseesseecsees 800,000 PSIG? cakhs...innn 
Budget authority: 
40.00 Appropriation ..................ccsssesssseecssseeees PND cccecncecctts., ites 
69.10 Contract authority (permanent, indefi- 
Nite) (Public Law 96-38) ou... cssseesseessseens POO OOG cssccituae 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............:..sssseee00 800,000 Cob 0G tian 
Obligated balance, start of year: 
72.40 PRTLION coos esos scl Ra scncesesedcbeosatibaetae ” Seteeoscmanthes 768,700 357,700 
72.49 PRU OMNI sca ccksssnsscsnatt eee ess mote teenie, Aieehe Ceooiee 235,556 
Obligated balance, end of year: 
74.40 IPOD IITIONN ssa scsnsesetesssostssoanssstanspetoeys —768,700 —357,700 — 39,700 
74.49 NRT ATTNOFTLD ccs sscctcnsssesstinszetier tence attateiaeee — 235,596 230,000 
90.00 OOTP 2 oe css ace NSA cy rset cabls 31,300 411,000 318,000 





Status of Unfunded Contract Authority (in thousands of dollars) 





235,556 








Unfunded MON NNT RIUM Ss .coccarcis, ontstastitaiin , orraat\ortrasin_ =o meataeens 
Contract authority ...........csscccsssseeees FSA IOO  sosasiniseninet 
Unfunded balance, end Of year.......cccssscecccseee  seesssssessssees 235,556 235,556 





In connection with the March 26, 1979, Egyptian- 
Israeli Peace Treaty, the United States agreed to con- 
struct two airfields in the Negev Desert to replace simi- 
lar facilities in the Sinai that are scheduled to be evacu- 
ated by Israeli forces on or before March 26, 1982. This 
activity was authorized by section 561 of the Foreign 
Assistance Act (FAA) of 1961, as amended by Public 
Law 96-35. The Department of the Air Force is respon- 
sible for overall program management, and the Depart- 
ment of the Army, through the U.S. Army Corps of 
Engineers, is the construction agent. 

This account includes $800 million of grant assist- 
ance, provided in the Supplemental Appropriations Act, 
1979 (P.L. 96-38), and approximately $236 million which 
the Israeli Government has agreed to provide to cover 
the balance of construction costs. In accordance with 
section 562(c) of the FAA, the Israeli funds, which will 
begin to be paid in 1982, will be merged with the grant 
funds in the account. This section of the FAA further 
authorizes that Israel may use Foreign military sales 
credits or guaranteed loans to finance its portion of 
construction costs. 
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FUNDS APPROPRIATED TO THE PRESIDENT 


FOREIGN ASSISTANCE—Continued 17 
Federal Funds—Continued 








ECONOMIC SUPPORT FUND* 
* See Part III for additional information. 


Economic support fund: For necessary expenses to carry out the 
provisions of section 531 through 534 of the Foreign Assistance Act of 
1961, as amended, $2,080,500,000, to remain available until expended. 

During 1981 and within the resources and authority available, gross 
obligations for the amount of direct loans shall not exceed 
$886,000,000. (Additional authorizing legislation to be proposed.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 
are based on House action on H.R. 4473, Foreign Assistance and Related Programs Appropri- 
ations Act, 1980. 


Program and Financing (in thousands of dollars) 















































Object Classification (in thousands of dollars) 




















Identification code 11-1037-0-1-151 1979 actual 1980 est. 1981 est. 

21.0 — Travel and transportation of persons........... 219 250 200 
22.0 Transportation of thingS.............:..s0sssssese 8 50 50 
23.2 Communications, utilities, and other rent... 14 25 20 
24.0 — Printing and reproduction..................cssse ee eee 
250 COT SNR ee ict 8,007 12,000 10,000 
26.0 Supplies and materials 0.0.0.0... 642,607 695,000 642,000 
31.0  Equipment....................... 9 10,000 10,000 
33.0 Investments and loans. 713,000 904,700 886,000 
41.0 — Grants, subsidies, and contributions............ 578,682 751,628 632,230 
99.0 Total obligations .................seecscsseeessees 1,942,547 2,165,953 2,180,500 


PEACEKEEPING OPERATIONS 


Peacekeeping Operations: For necessary expenses to carry out the 
provisions of section 551 of the Foreign Assistance Act of 1961, as 
amended, $25,000,000, to remain available until expended. (Additional 
authorizing legislation to be proposed.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 
are based on House and Senate action on H.R. 4473, Foreign Assistance and Related Pro- 
grams Appropriations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 11—1032-0-1-151 









































1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Middle East special requirements fund.... PES . ciccniias.. -anensene 
2. Peacekeeping operations................-.sve00 27,400 21,100 25,000 
10.00 VOMIT CMINUONG css ccscscsccnssasjnsspssnsons 38,999 21,100 25,000 
Financing 
17.00 Recovery of prior year obligations............... ay | Reo an cae ee ee 
25.00 Unobligated balance lapsing.................0 BOF cian nen 
Budget authority... eee 39,001 25,000 
Budget authority: 
OTT NINN a ccincsscicissctcsiepcictscci 27,400 21,100 25,000 
41.00 Transferred to other accounts ..................00 st NE smpebectieans necacnniceaneee 
43.00 Appropriation (adjusted) ................ 27,243 21,100 25,000 
50.00 Pe Sree". 282 Pee 
Distribution of budget authority by account: 
Middle East special requirements fund................. ETO eaten cececanabed 
Peacekeeping operations.................sccssseccsseeeesnees 27,400 21,100 25,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............cccccssseeeee 38,748 21,100 25,000 
72.40 Obligated balance, start of year................... 68,972 81,780 69,880 
74.40 Obligated balance, end of year................... —81,780 —69,880 — 62,880 
90.00 CII censcittelk RsaticScenascousaitcs 25,940 33,000 32,000 
Distribution of outlays by account: 
Middle East special requirements fund................. 15,319 7,000 7,000 
10,621 26,000 25,000 


Peacekeeping Operations................cssecsseesssescseessses 





Identification code 11-1037-0-1-151 1979 actual 1980 est. 1981 est 
Program by activities: 
1. Economic support fund.............. 1,942,547 2,165,953 2,130,500 
Zo MMMM csiscsthiccciossiscisasw (Sipeticcccclatetecis! _ soiensucnscseonsssoun 50,000 
10.00 Total obligations..................... 1,942,547 2,165,953 2,180,500 
Financing: 
17.00 Recovery of prior year obligations. ma SED sxcqaisccccensateestc © Sectttsunscesesiss 
21.40 Unobligated balance available, 
UMMM ccprestcrcaiacccks cccsacancseucacpcosan — 315,000 — 100,000 
24.40 Unobligated balance available, end 
NPR ortscns Shae cdebacs 315,000 MONE, asistneenice 
25.00 Unobligated balance lapsing........... 24,268 vedas enennsnne—_sentun oe 
Budget authority................ 2,281,500 1,950,953 2,080,500 
Budget authority: 
40.00 Appropriation.............c..sscccsseescsssees 2,282,000 1,927,000 2,080,500 
41.00 Transferred to other accounts........ PEMND  sosueiasitainvines,  masdosasincsse 
43.00 Appropriation (adjusted) ... 2,281,500 1,927,000 2,080,500 
50.00 Reappropriation ............c00. | ssssssssseeesseessees PRR cdiscckizatiert ced 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................ 1,942,232 2,165,953 2,180,500 
72.40 Obligated balance, start of year..... 2,578,635 2,792,094 3,101,047 
74.40 Obligated balance, end of year....... — 2,792,094 _—3,101,047 — 3,287,547 
90.00 NUN sia 1,728,773 1,857,000 1,994,000 
Distribution of outlays by account: 
Security supporting assistance ................ 829,435 530,000 610,000 
Economic support fUNG.........c...scsecscssseee 899,338 1,327,000 1,384,000 
Status of Direct Loans (in thousands of dollars) 
Identification code 11-1037-0-1-151 1979 actual 1980 est 1981 est 
Position with respect to limitation on 
direct loans: 
1110 — Limitation on obligations: Appropriation... ccccccccccsssssss ssssssssssseeeee 886,000 
1200 Obligations incurred, QrOSS .........sssssssssssssss000 —713,000 —1,074,700 —886,000 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year ........ssssssscscsssesese 2,093,331 3,069,428 4,114,192 
7) a 1,000,453 1,065,300 890,000 
2400 Repayments, prepayments, loan sales............ —25,823 —20,236 —35,031 
2700 Other adjustments ............ssccsccccsssssssssssseeseee RO ce ere tsSinccecscctc 
2900 Outstanding, end Of year ........ccssssssscssssssseees 3,069,428 4,114,192 4,969,161 





The Economic support fund is used primarily to pro- 
vide economic assistance to the countries of the Middle 
East and southern Africa in support of U.S. efforts to 
achieve a durable peace in those regions. Funds are also 
used to provide balance-of-payments loans in special 
circumstances. 


Peacekeeping operations funds U.S. assistance to in- 
ternational efforts to monitor and maintain peaceful 
relations between former combatants in areas of special 
concern to the United States. In 1981, contributions will 
be made to the Sinai Field Mission and to the U.N. 
Forces in Cyprus. This account includes the residual of 
the Middle East special requirements fund. 
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General and special funds—Continued 
PEACEKEEPING OPERATIONS—Continued 


Object Classification (in thousands of dollars) 





Identification code 11-1032-0-1-151 1979 actual 1980 est. 1981 est. 





11.1 Personnel compensation: Permanent posi- 




















BUG eh Be sscccssoskaph Ob Sooorsiecosessasseass 1,301 1,400 1,400 
12.1 Personnel benefits: Civilian... 114 125 125 
ZEA) A MPUONON OONMNIES 10h deci bss tls osscnssesssocconnece 2,750 7,975 11,875 
26.0 Supplies and materials 5,450 2,000 2,000 
41.0 — Grants, subsidies and contributions.............. 29,384 9,600 9,600 
99.0 Total obligations ..............::..cccssssseeeee: 38,999 21,100 25,000 
Personnel Summary 
AGENCY FOR INTERNATIONAL DEVELOPMENT 
Total number of permanent positions..................... 10 10 10 
Total compensable WOrkyealS................scssssessssecsseeees 7 7 7 
Full-time equivalent of other positions.................. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
MN ee eee cass Satessicasss (0) (0) (0) 
Grades and salaries established by the Foreign 
Service Act of 1946, as amended (22 U.S.C. 
801-1158): 
Average grades: 
Foreign Service reserve officers... 3.56 3.58 3.70 
Foreign Service staff... 6.47 6.53 6.51 
Average salaries: 
Foreign Service reserve Officers ............s...ss0ee $33,986 $36,535 $36,535 
HOPORDI EU VICE SUG ccsccaccseciavacencsccovsvicvscnasters $17,680 $19,006 $19,006 





a 


Public enterprise funds: 
LIQUIDATION OF FOREIGN MILITARY SALES FUND 


Program and Financing (in thousands of dollars) 

















Identification code 11-4117-0-3-152 1979 actual 1980 est. 1981 est 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: 
LOAN repayMeNts ..........sccccseecssessssesssecenee —2,701 —2,325 — 1,870 
Change in advance payments received... ......ssssscssss scsccssssseeessse —sussssseecnsevsvees 
Interest on loans receivable...................+. —204 —175 —130 
17.00 Recovery of prior year obligations................ m= S-OOU me shiatipptntl ssacsneaicaice 
21.98 Unobligated balance available, start of 
year: Fund balance .............ssccssecssecsseeees —4822 —§,555 — 2,500 
24.98 Unobligated balance available, end of year: 
ENRON sox cccedateasocptienuecstascnssecntnnsess 6,555 2,500 2,000 
27.00 Capital transfer to general fund.................. 4,822 6,555 2,900 
MOON NETMN INN 505 cacsssssaxinsaindvvcsa a. sacasiceriinse’ 9, aesVtopPoeioun . sisseeerientasions’ 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............ssescssees — 6,555 — 2,500 — 2,000 
72.98 Obligated balance, start of year: Fund bal- 
BIN as Riss ssacctstastlesatPaasesonnsancreasaerey 5,069 363 163 
74.98 Obligated balance, end of year: Fund bal- 
PDD srscttariettecscses ossscote orto coerce —363 1G! ee hunt 
90.00 ERIS Gis cenissblb ao SPs svcisMeasoossk — 1,849 — 2,300 — 1,837 





Status of Direct Loans (in thousands of dollars) 





Cumulative balance of direct loans out- 








standing: 
2100 Outstanding, start Of year ..............sssssseeeen 8,528 6,931 4,806 
2200 Disbursements ..............sssssssssssessssssseeeen st 1,056 200 163 
2400 Repayments, prepayments, loan sales............ — 2,653 — 2,325 — 1,870 
2900 Outstanding, end Of year... 6,931 4,806 3,099 





This account was established solely for the purpose of 


discharging outstanding liabilities and obligations aris- 
ing from credit agreements and guaranties of the de- 
funct foreign military sales fund prior to June 30, 1968. 
Any funds in this account in excess of the aggregate 
amount of such liabilities and obligations are trans- 
ferred to the general fund of the Treasury. 


Revenue and Expense (in thousands of dollars) 





































































1979 actual 1980 est. 1981 est. 
Revenue: Interest on loans receivable (total income 
fOr the JOON SE AEE, PNB. a ited 240 195 142 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est 
Assets: 
Treasury balance ...........ssecssseesseees 9,891 6,918 2,699 2,056 
Loans receivable...... 8,528 6,931 4,806 3,099 
Interest receivable... 42 ee 36 20 12 
TOU BSSCES icsbeA ssascssecsssesensts 18,461 13,885 ag 525 5,167 
Liabilities: ~ SUAS ~ Seg 
Deferred credits (advance pay- 
TIS wsctsecsosertecsetcctoveiees DOORS res ketrrce, ertaatttrseee eecenniaetee 
Total liabilities... RBS iiss GRO TR IRS cscs 
Government equity: ca 7 
Unexpended balances: 
Undisbursed obligations: Loans... 5,048 6,918 2,699 2,056 
Invested capital and earnings... 8,570 6,967 4,826 3,111 
Total Government equity ....... 13,618 13,885 7,525 5,167 
Analysis of changes in Goverment equity: 
Retained income: 
AM ITIR ANNI is cscssessonsescssciela cisusasescosseasnnnse 13,618 13,885 7,525 
Net income for the year .........sscccssssecssssseeesees 5,089 195 142 
Capital transfer to general fund............c..s00e . — 4,822 j — 6,555 — 2,500 
MISHIMA ves caaratass roctsscconssvernecsosettreertonsray __ 13,885 ie _1,525 5,167 
Total Government equity (end of year) ...... 13,885 7,525 5,167 
Trust Funds 
ADVANCES, FOREIGN MILITARY SALES 
Program and Financing (in thousands of dollars) 
Identification code 11-8242-0-7-155 1979 actual 1980 est. 1981 est 
Program by activities: 
Orders to DOD accounts: 
1. Military personnel.................. 162,849 148,254 141,230 
2. Operations and maintenance . 575,204 477,186 463,262 
3. Procurement: 
804,060 955,500 780,800 
32,743 11,350 15,350 
451,920 522,636 229,835 
4. Research, development, test, 
ANd evaluation... 42,157 12,451 39,653 
5. Military construction.............. 37,671 40,076 41,319 
6. Military assistance 27,500 30,800 29,100 
DERE stork deeb Mo Avckbouns 769,686 1,136,932 1,029,716 
Orders by the fund (direct cita- 
tion): 
1, Procurement...........ssssssseesssees 1,843,106 3,155,924 2,593,450 
2, COMStruction ........cssssssssssssssees 1,681,050 1,986,000 3,680,000 
DAU Arcs nohaowtieiatn ano 325,255 555,864 456,285 
10.00 Total obligations 6,753,201 9,032,973 9,500,000 
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FUNDS APPROPRIATED TO THE PRESIDENT 





























Financing: : 
17.00 Recovery of prior year obligations. — 535,443 — 32,973 ccc acaaanisral 
Budget authority................ 6,217,758 9,000,000 9,500,000 
Budget authority: 
60.00 Appropriation (receipts from for- 
eign governments) .........sese000 8,544,542 8,300,000 9,500,000 
60.49 Portion applied to liquidate con- 
tract authority 0.0... — 8,544,542 aed 8,300,000 —9,500,000 
63.00 WMI COIR a cacicanecicscetteccar, * Sescagcssiossssongecmn, ” exseasastosoeealtote 
69.10 Contract authority (82 
Stat. 1323) (permanent, 
indefinite) ..............ssseee. 6,217,758 9,000,000 9,500,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................. 6,217,758 9,000,000 9,500,000 
Obligated balance, start of year: 
72.40 Appropriation ...........cecsccsssseeseens 4,907,395 6,341,257 5,141,257 
72.49 Contract authority.................... 10,417,510 8,090,727 8,790,727 
Obligated balance, end of year: 
74.40 Appropriation.......... —6,341,257 —5,141,257 —5,141,257 
74.49 Contract authority —8090,727 —8790,727  —8,790,727 
90.00 MANES cet sescicssesiesionuitorvateest 7,110,679 9,500,000 9,500,000 
Status of Unfunded Contract Authority (in thousands of dollars) 
Unfunded balance, start of year .................. 10,417,510 8,090,727 8,790,727 
CAMNTOIGIGRILINON TD soesstcadsSvcacaatscesaccsecviavessinies 6,217,758 9,000,000 9,500,000 
Appropriation to liquidate contract authority — 8,544,542 = 8,300,000 — 9,900,000 
Unfunded balance, end of year....... 8,090,727 8,790,727 8,790,727 





This trust fund was established to facilitate govern- 
ment-to-government sales of defense articles and serv- 
ices as authorized by sections 21 and 22 of the Arms 
Export Control Act, including those sales financed with 
Foreign military sales credits in accordance with sec- 
tion 23 of that act. Orders placed by foreign govern- 
ments through this trust fund can be combined with 
procurement for our own military departments. The 
resultant savings are shared by both the United States 
and foreign governments. 

The net impact of foreign military sales on the 
budget is reflected below (in billions of dollars): 














1979 actual 1980 estimate 1981 estimate 

Obligations of the fund (budget authority) .............. 
Receipts from foreign governments (appropriation) . = 8.5 —8.3 —9.5 
Net budget authority ............ccc.cseccssseessssees —23 Pe roe. 
Payments from the fund (Outlays) ..............sscsssessees 7.1 9.5 9.5 
Receipts from foreign governments (appropriation) . _ 8.5 —83 ; —95 
PRE MUNIN G sees cset sd scares hescads MAE do ceortoustelene —1.4 Boiss Geeta: 





Budget authority (contract authority) is recorded in 
the amount necessary to cover new obligations by the 
fund. Estimates of new orders (acceptances) assumed in 
preparation of the trust fund program and financing 
schedule are as follows (in billions of dollars): 


; 1979 actual 1980 estimate 1981 estimate 
Estimates of new orders (acceptances) .................. 13.0 14.5 14.5 


Object Classification (in thousands of dollars) 





1981 est. 








Identification code 11-8242-0-7-155 1979 actual 1980 est. 

21.0 — Travel and transportation of persons........... 4,481 7,400 5,800 
23.2 Communications, utilities, and other rent... 3,629 5,500 4,600 
24.0 — Printing and reproduction .........cc.sssosesssee 2,722 4,100 3,600 
ERE UNDE SOUWNCES \acscsafiasactdcanscoscanecBasncdse 2,613,721 3,609,973 2,968,000 
26.0 — Supplies and materials ..........cccsssssssessssen 488,206 755,000 627,000 
SAU Fe BEGUN cic io RLS Ec os ness 1,959,392 2,665,000 2,211,000 
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32.0 — Lands and Structures...............sssccsssecessnseee 1,681,050 1,986,000 3,680,000 
99.0 Tote Gee Kn... 6,753,201 9,032,973 9,500,000 
INFORMATIONAL FOREIGN CURRENCY SCHEDULE 
Advances for Military Assistance 
Program and Financing (in thousands of dollar equivalents) 

1979 actual 1980 est 1981 est 
Relation of obligations to outlays: 
Obligated balance, start Of year .............csccssseee: WE ioe ed eee eee 
Adjustment due to changes in exchange rates..... eR) St a 
RON a ost Ae NO cede Re 








INTERNATIONAL DEVELOPMENT ASSISTANCE 
MULTILATERAL ASSISTANCE 
Federal Funds 
General and special funds: 
[INTERNATIONAL FINANCIAL INSTITUTIONS] 
MULTILATERAL DEVELOPMENT BANKS 


CONTRIBUTION TO THE INTERNATIONAL BANK FOR RECONSTRUCTION 
AND DEVELOPMENT 


For payment to the International Bank for Reconstruction and De- 
velopment by the Secretary of the Treasury, $20,000,000, for the United 
States share of the increase in subscriptions to the paid-in capital 
stock, as authorized by the Act of October 3, 1977 ‘Public Law 95-118), 
to remain available until expended. 


LIMITATION ON CALLABLE CAPITAL SUBSCRIPTIONS 


The United States Governor of the Bank may subscribe without 
fiscal year limitation to the callable portion of the United States share 
of such increase in capital stock in an amount not to exceed 
$180,000,000. (Additional authorizing legislation to be proposed.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 
are based on Senate action on H.R. 4473, Foreign Assistance and Related Programs Appropri- 
ations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 11-0077-0-1-151 














1979 actual 1980 est 1981 est. 
Program by activities: 
10.00 Total program costs, funded—obli- 
gations (object class 33.0) ...... 16,298 82,578 20,000 
Financing: 
Unobligated balance _ available, 
start of year: 
21.40 Appropriation ..............ccsssescesseee —1,654,875 —1,801,656 —2,544,855 
21.47 Authority to DOrrOW ...............00+« —5,715,000 —5,715,000 —5,715,000 
Unobligated balance available, end 
of year: 
24.40 Appropriation ..........c...cssssecsesssses 1,801,656 2,544,855 2,544,855 
24.47 Authority to DOrrOW ..............00e+. 5,715,000 5,715,000 5,715,000 
40.00 Budget authority (appro- 
INUNIN ss ioiisdiscswnsin 163,079 825,777 20,0¢0 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................. 16,298 82,578 20,000 
72.40 Obligated balance, start of year..... 119,624 119,264 119,264 
74.40 Obligated balance, end of year....... — 119,624 — 119,264 — 119,264 
90.00 Uso neces: 16,298 82,578 20,000 





U.S. membership in the International Bank for Re- 
construction and Development (IBRD) was authorized 
by the Bretton Woods Agreements Act of July 31, 1945. 
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CONTRIBUTION TO THE INTERNATIONAL BANK FOR RECONSTRUCTION 
AND DEVELOPMENT —Continued 


A selective capital increase of $8.4 billion, increasing 
the authorized capital of the IBRD to $41 billion, was 
approved by the Board of Governors in 1977. The U.S. 
share of the selective capital increase of $1,569 million, 
of which 10% would be paid-in capital, was authorized 
in Public Law 95-118, and represents an 18.7% share of 
the increase. Appropriations of $380 million and $163 
million were obtained in 1978 and 1979 respectively. 
Appropriation of $1,025.8 million was sought in 1980, of 
which $825.8 million ($82.6 million paid in capital and 
$743.2 million callable capital) is contained in the 
Senate version of H.R. 4473; the Foreign Assistance 
Appropriations Act of 1980. 

The Administration intends to complete subscriptions 
to the selective capital increase in 1981; accordingly, 
appropriation of $20 million paid-in capital is sought. In 
addition, authority is sought in the appropriation to 
enable the U.S. Governor to subscribe to callable capi- 
tal in an amount not to exceed $180 million. Under 
present legislation (Public Law 95-118), the U.S. Gover- 
nor cannot subscribe to callable capital until it has 
been fully appropriated. Additional legislation will be 
proposed authorizing the U.S. Governor to subscribe to 
additional amounts of callable capital to the extent pro- 
vided in appropriations acts. The requirement for ap- 
propriations action will be met by the proposed pro- 
gram limitation on subscriptions to callable capital. 





CONTRIBUTION TO THE INTERNATIONAL DEVELOPMENT ASSOCIATION 


For payment to the International Development Association by the 
Secretary of the Treasury, $1,080,000,000, to be available only upon the 
enactment of authorizing legislation, for the first installment of the 
United States contribution to the sixth replenishment, to remain avail- 
able until expended. (Additional authorizing legislation to be proposed 
for $1,080,000,000.) 

Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 


are based on Senate action on H.R. 4473, Foreign Assistance and Related Programs Appropri- 
ations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 11-0073-0-1-151 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Total program costs, funded—obli- 








gations (object class 33.0) ...... 1,258,000 1,092,000 1,080,000 
Financing: 
40.00 Budget authority (appropri- 
ERIN) is cissboamss ctinnsivcadsescoenrenets 1,258,000 1,092,000 1,080,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................. 1,258,000 1,092,000 1,080,000 
72.40 Obligated balance, start of year..... 801,290 1,683,669 2,275,669 
74.40 Obligated balance, end of year....... _ 1,683,669 —2,275,669 —2,784,069 
90.00 NOUNS arc coucisamkd-is 375,621 500,000 571,600 





The International Development Association (IDA) is 
the member of the World Bank Group which provides 
development financing on concessional terms. Pursuant 
to authorization in the International Development As- 
sociation Act (Public Law 86-565), enacted June 30, 
































FU) 
1960, the United States joined the Association in 
August 1960. i 
Fourth replenishment.—In 1974, a U.S. contribution fic 
of $1,500 million in four equal installments was author- Stat 
ized by the Congress as part of a $4,500 million replen- exce 
ishment (Public Law 93-373). Appropriation of the re- pose 
maining $292 million was requested in 1980, and is Not 
contained in the Senate version of H.R. 4473; the For- Puls 
eign Assistance Appropriations Act of 1980. are bi 
Sixth replenishment.—Since the existing commitment + 
authority of IDA will be exhausted by June 30, 1980, 
multilateral negotiations have recently been completed val 
on the sixth replenishment of IDA resources. Authoriz- ge 
ing legislation is being submitted for a U.S. contribu- 
tion of $3,240 million, representing a 27% share of the 10.00 
total $12 billion replenishment. An appropriation of the 
first of three annual installments of $1,080 million is 
sought in 1981. 21.40 
24.40 
CONTRIBUTION TO THE INTERNATIONAL FINANCE CORPORATION 40.00 
Program and Financing (in thousands of dollars) 
Identification code 11-0078-0-1-151 1979 actual 1980 est. 1981 est hh 
Program by activities: 72.40 
10.00 Total program costs, funded—obligations 74.40 
NOU OE CLASS GLU) aatssasasatsassssaaycocbeasexei> 25,599 22,299 22,299 90.00 
Financing: a5 
21.40 Unobligated balance available, start of year ................. — 14,446 — 25,595 T 
24.40 Unobligated balance available, end of year. 14,446 25,595 3,296 ian 
40.00 Budget authority (appropriation) .. 40,045 SS AAS». iscncan ribk 
Relation of obligations to outlays: a 
71.00 Obligations incurred, Net ...............sssesecseeee 25,599 22,299 22,299 a 
90.00 Outlays 25,599 22,299 22,299 C 
com 
The International Finance Corporation was _ estab- cap’ 
lished in 1956 to further economic development by en- $2,7 
couraging the growth of productive private enterprise rep) 
through loans and equity investments. It is affiliated mill 
with the World Bank. Pursuant to authorization in the A 
International Finance Corporation Act (Public Law 84- $2,7 
350), enacted August 11, 1955, the United States joined pres 
the Corporation in July 1956. sou 
Authorization was obtained in Public Law 95-118 for cap’ 
a $111.5 million U.S. share of a $540 million replenish- req 
ment to the resources of the IFC. In 1978 and 1979, a the 
total of $78 million was appropriated. In 1980, the re _ ject 
maining $33.5 million of the present replenishment is atio 
contained in both the House and Senate versions of cap’ 
H.R. 4473; the Foreign Assistance Appropriations Act of sou; 
1980. sub; 
und 
lion 
CONTRIBUTION TO THE INTER-AMERICAN DEVELOPMENT BANK cap: 
For payment to the Inter-American Development Bank by the Secre- F 
tary of the Treasury, $143,023,039, for the United States share of the lati 
replenishment of the resources of the Fund for Special Operations as U.S 
authorized by the Act of May 31, 1976 (Public Law 94-302), to remain thre 
available until expended; and $226,547,047, to be available only upon FSC 
the enactment of authorizing legislation, for the United States share of 
the increase in (1) subscriptions to the paid-in capital stock, and (2) the $151 
resources of the Fund for Special Operations, to remain available until Is C 
expended. (Authorizing legislation has been proposed for $226,547,04?.) rem 
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LIMITATION ON CALLABLE CAPITAL SUBSCRIPTIONS 


The United States Governor of the Bank may subscribe without 
fiscal year limitation to the callable capital portion of the United 
States share of such increase in capital stock in an amount not to 
exceed $635,754,950. (Additional authorizing legislation has been pro- 


posed.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 
are based on House action on H.R. 4473, Foreign Assistance and Related Programs Appropri- 
ations Act, 1980. 


Program and Financing (in thousands of dollars) 

















\dentification code 11-0072-0-1-151 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Total program costs, funded—obli- 
gations (object class 33.0) ...... 202,300 233,801 369,570 
Financing: 
21.40 Unobligated balance _ available, 
LNA ce cesicctctcrecsacsascos — 2,857,725 —3,419,154 —4,054,909 
24.40 Unobligated balance available, end 
PMWM Sec cas Sessnchacdlcceessctsns 3,419,154 4,054,909 4,054,909 
40.00 Budget authority (appro- 
NORMANDY scsi csadscccnsa 763,728 869,556 369,570 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................. 202,300 233,801 369,570 
72.40 Obligated balance, start of year..... 1,348,955 1,315,544 1,282,345 
74.40 Obligated balance, end of year....... —1,315,544 —1,282,345 —1,400,994 
90.00 (LS Stes eee 235,711 267,000 250,921 





The Inter-American Development Bank (IDB) pro- 
motes economic development in Latin America and Ca- 
ribbean countries through loans and technical assist- 
ance. Pursuant to the Inter-American Development 
Bank Act (Public Law 86-147), enacted August 7, 1959, 
the United States joined the Bank in December 1959. 

Capital resources.—International negotiations were 
completed in 1978 for an $8,000 million increase in the 
capital of the IDB, of which the U.S. share would be 
$2,749 million, or 34.5%, of which $206 million or 7.5% 
represents paid-in capital and the remainder ($2,543 
million) callable capital. 

Authorizing legislation for a U.S. subscription of 
$2,749 million to the capital resources of the IDB is 
presently before the Congress. Appropriation was 
sought in 1980 for $687.3 million ($51.6 million paid-in 
capital and $635.7 million callable capital). The full 
request is contained in the House version of H.R. 4473; 
the Foreign Assistance Appropriations Act of 1980. Sub- 
ject to authorizing legislation being obtained, appropri- 
ation of the second tranche of $51.6 million paid-in 
capital is sought in 1981. In addition, authority is 
sought in the appropriation for the U.S. Governor to 
subscribe to additional amounts of callable capital 
under a program limitation up to a total of $635.7 mil- 
lion, which would bring U.S. subscriptions to the IDB’s 
capital stock to $687.3 million, in 1981. 

Fund for special operations (FSO).—Authorizing legis- 
lation (Public Law 94-302) was approved in 1976 for a 
US. contribution of $600 million, to be contributed in 
three tranches, to the current replenishment of the 
FSO. In 1977-79, $449.7 million was appropriated and 
$150.3 million was sought in 1980, of which $7.3 million 
is contained in the House version of H.R. 4473. The 
remaining $143 million, authorized under Public Law 


310-100 0 - 80 - 6 


94-302 is being sought in 1981 to complete U.S. contri- 
butions to the replenishment. 

International negotiations were completed in 1978 for 
a $1,750 million replenishment of the FSO’s resources. 
The U.S. share of this increase is $700 million, or 40%. 
Authorizing legislation for the U.S. subscription to this 
replenishment of the resources of the FSO is presently 
being considered by the Congress. Appropriation was 
sought in 1980 for $175 million, representing the first of 
four equal annual installments. The full request is con- 
tained in the House version of H.R. 4473. Subject to 
authorizing legislation being obtained, the second in- 
stallment of $175 million is sought in 1981. 

The total request for the FSO in 1981 is, therefore, 
$318.0 million, which represents the final $143 million 
not contained in the House version of H.R. 4473, from 
the funds authorized in Public Law 94-302, and the 
second installment of $175 million to the new replenish- 
ment. 


CONTRIBUTION TO THE ASIAN DEVELOPMENT BANK 


For payment to the Asian Development Bank by the Secretary of the 
Treasury, $25,195,694, for the United States share of the increase in 
subscriptions to the paid-in capital stock, as authorized by the Act of 
October 3, 1977 (Public Law 95-118), to remain available until expend- 
ed, and $111,250,000 to be available only upon the enactment of autho- 
rizing legislation, for the United States contribution to the increase in 
resources of the Asian Development Fund, to remain available until 
expended. (Additional authorizing legislation has been proposed for 
$111,250,000 for the Asian Development Fund.) 


LIMITATION ON CALLABLE CAPITAL SUBSCRIPTIONS 


The United States Governor of the Bank may subscribe without 
fiscal year limitation to the callable capital portion of the United 
States share of such increase in capital stock in an amount not to 
exceed $226,763,255. (Additional authorizing legislation to be pro- 
posed.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 
are based on Senate action on H.R. 4473, Foreign Assistance and Related Programs Appropri- 
ations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code. 11-0076-0-1-151 

















1979 actual 1980 est. 1981 est 
Program by activities: 
10.00 Total program costs, funded—obligations 
MGR CRISS FRO ooo ccrcceciceeersrcceces 89,934 191,233 136,446 
Financing: 
21.40 Unobligated balance available, start of year —434,689 —609,754 —789,598 
24.40 Unobligated balance available, end of year.. 609,754 789,598 789,598 
40.00 Budget authority (appropriation) .. 265,000 371,077 136,446 
Relation of obligations to outlays: 
71.00 Obligations incurred, met ..............cssssseccesssee 89,934 191,233 136,446 
72.40 Obligated balance, start of year... 158,369 218,935 358,504 
74.40  Obligated balance, end of year.................0 —218,935 —358,504 —416,976 
90.00 UID sccssscsi hecdectsrarencaicatasicceiiche 29,369 51,664 77,974 





The Asian Development Bank (ADB) was established 
in 1966 to foster economic growth in Asia by extending 
loans and technical assistance to the developing 
member countries of the region. Pursuant to authoriza- 
tion in the Asian Development Bank Act (Public Law 
89-369), enacted March 16, 1966, the United States 
joined the Bank in August 1966. 
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CONTRIBUTION TO THE ASIAN DEVELOPMENT BANK—Continued 


Ordinary capital (OC).—A $4,960 million replenish- 
ment increasing the Bank’s resources was approved by 
the ADB Board of Governors in 1977, and a U.S. contri- 
bution of $814.3 million, of which 10% would be paid-in 
capital, was authorized in Public Law 95-118. Appropri- 
ations of $168 million and $194.5 million were received 
in 1978 and 1979 respectively. In 1980, $248.2 million 
was sought, of which $199.8 million ($20.0 million paid- 
in capital and $179.8 million callable capital) is con- 
tained in the Senate version of H.R. 4473. 

In 1981, the Administration intends to complete sub- 
scriptions to the general capital increase, authorized in 
Public Law 95-118, and accordingly, appropriation of 
$25.2 million paid-in capital is sought. In addition, au- 
thority is sought in the appropriation to enable the U.S. 
Governor of the Bank to subscribe up to $226.8 million 
callable capital. Under present authorizing legislation 
the U.S. Governor cannot subscribe to callable capital 
until it has been appropriated. Additional legislation 
will be proposed authorizing the U.S. Governor to sub- 
scribe to additional amounts of callable capital to the 
extent provided in appropriations acts. The require- 
ment for appropriation action will be met by the pro- 
posed program limitation on subscriptions to callable 
capital. 

Asian Development Fund (ADF).—The ADF is the 
concessional lending window of the ADB. Authorization 
was obtained for a U.S. contribution of $180 million to 
an $809 million replenishment to the ADF (Public Law 
95-118). Appropriation of the final $60 million is con- 
tained in the Senate version of H.R. 4473; the Foreign 
Assistance Appropriations Act of 1980. 

In 1978, international agreement was reached for a 
second replenishment of the resources of the ADF total- 
ing $2,150 million. Authorizing legislation for a U.S. 
contribution of $445 million, representing 20.7% of the 
replenishment is presently before the Congress. In 1980, 
appropriation of $111.2 million, as the first of four 
equal annual contributions to this second replenish- 
ment of the ADF was sought, and is contained in the 
Senate version of H.R. 4473. In 1981, the second install- 
ment of $111.2 million is sought. 





CONTRIBUTION TO THE AFRICAN DEVELOPMENT FUND 


For payment to the African Development Fund by the Secretary of 
the Treasury, $41,666,667, to be available only upon the enactment of 
authorizing legislation, for the United States contribution to the 
second replenishment of the African Development Fund, to remain 
available until expended. (Additional authorizing legislation has been 
proposed.) 

Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 


are based on House and Senate actions on H.R. 4473, Foreign Assistance and Related 
Programs Appropriations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 11-0079-0-1-151 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Total program costs, funded—obligations 


(ODJOCT Chass 33.0) .......essessesesbocbvosbedvees 25,000 41,667 41,667 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 











Financing: 
40.00 Budget authority (appropriation) ........... 25,000 41,667 41,667 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............ssssecsssssees 41,667 41,667 
72.40  Obligated balance, start of year 25,000 64,667 
74.40 Obligated balance, end of year..............+..... —64,667 —101,534 
90.00 PRIN cree Rte Scans cist mataantiss Mae ee apres 2,000 4,800 





The African Development Fund (AFDF), a special 
fund associated with the African Development Bank 
(AFDB), was established on June 30, 1973. The purpose 
of the AFDF is to complement the operations of the 
AFDB by providing concessional financing for high pri- 
ority development projects in the poorest African coun- 
tries. 

U.S. membership in the AFDF was approved on May 
31, 1976 (Public Law 94-302), with an authorized contri- 
bution of $25 million. The United States formally joined 
the AFDF in November 1976. In 1979, $25 million, 
which had been authorized in Public Law 95-118, was 
appropriated as a U.S. contribution to the first replen- 
ishment of AFDF resources. 

In 1978, international agreement was reached for a 
second replenishment of the resources of the AFDF in 
the amount of $777 million, of which $735 million has 
been pledged. Authorizing legislation for a U.S. contri- 
bution of $125 million, representing between 16% and 
17% of the final replenishment total is presently before 
the Congress. Appropriation of $41.7 million, as the 
first of three annual installments by the United States, 
was sought in 1980, and is contained in both House and 
Senate versions of H.R. 4473. In 1981, the second in- 
stallment of $41.7 million is sought. 





CONTRIBUTION TO THE AFRICAN DEVELOPMENT BANK 


For payment to the African Development Bank by the Secretary of 
the Treasury, $17,986,679, to be available only upon the enactment of 
authorizing legislation, for the United States share of the initial sub- 
scription to paid-in capital stock, to remain available until expended. 
(Additional authorizing legislation to be proposed.) 


LIMITATION ON CALLABLE CAPITAL SUBSCRIPTIONS 


The United States Governor of the Bank may subscribe without 
fiscal year limitation to the callable capital portion of the United 
States share of such increase in capital stock in an amount not to 
exceed $53,960,035. (Additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 11-0082-0-1-151 1980 est. 1981 est. 


1979 actual 





Program by activities: 
10.00 Total program costs, funded—obligations 
REMI SUAS) PNUD cces2gsqcecascicoane scssrorca 
Financing: 
40.00 Budget authority (appropriation)........... 





Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............c.csssecessssee 


90.00 





QUUAYS <3, 5.55 deers. stetnacielmiecens 





International negotiations have recently been com: 
pleted to provide for nonregional membership in the 
AFDB. Authorizing legislation will be sought in 1981 to 
enable the United States to join the AFDB, with 3 
subscription of $359.7 million ($89.9 million paid-in capi- 
tal $269.8 million callable capital) representing 17.04% 
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of the planned $2,111 million capital subscription of the 
nonregional members of the AFDB. 

Subject to this authorizing legislation being obtained, 
appropriation of the first of five equal installments of 
$18.0 million paid-in capital is sought in 1981. In addi- 
tion, authority is sought in the appropriation for the 
U.S. Governor to subscribe to additional amounts of 
callable capital under a program limitation up to a 
total of $54 million, bringing U.S. subscriptions to the 
capital of the AFDB to $71.9 million, in 1981. 





PAYMENT TO THE INTERNATIONAL FUND FOR AGRICULTURAL 
DEVELOPMENT 


Program and Financing (in thousands of dollars) 











identification code 11-1039-0-1-151 1979 actual 1980 est. 1981 est. 
Relation of obligations to outlays: 

Te MERRN IS WOOT TNE Se ccscscecscsnosss, Gasaunsueditbiaen: _snccniessesepsben- ~ spsechesdunsaceonde 

72.40 Obligated balance, start of year.................. 180,400 180,400 160,400 

74.40 Obligated balance, end of year.............ssese. — 180,400 — 160,400 — 120,400 

90.00 RMN GS 2a Daiichi aiid 40,000 





20,000 


The International Fund for Agricultural Develop- 
ment (IFAD) was established to mobilize additional re- 
sources to be made available on concessional terms for 
agricultural development in developing member states. 
Lending operations began in 1978. 

By the end of calendar year 1979, IFAD had commit- 
ted approximately $500 million for 33 projects in irriga- 
tion, integrated rural development, agricultural credit, 
livestock improvement, and technical assistance. Three- 
fourths of IFAD-approved loans have been provided to 
countries with per capita GNP of $300 or less. The 
Fund will continue to focus on the goal of increased 
production and income for small farmers and the rural 
poor. 





INTERNATIONAL ORGANIZATIONS AND PROGRAMS 


For necessary expenses to carry out the provisions of section 301 of 
the Foreign Assistance Act of 1961, as amended, and of section 2 of the 
United Nations Environment Program Participation Act of 1972, 
$244,050,000 to remain available until expended. (Additional authoriz- 
ing legislation to be proposed.) 

Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 


are based on House and Senate action on H.R. 4473, Foreign Assistance and Related Pro- 
grams Appropriations Act, 1980. 


Program and Financing (in thousands of dollars) 





1980 est. 








Identification code 11-1005-0-1-151 1979 actual 1981 est 
Program by activities: 
1. U.N. Development Program...........ssss0s00 126,050 126,050 140,000 
2. Special fund for science and technology. .sscccsssssssse  sssseseeseseeee 15,000 
3. U.N. Children’s FUNG ........cscssccsccsssssssseen 30,000 36,000 40,000 
4. Organization of American States... 15,500 16,500 17,500 
9. U.N. Relief and Works Agency.............. 52,000 TAI. ae ccorceeottnseece 
6. International Atomic Energy Agency........ 12,000 12,500 13,500 
7. Other organizations and programs.......... 24,091 18 990 18,050 
10.00 Total obligations............scscccssscccceeeeeen 259,641 261,640 244,050 
Financing: 
17.00 Recovery of prior year obligations................ ss OR 0 
21.40 Unobligated balance available, start of year SOT ooclonntaeon 

















—Continued 

25.00 Unobligated balance lapsing ...................... 3,255 iy 5 ie ep EE on 
40.00 Budget authority (appropriation) .. 260,000 261,640 244,050 

Relation of obligations to outlays: 

71.00 Obligations incurred, net ..............csssssesseee 256,758 261,640 244,050 
72.40 Obligated balance, start of year... 68,842 125,498 143,773 
74.40 Obligated balance, end of year.................... — 125,498 — 143,73 — 141,320 
90.00 CNR a es oS 200,102 243,365 246,503 


Note.—Excludes $62,000 thousand for activities transferred to “Migration and Refugee Assistance.” Comparable amounts in 
1979 ($52,000 thousand) and 1980 ($52,000 thousand) are included above 


Status of Direct Loans (in thousands of dollars) 














Identification code 11-1005-0-1-151 1979 actual 1980 estimate 1981 estimate 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start Of year ..............sescssseeceee 55,179 52,175 51,927 
2400 Repayments, prepayments, loan sales............ __—3,004 —248 —397 
2900 Outstanding, end Of year..............csscsssseescee 52,175 51,927 51,530 





In addition to its assessed payments, the United 
States contributes to voluntary funds of several interna- 
tional organizations and programs involved in a wide 
range of development assistance, humanitarian, and sci- 
entific activities. Voluntary contributions in 1981 are 
proposed for 14 international organizations and pro- 
grams, including $15 million for the new special fund 
for science and technology that was proposed at the 
1979 U.N. Conference on Science and Technology for 
Development. 


Object Classification (in thousands of dollars) 


Identification code 11-1005-0-1-151 














1979 actual 1980 est 1981 est. 
ALLOCATION TO THE DEPARTMENT OF STATE 

FEO w.  UNGE SI Sia saccenniesbiiecsctttatscosinscscni 10,225 10,300 11,000 

41.0 Grants, subsidies, and contributions............ 249,416 _ 251,340 233,050 

99.0 Total obligations ...............csssessssseeessees 259,641 261,640 244,050 





BILATERAL ASSISTANCE 
Federal Funds 
General and special funds: 
[ECONOMIC] FUNCTIONAL DEVELOPMENT ASSISTANCE PROGRAM 


For necessary expenses to carry out the provisions of Section 103, 
104(b), 104(c), 105 and 106 of the Foreign Assistance Act of 1961, as 
amended, $1,414,202,000, to remain available until expended. (Addi- 
tional authorizing legislation to be proposed.) 

During 1981 and within the resources and authority available, gross 
obligations for the amount of direct loans shall not exceed 
$507, 140,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 
are based on House action on H.R. 4473, Foreign Assistance and Related Programs Appropri- 
ations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 11-1021-0-1-151 














1979 actual 1980 est. 1981 est 
Program by activities: 

1. Food and nutrition 00... 645,359 669,650 757,873 
2. Population planning .. 184,935 195,500 225,215 
3. Health 136,945 140,995 162,713 
4. Education and human resources 97,681 105,987 120,169 

5. Other development assistance 
SI he tS ns 117,427 118,750 148,232 
10.00 Total obligations *.................. 1,182,347 1,230,882 1,414,202 














































































































84 Federal tontsContned APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 |__ FUN! 
INTERNATIONAL DEVELOPMENT AssisTANCE—Continued special expertise and which promise the greatest oppor- PA 
BILATERAL ASSISTANCE—Continued tunity for the poor to better their lives. 
General and special funds—Continued - 
[ECONOMIC] FUNCTIONAL DEVELOPMENT ASSISTANCE PROGRAM— Object Classification (in thousands of dollars) hed 
Continued Lanes and 
Program and Financing (in thousands of dollars) —Continued Identification code 11-1021-0-1-151 1979 actual «1980 est 1981 est Note 
——__________— ime t 
Identification code 11-1021-0-1-151 1979 actual 1980 est. 1981 est. 21.0 Travel and transportation of persons........... 617 950 1,250 bli 
Financing: 22.0 Transportation of things.......cnmssnes 874 1,075 1400 Sams / 
14.00 Offsetting collections from: Non- 23.2 Communications, utilities, and other rent... ...........0. 50 50 
Federal SOUPCES....ccccccccccccccsce £95 24.0 — Printing and reproduction ...........csssesssens 129 150 150 Si... 
17.00 Recovery of prior year obligations... 2999772 25.0 Other SEFVICES ....... sessesseeensannes 110,613 115,000 120,000 Hentifcai 
21.40 Unobligated balance _ available, 26.0 — Supplies and materials .. 29,277 32,000 34,000 ie 
Start Of OOF ®.cevrnntssnesnsn RMR Siloti 31.0 Equipment ...nverrner 204 900 500 a 
22.40 Unobligated balance transferred 33.0 Investments and loans........ eperestasnennyoaecvs 447,887 384,592 507,140 
from other accounts.................. — 3598 ee dt 41.0 — Grants, subsidies, and contributions............. = 592,746 696,565 749,712 10.00 
24.40 Unobligated balance available, end 99.0 Total obligatiOns.......nnnnnnnnne 1,182,347 1,230,882 1,414,202 
25.00  siag ADTs, Se Fit 
40.00 
40.00 Budget authority (appro- ————_ 50 
PECMRION) soos. <csschivcavivecs 1,132,000 1,218,680 1,414,202 Re 
Distribution of budget authority by account: SAHEL DEVELOPMENT PROGRAM ey 
Functional development assistance ..........  csescsscssssesssesssss —cessseessecenseesneees ae ‘ 90.00 
Food and nutrition......................... 605,000 659,000 For necessary expenses to carry out the provisions of section 121 of aa baie 
Population planning 185,000 195,500 the Foreign Assistance Act of 1961, as amended, $113,442,000, to 
Men eek et east crab as ety 130,000 140,590 remain available until expended. (Additional authorizing legislation ; Th 
Education and human resources develop- to be proposed.) insta 
1 Se ae ee errs 97,000 105,000 apncceossoosepesborsis Note.—The regular appropriation for this account for 1980 had not been enacted at the addit 
Other development assistance activities .. 115,000 118,590 pete Thetis tgs bcaVi time this budget was prepared. Funding is currently provided by a continuing resolution eign 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 
Relation of obligations to outlays: are based on House action on H.R. 4473, Foreign Assistance are Related Programs Appropri- salar 
71.00 Obligations incurred, Net... 1,169,562 1,230,882 «1,414,202 tions Act» 1980. bene 
72.40 Obligated balance, start of year..... 2,102,014 2,434,127 2,783,782 
74.40 Obligated balance, end of year....... —2,434,127, —2,783,782 —3,180,574 Program and Financing (in thousands of dollars) 
90.00 IVS seit ecsssnnnssisttes PSR soos 837,449 881,227 1,017,410 7 a ; 
: Identification code 11-1012-0-1-151 1979 actual 1980 est 1981 est ae Fr 
Distribution of outlays by account: cre Cire ta “Th pore 
Functional development assistance... sssssscssssssesese —ssessetssstenseee 74,414 Program by activities: ete 
Food and Nutrition... 458,549 455,969 488,288 10.00 Economic development activities (costs— oe 
Population planning 140,369 141,575 154,423 NM DALIOIFS) svcrtesssttacsctssescsssttetnenttrosteate 75,152 101,498 113,442 Note.- 
Tah he can 62,803 101,261 109,991 vewiliie ‘ae 
Education and human resources.............. 70,660 85,511 85,777 17.90 Recoveries of prior year obligation are base 
oe ee oe aot a on Becieieecd a MN Saba eens 91.40 Unobligated balance available, start of year ations A 
OT COYEREPINC SESPIBICS ACOVIS . 311 é 104,517 94.40 Unobligated balance available, end of year.. 
* Includes capital investment as follows: 1979, $447,887 thousand; 1980, $384,592 thousand; 1981, $507,140 thousand. 40.00 Budget authority (appropriation) .. 75,000 100,000 113,442 Identificatio 
_ Amount for 1979 includes $43,200 thousand of loans authorized but not yet signed by Sept. 30, 1978. Amount for 1980 z a : = ae 
includes $8,000 thousand of loans authorized in 1978 but not yet signed by Sept. 30, 1979. Relation of obligations to outlays: Pri 
. ; 71.00 Obligations incurred, net ...........:....sssecscsseees 73,656 101,498 113,442 10.00 
Status of Direct Loans (in thousands of dollars) _ 72.40 Obligated balance, start of year 47,715 105,448 ~=—=-172,464 
Identification code 11-1021-0-1-151 1979 actual 1980 estimate 1981 estimate 74.40 Obligated balance, end Of YeAr.....nnnnm — 105,448 — 172,464 _— 233,840 Fir 
Position with respect to limitation on an. tha nnnrnnnnnnnnnnann 15,923 nae Me _ Se a 
_ direct loans: - A 
ee Obligations ee mete icebitreems | Lesennetienen ae This program is designed to increase food production 40.00 
Bera SMI RN taaed ee" wie a CBest and promote self-sustaining economic growth in the Rel 
Cumulative balance of direct loans out- Sahel region of Africa. It is being furnished in accord: 79) | 
ae cme st vf ; ance with a long-term, multidonor development plan 72.40 
0900 Rena Pe rtrceeererceenne eat ee a based on equitable burden sharing with other donors 74.40 | 
2400 Repayments, prepayments, loan sales........... sad ale a ~22 139 and the assisted African countries. 90.00 
2900 Outstanding, end Of year............csssessessseeeen 1,022,731 1,269,058 “e 1,535,762 Object Classification (in thousands of dollars) The 
: . i i Re ai ae and | 
The functional development assistance PYOgTAM jreniicaon cove 11-1012-0-1-151 1979 actual 1980 est 1981 est oa 
transfers economic resources to developing countries —— —<—$<$<—$<— - 
with the aim of bringing the benefits of development to 21-0 _ Travel and transportation of persons......... 13 100 i gary 
the poor. Loans and grants under this program are ae seonies sou sich itsterespecwenri 2159 vas bee = ms 
s *,¢ eM DU MMTIC GTI TIIGLOTIGIO cccccccccccccereeeeeeeeeeeeeeees «| Ceeeneneeweeneeee ins 
concentrated in those areas—food and nutrition, popu- 41.9 _ Grants, subsidies, and contributions... 72,390 96,398 108,22 | fi 
lation planning and health, and education and human ae Tas a ee 
99.0 Total obligations ...........ssssesecsessssseeesee 75,152 101,498 113,442 traini 


resources development—in which the United States has 
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81 FUNDS APPROPRIATED TO THE PRESIDENT Funds Continued 
r- PAYMENT TO THE FOREIGN SERVICE RETIREMENT AND DISABILITY INTERNATIONAL DISASTER ASSISTANCE 
FUND* For necessary expenses to carry out the provisions of section 491 of 
*See Part III for additional information. the Foreign Assistance Act of 1961, as amended, $25,000,000, to remain 
For payment to the “Foreign Service Retirement and Disability ee until expended. (Additional authorizing legislation to be 
Fund,” as authorized by the Foreign Service Act of 1946, as amended, P’0P08€¢- 
—* and the Foreign Assistance Act of 1961, as amended, $25,296,000. _Note.—The regular appropriation for this account for 1980 had not been enacted at the 
Note.—The regular appropriation for this account for 1980 had not been enacted at the ee eee —— ner =: een LE maestro mecege ne 
sy || al'Law 96125 inefleet through September, 100, The 1060 amount shown below 2 based on Howse and Senate action on FLR. 47, Foreign Assistance and Related Pro 
; are based on House and Senate action on H.R. 4473, Foreign Assistance and Related Pro-  8™@™S ‘Appropriations Act, SvoU. 
100 grams Appropriations Act, 1980. 
50 Program and Financing (in thousands of dollars) 
50 Program and Financing (in thousands of dollars) 
oa —_____dentif ode ul 1035-0-1-151 1979 
> identification code 11-1036-0-1-153 1979 actual _ 1980 est 1981 est. etn ate 11-1035-0-1-151 = =. = cis -_e _ 
00 wi —— 4 Program by activities: 
140 Program by activities: 1. Italy relief and rehabilitation................. ee 
1) 10.00 P cae leaeur (a r = 2. Romanian relief and rehabilitation.......... UD ksi eee 
a costs—obiigations object class 3. International disaster assistance.............. 28,029 21,800 25,000 
002 PAD eee teccacecallmeatut Ateousiosveravdonsinite 25,676 25,676 25,296 4. Affican TefUQC0S....cccccccosenseennen 
=F Financing: 9. Cambodian relief ........sessessesseeseensee 
40.00 Budget authority (appropriation) . Sond 25,676 25,676 25,296 6. Caribbean relief........esssesseseeseeneeee 
Relation of obligations to outlays: 10.00 Total obligations................cccsssssseeeeesee 47,304 71,800 25,000 
71.00 Obligations incurred, net ................:::: 25,676 25,676 25,296 Financing: 
Sea aes. ee 17.00 Recovery of prior year obligations............... —2,216 
of 90.00 Outlays Dia Bud isis dcedalitlaneiiadisicdldscdécamaie 25, 676 25,676 29,296 21.40 Unobligated balance available, start of year = 10,334 
z = ate rae — 25.00 Unobligated balance lapsing ...................0e 12,037 
The appropriation requested is to finance the 1981 aaa ae 
jon ’ aaa, Budget authority 0.0.0.0... 46,791 71,800 25,000 
installment of the unfunded liability created by the beara pen Jpn 
fhe addition of AID Foreign Service personnel to the For- Budget authority: 
oe eign Service retirement system and by subsequent - = To eeeaa snssaibaineale sclacasclahlibaiates 3 rg 71,800 25,000 
| Salary increases and changes in legislation affecting "¥) [TaNSieTed l10m OMer aCCOUMS a oe 
benefits. 43.00 Appropriation (adjusted) 37,157 71,800 25,000 
50.00 Reappropriation ....................-cs0e-.00+- OO ee es 
AMERICAN SCHOOLS AND HOSPITALS ABROAD Relation of obligations to outlays: “= 
fst For necessary expenses to carry out the provisions of section 214 of 11.00 Obligations incurred, Net .........cuememen 45,088 71,800 25,000 
we the Foreign Assistance Act of 1961, as amended, $15,000,000, to remain 72.40 Obligated balance, start of year .. oo 66,292 97,393 51,888 
available until expended. (Additional authorizing legislation to be 14.40 Obligated balance, end of year.... —57,393 —51,888  —33,811 
proposed.) 90.00 8, 987 77,305 43,077 
44? Note.—The regular appropriation for this account for 1980 had not been enacted at the SS SS — i te ee 
time this budget was prepared. Funding is currently provided by a continuing resolution : s 7 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below These funds are used to provide relief to foreign coun- 
eh ger ga action on H.R. 4473, Foreign Assistance and Related Programs Appropri- tries struck by disasters such as floods, hurricanes, 
oe: Program and Financing (in thousands of oars) earthquakes, and civil disturbances, and assistance for 
mien —__—_ disaster preparedness and contingency planning. 
442 tentiication code 11-1013-0-1-151 1979 actual 1980 est 1981 est 
— ate = : a Object Classification (in thousands of dollars) 
Program by activities: es Sy ST a ee ee eas 
i. 10.00 Total costs—obligations (object class identification code ll- 1035- 0- 7" ‘151 1979 actual 1980 est 1981 est 
MO seals Pearse tertescasesessotayigressassascsncerees 25,000 20,000 15,000 rs — at Ses 
840 ae ) 21.0 Travel and transportation of PeFSONS......... 229 1,500 500 
Financing: i 22.0 — Transportation of things - 3,158 3,000 1,500 
066 17.00 Recovery of prior year obligations SEB < serssecisectee ation hear 25.0 Other Services ..........c.sssvee-. 12,697 20,000 5,000 
a 25.00 Unobligated balance lapsing....................... BOP ~ sesissécsciusscies, ‘cetbancsenotated 26.0 Supplies and materials ... 10,914 18,000 2,000 
; pees 3 Fi , en SEIBS »  CAMMIONI iaiecccsssccsceiindiiacecct iain es 5,000 1,000 
e an Budget authority (appropriation)... 25,000» 20,000 15,000 41.) Grants, subsidies, and contributions... 20,306 24,300 15,000 
ne ; a = ss 
d Relation of obligations to outlays: 99.0 Total obligations... Recess cicarestpateatle 47,304 71,800 25,000 
rd: 71.00 Obligations incurred, net............ 24,951 20,000 15,000 _———— ————— --— == — - 
an 72.40 Obligated balance, start of year 36,177 35,081 37,049 agai ae 
ors 74.40 Obligate balance, end of year............: —35,081 — —37,049 — 34,229 
90.00 RUUAURE SScaS hom ORRARAascies 26,047 18,032 17,820 OPERATING EXPENSES OF THE [AGENCY FOR INTERNATIONAL 
: Sg ean _____ DEVELOPMENT] INTERNATIONAL DEVELOPMENT COOPERATION AGENCY* 
These funds provide assistance to schools, libraries, “See Patt I! for additional information. 
~ and hospitals abroad founded or sponsored by U.S. citi- For necessary expenses to carry out the provisions of section 667 of 
‘|_| zens which serve as demonstration centers for Ameri- ‘Re Foreign Assistance Act of 1961, as amended, $293,800,000, to 
: j eee remain available until expended. (Additional authorizing legislation 
1) | Can ideas and practices. Emphasis is given to geograph- ,, 4, proposed) 
500 ic dispersion of the program, with special priority to 
500 F Note.—The regular appropriation for this account for 1980 had not been enacted at the 
097 ee in less developed countries. Grants general- time this budget was prepared. Funding is currently provided by a continuing resolution 
— Public Law 96-123) in effect through September 30, 1980. The 1980 ts shown bel 
y Hnance new physical facilities, special medical and “a pote on House ‘diten Ga HR 4473, Tea habit on Rated Pelgeene oprah 


440 | 





training programs, and the procurement of equipment. 


ations Act, 1980. 



































































































86 Federal Fonte Siete APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 FUN 
INTERNATIONAL DEVELOPMENT ASSISTANCE—Continued Personnel Summary 
BILATERAL ASsSISTANCE—Continued a ae 
Ha ee ai Total umber of pane GEES nn 55905688 Sit te 
otal compensable Workyears..........-ssssssessessseeeussee i ae 
OPERATING EXPENSES OF THE [AGENCY FOR INTERNATIONAL DEVELOP- Ful-tawe oqukalont 7 other positions.............0000 (348) (362) (362) F 
ret eee DEVELOPMENT COOPERATION AGENCY— Full-time equivalent of overtime and holiday i 
ontinue MOUS Grn derccet eels lnisOioeah paar Adonde (16) (17) (17) 
Program and Financing (in thousands of dollars) Average ES salary $47,500 $49,915 gagg5 Ss 
Average GS grade 9.75 9.17 87 
Identification code 11-1000-0-1-151 1979 actual 1980 est. 1981 est. Satees 6S oa $23,578 $25,346 ‘ae 21 
ae Grades and salaries established by the Foreign 21.0 
Program by activities: : 
10.00 Operating expenses (costs—obligations) ... 251,701 273,587 295,300 ia. 1946, as amended (22 U.S.C. = 
Financing: Average grade: 24.0 
4 oe ng — — funds... = — —2,000 —1,500 Foreign Service Reserve OffiCerS ......c.cscsee 3.56 3.58 370 25.0 
. ecovery OF prior year Obigations.............. FAD seertssssenssene  sassseeneeenneeney Foreign Service Staff.......csssssssssssscsssssesssssses 6.47 6.53 6.51 26.0 
25.00 Unobligated balance lapsing..................ss000 ReLeD can cesceremck Catania heal aie 41.0 
Budget authority ccm 252,500 271,587 293,800 Foreign Service Reserve officers $33,986 $36,535 $36,535 99.0 
Foreign Service: Stat is.s:scsscosssssssccscssossseesonsnanes $17,680 $19,006 $19,006 = 
Budget authority: Grades and salaries established by the Administra- 
BD PRIN ORAMTUID  csssessnusavttsocsossuesdiseinsossessaniigs 254,000 263,000 293,800 tor, Agency for International Development ae 
41.00 Transferred to other accounts..... i MII.) ala Pate senctagilic (22 U.S.C. 2385): Total m 
By ; Average grade 15.32 14.41 14.47 Total c¢ 
aa Pe ee asian sean 252,500 263,000 293,800 Average salary $41,729 $44,859 $44,859 Full 
. upplemental for civilian pay 8587 Average salary of ungraded positions: Full- 
SUED scacechstcbiaipeaissonssesvaveesecescnsevee — prosbsasgeenensse WOE —sarsnecnseceseeeres Wage RAMON UA Me ham $15,449 $16,608 $16,608 h 
Relation of obligations to outlays: Foreign nationals (dollar—funded) .................+ $7,195 $8,100 $9,100 Average 
71.00 Obligations incurred, met ......socsesssessssne 243,775 271,587 293,800 } ite ¢ pe: 
72.40  Obligated balance, start of year . 48,904 62,869 64,662 ee ae 
74.40 Obligated balance, end of year............... —62,869 -—64,662 —73,301 —_ 
90.00 Outlays, excluding pay raise supple- INSTITUTE FOR SCIENTIFIC AND TECHNOLOGICAL COOPERATION 
PME ics scpsisssadabsccssnaviocguctsioeaicsts 229,810 261,722 284,646 For necessary expenses to carry out the provisions of Title IV of the 
91.20 Outlays from pay raise supplemental. — ..............00 8,072 515 International Development Cooperation Act of 1979, as amended, 
- $95,000,000, to remain available until expended. (Additional authoriz- 
Note. —Excludes $1,227 thousand in 1981 for activities transferred to: Acquisition, operation and maintenance of buildings © ing legislation to be proposed.) 
abroad, State. Comparable amounts for 1979, $945 thousand, and for 1980, $1,077 thousand, are included above. — 
ee regular ig gle this er eee had re at the Identificati 
. ti this b t wi repared. g nts Ww" Ww ar 3 tion elias 
elena cea Aeeeey OC aoe eae a pe HR. 4473, Foreign poeta and Related Phugrése Apiegctiiotth Act, 1980. i ma Pr 
appropriated dollar costs of managing Agency for Inter- Program and Financing (in thousands of dollars) eR 
national Development (AID) programs, including sala- a na = ’ 
ries and other expenses of direct hire personnel. IDCA *tfsaton ove 11-0085-0-1-151 OE RR. vie 
provides policy supervision for the foreign development Program by activities: 21.40 
assistance program and advises the President and the 10.00 Total obligations financing (costs—obliga- 24.40 
Secretary of State on matters affecting less developed TON e een eine erates et 23,750 95,000 25.00 
countries. AID currently maintains resident missions in Financing: 
more than 50 foreign countries as well as a headquar- 40.00 Budget authority (appropriation) ......0.... 0... 23,750 95,000 = 
ters staff in Washington which supports fiel 7 = a . 
and manages in and wecuie ae ef eee © eee ee 
: 71.00 Obligations incurred, Net .........ccsssssssescssen 95,00 72.40 
Object Classification (in thousands of dollars) 72.40 Obligated balance, start of year . 167) 74.40 
- 74.40 Obligated balance, end of year... —79,740 90.00 
Identification code 11-1000-0-1-151 1979 actual 1980 est. 1981 est. ED SOMIELRY cists secesvssceedsbpnnnnvessutisquetosaobsnsbanoan 32,00 a 
a ave = aa Distributi 
Personnel compensation: : . : ; 
11.1 Permanent positioNS......n.n1snnssne 117,630 132,387 ~=«134,758 += The Institute for Scientific and Technological Cooper the 
11.3 Positions other than permanent 8,175 8,600 9400 ation (ISTC) was authorized by the Congress in 1980. As Disast 
11.5 Other personnel compensation ............. 5,705 6,000 _ 6600 of the printing of the 1981 budget, operations had not Assist 
Total personnel compensation... 131,510 146,987 «150,758 ~Yet begun pending enactment of appropriations for Peers 
12.1 Personnel benefits: Civili... = 17,663 18,200 20,137 +1980. When functioning, ISTC will support research ie 
- a opened osu pesisiseaatiee = 1,000 1,200 programs focused on problems of development and will admin 
= ae te i aa Of persOns........ ee io aa assist developing countries improve their scientific anid —— 
23.1 Standard level user charges 2.779 3,000 3,000 technological capacities. The management of such re 
23.2 Communications, utilities, and other rent... 21,819 25,700 29,759 search projects funded by the Agency for International Ta 
24.0 Printing and reproduction........r.srnmen 1,210 1,500 1,340 Development (AID) is to be shifted to the Institute Cur 
ae pena reece co c = when it begins operations. The 1981 program will cor 159 
31.0 Equipment pase Fhe re 10.430 7200 91003 sist of the research previously carried out by AID, it 4) 
32.0 Lands and StrUCtUteS....-vc.csoovvvone 366 = 2,000 3000 cluding U.S. contributions to the international agricuk 2400 | 
42.0 — Insurance claims and indemnities................ 105 100 100 tural research centers, as well as research initiatives 2/00 ( 
99.0 Total obligations .....o.:.cneeseene 251,701 273,587 295,300 +SUCh areas as new food crops, energy, disease control) p99 








and the environment. 
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Object Classification (in thousands of dollars) 
































































Wentitication code 11-0085-0-1-151 1979 actual ‘1980 est. 1981 est 
Personnel compensation: 
11.1 Permanent positions ................cccccsssesescsssnes 995 3,035 
11.3 Positions other than permanent........ 164 477 
11.8 Special personnel services payments 226 1,328 
Total personnel compensation.............. 1,385 4,840 
12.1 Personnel benefits: Civilian.............cccccssseeee 125 440 
21.0 ‘Travel and transportation of persons 245 465 
22.0 — Transportation of thingS ..............scscssssese 20 175 
23.2 Rent, communications, and utilities. 150 470 
24.0 — Printing and reproduction................. 175 200 
25.0 Other services ...............0 50 100 
26.0 Supplies and materials .........ccsscccccscsccsse —sesseecceeeseees 50 110 
41.0 Grants, subsidies, and contributions ............ 0 esssssessseee ae 21,550 88,200 
99.0 TOMITMIIONS Seoscctseasssccecaxccectiscvicces  alschentsbigttsee 23,750 95,000 
Personnel Summary 
Total number of permanent pOSitiONS.............cccccss  ssscsssseesesenne 106 106 
Total compensable WOrKYeAYS..........ccsscsssesccssssecsccssse —sesenssnseceennes 40 121 
Full-time equivalent of other positionS...............0.  cssscsssseesssees (15) (15) 
Full-time equivalent of overtime and holiday 
acca Spe isi (0) (0) 
RUEIRE Ey GMI csc cccctctesceccccnsschcsassescsecgsssasusnbos $49,915 $49,915 
RRC RNC cesar ses onacigeesécccmncttvesSpescorsncsors 10.50 10.70 
AUCTERES’ GS GOOEY co5cck oss ccditscbessssascdasccanastcsccscontune $26,300 $27,000 
Average salary of ungraded positions .................s0e $34,000 $33,200 
MISCELLANEOUS APPROPRIATIONS 
Program and Financing (in thousands of dollars) 
Identification code 11-9911-0-1-151 1979 actual 1980 est 1981 est. 
Program by activities: 
10.00 Disaster relief assistance (costs—obliga- 
DR Estat tc tateh ceed Oe iciocecdicacts ockeninusics 2,323 POS a serccea dace eek 
Financing: 
17.00 Recovery of prior year obligations............... mR DT  pioieeninisiseiacy acicssbassebiaiye 
21.40 Unobligated balance available, start of year — 1,699 IE | scicscsesinvensanit 
24.40 Unobligated balance available, end of year. LOUs - cisciseiieatas cnciddteaeads 
25.00 Unobligated balance lapsing .................ss0se.. _ 239 CF nen 
RE RIN or. coccacsiccoshssebsinar~- ~scnsssacsessitnot Oecssotea ated) © etbocbuabt loons 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met .........c:......sssseeee 192 ee 
72.40 Obligated balance, start of year. 59,738 38,972 19,468 
74.40 Obligated balance, end of year - 38,972 — 19,468 — 6,450 
90.00 SN er arte hac aces cs scceeaechers 20,958 20,209 13,018 
Distribution of outlays by account: 
Indochina postwar reconstruction ...........ccccssss00 283 Peeeth ccc, 
Refugee relief (Bangladesh) 322 Se ~ssitenicitictien 
Disaster relief assistance........cssssssesseesssssessee 11,560 6,000 4,018 
Assistance to Portugal and Portuguese colonies... 2,792 GIO eens, 
African development program.......scssssssssssssssesseees 1,637 eo le Cia 
Prototype desalting plant......... 357 4,500 8,000 
Social Progress trust FUNG ........cccccccssssscsssseeessenee 4,016 4,886 1,000 
Administrative and other expenses, sec. 637(b) . —9 BP aac sscaisuaes 
Status of Direct Loans (in thousands of dollars) 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start Of y@ar .....ccsmeeen 43,533 45,237 46,088 
2200 Disbursements ........cssossnsenseseseneen 2,359 1 ee 
2400 Repayments, prepayments, 10a Sal@S....cccace ccocssssneeas  sesnseneeneen — 382 
2700 Other adjustments .......csccssccocsossnsenssonne sae ONeks | sicasintdaeda xeumbees 
2900 Outstanding, end Of YeAP.......nsnnnen 45,237 46,088 
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This consolidated account includes outlays from sev- 
eral bilateral development accounts, most of which will 
no longer have active programs in 1981. Included are 
disaster relief assistance programs, a prototype desalt- 
ing plant operated by the Israelis, and Africa bilateral 
grant programs which are now carried out under the 
Sahel Development Program. 


Object Classification (in thousands of dollars) 














Identification code 11-9911-0-1-151 1979 actual 1980 est 1981 est 
21.0 Travel and transportation of persons........... Oo gi eee 

D'OR SERUM ose icasars cea ccosnfeae sce Pe Wa 2h er ea 

41.0 Grants, subsidies, and contributions............ 2290 3, 2d RIN. 
99.0 Total obligations ..................ecccssseecseee ata) A Ai otieaad 








INFORMATIONAL FOREIGN CURRENCY SCHEDULES 


American Schools and Hospitals Abroad (Foreign Currency Program) 

For necessary expenses as authorized by section 612 of the Foreign 
Assistance Act of 1961, as amended, $14,300,000 in foreign currencies 
which the Treasury Department declares to be excess to the normal 
requirements of the United States, to remain available until expended. 


Program and Financing (in thousands of dollar equivalents) 


1979 actual 


1980 est 


1981 est. 


Program by activities: 
Assistance to American schools and hospitals 
abroad (costs—obligations) (object class 
WO arcs ccgs teense. 
Financing: 
Unobligated balance available, start of year......... 
Adjustment due to changes in exchange rates..... 
Uncbligated balance available, end of year........... 





RR ists scence soko shes cose pcdceR Sos Sd a 14,300 
Relation of obligations to outlays: 
IS INTO WUE aici sccisaicicendtcncceconn Secon 13,142 14,300 
Obligated balance, start of year ...............sssescsssoe 2,007 1,852 8,494 
Obligated balance, end of year...............ccseccsseese — 1,852 = 8,494 _ 10,294 
i icscccscences iin sisincienniconasanbe 


155 6,500 


12,500 


Foreign currency funds supplement dollar appropri- 
ations used to provide assistance to American schools 
and hospitals abroad. The $14.3 million equivalent for 
1981 is for the American University in Cairo. 





Overseas Training and Special Development Activities (Foreign Currency Program) 


For necessary expenses as authorized by section 612 of the Foreign 
Assistance Act of 1961, as amended, $650,000 in foreign currencies 
which the Treasury Department declares to be excess to the normal 
requirements of the United States, to remain available until expended. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 
are based on House action on H.R. 4473, Foreign Assistance and Related Programs Appropri- 
ations Act, 1980. 


Program and Financing (in thousands of dollar equivalents) 





1979 actual 1980 est 1981 est. 
Program by activities: 
1. Training at Indian institutions .................000 353 500 650 
2; HOGI: OUDOIEDY OURO ois csatcscssncccnccasone: soonsesounerssoes 20,000 seeecisieeiacals 
Total costs—obligations (object class 
GE Ri ciscrrcnsceticecbacccstacrsebusiscsie 353 20,500 650 
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1979 actual 1980 est. 1981 est. 





Financing: 
Unobligated balance available, start of year......... 
Adjustment due to changes in exchange rates..... 
Unobligated balance lapsing .............scscsssseeseseen 








Authority to spend foreign currency re- 








IR a getssss ls ae enseirssealbeesciees i 400 20,500 650 

Relation of obligations to outlays: 
Obligations incurred, Met ...............ssssssssssseessesneees 353 20,500 650 
Obligated balance, start Of year .............ssesscsssseee 11,920 10,703 26,203 
Adjustment due to changes in exchange rates..... SOOO! e acokenitaant, Kener 
Obligated balance, end Of year... — 10,703 ‘= 26,203 — 16,853 
SIMA carve erncteastar ecacrsutrirsivcorseasirteoerttce 1,275 5,000 10,000 





The $650 thousand equivalent requested for 1981 will 
be used to train approximately 350 Nepalese at Indian 
institutions. 





Foreign Currencies, Foreign Assistance 


Program and Financing (in thousands of dollar equivalents) 








1979 actual 1980 est. 1981 est. 
Program by activities: 
Economic projects (costs—obligations) (object 
URES MDD cc scssasscstasassestprevtacscosscatsconercccDtoes PAOh looeriann.,.. 


Financing: 
Unobligated balance available, start of year......... 
Adjustment due to changes in exchange rates..... 
Unobligated balance available, end of year........... 








Authority to spend foreign currency re- 
ceipts—permanent (86 Stat. 832, 75 











SAC MEAN Ss ssssaciscs tecatetsvsascinsssnsccnivevensssme  NesuGRTEGoties, TenOTcoGaente TE opeisemeb avsiness 
Relation of obligations to outlays: 
Obligations incurred, net ...........cssssescsssecsssneecseee 17 POO rteistintinie 
Obligated balance, start of year... 4 3 
Obligated balance, end Of year.............ssssseccesseeee ee ery ee 
C1 ea ac ets A ef ie 18 BOO sassisrrcotiae: 





Through 1961, portions of mutual security appropri- 
ations were used to purchase surplus agricultural com- 
modities which were then sold to friendly countries for 
their currencies. The local currencies which accrued 
from these sales are used for economic activities com- 
plementary to the objectives of the U.S. foreign assist- 
ance program. 





Foreign Currency Realized Under the Agricultural Trade and Development Assistance 
Act, as amended (7 U.S.C. 1704, 104(d), (e), (f), (g), (h) and (k)) 


Program and Financing (in thousands of dollar equivalents) 








1979 actual 1980 est. 1981 est. 
Program by activities: 
Grants: 
1. Purchase of goods or services for other 
ROMUIPOS  rescsssisveinigsnscersvanvesvesscsinbessserssisatoses —139 500 500 
2. Promoting economic development and in- 
PUTETNINOD NEN os ssssetn hvscsasuscssnvsvatestcavsenci 15,396 16,000 17,500 
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3. Financing activities related to maternal 
welfare, child health and nutrition, and 








problems of population growth...........ccs. cesses wees _1,000 2,000 
Total obligations ..............ssssescsssseeessssnees 15,257 17,500 20,000 
Financing: 
Unobligated balance available, start of year.......... — 16,699 — 5,303 — 12,500 
Adjustment due to changes in exchange rates..... BB es Lacagiies Weta 
Unobligated balance available, end of year........... 5,303 12,500 18,000 
Authority to spend foreign currency re- 
COIPtS—PerMANENE ............eeecsseesseeesneeenne 3,879 24,697 25,500 
Relation of obligations to outlays: 
Obligations incurred, net ............ssssssessssssesseen 15,257 17,500 20,000 
Obligated balance, start Of year ...............ssssseeee 32,489 35,140 34,140 
Adjustment due to changes in exchange rates..... mesh ch sppspaih peters asaastoaen sta 
Obligated balance, end Of year..............csssssseeeee = 35,140 3 34,140 — 30,390 
MIA US Ee cressesearereetiin is tet cudicosensesacizcssvapoeos 12,602 18,500 23,750 





Portions of foreign currencies received from the sale 
of agricultural commodities under Public Law 480 are 
allocated to the foreign economic assistance program to 
meet emergency or extraordinary relief requirements; 
to finance the purchase of goods and services from 
other friendly countries; to make loans to private enter- 
prise for business development and trade expansion; for 
promotion of multilateral trade, agriculture, and other 
development; and for financing activities related to ma- 
ternal welfare, child health and nutrition, and popula- 
tion growth. 


Object Classification (in thousands of dollar equivalents) 








1979 actual 1980 est. 1981 est 
21.0 — Travel and transportation of persons........... 37 45 0 
22.0 Transportation of thingS .............ccsssseccssece 49 70 90 
23.2 Communications, utilities, and other rent... 147 175 200 
25:0. - CRNOE SOIVICOS cs chcesccsovsihscBarscennterrnes 4,732 5,000 5,250 
26.0 Supplies and materials ...............ssescsseecsssees 101 175 200 
41.0 Grants, subsidies, and contributions............. 10,191 12,035 ; 14,210 
99.0 Total obligations... 15,257 17,500 20,000 





Public enterprise funds: 
DEVELOPMENT LOANS—REVOLVING FUND 


Program and Financing (in thousands of dollars) 











Identification code 11-4103-0-3-151 1979 actual 1980 est 1981 est 
Financing: 
17.00 Recovery of prior year obligations................ — 3,598 1058 sane 
23.98 Unobligated balance transferred to other 
accounts: Fund balance .............c:sseecsse 3,598 zo 1,054 seem 
BURT OT: BUCMOT TIN 5 cash scscassssscsccunsecoads ,, icsesethnaenenese: os Apitabiesscless cae Seaton 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............sccscssseeccee —3,598 = 1,054 causa 
72.98 Obligated balance, start of year: Fund bal- 
RAMs tsccatarsredircscncecerunatnis 72,140 48,018 13,537 
74.98 Obligated balance, end of year: Fund bal- 
MAIR uisesbvsy sa chaang Betesaces cossnte fhecaas sav vole fhssve —48,018 — 13,537 sess 
90.00 RIES cee een tr ecerene A 20,524 33,427 13,537 





Status of Direct Loans (in thousands of dollars) 





Cumulative balance of direct loans out- 
standing: 

2100 Outstanding, start Of year ............seccssseccosees 

ZOO! §,  DISDUFBIINGINS 03k: Sab bacteteosssvossicscvsclotsvevtoses 

2400 Repayments, prepayments, loan sales............ 


10,545,147 10,332,390 10,057,524 
43,271 33,427 aassssersen 
— 283,108 —308,292 —337,40i 
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2700 Other adjustments ...............ssssssseeccsseesssseesees 
2900 Outstanding, end Of year..........ccccsssssseeeess 


27,080 
10,332,390 10,057,525 


9,720,122 











Development loans are made to friendly developing 
countries in order to promote their economic growth. 
Since 1974 budget authority for both loans and grants 
for development assistance has been included in the 
schedule Functional development assistance program. 





HOUSING AND OTHER CREDIT GUARANTY PROGRAMS 


During 1981, total commitments to guarantee loans shall not exceed 
$200,000,000 of contingent liability for loan principal. 


Program and Financing (in thousands of dollars) 
























































Identification code 72-4340-0-3-151 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs, funded: 
1. Administrative expenses ..................... 2,395 2,579 2,685 
2. Contractual services 2,468 2,527 2,780 
3. Claim payments............csssccccssssseeeseee 1,758 1,909 1,877 
4. Acquired security on collateral........... 992 1,245 500 
Total program costs, funded.............. 7,613 8,260 7,842 
Change in selected resources (undelivered 
HNN ssl sissies ccoconstsnsncins Meee 102111689 1,379 
10.00 Total obligations 8,634 9,429 9,221 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: Income from fe€S................s0+e« —§,289 — 5,536 —6,164 
17.00 Recovery of prior year obligations............... — 1,053 — 930 — 420 
21.98 Unobligated balance available, start of 
year: FUNG Dalance ............ccscsssecssseeccssees —40,909 —38,617 — 35,654 
24.98 Unobligated balance available, end of year: 
BNR ENN cates csvnessnacsnntni 38,617 35,654 33,017 
SUTMINEEE ter E SS. ueitsianagien’ Usonhaton lias 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............sssssseesee 2,292 2,963 2,637 
72.98 Obligated balance, start of year: Fund bal- 
asistencia ced cnnsssrcdaiacenectietioane 1,213 718 917 
74.98 Obligated balance, end of year: Fund bal- 
NE Se osetia inasaiaadecetea at —718 —917 —164 
90.00 2,787 2,764 2,790 
Status of Direct Loans (in thousands of dollars) 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start Of year .........ssssecsseesceeeee 504 311 241 
2400 Repayments, prepayments, loan sales.. —10 —40 —30 
2500 — Write-offs for default.............s.ccscsssssssscscesseee —123 —30 —10 
2900 Outstanding, end Of year .........ccssssssssecesesees 311 241 201 
Status of Loan Guarantees (in thousands of dollars) 
Position with respect to limitation on loan 
guarantees: 
3110 Limitation on commitments: Appropriation..... cesssosssssssssse sesssssssssseeee 200,000 
3200 Commitments, gross ........ssssssssssscsssssseseeseen —145,000 —175,000 —200,000 
Cumulative balance of guarantees out- 
standing: 
4100 Qutstanding, start of year ......ssss..sscsscssseeeeen 679,641 759,692 841,192 
4200 New loan guarantees.......cicccssssssssssseecesseseen 96,178 101,500 112,000 
4400 Repayments or prepayments.............ssee» —16,127 —20,000 —22,200 
4900 Outstanding, end of year ..........scsssssssssseseen 759,692 841,192 930,992 





The Housing guaranty program was established by 
the Foreign Assistance Act of 1961 and significantly 


expanded and altered in 1965, 1969, 1975, and 1978. The 
program, consolidated into a single worldwide authority 
in 1978, extends guaranties to assist developing coun- 
tries in formulating and executing sound housing and 
community development policies that meet the needs of 
lower income groups. Activities to be carried out will 
emphasize: (1) sites and services and core housing pro- 
jects providing homesites and shelter for poor families; 
(2) slum upgrading projects designed to conserve and 
improve existing shelter; (3) low-income shelter projects 
designed for demonstration or institution building pur- 
poses; and (4) project-related community facilities and 
services. 


Revenue and Expense (in thousands of dollars) 










































































1979 actual 1980 est. 1981 est. - 
Operating income or loss (—): 
Revenue: FOE IMCOME.............sscscccsssececcessseescessssees 5,289 5,536 6,164 
Expense: 
General administrative expenses ..................s0+« — 2,395 —2,579 — 2,685 
Contractual ServiceS............1..cscsssesccsssssesceesssees — 2,468 — 2,527 — 2,780 
UU CI ccsccianccscosrccecdaiiccclecsnedintoers — 4,863 — 5,106 — 5,465 
Total operating inCOME..................ssccsseeee 426 430 699 
Nonoperating loss: Net loss from subrogated claims 
DOO essai Rican cit srcccentcncainctccie — 1,758 — 1,909 — 1,877 
RODE NORE RO NON as scicccc scccscciccereestoaces —1,332 —1,479 —1,178 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with Treasury............ 42,123 39,335 37,626 36,418 
Accounts receivable (net).............. 1,598 2,006 2,085 2,134 
Other assets (Met) .............ssccsseee 4,035 5,088 5,287 5,134 
Total assets 47,756 46,429 44,998 43,686 
Liabilities: 
Accounts payable and funded ac- 
Crued liabilities * .........e..sseeccssee 1,348 1,134 1,332 1,398 
Government equity: 
Unexpended budget authority: 
Unobligated balance................... 40,909 38,617 35,654 33,017 
Undisbursed obligations 1,464 1,590 2,725 4,137 
Invested Capital ...............sses0 4,035 5,088 5,287 5,134 
Total Government equity ....... 46,408 45,295 43,666 42,288 
Analysis of changes in Government equity: 
Retained income or deficit (—): 
Cpeiainied, RUNING sis <csctcasesscosonensesensstcone 46,408 45,295 43,666 
Transactions: 
INGE CORERINNE: NOSS cise ccciecctcecctceevsectcacssoince — 1,332 — 1,479 —1,178 
Prior year accrued and expense....... Ce thea Joao 
Decrease in credit guaranty reserve —21 —150 —200 
Total Government equity (end of 
Nac issssssss Ss iliterd cinscesscctaasstasenoe 45,295 43,666 42,288 





1 This statement excludes unfunded contingent liabilities under loan guarantees as follows: 1978, $680,000 thousand; 1979, 
$760,000 thousand; 1980, $841,800 thousand; and 1981, $931,600 thousand. 


Object Classification (in thousands of dollars) 


Wentiicaton code 72-4340-0-3-151 











1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent positions.............c:sssessssessseeees 1,360 1,555 1,738 
11.5 Other personnel compensation................ 38 4) 43 
Total personnel compensation............. 1,398 1,596 1,781 
12.1 Personnel benefits: Civiliat..............-ssses 191 333 462 
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HOUSING AND OTHER CREDIT GUARANTY PROGRAMS—Continued 


Object Classification (in thousands of dollars) —Continued 























Identification code 72-4340-0-3-151 1979 actual 1980 est. 1981 est. 
21.0 — Travel and transportation of persons........... 425 489 561 
23.2 Communications, utilities, and other rent.... 319 399 453 
24.0 — Printing and reproduction..............ssssssssseee: ll 40 47 
2). RMN RINE wecssseszasctcerscsssseccsssosesecosstncosonss 2,777 3,259 3,496 
26.0 Supplies and materials ................cccccsseccsseee 17 25 27 
SLOG Breomenteis.. Qik dae 71 134 17 
42.0 Insurance claims and indemnities................ 3,425 3,154 2,377 
99.0 Total obligations .............scsccssseesecseen 8,634 9,429 9,221 
Personnel Summary 

Total number of permanent positions 56 56 56 
Total compensable workyea!S..................... 50 50 50 

Full-time equivalent of other positions.................. (3) (3) (3) 

Full-time equivalent of overtime and holiday 

HOMIES scascacé Pesos chs vovs ck cesaselg tN asinbusncstneeeees (2) (2) (2) 

Average ES salary $47,500 $49,915 $49,915 
Average GS grade 9.7 9.17 8.73 
Average GS salary $23,578 $25,346 $25,346 





Average grade, grades established by the Foreign 

Service Act of 1946, as amended (22 U.S.C. 

801-1158): Foreign Service Reserve officers....... 3.56 3.58 3.70 
Average salary, grades established by the Foreign 

Service Act of 1946, as amended (22 U.S.C. 

801-1158): Foreign Service Reserve officers....... $33,986 $36,535 $36,535 
Average salary of ungraded positions ...............0sse $7,195 $8,100 $9,100 








OVERSEAS PRIVATE INVESTMENT CORPORATION 


The Overseas Private Investment Corporation is authorized to make 
such expenditures within the limits of funds available to it and in 
accordance with law (including not to exceed $10,000 for entertain- 
ment allowances), and to make such contracts and commitments with- 
out regard to fiscal year limitations as provided by section 104 of the 
Government Corporation Control Act, as amended (31 U.S.C. 849), as 
may be necessary in carrying out the programs as set forth in the 
budget for the current fiscal year. 

During 1981 and within the resources and authority available, gross 
obligations for the amount of direct loans shall not exceed $15,000,000. 

During 1981, total commitments to guarantee loans shall not exceed 
$150,000,000 of contingent liability for loan principal. 


Program and Financing (in thousands of dollars) 











Identification code 71-4030-0-3-151 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs: 
1. Insurance program: 
(2) Personnel COStS...........:..sssseeecssee 829 937 952 
(b) Other administrative costs.......... 97 240 240 
(c) Insurance reserves (payments of 
PUAUNS) Aas cosmctrib nods eistzecc teens 984 7,589 7,489 
(d) Premium payments, shared risks 4,744 5,146 5,087 
2. Finance program: 
(2) Personnel COStS..........ssssesssseeen 641 803 812 
(b) Other administrative costs.......... 190 305 349 
(c) Investment encouragement fund 
(investment survey costs) ............ 554 1,000 1,000 
(d) Guaranty reserves (payments of 
DAIMIS Lestewrtsestih.ccladacitaencstihcs. 643 1,000 1,000 
3. Program support: 
(a) Personnel COStS..........c.ssseeessseee 2,378 2,945 2,996 
(b) Other administrative costs.......... 1,769 3,156 3,147 
Total operating costs................. 12,829 23,121 23,072 











Capital investment, funded: 
1. Finance program: Direct investment 


TANMEM WIIG) issih Sostevcsscesnssasecsecovnveryes 6,475 10,600 17,000 


2. Program support: Purchases of 











HOCQEUIDINME NTE cscs sc cohoseycestetvkanssstvonesd es ben ; 10 
Total capital investment................. 6,957 10,918 _17,150 
Total program costs, funded.......... 19,386 34,039 40,222 


Change in selected resources (undisbursed 
direct investment loans, change in guar- 


anty reserve, unexpended obligations)... — 1,983 16,825 30,550 





Adjustment in selected resources................ 12,009 4,825 4,700 
10.00 Total ODNGAtIONS:.....::0s<scnsscmeernnten 29,412 55,689 75,472 
Financing: 


Offsetting collections from: 
11.00 Federal funds: Program support: Interest 







































revenue from U.S. Treasury securities —30,129 —35,000 — 40,000 
14.00 Non-Federal sources: 
Insurance program: 
INSUFANCE PFEMIUMS...........-..ee-0e-0 —31,011. - —30;022 — 29,625 
Recovered from claims paid: 
Princifial:..i<itiatauctdekacccesass — 73,084 —6,412 — 6,084 
WNDIOSE ss. 2 5s izanresdcGeninese: —8,108 —5730 — 3,944 
Finance program: 
Loans repaid —3:193 —3,200 —4,000 
Loan interest —1,477 —1,944 — 2,861 
MATAR ATTEY ACCS escsteresvessscecesccensess — bse — 2,437 — 2,535 
Guaranty claim recovery................ PHIL POOL) TMS red! sensstsnsctsoreae 
17.00 Recovery of prior year obligations................ — 12,009 —4,825 —4,700 
Unobligated balance available, start of 
year: 
21.47 Authority to DOrrOW ...........ccssssescsssesesssees —100,000 —100,000  —100,000 
21.98 Fund balance: 
Treasury balance ..........scssseecssseessssees —21,495 —98,247 —19,633 
U.S. securities (Par) ......cscccsecssseecsssees — 365,740 —422,505 —475,000 
Unobligated balance available, end of year: 
24.47 Authority to DOrrOW .........sscesssssseesssssseees 100,000 100,000 100,000 
24.98 Fund balance: 
Treasury balance .........cccssssesssseeessseeees 98,247 79,633 42,910 
USP SOCUNTENES (DAU) ccccccsccsvecoposcsssesse 422,505 475,000 530,000 
CUO MRNOTNY sccscscscciscisssessces ~ccenisnssiseavese emcrmatiente — Savin 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............cccssseesee —133,517 —33,881 — 18,277 
72.10 Receivables in excess of obligations, start 
HOT MOAN? 25.ssccssscpnvanvantachvseziaderntusvas merce > vaatioetecat ace SSEGAGT ei cee 
72.98 Obligated balance, start of year: Fund bal- 
UN sas cnassespeaseateds cuaiaivdsarsnsnicscone WAGED cccctsisessete 2,358 
74.10 Receivables in excess of obligations, end of 
MOA sescaisccpusssetncctae ete hectares TOSROT, esisreetsiesevni¥. ccs tise 
74.98 Obligated balance, end of year: Fund bal- 
MINOG ccs aeisescarshspshensosisswrcay eterna atasoens — 2,358 — 35,908 
90.00 MINUAVS eeercieacsaiincrarnoatriuaites —64,132 —55,706 — 51,827 
Distribution of outlays by account: 
Insurance and guaranty reserve fund................0+ — 13,623 2,177 2,405 
Overseas Private Investment Corporation operat- 
BNE CCN TEs zscsssacepssszansesessestreoscessvsnaninteneas 9491 —57,883 — 54,232 
Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation .........  .ceccccssssseesse — scssecessseceseee 15,000 
1200 Obligations incurred, gr0Ss ..............cssssseesee —2,950 —15,000 —15,000 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year... 21,521 22,948 30,348 
QEUG . EMBIMNSRTTSN ES scsi secs: cacasaseieseeiiiiessevesissaaiooes 6,475 10,600 17,000 
2400 Repayments, prepayments, loan sales............ —3,194 —3,200 — 4,000 
2500 — Write-offs for default...........ssssssscccssssseeseeessen = BON i idnaiste. Soseene 
2900 Outstanding, end of year.........c...ssssesssseeesees 22,948 30,348 43,348 
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Nonoperating income: 




























































































50 Status of Loan Guarantees (in thousands of dollars) 
50 Position with respect to limitation on loan 
— guarantees: 
22 3110 Limitation on commitments: Appropriation... o...cccscscccssse  cssssessssseeeees 150,000 
3200 Commitments, QrOSS..........c.sceccseecsseccsseesseeees —§2,800 —70,000 —150,000 
50 Cumulative balance of guarantees out- 
00 standing: 
— 4100 Outstanding, start Of year oon... 92,133 199,883 
72 4200 New loan guarantees.............. 128,050 76,000 
4400 Repayments or prepayments —19,300 —18,800 
4500 Terminations for default......... _ —1,000 — 1,000 
4900 Outstanding, end of year............. 199,883 256,083 
00 7a 
The Overseas Private Investment Corporation encour- 
| ages the participation of U.S. private capital and skills 
25 ; 3 , 
in the economic and social development of less devel- 
84 oped friendly countries. Its primary programs are (1) 
44 political risk insurance against losses due to expropri- 
ation, inconvertibility, and war damage; and (2) invest- 
00 ment financing through loans and loan guarantees. The 
i Corporation operates on a self-sustaining basis. 
a INSURANCE PROGRAM ACTIVITY 
00 [In millions of dollars) 
1979 actual 1980 estimate 1981 estimate 
1. Face amount of contracts outstanding, start of 
00 year: 
RMU MME ccc apace sshceedangagvacuan 3,673 2,973 2,073 
33 NN ac cacsha tl secasaacecncedgenensena 9,232 5,861 6,586 
e OI i tntscgc 8905 8.834 8,659 
00 2. Face amount of contracts issued during year; 8 _ 
= POA LTM NUE oss roce$cvaqeh daissttivbcvcusscaasaicancg sa 793 880 980 
= = 
00 3. Face amount of contracts canceled or reduced: 
~~ MMe RETIN UCNC 0 ecco ctas gaat sects cccaccsceccosacsaaaseee —700 —900 —700 
New authority = —155 A — 334 
va Rechts et —864 —1,055 —1,034 
7 4. Face amount of contracts outstanding, end of a 
year: 
ORRIN te or sasascnnic 2,973 2,073 1,373 
- WYER IVR sev lcceccsccossashvtostonslbvvvnsesannudisscasassads 9,861 ; 6,586 ' __1,232 
MORN ere eke it Raed Reese cescancic 8,834 8,659 8,605 
STATUS OF INSURANCE AUTHORITY 
08 [In millions of dollars) 
97 : 1979 actual 1980 estimate 1981 estimate 
nd 1. Authority available for issuance, start of year...... 4,503 4,337 4,097 
2. Authority used for isSUaNCe.........sssssssssssssssssssseeee —166 —240 — 182 
05 3. Authority available for issuance, end of year........ 4,337 4,097 3,915 
32 Revenue and Expense (in thousands of dollars) 
1979 actual 1980 est 1981 est. 
3 Operating income: 
Insurance program: 
Jou cS ae 112,203 42,164 39,653 
00 RANT oer ccopencn _— 6,654 — 13,912 —13,768 
" Net operating income of insurance program 105,549 28,252 25,885 
Finance program: _ 
MERE ys eccdcrezvaccocsasicdeusiosvvsaveccecex 5,395 4,381 5,396 
48 Mae eg acess sts usar acacicusegsinncesine — 3,628 — 4,708 —4,761 
0 sate se F 
: Net operating income or loss (—) of 
FIMANCE PFOPTAM..........eeessccesccccsssssssneeeees 1,767 —327 635 
‘8 Program support: EXPeNse......csccsccccssssssssssssssssssee - —4190 5 —6,157 | — 6,213 
Net operating income or loss (—), total... 103,126 21,768 20,307 















































Interest income on U.S. Treasury securities ......... 30,129 ie 35,000 40,000 
Net income for the year...............ssccssssessee 133,255 56,768 60,307 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est 
Assets: 
Fund balance with Treasury........... 71,413 78,780 81,991 78,818 
U.S. securities (par): Public debt 
I ss 365,740 422,505 475,000 530,000 
Accounts receivable (net).............. 13,800 15,588 16,000 17,000 
Advances Made .............-.scccsseeeseeees 1,191 1,105 1,000 1,000 
Loans receivable (net)...........0....2-. 17,921 19,602 25,402 36,802 
Realty and equipment (net) .......... 156 196 458 538 
Assets acquired in claims settle- 
FE aikd Seaccckensaskacances a 5,922 __ 66,090 60,611 56,000 
NOUAN MOOI oo cceccescesedies ; 413,743 603,866 660,462 720,158 
Liabilities: e P 
Accounts payable including funded 
accrued liabilities ...............-c00 1,659 1,086 1,000 1,000 
Advances received...........:.cssscsseeseee 18,009 14,264 14,794 15,198 
Other liabilities .............sssesssseeessees - 5,522, 4,707 3,892 7 3,077 
Total liabilities 25,19 20,057 19,686 19,275 
Government equity: Sr air SRO sO Sey WES 
Unexpended budget authority: 
Unobligated balance................... 487,235 620,752 654,633 672,775 
Undelivered orders .............-..0-.0. 45,241 43,258 60,083 90,633 
Unfinanced budget authority: 
Borrowing authority................... —100,000 —100,000 —100,000 —100,000 
Invested Capital ...0..........scssssseecsseee : 18,077 19,798 25,860 37,340 
Total Government equity ....... 450,553 583,808 640,576 700,883 
Analysis of changes in Government equity: 
Paid-in capital: 
CNT NC ci ts a cscs cnaenc 298,183 298,183 298,183 
CR RCO esc ecoee S ; 298,183 298,183 a 298,183 
Retained income: - rt 
CPOE RING st haces sscanesconatccoivan 152,370 285,625 342,393 
Transactions: 
Net operating inCOMe ................sscssecssseees 103,126 21,768 20,307 
Net nonoperating income cee 30,129 __ 35,000 Cl 40,000 
CHONG DRI ic criccsccinssonateccctanctesene 285,625 342,393 402,700 
Total Government equity (end of year) ...... 583,808 640,575 700,883 
Object Classification (in thousands of dollars) 
Identification code 71-4030-0-3-151 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOsitiOns...............cs-ssssesssseee 3,380 4,159 4,227 
11.3 Positions other than permanent... 147 150 150 
11.5 Other personnel compensation ..... 26 35 37 
11.8 Special personal ServiceS ..............scss0ee- 3 5 ; 5 
Total personnel compensation 3,556 4,349 4,419 
12.1 Personnel benefits: Civilian................1...00e- 292 336 341 
21.0 Travel and transportation of persons........... 326 538 600 
23.2 Communications, utilities, and other rent... 610 947 924 
24.0 — Printing and reproduction.................sssssese 145 186 198 
25.0 Other Services ............sseese00 904 1,925 1,894 
26.0 Supplies and materials ... 71 105 120 
SEO ERIN cers eesti tenn 82 318 150 
33.0 — Investments and loans...............cccccsseesseesene 6,475 10,600 17,000 
41.0 — Grants, subsidies, and contributions. 554 1,000 1,000 
42.0 Insurance claims and indemnities 984 7,589 7,489 
Premium payments shared risk......... 4,744 5,146 5,087 
43.0 — Guaranty Claims .........sc.ccscccssccsssccecceceeesensee 643 1,000 1,000 
Total costs, funded..............-sssescoeess 19,386 34,039 40,222 



















































































































































































92 Soraya ac lamas APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] FUN! 
INTERNATIONAL DEVELOPMENT ASSISTANCE—Continued Social Progress Trust Fund, and the Foundation is av- 
_ Bmarerat Assistance—Continued thorized to obtain additional private funding. Total ni 
Public enterprise funds—Continued The most important characteristics of the program _ fotalg 
OVERSEAS PRIVATE INVESTMENT CORPORATION—Continued include responsiveness to Latin American and Caribbe- Full- 
Object Classification (in thousands of dollars) Continued an initiatives and support for social change processes . 
—— with a direct impact on the lives of people at the lowest hen 
Identification code 71-4030-0-3-151 1979 actual 1980 est. 1981 est. economic levels. Averag 
94.0 Change in selected resources ..............:.:00+0 10,026 21,650 35,250 Revenue and Expense (in thousands of dollars) Ter 
99.0 Total obligations ..............sssssesssssseesen 29,412 55,689 75,472 eh bis asin est 1981 ot 
Intra 
Personnel Summary Social and economic development programs: Ex- : 
Total number of permanent positions..................00 116 132 132 Pome sseone etree eet tapers eeseasestste —1312 _—11,378 11,378 — 12,499 
Total compensable workyears.......... oaseennness : 132 137 137 Net operating loss, social and economic 
Full-time equivalent of other positions (11) (4) (4) development programs......ossssecsseessee —7,372 —11,378 = —12,499 FR getiiat 
Full-time equivalent of overtime and holiday —_—- eS 
BOUTS cA OS nccORR Reena (1) (1) (1) Program support services: EXPeNS€..........sssssssssssssse —2,457 —3,346 —4013 P 
Average GS grade 10.00 10.38 10.41 4 ms —_ _ —_——— 
Average GS salary $25,193 $25,483 «$25,988 et operating loss, program support serv- 
Average salary, salary established by the President, WOE Bealeastascsotchusrsbssthedesdstscvsenved selbst bscdacey —2,457 a —3,346 __ — 4,013 
Overseas Private Investment Corporation (83 Net Operating loss for the year.....csncnsan —9829 —14724 —16512 
Stat. 805) vocDedptssba vovebsqscnqsspenpinahipopassenvusnqusadacessess $38,729 $39,101 $39,809 Nonoperating income or loss (— ): ; 
Unobligated balance lapsing .............ssccsssssseesees Ab GLE AGL | OR, 
INTER-AMERICAN FOUNDATION Net nonoperating loss for the year.............. RI liccississnies - - sdateeaeieie 
For expenses necessary to carry out the functions of the Inter-Ameri- IVE WSS 10F TNE VOOl'....c.scesiccenrenee —10,283 —14,724 ie 16,512 
can Foundation in accordance with the provisions of section 401 of the 
Foreign Assistance Act of 1969, as amended, and to make such con- Financial Condition (in thousands of dollars) 10.00 
tracts and commitments without regard to fiscal year limitations as cece F 
capa ee aeoen” of the Government Corporation Control Act, as 1978 actual 1979 actal 1980 est 1981 est 1100 
vig ‘ Assets: 
— regular n for thi: fe 980 had bee: ; 
shane Gib DOME ees Ercoctelt Pubiling iivaarently peovitel by a contiviing escivison FUE RAlance: tN Treanury..... 9,498 9,215 =—10,455 10,983 24 9g 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below ’ 
are based on House and Senate action on H.R. 4473, Foreign Assistance and Related Pro- Government equity: 
grams Appropriations Act, 1980. Undisbursed obligations............... 4,844 7,735 10,011 10,943 
Program and Financing (in thousands of dollars) Unobligated loan balance................ 4,654 1,480 444 Svante a 
5 Total Government equity ....... 9,498 9,215 10,455 10,943 
Identification code 11-4031-0-3-151 1979 actual 1980 est. 1981 est i - 7. = z a 
Bs Analysis of changes in Government equity: 
ree by activities: Non-interest-bearing capital: 74.98 
1. ae and economic development pro- 10676 13570 13.351 HOVETINS: DORANICE. ssc sessascsscsascsnsecscsatvnsicoetes te 50,000 60,000 75,964 
seseeennnnasccsnnanussscnssnesscensnnasssessanasssee : . t ions: Bini an =. Sok. 7, 
2. Program support SOrViCeS ............:..sssveee: 2,488 3,430 4,093 ny ore ——_ Pe i 90.00 
10.00 Total obligation... 13,164 17,000 ~—«17,444 tenn __ . __ 
Financing: Retained earnings: Se 
11.00 Offsetting collections from: Federal funds... a eee EEGs Opening Dalance.........ssesssseessesessesesees —50,785 —65,509  oreg 
17.00 Recovery of prior year obligations............... ID eh a cats Bkbee 8 ci Net operating loss for year....... —14,724 = —16,512 ee 
21.98 Unobligated balance available, start of Net nonoperating loss for year .........sssscccsssee: ADM ecesescssssnse — sssseeennennnenen ie 
year: Fund balance .......sssssscssssssssssseen —4654  —1,480 —444 : EA ign 
24.98 Unobligated balance available, end of year: POSING (DMANOG 2... ceceette NN csssivasseassennes — 50,785 2 65,909 __ — 82,021 to b 
RANMA EMRE cRrcctrctraetesteocces rte cst ties; 1,480 444 Total G t equi d of - 9215 10,455 10,943 call 
25.00 Unobligated balance lapsing We Scat! : ee eee TEU. M 
40.00 Budget authority (appropriation) .. 10,000 15,964 17,000 Object Classification (in thousands of dollars) as t 
Relation of obligations to outlays: Identification code. 11-4031-0-3-151 1979 actual 1980 est 1981 est. chin 
71.00 Obligations incurred, Net... 12720 17,000 ~——«17,444 : zs 
72.98 Obligated balance, start of year: Fund bal- Personnel compensation: cove 
Bt an aA Na eh ea 4,844 7,735 10,011 11.1 Permanent PpOsitions...........sssssssssssssese 1,47] 1,851 1,981 
74.98 Obligated balance, end of year: Fund bal- 11.3 Positions other than permanent..... 84 42 56 
SE te 7,735  —10,011  —10,943 11.5 —_Other personnel compensation ...........-. 14 67 Ye sites 
— 11.8 Special personal services payments .......  sscscscsssean 71 15 —— 
90.00 PAYS ial encsnnba Sta eas 9,829 14,724 16,512 . - RIE e ee) ll] 
Total personnel compensation.............. 1,569 2,031 2,182 
, . , 12.1 — Personnel benefits: Civiliat..............csssssee 136 173 186 
The Foreign Assistance Act of 1969 established the 21.0 Travel and transportation of persons... 227 450 560 a 
Inter-American Foundation. Financing was initially 23.2 Communications, utilities, and other rent... 243 351 41 | ono 
provided through the transfer of $50 million from the 24.0 Printing and reproduction 30 80 Ho 2 
Agency for International Development. With this initial ; Sar ae caw, aie . 7 ° 24.0 
transfer soon to be fully obligated, budget authority is 3) eee ae eh ete 1] 35 4) 2.0 
ml being pempersed —— Additional funds, $16 41.0 Grants, subsidies, and contribution... 10,576 © 13,208 «= 13,04 280 
million equiva a a ORT a oa 
quivalent in 1981, are available under an 4) Total obligatiONS....c..0scnnmnnen 13,164 ‘17,000 neo 


agreement allowing access to the local currencies of the 








































































































1981 FUNDS APPROPRIATED TO THE PRESIDENT cee AM ee fn rl 98 
au: Personnel Summary Personnel Summary 
Total number of permanent positions...................0+- 59 67 71 Total number of permanent positions....................... 24 24 24 
am Total compensable workyeas.................0e+ 64.5 71.1 75.1 Total compensable workyeafs................... de 24 24 24 
be- Full-time equivalent of other positions (3) (3) (3) Full-time equivalent of other positions (3) (3) (3) 
Ses Full-time equivalent of overtime and holiday Full-time equivalent of overtime and holiday 
est MNF PRN riesssa esti cahgphecsansPlascaccecossecsc (0.2) (1.1) (1.1) NS). scant ea See eee (0) (0) (0) 
Average GS grade 10.6 10.86 11.04 Average GS grade... te 9.75 9.17 8.73 
WRMS Cis SRD Sesh nhstd sh pegavesasascososesannnssserst $25,092 $27,292 $27,586 DORI EEF SI oo ease pcsccseecneeceoseceenene $23,578 $25,346 $25,346 
a — Grades and salaries established by the Foreign 
mye —————— Service Act of 1946, as amended (22 U.S.C. 
st 801-1158): 
ise. Intragovernmental funds: Average grade: Foreign Service Reserve officers..... 3.56 3.58 3.70 
= Average salary: Foreign Service Reserve officers... $33,986 $36,535 $36,535 
) 499 na ee ee FOND Average salary of ungraded positions ..................... $7,195 $8,100 $9,100 
os Program and Financing (in thousands of dollars) SS EE ee Fa ee 
499 entifcation code 72-4590-0-4-151 1979 actual 1980 est 1981 est. 
1013 b i OFFICE OF THE INSPECTOR GENERAL OF FOREIGN ASSISTANCE 
SREY Program by activities: 
eens costs: Program and Financing (in thousands of dollars) 
1013 Wages and salaries applied to costs....... 654 641 647 ; = ae a 7 
oe Other administrative expenses applied to Identification code 19-3990-0-4-151 1979 actual 1980 est 1981 est 
1,512 OMEN leave cedeirccaatssciesscscdsecaee anaes 138 142 144 ' ao 2 aimee aiid A ae Shs 
; : Relation of obligations to outlays: 
Other operating EXPENSES... - 4,139 = 7,931 __ 1,516 PRG CRRA CT ER ck « csecdeccstes | acosceen codename tear 
Total operating costs, funded............. 4,931 8,314 8,367 72.98 Obligated balance, start of year: Fund bal- 
Change in selected resources (parts, sup- BIRO a sananennnsennesenseseneesosnserannennete 139 Ba soccer 
plies, rehabilitation costs, undelivered 74.98 Obligated balance, end of year: Fund bal- 
orders, and prior year adjustments) ....... 149 svseneannonnan_sannnnennene oo scctcacsssomraschcpssvaocacacecadanes —139 aa sveeneenee—_sesnennene : 
10.00 Total obligations ............cccsssssscessssseee 5,080 8,314 8,367 90.00 AUIS crassa iahsccessncntneeadh psn 139 
— Financing: eke ae rrr cae ; 
st, 11.00 Offsetting collections from: Federal funds ... —4,467 — 8,320 —8,373 The International Development and Food Assistance 
21.98 Unobligated balance available, start of Act of 1977 authorizing development assistance pro- 
year: Fund balance .............sscsssssssssseessnee — 6,759 —6,146 —6,152 for 1978 t ‘nated the Offi f the I 
1,943 24.98 Unobligated balance available, end of year: grams for 9 terminate e Office of the Inspector 
- Fund DaAMICE asanananasrsnesssssnensnnts 6,146 6,152 6158 General, Foreign Assistance (IGA) effective July 1, 
= —— ———~ 1978. The Foreign Assistance and Related Programs 
),943 PM TAMIMINEES os, Sine Rhee ce ih cit tonieraedtte itera eee ; et ; ; 
ae asa ae ae Appropriations Bill, 1978, eliminated foreign assistance 
1943 Relation of obligations to outlays: funds for the IGA for 1978. 
’ 71.00 Obligations incurred, net ..............ccsssseseessee 613 —6 —§ 
a 72.98 Obligated balance, start of year: Fund bal- 
Daa aaa ceaaat esha tcnodiateoase 1,030 1,357 1,351 
5 964 74.98 Obligated balance, end of year: Fund bal- a et eee ae 
7 000 Na cs ee taal ciesactexouacencresduciaiicécexs —1,357 —1,351 — 1,345 Program and Financing (in thousands of dollars) 
> 964 90.00 Outlays : 286 tite Senate Identification code 72-3900-0-4-151 1979 actual 1980 est. 1981 est 
a Section 608 of the Foreign Assistance Act of 1961 ie Geeta 2 = awl 
- edie» sesckedia fond to provide for moxe-e fective Ye goin sha Sane pishincennaeee Nell Heieaee oe 
ail use of U.S. Government-owned excess property in for- enacts nore set“ Madssaiauan Seema 
i eign assistance programs by authorizing such property 99 99 Outlays ot ae 
to be acquired and rehabilitated in advance of specifi- § —————_———— ict ee = 
0943 cally known requirements for country programs. 
a Many types of excess property which AID needs, such 
as tractors, construction and roadbuilding equipment, Trust Funds 
ae machinery, and machine tools, are acquired through MISCELLANEOUS TRUST FUNDS 
—a ee oer ii cio ie oe of the program are Program and Financing (in thousands of dollars) 
vered from U.S. dollar fee income. EER - 
1,981 5 Identification code 72-9971-0-7-151 1979 actual 1980 est 1981 est 
56 Object Classification (in thousands of dollars) ne a 
10 7 ce ——— ; - Program by activities: 
75 | ‘enifcation code 72-4590-0-4-151 1979 actual 1980 est 1981 est 10.00 Technical, assistance, U.S. dollars advanced 
ee ae nan : , Ca from foreign governments (costs—obli- 
2,182 11.1 Personnel compensation: Permanent posi- 
18 Rn 599 587 599 gations) Deis ccs ceteaecsceciatecest acasSoNNs 27,178 25,000 30,000 
56) 12:1 Personnel benefits: Civilian... 56 54 55 rae 
451 21.0 Travel and transportation of persons. 46 38 40 21.40 Unobligated balance available, start of year —8300  —8,326 — 5,000 
gi 220 ‘Transportation of thingS........vacotsse 2,591 5,970 5,970 24.40 Unobligated balance available, end of year. =» 8,326 es 
. a fumed a and other rent... . " * 60.00 Budget authority (appropriation) 
BB 250 Other sncts aT gtk 68g _—S—«manentinfite) 27,205 2678 25,000 
3,049 26.0 : i oy Be 1 RE hae I Relation of obligations to outlays: 
FF 99.0 5,080 8.314 7 71.00 Obligations incurred, met .............sssssssesee 27,178 25,000 30,000 
74M aoe 1 ___ 5367 72:40 Obigated balance, stat of year... 8,168 8,365 11,691 
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INTERNATIONAL DEVELOPMENT ASSISTANCE—Continued 
BILATERAL ASSISTANCE—Continued 
MISCELLANEOUS TRUST FUNDS—Continued 


Program and Financing (in thousands of dollars) —Continued 











tritiation code 72-9971-0-7-151 1979 actual 1980 est. 1981 est. 
74.40 Obligated balance, end of year.................00 —8365 —11,691 — 16,691 
90.00 BOUIN coos cas Scents civsnssssrclecse ence 26,981 21,674 25,000 








Funds advanced by foreign countries are used to pay 
for procurement in the United States of nonmilitary 
materials or services for programs in those countries in 
accordance with bilateral agreements. 


Object Classification (in thousands of dollars) 


Identification code 72-9971-0-7-151 1979 actual 1980 est. 1981 est. 





21.0 Travel and transportation of persons........... 57 75 100 





DEAN AABN NWNOUS | cass cvssvcssceiscsxcottsscseseneses 26,005 23,625 28,325 
26.0 Supplies and materials Ps 736 750 1,000 
S10 EQN eccicisstesasasskescssteseassaesaceageaesaaats: 332 500 500 
41.0 — Grants, subsidies, and contributions.......... 48 ae 50 ~~ 
99.0 Total obligations ...............ssssecsssssseeeee 27,178 25,000 30,000 








(IR 


INFORMATIONAL FOREIGN CURRENCY SCHEDULE 


Advances of Foreign Currency for Technical Assistance 


Program and Financing (in thousands of dollar equivalents) 


1981 est 











1979 actual 1980 est 
Program by activities: 
Technical assistance (costs—obligations) ........... 8,297 8,100 8,100 
Financing: 
Unobligated balance available, start of year......... — 6,636 —1,426 —8,000 
Unobligated balance available, end of year........... 7,426 8,000 8,500 
Authority to spend foreign currency re- 
CeiPts—PerMANeNt .........csceecccreecsseeesensees 9,087 8,674 8,600 
Relation of obligations to outlays: 
Obligations incurred, Net ............sssssssscssssssssssessees 8,297 8,100 8,100 
Obligated balance, start Of year... 3,804 2,487 2,000 
Adjustment due to changes in exchange rates..... SOOO. inkiseccasbigh Cotten 
Obligated balance, end of year 2 — 2,487 — 2,000 — 1,500 
RUAN S SM PET Scr nstssjsssesaccrssossunne 9,018 8,587 8,600 


Participating countries advance foreign currencies, 
pursuant to bilateral agreements, to pay certain admin- 
istrative and program expenses in connection with eco- 
nomic assistance and development grant projects. 


Object Classification (in thousands of dollar equivalents) 

















1979 actual 1980 est. 1981 est 
Personnel compensation: 

11.1 Permanent pOSitionS.............ssssssssseesssses 1,398 1,100 1,100 
11.3 Positions other than permanent 384 300 100 
11.5 Other personnel compensation................ 122 100 100 

Total personnel compensation.............. 1,904 1,500 1,300 
12.1 Personnel benefits: Civilian................. 334 400 300 
13.0 — Benefits for former personnel............ 223 400 400 
21.0 — Travel and transportation of persons........... 544 600 700 
22.0 Transportation of things .............ssssessesssee 57 100 100 
23.2 Communications, utilities, and other rent... 1,448 1,500 1,600 
24.0 — Printing and reproduction...........sss:::ssc0s000 3 100 100 
25.0 Other services .............ssesess. 3,293 3,000 3,100 
26.0 Supplies and materials 288 300 300 

















31.0 Equipment 203 200 a 200 
99.0 Total obligations ............cccssscecssseecsssees 8,297 8,100 8,100 
Personnel Summary 
Total number of permanent positionS...................0000 399 251 220 
Total compensable workyears................+.+. 392 251 220 

Full-time equivalent of other positions (0) (0) (0) 





Full-time equivalent of overtime and holiday 
OUTS: scvisstecancstssttre etecsMMe ttt eee ssckethse (0) (0) (0) 
Average salary of ungraded positions: Foreign na- 
tionals (trust—funded) .............cesseecsseesseessneessees $3,809 $4,150 


$4,600 





INTERNATIONAL Narcotics CONTROL ASSISTANCE 
Federal Funds 
General and special funds: 
INTERNATIONAL NARCOTICS CONTROL 


For necessary expenses to carry out the provisions of section 481, of 
the Foreign Assistance Act of 1961, as amended, $38,613,000 to remain 
available until expended. (Additional authorizing legislation to be 
proposed.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
(Public Law 96-123 in effect through September 30, 1980. The 1980 amounts shown below are 
based on the Senate version of H.R. 4473, Foreign Assistance and Related Programs Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 11-1022-0-1-151 








1979 actual 1980 est 198] est. 
Program by activities: 
TOUTE WTO BRAINS scccssossscsossscsocoussctbobec 26,916 40,194 28,020 











2. International organization programs........ 3,125 2,150 3,150 
3. Program support and development.......... 1,742 2,215 2,543 
4. Interregional programs.............c..ssesssee cu 4,938 4,199 os _ 4,900 
10.00 Total obligations ...............sccssseccsseeees 36,721 48,758 38,613 
Financing: 
25.00 Unobligated balance lapsing................s00 119 sesvesernenna:. terete 
40.00 Budget authority (appropriation) .. 38,500 48,758 38,613 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............sccsssseeceen 36,721 48,758 38,613 
72.40 Obligated balance, start of year....... 43,690 33,146 41,361 
74.40 Obligate balance, end of year........ —33,146 —41,361 — 37,526 
77.00 Adjustments in expired accounts — $63 senensennenesy_seetnanmn 
90.00 DUA YS cassis tas ctethercitverateonsteestesteeteces 46,702 40,543 42,448 





Assistance is provided to foreign countries and inter- 
national organizations to help them control the produc: 
tion, processing, and illegal trafficking in narcotics and 
psychotropic drugs. 

Object Classification (in thousands of dollars) 





1980 est 1981 est. 











Identification code 11-1022-0-1-151 1979 actual 

DEPARTMENT OF STATE 

Personnel compensation: 

11.1 Permanent poOsitiOns.............ssssssseesesssees 481 1,520 1,590 
11.5 Other personnel compensation............... 71 200 200 

Total personnel compensation............. 552 1,720 1,790 
12.1 Personnel benefits: Civilian... 93 289 302 
21.0 Travel and transportation of persons........... 509 282 310 
22.0 — Transportation of thingS .........ssssssssscssessen 16 50 i 
23.1 Standard level user charges .........ccsssssssss0» 7 10 10 
23.2 Communications, utilities, and other rent... 22 65 68 
24.0 Printing and reproduction .............sscccsssusee 15 200 200 
25.0 — Other services ~ 10,483 14,725 11,500 
26.0 Supplies and materials ..............ssssseseseesssee 1,704 100 500 
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FUNDS APPROPRIATED TO THE PRESIDENT 

































































































































NI esac crest, cl tres cscsvernsaotabesssrrs 1,634 ~- 25,350 15,000 Financing: 
41.0 Grants, subsidies, and contributions............ 17,436 5,967 8,886 17.00 Recovery of prior year obligations............... mi O © cctitsgcecln 
Total obliga D f aa 21.40 Unobligated balance available, start of year _................. —3 
7 obligations, Department 0 24.40  Unobligated balance available, end of year.. ee 
Ache Ld 32,471 48,758 38,613 25.00 Unobligated balance lapsing ......csccacrocn 167 3 
ALLOCATION ACCOUNTS 40.00 Budget authority (appropriation) .. SO se, 
Personnel compensation: , = 
Permanent pOsitiOnS........c.e:esensen ine? Lele wie n oo Chagos tearet ane 
Other personnel compensation................ 199 setnernnennnne —_snnenneunernes 72.40 Obligated balance, start ie... 
Total personnel compensation.............. |, gabvetegper abr Real or Sate 74.40 Obligated balance, end of year 
12.1 Personnel benefits: Civilian.............ssccscsssee: Ree? LO. SG 90.00 Out 
21.0 Travel and transportation of persons............ Bio. be solaraes ces ULL AYS eeeerntnenentntnentnrntnenene 
22.0 — Transportation of thingS..............ssccsssee 78 
23.1 Standard level user Charges ........s-csssessen 1] These funds were used to meet unforeseen events 
23.2 Communications, utilities, and other rent... 28 requiring foreign economic assistance. No such funds 
24.0 — Printing and reproduction..................sscccssee- 289 
25.0 Other Services ....ccesscssnes 330 are requested for 1981. 
26.0 Supplies and materials .. 98 
Paper RNAI ssc ccatic,cceass ce cSetssansnaiicocensascsés 26 £ 
ae PEACE CORPS 
Total obligations, allocation accounts . 4,250 
99.0 Total obligations ......ccccssemene 36,721 roe re 
General and special funds: 
Obligations are distributed as follows: O E 
Department Of Sta0......0nsmmnnnnnnene 32,471 48,758 «38,613 ee ce we 
Drug Enforcement Administration... Poe” ee ers ae For expenses necessary for the President to carry out the provisions 
UWS. Crstomns Service ..aacccsacecsonsssosescsssesceereee Pe Re ae ee of the Peace Corps Act, as amended (22 U.S.C. 2501 et. seq.), 
: a‘ $118, 800,000. 
Personnel Summary Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
DEPARTMENT OF STATE (Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 
are based on House action on H.R. 4473, Foreign Assi: d Related Pi Appropri- 
Total number of permanent positions.................0.. 19 62 62 ations Act, 1980. re Me Tate ANS eee 
Total compensable workyea'S.................-.s+e+. 16 62 62 A 
Full-time equivalent of other positions... (2) (0) (0) _____ Program and Financing (in thousands of dollars) 
Full-time equivalent of overtime and holiday ; 
MR (2) (0) (eee ee ae 
Average GS grade 9.33 9.80 9.80 P by activities: 
Average GS salary $21,610 $23,349 $24,656 — 
Average grade and salary rates established by the cite eaalle 16,181 18,908 22,382 
Foreign Service Act of 1946 (22 U.S.C. 801- 3, RS 47,843 = 48,515 (52,768 
ste tlh 3. Special international volunteer pro- 
; ae ch 663 1,057 1,745 
Foreign Service OffiCOr .......sssessesesstseeneen 4.50 4.00 4.00 4. Veena WN cssacsoeencen cee 39,122 42,247 46,800 
Foreign Service reserve 3.33 3.20 3.20 Administrative expenses (Share of 
Foreign Service Staff......ssmmerseesesseseesees 0 8.00 8.00 Agency wide COStS) .....ccaccnsen (16,120) (15,590) (15,723) 
Average salary: eo ee 
Foreign Service OffiCEL ....ssssssssssssssssssssssssssseee $27,363 $33,632 $35,496 Total direct program ............. 103,809 110,727 123,695 
Foreign Service reserve $37,036 $40,127 $42,084 Reimbursable Program...............ccsssseccsssecen 287 422 340 
BONGHATE SORUMCG SUANP ssvccses<susessssososssescosssconnsoscds 0 $13,097 $13,817 She 
Average salary in foreign countries (local rates). 0 $8,000 $8,000 oe Total obligations 2 .............cssssescsssssees 104,096 111,149 124,035 
SS OOS SO inancing: 
ALLOCATION ACCOUNTS Offsetting collections from: 
sas 11.00 RON HN iE ccc ceoces ticreneceeencncbor — 287 —422 — 340 
Total number of permanent positions... 64 14.00 Non Federal sources —5,410 —4,932 — 4,895 
Total compensable Workyears.............sssssssssssssseesseens 64 95,00  Unobligated balance lapsin 780 
Full-time equivalent of other positions................. (0) : 8 psing 
Full-time equivalent of overtime and holiday Budget authority ......cccnennne 99,179 105,795 118,800 
WN er ytNVIGG Foo Sica aTS Ross scccassvesone (0) — a _ 
Average GS grade 11.00 Budget authority: 
Ll OC ee ae Ee Se SANE ccicinsecceoerRony “aucepnsuecziansaass 40.00 Appropriation ..............cccsvssscccccessssseeeeeeeeee 99,179 105,000 118,800 
Average salary of ungraded positions ...............0 PRETO sctcoslasrelices | seiunccnlanbatetoe 44.20 Supplemental for civilian pay raises... ................ f  pperoer ey 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............ssseccsssssees 98,399 105,795 118,800 
72.40 Obligated balance, start of year................... 23,631 25,644 27,574 
CONTINGENCIES 74.40 Obligated balance, end of year................... —25,644 —27,574 — 30,822 
Federal Funds 77.00 Adjustments to expired accounts............. Ser NOE sancteeccoseesece” | caneesnsonoeinsee 
General and special funds: 90.00 Outlays, excluding pay raise supple- 
iliiins shaman ssid COE oN mental......... arsine 93,900 103,110 115,512 
91.20 Outlays from civilian pay raise sup- 
Program and Financing (in thousands of dollars) PON i Lc A cca ielsstekall 755 40 





\dentfication code 11-1078-0-1-151 


1979 actual 


1980 est 


1981 est 





Program by activities: 


10.00 Total obligations (object class 25.0)........... 


2,990 


* Includes capital investment as follows: 1979, $758 thousand; 1980, $515 thousand; 1981, $970 thousand. 


This appropriation finances the operations of the 
Peace Corps. Major activities funded include: the devel- 
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General and special funds—Continued 
OPERATING ExPENSES—Continued 


opment of volunteer projects with interested Third 
World countries; the recruiting and training of Peace 
Corps Volunteers; the provision of direct support to 
volunteers during their service; the promotion and sup- 
port of development education activities in this country 
and of international and domestic volunteer programs 
involving other countries; and the overall management 
and administration of these programs. Increased col- 
laboration and cooperation with other public and pri- 
vate agencies involved in development activities (e.g., 
the Agency for International Development, U.S. private 
voluntary organizations, etc.) will be emphasized in 
each area of activity. 

1. Training.—All volunteers are provided with inten- 
sive pre-service training designed to equip them with 
skills in local languages, cross-cultural adaptation and 
technical fields required for them to perform effectively 
in their assignments. During 1981, centers for assess- 
ment and training of applicants as part of an overall 
strategy for improving selection and orientation of pros- 
pective volunteers will be expanded. Increased empha- 
sis will be placed on technical skills training to enable 
Peace Corps to meet evolving development needs; much 
of this training will be provided in this country prior to 
overseas departure. Other pre-service training and in- 
service training is provided overseas. Training for 3,800 
new volunteers is planned. 

2. Volunteers.—Direct support of volunteers includes 
the provision of transportation, subsistence, housing, 
job-related supplies, health care and/or allowances to 
cover necessary expenses. Volunteers do not receive sal- 
aries. At the end of their service volunteers receive a 
readjustment allowance to facilitate their transition 
when they arrive home. Beginning in 1981, Peace Corps 
plans to phase in completion of service workshops for 
departing volunteers. These are intended to help relate 
their experience overseas to opportunities in the United 
States not only for employment and further education, 
but also for continued support of development efforts 
and activities. The average number of volunteers is pro- 
jected to be 5,600. Most will be serving in health, nutri- 
tion, food production, water supply, and education proj- 
ects. Others will be involved in conservation, energy, 
economic development, income generation, housing and 
community services. Volunteer assignments are focused 
on increasing the capacity of the poor majority in host 
countries to meet their basic human needs. Volunteers 
live and work at the local level where the needs and 
problems of the poor exist. 

3. Special international volunteer programs—Encour- 
agement of, and participation in, multilateral volunteer 
programs as well as assistance to the voluntary service 
programs of Third World nations will be enhanced. Op- 
portunities for developing more reciprocal and collabo- 
rative relationships with other volunteer organizations, 
and participation in the collection and exchange of 
technical and programmatic information related to the 
types of development activities in which its volunteers 
are involved, will be explored. Support for returned 
volunteer groups working in support of Peace Corps’ 
goals (many of which assist with recruitment activities), 


support for the Peace Corps Partnership program, and 
support for development education activities related to 
the accomplishment of Peace Corps’ mission is included. 

4. Program support.—This activity includes the sala- 
ries, travel and other staff costs of developing and im- 
plementing the programs funded under other activities, 
including staff support to volunteers and, administra- 
tive support services overseas. It also includes a share 
of Agency-wide costs which are shown in the ACTION 
budget. Agency-wide costs for 1980 and 1981 are based 
on transfer of functions under Peace Corps autonomy. 
Further adjustments may be necessary within the total 
Peace Corps appropriation as autonomy is implement- 
ed. 


Object Classification (in thousands of dollars) 





Identification code 11-0100-0-1-151 









































1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent positiOnS..............scsssecssseeseene 10,103 12,905 13,943 
11.3 Positions other than permanent.............. 2,949 3,496 3,673 
11.5 Other personnel compensation ................ 48 48 4] 
11.8 Special personal services payments: 
NMAC OS sis sayizsvovecavscssvissivevsteolonesne 253 181 215 
Trainees and volunteers................+ 30,570 32,032 34,289 
Total personnel compensation......... 43,923 48,662 52,471 
12.1 Personnel benefits ............ccscsseecssseesssseessssees 4,045 5,423 6,348 
13.0 Benefits for former personnel.............:::.00e+. 100 55 130 
21.0 _ Travel and transportation of persons........... 12,391 12,563 15,640 
22.0 — Transportation of thingS..............sccssseecee 684 620 921 
23.1 Standard level user charges ................sssssee 238 273 283 
23.2 Communications, utilities, and other rent... 3,261 3,525 3,628 
24.0 — Printing and reproduction................sssssccsssee 197 205 216 
25.0 Other Services ...........sscccccssnee 15,963 16,319 19,609 
26.0 Supplies and materials 5,242 5,658 6,030 
UD. pe AEAMUMMIMSTIE sissasscxsvaqasossysiisoaiesusseceisiovinsaussencs 1,017 1,116 1,679 
41.0 — Grants, subsidies, and contributions............. 623 713 1,319 
42.0 — Insurance claims and indemnities................ 5 5 2 
93.0 Administrative expenses (share of Agency- 
WIM COSIB) as ssiteccttsssseesvscaectvcs vansnonress 16,120 15,590 15,723 
Total direct obligations..............sssssvee 103,809 110,727 123,695 
Reimbursable obligations: 
11.1 Personnel compensation: Permanent. posi- 
MOR corer sre PPR oa ccteciaetaatvaadussa cebertroness 35 OO cadets 
11.3 Positions other than permanent................... DBS aanns focus 
12.1 Personnel benefits ..........ssccssssssesccssseecesssseees 4 3 
21.0 Travel and transportation of persons........... SPY sprasetstesatits 
ZOD. OTH SERWNOOS occasscosselotessovesteesscsenecusticovsess Sh 
SU HRMMMPNTINTE Soc vess foci possi reese cdiccesscaiziotatcecons OP Ser rtotoreaees 394 
93.0 Administrative expenses .............c:.ssseessseeee BO ecco? conintietten 
Total reimbursable obligations............ 287 422 340 
99.0 Total Obligations ............csssecccssseeeeseene 104,096 111,149 124,035 
Personnel Summary 
Total number of permanent positionS.................sse0 767 799 799 
Total compensable WorkyeaTS............sc-ssssesssseessseeeseee 770 783 792 
Full-time equivalent of other positions.................. (54) (29) (38) 
Full-time equivalent of overtime and holiday 
OUI cio htss, cet sestrr datacemeseseacecteniitoass (2) (2) (2) 
Average grade, grades established by the Foreign 
Service Act of 1946, as amended (22 U.S.C. 
801-1158) (as amended Public Law 88- 
426): 
Foreign Service rOS@rve .........sssssssssssssessesssssveeeseee 4.97 4.96 4.96 
FOPERDTN HOT WCE SUATT casas setssvaccansdsontacevspccossssovanaves 7.10 7.12 7.12 





PVEIADE GS! ROGO vss csicssvete Sere tossasessassersevcaveiea 3.00 3.00 3.00 
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INTERNATIONAL COMMODITY AGREEMENTS 97 








Average salary, salary established by the Foreign 
Service Act of 1946, as amended (22 U.S.C. 
801-1158) (as amended Public Law 88- 
426): 


























Foreign Service rOSCFVE ...........sssssssssssssssssseeseeeses 25,674 27,342 27,367 
Foreign Service Staff ..............sssssscscsssesssseeeeeee 14,511 18,820 18,820 
PARR Lan SINIRY iis ccsessceskssscnpapesecsonessneseessossss 11,336 12,129 12,129 
Average salary of ungraded positions................... 7,441 8,918 10,726 
INFORMATIONAL FOREIGN CURRENCY SCHEDULE 
Advances From Foreign Governments 
Program and Financing (in thousands of dollars) 
1979 actual 1980 est. 1981 est. 
Program by activities: 
MIME UR RAILS <5 <saqelascsercascccocsenccacasisccon 1,136 1,025 1,025 
Financing: 
Unobligated balance available, start of year......... —145 —100 —91 
Unobligated balance available, end of year........... 100 91 91 
Authorization to spend foreign currency re- 
ceipts: Permanent (75 Stat. 612) ......... 1,091 1,016 1,025 
Relation of obligations to outlays: 
Obligations incurred, M@t ...............scssssssssssseeseesees 1,136 1,025 1,025 
RRR rh Se tetoet ace ease acs 1,136 1,025 1,025 





Foreign currency received from foreign governments 
is used to defray part of the cost of the Peace Corps 
program in the country from which funds are received. 


Object Classification (in thousands of dollars) 









































1979 actual 1980 est. 1981 est. 
Personnel compensation: 
Permanent positions ..............ssssssseccsseescsseesesnseeesse 142 128 128 
Positions other than permanent....... ss 46 42 42 
Special personal services payments 120 108 108 
Total personnel compensation....................+« 308 278 278 
POOOEWNGE TIEN FUSS as eo sss cstcs acessestacckcduesseovesessueseasnss 5 5 5 
Travel and transportation Of persons................0s.00 156 141 141 
Transportation Of thingS............vssesseeseee a 2 2 2 
Communications, utilities, and other rent..........0000000 246 221 221 
Printing and reproduction..........sccsscscssssssssssssssssssssese l 1 1 
Other ServiceS..........ssssveeee. i 243 219 219 
Supplies and materials. ss 155 140 140 
CONNIE ski oioes ct Ss i vassscseccs is 19 17 17 
Insurance claims and indemmities .........................00. 1 l 1 
NORE CRG ARONE css cccscsscscson tossccocoobccscsscosese 1,136 1,025 1,025 
Personnel Summary 
Total number of permanent positions...........c....0 19 14 12 
Total COMPENSADIE WOFKYCALS........esssseessseessseesseees 24 18 15 
Full-time equivalent of other positions................. (5) (4) (3) 
Full-time equivalent of overtime and holiday 
PN eb pW IGE 1828s: schonnnbasstasishicste (0) (0) (0) 
Average salary of ungraded positions ..........ssssssss0000 $7,441 $8,918 $10,726 
Trust Funds 
MISCELLANEOUS TRUST FUNDS 
Program and Financing (in thousands of dollars) 
Identification code 11-9972-0-7-151 1979 actual 1980 est. 1981 est 
Program by activities: 
10.00 Total obligations........ 244 248 248 
14,00 Non-federal sources BENNOE Tyscsc tthe yeechebtiaeee 
Financing: 
21.10 Deficiency, start of year.....cccscccscsseesseun 80 BAT cp desdisas 






310-100 0 - 80 - 7 




















Federal Funds 
21.40 Unobligated balance available, start Of year ouu......ssssssse sscseccccensssnee —60 
24.10 Deficiency, end Of year ............:.cccsssssscsssseee mo NRD - siccadtintie,  seeoedeesaas 
24.40 Unobligated balance available, end of year. ..........ss++.-- 60 60 
60.00 Budget authority (appropriation) 
(permanent, indefinite) 0.2... cssscsssceessee 481 248 

Distribution of budget authority by account: 

CN NG RNS 2 OS. eS. 111 108 

U.S. dollars advanced from foreign governments. ................. 370 140 

Relation of obligations to outlays: 

71.00 Obligations incurred, net ...............ssscccssseee 92 248 248 
90.00 Outlays 92 248 248 
Distribution of outlays by account: 

Gifts and domationS ................scccccssssesesecessssssseeee 4} 108 108 

U.S. dollars advanced from foreign governments . 51 140 140 





Miscellaneous contributed funds received by gift, 
devise, bequest, or from foreign governments are used 
in furtherance of the program (75 Stat. 612) as amend- 
ed, as authorized by 22 U.S.C. 2509(a)(8). 


Object Classification (in thousands of dollars) 




















Identification code 11-9971-0-7-151 1979 actual 1980 est. 1981 est. 
11.1 — Permanent positions .................s:sssecssecsseeees 28 30 30 
21.0 — Travel and transportation of persons........... 10 10 10 
23.2 Communications, utilities, and other rent... 35 38 38 
Se. UR SR 138 150 150 
26.0 Supplies and materials ................ssssssssesee 33 20 20 
99.0 Total obligations ................ssscsseeccssees 244 248 248 
Personnel Summary 
Total number of permanent positions....................0.. 3 3 3 
Total compensable workyeats...................- 3 3 3 
Full-time equivalent of other positions.................. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
RNS ee Reser. (0) (0) (0) 








INTERNATIONAL COMMODITY AGREEMENTS 


Federal Funds 
General and special funds: 
CONTRIBUTIONS TO INTERNATIONAL BUFFER STOCKS 


For the United States’ contribution, pursuant to the International 
Natural Rubber Agreement, 1979, for the acquisition of natural rubber 
for the buffer stock, $88,000,000 to remain available until expended 
(Additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 11-0043-0-1-155 











1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 U.S. contribution to International Natural 
Rubber Buffer Stock (obligations) 
CURIUNE CE FRU) os ce eee untae ccncectanetat 88,000 
Financing: 
GUE: | UPUINI as ccccece sso tcc, ccaameteend ecunaeironen 88,000 
Relation of obligations to outlays: 
THAD URIRS MCU WIE iictiscciccincsintsccnitecn) Rahat earciaiie 88,000 
74.98 Obligated balance, end of year: Fund bal- 
i sniceccccicascussvcceseistecsevcatessisbeenih eamsscerionscs”  eesaapieabo — 83,000 
90.00 NS eissiseccantcss cope dchainatiies seciecta lial ie eemene 5,000 





U.S. participation in the proposed International Nat- 
ural Rubber Agreement would include this contribution 


INTERNATIONAL COMMODITY AGREEMENTS—Continued 
98 Federal Funds—Continued 


General and special funds—Continued 
CONTRIBUTIONS TO INTERNATIONAL BuFFER Svocks—Continued 


for the purpose of purchasing natural rubber for the 
Agreement’s buffer stock. The buffer stock would buy 
and sell natural rubber in world markets to stabilize 
prices within an agreed range, thereby encouraging 
adequate natural rubber production, which is in the 
interest of both producers and consumers. Upon termi- 
nation of the Agreement, the U.S. share of the remain- 
ing assets would be refunded. 





INTERNATIONAL MONETARY PROGRAMS 


Federal Funds 
General and special funds: 
({TirLe V—Unirep States PartIciPATION,] 
SUPPLEMENTARY FINANCING Faci.ity, INTERNATIONAL MONETARY 
FuND 


Program and Financing (in thousands of dollars) 








Identification code 11-0002-0-1-155 1979 actual 1980 est. 1981 est. 
Financing: 
21.40 Unobligated balance available, 
Stent OF YON obo sccsabascudvecvsccces — 1,831,640 —1,831,640 —1,831,640 
24.40 Unobligated balance available, end 
of year i 1,831,640 1,831,640 1,831,640 








Budget authority................ 


Relation of obligations to outlays: 
71.00 Obligations incurred, net................ 


90.00 


NING 5c aes tess  apenitl vas septic cscicahopeaiboov eae traniyvaenwnlT hw tantingeaccsths te 





The purpose of the Supplementary Financing Facility 
is to augment temporarily the ability of the IMF to 
assist member countries with balance-of-payments prob- 
lems, thereby allowing these countries time to imple- 
ment required policy measures without resort to abrupt 
and harmful restrictions on trade and payments. Major 
industrial and oil-exporting countries have joined in 
agreeing to make available an amount equal to $7,784 
million special drawing rights (approximately $10 bil- 
lion) to the Supplementary Financing Facility in order 
to provide a prompt and substantial temporary increase 
in the fund’s resources. The international monetary re- 
serves of the United States are correspondingly in- 
creased by the amount of the U.S. resources transferred 
to the facility, and could be drawn on by the United 
States in case of need. During 1979, no calls were made 
on the United States under the Supplementary Financ- 
ing Facility. 





Unitep Srates Quota, INTERNATIONAL MONETARY FUND 
(MEMORANDUM) 


LIMITATION ON QUOTA INCREASE 


The United States Governor of the Fund may subscribe to an in- 
crease in the United States quota in an amount not to exceed the 
dollar equivalent of SDR 4,202.5 million. (Additional authorizing leg- 
islation has been proposed.) 


STATUS OF U.S. QUOTA 


(in thousands of dollars} 

1979 actual 1980 est. 1981 est. 
10,767,414 11,075,708 11,075,708 
(7,259,488) (9,795,578) (9,795,578) 
(3,507,926) (1,280,130) (1,280,130) 


1. U.S. quota, start of year 
IMF holdings of dollars............... a 
Reserve position in IMF.........sssssssssccsssssssessecessssees 
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2. Change in dollar value of U.S. quota due to ex- 
RSFIAIRG: FANG CNANGOS isos cvosssossessesocosgorsenvasronsetrebbes 





3. Quota increase............sssseccssneee 5,537,839 
IMF holdings of dollars............ (4,153,379) 
REGEN UO SSI NN UNDE: ci Siacccacoee Sess eotebsasasooutioe ol re Geatcbia feet (1,384,460) 





11,075,708 11,075,708 16,613,547 
IMF holdings of dollars............ (9,795,578) (9,795,578) (13,948,957) 
Reserve position in IMF (1,280,130) (1,280,130) (2,664,590) 
Note.—Dollars amounts for 1980 and 1981 reflect the dollar value of SDR on September 30, 1979. This value fluctuates 

daily and is subject to change. 

As of September 30, 1979, the current dollar value of 
the U.S. quota denominated in Special Drawing Rights 
(SDR), the IMF’s unit of account, was $11,076 million 
reflecting an increase of $308 million from the 1978 
level as a result of changes in the dollar value of the 
SDR. 

During 1978, IMF members agreed on a 50% increase 
in IMF quotas. Proposed legislation to authorize U.S. 
consent to a quota increase of SDR 4,202.5 million was 
submitted to the Congress in November 1979. This pro- 
posal was designed to allow the Administration and the 
Congress flexibility in determining the ultimate form 
appropriations and budgetary action would take in 
1981. 


4. U.S. quota, end of year 








LOANS TO INTERNATIONAL MONETARY FUND (MEMORANDUM) 


Program and Financing (in thousands of dollars) 


1980 est. 


1979 actual 1981 est. 


Program by activities: 
Loans outstanding to the International 
Monetary FUN.............cccsssscssssccsseecens 
Financing: 
Maintenance of value adjustment............ 
LOA TODAVINGN sss scscuisoncscsnasbagibievsavesoseess 
Transferred to miscellaneous receipts...... 





Budget authority 0.0... 


Relation of obligations to cash position: 





Unobligated balance, start of year .......... —2,000,000 —2,000,000 —2,000,000 
Monetary assets with International Mon- 
etary Fund, start of year...............00 SS AUOUS ilicscucesiek)  saccetegeeeaee 
Monetary assets with International Mon- 
RAE ANNI MEANS Sr irititejiciiinss. _« xuivsndsbeqosaiisty” 9 sestoacieteasstiesisog._ Sescee Sutera 
Unobligated balance, end of year............ 2,000,000 2,000,000 2,000,000 
Change in monetary assets with 
International Monetary Fund...... = WG 304 cciicciincciine — <ecceonetion 


The General Arrangements to Borrow (GAB) were 
established in 1962 by 10 industrial countries, including 
the United States, as a means of supplementing the 
IMF’s resources when needed to forestall or cope with 
an impairment of the international monetary system. 
Each participant undertakes to provide specific 
amounts of its currency to help finance drawings from 
the IMF by another GAB participant. As of September 
30, 1979, total commitments under the GAB amounted 
to the equivalent of about $8,586 million. U.S. participa- 
tion in the GAB of $2 billion was authorized and appro- 
priated in 1962. 

During 1979, no calls were made on the United States 
under the GAB; the United States was repaid approxi- 
mately $642 million. 
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FUNDS APPROPRIATED TO THE PRESIDENT 














ISRAEL-UNITED STATES BINATIONAL 
AGREEMENT 


Federal Funds 
General and special funds: 


IsRAEL-UNITED STATES BINATIONAL AGRICULTURAL RESEARCH AND 
DEVELOPMENT FUND 


Program and Financing (in thousands of dollars) 


deticatan exe 11-0041-0-1-352 


1980 est 1981 est. 








1979 actual 
Program by activities: 
10.00 U.S. contribution to the fund (costs— 
obligations) (object class 41.0)............ MUUMD  . sciicticcscssaliv,. .eebiatacistiee 
Financing: 
40.00 Budget authority (appropriation) ........... WDE cataiciicigesinesn, a criscidourdas 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............scccssseee 40,000 senennsnnene svsenanernenee 
90.00 RPA crete As 8 ROU ext Doe 





The appropriation funds the U.S. share of a program 
of civilian agricultural research and development which 
will benefit both countries. 





PETROLEUM RESERVES 


Federal Funds 
General and special funds: 


PETROLEUM RESERVES 


Amounts Available for Appropriation (in thousands of dollars) 


1981 est 








1979 actual 1980 est. 
Unappropriated balance start of year 217,472 742,680 
Collections (offsetting receipts)............... 718,021 192,415 
Transferred to general fund receipts .............ssseeeec —192,813 —935,095  ......scsssssess 
Total available for appropriation .................... 742,680 gee, 
Unappropriated balance, end Of year.............ccssseesee 742,680 alates 








Program and Financing (in thousands of dollars) 





Identification code 11-5001-0-2-270 











1979 actual 1980 est 1981 est 
Program by activities: 
10.00 Exploration, development, and operation of 
petroleum reserves  (costs—obliga- 
tions) (object class 25.0)... MUOE siccnecils  seartndsbctic 
Financing: 
21.40 Unobligated balance available, start of year SHNMGE “Giliccisices «ited 
SIMEON CSS rscrescrccS SiS, uesscaczechucesy - éennnsysosusivnn. _-sysvebseabuatioee 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............sccssssssssseee 4,052 
712.40 Obligated balance, start of year... 224,958 
74.40 Obligated balance, end of year................ MME kicks axianbeDRRR. 


90.00 Outlays 


The 1977 appropriation was the initial funding for 
the exploration, development and operation for the 
naval petroleum reserves (Department of Energy); ex- 
ploration of the national petroleum reserve in Alaska 
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(Department of the Interior); and the strategic petro- 
leum reserve (Department of Energy). Since that year, 
the Congress has provided general fund appropriations 
directly to the agencies. Section 3 of the Naval Petro- 
leum and Oil Shale Reserves Authorization Act of 1979 
(Public Law 96-137) amends section 201(13) of the Naval 
Petroleum Reserves Production Act of 1976 (Public Law 
94-258) to provide for collections from the reserves to be 
deposited directly into miscellaneous receipts of the 
general fund, instead of the naval petroleum reserves 
special account. 

As a result of making appropriations subsequent to 
1977 from the general fund and not the funds appropri- 
ated to the President, this account will merely be ex- 
pending the last of its availability 1980 with no new 
initiatives being undertaken. Expenses in 1980 will be 
used for a portion of the facilities construction require- 
ments at the NPR No. 1 (Elk Hills) reserve. 


Obligations are distributed as follows: 
Department of Energy 





PUBLIC WORKS ACCELERATION 
Federal Funds 


General and special funds: 


Pusiic Works ACCELERATION 


Program and Financing (in thousands of dollars) 


Identification code 11-0080-0-1-452 1979 actual 


1980 est 


1981 est. 








Relation of obligations to outlays: 
Obligations incurred, Net .................ccseeecssuee 
Obligated balance, start of year oz 
Obligated balance, end of year.................0. 
Adjustments in expired accounts................. 


71.00 
72.40 
74.40 
77.00 


90.00 








Outlays 


Balances are for projects approved prior to July 1, 
1964. 


Note.—The regular appropriation for foreign assistance and related programs for 1980 had 
not been enacted that the time this budget was prepared. 





GENERAL PROVISIONS 


Sec. 101. Unobligated balances as of September 30, 1980, of funds 
made available under the authority of Part I of the Foreign Assistance 
Act of 1961, as amended, are continued available for fiscal year 1981; 
and each such balance shall be transferred to and merged with appro- 


priations made available for the same general purposes by this Act. 


Sec. 102. Use of the authority granted by section 124(c) of the For- 
eign Assistance Act of 1961, as amended, during fiscal year 1981, is 
hereby approved up to the amount therein specified. 





TITLE VI—GENERAL PROVISIONS 


Sec. 601. No part of any appropriation contained in this Act shall be 
used for publicity or propaganda purposes within the United States 
not heretofore authorized by the Congress. 
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OFFICE OF THE SECRETARY 


Federal Funds 
General and special funds: 
OFFICE OF THE SECRETARY 


For necessary expenses of the Office of the Secretary of Agricul- 
ture, including not to exceed $75,000 for employment under 5 U.S.C. 
3109, [$4,470,000] $5,249,000: Provided, That this appropriation shall 
be reimbursed from applicable appropriations in this Act for travel 
expenses incident to the holding of hearings as required by 5 U.S.C. 
551-558: Provided further, That not to exceed $8,000 of this amount 
shall be available for official reception and representation expenses, 
not otherwise provided for, as determined by the Secretary. (5 U.S.C. 
5901; 7 U.S.C. 450c-450g, 2201-06, 2210-13, 2221, 2231, 2232, 2235; 42 
U.S.C. 2000a; Public Law 96-108 making appropriations for Agricul- 
ture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


























DEPARTMENT OF AGRICULTURE 


90.00 Outlays, excluding pay raise supple- 

I cscs acces arices eens 4,366 4,369 5,131 
91.20 Outlays from civilian pay raise sup- 

MIN icteric secanteconds 401 8 





* Includes capital investment as follows: 1979, $20 thousand; 1980, $20 thousand; 1981, $30 thousand. 


The Office of the Secretary covers the overall plan- 
ning, coordination, and administration of the Depart- 
ment’s programs. 

1. Program and policy direction and coordination.— 
This includes the Secretary, Deputy Secretary, Assist- 
ant Secretaries, and their immediate staffs who provide 
top policy guidance for the Department; maintain rela- 
tionships with agricultural organizations and others in 
the development of farm programs; and provide liaison 
with the Executive Office of the President and Mem- 
bers of Congress on all matters pertaining to agricultur- 
al policy. 

A functional office within the Office of the Secretary 
is the Consumer Affairs Council. The office was estab- 
lished pursuant to Executive Order 12160 dated Sep- 
tember 26, 1979, which requires establishment of such 
policy procedures and standards to govern the imple- 
mentation, interpretation, and application of consumer 
programs in the Department of Agriculture. 

2. Regulatory hearings and decisions.—The adminis- 
trative law judges hold hearings in connection with the 
prescribing of new regulations and orders and on disci- 
plinary complaints filed by the Department or on peti- 
tions filed by private parties asking relief from some 
action of the Department. Final administrative deci- 
sions in regulatory proceedings are rendered by the 
judicial officer. 


Object Classification (in thousands of dollars) 



























\dentitication code 12-0115-0-1-352 1979 actual 1980 est 1981 est 
Program by activities: 
Direct program: 
1. Program and policy direction and 
coordination: 
(a) Office of the Secretary and 
Deputy Secretary ..........sccccssseesses 2,013 2,204 2,501 
(b) Assistant Secretaries................0.. 1,831 2,094 2,167 
2. Regulatory hearings and decisions... 512 ; 581 581 
Total direct program ............ssscssseees 4,356 4,879 5,249 
Reimbursable program: 
1. Program and policy direction and 
coordination: 
(a) Office of the Secretary and 
Deputy Secretary ............sscssssseees 54 255 255 
(b) Assistant Secretary ................... 842 939 939 
2. Regulatory hearings and decisions ..... 25 25 25 
Total reimbursable programs.............. 921 1,219 1,219 
Total program costs, funded '............ 5,277 6,098 6,468 
Change in selected resources (undelivered 
TOE Baccitisdetc tc scrtecatiiecapuaxircnicods AO scadicenchshshcss’ jn eitchawiebicckoe 
10.00 Total obligations ...............ccccsssssssssseess 5,238 6,098 6,468 
Financing: 
11.00 Offsetting collections from: Federal funds ... —921 —1,219 —1,219 
25.00 Unobligated balance lapsing ee cere on _snennaneeneuen 
Budget authority .................cee 4,396 4,879 5,249 
Budget authority: 
40.00 Appropriation ......ssssssssscssssssssssssssssssssseseeeee 4,415 4,470 5,249 
41.00 Transferred to other aCcOUNtS .............000000 SiN :saxstbiveniies | atin eae 
43.00 Appropriation (adjusted)............... 4,396 4,470 5,249 
44.20 Supplemental for civilian pay 
GU ee acelin seicecekeesesics | | copssiestansines WOO ~ cicuaniace 
i Relation of obligations to outlays: 
© 71.00 Obligations incurred, met ....ccscsassssssessen 4,317 4,879 5,249 
12.10 Receivables in excess of obligations, start 
‘ EWR EN esse chs clans cecev chants —197 —135 —26 
+ 74.10 Receivables in excess of obligations, end of 
as Perera ance ecckcae ies ceesiodaoeessee 135 26 —84 
71.00 Adjustments in expired accounts... Mi eek: bali 














Henicaton code 12-0115-0-1-352 





























1979 actual 1980 est 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent POsitiOns..............:-sssssesssssses 2,557 3,134 3,282 
1.5 Other personnel compensation ........ a 25 215 215 
Total personnel compensation me 2,582 3,349 3,497 
12.1 Personnel benefits: Civilian..............0:-.0-.0e- 259 316 323 
21.0 Travel and transportation of persons........... 181 144 162 
23.1 Standard level user charges................sssss0s 405 336 338 
23.2 Communications, utilities, and other rent... 340 248 324 
24.0 — Printing and reproduction....................css000 223 153 224 
25.0 Other services ................00- a 251 237 262 
26.0 Supplies and materials . it 58 61 79 
SEO «= Cee... 2... oe 18 35 40 
Total direct obligations...... 4317 4,879 5,249 
Reimbursable obligations: 

11.1 Personnel compensation: Permanent posi- 
I oat RN ccpacelersescderonns 452 620 620 
12.1 Personnel benefits: Civilian.................ss000 34 59 59 
21.0 Travel and transportation of persons........... 62 46 46 
23.2 Communications, utilities, and other rent.... 7 48 48 
24.0 — Printing and reproduction.................vvsssee 22 6 6 
OU CI NN rs colaecci ee ccees oas 314 423 423 
26.0 Supplies and materials .................cccssssesseeeee 9 7 7 
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Federal Funds—Continued 
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General and special funds—Continued 
OFFICE OF THE SECRETARY—Continued 


Object Classification (in thousands of dollars) —Continued 





























Identification code 12-01 15-0-1-352 1979 actual 1980 est. 1981 est. 
AAD! s MARAT ININONNL =. sito avrsrracetvarsnests ne tnian eaten takes 21 10 10 
Total reimbursable obligations............ : 921 1,219 1,219 
99.0 Total obligations ...............secscsseecssneeees 5,238 6,098 6,468 
Personnel Summary 
Total number of permanent positions................--00+« 127 133 136 
Total compensable WOrKYAIS...........ssssessssssssssseeeee r 133 137 140 
Full-time equivalent of other positions.................. (6) (6) (6) 
Full-time equivalent of overtime and holiday 
WRT reer se ririreicinceetenvea terete (0) (0) (0) 
AvGHICG ES SANG ons AAAI SR AE $50,113 $50,113 
PAVENEIEG Kiss NGM cass secu siszccasdsssconsesorsongaconcossegpsb nee 9.78 10.34 10.38 
AVETRDC VAD SHIAIV iakircesssstrcieityscceditngevanngeithyisss $22,194 $25,944 $26,058 
Average salary of ungraded positions .............ssss0ee $15,922 $17,168 $18,026 








DEPARTMENTAL ADMINISTRATION 


Federal Funds 
General and special funds: 
DEPARTMENTAL ADMINISTRATION 


For Budget, Planning and Evaluation, and Public Participation, 
[$3,196,000] $2,808,819; for Operations and Finance, Personnel, 
Equal Opportunity, Safety and Health Management, Management 
Analysis and Small and Disadvantaged Business Utilization, 
[$8,455,000] $9,958,173; for Governmental and Public Affairs, includ- 
ing the dissemination of agricultural information and the coordina- 
tion of informational work and programs authorized by Congress in 
the Department, [$7,772,000] $9,793,641; for Capper-Volstead Moni- 
toring, $200,000 making a total of [$19,423,000] $23,760,633 for De- 
partmental Administration to provide for necessary expenses for 
management support services to offices of the Department of Agricul- 
ture and for general administration of the Department of Agriculture, 
repairs and alterations, and other miscellaneous supplies and ex- 
penses not otherwise provided for and necessary for the practical and 
efficient work of the Department of Agriculture, of which not t» 
exceed $10,000 is for employment under 5 U.S.C. 3109, and, not to 
exceed [[$2,340,000] $2,748,000 may be used for farmers’ bulletins 
and not less than two hundred thirty-two thousand two hundred and 
fifty copies for the use of the Senate and House of Representatives of 
part 2 of the annual report of the Secretary (known as the Yearbook 
of Agriculture) as authorized by 44 U.S.C. 1301: Provided, That in the 
preparation of motion pictures or exhibits by the Department, this 
appropriation shall be available for employment pursuant to the 
second sentence of section 706(a) of the Organic Act of 1944 (7 U.S.C. 
2225): Provided further, That no part of this or any other appropri- 
ation contained in this Act may be used to reimburse the General 
Services Administration in excess of $750,000 for publications distrib- 
uted by the Consumer Information Center]. (5 U.S.C. 5901; 7 U.S.C. 
2201, 2202, 2231, 2235; 42 U.S.C. 2000d; Public Law 96-108, making 
appropriations for Agriculture, Rural Development, and related agen- 
cies, 1980.) 


Program and Financing (in thousands of dollars) 











Identification code 12-0120-0-1-352 1979 actual 1980 est 1981 est 
Program by activities: 
Direct program: 

1. Budget, planning and evaluation...... 2,630 3,207 3,563 
2. Public participation ................scss0ee 172 241 246 
3. Operations and finance 2,680 2,807 3,006 
4. Personnel...........:sssee 1,796 2,184 2,523 
5. Equal opportunity...........ccccsssseeccssssee 2,107 2,334 2,516 
6. Safety and health management....... 734 822 891 
7. Management analysis...........0v00000 537 611 655 
8. Small and disadvantaged business 

MI EMNION ss sscscee seas coshivasuiives ertobasaseoes. dn. notiotassbuaa 252 367 
9. Governmental and public affairs....... 8,056 8,107 9,794 
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10. Capper-Volstead monitoring............. 























Total direct program ........ssssesssees 18712 20,965 23,781 
Reimbursable program: eae es a 
1. Budget, planning and evaluation........ 70 21 21 
3. Operations and finance...............s00 1,139 1,193 1,196 
ASP EVSOIIPEN <5 .tsaareecassesioc-savpvesanSeestosvibsuts 989 1,520 1,535 
6. Safety and health management.......... 66 227 242 
8. Small and disadvantaged business 
RTH RATION vi vascnass eaitirsn veers We sci oop caig he 26 ahve 
9. Governmental and public affairs......... 235 —— 623 633 
Total reimbursable program................ 2,499 : _ 3,612 3,627 
Total program costs, funded?............ 21211 24,177 27,388 
Change in selected resources (undelivered 
WVGCIS) sccssuetceacttimentrnteemcerercene — 300 ai eveeeenete —_sneneneeeu 
10.00 Total obligations 20,911 24,177 27,388 
Financing: 
11.00 Offsetting collections from:Federal funds..... — 2,499 —3,612 —3,627 
25.00 Unobligated balance lapsing ................ss00- 11 EP LENO ES. 
Budget authority... 19,029 20,565 23,761 
Budget authority: 
AO; 00!"< RINMON TATION oy, cscscssctscectunrssivostvecssstattsveacesere 19,105 19,423 23,761 
41.00 Transferred to other accounts........ —113 OS Rca 
42.00 Transferred from other accounts 37 OP he ae 
43.00 Appropriation (adjusted) ................ 19,029 19,457 23,761 
44.10 Supplemental for wage-board pay 
WO rsa ca ota Ae Ea stscsricussesuce?.\ seacauoscdlenitee 22. ae 
44.20 Supplemental for civilian pay 
WABI ciscsialissiariaceecicareectcotnaoe - Leauanadamies OBB ri ei Saccsicae 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ............csscccssceen 18,412 20,565 23,761 
72.40 Obligated balance, start of year... 3,329 3,657 4,056 
74.40 Obligated balance, end of year.................0 — 3,657 — 4,056 —4512 
77.00 Adjustments in expired accounts................. ROU yearn tune Ss 
90.00 Outlays, excluding pay raise supple- 
MN cic ccatsstcicanonencan 19,364 19,077 23,286 
91.10 Outlays from wage-board pay raise 
GUPENRINEHdlcticasitinoneatiices. lanuter teens 7 Ee 
91.20 Outlays from civilian pay raise sup- 
DHONI Peal Cltsiviscossatsasecessiet cians Povainnnien 1,067 19 





1 Includes capital investment as follows: 1979, $472 thousand; 1980, $70 thousand; 1981, $70 thousand. 


1. Budget, planning and evaluation.—This activity 
provides policy direction and administration of all mat- 
ters related to the Department’s budgetary affairs in- 


cluding all phases of acquisition, distribution and con-| 


trol of funds; evaluation of program and legislative pro- 
posals for budgetary, financial, and related implica 
tions; development of comprehensive long-range pro 


gram plans; and administration of the Department's 


operations review and analysis programs. 


2. Public participation.—This activity provides a focus! 


for public participation in the operations, activities, and 
decisionmaking processes of the Department, with the 
primary objective of obtaining ideas and information s0 
USDA decisions can better serve the public. 

8. Operations and finance.—This includes overall 
policy direction and coordination of departmentwide at: 
counting, fiscal and other financial activities; manage 
ment of the Department’s centralized payroll ané 


voucher payment systems; development and implement 


tation of a uniform central accounting system for the 
Department; administration of the Department’s paper 
work management program; development of depart 
mental policies and procedures for telecommunications 
construction, contracting, procurement, property, mail 
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space, supply, and transportation management; and de- 
partmentwide central services of mail distribution, re- 
production, and supply are furnished. This activity also 
covers the coordination and direction of the develop- 
ment and management of data processing for the De- 
partment and the operation of departmental computer 
centers. 

4. Personnel.—This covers implementation of civil 
service reform provisions, general direction, leadership, 
and coordination of the personnel management pro- 
gram of the Department. Departmental policies and 
procedures are issued and the Office coordinates a 
review program to evaluate the effectiveness of agency 
personnel programs. 

5. Equal opportunity—This covers program and 
policy direction in the development and enforcement of 
Department equal opportunity responsibilities; review, 
analysis, and evaluation of agency programs and oper- 
ations to ascertain compliance with applicable policies, 
rules, and regulations of the Department and the Gov- 
ernment, and processing complaints made to the De- 
partment on discrimination in Department programs 
and providing final Department disposition. This activi- 
ty also includes the Department’s equal employment 
opportunity program. 

6. Safety and health management.—This activity pro- 
vides overall leadership, development, coordination, and 
implementation of policies, standards, techniques, and 
procedures to assure safe and healthful work conditions 
for departmental employees; including the provision of 
liaison with other Federal agencies and State and local 
governments on all safety and health matters of the 
Department, and the administration of a depart- 
mentwide integrated safety management information 
system. 

7. Management analysis.—This includes the adminis- 
tration of the Department’s management improvement 
program through the application of modern manage- 
ment practices and procedures to organizational struc- 
ture and resource utilization. This activity also provides 
overall guidance to agencies of the Department in the 
application of productivity and work measurement sys- 
tems, departmentwide policies and procedures for man- 
agement of advisory committees and liaison with OMB 
on all management program initiatives in the Depart- 
ment. 

8. Small and disadvantaged business utilization.— 
This new activity provides the maximum opportunities 
by small business concerns and small business concerns 
owned and controlled by socially and economically dis- 
advantaged individuals to participate in the Depart- 
ment’s procurement contracts. 

9. Governmental and public affairs.—This activity en- 
compasses general direction, leadership, and coordina- 
tion of the Department’s information program, includ- 
ing the provision of liaison with the Congress, mass 
communications media, State and local governments, 
and the general public on all matters pertaining to the 
activities of the Department. The major objectives are 
to provide a balanced information program that reports 
to rural and urban publics USDA’s research, action, 
regulatory, and other activities, using all communica- 
tions media in order to obtain better understanding 
among the general public and the agricultural industry 
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of agriculture’s services to farmers and to society in 
general. Workload depends upon Department program 
demands, direct requests, and legislative requirements. 

10. Capper-Volstead monitoring.—This new activity 
provides for the coordination and monitoring of agricul- 
tural cooperative activities to identify undue price en- 
hancement resulting from monopolization or restraint 
of trade. This includes surveillance of marketing co- 
operatives, monitoring of short-run price behavior and 
long-run price levels, and investigation and analysis of 
specific markets to determine potential cases for legal 
action. 


Object Classification (in thousands of dollars) 










































































entation a 12-0120-0-1-352 1979 actual 1980 est 1981 ex 
Direct obligations: 
Personnel compensation: 
11.1 Permanent positions..............-..:..0.- 9,991 11,791 13,325 
11.3 Positions other than permanent 330 189 189 
11.5 Other personnel compensation ................ 118 wr. 261 261 
Total personnel compensation............. 10,439 12,241 13,775 
12.1 Personnel benefits: Civilian................es.0-0+-. 954 1,165 1,285 
21.0 Travel and transportation of persons............ 263 197 435 
22.0 — Transportation of thingS...............csssssee0 35 9 12 
23.1 Standard level user charges .................000. 1,054 1,035 1,112 
23.2 Communications, utilities, and other rent... 620 536 668 
24.0 — Printing and reproduction.....................sss 1,997 2,785 3,240 
ZOU OUNOE SRNR i 2,293 2,338 2,905 
26.0 Supplies and materials 205 189 208 
WS > CORI act an eee J 552 70 121 
Total direct obligations....................++. 18,412 20,565 = 23,761 
Reimbursable obligations: site ie 
11.1 Personnel compensation: Permanent posi- j 
CR eee gee os eo 1,673 2,017 2,062 
12.1 Personnel benefits: Civilian................. 153 192 196 
21.0 Travel and transportation of persons. 57 22 63 
23.1 Standard level user charges .................-.+0 50 88 91 
23.2 Communications, utilities, and other rent..... 15 22 22 
24.0 — Printing and reproduction...............ssssssssee 293 391 391 
25.0 Other services ...............sse. 206 801 724 
26.0 Supplies and materials .... 44 53 52 
SEO. RI ys eccrine us 8 26 26 
Total reimbursable obligations............ 2,499 3,612 3,627 
99.0 Total obNigatiONS ....eccccscmeneenen 20911 24,177 27,388 
Personnel Summary 
Total number of permanent positions...............c.00e. 576 613 633 
Total compensable workyealS................-sse00. 532 630 652 
Full-time equivalent of other positions.................. (29) (17) (19) 
Full-time equivalent of overtime and holiday 
Wh he ae eee (0) (0) 
Average ES salary $50,112 $50,112 
Average GS grade 9.91 9.99 
Average GS salary $23,725 $23,929 
Average salary of ungraded positions ..................sec« $11,584 $12,394 $12,394 
Intragovernmental funds: 
WorKING CapPiITAL FuND 
Program and Financing (in thousands of dollars) 
Identification code 12-4609-0-4-352 1979 actual 1980 est 1981 est 
Program by activities: 
Operating costs, funded: 
1. Supply and other central services ...... 3,978 4,541 4.841 
2. Reproduction services: 
(a) Cost of goods SOld..............cc000 864 957 1,031 







































































































































































16 eee APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981| __DEPAI 
Intragovernmental funds—Continued through adjustments in rates charged for services to Trai 
Workinc Capita Funp—Continued maintain as nearly as possible the nonprofit nature of Clos 
Program and Financing (in thousands of dollars) —Continued the fund. T 
Identification code 12-4609-0-4-352 1979 actual 1980 est. 1981 est. Revenie od Eipanns, (Mi thogsas of iets) , 
era Ot. 3,528 3,805 3,946 ee 
3. Motion picture, photographic, and Operating income or loss (—): Wentfication 
other visual information services: Supply and other central services: f 
(a) Cost of goods SOId.......nsrnsns 155 157 170 NING coal cht cnt lata. 4,099 4,730 50%) ony 
(b) Other .....rnsrnarnsrnnrneeneen 2,685 2,193 3,229 SOON ss iseio mance —4,016 4,730 50%) 413 
4. National Finance Center: Cost of Sock — 
emg) Sg 25,549 28,845 30,898 Net operating income, supply and other Is 
5. ADP systems: Cost of services........... . 18,498 21,566 23,338 Central SErViCeS PFOPTAM .............esseeeeeee OS. Skisdunty Eee 
Total operating costs, funded... 55,257 62,624 «67,453 +—_-Reproduction services: ss 
somes Nicci ee a ae 4,432 4,390 4735) 2. 
Capital outlays funded: Nr a 1 ELL 4475 4390 475 20 1 
Purchase of equipment: aoe 23.1 S 
1. Supply and other central services.. 38 76 80 Net operating loss, reproduction services 23.2 
2. Reproduction ServiceS ...........sssvseee« 85 101 115 TOMA sa ticstsscstccss sheurposecroniccctastotertbobss ee RA NS IS ite a z 
3. Motion picture, photographic and i ’ : SS |r , 
other visual information services... 40 25 a7 = Maton _ photographic, and other visual 26.0 § 
4. National Finance Center 173 50 54 HHONREUON SOIVICES: 31.0 £ 
5. ADP systems 393 107 115 MROWOMNNG s ccee ce ecresetim earl ecaretech ets 3,066 3,092 3,331 
West: on. ENG EE MS, we AaA AER —2,881 —3,092 =3a 99.0 
Total capital outlay, funded........... 729 359 391 Net operating loss, motion picture, photo- eo 
Total program costs, funded.......... 55,986 62,983 67,844 graphic and other visual information E 
Change in selected resources (undelivered SOVICES PFOQTAM ........ssesssecssseeescsesssseesees BOO: eae Lach Total num 
OFMErS, INVENTOFY) .........essssecccssseccsseeessnees De Ne i nssssci tives) aang Sieiicvete diy Salioesd Canta tonter: Thee ea 
10.00 Total obligations ................ssssccessseesee 58,243 62,983 67,844 POVNNE oer atteh ssa se:cctcachvasecsrtresonradtartesloes 25,655 28,520 29,519 Full-ti 
Financing: EXDONSS JSS sacs tictacatareabahimennn. eae — 25,722 — 28,520 — 29,519 “ee 
Offsetting collections from: Net operating loss, National Finance Center SA mnnuaee sone Average E 
11.00 Federal funds: Revenue: oe SS Eee Average G 
Supply and other central services ..... —3,982 —4,696 — 5,060 ADP systems: Average G 
Reproduction ServiceS............ssssesssses —4,382 —4371 —4,716 RUIINU vcs csayeree4sbetgriotocaethenstcbeitessavicnsases 18,743 22,251 25,168 Average s 
Motion picture, photographic and MRINRVG si sakascacisvoss chant ceeatesveeievassabsesansisosanaranes —18,892 —22,251 —25,165 —— 
other visual information, services .. — 2,831 — 2,964 —3,203 : fi 
National Finance Center ................... 25,722 —28,520 29,519 Net operating loss, ADP Systems................ tn PAD)» + seisssscsthepinig fs 4 tinea 
Pr RU sess itsisisodesierssveeseen —18891 —22,237 —25,151 ino j 
14.00 —_Non-Federal sources: Revenue: ET I I tsa oie ———— 
Supply and other central services...... —34 —34 —34  Nonoperating income or loss (—): Net income for 
Reproduction S€rVICES............ssesssssssees —19 —19 —19 ENO Corsair aa enim tntericrasnie Gee aan ete ann 
Motion picture, photographic, and tenicatin 
Po information services... pe - “ie Financial Condition (in thousands of dollars) Rela 
21.98 Unobligated balance available, start of ‘| 7100 0 
ar: FUN Balance .a.cssssssssssessssssensee hh isaac PERE | 2 3 OOO ms 1298 0 
22.98 Unobligated balance transferred from other Assets: 14.98 0 
a od aie online’ ee ceeith tee. akan Fund balance with Treasuty......... 8972 5,203 5203 520) 77.00 A 
, Accounts receivable (net wis 7,427 12,702 12,702 12,702 
MINED, cctoecccsctycsscanntysis ata facsorsrotype castioosisivcetion  savssoerchsstignsee hess om ih (vet) meee 7 ot? eee a ee 90.00 
. sats : Real property and equipment : 
Relation of obligations to outlays: WN sh de 4,236 4,108 4,108 4,108 This 
71.00 Obligations incurred, Net ............cccccsessseees PHENO seaterccsrryctee. | Svastisoeigeiiee Oth ts (net) 188 36] 361 361 
72.98 Obligated balance, start of year: Fund bal- ther assets (MEL) onnerrnnnnnen dated 
MAID essscsccinsstehosssteone csesbodivatessehoisbansyoiee 6,732 —5,208 —5,208 Total aSSCtS......cccccccsscccssssceee 20,858 11,968 11,968 11,968 were 
73.98 Obligated balance transferred, net............... Berra scuanrrrentctse eiertcantersnecs ae a ———— SS agenci 
74.98 Obligated balance, end of year: Fund bal- Liabilities: of con 
Ne acide ete raill: 5,208 5,208 §,208 Accounts payable and accrued li- 
Perea Ree 14942 6,045 = 6045 = 08, urea 
90.00 Oi ACN csssines TAIN isssalth $2 dao interc: 
Government equity: spa. 
\ : Unexpended budget authority: pace 
This fund finances by advances or reimbursements Unobligated balance............... DUES) tact, NV a oa lies 
certain central services in the Department of Agricul- Undelivered Orders ........sssssssen 430 3,421 3,421 3,421 
ture, including duplicating, photographic, and other —_ Unfinanced budget authority: ( 
visual information services, art and graphics, motion Unfilled customers’ orders.......... EMD y ck pesos feersnsay ianetageibat sen 
: ; sat Invested Capital ...........csseccssseccsees 2,505 2,502 2,502 2,502 
picture, supply, centralized interagency training pro- Cieadas 
grams, civil defense activities, centralized accounting Total Government equity...... 5,914 5,923 9,923 99 
systems, centralized automated data processing systems haiiedh a ekaia ws Wakerimnnnl, oonity. . 
for payroll, personnel, and related services, voucher paid-in capital: heer 
payments services, and ADP systems. The capital con- Opening balance 4,697 4,697 4,69) tthe t 
sists of $400 thousand appropriated (5 U.S.C. 542-1), Closing balance....... 4,697 4,697 40 includin 
and accumulated earnings of $1,226 thousand as of Sep- _Retained income: "| arrange 
tember 30, 1979. Earnings are kept at a low level Opening balarce,......ccsscsssscsssssecsesessseeeseeee 1,218 1,226 YK section 
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Transactions: Net operating income................. Bo. ote cedioperst a, 
COSMETIC cdi Seactitis gi dbddictsascssictoncssnsee 1,226 1,226 1,226 
Total Government equity (end of year) ...... 5,923 5,923 5,923 





Object Classification (in thousands of dollars) 














Identification code 12-4609-0-4-352 1979 actual 1980 est. 1981 est 
Personnel compensation: 
1.1 Permanent positiOns..............::.ssessssseeesees 23,064 25,185 26,161 
113 Positions other than permanent... 2,518 3,589 3,653 
115 Other personnel compensation................ 840 1,116 1,157 
Total personnel compensation............. 26,422 29,890 30,971 
12.1 Personnel benefits: Civilian...............sscess00e- 2,444 2,800 2,898 
21.0 ‘Travel and transportation of persons........... 331 276 290 
22.0 — Transportation of thingS...............ssescsssseee 109 98 104 
23.1 Standard level user charges.................sse 1,500 1,868 2,135 
23.2 Communications, utilities, and other rent... 15,129 13,099 15,757 


24.0 — Printing and reproduction...............:..sssee 273 353 337 



































25.0 Other services ..............ss 7,720 9,309 8,911 
26.0 Supplies and materials ... 3,586 4,931 6,050 
31.0  Equipment....................0. pa Ova! 359 ‘tt 391 
99.0 Total obligations ................sssseccsssseeeee 58,243 62,983 67,844 
Personnel Summary 
Total number of permanent positions..................... 1,372 1,369 1,369 
Total compensable workyeaiS................+00 1,509 1,615 1,615 
Full-time equivalent of other positions (223) (246) (246) 
Full-time equivalent of overtime and holiday 
Tose oon 65-66 (css Basi esd asscttsnos castes ts seessevéai acoso (0) (0) (0) 
PRN MTN ee re es taptoaseycsgestote cS cahpatcasbeneniss $50,112 $50,112 
POPPA Ents OPM 2h hac cecesanscnsneecksesSobencecsonsooseces 7.41 7.62 7.67 
Average GS Salary............sssssccsssseescsssees $18,086 $19,353 $19,374 
Average salary of ungraded positions $17,164 $18,365 $18,365 
MISCELLANEOUS CONSOLIDATED WORKING FUNDS 
Program and Financing (in thousands of dollars) 
Identification code 12-9941-0-4-352 1979 actual 1980 est 1981 est 
Relation of obligations to outlays: 
AME ACMMMRTIONS INICUNFOU IGE cs ccscancsscossossccsscacsuss, acasvecednueceace edsesevencsseovan 
72.98 Obligated balance, start of year....... 19,420 3,547 
74.98  Obligated balance, end of year......... SORUNE s saccietiisees 
77.00 Adjustments in expired ACCOUNTS............ccc00  ssseseeeseeseseee — 3,547 ‘Pace 
90.00 RUN oe arcana thctitifeicsrictr, ROGEE,. «. cisatbinictla oe Soeeen thie 


This account reflects expenditures from the Consoli- 
dated working fund, Department of Agriculture. Funds 
were advanced into this account from other USDA 
agencies as an administrative convenience for payment 
of consolidated departmental billings for items such as 
bureau of employee compensation payments, Federal 
intercity telephone service, postage, and Washington 
space rental payments. 





OFFICE OF THE INSPECTOR GENERAL 


Federal Funds 
General and special funds: 
OFFICE OF THE INSPECTOR GENERAL 


For necessary expenses of the Office of the Inspector General, in- 
cluding employment pursuant to the second sentence of section 706(a) 
of the Organic Act of 1944 (7 U.S.C. 2225), [$25,527,000] $29,178,000, 
including such sums as may be necessary for contracting and other 
arrangements with public agencies and private persons pursuant to 
section 6(a\(8) of the Inspector General Act of 1978 (Public Law 95- 


452), and including a sum not to exceed $50,000 for employment 
under 5 U.S.C. 3109; and in addition, [$8,924,000] $9,406,000 shall be 
derived by transfer from the appropriation, “Food Stamp Program” 
and merged with this appropriation. (7 U.S.C. 450b, 2201, 2202, 2220; 
Public Law 96-108, making appropriations for Agriculture, Rural De- 
velopment, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 





198] est 





























Identification code 12-0900-0-1-352 1979 actual 1980 est. 
Program by activities: 
Direct program: 
Audits and investigations.................... 32,124 36,174 38,584 
Reimbursable Programs ...............sssssceseeeees 141 50 25 
Total program costs, funded? ............ 32,265 36,224 38,609 
Change in selected resources (undelivered 
IRB acaitessccssh coc tetbaeccnacctsnsteaoremericne SE | Soca cins ea eaarne 
10.00 Total obligations ...............cccccsssesceesens 31,891 36,224 38,609 
Financing: 
11.00 Offsetting collections from: Federal funds ... —141 — 50 —25 
25.00 Unobligated balance lapsing ....................000 SO tee cee 
Budget authority... 32,130 36,174 38,584 
Budget authority: 
SOD PEON a cthnccs aol aaa ce 23,095 25,527 29,178 
42.00 Transferred from other accounts................. 9,035 8,947 9,406 
43.00 Appropriation (adjusted) ................ 32,130 34,474 38,584 
44.20 Supplemental for civilian pay 
Dace cate cacti eeceae te. tddeasdtodeenees Pe Siti i 
46.20 Transfers in for: Civilian pay 
es eee at EOL | scons MOE Wilda, 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................ccsscseeesoe 31,750 36,174 38,584 
72.40 Obligated balance, start of year... 3,196 2,467 3,084 
74.40 Obligated balance, end of year.......... — 2,467 — 3,084 —3,713 
77.00 Adjustments in expired accounts................. S* ccconnna, stoma 
90.00 Outlays, excluding pay raise supple- 
WEIN scree 32,487 33,890 37,922 
91.20 Outlays from civilian pay raise sup- 
WN: cc eee te eee 


1,667 33 


‘Includes capital investment as follows: 1979, $111 thousand; 1980, $138 thousand; 1981, $221 thousand 


The Office keeps the Secretary and the Congress fully 
and currently informed about fraud, other serious prob- 
lems, abuses and deficiencies in Department programs 
and operations, recommends corrective action, and re- 
ports on the progress made in correcting the problems. 
It reviews existing and proposed legislation and regula- 
tions and makes recommendations to the Secretary and 
Congress regarding the impact these laws, rules and 
initiatives have had or will have on economy and effi- 
ciency of the Department’s programs and operations 
and the prevention and detection of fraud and abuse in 
such programs. The office provides policy direction and 
conducts, supervises, and coordinates all audits and in- 
vestigations; recommends policies for and conducts, su- 
pervises or coordinates other activities in the Depart- 
ment and between the Department and other Federal, 
State and local Government agencies whose purposes 
are to (a) promote economy and efficiency, (b) prevent 
and detect fraud and abuse, and (c) identify and pros- 
ecute people involved in fraud or abuse. 

This assures that existing laws, policies, and Depart- 
ment regulations are complied with, that Department 
programs are effectively managed, that corrective 
action is taken when serious problems are found, and 



























































































































6 <= APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 | pgpart 
General and special funds—Continued Financing: . 31.0 Equi 
OFFICE OF THE INSPECTOR GENERAL—Continued ei Senki feace lang Federal funds... ieee —910 — 906 

that there is a positive program to prevent and detect Budget authority ....cccmeemee 10,598 ‘11,696 12,162 | $90 
fraud and abuse. - aso 
: Sek aks Budget authority: 
Object Classification (in thousands of dollars) 40.00 Appropriation .........nnnnnnnnnnnne 10,598 11,000 212 Fe 
Identification code 12-0900-0-1-352 1979 actual 1980 est. 1981 est Se eee ae NS... a - ee Total comper 
eer Z Relation of obligations to outlays: Full-time 
gg. 71.00 Obligations incurted, Nt ....0.0emncse 10,263 11,696. ~=— 12,162 | ‘Fulltime 
tL) © feaplien. 19.860 21.644 +~—=«22.3a (72-40 Obligated balance, start of year.. 621 606 810 how. 
113 Dositions other than permanent eee AY ‘431 192 "492 74.40  Obligated balance, end of year......... — 606 —810 —1,015 Average ES : 
115 Other persenael:conpansation 511 586 536 77.00 Adjustments in expired accounts... OE i on a = -t 
Bie, : - verage GS 
‘ 90.00 Outlays, excluding pay raise supple- _ 
Total personnel compensation............. 20,802 22,722 23,418 
12.1 Perscinnel benefits: CiviliaM......s.seenen 2,357 2,876 2,898 a snes sprees 10,199 10,814 11,939 
13.0 Benefits for former personnel .......c:ocn-- OO 23 oe aa es as 91.20 Outlays from civilian pay raise sup- SCIE 
‘ lemental 678 18 
21.0 Travel and transportation of persons........... 5,321 4,134 6,344 PICHMIETTUA ssssseseensonegssnerscesdanisnocane _ stteeeesnnrteee 
22.0 Transportation of things .......csssssssssee 120 161 we saat The § 
3] Standard level user charges PE Wie ncaa 1,067 1,070 1,274 Includes capital investment as follows: 1979, $145 thousand; 1980, $100 thousand; 1981, $120 thousand. video 0 
23.2 Communications, utilities, and other rent... 425 786 861 
24.0 Printing and reproducttion............sssseessssee 45 69 69 The Office serves as legal counsel for the Secretary of oa 
ot Seplecaat atl ctevorennsevnretoreevesesen Wa pe Agriculture and performs all legal work for the Depart- range:< 
i OR te. 135 169 979 ment. It represents the Department in administrative | 
42.0 Insurance claims and indemnities............ eee ee ee proceedings for the promulgation of rules and regula- lle 
Total direct obligations... 31,750 36,174 3584 tions having the force and effect of law and in quasi: | vide 
hath -— judicial hearings held in connection with the adminis- regulat 
AS veer oe i. tration of Department programs. The Office also repre- ou ott 
sii snes shee ae sents the Secretary in proceedings before the Interstate | fry 
12.1 Personnel benefits: CiviliaM......c.ucceene 10 Se ommerce Commission dealing with rates and practices yy; 
21.0 Travel and transportation of persons......... 25 29 25 relating to the transportation of agricultural commod- , 
DI) RUM ENING colsstscs tia sassancae ecticcasscaghnczornis Be rac cociens -erenennenene ities and in appeals to the courts from the decisions of etka 
Total reimbursable obligations... 141 50 9, the Commission. It examines titles to lands to be ac- lone. 
Be arian ee - = quired by the Department or accepted as security for  ,4, * 
Eee ese iaaenhloe 36, 38,609 joans, and disposes of claims arising out of Department aaa 
Personnel Summary activities. extensi 
Total number of permanent pOsitions.........c.scccme 952 952 957 , nie efficien 
Total compensable WOrkyearS...........s1::sssssessssssseeeeeees 988 1,001 1,017 eet acti re ew a _ = 
Full-time equivalent of other positions.................. (42) (50) (50) 92001 
Full-time equivalent of overtime and holiday ere = sulin ola oe = = = si = Ce pealias 
WR rica AR ete niian -nssataasasciii (29) (31) (31) Bisact ebilastions: de A seve 
Wabi isis teas Na pte cmsssoLstbata $50,100 $50,112 Tene aie: Crop protec 
Average GS grade 9,99 9.97 9.97 tions. Animal produ 
A List Permanent poOsitionS..............sscseccssesens 7,724 8,874 9,127 Animal prote 
PIPE AD OMY Sites Sepsezaren baliesncrtobborspscbeetcnie $21,500 $21,579 $21,980 11.3 Positions other than permanent.............. 170 228 228 Food quality 
a 1D Other personnel compensation................. tia 67 ; 109 i. 18 Food protect 
Total personnel compensation.............. 7,961 9,211 9,464 | Technology 
OFFICE OF THE GENERAL COUNSEL 12.1 Personnel benefits: Civiliah......ccscc.s.scsssseeees 729 863 886 products .. 
21.0 — Travel and transportation of persons........... 183 127 193 | Economics a 
Federal Funds 22.0 Transportation of things .....cscccasssssssn 2 7 12 | Human nutri 
General and special funds: 23.1 Standard level user charges .......vssssessen 690 773 315 | Family and c 
delibis Ad sin rail 23.2 Communications, utilities, and other rent... 335 377 47 aoe 
E GENERAL COUNSEL 24.0 Printing and reproduction...........ssssssvsseseeeee 4 7 8 CO 
For necessary expenses, including payment of fees or dues for the 29.0 Other services......... ssesneennens 103 132 133 i. and Wa 
use of law libraries by attorneys in the field service, [$11,000,000] 26.0 Supplies and materials .. 78 82 91 ae ™ 
$12,162,000. (7 U.S.C. 2201, 2202, 2214a; Public Law 96-108, making 31.0 EquipmeMt ......rsossnnnssnnnnnennnnsennnaie WB joo opal i190 Foc 
ne nae a ee Total direct obligations. ......n0mm 10,263 11,696 12,62 | Construction 
Program and Financing (in thousands of dollars) ae bs ila Tota 
MOAR nT. 11.1 Permanent pOsitions.........cc..sscesssecssseessees 515 708 708 
Identification code 12-2300-0-1-352 1979 actual 1980 est. 1981 est. 113 Positions other than permanent.......... "oes ge 
Program by activities: 11.5 Other personnel compensation .............. 3 4 
Direct program: ; ae aa 
a SE nnn 1027” 1169612462191 pase bens Oates aT BY For 
eo see 21.0 — Travel and transportation of persons........... 17 46 0 . 
‘ : zation, 
Total program costs, funded®....... 10,927 12,606 13,068 22.0 Transportation Of things ....smsmmmmnninn serene 2 t E economic 
Change in selected resources (undelivered 23.1 Standard level user Charges... 37 92 tI by donat 
orders) er en ee en rae 23.2 Communications, utilities, and other rent.... 18 20 0 F 3100. Fe. 
sete = 25.0 Other Service .........ssssescsssssssssssssseessscssssnsees 6 10 6 acqui i 
10.00 Total obligations .......sessnsssenssene 10,913 12,606 13,068 26.0 — Supplies and materials 4 3 3 “gen 





$370,573, 
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| $370,573,000] $402,739,000: Provided, That appropriations hereunder 
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iia EQUMNONE cscs... spachaccgecicbasessscadesecpecibessetevic 2h rigs hacnciry Laresenrast 
Total reimbursable obligations............. 650 910 906 
99.0 Total obligations............... en 10,913 12,606 13,068 
Personnel Summary 
Total number of permanent positionS...............0...0ss+« 350 364 373 
Total compensable workyed's...............-..++ 343 372 381 
Full-time equivalent of other positions (10) (12) (12) 
full-time equivalent of overtime and holiday 
We BFS £275 0:6 3.)... LS ERA L A csi olds o ke (1) (1) (1) 
Average ES salary Sa eee $50,112 $50,112 
Average GS grade 10.39 10.36 10.39 
Average GS salary $23,845 $25,636 $25,624 








SCIENCE AND EDUCATION ADMINISTRATION 


The Science and Education Administration (SEA) pro- 
vides overall planning, support, and coordination for 
food and agricultural science and education programs. 
It conducts and supports research across the broad 
range of food and agricultural sciences. SEA communi- 
cates and demonstrates the results of this research to 
farmers, processors, consumers, and other groups. It 
provides facts and expertise in support of the policy and 
regulatory functions of the Department of Agriculture 
and other Government agencies. SEA makes use of li- 
brary and computer information systems to assist the 
public, researchers, and educators. It responds to Inter- 
national food and agriculture needs through research 
and education. The agency helps identify priority prob- 
lems for scientists to study, and initiates special proj- 
ects to solve these problems. The objectives and mis- 
sions of SEA are oriented toward improving research, 
extension, technical information and higher education 
efficiencies as follows: 


[Budget authority in thousands of dollars} 













; 1979 1980 1981 
actual estimate estimate 
HII RMN RVT We sescsssessagessgshiesisadeencesbeetenasssterccecdee 130,177 152,816 167,270 
RUNNIN ores scchcncesessoococeacasictncossssassavie 96,228 104,749 115,220 
FOIA DNR RIVIAY 5a desis scspnvsqgosivvosesscsevessssee 63,661 72,022 71,303 
AMR DINERO Vepcatuiscssacsstosaietizessssstteavscasesasacscaitecs 71,201 72,801 69,588 
Food quality and safety..........sscscsc.sssssssscscsssssseeseesen 42,373 45,746 47,905 
Food protection, distribution and exports.................. 32,131 33,413 34,611 
Technology and safety of non-food agricultural 
IN asa cts Bets beatactectatns cecccenconeonssncsseuscscesse 27,421 26,170 24,111 
Economics and farm management .........sssessssseeeen 17,168 17,873 18,991 
MT AMEND te eset ss scccqactsestssosssuncecasvcsven 84,251 89,476 102,890 
Family and consumer development ............cssssssssssee 44,715 46,774 49,670 
Youth development (4—H) .........ccssscsssssssssessessseeseen 70,683 73,735 78,058 
Rural and community development .........sss-scssseeese 26,702 26,964 24,535 
Land and Water reSOUFCES.........ccccsssssssssssseeeseeseeeeee 59,644 66,702 72,075 
Forestry and range TeSOUFCES.......s.csessessssesssssssssseesees 19,610 20,611 22,769 
Technical information system ......................ccsss.sssse 7,527 8,048 8,439 
DERM ROCMMIOS eetemce caer telsstorectytenascosssocsnvnstsass, yukdvndexoerovas > Aaceecsncceint 5,000 
Construction (non-recurring) 36,740 BION ccsctsctecccescttel 
MUNI cde ee esczticssotteieos esesscatcvcnceanes 830,232 861,800 912,435 








Federal Funds 
General and special funds: 


AGRICULTURAL RESEARCH 


For necessary expenses to enable Agricultural Research to perform 
agricultural research and demonstration relating to production, utili- 
zation, marketing, and distribution (not otherwise provided for), home 
economics or nutrition and consumer use, and for acquisition of lands 
by donation, exchange, or purchase at a nominal cost not to exceed 
$100, [except that the foregoing limitation shall not apply to the 
acquisition of lands for the research laboratory at Weslaco Texas, 
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shall be available for field employment pursuant to the second sen- 
tence of section 706(a) of the Organic Act of 1944 (7 U.S.C. 2225), and 
not to exceed $115,000 shall be available for employment under 5 
U.S.C. 3109: Provided further, That appropriations hereunder shall be 
available for the operation and maintenance of aircraft and the pur- 
chase of not to exceed one for replacement only: Provided further, 
That of the appropriations hereunder, not less than $10,526,600 shall 
be available to conduct marketing research: Provided further, That 
[of the] appropriations hereunder, shall be available pursuant to 7 
U.S.C. 2250 for the construction, alteration, and repair of buildings 
and improvements, but unless otherwise provided, the cost of con- 
structing any one building (except headhouses connecting green- 
houses) shall not exceed [$80,000] $90,000, except for ten buildings 
to be constructed or improved at a cost not to exceed [$150,000] 
$176,000 each, and the cost of altering any one building during the 
fiscal year shall not exceed 10 per centum of the current replacement 
value of the building or $90,000 whichever is greater; Provided further, 
That the limitations on construction contained in this Act shall not 
apply to the establishment of a fruit and nut germ plasm repository 
at Davis, California[, construction of a greenhouse/headhouse at 
Stillwater, Oklahoma, construction of a feedmill at El Reno, Oklaho- 
ma, and the construction of a greenhouse/headhouse at Fargo, North 
Dakota]: Provided further, That the limitations on alterations con- 
tained in this Act shall not apply to a total of $100,000 for facilities at 
Beltsville, Maryland: Provided further, That the foregoing limitations 
shall not apply to replacement of buildings needed to carry out the 
Act of April 24, 1948 (21 U.S.C. 118a). 

Special fund: To provide for additional labor, subprofessional, and 
junior scientific help to be employed under contracts and cooperative 
agreements to strengthen the work at Federal research installations 
in the field, not more than $2,000,000 of the amount appropriated 
under the “Agricultural Research [Service]” heading for the previ- 
ous fiscal year may be used by the director, Agricultural Research in 
departmental research programs in the current fiscal year, the 
amount so used to be transferred to and merged with the appropri- 
ation otherwise available under ‘Agricultural Research”. (5 U.S.C. 
5901; 10 U.S.C. 2306; 16 U.S.C. 581-581(a), 581(f), 590(a)-590(b), 590(k); 
18 U.S.C. 1114; 19 U.S.C. 1306(a), 1306(c); 20 U.S.C. 191-194; 21 U.S.C. 
113a, 114c, 114e-131; 26 U.S.C. 4491-4494; 42 U.S.C. 1476(e), 1483, 
1891-1893; Public Law 96-108, making appropriations for Agriculture, 
Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 12-1400-0-1-352 1981 est 


























1979 actual 1980 est 
Program by activities: 
Direct program: 
1. Research on animal production .......... 64,153 69,351 75,551 
2. Research on plant production............. 136,160 143,993 153,755 
3. Research on the use and improve- 
ment of soil, air, and water............... 44,215 48,600 50,220 
4. Processing, storage, distribution, food 
Safety, and consumer services re- 
QUO ccd ccoecctcaicthsstomasecss 74,804 77,468 77,984 
5. Research on human nutrition 20,661 28,642 32,513 
6. Repair and maintenance of facilities .. 8,216 8,216 11,716 
DMI chown coonckant 1,000 1,000 1,000 
8. Construction of facilities..................... 2,276 9,928 2,284 
Total direct program .............secssssessoe 351,485 387,198 405,023 
Reimbursable program: 
i SEE PSS ent eRe: 17,690 21,320 21,320 
2. Agency for International Development 
(Funds Appropriated to the Presi- 
ONE ec ee ei, 1,446 680 680 
Total reimbursable program............ 19,136 22,000 22,000 
Total program costs, funded?........ 370,621 409,198 427,023 
Change in selected resources (undelivered 
MINS) As i Gils d aees, — 10,855 1,943 — 2,284 
10.00 TOMEE CRIMES se Siccctacccsectesesairer 359,766 411,141 424,739 
Financing: 
Offsetting collections from: 
11.00 Fecierak NNR. send SS —16,446 —21,178 —21,178 
14.00 Non-Federal SOUFCES..........:.csseseccssseesssnne — 2,690 —822 —822 
21.40 Unobligated balance available, start of year — 9,833 STROMAN cvcodbciakavet 
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APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 











General and special funds—Continued 
AGRICULTURAL RESEARCH—Continued 


Program and Financing (in thousands of dollars) —Continued 


























Identification code 12-1400-0-1-352 1979 actual 1980 est. 1981 est. 
24.40 Unobligated balance available, end of year. BU bss taics sal staiabS jcesaisbeioy 
25.00 Unobligated balance lapsing....................00+. IIE owes ctccees cosad, 1s ib casts pottaced 
Budget authority... 345,330 381,170 402,739 
Budget authority: 
BD.00. GADDIODTATION 05... ccccssci lca cScvssssosiecesssesccense 343,416 370,573 402,739 
41.00 Transferred to other accounts..................0.. —87 BEOSS | Ai eathats 
43.00 Appropriation (adjusted) ................ "343,329 369,920 402,739 
44.10 Supplemental for wage-board pay 
MMII i c.f a disaiunstassb Masses hea’ | -aibeiobsecienoys MBO 1 bssscctocescrennees 
44.20 Supplemental for civilian pay 
SN is ahi ciescarcns>ssfactovhess ssp cxeist 4) ou beaerenueass Be sscashensnsathesesi 
50.00 Reappropriation ..................csssseceoee 2,000 PMID” - crsnsissiopatieny 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............sssecccsssnees 340,630 389,141 402,739 
72.40 Obligated balance, start of year..... 94,246 104,671 158,806 
74.40 Obligated balance, end of year....... —104,671 —158806 —236,618 
77.00 Adjustments in expired accounts SND cesdeiscone puistseaeeiors 
90.00 Outlays, excluding pay raise supple- 
OMAN Fe ataiatsacisn sonertcotecctaas 330,119 326,109 324,574 
91.10 Outlays from wage-board pay raise 
BUN: Be ricatbusceuses Races... 1,064 42 
91.20 Outlays from civilian pay raise sup- 
DICTA. tn esscndicatcanece inte. 7,833 311 





"Includes capital investment as follows: 1979, $27,737 thousand; 1980, $30,000 thousand; 1981, $34,000 thousand. 
Note.—Excludes $653 thousand in 1980 and 1981, transferred to Office of International Cooperation and Development. A 


comparable amount for 1979, $855 thousand, is included above. 

1. Research on animal production.—Research is con- 
ducted to improve livestock productivity (including 
poultry) through improved breeding, feeding, and man- 
agement practices, and to develop methods for control- 
ling diseases, parasites, and insect pests affecting them. 
In fiscal year 1981 increased emphasis will be on basic 
research to provide increased production and protection 
from animal diseases and improved quality of animal 
foods. 

2. Research on plant production.—Research is con- 
ducted to improve plant productivity through improved 
varieties of food, feed, fiber, and other plants; develop 
new crop resources; and improve crop production prac- 
tices, including methods to control plant diseases, nem- 
atodes, insects, and weeds. New initiatives proposed in 
1981 include Integrated Pest Management (IPM) pro- 
grams, germplasm, guayula and basic research for agri- 
cultural needs. 

3. Research on the use and improvement of soil, air, 
and water.—Research is conducted to improve the man- 
agement of natural resources, including investigations 
to improve soil and water management, irrigation, and 
conservation practices; to protect natural resources 
from harmful effects of soil, air, and water pollutants 
and to minimize certain agricultural pollution prob- 
lems; and to determine the relation of soil types and 
water to plant, animal, and human nutrition. New ini- 
tiatives included in 1981 include the Agriculture and 
Resources Inventory Surveys Through Aerospace 
Remote Sensing (AgRISTARS) and basic research to 
combat problems of water stress in crop production. 

4. Processing, storage, distribution, food safety, and 
consumer services research.—Research is conducted to 


develop new and improved foods, feeds, fabrics, and 
industrial products and processes for agricultural com- 
modities for domestic and foreign markets, including 
ways to minimize processing wastes as well as the proc- 
essing, transportation, storage, wholesaling, and retail- 
ing of products. 

Research is also conducted on problems of human 
health and safety, including means to insure the safety 
of food and feed supplies; control insect pests of man 
and his belongings; reduce the hazards to human life 
resulting from pesticide residues and other causes; and 
on consumer services. Increases in 1981 will place em- 
phasis on food safety. 

5. Research on human nutrition.—Research is con- 
ducted on human nutritional requirements, composition 
and nutritive value of foods, dietary status, monitoring 
and surveillance and nutrition education and method- 
ology needs of Federal, State, and local agencies admin- 
istering food and nutrition programs. 1981 proposes ex- 
pansion of current research efforts to include the fol- 
lowing: Relation of nutrition to aging, nutritional re- 
quirements of pregnant women, factors affecting food 
choices and factors on the ability to absorb nutrients. 

6. Repair and maintenance of facilities.—Funds for 
use to restore, upgrade, and maintain Federal facilities 
to meet OSHA and EPA requirements and provide suit- 
able workspace for inhouse research programs. In addi- 
tion $3.5 million will be available for retrofitting exist- 
ing structures for better energy utilization. 

7. Contingencies.—$1 million will be available to meet 
urgent needs that develop unexpectedly during the year 
when such needs cannot be met by redirection of re 
sources from other projects. Prior year obligations 
appear in the various research activities. 

8. Construction of facilities.—Amounts in 1981 reflect 
costs from unexpended balances. This does not repre 
sent a new funding request for this item. 


Object Classification (in thousands of dollars) 












































Identification code 12-1400-0-1-352 1979 actual 1980 est 1981 est 
AGRICULTURAL RESEARCH 
Direct obligations: 
Personnel compensation: 

11.1 Permanent positiOns..........s::-sssssessssseesee 176,742 180,667 184,561 
11.3 Positions other than permanent.............. 13,587 12,817 13,115 
11.5 Other personnel compensation ................ 1,610 1,822 1,822 

Total personnel compensation............. 191,939 195,306 199,558 
12.1 Personnel benefits: Civilian.............sscscsseee 18,164 18,479 18,879 
21.0 Travel and transportation of persons............ 3,878 3,776 4,425 
22.0 — Transportation of things .............ssseccssseeeen 791 1,371 1,489 
23.1 Standard level user charges .............sec-sse+ 2,255 2,571 2,873 
23.2 Communications, utilities, and other rent... 16,579 20,360 23,326 
24.0 — Printing and reproduction................ssssssees 1,751 2,076 2,378 
25.0 Other Services ........csssessceseene 39,569 64,580 68,076 
26.0 Supplies and materials...... 27,451 30,617 32,598 
SEO. CAMO caccssccctsssicseasoscce 21,838 25,875 28,644 
32.0 Lands and structures............cssss Lo 15,492 23,144 19,000 
41.0 — Grants, subsidies, and contributions............ 619 600 1,100 

Total direct obligations............:...ss00s 340,326 388,755 402,350 

Reimbursable obligations: 
Personnel compensation: 

11.1 Permanent DOSitiONS...........sscssssssssessenee 3,278 4,985 4,990 
11.3 Positions other than permanent 595 608 609 
11.5 Other personnel compensation ............... 85 85 8 

Total personnel compensation............. 3,958 5,678 5,684 | 
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12.1 — Personnel benefits: Civilian.................ss0e 246 375 376 
21.0 Travel and transportation of persons........... 243 184 217 
22.0 — Transportation of things........... 106 140 152 
23.1 Standard level user charges 30 130 113 
23.2 Communications, utilities, and other rent... 56 70 70 
24.0 Printing and reproduction..............0....s000 8 10 10 
95.0 Other Services ..............s0ee.. 11,141 11,254 11,219 
26.0 Supplies and materials ... 2,097 2,594 2,594 
Sees ci a ceciiictes 1,252 1,565 1,565 
Total reimbursable obligations............. 19,137 22,000 22,000 
Total obligations, Agricultural Re- 
MN rier csi d, sake eee 359,463 410,755 424,350 
ALLOCATION ACCOUNTS 
Personnel compensation: 
IL Permanent pOSitionS................ssssesessseeeee 53 53 53 
11.3 Positions other than permanent.............. 9 27 27 
Total personnel compensation............. 62 80 80 
12.1 Personnel benefits: Civilian.............scsssssee: 5 7 7 
21.0 Travel and transportation of persons........... 26 14 16 
DEVE TVANSDORLAUON. OF TWIGS ossscascascecesocsesosesossces — sousssonsssosnees 5 6 
23.2 Communications, utilities, and other rent... 5 6 6 
24.0 — Printing and reproduction...............csecccsssees — ccssseeseessseces 5 5 
PIRI” ACNE SORUMIOS as sncscucéaccsosseeasiccocssccccossscse 81 40 40 
26.0 Supplies and materials ..............ccc.ssceccsseeeens 5 40 40 
PD TRS MMMMNCNN Eis sscaZacscssesccnssconssonscsncciveseee 10 34 34 
41.0 Grants, subsidies, and contributions............ 109 155 155 
Total obligations, allocation accounts . 303 386 386 
99.0 Total obligations .......ccccsceeoeeso 359,766 411,141 424,739 
Total obligations are distributed as follows: 
Agricultural RES@ArCH ..........sscsssssscsssesssnsesssneesssnees 359,463 410,755 424,550 
MMORRNNR Os ascetics 303 


Personnel Summary 





AGRICULTURAL RESEARCH 


Direct: 
Total number of permanent positions ................... 8,536 
Total compensable WorkyearS ................cssssssssesse 9,311 
Full-time equivalent of other positions............. (1,277) 


Full-time equivalent of overtime and holiday 
















386 


8,466 
8,889 
(1,112) 


(70) 
$50,073 

9.47 
$24,506 
$17,705 


235 
279 
(43) 


(1) 
$50,073 
9.47 
$24,506 
$17,705 


2 
4 


(2) 


(0) 
$50,112 
8.70 
$17,200 


389 


8,148 
8,795 
(1,112) 


(70) 
$50,073 

9.47 
$24,506 
$17,705 


235 
279 
(43) 


(1) 
$50,073 
9.47 
$24,506 
$17,705 


$50,112 
8.70 
$17,200 





NR Om IN ex vert iaekdafavcaincesdacanicensssisenee 
Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions................... $16,564 
Reimbursable: 
Total number of permanent positions.................. 166 
Total compensable workyea'S .................... 213 
Full-time equivalent of other positions (45) 
Full-time equivalent of overtime and holiday 
LE Capea (1) 
BING ER GAL RMPN RHI IONS te Sckiscccisae! eleaGciniins 
SET SS ett a 9.48 
OLAS $22,955 
Average salary of ungraded positions.................. $16,564 
ALLOCATION ACCOUNTS 
Total number of permanent positions.............ss0e 2 
Total compensable WOrky@arS........ccccscsscccsssessseeceee 2 
Full-time equivalent of other positions................. (1) 
Full-time equivalent of overtime and holiday 
MEM EMO NG nis doysiasbacctetcsash cbse (0) 
MOMMA SMNV Ese cccisils: PesideiccchocigSicicsessesse” * scold oaestiee 
PROMOS EMI 2555.5, oS ssesvccgsscdseoncscossscondssiceit 8.70 
LE eT ae $17,200 
Average salary of ungraded positions ..........c.sc.m $13,641 





CooPERATIVE RESEARCH 


$13,641 


$13,641 


For payments to agricultural experiment stations, for cooperative 
forestry and other research, for facilities, and for other expenses, 


_ including ($118,566,000] $25,778,000 to carry into effect the provi- 
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sions of the Hatch Act, approved March 2, 1887, as amended by the 
Act approved August 11, 1955 (7 U.S.C. 36la-361li), and further 
amended by Public Law 92-318 approved June 23, 1972, and further 
amended by Public Law 93-471 approved October 26, 1974, including 
administration by the United States Department of Agriculture, and 
penalty mail costs of agricultural experiment stations under section 6 
of the Hatch Act of 1887, as amended; [$10,000,000] $10,606,000 for 
grants for cooperative forestry research under the Act approved Octo- 
ber 10, 1962 (16 U.S.C. 582a—582a-7), as amended by Public Law 92- 
318 approved June 23, 1972, including administrative expenses; 
[$17,785,000] $18,867,000 for payments to the 1890 land-grant col- 
leges, including Tuskegee Institute, for research under section 1445 of 
the National Agricultural Research, Extension, and Teaching Policy 
Act of 1977 (Public Law 95-113), as amended, including administra- 
tion by the United States Department of Agriculture, and penalty 
mail costs of the 1890 land-grant colleges, including Tuskegee Insti- 
tute; [$1,500,000 for Rural Development Research as authorized 
under the Rural Development Act of 1972, as amended (7 U.S.C. 2661- 
2668), including administrative expenses; $32,548,000] $39,660,000 for 
contracts and grants for agricultural research under the Act of 
August 4, 1965, as amended (7 U.S.C. 450i), of which [$16,548,000] 
$14,660,000 is for special research grants, and [$16,000,000] 
$25,000,000 is for competitive research grants, including administra- 
tive expenses; $500,000 for grants in accordance with section 1419 of 
Public Law 95-113; $650,000 for research authorized by the Native 
Latex Commercialization and Economic Development Act of 1978; 
[$6,000,000 for the support of animal health and disease programs 
authorized by section 1433 of Public Law 95-113; including adminis- 
trative expenses;] and [$1,496,000] $17,712,000 for necessary ex- 
penses of Cooperative Research activities, including administration of 
payments to State agricultural experiment stations, funds for employ- 
ment pursuant to the second sentence of section 706(a) of the Organic 
Act of 1944 (7 U.S.C. 2225), and not to exceed $50,000 for employment 
under 5 U.S.C. 3109; in all, [$189,045,000] $197,773,000. (7 U.S.C. 
450b, 2201-2202, 2220, 2250a; 39 U.S.C. 3202(aX4), 3206(b); 42 U.S.C. 
1891-1893; Public Law 95-113; Public Law 95-547; Public Law 96-108, 
making appropriations for Agriculture, Rural Development, and relat- 
ed agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 12-1500-0-1-352 























1979 actual 1980 est 1981 est 
Program by activities: 
Direct program: 
1. Payments under the Hatch Act.......... 118,055 113,925 131,586 
2. Cooperative forestry research............. 10,460 9,819 11,051 
3. Payments to 1890 colleges and Tus- 
Kegee Institute ............ccccsssecccesseceees 45,082 27,864 22,965 
4. Special research grants............ 29,369 10,221 13,521 
5. Competitive research grants.... 15,000 5,377 10,838 
6. Rural development.............c:ssseecseeesse 2,524 1,404 940 
7. Animal health and disease research ... 5,000 5,466 1,476 
8. Federal administration (direct appro- 
DFNROUONE Ds erxcssesccctoscstontasectbccocssearsceee 1,677 1,496 1,712 
Total direct program..............-0se-. 227,167 175,572 194,089 
Reimbursable program: \iwmer ists o 
1. Miscellaneous services to other ac- 
COUN see ciccscmcitntendlad 70 523 41) 
2. Agency for International Development 
(Funds appropriated to the Presi- 
GUNG oe ee ee 54 977 589 
Total reimbursable program............ ot 124 1,500 1,000 
Total program costs, funded’........ 227,291 177,072 195,089 
Change in selected resources (undelivered 
ORONO PF esstec ta ccrccteescerecte nerancteoen ec toooes —54,130 13,473 3,684 
10.00 Total Obligations.............c.sscsessseeeceees 173,161 190,545 198,773 
Financing: 
11.00 Offsetting collections from: Federal funds... —124 —1,500 — 1,000 
25.00 Unobligated balance lapsing................:csssve« CE |, inating yeteterie etre 
40.00 Budget authority (appropriation) .. 174,395 189,045 197,773 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............ssssvecessee 173,037 189,045 197,773 




































































eee eee APPENDIX TO THE BUDGET FOR FISCAL YEAR 19 DEPA 
General and special funds—Continued regional problems of joint USDA-State concern is con. - 
CooPEeRATIVE RESEARCH—Continued ducted as agreed upon between the USDA and specific 1 
pci falas eligible institutions. 
Program and Financing (in thousands of dollars) —Continued 8. Federal administration Gireet appropriation) 4 
Identification code 12-1500-0-1-352 1979 actual 1980 est. 1981 est. coordinating and review staff is maintained to examine Re 
research projects and assist State institutions and Fed 25.0 
72.40 Obligated balance, start of year.............0.... 57,029 76,590 89,143 eral agencies. 41.0 
74.40 Obligated balance, end OR VBE tsscsvaskLeivaece —76,590  —89,143 — 95,533 Th 1 d distributi Pte fan ted f 
77.00 Adjustments in expired accounts SID acd) lawy orc Bat 1981 a Pp ated cence a aia a ei idicleaiie ‘< : 
ompared wi is a Ww 0 
i I tree tteyrceipere ects 153,069 176,492 «193,383 Golars): me 
* Includes capital investment as follows: 1979, $147 thousand; 1980, $157 thousand; 1981, $168 thousand. 
1. Payments under the Hatch Act.—Funds under the Payments under the Hatch Act: 1960 1961 Total 
Hatch Act are allocated to agricultural experiment sta- OIE TORII sen svensieccneanscaansesnsssinssasnsensnysion 87,918 93,276 Total 
. ae ae HERIOT TOSGBLCAN UMD scsssccasstocacccsscecealccvessdenutotoessisisbers 26,859 28,495 Fy 
tions of the land-grant colleges in the 50 States, District areca nr eee Fy 
of Columbia, Puerto Rico, Guam, and the Virgin Is- Total research prograrm.....sssssccesssseseeessssseeensse 114,777 __lah 
lands, for agricultural research including investigations Set-aside for Federal administration (3% of increase) ... 3,313 3,530 Avera 
and experiments to promote a permanent and efficient PN ischial si scnchcssciess seams we 476 415 Avera 
agricultural industry and improvements in the rural ROMER Mi Sulton embers: 118,566 wma 
home and rural community. The increase requested for ' SF SS 
1981 will provide for increased operating costs in order 7 a $700 10.28 
to can ro ea go ae veaciien Set-aside for Federal administration (3%) «ccm 300 318 
. Cooperative forestry research.—These funds are al- ' ee 
located land-grant colleges or agricultural experi- Total, cooperative forestry research ..........ce:.ssecss0e- 10,000 10,606 
ment stations in the 50 States, Puerto Rico, Guam, and Payments to 1890 colleges and Tuskegee Institute: aa 
the Virgin Islands, and other State-supported colleges Research PrOgram .nnrvverenreernn eaeoretrryerere 17,251 Be 
and universities offering graduate training in the sci- Set-aside for Federal administration (390) ..........ssss000 . tel __ Sth Pr 
ences basic to forestry and having a forestry school. The Total, payments to 1890 colleges and Tuskegee 
increase requested for 1981 will provide for increased IStFEULE rernnnnnnnnnnnrnrnnnnnnnn __17,785 18,8) 
operating costs in order to maintain the 1980 output © special research grants: 4 cepa tena ae 
levels. IN So acest 17,167 15,336 10.00 
3. Payments to 1890 colleges and Tuskegee Institute.— Set-aside for Federal administration (3%) ........ssssssee sal 931 ~~ Ai " 
Funds support planning, coordinating and conducting Total, special research graMts....unmmnnnnn 17,698 158 oye 
agricultural research at the 1890 land-grant colleges Pillai tabi atsile ————- tae 
including Tuskegee Institute. The eligible institutions oe program — ane aaa diarrt as Aree 15.520 04.251 Re 
plan and conduct agricultural research in cooperation Set-aside for Federal administration OO "480 7H 71.00 
with each other and such agencies, institutions, and Total tit un 16.00 a 1440 
individuals as may contribute to the solution of agricul- eT ae Oe ———— 90.00 
tural problems. The increase requested for 1981 will ba epee via ss see 
eae tele costs in order to main- Set-aside for Federal administration (4%) cesses ot 60 seseenennsi yi 
4. Special research grants.—These funds support basic Total, rural development...........sscssssseecccsssseecseseeee a ae 500 cetnnennennsu reno’ 
and applied research in the areas of pest management, = Animai health and disease research: is tani aie ~ (food. 
pesticide clearance, pesticide impact assessment, soil FRscea CMMI MOST NT sisson ce ssoe Biasades ss cesncsdaussviasiiaticne S160: cccisieczraien recei 
erosion, food and agriculture policies, genetic vulner- _Set-aside for Federal administration (4%) ..........sss AD rarest ing T 
ability, animal health, energy, germplasm resources, Total, animal health and disease research.............. GOO sccrccessseroted 
aquaculture, and antidesertification research. ——SsS= :SO 
5. Competitive research grants.—This program empha- _ ss  _ 
sizes basic research critical to food production and 189,045 1ST Peat 
human nutrition. In 1981 it is proposed that $19 million aes ine | Fore 
be provided for grants to study serious problems relat- Object Classification (in thousands of dollars) a = 
ing to crop productivity and $6 million be provided for genticstin code 12-1500-0-1-352 1979 actual 1980 a" 1 1981 est 
human nutrition research. ae eee 
6. Rural development.—Funds appropriated under ay oe. gn creme Pay) 
title V of the Rural Development Act of 1972 are allo- ,,, Re aeet aia. sy ivosicinn 9743 9.909 294 me 
cated to land-grant colleges and universities of the 50 13 Positions other than permanent... 146 156 15 te 
States and Puerto Rico, to conduct pilot research pro- 11.5 Other personnel compensation ............... 20 a. 506 of 
grams in support of the development of rural areas. No aan, i) «USC. 
funds are requested for this authority in 1981. Formula 121 hed Om m8 er i. Act, fe 
funds could be used for these purposes. 21.0 — Travel and transportation of persons........... 336 309 af ae 
7. Animal health and disease research.—Funds sup- 22-0 _ Transportation of things 11 10 ) sas 
. . . 23.1 Standard level user charges 182 196 I or th 
port livestock and poultry disease research in colleges 23.2 Communications, utilities, and other rent 690 738 1 under 
of veterinary medicine and in eligible agricultural ex- 24.0 Printing and reproductioN...ccucscesoon 97 104 lly = Sarder 
periment stations. Research on specified national and 25.0 Other services ......ccscsssssssssssssunseeneen 1,544 2,309 iat 55,96 
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8 g Fae aa ____ Federal Furds—Conioves__111 
yn. 26.0 Supplies and materials ................ceecceecsssees 175 187 200 tion 3(d) of the Act, [$6,435,000; payments for the farm safety pro- 
f Be ret AMMEN oo. cs sssvtrcasoqnpnnesses 204 218 233. gram under section 3(d) of the Act, $1,020,000] $7,425,000; payments 
fie 41.0 — Grants, subsidies, and contributions 166,640 181,603 189,955 for the pesticide impact assessment program under section 3(d) of the 
i saa ee OU eee nee nae Act, [$1,735,000] $1,835,000; payments for the energy demonstration 
-A Total direct obligations .....rneen _ 173,037 189,045 _ 197,773 program under section 3(d) of the Act, $300,000; payments for non- 
ne Reimbursable obligations: point source pollution program under section 3d) of the Act, 
BA 251058) OUNOT SERVICES accscsessssscicnstoodcassusnoccosessaen 62 99 76 $1,300,000, payments for extension work under section 20%c) of Public 
41.0 Grants, subsidies, and contributions 62 1,401 924 Law 93-471, $910,000; [$2,500,000 for Rural Development Education 
} ch —— 5 ; as authorized under the Rural Development Act of 1972 (7 U.S.C. 
for Total reimbursable obligations............. 124 1,500 1,000 2661-2668); payments for extension work by the colleges receiving 
of pats sa 701 ~ 10ND EAE 00 779._~—«dthe:s benefits of the second Morrill Act (7 U.S.C. 321-326, 328) and 
99.0 Total obligations. ree PST 173,161 190,545 __ 198,773 Tuskegee Institute under section 1444 of the National Agricultural 
Sebiciladk Sein Research, Extension and Teaching Policy Act of 1977 (Public Law 95- 
aes — ——Ss«d118), [$10,453,000] $71,089,000; and for carrying out the provisions of 
Total number of permanent positions................... 108 108 108 section 22 of the Act of June 29, 1935, as amended (7 U.S.C. 329), 
216 beer taaenaabl oma Rett ee 98 98 98 $11,500,000; in all, [$278,994,000, of which not less than $78,600,000 is 
496 Full-time equivalent of other positions............ (10) (10) (10) for Home Economics] $291,178,000: Provided, That funds hereby ap- 
ES Full-time equivalent of overtime and holiday propriated pursuant to section 3(c) of the Act of June 26, 1953, and 
7 me ey aay chair tare) bone ohare’, (1) (1) (1) Section 506 of the Act of June 23, 1972, as amended, shall not be paid 
530 PM 5 cel Soa $50,073 $50,073 to any State, Puerto Rico, Guam, or the Virgin Islands prior to 
4 Average GS grade 9.48 9.47 9.47 availability of an equal sum from non-Federal sources for expenditure 
- Average GS salary $22,955 $24,506 $24,506 + during the current fiscal year. 
118 eeu eg ee = ; Federal administration and coordination: For administration of the 
i Smith-Lever Act, as amended by the Act of June 26, 1953, the Act of 
Ohi CoopERATIVE RESEARCH August 11, 1955, the Act of October 5, 1962, section 506 of the Act of 
: F Lae June 23, 1972, section 209(d) of Public Law 93-471, and the Act of 
alt (Proposed for later transmittal, proposed legislation) September 29, 1977 (7 U.S.C. 341-349), and to coordinate and provide 
606 hin ; program leadership for the extension work of the Department and the 
= he pee a8 Fomng (in thousands Ot cohars) . : several States and insular possessions, [$6,543,000, of which not less 
: ane than $2,100,000 is for Home Economics] $6,956,000. (Public Law 96- 
-1500-2-1- 1981 
301 Kenificatin code 12 1500-2-1 in oe Picea oe ; oi 108 making appropriations for Agriculture, Rural Development, and 
itt Program by activities: related agencies, 1980.) 
SALE MIEN oc ses sar daissassseisen ch cases takin a cienecansnes —aidbscacaicMe 1,000. ; J , 
a1 Change in selected resources (undelivered Program and Financing (in thousands of dollars) = 
7 orders) SSNS gt aa gases aaa i . 4,000 Identification code 12-0502-0-1-352 1979 actual 1980 est 1981 est 
3 10.00 Total program costs, funded—obliga- os : ee 
47 HUIS (OIC E CRASS SEO) Seeeisael! sccchsceteierave. _ sostssinncesecede 5,000 Program by activities: 
=. Financing: Direct program: 
a 40.00 Budget authority (appropriation) 00.0... cesccsssssssee — ssssseeenneeen 5,000 1. Payments to States: : 
- --— - a. Payments for cooperative agricul- 
05) Relations of obligations to outlays: tural extension work under the 
15) EU TRATIONS HHCURT ERS TIO cssscssissccsvssssssoosscic:.  sesssssansssensow sudbsdsovsoeaven 5,000 Smith-Lever Act, retirement and 
— 74.40 Obligated balance, end Of year.........ccccssses:  scccsssecssssesss —sessssesesseesens — 4,000 employees’ compensation costs for 
000 x extension agents, and penalty 
= 90.00 . Outlays he veustdusbucastissuinuavoctechacare.ceacvee Vir attack” asaboleeatadaia 1,000 iE Beh dace rsh Aeon 240,300 249,790 263,094 
ie, ao b. Payments for cooperative exten- 
7. Legislation is recommended which would support the sion work under the District of 
— purchase of land and the construction, alteration, or ee ee see 896 813 873 
ae renovation of buildings, necessary for the conduct of : ian - a che sical 
food and agricultural research at each college eligible to ” tural extension work under title V 
sas receive funds under the Act of August 30, 1890, includ- of the Rural Development Act of 
sn ing Tuskegee Institute. 1972, aS AMeNGED...........ssseseseeeeen 2,400 2MOOniscndiein 
d. Payments for cooperative agricul- 
— tural extension work by the col- 
Wi ALLOCATIONS RECEIVED FROM OTHER ACCOUNTS leges receiving the benefits of the 
ae Note.—Obligations i d der allocations from other accounts are included in the second Morrill Act of 1890 and 
PE wtinditauuuanolahio: a" Tuskegee INstitdte nnn 9711 10,085 «(10,849 
— Forest Service, “Forest Protection and Utilization.” : 2. Aid to land grant colleges (Bank- 
meen neene Eneneates Agency, “Pivenrch anit Deeslopenent head-Jones ACt) ...sssccntseentseeeee 11,500 11,500 11,500 
a 3. Federal administration and coordina- 
esi - 
pol EXrension ACTIVITIES Net ihe eet aceuticaeecatee ‘ 9,495 si 10,594 Yy 11,438 
Payments to States, Puerto Rico, Guam, and the Virgin Islands: For Total direct program..............secs00« 274,232 285,192 297,754 
wt payments for cooperative agricultural extension work under the ae : 
i, s Smith-Lever Act, as amended by the Act of June 26, 1953, the Act of Reimbursable program: 
' August 11, 1955, the Act of October 5, 1962 (7 U.S.C. 341-349), section 1. Federal administration and coordina- 
uy 506 of the Act of June 23, 1972, and the Act of September 29, 1977 (7 tion: ' 
313 U.S.C. 841-349), to be distributed under sections 3(b) and 3(c) of the a. Teaching materials developed and 
‘ah Act, for retirement and employees’ compensation costs for extension provided State extension services 
hl agents, and for costs of penalty mail for cooperative extension agents under cooperative agreement on a 
I and State extension directors, [$189,331,000] $200,847,000,; payments COSt Sharing DASIS ...........ccssceeeseeers 5 50 50 
, for the nutrition and family education program for low-income areas b. State extension services’ payments 
If 
under section 3(d) of the Act, [$51,810,000; payments for the urban for space rental and intercity tele- 
m 


Ill 





gardening programs under section 3(d) of the Act, $3,000,000] 
$55,962,000, payments for the pest management program under sec- 


phone to the General Services Ad- 


US 468 575 575 





SCIENCE AND EDUCATION ADMINISTRATION—Continued 
















































































110 eae . APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981! pgpaR 
General and special funds—Continued ral resources; and program needs in our urban areas 232 (C 
Extension Activitres—Continued such as human nutrition, consumer education and a : 
; home gardening. ' 
wht ee: , 26.0 S 
Program and Financing (in thousands of dollars) —Continued 2. Aid to land grant colleges.—Grants are allotted aa 
Identification code 12-0502-0-1-352 1979 actual 1980 est. 1981 est. among the States for support of instruction in agricul- 410 4G 
ture, the mechanic arts, and related fields at the land- 
c. Agency for International Develop- grant colleges. 
ee Roprepra to ‘te 69 65 65 3. Federal administration and coordination.—The Ex- 18 " 
d. Miscellaneous services to other tension Service provides leadership and assistance to 20 Tr 
NN Seb kl css 1,293 1,095 1,080 States, Puerto Rico, Guam, the Virgin Islands, and the 3; 
Total reimbursable program... 1,835 1,785 1770 District of Columbia in developing extension programs, a . 
improving teaching methods, efficient use of available | 24. 0 
_ Total program costs, funded’... + 276,067 286,977 299,524 yesources, evaluation of programs, and administrative 
Change in selected resources (undelivered : 
Oa abit oles 302 350 Wee. 
ae The planned use of funds requested for 1981 com-| 4) 
10.00 Total obligations.............ssssssessssssssseee 276,369 = 287,327 299,924 pared with 1980 is as follows (in thousands of dollars): = 
Financing: 1980 1981 
Offsetting collections from: Payments under the Smith-Lever Act: re a 
11.00 Federal funds senecscresesenscccsessccnsesenescanescoses —1,185 — 1,115 S115 Sections 3(b) and 3(c) program funds Ree Ra RT 147,263 156,319 be a 
14.00 Non-Federal SOUTCES........cssnesnennesn —739 —675 —675 Set-aside for Federal administration (4%) 3,841 4,302 7 ‘“ p 
25.00 Unobligated balance lapsing ............c..-sss Bon cea eArinar carers DAHTRITONE ieee cheese cetaceans, 23,294 24.726 a 
rol PON vrerccrecre eee EES 14,933 15,500 oy tose 
40.00 Budget authority (appropriation) .. 275,399 285,537 298,134 pe EE ee hours 
oe Subtotal, Smith-Lever, Sections 3(b) and 3(c).... 189,331 200,847 | Average ES 
Relation of obligations to outlays: ; Section 3(d) program funds: Average G: 
71.00 Obligations incurred, Mt ....renmeseenn 274,445 285,537 298,134 Food and Nutrition Education (EFNEP) .....scsssenun 51,810 55,962 | Average G 
72.40 Obligated balance, start of year... 52,092 52,826 76,631 Pest Management 6.435 7,435 Average sa 
74.40 Obligated balance, end of year....... RR Re ait en ye OR TOT, tale ei 1 Se —— 
77.00 Adjustments in expired accounts................. me TD, Sich esssianginn + _seeseanennsnees Pesticide Impact ASSeSSMeNt ...ccccocaocccsornrsnesererneee 1,735 1,835 
9 SiMe Scr ded Lie 961.732 97 AN GAOENINE sss sccaisenstehca hath poosonasterrteanieseadienliteeae BOO: SNL cose 
ee Be is ae a. se atid 300 300 
‘Includes capital investment as follows: 1979, $150 thousand; 1980, $159 thousand; 1981, $172 thousand Nonpoint Source POMUION ........sssstssesemsensensnsnne ssnemeemnenneenee BO Note.—( 
el TE SCR TT De SESE RO a Subtotal, Smith-Lever, Section 3(d) .nrnumno 64,300 ao ae 
e primary function o e nationwide system o ' >> _—«- > Nut 
cooperative extension work is out-of-school applied edu- Total, RITAUNE EWN PACE | cscs ccssahcdaccacGaasticantedviseassevrns __ 283,631 __ 267,60 Pid 
cation in agriculture, home economics, community de- Payments to the District of Columbia: 
velopment, 4-H youth programs, and related subjects. a pap ae ee om : 
This educational work takes research results, technolog- et-aside for Federal adnninistration (470) wnrnrmmnn takai tae oll 
ical advancements, and program facts of the Depart- Total, District of ColUmbia .......scocssscsssesssensesne a. ee For 1 
ment of Agriculture, the State agricultural colleges and payments under Title V, Rural Development Act of 1972. jie at 
experiment stations, and incorporates them into a Pro- Program fUNGS .cmsenmisnnnsnnsnnnenninninnntnnine cain 
> ; ‘ ‘ : : a ee 706(a) o 
gram for action. Cooperative Extension Service inter- _ Set-aside for Federal administration (49) .......uo:ene a $35,000 
prets, disseminates, and encourages practical use of Total, Title V, Rural Development ACt......ccse vided fu 
knowledge. It transmits information from researchers = = —= § to7 U: 
to people Payments to 1890 Colleges and Tuskegee Institute: proveme 
; PORTO THINGS i esracics Sess SakeviesiPssckadtanclast Siaateaeriet 10,035 10,645 | ture, Ru 
1. Payments to States.—Funds appropriated under the Set-aside for Federal administration (4%) ........ssso.se shay ee vial 
Smith-Lever Act for payments to States, Puerto Rico, Total, 1890 Colleges and Tuskegee Institute.......... 10,453 11,089 2 
Guam, and the Virgin Islands are distributed primarily _ <== = FF ientitication 
on the basis of population and to a degree on the basis Aid to Land-Grant Colleges under Bankhead Jones Act........ 11,500 11,500 ies 
5 ° Federal administration (direct appropriation) ..............s.000 6,543 6,956 Prog 
of special problems and needs. Funds are used primar- eae | cise 0; 
ily for the employment of State, area, and county exten- PO ih EO es cincnasess ___ 285,537 298,134 
sion workers who work with individuals, families, com- a" sathiniat AOL EMIT <i ee 
munity organizations, marketing concerns, and others _—_—s_—_ Pbiject Classification (in thousands of dollars) = Re 
by providing advice and assistance in the application of Identification code 12-0502-0-1-352 1979 actual 1980 est 1981 est 
improved methods for production, marketing, nutrition, ——— a = eee 
family living, and community development. Work with Direct obligations: 
: : Personnel compensation: Ch 
youth is accomplished largely through the 4-H pro- 11; Permanent positiot$......00msmmmm 4745 5,119 60 
gram. These funds are matched by the States and pro- 113 Positions other than permanent............ 150 150 10 | 10.00 
vide the Federal share of State retirement and penalty 11.5 —_Other personnel compensation... nist Ss Es A, ea ck Finar 
mail costs associated with program activities specifical- Total personnel compensation... 4,906 5,304 5,3 ae : 
ly undertaken with these matched funds. Personnel benefits: eats 
Increases in payments to States are proposed to 12.1 — Civilian. cum edible 409 446 au) 
enable the State extension cooperators to defray in- Retirement and compensation costs for Mibtoes 
; : : OXteNSION AQENS ......cccccscceecsseeeenseeee 21,610 23,294 24,725 Budg 
creases in their operating costs and to encourage the 91:0: ~ Travel and. tranenoriatl 1 
; Ore i portation of persons........... 425 391 Af 40.00 Ag 
States to strengthen high priority programs that benefit 27.9 Transportation of thing ....cc0.c0ce0eo-. 139 128 IY 44.20 sy 
small farmers; conservation and protection of our natu- 23.1 Standard level user charges ......cc.scssscssee 393 400 ‘= — 
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DEPARTMENT OF AGRICULTURE ft. 210 
93.2 Communications, utilities, and other rent... 13,996 15,250 15,839 Relation of obligations to outlays: 
24.0 Printing and reproduction................ssese0 184 197 211 71.00 Obligations incurred, net .................c-sssseee- 7,432 8,048 8,789 
95.0 Other ServiceS ..............00 1,379 2,431 4,108 72.40 Obligated balance, start of year.................. 1,228 1,126 1,669 
96.0 Supplies and materials ... 365 390 417 73.40 Obligated balance transferred, net............... [| epee ne ee ee ee 
TEU URMMEIIIE soo) pooset0ssoprareeonncooctcontoes cm 210 225 241 74.40 Obligated balance, end of year.................... —1,126 — 1,669 — 2,545 
41.0 Grants, subsidies, and contributions............ 230,429 237,081 245,841 77.00 Adjustments in expired accounts................. ani aa -sadlieccuisiceige. ceeaaneeeea 
Total direct obligations ...........ssssssss00. 274,445 285,537 298,134 90.00 Outlays, excluding pay raise supple- 
4 a ae NE eee 7,491 7,305 7,900 
Reimbursable obligations: 91.20 Outlays from civilian pay raise sup- 
21.0 Travel and transportation of persons........... 20 8 10 ascent eaten tee 200 13 
22.0 — Transportation of things................... 18 10 23 
23.1 Standard level user charges 470 475 475 "Includes capital investment as follows: 1979, $47 thousand; 1980, $47 thousand; 1981, $47 thousand 
23,2 Communications, utilities, and other rent... 88 100 100 ; ; ; 
24.0 Printing and reproduction 6 50 50 The Technical Information Systems (TIS) in coopera- 
25,0 Otter SOMVICES ann aasaeesesescesnnecseesesnneece 1,322 1,147 1,132 tion with the Library of Congress and the National 
Total reimbursable obligations......... 1924 1,790 1,790 ae - erie ae en anne ae . 
cli ——_ _ == => worldwide publications in the agricultural, chemical, 
9.0 eer 216,369 81 SU 299,924 and biological sciences. It serves all of the Department 
Personnel Summary programs in the Washington metropolitan area, as well 
; = = aoe - as the field installations throughout the country. It has 
= ae are ps er i the added responsibility of service to the land-grant 
Full-time equivalent of other positions................. (15) (15) (15) Universities, and the world agricultural science commu- 
Full-time equivaint of overtime and holiday nity. ; 
etc sonccucnhosesnan (0.5 (0.5) (0.5) The primary purpose of TIS is to acquire, preserve, 
Average ES S€l€tY.nnnnnnnnnnnnnnnnnnnnnnnnn —snne ae wn = and disseminate an exhaustive collection of reliable in- 
IO BP eet formation in all phases of the agricultural and allied 
RUCERIRIGD SOY satay scvonnnsssetecceicescsccossinesscase $22,955 $24,506 $24,506 z é ; 3 ; ; 
sciences. TIS also maintains, in cooperation with the 





Average salary of ungraded positions ..................00e+ 


$16,564 





$17,705 


ALLOCATIONS RECEIVED From OTHER ACCOUNTS 


$17,705 


Note.—Obligations incurred under allocations from other accounts are included in the 
schedules of the parent appropriations as follows: 


Agriculture: Science and Education Administration, “Agricultural Research,” Food and 


Nutrition Service, ‘Food Program Administration”, Forest Service, “Forest protection 


and utilization.” 


(emt 


Environmental Protection Agency, “Abatement, Control and Compliance.” 


TECHNICAL INFORMATION SYSTEMS 


For necessary expenses of the Technical Information Systems, 
[$7,835,000] $8,789,000: Provided, That this appropriation shall be 
available for employment pursuant to the second sentence of section 
706(a) of the Organic Act of 1944 (7U.S.C. 2225), and not to exceed 
$35,000 shall be available for employment under 5 U.S.C. 3109: Pro- 
vided further, That not to exceed $100,000 shall be available pursuant 
to 7 U.S.C. 2250 for the alteration and repair of buildings and im- 
provements. (Public Law 96-108, making appropriations for Agricul- 
ture, Rural Development, and related agencies, 1980.) 


onitaton cose 12-0300-0-1-352 


Program and Financing (in thousands of dollars) 





1981 est 





1979 actual 1980 est 
Program by activities: 
Direct program: 
Agricultural information and library 
ses ceri ccch ss cstsiveedes 8,267 8,048 8,789 
Reimbursable program: 
Agricultural information and library 
SMES af inthe dices sus ckiatiudiaedvasinins 450 333 333 
Total program costs, funded’........ 8,717 8,381 9,122 
Change in selected reSOUrCes .........:sssssse0e mw ULI ate tcdte’l - succustenten 
10.00 Total obligations ...............cssssssseeseeseee 7,789 8,381 9,122 
Financing: 
11.00 Offsetting collections from: Federal funds... —357 — 333 — 333 
25.00 Unobligated balance lapsing ................e.. DD, eeetenaeia sates 
Budget authority oo... 7,527 8,048 8,789 
Budget authority: 
40.00 Appropriation ...........ccccccssssssssssssesseseee 7,527 7,835 8,789 
“ 44.20 Supplemental for civilian pay raises...... cc... Bi nce 





310-100 0 - 80 - 8 


Office of General Counsel, a central law library and 17 
field legal libraries. 

The Technical Information Systems provide a variety 
of information products and services to users in all 
areas of agriculture on a national and international 
level to help meet the broad-based information needs of 
the agricultural communities. This is accomplished 
through three major activities: (1) The administration 
of a unique collection of books, journals, and other in- 
formation materials about food and agriculture to 
assure accessibility to their contents; (2) the develop- 
ment and maintenance of cooperative efforts in the li- 
brary and related information areas, with other Federal 
agencies and with educational institutions in each 
State; (3) an active program of information dissemina- 
tion. Three primary groups of users have been identi- 
fied: (1) USDA scientists and other researchers, agricul- 
tural scientists at land-grant universities and other in- 
stitutions of higher learning and in State agricultural 
agencies; (2) Federal and State administrators and man- 
agers; and (3) farmers, farm-supporting institutions, and 
the rural and urban consuming public. Priority is being 
given to the third segment. The consolidation of all 
scientific, technical, and sociological information sys- 
tems into a single unit and the merging of the research 
and information components of USDA into a single ad- 
ministration will allow for the design and development 
of more comprehensive and efficient information sys- 
tems. The requested increase in 1981 will be used to 
integrate information technologies which will assist ag- 
ricultural groups such as small farmers or which will 
focus information in specialized fields such as aquacul- 
ture. 


Object Classification (in thousands of dollars) 


Hentiication cote 12-0300-0-1-352 


1979 actual 1980 est 





1981 est 
Direct obligations: 
Personnel compensation: 
11.1 Permanent POsitiOnS..........csssecsseeessseees 3,313 3,577 3,579 


































































































































































wn eee APPENDIX TO THE BUDGET FOR FISCAL YEAR 191 pgPAI 
General and special funds—Continued Relation of obligations to outlays: 74.40 ( 
: 71.00 Obligations incurred, Net ...............sssseseeesee 3,643 14,541 13,340 
TECHNICAL INFORMATION Systems—Continued 72.40 Obligated balance, start Of YOar..cscscssse snsssesene 3,631 7019| 90.00 
; 74.40  Obligated balance, end of year.................0 —3,631 —7,019 — 2,285 a 
Object Classification (in thousands of dollars) —Continued wet aT - <—- "Includes 
90.00 WBNS ess arte ete isepaaiapiadonaspd 12 11,153 18,074 ; 
Identification code 12-0300-0-1-352 1979 actual 1980 est 1981 est. ee Mis 
‘Includes capital follows: 1979, $302 thousand; 1980, $2,500 thousand; 1981, $5,000 thousay al 
11.3 Positions other than permanent... 360 388 ee emer eee ae ore Bi 2 fc 
11.5 Other personnel compensation .............. 41 4] 41 The following facilities were funded in this account in “ 
: activl 
Total personnel compensation............. 3,714 4,006 4,010 1979: 
12.1 Personnel benefits: Civilian...............ssecccesee 355 380 381 {In thousands of dollars) 
21.0 Travel and transportation of persons........... 60 58 68 — Fruit and Nut Germplasm Repository (Corvallis, Oreg.) ...........sssssessecceessssee 500 Wise 
22.0 Transportation of things ........sssssessese 20 27 29 Plant Stress Center (Lubbock, TeX.) .....sssssccssscsseeneee 80) fm entiicaton 
23.1 Standard level user Charges ........-eseesees 265 273 303 — Mint Research Greenhouse (Corvallis, Oreg.) .......cccssssssssssssssssssssssseessseeesessess 0 | 
23.2 Communications, utilities, and other rent.... 321 353 373 Human Nutrition Center at Tufts University (Boston, Mass.) ..................08 21,100 il 
24.0 Printing and reproduction.........csccsssseee 289 384 404 Planning for Move of Animal Disease Center (Denver, Col0.) ........cs.s.:sssse 100 113 
25.0 Other Services ......erraeere a 1,297 1,342 1,886 North Central Dairy Research Center (Madison, Wis.) .........sccsssssssssssssssssseee 9,000 115 
26.0 — Supplies and materials . re 139 153 163 Soil Erosion Center at Purdue University (Lafayette, Ind.) ..........cccssecsseen 4,320 
OO 972 1,072 1,172 Feedmill replacement (cost overrun) (EI Rend, OKA.) .....racsestsesennentn _ 
Total direct obligation ...e.ese 1432 8048 8,789 Oe ate ere se nh 
Reimbursable obligations: ro 22.0 | 
Personnel compensation: Bet 
11.1 Permanent positions...............sssssssssssseee 145 157 157 Cisse Wenhiteste 24.0 | 
11.5 Other personnel compensation .............. 10 10 10 aoe as | 
* Total personnel compensation.......... 155 167 167 ____ Program and Financing (in thousands of dollars) = 319 
20 Tel an tempt opr) tank 2001-1962 tate at ED 
22.0 Transportation of things ..............scsssesssseee 1 l l : igati : 
23.2 Communications, utilities, and other rent... 6 6 6 7 Pg ote al oT eo 
md Meee renee... 10 10 10 i POTN tees researc us EO. ccc ae 
reise J gama 7" 155 120 119 72.40 Obligated balance, start of year...............00 ee : 
26.0 Supplies and materials. a 5 5 A cee unten ceneraon yore eS Be 
Re aa ieee ean tenee 1 1 1 ——— J otal com 
Ful-tir 
Total reimbursable obligations............ 357 333 o} 10 Intragovernmental funds: oo 
99.0 Total obligationS...........ssssssssssssssssssse 7,789 8,381 9,122 CoNSOLIDATED WorKING FUND Average | 
Average ( 
Personnel Summary Program and Financing (in thousands of dollars) lenis 
. ad ibe At tA ahead sis cs oo eo ak Average : 
Direct: bs Identification code 12-3905-0-4-352 1979 actual 1980 est 1981 est ee 
Total number of permanent positions................... 202 202 202 - ——— ——— a 
Total compensable workyedrs................-. en 202 202 202 Relation of obligations to outlays: 
Full-time equivalent of other positions (26) (28) RB)! AOD: “SUMMIBAHONISANCUTTOU SMO C csestisstarctlcccostilescoe’... sonvvasstpansesss..-isesoseasscetetens acvnssettan 
Full-time equivalent of overtime and holiday 72.98 Obligated balance, start of year: Fund bal- EC 
an ihe nition (2) (2) (2) ape Wee coos sake) Oe 250 er ee 0 
Average ES salary ... $50,073 $50,073 74.98 Obligated balance, end of year: Fund bal- 
PVETADE GS PTS «....cacsseascccocnnsesceceonvonssscseseccae 9.47 9.47 BAIR hops kistossncitoost hs ouistescs bokstasienvelnlisies TO attics ada pal Seance 
Pverae GS Salany iis REE ABA socdsscscclescke $24,506 $24,506 a A a 
Average salary of ungraded positions... $16,564; $17,705, $17,705, 90000 Calas ninincincro 5 Geners 
Reimbursable: 
Total number of permanent positions................... 8 8 8 Trust Pande For 
Total compensable workyeas................sses«. as 9 9 9 tives S 
Full-time equivalent of other positions (0) (0) MISCELLANEOUS CONTRIBUTED FUNDS nd ik 
Full-time equivalent of overtime and holiday oi 1621-1 
taka Si), Program and Financing (in thousands of dollars) , 
s ae a Bas ate (1) ; At) (1) , editions Dn service 
2g Apc hg een, $50,073 $50,073 Identification code 12-8214-0-7-352 1979 actual 1980 est 1981 est nation 
Average GS grade........ bet 9.48 9.47 9.47 es. to the 
Average GS Salary ......scsveseessusceisensssosssesosensee $22,955 $24,506 $24,506 Program by sctiilies: nomic 
Miscellaneous contributed funds, total pro- keting, 
gram Costs, FUNGEd® ...ccscsessstsesene 1,308 1,308 |l)|—‘relatin 
BUILDINGS AND FACILITIES Change in selected resources ..........cseceen ee stony 
Wikre Sees SE gigas se st ae 63 
Program and Financing (in thousands of dollars) 10.00 Total obligationS. nessun 1,562 1,308 U0) deman 
Identification code 12-1401-0-1-352 1979 actual 1980 est. 1981 est. Financing: ; P ot 
21.40 Unobligated balance available, start of year —839  -1,272 Wes 
Program by activities: 24.40 Unobligated balance available, end of year. 1,272 1,272 mg ° aa 
10.00 Construction of facilities (costs—obliga- 25.00 Unobligated balance lapsing ...........s..s... ETI cn pishidl Seta inact iar Rive 
tions) (object class 32.0) *.....sssssssee 3,643 14,541 13,340 : ke = positio 
Financing: 60.00 Budget authority (appropriation) to ~ 
: ea NS ‘ 
21.40 Unobligated balance available, start of year — ............4.... — 33,097 — 18,556 (permanent, indefinite) mine L754 1,308 y ; aa tw 
24.40 Unobligated balance available, end of year. 33,097 18,556 9,216 Relation of obligations to outlays: such si 
40.00 Budget authority (appropriation) .. SP a a 71.00 Obligations incurred, Met .......scsscsssesesae 1,562 1,308 1 mental 
eer 72.40 Obligated balance, start of year................ 566 1,100 1M before 
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—1,199 


1,250 


74.40 Obligated balance, end of year.................... 
90.00 (ILS Ue Reese ieee pea 


Sa 


1,027 976 





‘Includes capital investment as follows: 1979, $210 thousand; 1980, $210 thousand; 1981, $210 thousand 


Miscellaneous contributed funds received from States, 
local organizations, individuals, and others are availa- 
ble for work under cooperative agreements on research 
activities. 


Object Classification (in thousands of dollars) 





1980 est 






























Identification code 12-8214-0-7-352 1979 actual 1981 est 
Personnel compensation: 
11.1 Permanent POSitiOnS..............secssecssessnees 142 202 203 
11.3 Positions other than permanent. wat 132 176 177 
11.5 Other personnel compensation................ 4 4 4 
Total personnel compensation............. 278 382 384 
12.1 Personnel benefits: Civilian............... 24 33 33 
21.0 ‘Travel and transportation of persons........... 44 39 45 
22.0 Transportation of thingS ................ccsssseecee ll 5 6 
23.2 Communications, utilities, and other rent... 2 3 3 
24.0 Printing and reproduction.................sccsseeene l 1 l 
25.0 — Other services................. 862 684 384 
26.0 Supplies and materials ... 110 103 103 
JEU. EGUMMMIONE vecccsrcdtsacessacaeee or. 45 58 58 
32.0 Lands and StructureS............ccccsssssessssseeeees 1OGA HS ae! Lethe 
99.0 STUONAN COOMSRARIOUIS ss csspssasassssnapscdosnsseosue 1,562 1,308 1,017 
Personnel Summary 
Total number of permanent positions..............c:..0-0+- 9 12 12 
Total compensable workyeais.................... is 21 27 27 
Full-time equivalent of other positions (12) (15) (15) 
Full-time equivalent of overtime and holiday 
NUE ech te resales ccd ton cece soe tckeh sae favdctvene (0) (0) 
Average ES salary... $50,073 $50,073 
Average GS grade. 9.47 9.47 
Average GS Salary.........cc...sssescsseesssseees oa $24,506 $24,506 
Average salary of ungraded positions ...................... $17,705 


$17,705 








ECONOMICS, STATISTICS, AND COOPERATIVES 
SERVICE 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Economics, Statistics, and Coopera- 
tives Service to carry out the Act of July 2, 1926 (7 U.S.C. 451-457), 
and as authorized by the Agricultural Marketing Act of 1946 (7 U.S.C. 
1621-1627), and other laws, in conducting: statistical reporting and 
service work, including crop and livestock estimates, statistical coordi- 
nation and improvements, and marketing surveys; research relating 
to the economic and marketing aspects of farmer cooperatives; eco- 
nomic research and service relating to agricultural production, mar- 
keting, and distribution, including economics of marketing; analyses 
relating to farm prices, income and population, and demand for farm 
products, use of resources in agriculture, adjustments, cost and re- 
turns in farming, and farm finance; and for analyses of supply and 
demand for farm products in foreign countries and their effect on 
prospects for United States exports, progress in economic develop- 
ment and its relation to sales of farm products, assembly and analysis 
of agricultural trade statistics and analysis of international financial 
and monetary programs and policies as they affect the competitive 
position of United States farm products; [$86,070,000] $98,975,000 of 
which not less than $200,000 shall be available for investigation, 
determination and finding as to the effect upon the production of food 
and upon the agricultural economy of any proposed action affecting 
such subject matter pending before the Administrator of the Environ- 
mental Protection Agency for presentation, in the public interest, 
before said administrator, other agencies or before the Courts: Pro- 
ded, That not less than $350,000 of the funds contained in this 


appropriation shall be available to continue to gather statistics and 
conduct a special study on the price spread between the farmer and 
consumer: Provided further, That not less than $145,000 of the funds 
contained in this appropriation shall be available for analysis of 
statistics and related facts on foreign production and full and com- 
plete information on methods used by other countries to move farm 
commodities in world trade on a competitive basis: Provided further, 
That no part of the funds herein appropriated shall be available for 
any expense incident to publishing estimates of apple production for 
other than the commercial crop: Provided further, That this appropri- 
ation shall be available for employment pursuant to the second sen- 
tence of section 706(a) of the Organic Act of 1944 (7 U.S.C. 2225), and 
not to exceed $140,000 shall be available for employment under 5 
U.S.C. 3109. (7 U.S.C. 411, 411la, 411b, 471, 475, 501, 951, 953, 955-957, 
L44la, 1761-1768, 2201, 2202, 2248; 42 U.S.C. 1891-1893; Public Law 
96-108, making appropriations for Agriculture, Rural Development, 
and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 12-0401-0-1-352 1980 est 1981 est 






























1979 actual 
Program by activities: 
Direct program: 
1. Economic analysis and research......... 30,325 32,800 35,855 
2. Crop and livestock estimates.............. 46,360 51,086 52,459 
3. Statistical research and service.......... 1,363 4,285 5,923 
4. Research and technical assistance for 
agricultural cooperativeS.................0. 3,544 4,108 4,738 
Total direct program ................sssee- 81,592 92,279 7 _ 98,975 
Reimbursable program: ome Ga on ees 
ONIN es cccc chart ccscsbasias 3,497 2,670 2,670 
6. Other Federal agencies................. 2,562 1,230 1,230 
7. Agency for International Development 
(Funds appropriated to the Presi- 
I ic cession 1,023 950 950 
8. Non-Federal agencies..................ccss0e 152 mn __ 10 = Es 150 
Total reimbursable program................ 7,234 5,000 5,000 
Total program costs, funded? ............ 88,826 97,279 +~—=«:103,975 
Change in selected resources (undelivered 
HONS Bkiccorense ten Gatalsnaten 657 ceseneeneenne _tnnneennnvnnnes 
10.00 Total obligations ...............cscecssseccsnnees 89,483 97,279 103,975 
Financing: 
Offsetting collections from: 
11.00 RON TNS aio asic ccalt acca —7,082 — 4,850 —4,850 
14.00 Non-Federal SOUFCES............-.cessecssecseessees —152 —150 —150 
25.00 Unobligated balance lapsing....................0+ 252 setseennetnnee_seennenneeneee 
Budget authority 0.0.0.0... 82,501 92,279 98,975 
Budget authority: 
UE IOAN occ cttars ce ascosceelcsanseeces 82,562 86,070 98,975 
41.00 Transferred to other accounts .................00.. —6l 
42.00 Transferred from other accounts................. seseennnanne 
43.00 Appropriation (adjusted) ................ 82,501 
44.10 Supplemental for wage-board pay 
OO is ce ceacacosmncanenes Py lecvcsasnsncalted So dadled, 
44.20 Supplemental for civilian pay 
ER 5 cae sbettade BN i sscsscasiceniases 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................ccccsecee 82,249 92,279 98,975 
72.40 Obligated balance, start of year. 9,689 10,163 10,532 
74.40 Obligated balance, end of year....... —10,163 —10,532 — 10,901 
77.00 Adjustments in expired accounts My = suiSeiris 
90.00 Outlays, excluding pay raise supple- 
WN aes secccca oes 82,260 87,380 98,482 
91.10 Outlays from wage-board pay raise 
SU aoe. See 0 EIS... 7 7h Shee 
91.20 Outlays from civilian pay raise sup- 
DRM ccc itctetein Ne “tanecinges 4,527 124 
Distribution of outlays by account: 
Salaries aNd EXPENSES ...........sscscccssseeccssseeeeesneeeeees 74,135 91,910 98,606 


‘Includes capital investment as follows: 1979, $1,111 thousand; 1980, $1,100 thousand; 1981, $1,100 thousand. 
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General and special funds—Continued 
SALARIES AND ExpeNsEs—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 12-0401-0-1-352 1979 actual 1980 est. 1981 est. 





Statistical reporting SOrViCE ............sssscssseeccsssseees 
Economic research SOrViCE............sssccsssecssseesssseeees 5,277 





1. Economic analysis and research.—This activity in- 
cludes the development of short-term forecasts and 
long-range projections of resource use, production and 
distribution of food and fiber for both probable and 
possible future events. The Service also evaluates the 
performance of the food and fiber sector in meeting the 
needs and wants of consumers and overall goals of soci- 
ety concerning such matters as resource ownership and 
use, income and income distribution, and quality of life. 
Current information is maintained on the principal 
social and economic factors affecting life in nonmetro- 
politan areas and alternative public and private actions 
which have impact on these areas are identified and 
evaluated. 

A comparison of activities in 1979, 1980 and 1981 are 
solely on the basis of number of products produced 
under research and analysis follows: 


1979 actual 1980 estimate 1981 estimate 





Television packets and Program ...........ssssccsseesseeeee 157 165 

FAIIMNETS IHOWSHOLUONS cs 0dcccscsessSscoscssssscczsasssss 2,184,000 3,300,000 3,600,000 
Farmers Newsline Calls .........c..scssscssssssessesssesseesseesees 800,000 800,000 800,000 
Special staff and policy analysis reports................... 309 310 310 
Research and technical information reports.............. 236 245 260 
POrHOGICAl | PUDNCATIONS sclissiscsscsisesessossesscssosssssssoonsssss 85 85 85 
Monthly magazines produced.................:sscessssseesssees 47 47 4] 
Speeches and articles in professional journals.......... 274 280 280 
LISI A DIIONAS sc ouccsssevensscaiivssccsssvcsevsisiansieoasesviis 67 70 70 
Manuscripts published by States.................::sssesss0e 4] 45 45 


The increases under this activity requested in 1981 
are for: (1) development of new measures of structure 
and well-being of the farm sector; (2) food demand re- 
search and policy analysis; and, (3) research on world 
demand for U.S. agricultural commodities. 

2. Crop and livestock estimates.—The Service provides 
the official National and State estimates of acreage, 
yield, and production of crops, stocks and value of farm 
commodities, and numbers of inventory values of live- 
stock items. Data on approximately 150 crops and live- 
stock products are covered in some 500 reports issued 
each year. Data collected and published on prices paid 
and received by farmers are basic to computation of 
parity prices. 

The work under this activity is conducted through 44 
State offices serving the 50 States; most of these offices 
are operated as joint State and Federal services. Coop- 
erative arrangements with State agencies provide much 
additional State and county data; Federal funds are not 
available for collection and publication of these data. 

A comparison of activities in 1979, 1980 and 1981 
including work performed under cooperative arrange- 
ments, follows: 


Separate mailings of inquiry forms, average per 1/979 actual 1980 estimate 1981 estimate 


FMAM oa e iseglbhyscvisdsvosssvisessinsesssnetl ea 345 345 340 
Total questionnaires handled: 

Number distributed ..........sssccccssssssssesssssssssseesssen 5,184,001 5,200,000 5,000,000 

Number of returns tabulated ............ccscssssecssssssees 2,871,825 2,850,000 2,750,000 

Number of official reports issued, all offices......... 8,053 8,050 8,000 





Copies of reports distributed ..............::ssssccssseeen 8,646,925 8,200,000 7,800,000 
Copies of publications distributed...................00e 1,336,952 1,300,000 — 1,200,000 
Special requests for information answered by 

NIGH CHIOOS pore eae ad resssarsnnuasitine 81,585 81,500 82,000 


1 Decreases are due to the consolidation of questionnaires and reports and careful screening of mailing lists designed to reduce 
postage costs. 

The increases requested under this activity in 198] 
are for: (1) improvement of price statistics; and (2) de- 
velopment of aquaculture statistics and market infor- 
mation. 

3. Statistical research and_ service—Departmental 
clearance and review.—The work of the Service under 
this activity is to review, coordinate, and monitor data 
gathering surveys conducted by the Department. This 
involves: (1) the review of all proposed statistical forms 
and survey plans requiring Office of Management and 
Budget clearance in accordance with the Federal Re- 
ports Act of 1942, and (2) coordination of all interde- 
partment and intradepartment programs for the im- 
provement of agricultural statistics and related data. 

Improvement of crop and livestock estimates.—This 
research is devoted primarily to improving statistical 
methods and techniques for producing agricultural sta- 
tistics with a high degree of accuracy at a minimum 
cost. This work is in support of the Service’s long-range 
program for improving crop and livestock estimates, 
and is directed toward developing better sampling, yield 
forecasting, and survey techniques for the agency. Cur- 
rent research activities include compiling and maintain- 
ing lists of farms; developing new sampling techniques 
combining list frame(s) with an area sampling frame(s); 
constructing mathematical models for forecasting crop 
yields from objective counts and measurements of plant 
characteristics; and reducing reporting and other non- 
sampling errors by improving questionnaire design, and 
by devising better field editing and processing proce- 
dures. These research studies are tested by pilot sur- 
veys under actual operating conditions, and then, if 
proven, placed into operation. A comparison of activi- 
ties for 1979, 1980 and 1981 follows: 


Statistical forms—reports (Federal Reports Act): 1979 actual — 1980 estimate 1981 estimate 


Departmental clearance and review for submis- 


sion to Office of Management and Budget....... 301 300 300 
Improvement of crop and livestock estimating 
methods: Number of research projects............ 20 39 39 


The increase under this activity requested in 1981 is 
for statistical research for aerospace technology (for- 
merly remote sensing). 

4. Research and technical assistance for agricultural 
cooperatives.—Technical assistance is provided in re 
sponse to problems that may come to the Economics, 
Statistics, and Cooperatives Service from farmers di- 
rectly or through the management of boards of direc- 
tors of cooperatives composed of hundreds, and, in some 
instances, thousands of farmers. Help is given on the 
formation of new cooperatives, the merits of merging 
cooperative organizations, changes in business organiza- 
tions and future growth or development, and the devel- 
opment of more viable relationships between coopera 
tives and other businesses and institutions. The full 
range of organization and management problems con- 
fronting cooperatives is covered by the Economics, Sta- 
tistics, and Cooperatives Service technical assistance 
program. 
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198] 
0,000 A comparison of activities in 1979, 1980 and 1981 31.0 Equipment... csscsssesememeeneene 110 54 54 
” tows: ae Total reimbursable obligations............ 7,234 5,000 5,000 
2.000 Technical assistance projects initiated for: 1979 actual 1980 estimate 1981 estimate af 
t Existing COOPErAtiVES ..............ccssssssssseseeeeeeeeseeen 17 17 17 99.0 Teta ODORS 3 sec 89,483 97,279 103,975 
reduce MIO ALIWOS a5 2 taassczspsnooatosso apointasscscsone 12 18 328 
98] Total new technical assistance........0.0. 29 35 45 Personnel Summary 
Research projects initiated .................sssssseccssssssesen 14 15 15 - 
de- Contracts and agreements supervised............... 25 97 30 Total number of permanent positionS..................0.. 2,135 2,203 2,223 
f Special or recurring reports * 12 12 12 Total compensable workyeaiS..................-- 2,380 2,449 2,476 
of BU BOP ae 12 12 12 Full-time equivalent of other positions (280) (282) (282) 
eR MO RENE. eA ats ibis cedeieh Ud Winliae. ind Sill 
tal ‘Indudes special staff reports, educational publications, etc Oa ge (16) (16) (16) 
tet iviecaeae I a races aes, levome $50,113 $50,113 
lata i ‘ ; Average GS grade 9.26 9.26 9.26 
hi Applied research is conducted to give farmers rele- Average GS salary $20,278 $21,720 $21,700 
'S vant and expert assistance pertaining to their coopera- 
ie tives. Studies concentrate on financial, organizational, 
Re. legal, social, and economic aspects of cooperative ac- is dabei Miia: akan iaiiatias Miata 
rde- tivity. Pr Note.—Obligations incurred under allocations from other accounts are included in the 
im- Statistical data are collected to detect changes in “a ae a a = follows: 
ata, | structure, operations, and growth trends. The data T “Miienadimestiee 7 
This helps identify and support applied research and techni- ene eat Seek Heretion potions.” 
‘ical cal assistance activities. “River basin surveys and svestiggtions?” 
sta- The agency serves as a central source of information 
1um of data about farmers’ cooperatives in the United Trust Funds 
inge | States. This information is communicated to the farmer MISCELLANEOUS CONTRIBUTED FUNDS 
ites, | or member through a variety of publications. ela siih ‘niin. Ce Cahill 
jeld The Economics, Statistics, and Cooperatives Service’s —H-+——— a 
vur- efforts center on providing immediate response and __ldentification code 12-8206-0-7-352 1979 actual 1980 est 1981 est 
ain- | leadership for more effective and efficient cooperative ania pee : 
ues . . . . . . : 
ni operations in the changing economic environment in  j9 09 siscellaneous contributed funds (costs — 
see which the family farmer operates.  , 104 78 70 
Ltt The increase under this activity requested in 1981 is Financing: 
BAN for analysis of policy issues invo]ving cooperatives. 21.40 Unobligated balance available, start of year —67 BE) ad 
; 24.40 Unobligated balance available, end of year.. ll 3 3 
and Object Classification (in thousands of dollars) — 
“oce- 60.00 Budget authority (appropriation) 
sure Identification code 12-0401-0-1-352 1979 actual 1980 est 1981 est (permanent, indefinite) ................. 48 70 70 
a, if Direct obligations: Relation of obligations to outlays: 
tivi- Personnel compensation: 71.00 Obligations incurred, net ..........sssssssscsssseee 104 78 70 
ILL Permanent positions........cssssvsseseseese 41,444 47,603 48,444 72.10 Receivables in excess of obligations, start 
113 Positions other than permanent... 2,058 2,363 2,363 TAD wa wal ids baal 
estate «9 ~—-—Other personnel compensation ............. 426 490 490 72.40 Obligated balance, start Of year .......ssssso scsssseccssssce —sxsseeeeesnneee 8 
‘ 73.40 Obligated balance transferred, net... cssseesssseeseuee BG ea 
Total personnel compensation............. 43,928 50,456 51,297 ; ae so 
300 | 121 Personnel benefits: Civliah......00..-. 4436 5,194 sop 1810 Ear. in excess of obligations, end of 1“ 
21.0 Travel and transportation of persons Py I 1,555 1,809 1,886 jpaeee sonbesenacsneagenscacacanasescstaneterewsecssoasecseces, © | JER Sptenmenaemiues» | musverenereeess 
39 | 220 Transportation of i 914 203 208 74.40 Obligated balance, end Of year... ssseccesnueeesene —8 —8 
81 jg | 231 Standard level user charges......r.rneem 2,968 3,207 3,882 90.00 ae eee 319 70 70 
(for. 23.2 Communications, utilities, and other rent... 4,349 5,985 6554 —— - 
* oy 2 ggagana rennin wan woe ue Miscellaneous funds received from States, local orga- 
RM Ese icsanc abcess i i aces : 
ural 60 Soles ad es 999 996 1'037 nizations, and others are available ~ hag under coop- 
en eee 1,256 994 11104 erative agreements (7 U.S.C. 450b, 450h). 
mics, Total direct obligations......0.00.0.00- 82,249 92,279 98,975 Object Classification (in thousands of dollars) 
a Reimbursable obligations: Identification code 12-8206-0-7-352 1979 actual 1980 est 1981 est. 
i Personnel compensation: : 
SOME — 11.1 Permanent positions...........sssssssssesseessen 3,645 2,584 2,584 Personnel compensation: 
1 the | 113 Positions other than permanent 181 128 128 11.1 Permanent positions........vnvrrnmenenene 38 99 48 
rging 11.5 Other personnel compensation ap 38 27 27 11.3 Positions other than permanent soveceseuccecs Ptah aes 
niza- Total personnel compensation............. 3,864 2,739 2,739 Total personnel compensation............. 65 35 48 
level- | 121 Personnel benefits: Civilial.........eome 390 282 282 12.1 Personnel benefits: CiviliaM....nnreneeennn 9 4 3 
pera: | 2.0 Travel and transportation of persons........ 138 94 94 21.0 Travel and transportation of persons.......... 14 13 13 
full | 220 Transportation of things .....nmnmmnn 19 ll 11 23.2 Communications, utilities, and other rent... 1 1 1 
> 23.1 Standard level user Charges ....c.scssecsevse 261 173 173 24.0 Printing and reproduction ..........sssesessseee OD SE oder oe kd tases 
} CON | 23.2 Communications, utilities, and other rent... 382 323 323 25.0 Other services 9 3 3 
m , fj pe — and reproduction I cig 130 85 85 31.0 Equipment seasecesescevsoceccacsenasecnessocnceeoseeaseacooes US ec cathe “SconMiaceeteace 
tance | NOTING oo occ crvesvesvsnstececteseccssecses 1,868 1,185 1,185 i cati 
26.0 Supplies and materials .......cccccssecseeesen 72 54 54 or a RT 1m 5 n 






















































































"eee ee APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 __ pgp 
eearney Commnyrep Funne—Continued single focal point for the Nation’s economic intelligence 
Personnel Summary related to domestic and international food and agricul- 
Total number of permanent positions 2 2 2 Cues. 
Total aaa 2 2 The objectives of the WFAOSB program are to im. &e" 

Full-time equivalent of other positions................ (1) (0) (0) prove the consistency, objectivity, and reliability of out- 

Full-time equivalent of overtime and holiday look and situation material being disseminated to the Fo 
beige ES ER (0) ‘sets gis public and to integrate and coordinate USDA domestic is 
WveraP8 CS FONE neeccrccccencccane 9.96 9.96 996 and international economic information assistance. the § 
Average GS salary $20,278 $21,720 $21,700 The WFAOSB carries out these objectives through jn co 

- daily market surveillance and special analyses of inter- [$55 
national and domestic agricultural developments, direct 6B) 

WORLD FOOD AND AGRICULTURAL OUTLOOK participation in the planning of research programs sup $255, 

AND SITUATION BOARD porting outlook and situation activities, and coordina- ble tc 

tion of all departmental activities relating to weather and | 

Federal Funds and climate and remote sensing. a 

General and special funds: An increase is requested in 1981 to accomplish the | ggric 

Wortp Foop aNp AGRICULTURAL OUTLOOK AND SituaTION Boarpv —_ following objectives: (a) develop a fully integrated and 

For necessary expenses of the World Food and Agricultural Outlook Secure information system of global commodity and re- 
and Situation Board to coordinate and review all commodity and gional production forecasts; (b) coordinate and manage __iesitica 
aggregate agricultural and food data used to develop outlook and an inter-Departmental aerospace technology program; 
situation material within the Department of Agriculture, as author- d tablish Salt Resike facilit ‘th the E : P 
ized by the Agricultural Marketing Act of 1946 (7 U.S.C. 1622g), md (c) establish a joint lockup facility wi © Eo 
[$1,045,000] $2,110,000: Provided, That this appropriation shall be nomics, Statistics, and Cooperatives Service to provide 
available for employment pursuant to the second sentence of section maximum security for market sensitive information. 

706(a) of the Organic Act of 1944 (7 U.S.C. 2225), and not to exceed “ee : ; 
$75,000 shall be available for employment under 5 U.S.C. 3109. (7 $664 thousand ~ eects at on is a — 
U.S.C. 2201-02; Public Law 96-108, making appropriations for Agri- nonrecurring cos or establishing is facility for the 
culture, Rural Development, and related agencies, 1980.) various USDA agencies. 
Program and Financing (in thousands of dollars) Object Classification (in thousands of dollars) 
identification code 12-2100-0-1-352 1979 actual 1980 est _ 16t fi: Identification code 12-2100-0-1-352 1979 actual 1980 est 1981 est 
Foam by atts saemadleae ie i) 
irect program: , nan i 
Commodity and aggregate agricultural Wd pm saci 437 810 1044 11.00 
and food outlook and situation........... 939 1111 2,110 anenrvrPn emp eropoNN restore 25.00 
Reimbursable program: Lis Positions other than permanent.............. 4M I sol a 
Commodity and aggregate agricultural Total 
oles personnel compensation............. 479 810 1,044 : 
as ae ee... 62 BB 191 Personnel benefits: CiVilal...ronennn 44 16 99 B 
Total program costs, funded’........ 1,001 1,139 2,138 21.0 — Travel and transportation of persons........... 39 51 76 40.00 
Change in selected resources (undelivered 23.1 Standard level user charges ............sssseee 54 54 57 | 41.00 
SUDA) spoke Afters ste lopes- Ser an ste Norah ites aln canine 23.2 Communications, utilities, and other rent.... 25 26 122 | 4309 
sca ira oy aKa py yag 24.0 Printing and reproduction ..............ssssssssseee 36 12 23 | 44.20 
10.00 Total ob! DT cccup conven ie : : 
tinieillie: reas eres — ee sa ZEA AUNT ISEEVICRS sa sesdessthattesbossnactcesetnsbosc 199 60 486 
11.00 Offsetting collections from: Federal funds.. 62. —28 se Oe eee ee Bee 4 : oak 
25.00 Unobligated balance lapsing.............sss.s WSS ixkeitaedek: Seascre( de eg omen einen ee 71.00 
Budget authority .....cccnnn 1,009 = 1,111 2,110 Total direct Obligations ...nnnnmn so re ae 2,110 va 
Budget authority: oe obligations: : 77.00 
40.00 Appropriation ........c.csscccsssssssssssssseeseeee 1,009 1,045 20 I. ersonnel compensation: Permanent posi- 9 9 | 9000 
44.20 Supplemental for civilian pay eltng fe Sore: Rp tsi ee BIOS stants: sessnee sevvensnvsnnssessnsseessenesnienee  sanesennnnnnnneny 
12.1 Personnel benefits: Civiliat.........cc..ssssccccssee — cssseecesseeceess 1 l 01 
Relation of obligations to outlays: DI, OWN, MODMIERES ys iossssacocs\ trata seshsuisbessas cessatcctes 62 18 18 20 
71.00 Obligations incurred, met .........csssscsscsessssee 991 1,111 2,110 ; ees ee Se ee ae 
72.40  Obligated balance, start of year... 475 429 56 Total reimbursable obligations.......... St hl sia ae es 
74.40 Obligated balance, end of year.................. —429 —56 —126 es ry i Cement hin a4 129 
77.00 Adjustments in expired accounts..........0..... Qf Se 50- > sites seekers 99.0 < __ Total ObLigatHOMS ..errnnnrrerrnn 1,053 ight _ 139 ensigns 2,138 soa 
90.00 Outlays, excluding pay raise supple- Personnel Summary $8 re 
PTE 5 Gs overs snsiaanapaa ovine 1,128 1,422 2,036 ih chs — | of Transpor 
91.20 Outlays from civilian pay raise sup- Total number of permanent positions.........osassseu 26 26 3g ne | 
PHOMENAL..srrertrsrsesenenrnentns — enentssnve 62 4 Total compensable WOrkyeATS.....cs.cssanststsnseatse 7 26 33 

; ; < ; ? Full-time equivalent of other positions.................. (2) (0) (0) Th 

Includes capital investment as follows: 1979, $221 thousand; 1980, $43 thousand; 1981, $68 thousand Full-time equivalent of overtime and holiday Ame 

The World Food and Agricultural Outlook and Situa- leas niacin ee otic aveaene nse (0) (0) 0) | tage 
tion Board (WFAOSB) was established by Secretary’s Average ES Sdlaty...nssummmmmnnnnnnnnns —snnnsnnn $50,113 a comn 
memorandum No. 1920 dated June 3, 1977, as author- pico a a oe oni incor 
ized by reorganization plan No. 2 of 1953, to provide a ere : : Fo 
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1981 | DEPARTMENT OF AGRICULTURE a ae, pee 
nce FOREIGN AGRICULTURAL SERVICE market access for American farm exports, (2) providing 
cul- information assisting U.S. agriculture’s adjustment to 
Federal Funds : 
; short-term changes in world supply and demand, (3) 
im. |) General and special funds: expanding long-term foreign commercial markets for 
ut FOREIGN AGRICULTURAL SERVICE U.S. agricultural products, and (4) safeguarding Ameri- 
the For necessary expenses for the Foreign Agricultural Service, includ- Can farmers and farm programs against unfair or injur- 
stic | ing carrying out title VI of the Agricultural Act of 1954 (7 U.S.C. ious import competition. 
pe cn ae bt geagr secon pa on enabling —_ Accordingly, the Service collects, analyzes and dis- 
e cretary vities 0 e Vepartmen * . ° ° ° 
ugh in connection with foreign agricultural work, including not to exceed seminates global agricultural sah Breer: intelligence to: 
ter- [$55,000] $85,000 for representation allowances and for expenses (1) Provide the US. agricultural industry information 
‘ect Pursuant to section 8 of the Act approved August 3, 1956 (7 U.S.C. allowing it to anticipate world demand for U.S. farm 
= 1766), [$56,427,000] $61,760,000: Provided, That not less than products, (2) provide U.S. Government decisionmakers 
Pp $255,000 of the funds contained in this appropriation shall be availa- information with which to formulate policies safeguard- 
ina- ble to obtain statistics and related facts on foreign production and full  . the US ‘cult l ‘ty’s int t d (3) 
her and complete information on methods used by other countries to ing ne : - agricu ura commun! ys interests, and 
move farm commodities in world trade on a competitive basis. (7 Permit maximum production efficiency by American 
U.S.C. 1762, 2201-2202; Public Law 96-108, making appropriations for farmers. 
ii Agriculture, Rural Development, and related agencies, 1980.) The Service also helps develop long-term outlets for 
an Program and Financing (in thousands of dollars) US. farm exports by: (1) Providing consolidated trade 
re | _ a —_—- —_—_—— ——— services and marketing expertise, (2) stimulating inter- 
ABE ericaton cote 12-2900-0-1-352 1879 actual =~ 980 est = MBL est’ = est in exporting farm-grown products, (3) improving and 
am; A > ea coordinating market development techniques, (4) shar- 
a rogram by activities: ; ; . : . . re 
CO- Direct program: ing financial risks inherent in market exploration, (5) 
ride 1. Agricultural attaches.......... sealiiaee 15,379 16,771 18,459 lending official Government representation essential to 
ion. 2. Commodity analysis and services........ 15,479 15,551 15,823 conducting business abroad, and (6) achieving and re- 
otal 3. Market development activities......... 18036 22,973 27,880 taining maximum access to foreign markets. 
the Total direct program ....ccsccssscesseee 48,894 54,895 62,162 Activities are conducted within three program areas 
Reimbursable program..........ssssssssessseeeee 443 ~~ 321s 821_~—s to achieve four functional objectives: 

Total program costs, funded®........... 49,337 55,216 62,483 © Agricultural attachés. —The Service maintains agri- 
hg Change in selected resources (undelivered cultural counselors, attachés or officers at 74 foreign 
" orders) 4862 444 «= —402_-— posts to assist overseas development of markets for U.S. 
= | 1000 Total obligations... 54,199 55,660 62,081 farm commodities. They work closely with numerous 

thee U.S. agricultural trade groups and maintain significant 
11.00 Offsetting collections from: Federal funds... — 459 ~ 32] _321 contacts with foreign governments and traders to pro- 
1,044 | 25.00 Unobligated balance lapsing .....vacscscson OA comecks b yeten necy mote market access for U.S. farm products. They also 
— Budget authority ......0.0.0.0..0 53917 55,339 —-—61,769-«fule annually about 4,800 comprehensive reports regard- 
1,044 en — ing foreign agricultural production, supply, demand, 
99 Budget authority: marketing and trade policy developments to keep USS. 
16 AOS NIM NAIM Sexy. so2 occa cccheccccccencnssesesseces 94,215 96,427 61,760 agriculture, industry, and Government currently in- 
57 | 41.00 Transferred to other accounts ................ _ 2% = 17%... wn fornmed 
a 43.00 Appropriation (adjusted)............ 53,917 54,631 61,760 2. Commodity analysis and services.—The commodity 
a 44.20 Supplemental for civilian pay analysis and services program forges a link between the 
Sei racretacituinniseieiiiscon cere FO sckeoiiobathiesis Attaché Service and the agency’s analytical/informa- 
140 Relation of obligations to outlays: tional and market development planning/services func- 
—— | 11.00 Obligations incurred, Net .......ccsesene 53,739 55,339 61,760 tions that serve the U.S. agricultural community and 
2 by fsa — = Hl year fig 32,487 ae Government decisionmakers. The analysis and timely 
ae ee ~-  —92,487 — 32,931 — 32,923 release of periodicals on world commodity conditions 
77.00 Adjustments in expired accounts................ | Me een 
TO “allow U.S. farm and trade groups to have ready access 
9 | 90.00 Outlays, nen pay raise supple- to information that can be used as reliable sources to 
oils wo = 5422202127 aang short-term changes in world agricoltaral sanely 
18 91.20 Outlays from civilian pay raise sup- ia = 3 5 ; J 3 
oe: RS irene 673 35 conditions by commodity. Contributing to this availabil- 
nf ity of commodity information is the Crop Condition As- 
y y 
a "Includes capital investment as follows: 1979, $1,115 thousand; 1980, $400 thousand, 1981, $495 thousand sessment Office which, through modern satellites, and 
BI oe —Excludes $30 thousand in 1980 and 1981 for activities transferred to the Office of international Cooperation and meteorological and communications technology, pro- 
lopment. Comparable amount for 1979, $21 thousand, is included above. Also excludes $1,694 thousand in 1980 and e ° ° ene 
i : remote sensing activities transferred to Economics, Statistics and Cooperatives Service. Comparable amount for 1979, | Wides an early distress warning and condition assess- 
ousand, l i i iviti t i il; + + 
— | « insptaion Conparave anaunt fo 1979 $31 thousand, ncded above. Aso excues $659 owand'n 1981 tx ent capability for field crops in selected major crop 
3 een ata to: Acquisition, Operation, and Maintenance of Buildings Abroad, Department of State. Comparable producing countries. With further application testing, 
in . . ase . . . 
ee ea ee ee ee oe this remote sensing activity will constitute an increas- 
(0) The Foreign Agricultural Service mission is to help ingly versatile complement to the field reports of the 
' American farmers and traders take maximum advan-_ attachés and provide the commodity analyst with addi- 
sot tage of increased opportunities to sell U.S. agricultural tional indicators of crop conditions. 
ca a | commodities abroad and to help increase U.S. farm The Service directs and coordinates Department re- 
28,036 _ Income. sponsibilities in international trade agreement pro- 








' cultural Service mission: 





Four functional objectives comprise the Foreign Agri- 
(1) Achieving maximum 


grams and negotiations under the authority of the 
Trade Expansion Act. It identifies and strives to reduce 
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foreign trade barriers to U.S. agricultural exports. The 
agency examines foreign trade policies and assesses 
their impact on market access for U.S. farm products 
and recommends U.S. export action alternatives. 

The analyses of world commodity conditions provide 
the information necessary to develop export marketing 
strategies that can be used not only by the Department 
to gain market access but to enhance the long term 
market development plans for major U.S. commodities. 

The Service administers a program of import controls 
(in accordance with section 22 of the Agricultural Ad- 
justment Act) on foreign farm products which would 
render ineffective or materially interfere with Depart- 
ment commodity programs. It is also responsible for 
administering import controls established under the 
1964 Meat Import Act and section 204 of the Trade 
Expansion Act. 

3. Market development activities.—This activity pro- 
vides funding support to about 53 commodity associ- 
ations (cooperators), 31 contractors participating in the 
Export Incentive Program, and 3 regional groups repre- 
senting 37 State departments of agriculture that, under 
FAS guidance and supervision, conduct an extensive 
worldwide market development program on behalf of 
the U.S. farm sector. In addition, FAS develops and 
operates a worldwide system of multicommodity promo- 
tional programs utilizing product exhibits, trade teams, 
trade services, market information programs, and 
trade referral services to expand overseas markets. To 
increase the effectiveness of USDA export promotion 
efforts 6 additional U.S. agricultural trade offices were 
opened in 1979. They are located in Hamburg, Bahrain, 
Singapore, Seoul, Warsaw, and Miami. An’ office was 
opened in London in 1978. Four additional offices are 
planned for 1980 in Moscow, Beijing, Caracas and North 
Africa. The Agricultural Trade Act of 1978 authorized 
the establishment of between 6 and 25 of these offices. 

Program changes for 1981.—The 1981 budget repre- 
sents an increase of $7,080 thousand from 1980. An 
increase of $2,223 thousand is requested for the agricul- 
tural attaché program to offset overseas inflation and 
thereby maintain current operating levels. An increase 
of $3,931 thousand is also requested for market develop- 
ment activities to offset the impact of overseas inflation 
and to provide program expansion in new and emerging 
markets. An increase of $400 thousand is also sought 
for increased operating costs for commodity analysis 
and services activities. In addition an increase of $526 
thousand is requested for annualization of 1980 pay 
costs. 

This budget reflects the consolidation of the Office of 
the General Sales Manager with the Foreign Agricul- 
tural Service. No additional budget authority is re- 
quired since the functions of the Sales Manager will 
continue to be financed by the Commodity Credit Cor- 
poration. 

The General Sales Manager is responsible for policy 
formulation and program administration for the De- 

partment of Agriculture in those Public Law 480 activi- 
ties for which the Department has been assigned major 
responsibility. Generally the Department has primary 
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programming responsibility for the Title I and III of the 
Public Law 480 program. 

This office also has responsibility for the export credit 
program which is financed by the Commodity Credit 
Corporation. 


Object Classification (in thousands of dollars) 






































Identification code 12-2900-0-1-352 1979 actual 1980 est 1981 est 
Personnel compensation: 
11.1 Permanent POSitiOnS.............seccseecsecsseesne 17,546 19,045 19,457 
11.3 Positions other than permanent... 368 393 393 
11.5 Other personnel compensation................ 211 231 231 
11.8 Special personal services payments......... DID: Aisnatiud! ance 
Total personnel compensation 18,640 19,669 20,081 
12.1 Personnel benefits: Civilian................ 2,356 2,556 2715 
13.0 — Benefits for former personnel............ 40 70 8] 
21.0 — Travel and transportation of persons........... 1,621 1,669 2,073 
22.0 Transportation of thingS ..............sscsssecssees 727 571 755 
23.1 — Standard level user charges 757 766 7% 
23.2 Communications, utilities, and other rent... 2,312 3,039 3,443 
24.0 — Printing and reproduction................csccsee 505 515 560 
25.0 Other services ............c. iad 25,310 25,840 30,514 
26.0 Supplies and materials ............cccscssseccesseeees 385 538 612 
SIS MSMIMMNPON  Gscs sects c sass Scersaate-seecaxsaanscissvancvessovsse 1,541 427 495 
42.0 — Insurance claims and indemnities................ Ce cea ceca 
99.0 Total obligations ..............ssscccssseeccsssees 54,199 55,660 62,08! 
Personnel Summary 
Total number of permanent positions.................000 794 802 802 
Total compensable workyearS................00 782 781 7h 
Full-time equivalent of other positions (44) (45) (45 
Full-time equivalent of overtime and holiday 

IWMI evesinas Totsssisuyieastvactacsoseavsoncdi seal scoveetdectenies (2) (2) (2) 
RVR MCI cgctcceensccssscisssrinstoaczsesvuctanvtoagiiteas eSereos ieee $49,911 $49,911 
AAI cy ON ANE occas cei ivvancasissvvivssssicibvsovevascsetansse 10.29 10.29 10.29 
AUGFOIGs GS | SAMMY 5c): cscs cicssassdenscressossvaccsvescssssosbisttven $24,606 $26,380 $26,380 
Average salary of ungraded positions ................00 $15,015 $17,221 $19,759 








SALARIES AND EXPENSES (SPECIAL FOREIGN CURRENCY PROGRAM) 


Program and Financing (in thousands of dollars) 


Identification code 12-2901-0-1-352 1981 est 








1979 actual 1980 est 
Program by activities: 
Market development activities (program 
RRSTS ERIM) sviicenrdbryvasiiescicteracisareesse 652 500 ol 
Change in selected resources (undelivered 
TS arc Orispsiiseeidligcrteaitiasiskinsntioneic —3l = aye se —50l 
10.00 Total Obligations .............sceccssseessssseees 621 406 
Financing: 
21.40 Unobligated balance available, start of year —1,027 
24.40 Unobligated balance available, end of year. 406 








Budget authority 0.0... 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ............cccsseccsseessee 621 406 











72.40 Obligated balance, start of year 943 875 — 
74.40  Obligated balance, end Of year.........sssssesee —875 —J8i —ill 
90.00 RIS sccrecctiistess cata Saas 689 500 Shi 





"Includes capital investment as follows: 1979, $3 thousand. 


Market development activities.—Foreign currencit 
generated by the sale of agricultural commodities unde 
title 1 of the Agricultural Trade Development and A: 
sistance Act of 1954, as amended, as well as foreig 
currencies acquired by the United States from othe 








sources, are used by the Foreign Agricultural Service i 
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develop new foreign markets and expand existing mar- Reimbursable program: 

kets for U.S. agricultural commodities. 4. Training of foreign nationals ........... 1,666 1,700 1,841 
The type of market development projects being car- 9. Technical — and analyses to 

ried out include trade servicing, sales teams, trade fairs aid foreign development ....n.rnemn 13,511 14,700 15,895 

‘ite food d ‘ d k 1 6. Subsistence, tuitions, and training for 
and exhibits, feed demonstrations, and market analyses foreign nationals in the United States 3,052 —»-3,100 3,357 
and research. 7. International research.............ccccscsssse scccssssseeeeeeee 118 128 
Object Classification (in thousands of dollars) Total reimbursable program................ 18,229 19,618 21,221 

Identification code 12-2901-0-1-352 1979 actual 1980 est 1981 est 10.00 Total program costs, funded—obliga- 

Personnel compensation: ee 18,680 22,182 28,089 

1.1 Permanent positions........... Beemer RC lag eer Financing: 

11.5 Other personnel compensation ................ Bere Wes acascs 11.00 Offsetting collections from: Federal funds.. —18,229 —19,618 ~21,221 

Total personnel compensation........... 56 25.00 Unobligated balance lapsing ...............ss00 ee eae 

12.1 Personnel benefits: Civilian..............c.cssseee 5 ? 

21.0 Travel and transportation of persons........... 4 — td earn = = — 

23.2 Communications, utilities, and other rent.... 65 Budget authority: 

a Soci ued lai rvnnesnnnnennnnne " 40.00 Appropriation ......cerenesneeenneeee 199 1,864 6,868 
FEMI MINEE STENTING Che sccccescestsictssississe ~:~ "cr RDN ~sannasdnianeakead. Wicapnebatabonae 4 

ah nee Ea ee ee 12.00 Transferred from other accounts................. 257 See ee 

99.0 Total obligations ....c.cscsacsecntseene 621 Ee cass 0) oa Appropriation (adjusted) cesseeneenes 456 2,947 6,868 

: Supplemental for civilian pay 
Personnel Summary NOOR otepeestetetaceeeeeey rt yemaaees I ee ceteccocneteaerts 

Total number of permanent positionS..........c..ssssee 10 Relation of obligations to outlays: 

Total compensable workyears 10 71.00 Obligations incurred, net ................cssecccsssee 451 2,564 6,868 
Full-time equivalent of other positions................. (0) 72.40 Obligated balance, start of year...... 199  —12,395 — 12,395 
Full-time equivalent of overtime and holiday 74.40 Obligated balance, end of year....... 12,395 12,395 12,395 

UNS sce reste ee EN Sas cssockiccbsclenes (ORs ee ee 77.00 Adjustments in expired accounts Fhe ee 

Average salary of ungraded positions ................ssseee SESE ls pres he ck 90.00 Cullen, Gedhaling ‘bay valen Sapte 

bagels nt ta, 9,802 2,547 6,868 
Autocations Receven From Orser Accounts ee. oe ee en 


Note.—Obligations incurred under allocations from other accounts are included in the 
schedule of the parent appropriation as follows: 
Agriculture: Commodity Credit Corporation, “Limitation on Administration Expenses.” 





OFFICE OF INTERNATIONAL COOPERATION 
AND DEVELOPMENT 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Office of International Cooperation 
and Development to coordinate, plan and direct activities involving 
international development, technical assistance and training, interna- 
tional research and international scientific and technical cooperation 
in the Department of Agriculture[[$1,864,000] including those au- 
thorized by the Food and Agriculture Act of 1977 (7 U.S.C. 3291), 
$6,868,000, and the Office may utilize advances of funds, or reimburse 
this appropriation for expenditures made on behalf of Federal agen- 
cies, public and private organizations and institutions under agree- 
ments executed pursuant to the agricultural food production assist- 
ance programs (7 U.S.C. 1736) and the [educational and cultural 
exchange programs of the Department of State] foreign assistance 
programs of the International Development Cooperation Administra- 
tion (22 U.S.C. 2892). (7 U.S.C. 427, 450a, 450b, 1624, 1709, 1727, 1736, 
1761, 2201, 2202; Public Law 96-108, making appropriations for Agri- 
culture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 12~3200-0-1-352 





1979 actual 1980 est. 1981 est 





Program by activities: 
Direct program: 
1. International development and techni- 
cal cooperation in food and agricul- 
2. International agricultural development 
3. International scientific and technical 
NARI cer ot nsasritcccscersectsssitactoss 


Total direct program .............cc0s000 


451 


2,564 


6,773 
6,868 

















Note.—Includes $30 thousand in 1980 and 1981 for activities transferred from the Foreign Agricultural Service. A 
comparable amount for 1979, $21 thousand, is excluded above. Also includes $653 thousand in 1980 and 1981 for activities 
transferred from the Science and Education Administration. A comparable amount for 1979, $855 thousand, is excluded above 

1980 pay costs of $24 thousand associated with international activities transferred from the Science and Education 
Administration are included in the 1980 proposed supplemental appropriation request of the Science and Education 
Administration 


The Office of International Cooperation and Develop- 
ment (OICD) was established by Secretary’s Memoran- 
dum No. 1947, dated May 1, 1978. Its responsibilities 
are to coordinate the execution of Departmental policies 
and programs to alleviate hunger and malnutrition 
throughout the world and to improve developing na- 
tions’ capabilities to better their agricultural production 
and rural environment. In carrying out this responsibil- 
ity, OICD coordinates AID- and country-funded interna- 
tional training and technical assistance; coordinates 
USDA‘s participation in programs of international ex- 
change and research for which there are benefits 
mutual to the United States and the world. OICD facili- 
tates USDA’s extension to the university community in 
matters of international scientific cooperation and as- 
sists in the formulation and evaluation of “food for 
development” projects. 


OICD participates as a lead agency in the planning of 
agricultural development policy, the formulation and 
review of assistance efforts related to agriculture and in 
the development of scientific exchanges with other 
countries. OICD also works closely with U.S. and inter- 
national organizations to assist them in utilizing the 
scientific and institutional resources of American agri- 
culture to carry out development assistance. 


USDA’s foreign technical assistance and internation- 
al training efforts have been funded primarily on a 
reimbursable basis. In addition, USDA has entered into 
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Federal Funds—Continued 


General and special funds—Continued 
SALARIES AND ExpeNses—Continued 


direct agreements with foreign governments and inter- 
national organizations. 

In 1980, OICD assumes the responsibility for the in- 
ternational research activities administered by the Sci- 
ence and Education Administration (SEA). This expand- 
ed mission, as mandated by Secretary's Memorandum 
No. 1998, will include coordination of bilateral research 
activities. 


Object Classification (in thousands of dollars) 







































Identification code 12-3200-0-1-352 1979 actual 1980 est 1981 est 
Direct obligations: 
11.1 Personnel compensation: Permanent posi- 
DO aston i emer eneXase..n 231 851 1,214 
12.1 Personnel benefits: Civilian 22 80 115 
21.0 Travel and transportation of persons........... 20 19 2,778 
23.1 — Standard level user charges..............0--.0ve+. 22 46 87 
23.2 Communications, utilities, and other rent... 0... 37 54 
24.0 — Printing and reproduction...............cccccssscssee  sssesssseesesnee 10 55 
25.0 Other services ..........0...00e+. bes 152 1,506 2,488 
26.0 Supplies and materials te l 5 37 
DAT MMIII Sy cssecescncsesbueyphoncvsssovssoonverevesivesove 3 10 40 
Total direct obligationS................:000+ 451 2,56 6,868 
Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent positions..............:sssesssessseeee 2,725 3,042 3,042 
11.3 Positions other than permanent ie 507 542 542 
11.5 Other personnel compensation................ 150 161 161 
Total personnel compensation.............. 3,382 3,745 3,745 
12.1 Personnel benefits: Civilian................-s0+ 291 356 356 
21.0 ‘Travel and transportation of persons........... 1,808 905 1,949 
22.0 — Transportation Of thingS ..............ssscsseessseee 45 49 53 
23.1 Standard level user charges.............0es 163 163 177 
23.2 Communications, utilities, and other rent... 200 200 217 
24.0 — Printing and reproduction................sssssesee 143 130 14] 
ZOOM MITES 5S isin isigap inesestsbon a cayravs 11,415 13,235 13,679 
26.0 Supplies and materials .................scccssseccsnee 100 20 22 
SED PRION Suck Secon ec ciAdetenscet 4) 58 40 43 
41.0 Grants, subsidies, and contributions 624 775 839 
Total reimbursable obligations............ 18,229 19,618 21,221 
99.0 Total Obligations ...........ccccssssecsesssseeee 18,680 22,182 28,089 
Personnel Summary 
Total number of permanent positions..................00. 113 147 154 
Total compensable workyears.............. oa 150 201 204 
Full-time equivalent of other positions.................. (37) (37) (37) 
Full-time equivalent of overtime and holiday 
NS reas Sc cecse hsveavecdonss Catececnce Rtehontctos (5) (7) (7) 
Average ES salary str teichetss $56,500 $56,500 
Average GS grade 9.96 9.36 9.36 





Average GS salary. $26,159 $27,891 $27,636 








ScientiFic ACTIVITIES OVERSEAS (SPECIAL FOREIGN CURRENCY 
PROGRAM) 


For payments in foreign currencies owed to or owned by the United 
States for market development research authorized by section 
104(b)(1) and for agricultural and forestry research and other func- 
tions related thereto authorized by section 104(b\(3) of the Agricultur- 
al Trade Development and Assistance Act of 1954, as amended (7 
U.S.C. 1704(b) (1), (3), $5,750,000: Provided, That this appropriation 
shall be available, in addition to other appropriations for these pur- 
poses, for payments in the foregoing currencies: Provided further, 
That funds appropriated herein shall be used for payments in such 
foreign currencies as the Department determines are needed, and can 
be used most effectively to carry out the purposes of this paragraph: 


Provided further, That not to exceed $25,000 of this appropriation 
shall be available for payments in foreign currencies for expenses of 
employment pursuant to the second sentence of section 706(a) of the 
Organic Act of 1944 (7 U.S.C. 2225), as amended by 5 U.S.C. 3109 
(Public Law 96-108, making appropriations for Agriculture, Rural 
Development, and related agencies, 1980.) 

Program and Financing (in thousands of dollars) 











Kentiicaton code 12-1404-0-1-352 1979 actual 1980 est 1981 est 
Program by activities: 
1. Market development research (sec. 
TORIC Lick reas CO AY ciccessscece 371 376 3i 
2. Agricultural and forestry research (sec. 
LORD) (3) ae ee PA is asscece 4,925 4,975 4975 
3. Translation and dissemination of scien- 
tific publications (sec. 104(b) (3))....... a 346 346 
Total program costs, funded .............. 5,640 5,697 5,697 
Change in selected resources (undelivered 
RONG fares darecti ee esr iuriinsesbavcanimenereens 447 416 3 
10.00 Total obligations ..............ssccsssescsseeseee 6,087 6,113 5,750 
Financing: 
21.40 Unobligated balance available, start of year —700 ~ 363 
24.40 Unobligated balance available, end of year.. BOS. Auseamiane Maree 
40.00 Budget authority (appropriation) .. 5,750 5,750 5,750 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............cccsseeccssees 6,087 6,113 5,750 
72.40  Obligated balance, start of year sii 18,534 18,960 18,173 
74.40 Obligated balance, end of year...............00 —18,960 —18173 18,573 
90.00 QUA VS i: sscisiccssnsessnvossonsscttcce RNR 5,661 6,900 9,380 


Foreign currencies which the Treasury Department 
determines to be excess to the normal requirements of 
the United States are used for expenses of carrying out 
programs of the Department of Agriculture under the 
Agricultural Trade Development and Assistance Act of 
1954, as amended. Research which is important to 
American agriculture and supplements our domestic 
programs is carried on through agreements negotiated 
with institutions and organizations in foreign countries. 
For example, research is conducted on exotic insect 
pests and diseases of plants and animals which cannot 
be done in the United States. Specialized projects pro- 
vide for the translation and dissemination of foreign 
language scientific publications. Total estimated cost in 
U.S. dollars (charged to regular appropriations) for pro- 
gram direction and supervision of projects in 1981 is 
$625 thousand. 


Object Classification (in thousands of dollars) 


Identification code 12-1404-0-1-352 1979 actual 1980 est 1981 est 


11.1 — Personnel compensation: Permanent posi- 
TI es heracotierirnne teararianans.cdhov iene 40 37 3] 








12.1 Personnel benefits: Civiliat........sssssessess 3 3 j 
21.0 — Travel and transportation of persons........... 137 86 8b 
22.0 — Transportation of thingS ..........sssssssssssssssse 22 11 ll 
23.2 Communications, utilities, and other rent... 19 18 It 
Sa RI ents csssesesnose 138 146 18 
26.0 Supplies and materials ...........cc.scecssessseesseees 6 6 p 
FUG SEA MINN cs Sesto ceiestiende isradetentoeesiits 2 2 ! 
41.0 — Grants, subsidies, and contributions............ 5,180 5,264 Aa 
Total obligations ...........cscssscsssssssssseen 5,547 5,573 Yi) 
ALLOCATION TO NATIONAL SCIENCE FOUNDATION 
25.0" (OUNGr SERVICES .i.28cscsatcosccctessssst ch Uacen 540 540 __ il 
99.0 Total obligations .......ccsccscssessesssse 6,087 6,113 54 
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Personnel Summary 





Total number of permanent positions.................00.-. 10 ll ll 
Total compensable workyea's.................... g 9 9 
Full-time equivalent of other positions 
full-time equivalent of overtime and holiday 
NN eM Acta Did ce casscashesisasapegecsicey (0) (0) (0) 



































Average salary of ungraded positions .................sssee $4,000 $4,100 $4,200 
Intragovernmental funds: 
CONSOLIDATED WORKING FUND 
Program and Financing (in thousands of dollars) 
santa code 12—3917-0-4-151 1979 actual 1980 est 1981 est 
Program by activities: 
10.00 Subsistence, tuition, and training for for- 
eign nationals in the United States 
(costs—obligations) (object class 
I DeLana tvrgisr.ornconl thesusosnnqeastens Deore ieato tk sTae ie, 
Financing: 
21.40 Unobligated balance available, start of year — 8,185 BAG  ccsssncssdbiniees 
24.40 Unobligated balance available, end of year.. BAe wieinecciod  aieanicoies 
25.00 Unobligated balance, lapSing.........cccccsscse  csseesssssseesee TRAE ear 
SNE MUNN 58915 I Gs cisacc asec TM cistcanaestscnss rh taeg orseash depp lricereneeapeset 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ...........c..ceeccseescsnee OSS Mais Bah ee 
72.40 Obligated balance, start of year...............0.. — 19,432. = 16,450 asccisscssesececs 
74.40 Obligated balance, end of year........ RIN sistas acids seas 
77.00 Adjustments in expired accounts sseenenssnne RGR tcc conte 
90.00 DNUOVS. .. Sacias ca rece bs ctan..is AAT) tisciatcien | daedeeehe 
Trust Funds 
MISCELLANEOUS CONTRIBUTED FUNDS 
Program and Financing (in thousands of dollars) 
Identification code 12-8232-0-7-352 1979 actual 1980 est 1981 est 
Program by activities: 
10.00 Miscellaneous contributed funds (costs— 
IEMMMANAIG I 5s csesssiiessshtcbsdtevssertvossecgotocests 1,618 7,109 6,087 
Financing: 
21.40 Unobligated balance available, start of year — 304 le” Boeken 
24.40 Unobligated balance available, end of year.. OS ee SiAcasok 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. 1,412 7,011 6,087 
Relation of obligations to outlays: 
71.00 Obligations incurred, net... 1,618 7,109 6,087 
712.40 Obligated balance, start of year 216 PRU aeisneckiin 
74.40 Obligated balance, end of year.............0. BRN 0 de Om a een 
90.00 RUDY fe Boece cthacess ata nod hootbuciboiodes 7,357 6,087 


1,586 





Miscellaneous funds received from the Government of 
Saudi Arabia are available for expenses in support of 
USDA’s technical assistance project (22 U.S.C. 2392). 


Object Classification (in thousands of dollars) 








1981 est 





Identification code 12-8232-0-7-352 1979 actual 1980 in 
Personnel compensation: 
1. Permanent positions.............sssescssssssseees 497 903 903 
115 Other personnel compensation................ 95 171 171 
Total personnel compensation............. 592 1,074 1,074 
12.1 Personnel benefits: Civiliath.........ccccccssesen 47 102 102 


21.0 Travel and transportation of persons........... 118 149 270 














ee ee 
22.0 Transportation of things ................ssesssessoe 25 85 162 
ZA PRUMUIRD GIT TOONOUCTION ans cncsincosssgeeecoccs, coascsrasnsceeees 5 5 
AARP sd UNNEEDED oo ccs nossa thovsesssstssacholesetticaice 614 4,527 3,210 
26.0 Supplies and materials ...............ccecsseesseecseee 33 100 108 
SE lint, RUNNIN Scot catnai irs aki santiaten so eee 163 1,067 1,156 
41.0 — Grants, subsidies, and contributions............ 3 26 cessonnannnane sm ocsteeneee 
99.0 Total obligations ................ceccseessseesees 1,618 7,109 6,087 
Personnel Summary 
Total number of permanent positions.....................0... 23 30 30 
Total compensable WOrkyea'S...............-.ssecssseeessseeeenee 17 30 30 
Full-time equivalent of other positions.................. (1) (0) (0) 
Full-time equivalent of overtime and holiday 
NOUR 2) 28. eae ARE A (1) (1) (1) 
Average GS grade 12.96 13.03 13.03 
Average GS salary $31,062 $31,100 $31,100 





FOREIGN ASSISTANCE PROGRAMS 


Facilities and funds of the Commodity Credit Corpo- 
ration may by law be used in carrying out programs for 
exporting agricultural commodities. 

Included in this category are the following activities 
carried out under the Agricultural Trade Development 
and Assistance Act of 1954, Public Law 480, 83d Con- 
gress, as amended: Financing sales of agricultural com- 
modities for dollars or for convertible foreign currency 
on credit terms (titles I and III); and supplying agricul- 
tural commodities for dispositions abroad (title II). 

Factors determining availability of commodities for 
disposition under Public Law 480 are productive capac- 
ity, domestic requirements, farm and consumer price 
levels, anticipated commercial exports, and adequate 
carryover. No commodity is available for disposition 
under the act if the disposition thereof would reduce 
the domestic supply below that needed to meet domestic 
requirements, adequate carryover, and anticipated ex- 
ports for dollars, unless the Secretary determines that 
some part of the supply should be used for urgent hu- 
manitarian purposes. 

In determining the reimbursement due the Corpora- 
tion, commodities supplied from the Corporation’s in- 
ventory, which were acquired under a domestic price 
support program, are valued at the export market price 
at the time of delivery. 

The laws also authorize appropriations to be made to 
cover costs of such programs. When funds become avail- 
able, advances are made to the Corporation for estimat- 
ed costs. If the amounts appropriated are greater than 
actual needs, the excess is used to reduce future appro- 
priation requests. If funds appropriated plus carryover 
balances for title II are less than actual needs, Corpora- 
tion funds not in excess of such limitations as may be 
provided in appropriation acts may be used temporarily 
to finance the balance of authorized costs. 

Regarding the new Federal credit control policies in- 
stituted with the 1981 budget, existing appropriation 
language provides for sufficient control of titles I and 
III credit activities. 





Federal Funds 
General and special funds: 
Pusuiic Law 480* 


*See Part III for additional information 
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General and special funds—Continued 
Pusuic Law 480—Continued 


For expenses during the current fiscal year, not otherwise recover- 
able, and unrecovered prior years’ costs, including interest thereon, 
under the Agricultural Trade Development and Assistance Act of 
1954, as amended (7 U.S.C. 1701-1715, 1721-1726, 1727-1727f, 1731- 
1736g), as follows: (1) financing the sale of agricultural commodities 
for convertible foreign currencies and for dollars on credit terms 
pursuant to titles I and III of said Act, not more than [$901,730,000] 
$867,400,000, of which [$280,776,000] $81,230,000 is hereby appro- 
priated and the balance derived from proceeds from sales of foreign 
currencies and dollar loan repayments, repayments on long-term 
credit sales and carryover balances; and (2) commodities supplied in 
connection with dispositions abroad, pursuant to title II of said Act, 
not more than [$556,000,000] $747,600,000, of which [$438,700,000] 
$747,600,000 is hereby appropriated and the balance to be derived 
from Commodity Credit Corporation funds and from carryover bal- 
ances. 

[Sec. 112. For an additional amount for “Public Law 480”, 
$24,000,000. The amount for titles I and III shall be reduced by 
$34,528,000 and the amount for title II shall be increased by 
$58,528,000. The authorized program level for title II is increased by 
$50,362,000. Funds provided in this section shall remain available 
until expended.] (Public Law No. 96-108, making appropriations for 
Agriculture, Rural Development, and related agencies, 1980; Public 
Law 96-123, making further continuing appropriations for the fiscal 
year 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 12-2274-0-1-151 1979 actual 1980 est 1981 est. 





Program by activities: 
1. Financing the sale of agricultural com- 
modities for foreign currencies and for 
dollars on credit terms (titles | and 






































USS ANE, EO et 827,073 901,730 867,400 
2. Commodities supplied in connection with 
dispositions abroad (title Il) .............. 547,330 606,362 747,600 
Total program costs, funded.............. 1,374,403 1,508,092 1,615,000 
Changes in costs financed by balance in 
COC and by receipts .............ssseescsssseeseens — 568,503 —764,616 —486,070 
10.00 Total obligations (object class 25.0). 805,900 743,476 1,128,930 
Financing: 
40.00 Budget authority (appropriation) ........... 805,900 743,476 1,128,930 
Relation of obligations to outlays: 

71.00 Obligations incurred, net ................sssseseeeeee 805,900 743,476 = 1,128,930 
90.00 Outlays 805,900 743,476 —-1,128,930 
Status of Direct Loans (in thousands of dollars) 

1979 actual 1980 est. 1981 est 
Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation.......... sssscsssssssesse —ssscssssssessssse —secsssssssesessen 
1200 Obligations incurred, gr0Ss ...................sssss0000 —777,815 —850,400 —781,100 
1900 Unused balance of limitation, expiring...........  cssccssssssesess —sescsssssssseecss seseesssssesseeee 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start Of year... 5,872,894 6,483,084 7,172,779 
B20 : 2 DNB SICTS issiokssccosadnatesvsosesezbecesancessssstes 754,538 850,400 781,100 
2400 Repayments, prepayments, loan sales............ —167,625 —160,705 —180,377 
2700 Other adjustments PA i dies sank Lea aeOea 
2900 Outstanding, end Of year.............csssssseseseeee 6,483,084 _ 7,172,779 7,773,502 


1. Financing the sale of agricultural commodities for 
foreign currencies and for dollars on credit terms (titles 
I and III).—The Corporation finances all sales made 
pursuant to agreements concluded under title I and 


may serve as the purchasing or shipping agent, or both, 
if the purchaser so requests. Sales are made to friendly 
countries—as defined in section 103(d) of the act—and 
must not displace expected commercial sales for cash 
dollars (secs. 103 (c) and (n)). 

Agreements may not be made under title I in any 
calendar year which call for an appropriation to reim- 
burse the Corporation in excess of $1.9 billion, plus 
unused prior years’ authorizations. Spending authority 
for title I for any fiscal year is limited to the extent or 
the amounts provided in appropriation acts. 

Whenever practicable, terms of agreements must re- 
quire payment at time of delivery of not less than 5% 
of the purchase price in dollars or in currencies con- 


vertible to dollars. These initial payments are applied — 


against costs to reduce appropriation requests. Also, 
payment upon delivery in dollars or foreign currencies, 
to the extent that such currency is needed for payment 
of U.S. obligations and certain other purposes, may be 
required. 

At least 50% of the gross tonnage of commodities 
shipped under the authority of title I is required to be 
transported on U.S.-flag vessels in accordance with the 
Cargo Preference Act. When U.S.-flag vessels are re- 
quired to be used, the Corporation will finance the 
ocean freight charges to the extent of the differential 
between U.S.-flag rates and foreign-flag rates. In addi- 
tion, in the case of commodities shipped under a title 
III food for development program to a country on the 
United Nations Conference on Trade and Development 
list of relatively least developed countries, CCC is au- 
thorized to pay freight from U.S. ports to designated 
ports of entry abroad or to designated points of entry 
abroad in the case of landlocked countries. 

(a) Financing sales of agricultural commodities for 
foreign currencies (title I.—Agreements for sales of ag- 
ricultural commodities for foreign currencies were 
made until December 31, 1971, to countries unable to 
expand commercial purchases because of a lack of for- 
eign exchange. Certain U.S. uses of foreign currencies, 
including foreign currency loan repayments, and cer- 
tain foreign currency grants, are subject to the appro 
priation process. The Corporation is reimbursed for the 
dollar value of currencies so used. Proceeds from sales 
of foreign currencies and from dollar repayments of 
foreign currency loans are applied as a reduction in 
appropriation requests. 

Section 509 of Public Law 86-500, approved June 8, 
1960 (7 U.S.C. 1704b note), provides that at least 75% of 
the total cost of foreign military housing projects 
(unless otherwise specified) shall be paid from foreign 
currencies acquired under title I. Pursuant to 10 U.S.C. 
2681(b), as amended, the estimate reflects transfer to 
the Corporation of $6 million each year to liquidate 
amounts due. The unliquidated balance is estimated at 
$3,263 thousand at the end of 1980. 

(b) Financing sales of agricultural commodities for 
dollars or convertible foreign currencies on credit terms 
(title I).—Agreements for the financing of sales of US. 
agricultural commodities for dollars or convertible for 
eign currencies on credit terms are made with friendly 
countries. They may provide for delivery in annual ir 
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modity. However, as a matter of practice, supply peri- 
ods of agreements rarely extend beyond 2 years. 

Countries meeting the poverty criterion established 
for International Development Association financing 
and which are unable to produce or commercially pur- 
chase sufficient food for their immediate requirements 
are to receive not less than 75% of the food aid com- 
modities allocated and agreed to be delivered in each 
fiscal year under title I financing agreements, unless 
the President certifies that such food assistance to other 
countries is required for humanitarian purposes or the 
required 75% allocation could not be used effectively to 
carry out humanitarian or development purposes of 
title I. 

Credit terms are to be no less favorable than those 
required by sections 122 and 122(b) of the Foreign As- 
sistance Act of 1961, as amended, for loans made under 
those sections. 

Dollar credit repayments are made in reasonable 
annual amounts over periods of not to exceed 20 years 
from the date of last delivery in each calendar year 
under the agreement, except that the first annual prin- 
cipal payment may be deferred for a period of not more 
than 2 years after such date of last delivery. Convert- 
ible foreign currency terms permit repayment of up to 
40 years with deferral of principal payments for up to 
10 years. As payments are received each year, they are 
applied against current costs to reduce appropriation 
requests. 

The estimates under title I include the cost of financ- 
ing sales of commodities for which there have been 
concluded food for development programs under title III 
of the act. When a food for development program has 
been agreed upon with a country, CCC is authorized to 
furnish credit under title I for the purchase by such 
country of available commodities to be delivered for 
periods from 1 to 5 years. Funds accruing from the local 
sale of the commodities, or the dollar sales value of the 
commodities which are used by such country for ap- 
proved development projects, are applied against the 
repayment obligations of such country under the title I 
agreement. Disbursements of funds in an amount equiv- 
alent to the dollar value of the credit furnished by CCC 
are deemed to be payment of all installments of princi- 
pal and interest payable thereon for the commodities 
purchased. 

Food for development programs entered into under 
title III shall be 15% for fiscal year 1980 and succeeding 
fiscal years, of the aggregate value of all agreements 
entered into under title I for the corresponding fiscal 
year, unless waived by the President because of an 
insufficient number of qualifying projects. Reasons for 
the waiver must be reported to Congress. 

Total title I agreements made since inception to Sep- 
tember 30, 1979, amount to $8,843 million cost value, 
including ocean freight for shipment on U.S. ships. 
‘Major commodities are wheat, cotton, oils, rice, and 


.| feed grains. Payments received during the period 
amount to $1,935.9 million, of which $1,252.9 million 
"was applied to principal and $683.0 million to interest. 








The following table reflects costs incurred (in thou- 


“sands of dollars): 
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SALES FOR DOLLARS ON CREDIT TERMS 
Program 
Fiscal year: expenditures Interest Total 

MORE ESET wick Set es 7,382,207 4,102 7,386,309 
DRI Liccccestccdasds 733,671 733,671 
DE icles iat canes 827,073 827,073 
1980 (estimate) 901,730 901,730 
1981 (estimate) | SPs eo 867,400 
CII WI fos ind eile 10,712,081 4,102 10,716,183 
Deduct recoveries from foreign government ............  cssccccsssscssee — seesesneecenseees 2,558,946 
NIL at ete eee Cos Lee ac | ahem 8,157,237 

Foreign currency funds applied to long-term credit 
ONIN oscStet e naeccatea ses buds sesneeneene — 1,576,637 
Appropriations through Sept. 30, 198) 0... ceeccessssecccsse  sssececnnecesnees 6,580,600 

Amounts due from foreign governments 

Sept. 30, 1981, to be applied against 

costs as collected and reduce subse- 
UM INOS si sicccccssiccssschcccicssanl, iaassnscsabsnes )y Inmatechccdetoe 7,897,646 


The following table reflects the composition of the 
combined appropriations (in thousands of dollars): 


Item: 


Expenses of shipments: 1979 actual 1980 estimate 1981 estimate 












































Commodity costs: Long-term credit.................. 754,547 826,330 781,100 
Ocean freight and freight differential (support 
of U.S. Merchant Marine): Long-term 
PUNE eek ier a eee ey as 72,526 75,400 Ge. 86,300 
Total expenses of shipments................... 827,073 901,730 867,400 
Deduct receipts: . 
Proceeds from sales and use of currencies 
and loan repayments (foreign currency) .... —138,893 —140,000 —135,000 
Payments from foreign governments including 
interest, applied to reduce appropriation 
(long-term Credit) ..........sscssscccsssseeececesssseee — 259,608 —296,000 —327,000 
Total foreign CUPFENCY....ccscscseenrnene — 138,893 —140,000 —135,000 
Total long-term credit .............cccsccssseeseees __ 567,465 _ 605,730 540,400 
NORE ee i 428,572 465,730 405,400 
Prior years’ costs or funds brought or carried / 
forward: 
1978: Funds: Long-term credit.............sccssssesseen OUP | cccsswctettoiine ee enteettes 
1979: Funds: Long-term credit.............c:scssssesse0e 2S 52 = 20S G2 
1980: Funds: Long-term Credit.............cccccscsccssscce —secsseeceaseesees 24,070 — 24,070 
Foreign currency funds applied to long-term 
credit costs: 
POVONEE CUNTONOY ce cscovescovscscnvssschcosnevsansocsenss 138,893 140,000 135,000 
MOPS CENTIE GHOUINNG acscs52s cctalcscerdisscsckrecocs — 138,893 — 140,000 _— 135,000 
Appropriation or estimate: Long-term credit.......... _ 339,400 246,248 381,330 
HO icjscsstscntat dnt Oe seemaenegae 339,400 246,248 381,330 
2. Commodities supplied in connection with disposi- 


tions abroad (title I).—Under title I], agricultural com- 
modities are furnished to developing countries to meet 
famine or other emergency relief needs, as well as to 
promote economic and community development and to 
combat malnutrition. They are furnished through 
friendly governments, private voluntary agencies, for- 
eign nonprofit voluntary agencies if no such USS. 
agency is available, and intergovernmental organiza- 
tions such as the United Nations World Food Program. 

The law provides that a minimum of 1.6 million 
metric tons of agricultural commodities shall be distrib- 
uted in both 1979 and 1980, of which not less than 1.3 
million metric tons shall be through nonprofit volun- 
tary agencies and the World Food Program, unless the 
President determines and so reports to Congress that 
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such quantity cannot be used effectively for intended 
purposes or that such a quantity is not available. These 
minimum tonnages increase to 1.65 million and 1.35 
million, respectively, in 1981; and 1.7 million and 1.4 
million, respectively, in 1982 and each fiscal year there- 
after. 

The Agency for International Development is respon- 
sible for administering title II programs. However, the 
Corporation makes available the commodities or prod- 
ucts requested for disposition under title II. Such com- 
modities or products are made available from the Cor- 
poration’s stocks of commodities or products acquired 
under its support program or are purchased from pri- 
vate stocks. 

The Corporation is authorized to pay, with respect to 
commodities made available, the costs of acquisition, 
packaging, processing, enrichment, preservation, fortifi- 
cation, transportation, handling, and other incidental 
costs incurred up to the time of delivery to U.S. ports. 
The Corporation also pays ocean freight charges, and 
pays transportation costs to points of entry other than 
ports in the case of landlocked countries, where carriers 
to a specific country are unavailable, where ports 
cannot be used effectively, or where a_ substantial 
saving in costs or time can be obtained, and pays gener- 
al average contributions arising from ocean transport. 

Up to $7.5 million each year may be used to buy 
foreign currencies accruing under title I of this act to 
meet costs directed to community and other self-help 
activities designed to alleviate the causes of the need 
for such aid. Such costs may not include personnel and 
administrative costs of cooperating sponsors, distribut- 
ing agencies and recipient agencies. 

Through December 31, 1979, appropriations totaling 
$11,350 million were authorized. No programs of assist- 
ance shall be undertaken under this title during any 
calendar year which call for an appropriation of more 
than $750 million to reimburse the Corporation. This 
limitation applies to costs incurred, including its invest- 
ment in commodities (but only on the basis of export 
market price of commodities acquired under a price 
support program), plus any amount by which programs 
of assistance undertaken under this title in the preced- 
ing calendar year have called or will call for appropri- 
ations in amounts less than authorized during the pre- 
ceding year. Any incidental sales proceeds and proceeds 
from loss, damage, and other claims are applied against 
costs to reflect a reduction in appropriation requests. 

The following reflects the composition of the appro- 
priations (in thousands of dollars): 


COMMODITIES SUPPLIED IN CONNECTION WITH DISPOSITIONS ABROAD 


Item: 1979 actual 
Expenses of shipments: 


Commodity Credit Corporation stocks and 


1980 estimate 1981 estimate 





SERINE 6 a5 :5sdidohapesd jalaepapopeseipanijeitaterinigipane 397,569 413,000 490,600 
Osean transportation.............sssecssercsssecssseeesssee 149,195 __ 193,000 Z 256,000 
Total expenses of shipments .................s0e. 546,764 606,000 746,600 

Purchase of foreign currencies for use in self- 
OD MICS se siscscchrserciesipansiveatearencarsieses 566 " 362 1,000 
Total program COStS ..........seccsssecssseecssseesssees 547,330 606,362 747,600 


Prior years’ costs or funds brought or carried 


forward: 
PR EUNIN Sc cicc, rea omitted aisaT aon URE MOR Ssipevessisccice .  crtieenteed 
MAP PPMUN a. carvers caren ccccacitivoastnte 109 Foe — 109,134 ee 
PIO0? CORES LS BOE) SEO ETERS Mer ene Ooo, MELE 


Appropriation or estimate ..........:....cesessee 747,600 


The following reflects the costs incurred (in thov- 
sands of dollars): 





5 Program 

Fiscal year: expenditures Interest Total 
ADB BAD SUM chocescsiciscossseasortssuctisasieseostitcnattehecos 6,354,372 19,699 6,374,071 
POPS aes Ree AN ccciscc ae tA cecticaiest etait ABB BEG ss elctcccesse 458,849 
eb scccvstseiss 947,330 
1980-iCestimate) sissies sssswsiiiscenc stein SSE 606962 S...iecyaces 606,362 
TOR) (ORUMIGIE) 206, ssccugtd-ccdorunstepeh sched cochipy PAT QU 5 radeesazyiore>tane 747,600 
Cumulative totals ..........ccccsssecssssseeesssneeseees 8,714,513 19,699 8,734,212 
Appropriations through: Sept--30, I981...ssscsisscccosscsess  arcsaveevacesesse  p vopvessasbontabes 8,734,212 





AGRICULTURAL STABILIZATION AND 
CONSERVATION SERVICE 


Federal Funds 


General and special funds: 
SALARIES AND EXPENSES 


For necessary administrative expenses of the Agricultural Stabiliza- 
tion and Conservation Service, including expenses to formulate and 
carry out programs authorized by title III of the Agricultural Adjust- 
ment Act of 1938, as amended (7 U.S.C. 1801-1393); the Agricultural 
Act of 1949, as amended (7 U.S.C. 1421 et seq.); sections 7 to 15, 16(a), 
[16(b),] 16(d), 16(e), 16(f), 16(i), and 17 of the Soil Conservation and 
Domestic Allotment Act, as amended and supplemented (16 U.S.C. 
590g [—590q], 5900, 590p(a) and 590q); sections 1001 to 1008 and 1010 
of the Agricultural Act of 1970 as added by the Agriculture and 
Consumer Protection Act of 1973 (16 U.S.C. 1501 to 1508 and 1510); 
the Water Bank Act (16 U.S.C. 1301-1311); the Cooperative Forestry 
Assistance Act of 1978 (16 U.S.C. 2101); sections 401, 402, and 404 to 
406 of the Agricultural Credit Act of 1978 (16 U.S.C. 2201 to 2205); 
and laws pertaining to the Commodity Credit Corporation, 
[$186,586,000] $197,942,000: Provided, That, in addition, not to 
exceed [[$152,389,000] $161,653,000 may be transferred to and 
merged with this appropriation from the Commodity Credit Corpora- 
tion fund (including not to exceed [$43,228,000] $45,488,000 under 
the limitation on Commodity Credit Corporation administrative ex- 
penses for a total of [$338,975,000] $359,595,000): Provided further, 
That other funds made available to the Agricultural Stabilization and 
Conservation Service for authorized activities may be advanced to and 
merged with this appropriation: Provided further, That this appropri- 
ation shall be available for employment pursuant to the second sen- 
tence of section 706(a) of the Organic Act of 1944 (7 U.S.C. 2225), and 
not to exceed $100,000 shall be available for employment under 5 
U.S.C. 3109: Provided further, That no part of the funds appropriated 
or made available under this Act shall be used (1) to influence the 
vote in any referendum; (2) to influence agricultural legislation, 
except as permitted in 18 U.S.C. 1913; or (3) for salaries or other 
expenses of members of county and community committees estab 
lished pursuant to section 8(b) of the Soil Conservation and Domestic 
Allotment Act, as amended, for engaging in any activities other than 
advisory and supervisory duties and delegated program functions pre 
scribed in administrative regulations. (7 U.S.C. 135b, 442-445, 44l- 
449, 450j-1, 608c, 624, 1282, 1421-33, 1441-49, 1691-92, 1701-10, 172I- 
24, 1731-36f, 1781-87, 1838, 1851-54, 1856-57, 1859; 15 U.S.C. 71%, 
713a-4—713a-13, 714-7 14p; 31 U.S.C. 841, 846-852, 866-868; 40 USL. 
App. A203, A401-5; 50 U.S.C. App. 1917; 93 Stat. 835; Public Law $6- 


108, making appropriations for Agriculture, Rural Development, and 


related agencies, 1980.) 
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DEPARTMENT OF AGRICULTURE 





Program and Financing (in thousands of dollars) 





















a ientication code 12-3300-0-1-351 1979 actual 1980 est 1981 est 
Program by activities: 
ts 1. Program formulation and appraisal......... 12,394 13,496 13,781 
600 2. Operation of supply adjustment, conser- 
ae vation, and price support programs......... 288,071 313,692 320,304 
3. Inventory management and merchandis- 
du- EME ect A tet AA caspttird Nh oneke 34,502 37,570 38,362 
Total program costs, funded’ ............ 334,967 364,758 372,447 
Change in selected resources (undelivered 
orders, stores) ‘if =9GR > iiebiate ak eensnantn 
re 10.00 Total Obligations .............scccccssseesesssees 333,985 364,758 372,447 
49 Financing: 
339 Offsetting collections from: 
"369 11.00 Federal funds: 
’ Commodity Credit Corporation Fund... —97,679 —155,573 —157,867 
600 ae a —13,351  —13,338  —13,338 
1? 14.00 Non-Federal SOUFCES..............ssssecccssseeceen — 1,334 — 3,300 — 3,300 
1) 25.00 Unobligated balance lapsing ..............ccc.sssee OO08 AERO ae. 
= Budget authority 00.0.0... eee 227,509 192,547 197,942 
Budget authority: 
40,00 Appropriation ...........ssscccssssececsssssecsessseeesessses 227,527 186,586 197,942 
41.00 Transferred to other accounts..................... tof 18 — 5] eee 
43.00 Appropriation (adjusted)................ 227,509 186,529 197,942 
44.20 Supplemental now requested for 
CIUMIATY: DAM VARSOS 255 56Sccccsssdisassans, | sscosapsbiennsess COR istics 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............0..secsssee 221,620 192,547 197,942 
72.40 Obligated balance, start of year 21,444 15,557 20,507 
liza- | 74.40 Obligated balance, end of year........ «o, —15,557. —20,50/ — 25,570 
and | 77.00 Adjustments in expired accounts................. See W a ete eesti 
on 90.00 Qutlays, excluding pay raise supple- 
6/a) NAAN tecashsccusbscrtstancscsicisiatssusls 226,082 181,813 192,645 
ne i 91.20 Outlays from civilian pay raise sup- 
Ee Rte eee ne eee 5,784 234 
Sc. — SIGS de gS Pe ti St 
1010 "Includes capital investment as follows: 1979, $207 thousand; 1980, $207 thousand; 1981, $207 thousand 


and Note.—Excludes $18 thousand in 1979 and $57 thousand in 1980 for activities transferred to the Departmental 


510); | Administration account for Office of Governmental and Public Affairs. 

aa This account includes funds to cover expenses of pro- 
205), grams administered by, and functions assigned to, the 
tio, | Service. The funds consist of direct appropriation, 
t © transfers from the Commodity Credit Corporation 
= (CCC), and miscellaneous advances from other sources. 
nder| -his is a consolidated account for administrative ex- 
, ex. Penses of national, commodity, State, and county of- 
ther, fices. 

and 1. Program formulation and appraisal.—The supply 
and | adjustment, conservation, and commodity support pro- 
as grams, and the management and merchandising of com- 
a modities acquired under the support program, have a 
ier 5. tremendous impact on the national and (to a lesser 
iated| extent) the international economy. This activity pro- 
e the vides for constant review of the effectiveness of these 
ation, | programs. It also provides for the analysis of data to 
_ formulate more effective programs. 

restic 2. Operation of supply adjustment, conservation, and 
than Price support programs.—This activity includes all func- 
spre tions dealing with the administration of programs car- 


441-\ ried out through the farmer committee system, includ- 


” ing: (a) developing program regulations and procedures; 
TSC (b) holding meetings with employees and producers to 





discuss new programs or changes in existing programs; 
'(c) collecting and compiling basic data for individual 
farms; (d) establishing individual farm normal crop 


w 96- | 
+ and 
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acreages, allotments, and yields; (e) notifying producers 
of established normal crop acreages, allotments, and 
yields; (f) determining farm marketing allocations; (g) 
handling appeals; (h) conducting referendums and certi- 
fying results; (i) accepting farmer certifications and 
checking compliance; (j) developing pooling agreements 
under which several farmers work jointly to solve a 
common conservation problem which cannot be solved 
by individual action; (k) issuing marketing cards so that 
production from the allotted acreage can be marketed 
without penalty; (1) processing producer requests for 
conservation cost-sharing; (m) processing commodity 
loan documents and issuing sight drafts; (n) making 
appraisals for disaster payments; and (0) processing de- 
ficiency payments and issuing sight drafts. 

3. Inventory management and merchandising.—This 
activity includes: (a) overall management of CCC-owned 
commodities; (b) selling commodities; (c) donating com- 
modities; and (d) accounting for loans and commodities. 
The total value of all commodities owned by CCC on 
September 30, 1979, was about $1,162 million. 

The volume of work expected to be accomplished in 
1981 under some of the major programs financed from 
this account is set forth below: 


Acreage allotments and marketing quotas (allotments): 

















AAMQ (allotments): 1981 
NR Scare Np ee 74,058 
Rane cst 17,837 
TORN oooscccc-sctckeersse 553,597 

Normal crop acreage 2,478,903 
Agricultural conservation program: 
IRIE WG I ee ye Le eecentemate 429,560 
Long-term agreements 8,401 
Disaster program: Number of Claims filed ...................ccccseccseecsecssessseeeseeenseens 230,032 
Water bank program: Number of agreements..................sscsssscecssecccsnseessneeesees 5,432 
Loan and price support programs: 

Reinspection of farm-stored lOANS..............-csseccsssesccsessssesesssesssneeessveessneeees 405,258 

Number of loan repayments received..............c.sseccseccsscsssesssessssesseeesneesneeens 209,140 

Feariv i: SHOTOGH: MOAN, CNGIY: OVC acassthas cccstyeceniact seas ecsanissdeesiatttealrteeeons 9,440 

Number of warehouse loans acquired (except COttON) ...........cceccesseessesseee 5,264 

Number of farm storage l0aNS...............sccscsseessseeccsssccssneccsseeccsneecenecesnecess 231,967 

FRNTINGR OF; WSFORONGR! IOONG 5. cis3 ce en RE 59,832 

Number of farm storage facility and drier lOans.................cccsseesseessseesseeene 177,879 

Wool Act program: Sales GOCUMENES................-ssccscessescsecssessseceseecsecsnecesecenee 242,479 
Object Classification (in thousands of dollars) 
Identification code 12-3300-0-1-351 1979 actual 1980 est 1981 est 
Personnel compensation: 
11.1 Permanent positiOns............1...sssesesssseee 52,621 §7,429 57,497 
11.3 Positions other than permanent.............. 3,957 5,709 9,670 
11.5 Other personnel compensation................. 606 671 718 
Total personnel compensation........... ; 57,184 63,809 63,885 
12.1 Personnel benefits: Civilian...............sccsseee 5,914 6,401 6,407 
13.0 — Benefits for former personnel................... 46 50 50 
21.0 — Travel and transportation of persons............ 3,213 3,471 3,759 
22.0 — Transportation of things ................ccscsesssse: 240 196 212 
23.1 Standard level user charges..................00++ 7,097 7,428 7,467 
23.2 Communications, utilities, and other rent... 13,940 14,864 15,694 
24.0 — Printing and reproduction...................sssssee 1,949 2,366 2,361 
FAs UE SR ccctacorsemesssssenviatonsonvaniessesion’ 12,079 13,076 12,859 
26.0 Supplies and materials .. 1,915 2,506 2,506 
SM 5 RANI cecsvasitin eentecrconerossvenvcacte 817 562 562 
41.0 — Grants, subsidies, and contributions............ 229,585 250,023 256,679 
42.0 Insurance claims and indemnities................ 6 6 6 
99.0 Total Obligations .............seccscesssneeessen 333,985 364,758 372,447 
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Personnel Summary 
























Total number of permanent positionS....................000 2,590 2,640 2,980 
Total compensable WOrkyea'............c:-ssssesecsssseeseeees 2,874 2,981 2,981 
Full-time equivalent of other positions................... (339) (394) (394) 
Full-time equivalent of overtime and holiday 
RNS. ht iiicoatartscstiievibal Mlcssczbenhics (27) (28) (28) 
ROCSNee TRB 5 oS. ThE eG Sass ek Aha $50,113 $50,113 
PUT MOU «huss fcsosccs anopsssy ie Sopsnensshent' 9.35 9.35 9.39 
METRES U5 SAMMI ssc cscobassdpersfosobesnvepsschcipecisterbsd $20,669 $22,581 $22,776 
Average salary of ungraded positions ..............:...000 $15,848 $16,957 $16,957 
Sucar Act ProGRAM 
Program and Financing (in thousands of dollars) 
Identification code 12-3305-0-1-351 1979 actual 1980 est. 1981 est. 
Relation of obligations to outlays: 
12E0 EOS TOO) WEN... BEALE NS GSAT Onno Bias O abebia ahd, Lindiinladbsh 
77.00 Adjustments in expired accounts................. LICERE.. Aki ease ions 
90.00 MANS S518. Seca oktee Ny REM MAN Lan. 





Final payments were completed in 1977 under the 
Sugar Act of 1948, as amended. The 1979 activity repre- 
sents refunds and payment adjustments. 





RurAL CLEAN WATER PROGRAM 


For necessary expenses for carrying out an experimental Rural 
Clean Water Program, [$50,000,000] $20,000,000, to remain available 
until expended and to be targeted at areas with identified and signifi- 
cant agricultural nonpoint source water pollution problems to be 
selected by the Secretary: Provided, That practices under the above 
program shall be recommended by the County Committees, approved 
by the State Committees and the Secretary, with the concurrence of 
the Administrator of the Environmental Protection Agency, or recom- 
mended by the Secretary, with the concurrence of the Administrator 
of the Environmental Protection Agency, and approved by the State 
Committees and the County Committees: Provided further, That such 
program shall be in addition to the regular Agricultural Conservation 
Program, and coordinated therewith, with the Soil Conservation Serv- 
ice and others providing technical assistance and the Agricultural 
Stabilization and Conservation Service providing administrative serv- 
ices for the program, including, but not limited to, the negotiation 
and administration of contracts and the disbursement of payments: 
Provided further, That such funds as may be required shall be trans- 
ferred to the Soil Conservation Service, or others, for necessary tech- 
nical assistance. (Public Law 96-108, making appropriations for Agri- 
culture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 

















Identification code 12-3337-0-1-304 1979 actual 1980 est 1981 est 
Program by activities: 
10.00 Cost-sharing assistance to landowners or 
operators (costs—obligations) (object 
EEN Rca suse sc guti en. 1, wesimesnaienss 35,000 35,000 
Financing: 
21.40 Unobligated balance, start Of year ou... cssssesssssseeess — ssseseessssessens — 15,000 
24.40 Unobligated balance, end Of year... sesssssssseeeees I as cmcgcihinsse eRe} 
40.00 Budget authority (appropriation) .... ............... 50,000 20,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............csssssseeeseee 35,000 35,000 
72.40 Obligated balance, start of year <a PAROS file eeieties 30,000 
74.40 Obligated balance, end of year...................0. — 30,000 — 59,437 
90.00 EINER orosceccA ROG ssivncedsciestsoies Nes haniubesd; 5,000 5,563 
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This new experimental program, authorized by the 
Agriculture, Rural Development and Related Agencies 
Appropriation Act of 1980 (Public Law 96-108), will 
provide assistance to land owners and operators to con- 
trol agricultural nonpoint source water pollution, to im- 
prove water quality and to meet water quality stand- 
ards or water quality goals in keeping with the provi- 
sion of adequate supplies of food, fiber and a quality 
environment. 

Practices will be recommended by county committees 
and approved by State committees and the Secretary of 
Agriculture, with the concurrence of the Administrator 
of the Environmental Protection Agency, or recom- 
mended by the Secretary, with the concurrence of the 
Administrator of the Environmental Protection Agency, 
and approved by the State committees and the county 
committees. Technical assistance will be provided by 
the Soil Conservation Service, Forest Service, the Sci- 
ence and Education Administration, and others. 

Approved projects are fully funded at the time the 
agreement is signed. Funds are targeted to areas having 
critical needs, where nonpoint sources of pollutants sig- 
nificantly contribute to water quality problems. 

An unobligated balance of $15 million together with 
the $20 million requested for 1981 will continue an 
annual program funding level of $35 million. However, 
in the event that more worthy applications for cost 
share contracts are received and approved than cur- 
rently estimated, contracts totaling as much as $50 mil- 
lion could be entered into during the current fiscal 
year. 





AGRICULTURAL CONSERVATION PROGRAM 


For necessary expenses to carry into effect the program authorized 
in sections 7 to 15, 16(a), and 17 of the Soil Conservation and Domes- 
tic Allotment Act, approved February 29, 1936, as amended and sup- 
plemented (16 U.S.C. 590g-5900, 590p(a), [(b),] and 590q), and sec- 
tions 1001-1008, and 1010 of the Agricultural Act of 1970, as added by 
the Agriculture and Consumer Protection Act of 1973 (16 U.S.C. 1501- 
1508, and 1510), [and including not to exceed $15,000 for the prepara- 
tion and display of exhibits, including such displays at State, inter- 
state, and international fairs within the United States,] $190,000,000 
to remain available until expended for agreements, excluding admin- 
istration but including technical assistance and related expenses, 
except that no participant in the Agricultural Conservation Program 
shall receive more than $3,500, except where the participants from 
two or more farms or ranches join to carry out approved practices 
designed to conserve or improve the agricultural resources of the 
community: Provided, That no portion of the funds for the current 
year’s program may be utilized to provide financial or technical as- 
sistance for drainage on wetlands now designated as Wetland Types 3 
(III) through 20 (XX) in United States Department of the Interior, 
Fish and Wildlife Circular 39, Wetlands of the United States, 1956: 
Provided further, That such amounts shall be available for the pur- 
chase of seeds, fertilizers, lime, trees, or any other conservation mate 
rial, or any soil-terracing services, and making grants thereof to 
agricultural producers to aid them in carrying out enduring conserva: 
tion and environmental enhancement measures and practices, as 
specified in section 1501 of Public Law 95-113 (including those prac- 
tices or programs which are deemed essential to maintain soil produc: 
tivity, prevent soil depletion, or prevent increased cost of production, 
thus assuring a continuous supply of food and fiber necessary for the 
maintenance of a strong and healthy people and economy) as deter: 
mined and recommended by the county committees, approved by the 
State committees and the Secretary, under programs provided for 
herein: Provided further, That such assistance will not be used for 
carrying out measures and practices that are primarily production: 
oriented or that have little or no conservation or pollution abatement 


benefits: Provided further, That not to exceed 5 per centum of the 
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DEPARTMENT OF AGRICULTURE 





allocation for the current year’s program for any county may, on the 
recommendation of such county committee and approval of the State 
committee, be withheld and allotted to the Soil Conservation Service 
for services of its technicians in formulating and carrying out the 
Agricultural Conservation Program in the participating counties, and 
shall not be utilized by the Soil Conservation Service for any purpose 
other than technical and other assistance in such counties, and in 
addition, on the recommendation of such county committee and ap- 
proval of the State committee, not to exceed 1 per centum may be 
made available to any other Federal, State, or local public agency for 
the same purpose and under the same conditions: Provided further, 
That for the current year’s program $2,500,000 shall be available for 
technical assistance in formulating and carrying out rural environ- 
mental practices: Provided further, That no part of any funds availa- 
ble to the Department, or any bureau, office, corporation, or other 
agency constituting a part of such Department, shall be used in the 
current fiscal year for the payment of salary or travel expenses of 
any person who has been convicted of violating the Act entitled “An 
Act to prevent pernicious political activities’, approved August 2, 
1939, as amended, or who has been found in accordance with the 
provisions of title 18 U.S.C. 1913, to have violated or attempted to 
violate such section which prohibits the use of Federal appropriations 
for the payment of personal services or other expenses designed to 
influence in any manner a Member of Congress to favor or oppose 
any legislation or appropriation by Congress except upon request of 
any Member or through the proper official channels. (Public Law 95- 
113; Public Law 96-108, making appropriations for Agriculture, Rural 
Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 























Wentification code 12~3315-0-1-302 1979 actual 1980 est 1981 est 
Program by activities: 
10.00 Cost-sharing assistance to farmers 
(costs—obligations) (object class 
EPO cistissctetctacd Bateman aa ceatesetenctecs 180,112 215,639 190,000 
Financing: 
17.00 Recovery of prior year obligtions.................. STOR Rhett. ‘eked 
Unobligated balance available, start of 
year: 
EME” “TRMNMOINURLIONY 5s ocsscecsosiccsaceccasceecseoncenicnse —40,270 —25,639 oe 
21.49 Contract authority...........cccsccssseesssssseeees — 17,593 SMO istesseosauntions 
Unobligated balance available, end of year: 
DN AD se ADDKODFTARION a. s:cticcssssescensasoostnsssecabesossanes 
24.49 Contract authority ......ccecccssseccssssesseen 
25.00 Unobligated balance lapsing..................s00000 : 
Budget authority 00.0.0... 190,000 190,000 190,000 
Budget authority: 
IAN EMNODRETTIO spssscosserssnteticaeecvestrascstecticeoteen 380,000 190,000 190,000 
40.49 Portion applied to liquidate contract au- 
Ne RIN el ness ecsssssecs sO ROMNIMND — cxcstvecsscscigec, vesscastcaenacsies 
43.00 Appropriation (adjusted)................ 190,000 190,000 190,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, et .........ccscssssssssseeee 179,443 215,639 190,000 
Obligated balance, start of year (alloca- 
tions to States): 
TEAD)s AAADOODIISENOT sccsshisssscotesnsoscoronszcanesecsee 14,624 134,231 129,970 
72.49 Contract authority..........ssccssssssssssesssseee VOB oh cc ERS 
74.40 Obligated balance, end of year (allocations 
to States): Appropriation — 134,231 —129,970 —126,970 
90.00 WARM a ceteasinite bk enaeaiautis. 232,243 219,900 193,000 





Status of Unfunded Contract Authority (in thousands of dollars) 


190,000 
190000 





Unfunded balance, start Of year.......ssssssssssssesuesseee 
Appropriation to liquidate contract authority 


Unfunded balance, end of year 





The primary objectives of the program are: (1) to help 
assure a continued supply of food and fiber necessary 
for a strong and healthy economy and people, (2) to 
facilitate sound resource management systems through 


p00 - 80 - 9 
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soil and water conservation, (3) to control erosion and 
sedimentation from agricultural land, (4) to control pol- 
lution from animal wastes, (5) to encourage voluntary 
compliance by agricultural producers with State and 
Federal requirements to solve point and nonpoint 
sources of pollution, (6) to improve water quality, (7) to 
help achieve national priorities in the National Envi- 
ronmental Policy Act and (8) to help achieve national 
priorities in the Federal Water Pollution Control Act. 

Cost sharing is authorized for long-term agreements. 
Because of a declining interest in long-term agree- 
ments, the standard 3-10 year agreement has been 
modified, and, also, a shorter term agreement of 3-5 
years will be offered with renewal benefits to extend 
the agreement up to 10 years if needed. On the shorter 
term agreements, the conservation plan of operation 
(CPO) may apply only to a portion of the farm rather 
than the entire farm. 

The program is administered in each county by the 
ASC county committee, with review and approval by 
State ASC committees and the Secretary, and in consul- 
tation with other agencies. For the 1980 ACP, county 
committees, in consultation with the county develop- 
ment group and community committeemen, submitted 
their proposal for practices and changes from the previ- 
ous year’s program to State committees for review. The 
State committees, after reviewing county recommenda- 
tions with the State development group, sent any State 
recommended changes to the national level for review 
by the Secretary. Resulting changes in the national 
program or practices were provided to the State and 
county committees for their use in carrying out the 
1980 program. 

The 1980 program is expected to serve 12.7 million 
acres and reduce soil loss by approximately 32 million 
tons. For the 1981 program, 12.2 million acres are pro- 
jected to be served by pollution abatement and water 
conservation measures with a soil loss reduction 
through the application of soil conservation measures of 
approximately 32 million tons. 





Water BANK PROGRAM 


For necessary expenses to carry into effect the provisions of the 
Water Bank Act (16 U.S.C. 1301-1311), $10,000,000, to remain availa- 
ble until expended. (Public Law 96-108, making appropriations for 
Agriculture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 








Identification code 12-3320-0-1-302 1979 actual 1980 est 1981 est 
Program by activities: 
10.00 Annual payments to landowners and opera- 
tors (costs—obligations) (object class 
WB stacks eetctainciin 12,115 12,349 10,000 
Financing: 
21.40 Unobligated balance available, start of year —4 464 RN ccsesapcassnnaaes 
24.40 Unobligated balance available, end of year.. eT eee soe 
40.00 Budget authority (appropriation) .. 10,000 10,000 10,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................sccssseee 12,115 12,349 10,000 
72.40 Obligated balance, start of year ..............0. 40,316 44,250 47,199 
74.40 Obligated balance, end of year.................00 —44,250 —47,199 — 50,673 
90.00 ONE sisicsscrcnmsc ain 8,181 9,400 6,526 
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The objectives of the Water Bank Program are to 
conserve, preserve, maintain, and improve the Nation’s 
wetlands, increase waterfowl habitat in migratory wa- 
terfowl nesting and breeding areas in the United 
States, and secure recreational and environmental 
benefits for the Nation. The program was authorized by 
the Water Bank Act, approved December 19, 1970. 

The Secretary of Agriculture, through designated 
ASCS county offices, uses program funds to enter into 
10-year agreements with landowners and operators for 
the conservation of specified wetlands. Provisions exist 
to renew agreements for additional periods. The Secre- 
tary, through ASCS county offices, makes annual pay- 
ments on agreements. 

The 1980 program is expected to bring 53,000 acres 
under agreement. This would be accomplished through 
the signing of 425 new agreements with landowners. 

In 1981, at the $10 million appropriation level, it is 
anticipated that approximately 51,000 acres will be 
brought into the program through 400 additional agree- 
ments with landowners. This would bring the total area 
under agreement to about 678,000 acres. 





CROPLAND ADJUSTMENT PROGRAM 


Program and Financing (in thousands of dollars) 








Identification code 12-3335-0-1-351 1979 actual 1980 est 1981 est 
Financing: 

17.0 Recovery of prior year obligations................ mei ed AscaA he nsslosenttviaace 

25.00 Unobligated balance lapsing..................000 Bisset het eee tude 








Budget authority 





Relation of obligations to outlays: 





71.00 Obligations incurred, net ...............ssssseesse BBE esis ctend” sy avetiheepiolsis 
77.00 Adjustments in expired accounts................. MSc cctistice. Teeter 
90.00 ENS cick. ktetacuosaehS ienee: dat Setters. ski savtents: 





The Cropland Adjustment Program was authorized 
by the Food and Agriculture Act of 1965 which expired 
with the 1970 crop year. Under this program, agree- 
ments for periods of 5 and up to 10 years were approved 
only in 1966 and 1967. The last of these agreements 
expired in 1977. The 1979 activity represents refunds 
and claims adjustments. 





EMERGENCY CONSERVATION PROGRAM 


For necessary expenses to carry into effect the program authorized 
in sections 401, 402, and 404 of Title IV of the Agricultural Credit Act 
of 1978 (16 U.S.C. 2201-2205), [$15,000,000] $70,000,000, to remain 
available until expended, as authorized by 16 U.S.C. 2204. (Public 
Law 96-108, making appropriations for Agriculture, Rural Develop- 
ment, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 








Identification code 12~3316-0-1-453 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Emergency cost-sharing assistance to 
farmers (costs—obligations) (object 
DISA IOY iSiiccsGpae Pe aacsicssvescccscssti 22,301 23,072 10,000 


Financing: 
21.40 Unobligated balance available, start of year © —20,373 UE cseheiercioneven 








24.40 Unobligated balance available, end of year. S072 sixteen cena 

40.00 Budget authority (appropriation) .. 10,000 15,000 10,000 
Relation of obligations to outlays: 

71.00 Obligations incurred, Net ................ccsssssssee 22,301 23,072 10,000 

72.40 Obligated balance, start of year 11,577 10,494 11,066 





74.40 Obligated balance, end of year............ssss0 —10,494 —11,066 — 6,066 


10.00 


17.00 
25.00 


40.00 





90.00 DUTAVS: FAG. ats terra taante 23,384 22,500 15,000 





This program was authorized by the Agricultural 
Credit Act of 1978 (16 U.S.C. 2201-2205). The appropri- 
ation provides special funds for sharing the cost of 
emergency measures to deal with cases of severe 
damage to farm and rangelands resulting from natural 
disasters. 

Assistance is made available to treat new conserva- 
tion problems which (1) if not treated will impair or 
endanger the land, (2) materially affect the productive 
capacity of the land, (8) represent damage which is 
unusual in character and, except for wind erosion, is 
not the type which would recur frequently in the same 
area, and (4) will be so costly to rehabilitate that Feder- 
al assistance is or will be required to return the land to 
productive agricultural use. Also, assistance is available 
for measures to provide for or conserve water to be used 
for agricultural purposes during periods of severe 
drought as determined by the Deputy Administrator, 
State and County Operations, ASCS. 

Under the 1979 program, cost-sharing assistance was 
provided to treat farmlands damaged by floods, torna- 
does, hurricanes, and drought. Assistance was provided 
in 47 States, Puerto Rico, and Virgin Islands. 





Dairy AND BEEKEEPER INDEMNITY PROGRAMS 


For necessary expenses involved in making indemnity payments to 
dairy farmers for milk or cows producing such milk and manufactur. 
ers of dairy products who have been directed to remove their milk or 
dairy products from commercial markets because it contained resi- 
dues of chemicals registered and approved for use by the Federal 
Government, and in making indemnity payments for milk, or cows 
producing such milk, at a fair market value to any dairy farmer who 
is directed to remove his milk from commercial markets because of (1 
the presence of products of nuclear radiation or fallout if such con 
tamination is not due to the fault of the farmer, or (2) residues of 
chemicals or toxic substances not included under the first sentence of 
the Act of August 13, 1968, as amended (7 U.S.C. 450j), if such chemi: 
cals or toxic substances were not used in a manner contrary t0 
applicable regulations or labeling instructions provided at the time o 
use and the contamination is not due to the fault of the farmer, [and 
to beekeepers who through no fault of their own have suffered losses 
as a result of the use of economic poisons which had been registered 
and approved for use by the Federal Government, $3,290,000] 
$200,000: Provided, That none of the funds contained in this Act shall 
be used to make indemnity payments to any farmer whose milk was 
removed from commercial markets as a result of his willful failure to 
follow procedures prescribed by the Federal Government. (7 U.S.C 
135b note, 450j-1; Public Law 95-113; Public Law 96-108, making 
appropriations for Agriculture, Rural Development, and related agen- 
cies, 1980.) 


Program and Financing (in thousands of dollars) 








Identification code 12-3314-0-1-351 1979 actual 1980 est 1981 est 
Program by activities: 
1. Indemnity payments to dairy farmers..... 64 250 If 
2. Indemnity payments to manufacturers , 
GTA ANEN J IMSS scss ss Seve sanvech trina icabetncauid 150 q 
3. Indemnity payments to beekeepers......... 3,176 2,890 ssn 
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1981 DEP ARTMENT OF AGRICULTURE pa AGRICULTURAL STABILIZATION AND oa 131 
sen 10.00 Total program costs, funded—obliga- 74.40 Obligated balance, end of year................... —23,106 —22,424 — 22,409 
tions (object class 41.0).............. 3,240 3,290 2 
0,000 (0b ) . 90.00 CE oe ee 14,324 17,945 15,015 
ae Financing: 
17.00 Recovery of prior year obligations................ a eS eke eee : : : 
0,000 95.00 Unobligated balance lapsing ...........ss.sssee000 ye tee This program was authorized by the Cooperative F or- 
1,066 i. iter cited a i ‘an rn estry Assistance Act of 1978 (16 U.S.C. 2101). The objec- 
6,066 |) M. ee Seen Apprepriatien) . tives of the program are to bring private nonindustrial 
5,000 Relation of obligations to outlays: forest land under intensified management, to increase 
na 71.00 Obligations incurred, Mt .....-.receeene 3,239 3,290 200 timber production, to assure adequate supplies of 
1ral 72.40 Obligated balance, start of year 2 cectuddesaionene. aapaaddeesebhioshen timber products, and to enhance other forest resources. 
pri- 90.00 ri a ah ee 3,242 3,290 200 The Forestry Incentives Program shares up to 75% of 
of the cost of tree planting and timberstand improvement. 
rere Under this program indemnification payments are ‘The percentage cost-shared depends on the rate set in a 
1ral/ made to dairy farmers, manufacturers of dairy prod- particular State and county by the Agricultural Stabili- 
ucts, and beekeepers. zation and Conservation (ASC) Committee, after con- 
rva- The Dairy indemnity program was authorized under ‘ulting with the State forester. The program is availa- 
-or| 78 Stat. 508 in 1964, and has been extended through ble in designated counties based on a Forest Service 
tive) September 30, 1981, by the Food and Agriculture Act of survey of total eligible private timberland available for 
1 is 1977 (91 Stat. 913). Payments are made to farmers who production of timber products. The program 1s adminis- 
, is) are directed to remove their milk from commercial tered by ASCS with technical assistance from Forest 
ame! markets because the milk contains residues of chemi- Service. pis 
der. cals which have been registered and approved for use Under the 1980 program, it is planned to cost-share 
dto| by the Federal Government, of other chemicals, of nu- the expenses of planting trees on 190 thousand acres 
able’ clear radiation, or of nuclear fallout. The authority also @nd improving the timberstand on 177 thousand acres 
ised| provides that indemnification may be paid for cows pro- Of forest. For the 1981 program, cost-sharing with land- 
vere. ducing such milk. owners will allow planting of trees on 190 thousand 
itor, The Agricultural Act of 1970 (84 Stat. 1382) broad- acres and timberstand improvement on 175 thousand 
ened the indemnification authority to include manufac- 4CTéS. 
was turers of dairy products whose products become con- Object Classification (in thousands of dollars) 
rna- taminated with residues of chemicals which have been —— . lee taeceaaates 
ided registered and approved for use by the Federal Govern- identification coe 12-3336-0-1-302 1979 actual —*1980 est 1981 est 
ment. naan cate = 7 
Beekeeper indemnity payments were authorized by AGRICULTURAL STABILIZATION AND 
the Agricultural Act of 1970 (84 Stat. 1382) to beekeep- CONSERVATION SERVICE 
ers who, through no fault of their own, suffered loss 41.0 Grants, subsidies, and contributions ieiebiedasioas oa 13,628 15,359 __ 13,500 
itsto. from economic poisons which had been registered and ae ae 
actur approved by the Federal Government. This program sscpaiaiastdiiatn os ae 
io has been extended through September 30, 1981, but no!!! oe compensation: Permanent past 5 80 95 
deral funds are requested for 1981. 11.3 Positions other than permanent................- ee eee 4 
a. Total personnel compensation............. 78 83 89 
of (1) 12.1 Personnel benefits: Civilian... 7 7 7 
“~ Forestry INCENTIVES PROGRAM 21.0 — Travel and transportation of persons......... 17 18 19 
wi For necessary expenses, not otherwise provided for, to carry out the 24.0 Printing and reproduction.............ssseesssee 1 1 ] 
nce of program of forestry incentives, as authorized in the Cooperative For- 25.0 Other Services... ssssnnuesseenenananesees 12 13 12 
hem: estry Assistance Act of 1978 (16 U.S.C. 2101), including technical 41.0 Grants, subsidies, and contributions........... 1271821872 
t assistance and related expenses, $15,000,000, to remain available until — ‘ 
oa 4 expended, as authorized by that Act. (Public Law 96-108, making etal caigatons, Forest Service... al ai a = 
[and appropriations for Agriculture, Rural Development, and related agen- 99.0 Total obligations 15,040 17,263 15,000 
losses cies, 1980.) ee eE _ oa ee eee 
tered 
000] Program and Financing (in thousands of dollars) “eee = Fe ___ Personnel Summary jerks Re oe 
a Identification code 12~3336-0-1-302 1979 actual 1980 est 1981 est ALLOCATION TO THE FOREST SERVICE 
ure to Program by activities 5 ; Total number of permanent positions...........cc..ssss.- 6 6 6 
S.C. ues. Total bl NN ieee, 6 6 6 
Us 1. Cost-share assistance to landowners... ie! ee? 2 oe 
raking » Techni . Full-time equivalent of other positions.................. (0) (0) (0) 
agen - Vechnical assistance nnn 1,412 1,904 1,500 Full-time equivalent of overtime and holiday 
10.00 Total program costs, funded—obliga- SES citer eeeateearce ee sleeere rcerapcmenectocrepeen ee (0) (0) 
UE ie cir r 15,040 17,263 15,000 Average GS grade 8.70 8.70 
ce Average GS salary $18,500 $18,500 
a Financing: Average salary of ungraded positions $14,596 $14,596 
981 as 21.40 Unobligated balance available, start of year  —2,303 ee RON . cececkocsiouepore 
— 24.40 Unobligated balance available, end of year. © LOD ccssbaeveseccsis Naldhabacacswcesates 
r 40.00 Budget authority (appropriation) .. 15,000 15,000 15,000 
oan ae ALLOCATIONS RECEIVED FRoM OTHER APPROPRIATION ACCOUNTS 
71.00 gg, canal — 15.040 17.263 15.000 Note.—Obligations incurred under allocations from other accounts are included in the 
; , oMewe sesveseeesonsesecuseccocesees ’ D , hedules of th a iation as follows: 
72.40 Obligated balance, start of year........... 22,390 23,106 220A. -Gonaete heabeat bation Finesieg, Cuntilesiin, “epinnd Bevtionens:eiaien” 




































































0. APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 |__ DEE 
CORPORATIONS 23.2 Communications, utilities, and other rent.... 778 490 49) 12.1 
24.0 — Printing and reproduction ........sssosssssssseee 239 276 216 21.0 
The following corporations and agencies are hereby authorized to 25.0 Other ServiceS................00+ 914 915 813 22.0 
make such expenditures, within the limits of funds and borrowing 26.0 Supplies and materials... 60 63 63 23.1 
authority available to each such corporation or agency and in accord 31.0 — Equipment................. sid ssi 123 15 15 23.2 
with law, and to make such contracts and commitments without 42.0 _ Insurance claims and indemnities................ 2 1 sietnenenneny sents ¥ 
regard to fiscal year limitations as provided by section 104 of the Total direct costs, funded 11,969 12,000 12,000 Py 
Government Corporation Control Act, as amended, as may be neces- 94.0 Change in selected resources 31 . 
sary in carrying out the programs set forth in the budget for the SOAS oe ARRON eae rae Are me 31.0 
current fiscal year for such corporation or agency, except as herein- Total direct obligationS..............ssssse 12,000 12,000 12,000 49.0 
after provided: en eS ok 
Reimbursable obligations: 
11.1 Personnel compensation: Permanent posi- 
FEDERAL CROP INSURANCE CORPORATION LOSER Ret Rien catenetaht vsrnkreh 22 —— 
. 12.1 Personnel benefits: Civilia...........ssssseeeen 2 Total 
Federal Funds SUD VECUIMNON ES eats acc eatioath phcccteh 3 Total. 
. : aera Ful 
General and special funds: Total reimbursable obligations............. i Ful 
g4rennedeeiprenmmairenmmens 99.0 Total obligations ............sseccccsssssseeesee 12,027 12,000 12,000 | 
For administrative and operating expenses, $12,000,000. (7 U.S.C. ——— ——__—__— Averag 
1501-1520; 31 U.S.C. 841, 846-852, 866-868c, 869; Public Law 96-108, Personnel Summary Averag 
making appropriations for Agriculture, Rural Development, and relat- §=———— % re ro Avera 
ed agencies, 1980.) Direct: a os 
Total number of permanent positions................... 290 268 268 
Program and Financing (in thousands of dollars) Total compensable WOrkyearS.............ssssscssseeceesnee 472 439 439 
5 ee era F Sse Full-time equivalent of other positions............. (180) (169) (169) Publ 
Identification code 12-2707-0-1-351 1979 actual 1980 est 1981 est Full-time equivalent of overtime and holiday 
SE MAE eaied a ea a ai tad dh lvac, Beale ee ee le (3) (2) (2) 
Program by activities: pala CME FIA Fak sane RE $51,450 $51,450 Ne 
Direct program: : Average GS grade 8.64 8.93 9.06 erati 
1. Underwriting, actuarial, and program Average GS salary $19,009 $21,153 = $21,727 | «1516 
REVONORITNONN sccnsicigigessonsastsnisscannnsoese 2,232 2,238 2,238 ; === —= Agri 
2. Marketing and collections.................- 3,947 3,957 3,957 Reimbursable: - 
3. Contract servicing and claims............ 5,790 5,805 5,805 Total number of permanent positions................. Oli nwermaiens Ont. 
ages ee oe Total compensable workyeaS...............s0e 1 — 
Total direct program .............cssssseee0 11,969 12,000 12,000 Full-time equivalent of other positions (0) identitc 
Reimbursable prograMm................sssessseeessseee ip apitcoriete at emi oe tent Full-time equivalent of overtime and holiday — 
age | Otek, ; OUTS sth tctatctscon ccttctovetvesranstostebacatostnt (0) eu 2 
1 iG 
Change Sel resources (nied age ES lay $7500 “$51,450 $51, 
orders) 3] Average GS grade 8.64 8.93 9.06 
adh are tee se Bass fies ySvvsses wh prwarnsnerate_scrmnecennnee Average GS salary $19,009 $21,153 $21,721 
10.60 Total obligationS..............sccccssssssseeees 12,027 12,000 12,000 a ; ages ae > : 
Financing: ADMINISTRATIVE AND OPERATING EXPENSES 
11.00 Offsetting collections from: Federal funds... SADT MP AY HE A Wisvccciei (Proposed for later transmittal, proposed legislation) 
40.00 Budget authority (appropriation) .. 12,000 12,000 12,000 Program and Financing (in thousands of dollars) 
Relation of obligations to outlays: Identification code 12-2707-2-1-351 1979 actual 1980 est 1981 est 
71.00 Obligations incurred, net ..........cccssseeccessees 12,000 12,000 12,000 ————— : a 7 
72.40 Obligated balance, start of year................. 2,956 3,306 3,306 Program by activities: 
74.40 Obligated balance, end of year.............svess-- — 3,306 — 3,306 = Sai, LOOUM AOA ON BANOS <2cs\ ce caniasKirrspa ciate yeiCuat Nenana ME eal 111,228 
“paca CRS hie thes Hint rol ek AATRAN Financing: 
SER Im ve 1,650 12,000 12,000 49.09 Budget authority (appropriation)... ncnnnc  snemmeem 111,20 
‘Includes capital investment as follows: 1979, $76 thousand; 1980, $50 thousand; 1981, $50 thousand , Relation of obligations to outlays: aT r x i. “A 
‘ seine ; Fs 71.00 Obligations incurred, net... 111,228 
This appropriation finances a portion of the adminis- : ~ _ 
trative and operating expenses of the Corporation %.00 __ Diutlays........... 111,20 


under existing legislation. The budget for insurance op- 
erations financed from capital funds appears on subse- 
quent pages. 


Object Classification (in thousands of dollars) 














identification code 12-2707-0-1-351 1979 actual 1980 est 1981 est 
Direct obligations: 
Personnel compensation: 
11.1 Permanent positiOnS..............ccsssseecssveees 5,376 5,713 5,713 
11.3 Positions other than permanent iin 1,979 2,081 2,081 
11.5 Other personnel compensation................ 75 102 102 
Total personnel compensation.............. 7,430 7,896 7,896 


12.1 — Personnel benefits: Civilian................ - 792 778 778 
13.0 — Benefits for former personnel............. Sf 
21.0 — Travel and transportation of persons........... 
22.0 — Transportation of thingS ..............sssecsseessee 66 53 53 
Standard level user Charges............sssssssee 407 404 404 












Legislation is pending for a nationwide all-risk crop 
insurance program, which would necessitate an in- 
crease of $111,228 thousand in the Federal Crop Insur- 
ance Corporation Appropriation. The outcome of this 
legislation assumes appropriations to FCIC for all oper- 
ating costs, that premium income and indemnity pay- 
ments would be handled within the CCC funds. 


Object Classification (in thousands of dollars) 





Wenticaton cote 12-2707-2-1-351 








1979 actual 1980 est 1981 est 
Personnel compensation: 
11.1 Bp NTN Tn TOSTROO D9 13.050 0 tVecV yada ark lacie A 10,683 
11.3 Positions other than permanent ee oF 3,610 
11.5 Other personnel compensation............... MI 
Total personnel compensation............  scccssseescsssees — ssvecsssnecsssnee 






































































1981 |. DEPARTMENT OF AGRICULTURE - eee oo ‘federal Fonds—Conied 133 
49) 121 Personnel benefits: Civilian ...........cssssecee 1747 ~— 10.00 Total program costs, funded—obliga 
216 21.0 Travel and transportation of persons........... 3,121 0 CRN 65,554 120,693 135,993 
813 22.0 Transportation of thingS ...............scssssesee 237 Financing: 
63 23.1 Standard level user charges .......ccseesee 475 Offsetting collections from: 
1h - Ss eran cence _ 11.00 Federal funds: ASCS inspection work...... —188 800 —800 
snes J reintt NOM. .sssssseseenssneseesssee 14.00 —— Non-Federal sources: 
+ aie 25.0 Other SOFVICES .....e.cecceesees 87,433 Insurance premiums, by crop: 
12,000 TR CIPI MII ns essscsreeerennornee._csornesnseore_sernranoestn 229 —618 —657 —751 
figs 31.0 Equipment.................0. ___ 269 —2,098  —1,804 ~ 2,062 
12,000 ‘aati —455 — 384 — 439 
“in 99.0 Total obligations ss sens 111,228 _2.987 _2622 _2.996 
— 488 —492 — 562 
Personnel Summary Nacsa sass ts scavasussianistecicezsdicen —28,572 —27,649 — 31,599 
ia SS Siac ccrccacasicegiatiiand —§,215 — 8,165 — 9,331 
12 Total number or permanent positions..................00 493 : ~ ynlatainee eile _ 238 _ 340 — 389 
Total compensable WOrkyedTS...............:.ssseessseecesseesees 778 Forage production FOL eeu _18 9) 
Full-time equivalent of other positions batipihaiekisseaats (285) Forage seeding eons sy Uy a5 —§ 
seesen be equivalent of overtime and holiday pa Grain sorghum..... — 1,696 — 1,863 —2129 
190m Nac cacane Wi eiesacevlsscsesssercubasbsisensetsshseasqsashdascees — 238 — 326 — 373 
_ Average ES salary... $51,450 ce re — 636 — 508 —581 
PMR seeps AIR coscmcens ecco coctvbses basi Sosobcnnmnscsssien - sovanatceccbiee 9.36 ROMs ck fe -160 —277 —317 
PRON Ra SMO IE 45 ccicv suck eecsbtviassssstessiosvesedcon- ~denbenestibelones. —- cyabebesisscbonn _ 8, 636 Peanuts ....... — 2,396 —2.382 —2722 
ss x =a == POO ccctsiccis — 552 — 463 —§29 
268 a Potatoes . —21 —6 —] 
439 Raisins... —556 3,054 3,490 
(169) Public enterprise funds: Pe oer pee 7 ek. SF — 322 — 365 —4]7 
SOMONE: (62250. —9,588 —13,379 — 15,290 
(2 FEDERAL Crop INSURANCE CORPORATION FUND Sugar DOES oa cccsccsncsceoroeenen 1123 942 1077 
1,450 Not to exceed [$16,500,000] $18,583,000 of administrative and op- IN iota cians ‘ — 82 —5/2 — 654 
9.06 erating expenses may be paid from premium income. (7 U.S.C. RUMMIIEES 5 cicacsnccsnsascacocenvnaacesooed 1,308 — 2,020 — 2,308 
1,721 1516(a); 78 Stat. 933; Public Law 96-108, making appropriations for NN CONE a cissccpins essences —3] —35 —40 
— = | Agriculture, Rural Development, and related agencies, 1980.) ae So can ace anes ascneatssn acto - _ _ = _ — 
a sod or, = = ae 
aaa Program and Financing (in thousands of dollars) WR i ictiricricssicsirtecsrciiaccsivnicinus ~ Gk | a — tee — 28,620 
— = = ; Puerto Rico reinsurance................. RIO aceite ae 
ae Identification code 12-4085-0-3-351 1979 actual 1980 est 1981 est ee eee 
-—-—- Total premium .............cecssseeseee — 93,885 —105,000 ~ 120, 000 
Be Program by activities: Interest, other receipts, and adjust- 
4 Direct program: ste ae iss 2 esses wee 
i fyetee costs, funded: 21.98 Unobligated balance available, start of 
1727 Indemnities, by crop: year: Fund balance .........cc.scecseeceesseeseees —48,081 —76,298 
> a Apples... 660 590 676 24.98 Unobligated balance available, end of year: 
Barley..... 840 1,624 1,856 RUNG I aE ccccccacescntece 76,298 61,405 
Beans .... 408 346 395 Weak 
Citrus... 2444 2,360 2696 ee ee Sere = 
Combined crop 38 443 906 Relation of obligations to outlays: 
— COMM. rrnnnnnnninnnreennnnnnn 9,653 24,884 28,439 71.00 Obligations incurred, Net ccc — 28,217 14,893 15,193 
81 est i svssvnnannnnnnannnnnnnnanennsnnnnnnnnnnnnts — a “ 72.10 Receivables in excess of obligations, start 
TR, meen aceeasreesste esseecees isepeseorneesvenee YO seis ssntenss sashes essssig losstinn i eesianaan tice — 3,042 — 3,042 
FOrage PrOGUCLION ...eneceviciseines —sestnenrnin 16 19 72.40 Obligated balance, start of year ....c.... S50" .We, eS 
111,228 conan seeneenneenneenneennen 13 a ae 74.10 Receivables in excess of obligations, end of 
IM SOFGAUM ....ernennrennennen Diiinncetedhcrdenteniniaseeas 3,042 3,042 3,042 
viii aT 48293 336 : —_—= 
: Octet ict OA sidiaiesaiciesssssasioains 339 457 523 90.00 CN i kcsccetced Sececnte a SEY — 19,589 14,893 15,193 
Ns cit creck ctbsbitpenedé 347 249 285 — : wale. : 
111,228 Pa. BaP estieteietimenernenn ys ge a The Federal Crop Insurance Corporation, a wholly 
Re” a hn mace a. owned Government corporation, was created on Febru- 
M12 sa act Mas a ecadses"  Shiheest uth 5 6 - . 
= RR orc criecssamcien 6,714 2,749 3,141 ary 16, 1938 (7 U.S.C. 1501-1520), to carry out the provi- 
crop ROMP te sastsececsccretissscscseacis 245 329 375 sions of the Federal Crop Insurance Act. The purpose of 
» in — ee bp ae a this act is to promote the national welfare by improving 
nsur- ‘aan. ne 128 515 59) the economic stability of agriculture through a sound 
’ this Sunflowers 162 1,818 2,077 system of crop insurance, and to provide the means for 
: Sweet corn 18 32 36 the research and experience helpful in devising and 
oper aoa : 
pay: Tobacco....... 5,210 10,430 11,920 establishing such insurance. 
a ‘ean » a 05 " Crop insurance offered to agricultural producers by 
Puerto Rico reinsurance... SR saints sane _.. the Corporation provides protection from losses caused 
_ ae ——--/ ———— by natural hazards, such as insect and wildlife damage, 
FF Total indemnities aes cieivenicon 47,401 94, 500 108,000 plant diseases, fire, drought, flood, wind, and other 
eu Inspection and adjustment costs... 5,932 7,220 7,950 h diti It d ind if d f 
Administrative expenses...........cscecsuen 12,377 17,595 18,583 Weather conditions. It does not indemnify producers for 
10,68 Other expenses and adjustments, net..... —344 578 660 losses resulting from negligence or failure to observe 
3,0 Total direct program .....0.0.00n0u 65,366 _ 1198 893 135,198 good farming practices. 
Wy : ——— - The crop insurance programs are developed and ana- 
Tha Reimbursable program: lyzed in the Washington headquarters office and are 
14l ASCS inspection WOFK....c.:snsesmene 188 800 800 

































administered in 16 regional offices. Sales and servicing 
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of contracts at the county level are performed by pri- 
vate agents under contractual agreements with the Cor- 
poration and by Corporation employees hired on a per- 
manent, part-time or WAE (when actually employed) 
basis. Detailed administrative and program accounting 
and statistical functions, as well as the underwriting 
and actuarial analysis work, are performed in Kansas 
City, Mo. 

Budget program.—The program for 1981 will provide 
crop insurance protection to farmers amounting to ap- 
proximately $2.7 billion on the following commodities: 
Apples, barley, beans, citrus, combined crop, corn, 
cotton, flax, forage production, forage seeding, grain 
sorghum, grapes, oats, peaches, peanuts, peas, potatoes, 
raisins, rice, soybeans, sugar beets, sugarcane, sunflow- 
ers, sweet corn, tobacco, tomatoes, and wheat. 

The following table compares the scope of the insur- 
ance operations planned for 1980 and 1981, as compared 
with 1979. Amounts in the 1979 column are actual, and 
pertain to the 1978 crop year. The 1980 column pertains 
to the 1979 crop year, and the 1981 column pertains to 
the 1980 crop year. 








1979 fiscal 1980 fiscal 1981 fiscal 
year (1978 year (1979 year (1980 
crop year) crop year) crop year) 
actual estimate estimate 
MMIII A RIO sca icesossscsscrecongsems cecnscncisisbsieasvosvesis 39 39 39 
Number of counties 1,522 1,526 1,676 
Insurance in force beginning of fiscal year (thou- 

Bed etic ions saa ceracs ace sscomenssuitou ine $1,999,900 $2,169,000 $2,700,000 
Insured acreage (thouSands)...............secscssseescesssees 21,576 21,600 26,100 
Number Of Crops iNSUred ...............sseccssseecssseesesneesssne 319,000 303,200 353,000 
Premiums (thousands) ...........ccccsssssessssseecssseecssseeesese $93,885 $105,000 $120,000 
Indemnities (thousands) .............ccssecssesssseecssessseeesee $47,401 $94,500 $108,000 
RUIN Beet sce cisco Ui conc igi enciecoettns 50 90 90 


Financing.—The Corporation is authorized under the 
Federal Crop Insurance Act, as amended, $200 million 
in capital stock which has been totally subscribed and 
issued. 

Funds from the issuance of capital stock provide 
working capital for the Corporation. Receipts which are 
for deposit to this fund come mainly from premiums 
paid by farmers for crop insurance indemnity costs. The 
principal payments from this fund are for indemnities 
to insured farmers, the direct cost of adjusting crop 
losses, and a part of the administrative and operating 
expenses. However, the direct cost of loss adjustment 
and the administrative and operating expenses paid 
from the fund are not provided for in the premium 
rates (section 508(b) of the Federal Crop Insurance Act, 
as amended). 

It is estimated that gross income of $120 million from 
operations will provide adequate operating funds for 
1981, unless. heavy losses occur early in the year. 

The annual appropriation for a portion of the admin- 
istrative and operating expenses of the Corporation is 
presented earlier in the budget. 

Operating results and financial condition.—As of Sep- 
tember 30, 1979, the Corporation reflected a deficit of 
$123.7 million which decreased by $28.2 million over 
the deficit of the year before. The principal reason for 
the decrease was due to premiums exceeding indemni- 
ties. Crop year 1978 premiums of $93.9 million exceeded 



































































indemnities by $46.5 million, resulting in a loss ratio of D 
50. Pr 
For crop years 1948 through 1978, premium income 
($1,158.5 million) exceeded indemnities ($1,139.3 million) 
by $19.2 million; the loss ratio for the period was .98. — 
Indemnity costs exceeded premiums in only 14 of the 31 Re 
years. 
The following table summarizes the insurance oper- 
ations by commodities for 1979, 1980, and 1981. 
NET INCOME OR LOSS (—) ON INSURANCE OPERATIONS, BY COMMODITIES aa 
[Fiscal years ending September 30, 1979, 1980, and 1981—in thousands of dollars} Analy 
1979 1980 1981 Not 
actual estimate estimate | 
(1978 (1979 (1980 | 
crop crop crop 
year) year) year) 
50h iehcaactaashsastiy abelian —42 67 ie ie 
BNA aiid skcscccop tases teased cencescdoshsonceseen eon eoacteate 1,258 180 206 
OO aac cs ele 47 38 44 
SOMMER TRE Fe c0si ccs wea sarscavissvish acess toons ee RGATTS —]5] 262 300 f 
SUMIINNOU CHOD scorsceatoicrcierncaaieieeasma 450 49 56 
A ise yh seentnd ke BE ka evteciaey tasystoekcccassonamconnea 22,919 2,765 3,160 
00) Tu abiepes eer rhe ert te | aCe Ra — 664 816 933 
BAN aesrh cee Sec seaerrs aD oer SLES tease 82 34 39 Note.- 
FORADO WN OIICEION canis = coli eter cate spec cltage 2 2 fae ‘lowing 
Wee WENN ce apecsgcruadscucsncxsasasnnseioadtaccrantsenaer atest —6 1 ] 
PANEER IN sesh iasssvctaisatssteGendackece eeentas —780 186 213 
GER DOS caetssatttaereAVS PAs cetacean enigonsteltioaas 190 33 37 ientiticat 
DEB aces. bis tee asicttastacnstaahidh Rison Aleve ao sassl 297 51 98 
POADIVES sscisvcssnca pe heckneaiANesedsehar nants — 187 28 32 Di 
PIM S ecto ics, cece cio pata recseescr mareeettoancsaspoeetaausinta 1,720 238 272 
PROS fees eccecoracsssccusctnvc tra trt rotate ee Mm eet seat 89 46 93 11.1 
J Ls RMSE oui tbis Sra ON nearer sancea 21 l l 11.3 
ROMS Seca ccccectic sets taleoncusceacrtat cet essechcstscasadts —6,158 305 349 
IMs oe rcctoiccrsindicas oor necsackac teria eee eT 77 36 42 
RE erecta ycrmcemenumnamans 6,279 1,339 1,529 | 2 
RI cs csictatapartatncamtaia 898 94 103 | 21.0 
RSLIDPN eee Pe as scthccrvsescas vo sstissniviancsss coocacemaatsasoreaiiibs —46 57 oy 23.2 
I a cnseetccns actin 1,146 202 23) fe 40 
REIT Ni cssyicssetreivesitscecesbuestanterpscesusitshssssccenete ante 13 3 4 25.0 
| SEES RET TERR BICIOT: 7,252 1,159 1,304 | 26.0 
FRAMTPANOIOS sas, febaesscinytistsassscuasticses erniccdouses turn tenets 49 4 5 31.0 
WO een sccsnstreettorenyiolttosts 11,528 2,504 280 ee 
Puerto RICO reinSUFANCE ...........essseesseesssecsssesssecsseesses 209 ceasoanentoas sent ssn 0 | 
Premiums over indemmities ...............ccccecssessessesseesees 46,484 10,500 12,000 
Reimbursable ASCS inspection work ......... 188 800 800 93.0 
Inspection and loss adjustment costs —5,932 —7,220 — 1,950 
ASCS inspection WOKK ...........scsssssscssssssessssssssssssssserees — 188 — 800 — 800 
Administrative expenses charged to premium 
MRCOG i ) pete cccsctisn dscns tbae sacndioscssNovsaisisienss = 12.377... —2%595 — 18,583 Rein 
Other income or expense, net (—) 42 —578 a _— 660 P 
INGE INGOMIB OF LOSS: (—) sissccocssviaopsenssecasnsviossnassssasine 28,217 —14,893 _ — 118 a 
Revenue and Expense (in thousands of dollars) 
— 121 Pp 
1979 actual 1980 est 1981 est 21.0 I 
=? 23.2 
RUTHIN sds saivsanstascer etal Wallepesancecctticiace boost 93,771 105,800 120,800 
BRING she hoise rant escent aeantiert hes 65,554 120,693 135,00 
Net income or loss (—) for the year........ 28,217 —14,893 —151% 99.0 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual «1980 est 1961 ea.) Dect: 
Total nu 
Assets: Total cor 
Treasury balance .........c..sscecsssecsssees 53,667 73,256 58,363 43,170 Full-ti 
Accounts receivable, net 81,461 90,385 104,000 104,000 Full-ti 
Deferred charges.........ssssssesssseeoen 51,481 68,199 108,660 108,660 ‘ : 
verage 
TOtal Ae SbtSadsvecscissivsassiney 186,609 231,840 + —.271,023 255,831 lia 
Liabilities: Average ( 
Accounts payable and accrued |i- | Reimbursabl 
PEMIES ossceteesh ani eee 44,483 51,290 89,543 89,5855 Total num 
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1 DEPARTMENT OF AGRICULTURE fedual Fonte tated foo 
of Deferred CreditS...........scccsssccsseecesee 93,970 104,177 120,000 120,000 Total compensable WorkyeaS ............--..0-sceee-see- 9 40 40 
Provisions for surety losses............ 75 75 75 75 Full-time equivalent of other positions tha _— (8) (40) (40) 
1e Total labiliti@s enn 138,528 155,542 209,618 + «209,618 ee eer oe eee (0) (0) (0) 
- ~ eee eee pi ae wid 
Government equity: 8 fy .... i y 
8. Non-interest-bearing capital 200,000 200,000 200,000 +» 200,000 Average GS grade..... 8.64 8.93 9.06 
31 Retained CarningS.....ccs.c.n 151,919 123,702 138,595 153,788 Average GS SAY onnvrnrrrnrnnnrrrnrrrnn $19,009 = $21,153 $21,727 
r- Total Government equity ements 48,081 76,298 61,405 46,212 FEDERAL CROP INSURANCE CORPORATION FuND 
Unobligated  balance—total (Proposed for later transmittal, proposed legislation) 
Government equity............ 48,081 76,298 61,405 46,212 
S nia Program and Financing (in thousands of dollars) 
Analysis of changes in Government equity: 
yoseiteberanc capital: Identification code 12-4085-2-3-351 1979 actual 1980 est 1981 est 
, WWM clits ea cccsenscchacstasnisoontoe 200,000 200,000 200,000 
| ind of i. eT 2 200,000 200,000 200,000 Program by activities: 
= = 10.00 Total program costs, funded obligations... ......escccsseee  csssnsesessnsesss — 18,583 
Retained earnings: aeiestaes 
75 Financing: 
RAINE OP WOOD ce, Siseerccnascsseteseataeastctcacascascest —151,919 —123,702 —138,595 : ; 
= Net income or lass (.) for the year... 28.217 141893 ~ 15,193 24.98 Unobligated balance available, end of year. ....eeccescseee  cesseesseeeseeess 18,583 
= I Saini scesesc | AL oases tree nerens omer 
_ NCR NGRD I lets iscsi —123,702 —138,595 —153,788 = 
’ ; ; — 3 Relation of obligations to outlays: 
i Total Government equity (end of year) ..... 76,298 61,405 46,212 FEOO (eee RING NOE csc a “Cane cee — 18,583 
39 Note—Excludes contingent liabilities representing estimated insurance coverage on 1979, 1980, and 1981 crops in the 90.00 Ouilays Rt aie SR ace SS 18,583 
) following amounts: 1979, $2.0 billion; 1980, $2.2 billion; and 1981, $2.7 billion. . = . 
| Object Classification {in thousands of dollars) Legislation has been proposed which would authorize 
_ TEEPE a nationwide crop insurance program that combines the 
ee re ee ~— insurance provisions of the Federal Crop Insurance Act 
32 Direct obligations: = and the USDA low-yield disaster payment programs to 
272 Personnel compensation: protect producers of agricultural products against loss 
53 ILL Permanent positi0ns........rvsrverreern 685 320 320 of production when natural or uncontrollable conditions 
1 Be ll3 Positions other than permanent.............. 3,195 4,301 4,800 adversely affect yield 
"a Total personnel compensation Vocesaecetia’ 3,880 4,621 5,120 Object Classification (in thousands of dollars) 
1.529 12.1 Personnel benefits: Civilian.................cesss0e- 287 299 ae Sees = 
21.0 Travel and transportation of persons........... 1,521 1,082 2,200 f 12-4085-2-3-351 
My | 232 Communications, utes, and other rent. = '127, 150 ae 2 eel 
31 24.0 — Printing and reproduction................:..sec-ss0e« 51 60 60 Personnel compensation: 
4 25.0 Other services......... eae 52 978 60 111 Permanent positions.................-sssscseessees —6,670 
1.304 a a " materials . 8 10 10 113 Positions other than permanent.............. —2,495 
; : TNC cassette aelaccabeccereycds cases 6 20 20 1.5 Other personnel compensation ................ —117 
? a 42.0 Insurance claims and indemnities................ 47,401 94,500 108,000 ; ” a 
' 92.0 Undistributed (provision for doubtful ac- Total personnel compensation........... —9,282 
ee counts and adjustments of prior year 12.1 eee ae Sainbisnnanconsanadioest ae 
12,000 PRRNGEG Mee coche essccsciobesiécecacsie 344 578 660 21.0 ravel an transportation of persons........... en} 
800 93.0 Administrative expenses (see separate 22.0 — Transportation of things ..................scecsseeseee —80 
7,950 a 12,377 «17,595 18,583 a aa on ema es Se saa 
_'200 we — ; ommunications, utilities, and other rent.... =}, 
w Total direct obligations .....0.0000 65,366 119,893 135,193 24.0 Printing and reproduction... 359 
; ee = 25.0 Other services (advertising) ...... —167 
ms ee obligations: Agents and other agreements .... —2,404 
— Bi “frau ine i ee er —1727 
SEE L)3 Prins oe than permanent 105 500 Sa) Ent 49 
Total personnel compensation............. 122 502 502 es iz _ 12k 
fo it hii = 9 3] 9] 99.0 : Total obligations — srry nny stn 18,583 
981 est 0 Travel and transportation of persons 54 267 267 
120.80 23.2 Communications, utilities, and other rent.... Boia  “eecdiseees stngunemnelinsocet 
135988 Total reimbursable obligations... 188 800 300 Ln oe serene 
— 15,193 | 99.0 Total obligations ..........cccccccseeeeeeeee 65,554 120,693 135,993 Full-time equivalent of other positions 
— - Full-time equivalent of overtime and holiday 
Personnel Summary eee 
=. Average ES salary... 
vogh est | Dect 4 nei GS a. de 
—_—|__ Total number of permanent positions ............ 35 15 5 pepe Wi oS Pi 
Total Compensable WOrKYCALS .......ssseeeesessee 291 336 373 
43,110 a equivalent of other positions.............. (256) (321) (358) accliealimeibie 
ull ; : : 
i —. (0) (0 (0) LIMITATION ON ADMINISTRATIVE AND OPERATING EXPENSES 
———|___ Wverage ES MT rect sa caaessasecsuibay bduaiectoasnaeis $51,450 $51,450 Program and Financing (in thousands of dollars) 
255,891) Average GS grade ...ccccaccocassnssssntsesntneeee 8.64 8.93 9.06 
— Lo) $19,009 $21,153 $21,727 1979 actual 1980 est 1981 est 
; Reimbursable: Program by activities: 
89,8) Total number of permanent POSITIONS ...............000 0 0 0 Administrative expenses (costs—obligations) ©... 12,377 16,500 18,583 
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Program and Financing (in thousands of dollars) —Continued 














1979 actual 1980 est 1981 est 
Financing: 
Unobligated balance lapsing .................ssssssessssees NL te asia totneeisaas a 
BORON cds ccy chi irttnn tres ein 13,229 16,500 18,583 
Proposed increase in limitation for pay 


RCL GOSS. 2, ois... coeheeeGH)..ai)..aoinean smn. RRR 2 ocrustxtcestay ii 





* Includes capital investment as follows: 1979, $79 thousand; 1980, $50 thousand; 1981, $50 thousand. 


Object Classification (in thousands of dollars) 








Woot Act 


Public enterprise funds: 


CoMMODITY CREDIT CORPORATION FUND 


Program and Financing (in thousands of dollars) 


Identification code 12-4336-0-3-351 























Identification code 12-4085-0-3-351 1979 actual 1980 est 1981 est 
Personnel compensation: 
ri Permanent pOSitiOnS...............sssseccsssseees 4,744 6,655 6,670 
11.3 Positions other than permanent... 1,745 2,489 2,495 
11.5 Other personnel compensation................ 67 117 117 
Total personnel compensation............. 6,556 9,261 9,282 
12.1 Personnel benefits: Civilian.................sssee 700 907 916 
13.0 — Benefits for former personnel..................000 Hee ati sree teristae 
21.0 Travel and transportation of persons. 1,015 793 1,599 
22.0 — Transportation of thingS..................0. 58 63 80 
23.1 Standard level user charges 359 475 475 
23.2 Communications, utilities, and other rent... 685 1,078 1,298 
24.0 — Printing and reproduction.................ssssseee 210 325 359 
25.0 Other services (advertising) .................... 113 613 167 
Agents and other agreements .................0.. 1,677 2,221 2,404 
PNA A Sct gh accclincessusvaswons 806 1,610 1,727 
26.0 Supplies and materials ..............:..c:ssseessee 52 73 84 
Be) 1) RMMOMENE fost eacssasscsies cccssenusiooostesccsetosss 137 176 192 
42.0 Insurance claims and indemnities................ De Wee telah s * asiiRsenvisson 
93.0 Administrative expenses included in sched- 
ule for fund as a WhOle................c. —12,377,.. —17,595 — 18,583 
99.0 ONEROUS scvcccarratmAdicticin | meetin: aetaitircurs, Gatiteestiialted 





Personnel Summary 





Total number of permanent positions................0.00 270 317 327 









Total compensable workyea'S..............ss-ssssesssseessseees 417 519 519 
Full-time equivalent of other positions.................. (161) (202) (202) 
Full-time equivalent of overtime and holiday 

DONS schdct hess. hldcaissae nari wlens onan (2) (2) (2) 

AONCIES SONY fh ci5.. Sue aouin Acordia, osiieceeaage $51,450 $51,450 

VNR AI) TAG oassssisy Bos doasvsscbtpssvseieds esstaonpasscisnsst 8.64 8.93 9.06 

UE RR RNMRD Fos cies ctaansusiortinntsenins $19,009 $21,153 $21,727 





LIMITATION ON ADMINISTRATIVE AND OPERATING EXPENSES 


(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est 1981 est 
Program by activities: 
Administrative expenses (costs—obligations) 0... c.ccsssccsssseee — sessssssessssees — 18,583 
Financing: 
Proposed decrease in limitation 0.0.0... cssccsssecsseecse — sseccssecssecsnee — 18,583 








COMMODITY CREDIT CORPORATION 


Federal Funds 
General and special funds: 
REIMBURSEMENT FOR NET REALIZED LOSSES 


To reimburse the Commodity Credit Corporation for net realized 
losses sustained in prior years, but not previously reimbursed, pursu- 
ant to the Act of August 17, 1961 (15 U.S.C. 7138a-11, 713a-12), 
([$3,056,189,000] $3,299,887,696. (Public Law 96-108, making appro- 





Program by activities: 
Support and related programs: 
Operating costs, funded: 


1. Cost of commodities sold. 
2. Cost of commodities do- 
nated, domestic................. 
. Storage, — transportation, 
and other costs not in- 
Cluded aboVE .........c.sseesee 
Producer storage pay- 


w 


he 


Direct producer — pay- 
ments: 


d) Cotton 
(e) Sugar 
. Administrative expense 
subject to limitation.......... 
Nonadministrative ex- 
pense and claims not dis- 
tributed above ...............04 
Interest: 
(8) Tr@ASUTY .......sescsecsees 
RU OLIRE ce, tcvess ctsscastetee 
Increase or decrease 
(—) in provision for 
losses: 
(a) On commodities for 





sa Ae 


co 


co 


10. Export control mitigation 
Total operating costs, 
FUNGOY ssccissccecccseisee. 


Capital investment, funded: 


1. Direct loans: Storage fa- 
RUBIW  ssqsitcussitbesnvsxsssoucscase 
2. Direct loans: Commodity .. 
3. Purchase of administra- 
tive equipment.................. 
4. Export credit sales pro- 
gram (obligations)........... 
5. Intermediate credit sales 
program (obligations) ...... 


Total capital _invest- 
ment, funded........... 


Total program costs, 
HUIMOOG Seed scsssivsseisvas 


Change in selected resources 


(commitments, etc.) ............ 


Total obligations, support 
and related programs... 





priations for Agriculture, Rural Development, and related agencies 


REIMBURSEMENT TO COMMODITY CREDIT CORPORATION, NATIONAL 


Note.—Expenditures from the following fund for 1980 are subject to the first paragraph of 
Subtitle “Corporations” of title I of the Agriculture and Related Agencies Appropriation for 
fiscal year 1980, Public Law 96-108. For 1981 this paragraph is shown on p. 182 preceding 
Federal Crop Insurance Corporation. 











1979 actual 1980 est 198] est 
781,450 943,494 839,247 
119,098 150,628 137,690 
206,581 158,011 134,600 
247,305 240,000 221,000 
929,115 173,290 391,000 
723,122 83,800 304,200 
58,711 3,600 37,441 
216,607 113,000 142,000 

623 T8000, nccoseeek 
49,434 50,700 49814 
53,163 113,161 116,631 

1,028,808 1,128,746 1,019,42 
IQ wedsiisioys -Fsiivanboseieeeas 
122,522 — 10,006 710 
1,882 pee 
jeskeeconalnars __ 2,000,000 _ Bon 
4,538,450 5,166,426 4,165, 
678,891 375,000 2250 
3,896,677 3,868,788 4,110.99 
1,411 2,000 2,000 
1,528,276 725,000 ste 

Brute Cori 75,000 nn 

6,105,255 5,045,788 4,337.9 
10,643,705 10,212,214 8 503,08 

— 1,467,368 454,880 —582,33 

9,176,337 10,667,093 Taal 























40, 


7) 





AR 198) 





agencies, 


TIONAL 


paragraph of 
‘opriation for 
32 preceding 


1981 est 





839,24) 
137,690 


134,600 
221,000 


391,000 
304,200 

37,441 
142,000 





116,631 
1,019,424 


295,00 | 


4,110.98 
2,00 


4,337, 































































DEPARTMENT OF AGRICULTURE eee 
Special activities: Special activities: 
1. Operating costs, funded: 60.00 Appropriation:  Reimburse- 
Commodities transferred ment to Commodity 
from support program Credit Corporation, Na- 
and commodities procured 397,569 413,000 490,600 tional Wool Act (perma- 
2. Other operating costs: nent, indefinite, special 
(a) Interest......ssccccseeeeee 1,751 2,088 2,288 NID ccconietencee aceien 33,038 39,421 36,886 
(b) Other program and Oe SE oN 2 aD Ee dike ae 
operating costs... 1,014,504 1,129,890 ‘1,162,533 Relation of cbiigations to outlays: 
a Ss eS Eee Support and related programs: 
Total operating costs, 71.00 Obligations incurred, net............ 2,990,572 3,353,162 1,107,865 
re 1,413,824 1,544,978 1,655,421 Obligated balance, start of year: 
Total program costs, 72.47 Authority to borrow............... 2,589,964 1,650,812 2,211,533 
FUNDED ..seeeessceeene 1,413,824 1,544,978 1,655,421 72.98 Fund balance: Commodity 
Change in selected resources Credit Corporation............. — 49,175 — 131,553 — 131,553 
(commitments, eC.) .....ccac.- — 60,547 9,254 — 4,260 Obligated balance, end of year: 
ss —— 74.47 Authority to borrow.............. —1,650,812 —2,211,533 —1,622,862 
Total obligations, special ac- 74.98 Fund balance: Commodity 
UNESP esses ccinearts sex 1,353,277 1,554,232 1,651,161 Credit Corporation.............. 131,55 131,553 131,553 
10.00 Total obligations.................... 10,529,614 12,221,325 9,572,738 90.00 Outlays, support and 
related programs ..... 3,572,102 2,792,442 1,696,536 
Financing: ' Special activities: 
Offsetting collections from support 71.00 Obligations incurred, net........... 148,876 374,756 60,231 
and related programs: Obligated balance, start of year: 
11.00 Federal funds: 72.49 Contract authority................ 139,984 85,437 100,691 
Sales to special activities...... — 397,569 — 413,000 —490,600 77.98 Fund balance: Investment in 
Interest reVENUC..........eccssseee —1,751 — 2,601 — 2,288 agency securities.............. 23,214 17,214 11,214 
Other revenue .............:. — 1,585 —1,778 —1,733 Obligated balance, end of year: 
14.00  Non-Federal sources (62 Stat. 74.49 Contract authority ................. — 85,437 — 100,691 — 102,430 
1070): 74.98 Fund balance: Investment in 
Sales and other proceeds...... — 271,913 — 403,990 — 269,257 agency securities.............. —17,214 —11,214 —5,214 
Interest reVenUe .................0e- — 289,594 — 371,664 — 410,435 ., i? . to 
Other revenue ......sccessseenne — 158 —6,370 ~ 13,530 90.00 Outlays, special activi 3 
Realization of assets . —49 —50 —50 priaeetteee OMG A AO 
LOANS FePaid...........c.ecsseeccsneee —4,054,725 —4,334,113 —4,220,902 Total outlays ............... 3,781,525 3,157,944 1,761,027 
Loan collateral forfeited ........ — 318,179 SSMU cs ctuastnceicestccess - —_—— - See —- 
me : sa te Status of Direct Loans (in thousands ot dollars) ee ee 
Sales program .............. —1,114,590 —1,439,996 —1,152,837 
Intermediate export credit SHORT AND re TERM EXPORT 
RNIN eh es TUAL LE eee ds ole —10,714 
Interest revenue............... — 175,652 — 246,469 — 241,316 Position with respect to limitation 
ea — aes on direct loans: 
URN eiccrac sve ttscassncsess —6,625,765 —7,313,931 —6,813,712 1110 Limitation on obligations: Appropri- 
=—=_== = ==> (| A I at ie 2,200,000 Tee 
Special activities: 1200 Obligations incurred, gross............. — 1,528,276 = 800,000 Gadanshe co 
11.00 Federal funds: 1900 Unused balance of limitation, ex- 
Reimbursements received...... — 138,893 —140,000 = —135,000 ee 2 671,724 to! eee 
Advance from foreign assist- — SSS 
ANCE PFOPlAMS..........ccee0e — 805,900 — 743,476 — 1,128,930 Cumulative balance of direct 
14.00  Non-Federal sources (68 Stat. loans outstanding: 
454, as amended): Repay- 2100 Outstanding, start of year.............. 2,203,586 2,617,272 1,977,276 
ments by foreign govern- 2200 —Disbursements.....................sssvseeee- 1,527,356 SOCIO? 5 SE: 
ments and importers: Long- 2400 Repayments, prepayments, loan 
term credit sales (Public SS Sore os JS —1,114,590 —1,439,996 —1,163,551 
EWR OU) eteerssteccrasectocssustste — 259,608 — 296,000 327000. 2700: , Other adiustments..c58 occu ke 0) >) SOR SRL ce 
SUE Uta seesctaccrststeavsesicite —1,204,401 —1,179,476 © —1,590,930 2900 Outstanding, end of year................ 2,617,272 1,977,276 813,725 
21.47 Unobligated balance available, COMMODITY LOANS 
Start of year: Authority to Position with respect to limitation 
OS te Re — 508,745 — 4 337,235 — 3,706,958 on direct loans: 
298 Unobligated balance _ transferred 1100 Limitation on obligations: Appropri- 
from other ACCOUNS ............ee. — 4,000 sm BATSL  sssssrecennesonsec SI a vcalitnssianipnitenlinaic. -ieidammaainimas' selnmemmmnti: Larest hice. 
24.47 Unobligated balance available, end 1200 Obligations incurred, gross............. —3,896,677 —3,868,788 —4,110,990 
of year: Authority to borrow...... 4,337,235 3,706,958 5,875,635 —— rrr ee 
Budget authority... 6,523,938 3,095,610 3,336,773 aa 
> 2100 Outstanding, start of year.............. 4,230,380 3,885,830 3,564,661 
Budget authority: 2200 —Disbursements..............s.ecs-ssseeeesees 3,896,677 3,868,788 4,110,990 
Support and related programs: 2400 Repayments, prepayments, loan 
4000 Appropriation:  Reimburse- RO sect h tinal ticelyter —4,218,526 —4,172,296 —3,946,758 
ment for net realized 2500  Write-offs for defaults.................0. —22,701 — 17,661 —14,574 
CMOON a. Mee LS, 990,900 3,056,189 3,299,887 ; 
410 Authority to borrow............... SU60. b..cacce. EE ote aie eee bs at se ee 
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Status of Direct Loans (in thousands of dollars) —Continued 





Identification code 12-4336-0-3-351 1979 actual 1980 est. 1981 est 





STORAGE FACILITY LOANS 


Position with respect to limitation 
on direct loans 
1100 Limitation on obligations: Appropri- 
WRENN arate cate ccna A aarksisnisseoteose’ «-aopenaasne sdailagaplg g.sssistessc RRO 
1200 Obligations incurred, gross............. — 678,891 — 375,000 — 225,000 





Cumulative balance of direct 
loans outstanding: 





2100 Outstanding, start of year.............. 799,261 1,324,126 1,450,409 
2200 —Disbursements..............:ccssseccsseesee 678,891 375,000 225,000 
2400 Repayments, prepayments, loan 

NS me sss scckssccsscess — 154,026 — 248,717 —274,144 
2900 Outstanding, end of year................ 1,324,126 1,450,409 1,401,265 





Status of Loan Guarantees (in thousands of dollars) 





PILOT PROJECTS FOR AGRICULTURAL 
FUELS 


Position with respect to limitation 
on loan guarantees: 
3110 Limitation on commitments: Appro- 
BRAMTION A ha harasetidaisbigiteetdvessevhhus 
3200 Commitments, gross (-) 








Cumulative balance of guarantees 





outstanding: 
4100  Qutstanding, start Of year... essssssseesccssseeess 42,750 42,750 
4200 New loan guarantees...................... ROU. cciiesccsotsiaalees..ocvastiarsieniny 
4900 Outstanding, end of year................ 42,750 42,750 42,750 





RISK ASSURANCE PROGRAM 
Position with respect to limitation 
on loan guarantees: 
3110 Limitation on commitments: Appro- 








SRSMAMMV REE Bias ry escssbATRR ts, -sossischcetseisbhcsand p aut nvecaunni\seans Cesena conta 

3200 Commitments, gross (--)............... — 92,776 —938,149 —2,000,000 
Cumulative balance of guarantees 

outstanding: 
4100 Outstanding, start of year... essssstessseessssees 92,776 1,000,000 
4200 New loan guarantees..................... 92,776 938,149 2,000,000 
4400 Repayments or prepayments (—)...  ....ssecscsssseeseeee — 30,925 — 343,641 
4900 Outstanding, end of year................ 92,776 1,000,000 2,656,359 





The Corporation was created to stabilize, support, and 
protect farm income and prices, to help maintain bal- 
anced and adequate supplies of agricultural commod- 
ities, their products, foods, feeds, and fibers, and to help 
in their orderly distribution (15 U.S.C. 714-714p). It 
may make available materials and facilities required in 
connection with the production and marketing of agri- 
cultural commodities and may be used to administer 
and to temporarily finance numerous special activities. 


The Corporation’s capital stock of $100 million is held 
by the United States. Under present law, up to $20 
billion may be borrowed from the U.S. Treasury to 
finance operations. 


Budget assumptions.—The following general assump- 
tions form the basis for the Corporation’s 1980 and 1981 
budget estimates: (a) Production and national income 


will rise both in 1980 and 1981 from the present level 
(b) generally, exports of agricultural commodities jp 
1981 will be higher than 1980 levels; (c) yields for the 
1980 crops are based on recent averages adjusted for 
trend; (d) acreage allotments and marketing quotas will 
be in effect for the 1980 crops of peanuts, ELS cotton, 
and certain kinds of tobacco; (e) acreage allotments but 
no marketing quotas will be in effect for rice; and (f) no 
set-aside or diversion programs for the 1980 crops of 
feed grains, wheat, and upland cotton will be in oper. 
ation. Deficiency payments on these commodities will 
be based on an established or target price if the higher 
of the market price received by farmers or the loan rate 
is below such price. 

It is difficult to forecast with accuracy requirements 
for the year ending September 30, 1981, since the pro 
jections are subject to complex and unpredictable fac. 
tors such as weather, other factors which affect the 
volume of production of crops not yet planted, feed and 
food needs here and overseas, and available dollar ex. 
change. 

A point estimate is required for presentation in the 
budget; however, due to the significant impact of 
changes in worldwide weather and production, a range 
of estimates should be considered when evaluating the 
commodity program projections. Because of this, the 
Department has prepared range estimates to reflect the 
possible effects of changing worldwide conditions affect: 
ing commodity programs. These ranges will be released 
separately by the Department. 


PROGRAMS OF THE CORPORATION 


The basic functions of the corporation include the 
following programs for which appropriations are made 
for net realized losses sustained (in thousands of dol: 
lars): 

1981 estimate 














Gross Net realized 
Program obligations Net Outlays loss for year 
Short-term and intermediate export 
SEIU GONOS. 55s: Aeterctiti ae ossisnicssscsshy te isthes rvcnscassanncctvvons = PAGO SST rth, scscccssscone 
Commodity loans...... 4,110,990 164,232 14,514 
Storage facilities ............cccssseescssses 225,000 ADEN. scssssssescceoan 
SRM sivavcsbisersdeace een Gacsiocivosssvesti 242 — 58 -4 
Feed grain paymentts..............0-s0e 268,000 391,000 391,000 
MANIGACE DE VATVNTEG css.cusestecssschartetescbose”’ SeasslebcsS vacsvaartmitt 304,200 304,20 
Rice payments .................. 89,810 37,441 37,441 
Te RT Re PRY 142,000 142,00 
Other support and related 1,239,667 467,509 572,)3 
Other items not distributed by pro- 
gram: 
LENSE Gaasaiasesteegtstactstrencceectosnseet 1,019,424 449,825 365,38 
RWIS ssisssissevcen etetcsstotscenciees 168,445 153,082 153,08 
TOM scssssclanSoateee aR asass 7,121,578 896,536 1,980,386 


Support and related programs.—The Corporation pre 
vides price support to producers of agricultural com 
modities through loans, purchases, payments, and other 
means. This is done mainly under the Commodit) 
Credit Corporation Charter Act (15 U.S.C. 714 et seq 
and the Agricultural Act of 1949 (7 U.S.C. 1421 et seq) 
as amended by the Agricultural Act of 1970 (84 Stat 
1358), the Agriculture and Consumer Protection Act @ 
1973 (87 Stat. 221), the Rice Production Act of 1975 
Stat. 181), and the Food and Agriculture Act of 1977 (i 
Stat. 913). 
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DEPARTMENT OF AGRICULTURE 


Support is mandatory for the basic commodities— 
corn, cotton, wheat, rice, peanuts, and tobacco. The Ag- 
ricultural Act of 1949 also requires support of the fol- 
lowing nonbasic commodities: honey, milk, barley, oats, 
rye, and grain sorghum. The National Wool Act of 1954, 
as amended (7 U.S.C. 1781-87), requires support for 
wool and mohair. The Food and Agriculture Act of 1977 
requires support of the 1977 and 1978 crops of sugar 
beets and sugarcane and the 1978-81 crops of soybeans. 
Support for other nonbasic commodities is discretion- 
ary. The support program may also include operations 
to remove and dispose of surplus agricultural commod- 
ities in order to stabilize prices at levels not in excess of 
those permissible by law. 

The principal methods of providing support are loans 
to and purchases from producers. With limited excep- 
tions, loans made on commodities are nonrecourse. The 
commodities serve as collateral for the loan and on 
maturity the producer may deliver or forfeit such col- 
lateral to satisfy his obligation without further pay- 
ment. 

Direct purchases are also made from processors as 
well as producers, depending on the commodity in- 
volved. Also, special purchases are made under certain 
laws for the removal of surpluses; for example, the act 
of August 19, 1958, as amended (7 U.S.C. 1431 note), and 
section 416 of the Agricultural Act of 1949, as amended 
(7 U.S.C. 1431). 

For feed grains, rice, wheat, and upland cotton, pro- 
ducers may receive support through Government pay- 
ments in addition to Commodity Credit Corporation 
loans and purchases. For extra-long staple cotton, pro- 
ducers may receive payments in addition to loans under 
existing legislation. Producers of feed grains, rice, 
wheat, and upland cotton must comply with acreage 
set-aside provisions (hereinafter described), if in effect, 
in order to be eligible for loans, purchases, and pay- 
ments. Producers with interests in more than one farm 
may receive program benefits on participating farms 
provided that the normal crop acreage is not exceeded 
on nonparticipating farms planting set-aside crops. The 
total amount of payments which a person is entitled to 
receive under one or more of the annual programs for 
feed grains, wheat, and upland cotton for the 1979 crops 
of these commodities shall not exceed $45 thousand. For 
rice producers, the limitation is $50 thousand for the 
1979 crop year. The combined payment limitation for 
feed grains, wheat, upland cotton, and rice for the 1980 
and 1981 crops shall be $50 thousand. 

The Agricultural Act of 1949, as amended, established 
target prices for three major commodities—wheat, feed 
grains, and upland cotton; set minimum loan rates for 
wheat and feed grains; and established the loan level 
for upland cotton. Government payments for each of 
the three commodities are required when the target 
price for the commodity exceeds the national average 
market price or the loan rate, whichever is higher. For 
the 1979 crop, the target price for wheat is $3.40 per 
bushel. The 1979 crop target price for corn is $2.20 per 
bushel. The target prices for grain sorghum and, if 
designated by the Secretary, barley and oats, are estab- 
lished at a level which is fair and reasonable in relation 
to the target prices established for corn. The 1979 crop 
target price for upland cotton is 57.7 cents per pound. 
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The budget estimates assume enactment of target price 
legislation that will cover increases in production costs 
in 1980 and result in 1980 target prices of $2.35 per 
bushel for corn and $3.63 per bushel for wheat. The 
1980 crop target price for upland cotton will be adjusted 
from the previous year on the basis of the change in the 
2-year moving average of variable, machinery owner- 
ship, and general farm overhead costs, but shall not be 
less than 51 cents per pound. The target prices for these 
commodities will also be adjusted annually beyond 1980 
to levels that will reflect changes in production costs. 
However, whenever a set-aside is in effect for one or 
more of these commodities, the Secretary may, under 
provisions of Public Law 95-279 (92 Stat. 240), increase 
the target price for any such commodity to compensate 
producers for participation in such set-aside. In addi- 
tion, the 1949 act, as amended, provides for making 
disaster payments for the 1979 crops to producers who 
are prevented from planting feed grains, wheat, or 
upland cotton because of a natural disaster or condition 
beyond the control of the producers or who, because of 
such a disaster or condition, harvest less than a speci- 
fied quantity. Disaster payments for these commodities 
are based on acreage planted for harvest, or intended to 
be planted. The budget estimates assume an extension 
of disaster payment provisions for the 1980 crops. 

The Rice Production Act of 1975, as amended, and the 
Agricultrual Act of 1949, as amended, established a 
target price for rice. Government payments are re- 
quired to be made to cooperators when the target price 
for rice exceeds the national average market price or 
the loan rate, whichever is higher. The 1979 crop target 
price for rice is $9.05 per hundredweight. For the 1980 
crop, the target price for rice will be adjusted from the 
previous year on the basis of the change in the 2-year 
moving average of variable, machinery ownership, and 
general farm overhead costs, but may be increased 
whenever a set-aside is in effect under provisions of 
Public Law 95-334 (92 Stat. 434). In addition, the 1949 
act provides for making disaster payments for the 1979 
crop to producers who are prevented from planting rice 
or other nonconserving crop because of a natural disas- 
ter or condition beyond the control of the producers or 
who, because of such a disaster or condition, harvest 
less than a specified quantity within producer allot- 
ments. 

Disaster payments for the 1979 crops of wheat, feed 
grains, rice, and upland cotton are exempt from any 
payment limitation under provisions of the 1977 act. 

The peanut program for the 1978-81 crops provides 
for a two-price system for peanuts. For production of 
peanuts under poundage quotas, minimum support 
rates are specified, subject to increases on the basis of 
the index of prices paid by farmers and other factors. 
For production of additional peanuts up to the amount 
of the acreage allotment, the Secretary may set lower 
support rates taking into consideration demand for 
peanut oil and meal, expected prices for other vegetable 
oils, and foreign demand for peanuts. 

A loan or purchase program was authorized under 
the 1977 act for the 1977 and 1978 crops of sugar beets 
and sugarcane at a level between 52.5% and 65% of 
parity. An interim price support payment program was 
carried out prior to implementation of the 1977 and 
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1978 crop loan programs. The Secretary of Agriculture 
instituted a price support loan program for 1979 crop 
sugar under general authority provided in the Agricul- 
tural Act of 1949, as amended. The Budget estimates 
assume a loan program for subsequent crops under ex- 
isting general authority. CCC-owned sugar, acquired 
under the 1977 and 1978 crop price support loan pro- 
gams, was first offered for sale on September 7, 1979, at 
not less than 105% of the 1979 crop national average 
loan rate, plus reasonable carrying charges, or the 
market price, whichever is higher. 

In support operations, normal trade facilities are used 
to the maximum extent practicable. Cooperatives and 
financial institutions are used in lending activities. 

Besides the charter act and laws mentioned above, 
many other laws are applicable to the disposition 
through sales and donations of commodities acquired 
under the support program. 

For accounting purposes, the Corporation credits to 
the support program proceeds of commodities sold from 
its stocks, including those disposed of through special 
activities. 


DATA ON SUPPORT AND RELATED PROGRAMS 


[In thousands of dollars] 


Item 1979 actual 1980 estimate 1981 estimate 





Lars Tile eS eee Zhe ey! 4,575,568 4,243,788 4,335,990 
LORS TENA STS RO 4,054,725 4,334,113 4,220,902 
Loan collateral forfeited ................sssccccsssssescsssseesessone 318,179 SEB00.  gstnncnss 
Loans outstanding, end Of year.........ssssessssscsssssseeees 5,217,936 5,015,070 5,115,584 
RIOTS ea ok ih cassgcs theses cavdsoasy iio ike 1,033,728 1,055,492 871,708 
Cost of commodities SOld............sccsscssssecsssessseessseeenee 781,450 943,494 839,247 
Cost of commodities donated ..............c:sscecsseessseessees 119,098 150,628 137,690 
Inventory, @Nd Of YeAF...........ssscssccssssssccssssesccsssseesesess 1,162,202 1,123,572 1,018,343 
Investment in loans and inventory, end of year........ 6,380,138 6,138,642 6,133,927 
Direct producer payments ............sssscccssssesscsssseseessees 1,811,363 391,690 874,641 
Net expenditures 3,572,102 792,442 896,536 
WOODEN MOSSES Soescttthsses ccocoptcesestsevsctaciolaetetacsacibees 3,299,887 1,751,149 1,980,361 





Commodity export.—The Corporation promotes the 
export of agricultural commodities and _ products 
through sales, payments, extension of credit, assump- 
tion of certain risks, and conduct of other operations 
with respect to the exportation of commodities. Such 
commodities and products may be those held in private 
trade channels as well as those acquired by the Corpo- 
ration. These programs are carried out under the au- 
thority contained in the Corporation’s charter, particu- 
larly section 5(d) and (f), and in accordance with specific 
statutes where applicable. Export sales on long-term 
credit terms are financed by the Corporation under the 
Agricultural Trade Development and Assistance Act of 
1954 (Public Law 480), as amended, although such sales 
may also be financed under its charter authority. 

The activities described below are illustrative of those 
conducted under this program during 1980. 

The Corporation conducts a short-term export credit 
sales program to maximize exports of agricultural com- 
modities and products under which it finances, for a 
period of not to exceed 3 years, commercial export 
credit sales by exporters of agricultural commodities 
obtained either from Corporation inventories or from 
private stocks. These commercial transactions are fi- 
nanced under the Corporation’s charter authority and 


section 4(a) of the Food for Peace Act, as amended (7 
U.S.C. 1707a). The Corporation may finance short-term 
export credit sales to the People’s Republic of China. 

Beginning in 1979, CCC is also authorized under sec- 
tion 4(b) of the Food for Peace Act of 1966, as added by 
the Agricultural Trade Act of 1978, to finance commer- 
cial export sales of U.S. agricultural commodities out of 
CCC and private stocks on credit terms in excess of 3 
years but not more than 10 years to develop, expand, or 
maintain a foreign market on a long-term basis or oth- 
erwise improve the capability of the importing nation 
to purchase and use U.S. agricultural commodities on a 
long-term basis. Costs of freight from the United States 
to designated points of entry for sales of breeding ani- 
mals may be financed.. The provisions of the cargo pref- 
erence laws do not apply to these intermediate credit 
sales as well as to the short-term export credit sales. 
Pursuant to the authority contained in section 4(b), 
CCC promulgated in 1979 the Intermediate Credit 
Export Program for breeding animals (GSM-201) which 
authorizes the financing of export sales of breeding ani- 
mals, including cost of freight, from the United States 
to importing countries. 

In order to develop new market opportunities and 
maintain and expand existing markets for U.S. agricul- 
tural commodities, section 201 of the Agricultural 
Trade Act of 1978 authorizes the Corporation to provide 
financing to exporters of U.S. agricultural commodities 
who provide buyers deferred payment terms of not to 
exceed 3 years. These sales are to be made only to (a) 
those nations that are eligible for financing under the 
Corporation’s short-term export credit sales program 
and (b) the People’s Republic of China. 

Under CCC’s noncommercial risk assurance program 
promulgated under its charter authority, CCC guaran- 
tees, for a fee, payments due U.S. exporters under de- 
ferred payment sales contracts (up to 36 months) from 
defaults due to noncommercial risks. The risk to CCC 
extends from date of export to the end of the deferred 
payment period covered in the export sales contract 
and covers only that portion of the payments agreed to 
in the assurance agreement. 

CCC is also authorized under its charter authority to 
undertake a risk assurance program to protect US. 
exporters, who extend credit on export sales, from de- 
faults in payments by foreign banks due to commercial 
as well as noncommercial risks. Operation of this risk 
assurance program will be based on criteria which will 
assure use only where it is determined that it will 
develop new market opportunities and maintain and 
expand existing world markets for U.S. agricultural 
commodities. 

Storage facilities.—The Corporation conducts a pro 
gram to provide storage adequate to fulfill its program 
needs. The program is conducted pursuant to sections 
4(h) and (m), and 5(a) and (b) of the Commodity Credit 
Corporation Charter Act, as amended by the Food and 
Agriculture Act of 1977. 

Although the Corporation has authority to buy bins 
(in storage-short areas) and equipment for the care and 
storage of commodities owned by the Corporation or 
under its control, this authority to purchase bins has 
not been exercised since 1956. The Corporation makes 
secured loans of up to $50 thousand for the purchase, 
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construction, or remodeling of facilities for storage and 
care of dry or high moisture commodities on the farm. 
Such loans are repayable over a period not to exceed 10 
years at an interest rate based upon the rate of interest 
charged the Corporation by the U.S. Treasury. The Cor- 
poration may also guarantee the placement of its inven- 
tories to encourage the building of commercial storage, 
and undertake other operations necessary to provide 
storage adequate to carry out the Corporation’s pro- 
rams. 

, Supply and foreign purchase.—The Corporation pro- 
cures from domestic and foreign sources food, agricul- 
tural commodities, and products and related materials 
to supply the needs of Federal agencies, foreign govern- 
ments, and private and international relief agencies 
such as CARE, Church World Service, Catholic Relief, 
and others. It similarly procures or aids in the procure- 
ment of such foods, commodities, products, and material 
for sale to meet domestic requirements during periods 
of short supply or to stabilize prices or facilitate distri- 
bution. Through purchases, loans, sales, or other means 
the Corporation may also make available materials and 
facilities needed for the production and marketing of 
agricultural commodities. This program is conducted 
under section 5(b) and (c) of the Commodity Credit Cor- 
poration Charter Act. 

Purchases for other Federal agencies of commodities 
not in the Corporation’s stocks has been the main activ- 
ity. Purchases of limited quantities of breeder, founda- 
tion, and registered seeds of improved varieties of 
grasses and legumes are made through production con- 
tracts in order to assure supplies thereof for farmers. 
No foreign purchases have been made in recent years. 

Section 4 of the act of July 16, 1943 (15 U.S.C. 713a- 
9), requires that the Corporation be fully repaid from 
funds of other agencies for services performed, losses 
sustained, operating costs incurred, or commodities 
bought or delivered to or on behalf of any other Federal 
agency. Operations not subject to section 4 may involve 
losses if such are necessary to the accomplishment of 
the objectives of the particular operation. 

Set-aside program.—The Agricultural Act of 1949, as 
amended, authorizes the Secretary to conduct, through 
the Corporation, set-aside programs on the 1971 
through 1981 crops of wheat, feed grains, and upland 
cotton if he determines that otherwise the total supply 
of agricultural commodities will likely be excessive. The 
Rice Production Act of 1975 and the Food and Agricul- 
ture Act of 1977 provide authority for a set-aside pro- 
gram for the 1976 through 1981 crops of rice. 

There were no set-aside programs for the 1974 
through 1977 crops of wheat, feed grains, and upland 
cotton, nor for the 1977 through 1979 crops of rice. A 
20% set-aside program was in effect for the 1978 and 
1979 crops of wheat, and a 10% set-aside program was 
in effect for the 1978 and 1979 crops of corn and grain 
sorghum. There was a 10% set-aside program for 1978 
crop barley, with a 20% set-aside for the 1979 crop. 
There will be no set-aside programs for any of these 
commodities in 1980. 

If a set-aside is in effect for any such commodity, 
producers must, as a condition of eligibility for loans, 
purchases, and payments on such commodity, set-aside 
and devote to approved conservation uses an acreage of 
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cropland equal to a specified percentage and otherwise 
comply with program requirements. Participants in a 
set-aside program are eligible for a small additional 
payment for permitting public access to set-aside acre- 
age. 

Land diversion payments.—To assist in adjusting the 
acreage of commodities to desirable goals, the Secretary 
is authorized by the Agricultural Act of 1949, as amend- 
ed, to make land diversion payments, through the Cor- 
poration, to producers who devote to approved conserva- 
tion uses acreages of cropland in addition to those re- 
quired to be so devoted under the set-aside programs. 
Voluntary diversion programs were in effect for the 
1978 crops of corn, grain sorghum, barley, and upland 
cotton, and were also in effect for each of the 1979 crops 
of corn and sorghum. No diversion programs will be in 
effect for 1980 crops. 

Grain reserves.—A producer-owned food grain reserve 
program for wheat and rice which provides 3-year ex- 
tended loans to producers was announced in April 1977. 
This program was later expanded to include feed 
grains. Producers receive annual storage payments 
under the contract. Program provisions establish when 
interest is charged and various market price levels at 
which storage payments cease, and loans are called. 
During the past year, significant redemptions from the 
reserve were made, and on October 22, 1979, the Secre- 
tary authorized entry into the reserve of 1978 crop 
grain then under CCC loan, and also 1979 grain crops 
eligible for loan. Current reserve goals are up to 9-11 
million metric tons of wheat and up to 20-30 million 
metric tons of feed grains. These planned reserves may 
be adjusted when an international emergency food re- 
serve, discussed below, is established. 

The President is encouraged in the Food and Agricul- 
ture Act of 1977 to enter into negotiations with other 
nations to develop an international system of emergen- 
cy food reserves to provide for humanitarian food relief 
needs. Under an international agreement providing for 
an emergency food reserve, the United States would be 
expected to establish a reserve of grain. To the extent 
authorized by enabling legislation, quantities of grain 
would be placed in the reserve as needed to carry out 
U.S. obligations under such international agreement. 

Disaster reserve-—Under section 813 of the Agricul- 
tural Act of 1970, as amended, the Secretary shall es- 
tablish, maintain, and dispose of a separate reserve of 
inventories of not to exceed 75 million bushels of wheat, 
feed grains, and soybeans for the purpose of alleviating 
distress caused by a natural disaster. The Secretary 
shall acquire such commodities through the price sup- 
port program. When no wheat, feed grains, or soybeans 
are available through the price support program at lo- 
cations where they may be economically utilized, the 
Secretary is authorized to purchase such commodities 
as well as hay or livestock forages through CCC facili- 
ties as are needed. Any costs for this activity are includ- 
ed in the CCC appropriation reimbursement for net 
realized losses. 

Emergency feed program.—The Secretary is author- 
ized in section 1105 of the Food and Agriculture Act of 
1977 to implement a program to assist producers in 
preserving and maintaining livestock in case of a natu- 
ral disaster. The eligible livestock owner is reimbursed 
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Public enterprise funds—Continued Excess of collateral acquired iten 
Comaoprrr Cuzorr Conroranion Fuxp—Continued Puch gre Sa aaa YP com 
for up to 50% of the cost of feed purchased. A program : nae and exchanges, net...... —1,276 —312 —319 wor 
was implemented in 1978, 1979 and 1980. "Changs 1 VOM on 21,628 34,179 sn 
Special grazing and hay program.—The Agricultural Storage and handling (nonadd) .. (72,562) (76,640) (62,664) | Pen 
Act of 1949, as amended, provides that for the 1978-81 Transportation (nonadd).......... (27,469) (21,371) (11935) | of tl 
crops, a producer may designate up to 40% or 50 acres Total acquisitions... 1,033,728 1,055,492 g71708 |e 
of his acreage, whichever is greater, which he intends _—_. T 
to plant to wheat, feed grains, or upland cotton for ea a quis 
harvest, to be planted to wheat (or another commodity "fa -—s 7 14.900 447- 
MOINMIeD kis actus sik cpeccduuceupscaleses... Ysaveuchanenaineneavonakee RU. Wecabgetvenbadpeniaage : 
other than corn or grain sorghum) and used for grazing Institutions cc... 54,403 65,687 70,808 resi 
or for hay. The Secretary shall pay the producer for School lunch 64,695 10,041 66,882 the 
participating in the program but the producer shall not Total donations.......un 119,098 150,628 137,690 | (88 
be eligible for any other payment or price support on : how 
the designated acreage. Special grazing and hay pro- a and transfers: ' 
: pecial programs: Title lI, Public 
grams were in effect for the 1978 and 1979 crops of Law 480 397,569 413,000 490,600 
wheat. Other sales 269,651 403,990 269,257 Tl 
Pilot projects loan guarantees for industrial hydrocar- Net loss or gain (—) on sales sect 
bons.—The Secretary is directed in section 509 of the DING: TFAISIENS co isssassnsssssosenessone 114,230 126,504 79,390 stat’ 
re Development Act of oe enwciiet, to ora: Total sales and transfers... 781,450 943,494 839,247 ther 
ate and carry out a program for the production an pak Gas subs 
marketing of industrial hydrocarbons and alcohols from tie panna pei a - eee é vee A 
agricultural commodities and forestry products. Com- On hand, end of year, QFOSS........0. 1,162,202 1,123,572 1,018,343 und 
modity Credit Corporation is required to guarantee Allowance for losses ............sssssse — 299,663 — 289,657 — 262,529 “a 
loans of up to $15 million each for not more than four _ 0n hand, end of year, net.............. 862,539 833,915 755,814 
pilot projects, for up to 20 years. In order to insure a i 
dependable supply of agricultural commodities for such Administrative expenses.—The Corporation carries 
pilot projects, the Secretary is authorized to enter into out its functions through utilization of employees and 
long-term contracts, not to exceed 5 years, to supply facilities of other Government agencies. Administrative ne 
agricultural commodities at mutually agreed upon expenses are incurred for the services of: the Agricul- a 
prices, either from Commodity Credit Corporation tural Stabilization and Conservation Service, the Agri- 3) ¢ 
stocks or through purchases. Evaluation of 30 project cultural Marketing Service, Foreign Agricultural Serv- abro 
proposals received resulted in completion of project se- ice—General Sales Manager, and other agencies of the _ (!) 
lection during 1979, with loan guarantees totaling $42.7 Department engaged in the Corporation’s activities; the 
million tentatively approved. Final approval of the four General Accounting Office for audit; and the General 
loan guarantees is expected in 1980. Services Administration for space. Estimates for 1981 Th 
Loan operations.—The following table reflects com- include a limitation of $53.6 million on administrative  },,.. 
modity and storage facility loan operations of the Cor- expenses, including a reserve of not less than 7% for ,.4 
poration (in thousands of dollars): contingencies. T 
Item 1979 actual 1980 estimate 1981 estimate The requested authorization does not include admin- an 
Loans outstanding, gross, start of year: istrative expenses in connection with the wool and t 
Commodity Credit Corporation 9,037,973 5,217,936 5,015,070 mohair program under the National Wool Act of 1954, we 
ee TO SEE OR as rae nts PaS 4,575,568 4,243,788 4,335,990 as amended, because they are included with the cost of a 
O_o, 4,054,725 4,334,113 4,220,902 :+« this program under special activities. Tl atic 
Acquisition of loan collateral 318,179 peal Nonadministrative expenses.—Expenses for acquisi- 
WO 6 Ht Cts ch sete: 22,701 18,641 14,574 tion, operation, maintenance, improvement, or disposi- a 
Total loans outstanding, gross, end of year 5,217,936 5,015,070 5,115,5¢4 tion of property which the Corporation owns or in (see 
Loans outstanding, gross, end of year: = +—« _ which it has an interest have been treated as program ()- 
Commodity Credit Corporation........ 5,217,936 5,015,070 §,115,5¢4 XPenses rather than administrative expenses. Such (1) 
Allowance f0F I0$S8S ...nnnennnannne 35,681 32795 | --34172 Program expenses include inspection, classing, and 
, i grading work performed on a fee basis by Federal em- —®""! 
Loans receivable, net (support and storage facil ployees or Federal- or State-licensed inspectors; work (2) 
MD desea Nien deh faobbssash asin siceg acoso usa 5,182,255 4,982,275 5,081,412 ‘ renci 
relating to CCC programs performed on a contract or Cl 
: i fee basis by Agricultural Stabilization and Conservation Publ 
. Inventory oper ations.—The following table reflects the Service; and special services performed by other Feder- | __(8) 
inventory operations applicable to the preceding pro- 4] agencies within and outside this Department. tions 
grams (in thousands of dollars): Most of these general nonadministrative expenses, in- (4) 
cluding storage and handling, transportation, inspec | of 1! 
AGRICULTURAL COMMODITIES tion, classing, and grading and producer storage pay- | Food 
hem 1979 actual 1980 estimate 1961 estimate ‘ments, are included in program costs. They are shown | Wool 
On hand, start of year, gross.......... 1,029,022 1,162,202 1,123,572 in the program and financing schedule in the entries | payn 
Acquisitions: entitled “Storage, transportation, and other costs not | aver: 
Forfeiture of loan collateral... 318,179 OND sone included above,” and “Producer storage payments.” The | Port 
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itm “Nonadministrative expense,” in the schedule, 
covers part of the expenses of ASCS county offices for 
work related to programs of the Corporation, other Ag- 
ricultural Stabilization and Conservation Service ex- 
penses offset by revenue, custodian, and agency expense 
of the Federal Reserve banks and lending agencies, and 
miscellaneous costs. 

The Corporation receives reimbursement for grain re- 
quisitioned pursuant to Public Law 87-152 (7 U.S.C. 
447-449) by the States from Corporation stocks to feed 
resident wildlife threatened with starvation, through 
the appropriation reimbursement for net realized 
losses. There have been no requisitions in recent years, 
however. 


SPECIAL ACTIVITIES 


These activities are carried out under authority of 
section 5(g) of the Corporation’s charter act and specific 
statutory authorizations or directives with respect 
thereto which are currently in effect or which may 
subsequently be enacted. 

A summary of such current activities not included 
under other designated activities is as follows (in thou- 
sands of dollars): 


1981 estimate 





Gross Outlays 
obliga- (reim- 
Item tions bursable) 
(1) Sale of agricultural commodities for foreign currenci@S — ................ssee-00 — 135,000 
(2) Sale of agricultural commodities for dollars on credit 
UR eater rronrs ede eT este ahs racscacescsscssscsonavsscesionstussosesssccs 876,400 540,400 
(3) Commodities supplied in connection with dispositions 
ance ihSeaesaccctscdaestncasesissccecanindssoossnvsoreonn 747,600 747,600 
(APINMUIAE WHOOL FACE citiusescvidsscocssscussdescoucddenssteshedeleessctosoes 40,421 40,421 
FN ec ccc eezer a cscs 1,655,421 


1,193,421 

The Corporation receives appropriations or reim- 
eet for cost of these activities as described under 
each. 

To the extent that sufficient appropriations are not 
provided in advance, expenditures under the Agricul- 
tural Trade Development and Assistance Act of 1954, as 
amended, not in excess of such limitations as may be 
provided in appropriation acts, are made by the Corpo- 
ration subject to reimbursement from subsequent ap- 
propriations authorized for such purpose. 

Activities currently being carried out are as follows 
— Assistance programs for details of items 

(8): 

(1) Sale of agricultural commodities for foreign cur- 
rencies (title I, Public Law 480). 

(2) Sale of agricultural commodities for foreign cur- 
rencies and for dollars on credit terms (titles I and III, 
Public Law 480). 

8) Commodities supplied in connection with disposi- 
tions abroad (title II, Public Law 480). 

(4) National Wool Act.—Under the National Wool Act 
of 1954, as amended and as further amended by the 
Food and Agriculture Act of 1977, support of prices of 
wool and mohair is mandatory. The Corporation makes 
payments to producers in order to bring the national 
average price received by all producers up to the sup- 
port price required under the act. 


COST OF THE NATIONAL WOOL ACT 


[Dollars in thousands} 
Item 1979 actual 
Marketings on which payments made: 


1980 estimate 1981 estimate 
































Shorn wool (thousand pounds) ...............::.:csssee 92,376 100,300 104,500 
Unshorn lambs (thousands cwts) ...........::..--s-0+ 4,171 3,821 3,700 

Amount of payments: ri br 
WAM 22tk ee $30,698 $27,900 $31,960 
URN TINS is scsi ol es 5,387 5,120 4,440 

Promotional and advertising program: (non- 

Se ee ee (2,729) (1,792) (1,846) 
Nhat, ONIN i acs cape sects : 36,085 33,020 36,400 
Administrative expense .................csssscccssseesscsssseeseeees 1,585. 1,778 Tee 
WEROSY NRG ese eS 1,751 2,088 2,288 
I ae Len eee 39,421 36,886 40,421 








* Deductions from producer payments for promotional advertising and selected marketing development activities. 


Total payments made under the National Wool Act 
cannot at any time exceed an amount equal to 70% of 
the accumulated totals, as of the same date, of the gross 
receipts from import duties collected on and after Janu- 
ary 1, 1953, on wool and wool manufactures. Actual or 
estimated payments compared with this limitation are 
as follows (in thousands of dollars): 


Item 1979 actual 1980 estimate 1981 estimate 
70% of customs receipts on wool and wool manu- 
factures, cumulative from Jan. 1, 1953, to end 
Of preceding calendar year ................-ssseccsssesees 2,078,782 2,218,782 2,362,282 
Cumulative incentive payments on marketings to 
end of preceding calendar year .................-csessss0+« 1,105,270 1,138,290 —‘1,174,690 
Balance of limitation available for pay- 
ments in succeeding marketing years..... 973,512 1,080,492 = 1,187,592 








Funds of the Corporation are used to carry on this 
program. For the purpose of reimbursing the Corpora- 
tion, section 705 of the act appropriates each fiscal year 
an amount equal to amounts expended by the Corpora- 
tion during the preceding year and to amounts expend- 
ed in prior fiscal years not previously reimbursed, but 
not to exceed an amount equal to 70% of the gross 
receipts from duties collected on wool and wool manu- 
factures during the calendar year preceding the fiscal 
year. 

Estimated costs and appropriations to the Corpora- 
tion are indicated in the following table (in thousands 
of dollars): 


























Item 1979 actual 1980 estimate 1981 estimate 

DUNS SUUNE: OE WOE is Sc ce ec isctaccannciectncnd _ 33,038 _ 39,421 __ 36,886 

Costs for year: ree oe 

Program 37,670 34,798 38,133 

Interest.............02.. 3 1751 ae 2,088 Oo 2,288 

SOI olacsaltecscesicssplsccocinss Gseccccrpeocgebeat 39,421 36,886 40,421 

Tele Wisc. ccabce cd lo esee Se 72,459 76,307 77,307 
Appropriations to Commodity Credit Corporation for 

the year 33,038 39,421 36,886 

Oud ond-cb Well... sad... cscadcmecnseee 39,421 36,886 40,421 

FINANCING 


Borrowing authority.—The Corporation has an au- 
thorized capital stock of $100 million held by the 
United States and authority to borrow up to $20 billion. 

Funds are borrowed from Treasury and may also be 
borrowed from private lending agencies and others. The 
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Corporation reserves a sufficient amount of its borrow- 
ing authority to purchase at any time all notes and 
other obligations evidencing loans made by such agen- 
cies and others. All bonds, notes, debentures, and simi- 
lar obligations issued by the Corporation are subject to 
approval by the Secretary of the Treasury as required 
by the act of March 8, 1938 (15 U.S.C. 718a-4). 

Interest on borrowings from the Treasury (and on 
capital stock) is paid at a rate based upon the average 
interest rate of all outstanding marketable obligations 
(of comparable maturity date) of the United States as of 
the preceding month. Interest is also paid on other 
notes and obligations at a rate prescribed by the Com- 
modity Credit Corporation and approved by the Secre- 
tary of Treasury. 

The Department of Agriculture and Related Agencies 
Appropriation Act, 1966, made provision for terminat- 
ing interest after June 30, 1964, on the portion of the 
Corporation’s borrowings from the Treasury equal to 
the unreimbursed realized losses recorded on the books 
of the Corporation after the end of the fiscal year in 
which such losses are realized. 

The computation of the transfer from interest-bearing 
to non-interest-bearing capital is (in thousands of dol- 
lars): 





Item 1979 actual 1980 estimate 1981 estimate 

Realized deficit not previously reimbursed, start of 
BON a Shiva Akash eaesecunoassasvobuvcsbusadscvcessatbencontiatevcae 4,047,089 6,356,076 5,051,036 
Less appropriations fOr y@ar..........sssccscsssseecssssseeseessee 990,900 3,056,189 3,299,887 
Total non-interest-bearing, end of year........ 3,056,189  3,299,88 1,751, 49 





On the basis of the budgetary assumptions, the esti- 
mated requirements indicate no need for an increase in 
borrowing authority. Since there are so many uncon- 
trollable factors involving crops which have not even 
been planted, it must be recognized that estimates are 
highly tentative. 


POSITION WITH RESPECT TO BORROWING AUTHORITY, END OF YEAR 


{In thousands of dollars] 





























/tem 1979 actual 1980 estimate 1981 estimate 
Statutory borrowing authority ..........cccccsssesccsssseesseees 20,000,000 20,000,000 20,000,000 
Deduct: Borrowings from TreaSUty.....cnus:nnsennn 13,926,516 11,980,819 9,599,073 
Total statutory borrowing authority in use 13,926,516 11,980,819 ~ 9,599,073 
Net statutory borrowing authority available............... 6,073,484 8,019,181 “11,400,927 





Note.—Accounts payable, accrued liabilities and other outstanding obligations not reflected on this table do not become 
charges against the statutory borrowing authority until they result in borrowings from the Treasury 

Contract authority.—Support and other programs re- 
quired by statute may result in the Corporation incur- 
ring obligations in excess of available funds and borrow- 
ing authority. Such obligations are liquidated from sub- 
sequent appropriations and other funds which may 
become available to the Corporation. Any increase in 
obligations in excess of available fund resources is re- 
ported as contract authority in the year involved; a 
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decrease is reported as the application of appropriations 
and other funds to liquidate the authority. The budget 
reflects none in 1980 and 1981. It is estimated that 
unobligated balances of authority to borrow will 
amount to $5,707 million at the end of 1980 and $8,675 
million at the end of 1981. 

Appropriations.—Under section 2 of Public Law 8/- 
155 (15 U.S.C. 713a-11), annual appropriations are av. 
thorized for each fiscal year to reimburse the Corpora. 
tion for net realized losses incurred as of the close of 
each year. 

The realized losses for 1979 subject to reimbursement 
were $3,299.9 million, and the prior cumulative losses 
not yet appropriated for were $6,356.1 million at Sep. 
tember 30. An appropriation of $3,299.9 million in fiscal 
year 1981 would fully reimburse the Corporation for its 
unreimbursed realized losses through September 30, 
1979. The special activities are financed as indicated in 
the program descriptions above. In addition to certain 
reimbursements from other agencies, appropriations 
are made for the National Wool Act (see above) and for 
foreign assistance programs (see p. 123). 

Deficit.—The net realized losses of the Corporation 
have previously been reimbursed as follows (in thovw- 
sands of dollars): 


SUPPORT AND RELATED PROGRAMS 


Realized losses, 1933 to 1979, inclusive..............csesese 
Reimbursements by the Treasury: 
Reimbursements of realized losses: 








Appropriations (32 times) .........ccc.sscccssecsseessseceesee 57,848,679 cesssssssste 
Note cancellations (6 tim@s) .........ccsssecssessseesseeesees 2,697,807 
Less dividends paid to Treasury (4 times)............. ti 138,209 

Total reimbursements for net realized losses st 60,408,277 he 

Other reimbursements: Ve aeke 

Appropriations (2 times) .......sc..ssssccsssssesesensessssseessssseees 541,916 
NOTE) CARCEN ATION (1 MEME) ois suscoscossazesnnessonsayegsovsssseresse 36,239 
Total other reimbursement ..........c:scsscssessesseseeseeseeseese iy 998,155 
Reimbursement for costs of special milk (net)...............0. : 177,032 





Realized deficit as of September 30, 1979, support and 
FOIAOU PODIAIN Ss, kids tuansncuetsadiciaes casiatacatonee 


SPECIAL ACTIVITIES 


Realized losses, 1948 to 1979, inClusive..........c...cccssseessveees 

Excess amounts appropriated to reimburse cost of spe- 

AIMARTIVINOD ce oeisccsctcete atacnstrteee Acestcctechvesssatcaatdelisecpd ©. Woskdausnecsbowseyssstas 352,68 
Reimbursements by the Treasury: 


Appropriations (32 times)..........ssscccsssesesssseccssseeessees 32-844 320°. cette 
Note cancellations (4 times) ..........ssscccsssseccsseescssneees 936,518 sven 
Total reimbursement ...........ccsssessseecseessessseseseesseeens sateoeneaansonsnunn 33,380.84 

Realized deficit as of September 30, 1979, special activi- + , - 
GS, SSRN oa ee A eR 4 


Capital and deficit, special activities.—Advances to| 


the Corporation in excess of costs incurred, and costs 
incurred in excess of advances received are shown II 
the following table (in thousands of dollars): 





Defi 
Incr 

ft 
Othe 




































































































. —Conti 
\R 18 pppARTMENT OF AGRICULTURE Darr | I ae teeters 145 
_— Excess of funds held by CCC Deficit requiring subsequent funds 
udget — ne : a RS GINC TENDS 5 
l os 1978 actual 1979 actual 1980 estimate 1981 estimate 1978 actual 1979 actual 1980 estimate 1981 estimate 

il Foreign assistance programs: Public Law 480: 
Ma Titles | and Ill: Sale of agricultural commodities for foreign 
58,676 currencies and for dollars on credit terms ..........c:soe. 332,724 243,552 ON eas VAS ee Ee ee eee 
Title ll: Commodities supplied in connection with dispos'- 
w 8i- PORTO iris oy, fesse cictess adi ethacsstidasssdsteisonareiniortncaces 1. IM ee ae 
re al: ee esi aaa oss Dstsntsscescinos 522,688 352,686 TOI i ic sic cca lg tall ng alan ence 
yr ‘ — = = ————<——<—— — — ——— = = — — — ee on 
sic Deficit financed by CCC or excess funds held (—) (MOmadd).  oeccsececccsssessse — ssssececcssnsescsssse —ecessnuescesssneeses — sansssecesnueeeesenee (—522,688) (—352,686) (—24,070 
mS Increase or decrease (—) in amount owed by general fund 
NN Me aR PREETI (INERMEL sccrccistycscsaserasicprace 4 peowccsrcetsscstnevas.  acesigaecteaar guile” weeaeetermen a “spear (—114,646) (170,002) (328,616) (24,070) 
ement Other programs: National WoO! ACt............sssssscssseccssesee + essennseneovnns sen svseeneoeneene_sunsonnnsnnennnes eiiesensiaaee 33,038 39,421 36,886 40,421 
eo i sa aaa 522,688 352,686 ROO cise 2! 33,038 39,421 36,886 40,421 
| ED). —— = — — — = = = ~ ————— = — 
. fiscal 
= ; Revenue and Expense (in thousands of dollars) 
ited in 1979 actual 1980 estimate 1981 estimate 
ertain Support and related programs: 
I a ct ccnctecueaceneoetamnnprnsmnecnsaoninarsamernbemeeeeooon ae 1,138,222 1,445,872 1,429,209 
ind for Tact nner ate Ty Sarre Sst EAE E29. .cuncncsoncosuassucsnsnvansnncaaatas duusSdancaspcogasiaedosSachencaeceani 4,438,109 3,197,021 3,409,571 
watien NINE Nah ITN OG isc cefecanctecesusssosdoasiiia Suess csinesssbobaada MOR uS OER toe clark ee — 3,299,887 — 1,751,149 — 1,980,361 
thou- Increase (—) or decrease in provisions for losses (unrealized) : rie eee 
PNM NRRL IN SEMEN co \ 6556s 0st ocracacansecsbnceasscbve pies ake da uence acs onUaias Cusseta AEA Seascale — 122,522 10,006 27,128 
RNR ITNT RCA UTMNRN PESO 8022s, c5 chou ttc d chro age ta cyl caxesio iaVSNRcshoAXgasbvshitgndtebnsecsn Scns unseen ccs Edi a ciohaeeee — 32,197 2,886 — 1,377 
rOsRMe ATTN Gras CRMSEIMMIURD Fo 22535 caos EVAR an OR soto Scena aS E SANA GONG Wah AANa bain aE ERR ITE — 1,882 nh FSi 
57 530 51 Net loss for the year, support and related programs ...........c:..cssssscscssssecsssssseeeessssssecsssssesesssusccesssneeeessssecessssseessssnscessesueeseessnecss — 3,456,488 — 1,738,259 — 1,954,610 
a Special activities: : < 
eee ae Ng, RECN ON snisusaaisndoneéelanhubaicdriusoioniocus ankanhipsbodeboesbibssosepoavicnsspoousce : 398,501 436,000 462,000 
Received from appropriations: decrease in unearned receipts..........cccssssssseccsesesssssssssseeesessenussssssssseeseesesessussssssnseeeeeeesnssusnnssseseeeeeey 170,002 328,616 24,070 
a aerate ervO I MCN PTNM Re PORETTs ws SMrmRSSAN Gp EeSo aT cic ceuaens cusses cas cuacisehcnadecoshassseneni@eason ac odo dened diaastaddocdstiessicestacaaceealnectabate 968,503 764,616 486,070 
ee RUMI Pee STORIE EI 255 ccna Aap Var aang cns cb dni GascubtasbLanbbadouacave scans cdaamasceedaabvedutoes 1,413,824 1,544,978 1,655,421 
ee Se PUNanOe WOUND NAT GEMINI ssc ssscconeiensnnscecenseensuntoounnionionemee See thee a tre ~ $45,321 — 780,362 — 1,169,351 
ail ee aha — 4,301,809 —2518621 —3,123,961 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 estimate 1981 estimate 
Assets: 

; Drawing account with Treasury 5 — 49,175 — 131,553 — 131,553 — 131,553 
63560 Investment in agency securities 23,214 17,214 11,214 5,214 
Ta Accounts receivable: Support and related programs (net of provisions for l0SS€S)...............sssssssesseesssssneeeeee ) 185,741 233,811 233,810 233,810 

Selected assets: Support and related programs: 

33,067,575 Agricultural commodities for sale, net of provision for lOSS@S................sssssssccsssssesecsccsssssssescccssssuneesseeeeennees 851,881 862,539 833,915 755,814 

; RTRs ace ee ae 22h, cscichcccnsabenieusszacteatcaessaiadbavtnessassctcansnassgsobetndent 246,427 94,475 94,475 94,475 

352,68 Sere TA ROBE IMMS TRI AMIN: CARRIE DOS et ee, sSacehcecctcnlcscosecia ies MUN CRs ct cee tsrasnnssot dni Ubcncrieensnnondessgngehsevens 82,950 68,149 68,149 68,149 
Acquired securities and collateral, net of provision for lOSS@S .............cssssssssscccssssseesseeessssnneeesesessunneeessecsssnnanesees 7,000 FOIE i. cscuccescensdeidiceincce sire cecceen aerate 
assent Interest in amounts due from foreign governments and private trade entities under Public Law 480............. 9,971,996 6,604,035 7,282,626 7,897,646 
ss Loans receivable, net of provision for losses: : 
3 380 Commodity and storage facility loans (held by Commodity Credit Corporation) ............sssssssssssessssee re 5,027,489 5,175,255 4,982,275 5,081,412 
Bs Loans to other Government agencies... 6,031 2058, hc ee cane 
SRNR U CTU GAMENET sc orca che ee cs cscc cet assa et ec coucasconcansnsnnnnestiqeapiasgsosassvdndah Oaasinss ceca . 2,203,586 2,617,272 é 1,977,276 D2 813,725 
=| I ieee AIR i. cssctscrnondidSaMblAnt scoters. eto, 14,557,143 15,950,228 ‘15,352,187 14,818,692 
Liabilities: ; c = <7 
es to aden 
4 costs Current liabilities: 
Ee INN PU NR IONNNS 5 ecucapbatscoons OPER tr vepdck ied haetnndnicrSoocecccovsss ess 968,944 1,306,756 1,383,972 1,299,531 
own In Deferred interest in amounts due from foreign governments and private trade entities under Public Law 
NMR et eae CaaS, cscs Lice Seis decaussvncndscboobsuiSSspib ssi ssns CER Siena 5,971,996 6,604,035 7,282,626 7,897,646 
Debt issued under borrowing authority: Borrowing from TreaSUry ..........cccscocesssssssssseesssssnssesunseenseenssen 11,261,307 — 13,926,516 ira 11,980,819 — 9,599,073 
Bai Cac csta eh OM UNL: SATA LLG oN: Sat RAS IAA sannei ss SPURS oats Sten ssoonantcs 18,202,247 21,837,307 20,647,416 __ 18,796,250 





310-100 0 - 80 - 10 
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Public enterprise funds—Continued 
Commopity CREDIT CoRPORATION Funp—Continued 


Financial Condition (in thousands of dollars) —Continued 


1978 actual 


Government equity: 
Obligations other than liabilities: 


1979 actual 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198} 


1980 estimate 


1981 estimate 













































































































Support and related programs: Other COMMItMENES..............cccossssssssssssssssseessssesseessessnssssnsnnnssteeesececeeenenennnney 2,004,013 540,789 929,817 425,587 
Special activities: Letters of commitment for Public LaW 480...........ccsssssscesssssssssssssssssssesesenmnne 163,198 102,651 111,905 107,644 
MOVtel ODA ANIONS OUVET UNG AMNIITIGS. ....scenscadersctedadoeesosbsnsocecccncooccussoocosogboocsdorsressesssseseessosestncssvslabapbasnstes 2,167,211 643,440 1,041,722 933,232 
Unobligated balance ...............:s:scscscsccesesseeesssees ESAS etittrvtn pissiiae bsvetecotneeMlncebtsides tcalbssronensoebint 508,745 4,337,235 5,706,958 8,675,635 
Undrawn authority to expend public debt receipts and contract authority ............ssssssssssssssssssssssesessssssssssssneesesss — 3,238,693 — 6,073,484 — 8,019,181 — 10,400,927 
BUREN OMIM N GAL cm. ryt Aaah asap tet trh so fh Ldbnasczasn the ghasus lo SetlapastdanetndbesesdDcAlteesdquonnn —3,082,370 = —5,194,270 —4,024,726 —— — 2,785,496 
MECVTIN NOOVUOTAMIVOTILS EAHENTEY 22s SosstesesscfesatstectssegczteiccsttatanssbaascstavnsnesksonobancsbocossbebensonSboessoobosonnooosoacedbveessvade — 3,645,104 — 6,287,077 —5,295,228 —3,977,556 
Analysis of changes in Government equity: 
Support and related programs: Interest-bearing capital (capital stock balance) ..............sssssssssscsssssusessesssnsussessesssssseeseesssnnnseesesssnssecs 100,000 100,000 100,00 
Special activities: Non-interest-bearing capital: 
SURGE MEMS cestsCore hess str ate bssncs boomer ma atadie icte states Eh Uk cwntcasabescascdetOhcbelcadedcedsbe kasccsescavnundepseasbopusnsnsenssnesaoponsenyoponscede 522,688 352,686 24,07 
Change in unearned receipts from appropriation... — 170,002 — 328,616 — 24,07 
ETM OBE se Geens teas ee OES A Serer mR reat ores op ctceccocth bode Ste ePosetalsucc sce ntsscncsesscbcthevsnsesabut a TosebaakgsSvbssndeitebaassscoesl6ptoshis 352,686 DONO cssiscccssrmeccene 
veo MOMRINTEa PaPNE SPEAR Seether 17 cstv Pats OOaeeuOa Tn sss csibe Sapo desssnoss tayo anes ik saves cicoessaacaabosancnssctuovonscensbosersosctatanersberdonndOosesttotasent 452,686 124,070 100,00 
Support and related programs: Analysis of deficit: 
Deficit: Start of year — 4,234,754 — 6,700,342 — 5,382,412 
Net loss for the year... — 3,456,488 — 1,738,259 — 1,954.61 
Appropriations (net): Reimbursement for net realized losses 990,900 3,056,189 . 3,299,887 
Deficit: End of year: 
HRN yeaah Sine Soetys FEOMTE So Wessun suuccsgesgurcoess tases onsau yaniv sonbauasspepsnvnanessovdsnsadastbovnoannngpesooderetacesertoseasvevsnagss — 6,356,076 — 5,051,036 —3,731,51 
POW OMADIN she ccc scesccasten MR OaN ee Ess cscs oats suabsetati altel ucbasta tts cLosbsdssbeeCoeedaty eee busccussccascasiacaveeaneaa Tisst nat ebicbebioabent — 344,266 = 331,375 — 305,624 
Total deficit, end of year, support and related programs .............cccssscssssescsssecsssscssssesssssesssueessseesssseessusessueeessseessneensneeesiee — 6,700,342 — 5,382,412 — 4,037,135 
Special activities: 
Analysis of deficit: 
Deficit, start of year, realized — 33,038 — 39,421 — 36,886 
Net loss for the year ...........sss... — 845,321 — 780,362 — 1,169,351 
Appropriation: National Wool Act 33,038 39,421 36,886 
He raa una aS IN DATION MANOR UNDOING 2 5059 5.55 9.5 5c cous aceccaadasastchcvedbaiugstocasbessetibvcDbonvvscdsovsnesecsusdbonvscssesansansscsibuctbestoseneey 805,900 ___—TB AT 6 1,128,930 
DGTICHE, CONT OF HOAs TROGMEENL, SINOUIN OLIVITICS....s5ccccncesccecoseconvsnsssvoosconsbussstsecbonssaeeneabsje>eoBtvonusbt)Subeeaetb odesdrech dav fletessonssaensessiecs — 39,421 — 36,886 — 40,421 
Hal eet, ig Cn CaM nner nn 6,739,763 —5,419,298 — —4,077,58 
ULE RR IPNT WITTEN MU SRR ENMD SNOT 55225552 ves susp acs slawsasud i vovcvncrescpusuaasesasataascuvavebssbedisaannnvisceestesoenertatligeicacetin — 6,287,077 5,295,228 3,977,556 
. Po i addition to obligations other than liabilities, the Corporation does not reflect in its accounts claims by the Corporation on which adequate proof has not been 
establisned. 
Object Classification (in thousands of dollars) 94.0 Change in selected resources......... — 1,527,915 464,133 — 586,591 
Identification code 12-4336-0-3-351 1979 actual 1980 est 1981 est 99.0 Total obligations... 10,529,614 12,221,325 9,572, 7a 
22.0 — Transportation of things.................. 249,190 289,771 354,236 Commopity CrepIT CoRPORATION FUND 
25.0 Other services ...............00e 163,180 174,940 178,364 | eee 
Storage and handling 319,867 316,640 283,664 (Proposed for later transmittal, proposed legislation) 
26.0 — Suppli ials: 
“" pothce Foe ow ee Program and Financing (in thousands of dollars) 
a assistance programs... de vate rb Identification code 12-4336-2-3-351 1979 actual 1980 est 1981 est 
31.0 Equipment .....cncnn a 1,411 2,000 2,000 ‘ eal ' 
33.0 Investments and loans 6,103,844 5,043,788 + —-4,335,990 rogram by activates: ape 
41.0 Grants, subsidies, and contribu- 10.00 Indemnity costs  (costs—obligations) ap 
Riana i ge cukue aut 1,964,829 425,072 912,041 PORNBCUICUNSE AALS) io eter pment net ea Oe ce 116, 
43.0 Interest and dividends 1,030,588 1,130,834 1,021,712 Financing: 
93.0 Administrative expenses (see sep- Offsetting collections from support and re- 
arate SChedUIe) ..........sscssssseee 49,434 50,700 49,814 lated programs: 
14.00 Non-Federal sources (62 stat. 1070): 
Total costs, fUNdED....nn 12,057,529 9,757,192 9,359,330 DFONTMUM ID ITROONTNG esti vacsa kcsrivinscechcessveve. -” avacsvasbusaieeat.”” © porsaveoaeneoale — 120,000 
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94.47 Unobligated balance available, end of year: 














MURA DNNUIN cccleh tcsetertekaktccscccees ~secherenssbdoctce ~vaedSbtdbatican 3,390 
SI MMIIRN ssssssssssispsvsssisissosivas:  ncctpeeiiveess! ‘idelebaaladeegs 2 (nde casees 
Relation of obligations to outlays: 
Support and related programs: 
PN OOr, cr CRIMEA PRCT TC, 90 Usscascsssosesosssssssecne:_.. ivaySiaaniacs) Wa ziaoumaueoens —3,390 
90.00 NOMI ocak sea ac aa a ccec Rid tatactan SO GE Gabiicaesseee UO Wiceineceigaes — 3,390 





Legislation is pending for a nationwide all-risk crop 
insurance program, which would necessitate an in- 
crease of $116,610 thousand in CCC obligations and 
would result in a decrease of $3,390 thousand in outlays 
in 1981. The outcome of this legislation assumes appro- 
priations to FCIC for all operating costs, that premium 
income and indemnity payments would be handled 
within the CCC funds and that CCC disaster payments 
will be extended for the 1981 crops. However, for the 
1981 crops, producers may elect disaster payments or 
crop insurance, but not both. 

Commopity Crepit CoRPORATION FUND 


(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 


























identification code 12-4336-2-3-351 1979 actual 1980 est 1981 est 
Program by activities: 
Support and related programs: 
Operating costs, funded: 
Storage, transportation and other 
COSTSHIMOEMMCHINIO ADVE. iccsas icici sessssccincscadde.  dbesessecussesee 7,160 
Interest: TreASUTY ..........cccsseesseessseeesees sevteneognounn saeenetesctensn 10,560 
Total program costs, fUNGEd..........  cesssseecsssese  sesssssesesseeee 17,720 
Change in selected resources (commit- 
DR ee ee vN Adis cithcek 5 edscatdiins 344,740 
10.00 Total obligations 362,460 
Financing: 
24.47 Unobligated balance available, end of year: 
Re eas tiese waitin _ 362,460 
SPUMMNNE MEINE SL oecc,Rickacsictdain || Litcepsdsscareres. “ICR Wiadesectblel "SoenReasnancdseb 
Relation of obligations to outlays: 
TWD TROMTTROMEURCANTENS TVR cscteccccsetscccoccocosoyeoces  scoscceaccacoctee’  ctesesvsesesnates 362,460 
90.00 cree Th iid foocissi lar nsnsicipsssitl 362,460 





Legislation is pending to establish a Food Security 
Reserve which would necessitate an increase of $362,460 
thousand in CCC obligations and outlays for 1981 for 
purchases, storage, and interest costs. 


Object classification (in thousands of dollars) 














Wentitication code 12-4336-2-3-351 1979 actual “1980 est 1981 est 
25.0 Other services—storage and handling......... 7,160 
43.0 Interest and dividends................ aaa 10,560 
Total costs, fUNded..............ssss0ceeeseee 17,720 
940 Change in selected reSOUrces *.......c.c.: 344,740 
98.0 MIEMENNS ite cn feuics |. Wasiiedectaon’.  easccampee 362,460 





" Includes inventory changes. 





LIMITATION ON ADMINISTRATIVE EXPENSES AND Direct LOANS 


Not to exceed [$50,700,000] $53,600,000 shall be available for ad- 
_ ministrative expenses of the Commodity Credit Corporation: Provided, 
La That this authorization shall be available to support [the Office of] 


the General Sales Manager [which] who shall work to expand and 
strengthen sales of U.S. commodities in world markets (including 
those of the Corporation) pursuant to existing authority (including 
that contained in the Corporation’s charter), and that such funds 
shall be used by the General Sales Manager to carry out the above 
activities. The General Sales Manager shall report directly to the 
Board of Directors of the Corporation of which the Secretary of Agri- 
culture is a member. The General Sales Manager shall obtain, assimi- 
late, and analyze all available information on developments related to 
private sales, as well as those funded by the Corporation, including 
grade and quality as sold and as delivered and shall submit quarterly 
reports to the appropriate committees of Congress concerning such 
developments[: Provided further, That none of the funds in this Act 
may be used to carry out an Export Credit Sales program in excess of 
$2,200,000,000 in fiscal year 1980]: Provided further, That not less 
than 7 per centum of this authorization shall be placed in reserve to 
be apportioned pursuant to section 3679 of the Revised Statutes, as 
amended, for use only in such amounts and at such times as may 
become necessary to carry out program operations: Provided further, 
That all necessary expenses (including legal and special services per- 
formed on a contract of fee basis, but not including other personal 
services) in connection with the acquistion, operation, maintenance, 
improvement, or disposition of any real or personal property belong- 
ing to the Corporation or in which it has an interest, including 
expenses of collections of pledged collateral, shall be considered as 
nonadministrative expenses for the purposes hereof: Provided further, 
That none of the funds in the Act may be used to carry out a 
program of loan guarantees by the Corporation for the production 
and marketing of industrial hydrocarbons and alcohols from agricul- 
tural commodities and forest products in excess of $500,000,000: Pro- 
vided further, That during fiscal year 1981 and within the resources 
available, gross obligations for direct loans are authorized in such 
amounts as may be necessary to carry out the purposes of the Storage 
Facilities Loan program (15 U.S.C. 714(bh) and the Commodity Loan 
programs (7 U.S.C. 1421 et seq.). (7 U.S.C. 1701-10; 15 U.S.C. 714-7 14p; 
31 U.S.C. 841, 846-852, 866-868; Public Law 96-108, making appropri- 
ations for Agriculture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


1981 est 























1979 actual 1980 est 
Program by activities: 
Support, export, and related activities (program 
REDE TANNIN aid acdc cinetcadiccingisnsteetes 49,566 50,700 49,814 
Change in selected resources (undelivered 
hb nacico ects sesdechasdancceieceer esate — 132 seveeenennnene_ suneennennent 
TON ONS oisoceciccsicrcscaenncecrce 49,434 50,700 49,814 
Financing: 
Unobligated balance lapsing ...............ccsssessseccseeees OO cise, eee 
Reserve for CONMtINGENCIES................ccsssecccssssecccese —sesssssess wresee_sxeesaeneute ea 3,786 
RR oss cheenis Sara 50,100 50,700 53,600 
Object Classification (in thousands of dollars) 
Identification code 12-4336-0-3-351 1979 actual 1980 est 1981 est 
ALLOCATION ACCOUNTS 
Personnel compensation: 
11.1 Permanent positions............c...ssseesssecsses 24,608 27,168 27,275 
11.3 Positions other than permanent 1,656 2,026 2,027 
11.5 Other personnel compensation................ 260 485 485 
Total personnel compensr . 11............. 26,524 29,679 29,787 
12.1 Personnel benefits: Civilian................. 2,510 2,845 2,854 
21.0 Travel and transportation of persons. 1,954 1,641 1,729 
22.0 — Transportation of things.................... 245 194 228 
23.1 Standard level user charges .................sss00 1,320 1,377 1,242 
23.2 Communications, utilities, and other rent... 5,535 4,837 4,665 
24.0 — Printing and reproduction 449 377 366 
25.0 Other services ................. 8,209 7,483 6,792 
26.0 Supplies and materials...... 2,566 2,233 2,113 
SH: CRIN csstissoectecnscstcccacssa coca 122 34 38 
93.0 Administrative expenses included in sched- 
ule for funds aS 2 WHOIE...............0-00ee —49434 —50,700 — 49.814 
99.0 NOONE rcticiccicuattadate peek ner acetlamtens "> eaetecmeamas 
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LIMITATION ON ADMINISTRATIVE EXPENSES AND DirEcT LOANS— 
Continued 






















Object Classification (in thousands of dollars) —Continued 
Identification code 12-4336-0-3-351 1979 actual 1980 est 1981 est 
Obligations are distributed as follows: 
Agricultural Marketing Service.................sssesssssee 2,416 2,981 3,073 
Agricultural Stabilization and Conservation Serv- 
OD 2D PSs AS, SEO Aa sdoreticess BONS CS. 42,921 42,878 41,702 
Foreign Agricultural Service—General Sales 
MANN ch ccratcus wade. de LAT et 4,097 4,841 5,039 
Personnel Summary 
ALLOCATION ACCOUNTS 
Total number of permanent positionS..................0+ 1,195 1,219 1,217 
Total compensable workyed'S.............:ssssesssseecsnseen 1,398 1,440 1,440 
Full-time equivalent of other positions.................. (227) (293) (293) 
Full-time equivalent of overtime and holiday 
NB cil ravacavopneteeahaaitioy (19) (19) (19) 
A Ey RIN os Sodcayhstins sd encdeasrensbaa ogee F haan) pancbain octbassees $50,096 $50,096 
POD a OTD 85s prycereons rds cienrserrsoeosrinr niet 9.34 9.35 9.35 
Ran eS SUA fanct sasues fa slanrbersivcessoyoo econ oe $20,211 $22,558 $22,598 
Average salary of ungraded positions ................00e $15,848 $16,957 $16,957 








RURAL ELECTRIFICATION ADMINISTRATION 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For administrative expenses to carry out the provisions of the 
Rural Electrification Act of 1936, as amended (7 U.S.C. 901-950(b)), 
and to carry out a loan and loan guarantee program for Community 
Antenna Television facilities as authorized by the Consolidated Farm 
and Rural Development Act (7 U.S.C. 1921-1995), including not to 
exceed [$500] $7,000 for financial and credit reports, funds for em- 
ployment pursuant to the second sentence of section 706(a) of the 
Organic Act of 1944 (7 U.S.C. 2225), and not to exceed $150,000 for 
employment under 5 U.S.C. 3109, [$26,045,000] $28,051,000. (Public 
Law 96-108, making appropriations for Agriculture, Rural Develop- 
ment, and related agencies, 1980.) 


Program and Financing (in thousands of dollars’ 





1980 est 1981 est 




















Identification code 12-3100-0-1-271 1979 actual 
Program by activities: 
Direct program: 
1. Administration of rural electrification 
DRIER eterecests-ncoieacscasecattoatcnetas 12,603 14,508 14,841 
2. Administration of rural telephone pro- 
DAMN ieat on ocionectansie Reno nin 11,545 __ 12,913 13,210 
Total direct program................0+0 24,148 27,421 28,051 
Reimbursable program: Miscellaneous serv- 
ices to Other ACCOUNTS .......... ..seeecseeeeene : 100 150 190 
Total program costs, funded’ ............ 24,248 27,571 28,241 
Change in selected resources (undelivered 
NG iste iscsSciossns Fan cbeevatsssiassisecans sts OBR est shalvdar nc mapeovteait 
10.00 Total obligations ...............cscsessssesssseees 24,806 27,571 28,241 
Financing: 
11.00 Offsetting collections from: Federal funds... —100 —150 —190 
25.00 Unobligated balance lapsing.................000 BD) Harsesss tis 1) ebdicensnda dt 
Budget authority 0... 25,121 27,421 28,051 
Budget authority: 
40.00 Appropriation .............ceccssseeeessseeeen 25,061 26,045 28,051 
42.00 Transferred from other accor',its 60 Be os caconia 
43.00 Appropriation (adjusted) ................ 25,121 26,165 28,051 





APPENDIX TO THE BUDGET FOR FISCAL YEAR 198) 








44.20 Supplemental for civilian pay 
PIB sisi carissisaissinssiedp a seca 1,256 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............ccssteeneee 24,706 27,421 28,051 
72.40 Obligated balance, start of year... 2,006 2,774 2.232 
74.40 Obligated balance, end of year.................. —2,174 — 2,232 — 2,38 
77.00 Adjustments in expired accounts................. Be Ty SA ae 
90.00 Outlays, excluding pay raise supple- 
MEME Noestciasscaccesonsncree atte: 23,923 26,740 27,866 
91.20 Outlays from civilian pay raise sup- 
BORON aL, .scirz ocaoaceccrnse ye syehcen parities 1,223 3 
' Includes capital investment as follows: 1979, $159 thousand; 1980, $82 thousand; 1981, $90 thousand 
Note.—Includes $120 thousand in fiscal year 1981 for activities previously financed from: “Salaries and Expense 


Farmers Home Administration. Comparable amounts for 1979, $60 thousand, and 1980, $120 thousand, are excluded above 


The Rural Electrification Administration, under av- 
thority of the Rural Electrification Act of 1936, as 
amended, makes insured loans and guarantees loans 
made by other qualified lenders to rural electric and 
telephone borrowers for the purpose of extending and 
improving electric and telephone service in rural areas, 
The Rural Electrification and Telephone Revolving 
Fund, established by Public Law 93-32, approved May 
11, 1973, is the source of financing for the insured 
loans, while the Federal Financing Bank is the primary 
source for the loan guarantee financing. In the electric 
program most of the insured loans are made concur. 
rently with supplemental financing provided by the Na- 
tional Rural Utilities Cooperative Finance Corporation 
(CFC) or some other supplemental financing source. In 
the telephone program supplemental financing is pro- 
vided primarily through the Rural Telephone Bank. 
The Bank utilizes the employees and facilities of REA 
and the Office of the General Counsel on a part-time 
basis without cost to the Bank. Also, under authorities 
transferred to REA from the Farmers Home Adminis 
tration REA will provide loans and guarantees of loans 
for Community Antenna Television facilities. 


In addition, in order to protect the Government’s loan 
security on over $34 billion of outstanding loans and 
guarantees made to borrowers, to assure that construc- 
tion and operation of the electric and telephone systems 
conform to approved standards, and that the systems 
continue to provide reliable service at the lowest possi- 
ble cost to the consumer, REA furnishes business man- 
agement and technical assistance on a regular basis, as 
well as upon special request, to its borrowers. This ob- 
jective is carried out through regulations, personal 
visits to the borrowers, and by training. REA has per 
sonnel in the Washington office and a field staff who 
have expertise in the electric or telephone industry an( 
who are available to assist borrowers in specialized 
areas. 

Object Classification (in thousands of dollars) 


1980 est 










Identification code 12-3100-0-1-271 1979 actual 198] est 
Direct obligations: 
Personnel compensation: i 
11.1 Permanent pOsitiOns...........ccsssssecscsssseees 17,443 19,617 19h 
11.3 Positions other than permanent... 137 154 Ih 
11.5 Other personnel compensation................ 212 282 us 
Total personnel compensation............. 17,792 20,053 20,23 
12.1 — Personnel benefits: Civilian... 1,812 2,075 Ay 
21.0 — Travel and transportation of persons........... 1,403 1,349 
22.0 — Transportation of thingS .........c..ccsssesceon 49 54 
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1981 | DEPARTMENT OF AGRICULTURE a ena me Neder nls one 246 
93,1 Standard level user charges ..............ss 1,036 1,028 1,033 Obligated balance, start of year: 
ae 93,2 Communications, utilities, and other rent... 428 492 541 72.47 PTI ON crepe ME ee 8,692 
24,0 Printing and reproduction.................cssssseeee- 325 384 422 72.98 PON ea nga setae anceuntnid 86 
_ Fe 25.0 Other services................... 1,201 1,621 1,582 73.98 Obligated balance transferred, net... c.eccseccesseeee EE tuto 
Ol | 26.0 — Supplies and materials .. i igated balance, end of year: 
28,051 lies and material 172 165 181 Obligated bal d of 
ZS ME SY ORCHID Es cacesctssacseeccce-sfafnceseoeneesossesesee 388 200 220. = 74.47 Authority to borrow — 8,692 — 26,728 
-2,38 | 419 Grants, subsidies, and contributions............. NO garters |. cacnwaedss 74.98 Fund balance............. —86 —4Q7 
— Total direct obligations................0.. 24,706 27,421 28,051 90.00 DUELS nner petoate ial 4,247 15,797 
27,866 Reimbursable obligations: Note.—Includes $34,000 thousand in 1981 for activities previously financed from: “Rural Development Insurance Fund, 
11.1 Personnel compensation: Permanent posi- Farmers Home Administration. Comparable amounts for 1979 ($5,592 thousand) and 1980 ($34,000 thousand) are excluded 
3 MMR ears foes ke ae incase 86 132 168 above 
— 121 Personnel benefits: Civilian chan vuspanepeuupioadanecse 8 12 16 Status of Direct Loans (in thousands of dollars) 
21.0 Travel and transportation of persons... cesses l l — a ——_— —___— — 
Froese” WE 31.0 EQUIDITICIIE .........nesssesscccnsiesssssocconnnsssscccconnane 5 5 5 Identification Code 12- 4142- 0- 3- 492 1979 actual 1980 est 1981 est 
ded above ey aoe a — ed 
r Total reimbursable obligations Peadaatsies 100 180 _ 190 Position with respect to limitation on 
- al: id pr ae ee direct loans: 
an eee 2, 241 1110 Limitation on obligations: Appropriations... ec. 10,000 34,000 
1200 Obligations incurred, BrOS Een Larne NES —10,000 —34, 000 
ed Personnel Summary — = ie ahs ks SE eae 
and & — = wae — — Cumulative balance of direct leans out. 
and Total number of permanent positions Besta ccevewiuanece 772 778 778 standing: 
reas, ldtal compensable workyears.......... MB cseortcoceeveaeie 723 751 753 AG: CRIS SCAN OR MOU oo et 4,333 
Iving Full-time equivalent of other positions............ donc (17) (18) CIS) 2200 . Dishersemants 2.50 Sk. ee ee Se 4,333 15,666 
Full-time equivalent of overtime and holiday = SS ae ee 
May ee (0) (0) (0) 2900 Outstanding, end Of Year... nnnsennnnnsene —snnetnnnn 4,333 19,999 
ured | Average ES salary Shean $50,113 $50,113 > or 
mary Average GS grade 10.48 10.49 10.49 Status of Loan Guarantees (in thousands of dollars 
vet | Aefage GS Salary $25,914 $26,058 $26,269 shal pees es 
ou. cree Sit oe eee a Fe Position with respect to limitation on loan 
guarantees: 
° Na- Public enterprise fund: 3110 Limitation on commitments: Appropriation... ............... OG et 
s Mitkas Ceateidicaricer Devancmiior Fen S200; CN, OE es — MG. 
*: " For loans to be insured, or made to be sold and insured, under this Caine’ balance of guarantees out- 
a, fund in accordance with and subject to the provisions of the Consoli- standing: 
3ank. | dated Farm and Rural Development Act, as amended, 7 U.S.C. 1928 4100 Chitstanding, Sart OF YOAE sccicccsccsensancs. ncssaniean eS 8,864 
REA | and 86 Stat. 661-664 as follows: Community Antenna Television loans 4200 NeW loan QUATANLEES ...ceccccsccsnesncsnvnesnee  ventsnnrnrnee 8,864 8,864 
-time| under Section 306 of the Consolidated Farm and Rural Development : aoe 
ritin Act, as amended, 7 U.S.C. 1926, $10,000,000, Community Antenna 4900 Outstanding, end Of year..........csssssccesusssese —seseeensseeeen 8,864 17,728 
vine Television loans under Section 310B of the Consolidated Farm and ; el i 
| Rural Development Act, as amended, 7 U.S.C. 1932, $24,000,000. In The Rural development insurance fund was estab- 
Oans sum, during 1981, gross obligations for the principal amount of direct lished October 1. 1972 , 116 of th 
loans shall not exceed $34,000,000. ished on October 1, 19/2, pursuant to section Oo e 
J . a oii . is ' . Rural Development Act of 1972 (Public Law 92-419) 
=- rogram and Financing Sche tule ( (in thousands of do ars) abil approved August 30, 1972. 
true” aticaton ode 12-4142-0-3—452 1979 actual 1980 est 1981 est The Rural communication development fund was 
. oe established pursuant to Secretary’s Memorandum No. 
stems Program by activities: a : ; 
stems Capital investment, funded: 1988 approved May 22, 1979, which transferred certain 
possi: Loans made: financing authorities under the Consolidated Farm and 
ma ROME ONT LVE TUNE scssscscctssvssncssciss.  satoetneletiet 4,333 15,666 Rural Development Act (7 U.S.C. 1921 et seq.) from the 
sae isis cats, fives Farmers Home Administration to the Rural Electrifica- 
is Ob- Interest on borrowings Eke. tase 197 1,243 tion Administration for the purpose of financing and 
esonal a Tat ar administering community antenna television services or 
Total program costs, funded ..... a 4,530 16,909 facilities in rural areas. The fund is used to make or 
S per Change in selected resources (undelivered toe | fi + t talevind 
¢ who orders) 5,667 18,334 ong a evi or community antenna television serv- 
‘ , - ices or facilities. 
TY AM 1000 Total obligatONS.ecuenenenesneonee ornare 10,197 35,243 ae es 
alized oes The objective of the community facility loan program 
1400 Offeote, is to make or insure loans to organizations not operated 
00 Offsetting collections from: Sat ? 
Non-Federal sources: for profit for the purpose of providing community an- 
IMerent PeUendON tick, Sameer ks Ser = 172 1,089 tenna television service or facilities to rural areas com- 
ae : a ble to those in urban areas. These loans are repay- 
4 Budget authorit 10,025 an OO 
oe . er able in 35 years and bear interest not in excess of 5%. 
Budget authority: The business and industrial development loans 
saat 6200 — a ae may be made to organizations organized and operated 
"i Nnsterred from other ACCOUNS...........0.  sssssseeccssseees BN csccteazcciee on a profit or nonprofit basis for the purpose of financ- 
i i Appropriation (adjusted) .....cccc:  snsonsne 10008) oes ing community antenna television service or facilities to 
ie” aan — (7 USC. rural areas comparable to those in urban areas. These 
A(d)) (indefinite)... esses sssseeenssseen ol 25 41H loans are repayable in 35 years and bear interest at the 
Relation of obligations to outlays: cost of Treasury borrowing plus an increment to cover 
HB 7100 Obligations incurred, Net ....c.cc0:su0sue — senemeeene 10,025 34,154 administrative costs. 
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PROGRAM STATISTICS 


{In thousands of dollars] 



































































































Loan level: 1979 actual 1980 estimate 1981 estimate 
RT NNN Tac ccnrssapaeens 3,000 10,000 34,000 
Guarantee Commitments...............c-ssseesssseccssseeens 2,592 CUO ——sssvessetsexapesies 

MOAB sce eats eve aretretalbnstese 5,592 34,000 34,000 
Revenue and Expense (in thousands of dollars) 
1979 actual 1980 est. 1981 est 

Operating income or loss (—): 

IIE deem ttc crvccssisdtsocssanaunraoistoncationrened Lain Abh ce 172 1,089 
PRONE ss Sees Pel Pettis eis ossth es ssnccestciasvbabesviien  Ganscobababaiins —197 — 1,243 
Pet eee TONG UMN sscccrstarertccosessussvsssesasse. ._cpveraacinteidets —25 —154 
Financial Condition (in thousands of dollars) 
1979 actual 1980 est. 1981 est. 

Assets: 

Fund balance with Treasury ............c:ssssssssessseessees 86 407 
Accounts receivable (Met) ........:..cssccsssesssssesssseeens 86 407 
Loans receivable (Met) ............ssscsssssesssssesssseessssees 4,333 19,999 

MUA) CGS 5 viesinsessssssivesssesrsde QeQRG Reamer 4,505 20,813 

Liabilities: 

Accounts payable and accrued liabilities..........0.... cscs 197 927 
Debt issued under borrowing authority: 

Borrowings from TreaSUry........c..ccssssecccssssescssss — sessesssseeseeess 4,333 20,079 

MOA MONAIES vases dassesasceviarésstecssenecstisuqitaas? Cahebiegavcsts 4,530 21,006 

Government equity: 

INUININMES S55 5 ccssasscsscascexstsipaociaw,...\ satsennspdarinies 8,667 27,001 
Unfinanced budget authority 
ESOTOWME. BUUNOERY) sssssscassscissescdosapssscscosseeosend —‘vessotsheboorsnds 8,692 — 26,728 
NN Scars 5ls Sig MS por ABT GR cision, — -ancstrsssceinedeg - eoreesidtvens —452 
Total Government @QUItY.............sccccssseesees — seessesssseeseees —25 —179 
Analysis of changes in Government equity: 
Retained income or loss (—): 
DORM nMaNBa te cst cei LETC fe aces aescansenia’ —25 
Transactions: Net operating loss... —25 —154 
HOSHAD PALAIS saci. stecssactasdh vtcbssccrsssesdsssosstess —25 —179 
Total Government equity (end of year) ...... —25 —179 
Object Classification (in thousands of dollars) 

Identification code 12-4142-0-3-452 1979 actual 1980 est 1981 est. 

33.0 Investments and loans 10,000 34,000 

43.0 Interest and dividends 197 1,243 

99.0 Total obligations 10,197 35,243 








FARMERS HOME ADMINISTRATION 


Federal Funds 
General and special funds: 
RurRAL WATER AND WASTE DisposaAL GRANTS 


For grants pursuant to sections 306(a\(2) and 306(a)(6) of the Consol- 
idated Farm and Rural Development Act, as amended (7 U.S.C. 1926), 
£$300,000,000] $284,000,000, to remain available until expended, pur- 
suant to section 306(d) of the above Act. (Public Law 96-108, making 





APPENDIX TO THE BUDGET FOR FISCAL YEAR 1% 


appropriations for Agriculture, Rural Development, and related age, 


cies, 1980.) 


























Identifi 
Program and Financing (in thousands of dollars) “ie 
Identification code 12-2066-0-1-452 1979 actual 1980 est 1981 est 
Program by activities: 
Rural water and waste disposal grant pro- 
QAM (PFOgraM COStS) .......sreseecrsseeereseee 288,290 301,997 304,165 
Unfunded adjustments to total program 
costs: 
Unfunded depreciation ..............scscsssee a) —3 iy 
Unfunded administrative expense............ —1,294 —1,441 —1,0 
Unfunded accrued annual leave.............. —2 =f ‘ 
Total program costs, funded... 286,989 300,548 307, _—«0 
Change in selected resources (undelivered 
OO) Sie Bijeceh oe akea 4,611 126 —187%, 40.0 
10.00 Total obligations (object class 41.0). 291,600 300,674 284 00 ni 
Financing: 72.40 
17.00 Recovery of prior year obligations........... ARNG iii ee 74.40 
21.40 Unobligated balance available, start of year —128 — 674s" noe 77.00 
24.40 Unobligated balance available, end of year.. me 674 sesernenneen : 90.00 
40.00 Budget authority (appropriation) .. 282,500 300,000 284,000 a 
Relation of obligations to outlays: izec 
71.00 Obligations incurred, Net ...............ssseeceseee 281,954 300,674 28400) Ruy 
72.40 Obligated balance, start of year.............0+ 639,287 632,276 632,40) Adi 
74.40 Obligated balance, end of year...............0+ — 632,276 —632,402  —613,6t . 
77.00 Adjustments in expired accounts................. =ENGEOS Fst | ccc a 
90.00 OUUBYS os cesadicahssoatisstactoons 286,989 300,548 302,78! fing 
acq 

Rural water and waste disposal grant program.—This __ tior 
grant program is authorized by subtitle A of the Consol _ of 
idated Farm and Rural Development Act, as amended 0a 
Development grants are authorized to be made to ass SUP 
ciations, including nonprofit corporations, public ani es 
quasi-public agencies, and certain Indian tribes to fi wit 
nance specific projects for the development, storage, al | 
treatment, purification, or distribution of water or the ‘4 
collection, treatment, or disposal of waste in rural tor 
areas. The amount of any development grant may no of | 
exceed 75% of the eligible development cost of the pro} 
ect. 

The major objective of the rural water and waste - 
disposal grant program is to provide assistance for bast — Am 
human amenities, alleviate health hazards and promote 
the orderly growth of rural areas by meeting the neel 
for new and improved rural water and waste disposi _p, 
systems and meet National safe drinking water ani 306 
clean water standards. Pg 

and | 

GRANT OBLIGATIONS 
Water and waste disposal grants: 1979 actual 1980 estimate 198] estinat — 
PUTER OF EES. ccs8es sass ccosdstussssacaasseaseaace 1,066 1,025 QO) Meni 
Amount of grants (thousands of dollars) ............ 291,600 300,674 284, : 





RurAL DEVELOPMENT GRANTS 


For grants pursuant to section 310B(c) of the Consolidated Farm 
and Rural Development Act, as amended (7 U.S.C. 1932), $10,000,000. 


(Public Law 96-108, making appropriations for Agriculture, Ruri 


Development, and related agencies, 1980.) 
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DEPARTMENT OF AGRICULTURE ae a” See 
Program and Financing (in thousands of dollars) Change in selected resources (undelivered 
ae a NSE ics nists scares 730 — 130 — 1,600 
fication code 12-2065-0-1-4 
wait ce pacha! __‘Wevest_188l est 10.00 ‘Total obligations (object class 41.0). 5,000 —-7,000 5,000 
Program by activities: Financing: 
Business and industrial development grant 40.00 Budget authority (appropriation)........... 5,000 7,000 5,000 
program (Program COStS) ...........ssseeeee 11,337 12,508 12,132 — 
Unfunded adjustments to total program Relation of obligations to outlays: 
costs: 71.00 Obligations incurred, net ...................secssee 5,000 7,000 5,000 
Unfunded depreciation ..............::.sessseee0 —|! —] —1 72.40 Obligated balance, start of year oe: 5,000 5,730 5,600 
Unfunded administrative expense... —§23 —614 —606 74.40 Obligated balance, end of year.................... —5,730 — 5,600 — 4,000 
| leave .........02... = = a 
a en ore ee : : SR elie ee aarti 4270 —*7;,130 6,600 
Total program costs, funded............. 10,811 11,890 11,522 = 
MNS) ~~ 81-1899 ~~ 1522 + Rural development planning grants.—Rural develop- 
at ment planning grants are authorized by section 
10.00 Total obligations (object class 41.0) . 10,000 10,000 10,000 306(a\(11) of the Consolidated Farm and Rural Develop- 
Financing: : i 8 ment Act, as amended. They may be made to public 
40,00 Budget authority (appropriation) ........... 10,000 10,000 10,000 bodies or such other agencies as the Secretary may 
Relation of obligations to outlays: select to prepare comprehensive plans for rural develop- 
71.00 Obligations incurred, Met ............sssssecsseeesnne 10,000 10,000 10,000 ment. 
72.40 Obligated balance, start of year... 22,991 21,696 19,806 The major objective of the Rural development plan- 
74.40 Obligated balance, end of year...... —21,696 —19,806 — 18,284 ning grant program is to achieve a more efficient co- 
71.00 Adjustments in expired accounts................. SNR, ~ cstinsceievesi a” shebeeesctetesevto : c : , 7 
_ ordination, application, and targeting of Federal and 
90.00 RAIN Seccret oie sscssccssssosscsssseecsseoscsoes 10,811 11,890 11,522 non-Federal rural development policy management ac- 





Rural development grants.—This assistance is author- 
ized by section 310B(c) of the Consolidated Farm and 
Rural Development Act, as amended. Farmers Home 
Administration provides rural development grants as a 
stimulus to facilitate the development of business and 
industry. Grants are made to public bodies to assist in 
financing industrial sites in rural areas including the 
acquisition and development of land, and the construc- 
tion, conversion, enlargement, repair or modernization 
of buildings, plants, equipment, access streets and 
roads, utility lines, parking areas, necessary water 
supply and waste disposal facilities, refinancing, serv- 
ices, and fees. These grants may be made in connection 
with community facility loans or business and industri- 
al loans made under the Rural development insurance 
fund. Grants are limited to communities having popula- 
tions of 50,000 or less with priority given to communities 
of less than 25,000. 


GRANT OBLIGATIONS 


1979 actual 1980 estimate 1981 estimate 
Rural development grants: 
MMM ORI GTONNUG sce ciciscissionbopocseadcdSoondenssOSSc 176 164 153 
Amount of grants (thousands of dollars) ........... 10,000 10,000 10,000 





RurRAL DEVELOPMENT PLANNING GRANTS 


For rural development planning grants pursuant to section 
306(a\(11) of the Consolidated Farm and Rural Development Act, as 
amended (7 U.S.C. 1926(a\(11)), [$7,000,000] $5,000,000. (Public Law 
96-108, making appropriations for Agriculture, Rural Development, 
and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 














Wentfication code 12~2068-0-1-452 1979 actual 1980 est 1981 est 
Program by activities: 
Rural development planning grants (pro- 
RCOMS) Asa etiiiriagtsaienciticn 4,820 8,093 7,399 
Unfunded adjustments to total program 
costs: 
Unfunded depreciation ........................... —|1 —1 —1 
Unfunded administrative expense. —547 —960 —196 
Unfunded accrued annual leave............... —2 —2 —2 
Total program costs, funded.............. 4,270 7,130 6,600 


tivities, which would also promote the orderly growth of 
rural areas. 


GRANT OBLIGATIONS 


1979 actual 1980 estimate 1981 estimate 

Rural development planning grants: 
WUE ONT ON ccess cance cscasecasscostcasckscaovsoore 169 215 140 
Amount of grants (thousands of dollars) ............ 5,000 7,000 5,000 





SALARIES AND EXPENSES 


For necessary expenses of the Farmers Home Administration, not 
otherwise provided for, in administering the programs authorized by 
the Consolidated Farm and Rural Development Act (7 U.S.C. 1921- 
1995), as amended; title V of the Housing Act of 1949, as amended (42 
U.S.C. 1471-1490h); the Rural Rehabilitation Corporation Trust Liqui- 
dation Act, approved May 3, 1950 (40 U.S.C. 440-444), for administer- 
ing the loan program authorized by title IIIA of the Economic Oppor- 
tunity Act of 1964 (Public Law 88-452, approved August 20, 1964), as 
amended, and such other programs for which Farmers Home Admin- 
istration has the responsibility for administering, [[$230,518,000] 
$246,677,000, including [$1,693,000] $7,815,000 for the coordination 
of rural development activities as authorized by section 603 of the 
Rural Development Act of 1972, together with not more than 
$3,000,000 of the charges collected in connection with the insurance of 
loans as authorized by section 309(e) of the Consolidated Farm and 
Rural Development Act, as amended, and section 517(i) of the Hous- 
ing Act of 1949, as amended, or in connection with charges made on 
borrowers under section 502(a) of the Housing Act of 1949, as amend- 
ed: Provided, That, in addition, not to exceed $500,000 of the funds 
available for the various programs administered by this agency may 
be transferred to this appropriation for temporary field employment 
pursuant to the second sentence of section 706(a) of the Organic Act 
of 1944 (7 U.S.C. 2225), to meet unusual or heavy workload increases: 
Provided further, That not to exceed $1,000,000 of this appropriation 
may be used for employment under 5 U.S.C. 3109. (Public Law 96- 
108, making appropriations for Agriculture, Rural Development, ond 
related agencies, 1980.) 


Program and Financing (in thousands of dollars) 











Identification code 12-2001-0-1-452 1979 actual 1980 est 1981 est 
Program by activities: 
Direct program: 
1. Administration of grant and direct 
and insured loan programs................. 218,164 241,210 248,362 
2. Rural development coordination.......... 1,746 1,783 1,815 
Total direct program ............sssssssseee 219,910 242,993 250,177 
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General and special funds—Continued 
SALARIES AND ExPENSES—Continued 


Program and Financing (in thousands of dollars) —Continued 





Identification code. 12-2001-0-1-452 1979 actual 1980 est 1981 est 


























Reimbursable program...............-sssecssseesssnee 723 1,976 2,576 
Total program costs, funded? ............ 220,633 244,969 252,753 
Change in selected resources (undelivered 
Orders ANd StOFES) ...........cccccsssecsssecesseees : 3,611 ane anennes_vnnnnoaronnann 
10.00 Total obligations ..............sseccsssseeeeseen 224,244 244,969 252,753 
Financing: ‘ 
11.00 Offsetting collections from: Federal funds: 
Advanced from the Agricultural credit 
insurance fund, FMHA..................0+e-. — 500 — 500 —500 
Advanced from the Rural housing insur- 
ANGS MUNG CPM 4. ..scivve.cctsscastenapiety Crston sorta vars — 3,000 — 3,000 
Other Federal funds .............cessscecsseeesseees —123 —1,976 — 2,576 
25.00 Unobligated balance lapsing.................s00e ONG. cvenscssctetiess Rh cee ensston 
Budget authority ................cce 225,144 239,493 246,677 
Budget authority: 
40.00 Appropriation ...........ccccseecssscssssseccssneseesnees 225,245 230,518 246,677 
41.00 Transferred to other account ................0000 —101 — 180 “setenenntnte 
43.00 Appropriation (adjusted) ................ 225,144 230,338 246,677 
44.10 Supplemental for wage-board pay 
DOB Ahan loccsssacsrecastshGvsdacsvincn..) -ssinssncnesivsnis SED ctrinscosvesssees 
44.20 Supplemental for civilian pay 
MRIS a oc Sah AMI cs ccclessvatns | dikisrscndevecses NRE. naicoretisevcioanns 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................cccsseeesee: 223,021 239,493 246,677 
72.40 Obligated balance, start of year... 25,373 34,671 35,788 
74.40  Obligated balance, end of year...............00e.. sual) © — 30788 — 36,594 
77.00 Adjustments in expired accounts................. PEC « ashssisassesiantt,ccusteuscaiteean 
90.00 Outlays, excluding pay raise supple- 
mentalie:.6...agni. Aaa. 211,505 229,790 245,302 
91.10 Outlays from wage-board pay raise 
BUNCIIONIALS HELIN AN Celis dbdassnt 12 l 
91.20 Outlays from civilian pay raise sup- 
Ppemen tal S355, 13.8. Pee MIMS ROMA: 8,574 568 


‘Includes capital investment as follows: 1979, $2,122 thousand; 1980, $1,300 thousand and 1981, $1,300 thousand 
Note.—Excludes $180 thousand in 1981 for activities transferred to: Office of Transportation, $60 thousand; Salaries and 


expenses, Rural Electrification Administration, $120 thousand. Comparable amounts for 1979, $101 thousand; and 1980, $180 
thousand, are included above. 

These moneys are used to administer the loan and 
grant programs of the Farmers Home Administration 
including reviewing applications, making and collecting 
loans, and providing technical assistance and guidance 
to borrowers; and to assist in extending other Federal 
programs to people in rural areas. 

The 1980 and 1981 estimates continue, on a pilot 
basis, the bank collection system with local financial 
institutions initiated in 1979. 


Object Classification (in thousands of dollars) 





1981 est 

















Identification code 12-2001-0-1-452 1979 actual 1980 est 
Direct obligations: 
Personnel compensation: 

11.1 Permanent pOSitiOnS.............sssssesssssseeees 129,657 143,276 142,704 
11.3 Positions other than permanent. 19,003 20,290 20,210 
11.5 Other personnel compensation................ 2,010 2,270 2,263 

Total personnel compensation............. 150,670 165,836 165,177 
12.1 Personnel benefits: Civilian.............. e 16,399 17,264 17,192 
13.0 Benefits for former personnel 64 100 100 
21.0 — Travel and transportation of persons........... 11,285 10,377 13,816 
22.0 — Transportation of things 841 628 723 
23.1 Standard level user charges ..........ssssssessees. 5,786 6,636 7,126 
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23.2 Communications, utilities, and other rent... 16,784 21,144 23,499 
24.0 — Printing and reproduction...............ssseseee 2,229 2,412 2,908 
D5 Qite NOL SOIVIORS os cs nsccc Meh ease Laaccesctonviosses 11,967 12,668 13,172 
26.0 Supplies and materials ................cccscecsseessees 2,164 2,467 2.152 
S10: BDO asssciesscesscnctecrrasccerversevaeencenvves 4,895 3,451 4,302 
41.0 — Grants, subsidies and contributions............. i URE RRL De eae 
42.0 Insurance claims and indemnities................ 12 10 10 
Total direct obligationS.............sss0 223,521 242,993 250,177 
Reimbursable obligations: 
Personnel compensation: 
Lh Permanent poOsitiOns............c-sssssesessseees 150 1,045 1,405 
11.3 Positions other than permanent.............. 21 180 245 
Total personnel compensation............. 171 1,225 1,650 
12.1 Personnel benefits: Civilian... 18 120 160 
21.0 Travel and transportation of persons........... 10 8 285 
22.0 Transportation of thingS .............cssssseccssees 2 10 14 
23.2 Communications, utilities, and other rent... 325 390 42) 
PN am PUANT icecccecisscsecs ceevesisaewseerenc neat icocerwvecetes 4 8 12 
25.0 Other services .............0... 39 207 25 
26.0 Supplies and materials 4 8 10 
41.0 — Grants, subsidies and contributions............. LO ts erate. ous 
Total reimbursable obligations............. 723 1,976 2,576 
99.0 Total obligations ..............sscccsssseescsssees 224,244 244,969 252,753 
Personnel Summary 
Total number of permanent positionS.................00e. 8,383 8,852 8,853 
Total compensable workyeaiS.............-...++ 9,305 9,632 9,611 
Full-time equivalent of other positions (2,017) (2,025) (2,064) 
Full-time equivalent of overtime and holiday 
NOUTS .......-.0ees. 1. ALMA GRR (93) (103) (102) 
AVBIADO ES: GALAN 5:3... accessbyernssdssoraey di tescaztsesstodeca’y Ip Gpaiteoesatyains $49,293 $49,293 
AVGTAIIONGS DIAG saris is ssinnsyponcsocnes=-Sasanieespagsiscerst 8.09 8.09 8.17 
AVETAIO Aha SAIGTY ssscscgocnscroessvobavicoucysossescams apetecesore $17,373 $18,590 $18,770 








RurRAL COMMUNITY FIRE PROTECTION GRANTS 


[For grants pursuant to section 7 of the Cooperative Forestry 
Assistance Act of 1978 (P.L. 95-313), $3,500,000 to fund up to 50 per 
centum of the cost of organizing, training, and equipment for rural 
volunteer fire departments.] (Public Law 96-108, making appropri- 
ations for Agriculture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


198] est 

















Identification code 12—2067-0-1-452 1979 actual 1980 est 
Program by activities: 
Rural community fire protection grants ; 
(program costs, funded) .........cssssseeceen 3,442 3,855 1,668 
Change in selected resources (undelivered : 
NCES) rcteviass cass cuscesttltectercausshastebenscdlense ned 4 ‘es _— 358 _— | bth 
10.00 Total obligations (object class 41.0) . 3,496 SOO: :toceamam 
Financing: 
25.00 Unobligated balance lapsing...............ssse 4 es 
40.00 Budget authority (appropriation) .. 3,500 S500. cnocaqan 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..........cc..sseccsseeee 3,496 S000. sconce 
72.40  Obligated balance, start of year....... 2,112 2,020 1,66 
74.40 Obligated balance, end of year......... — 2,020 —) 665; .sceiecane 
77.00 Adjustments in expired accounts —146 sesesaeneaene seni 
90.00 MMULEYS.caiSteeceriiser racecar ctetctivetc 3,442 3,855 1,665 





Rural community fire protection grants.—This assist 
ance was authorized by section 7 of the Cooperative 
Forestry Assistance Act of 1978. Grants are made t 
public bodies to organize, train, and equip local fire 
fighting forces, including those of Indian tribes or other 


native groups, to prevent, control, and suppress fire ‘ 
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1981 | DEPARTMENT OF AGRICULTURE FARMERS HOME ADMINISTRATION—Contined 4 op 
g ‘ , ; —_— 
_ threatening human lives, crops, livestock, farmsteads or == ——_—_ Program and Financing (in thousands of dollars) ne Le 
13,12 other improvements, pastures, orchards, wildlife, range- Identification code 12-2006-0-1-604 1979 actual 1980 est 1981 est 
2,152 land, woodland, and other resources in rural areas. In =———_____— ete —— 
4,302 fiscal year 1979, 3,326 grants were obligated for a total Program by activities: 
a of $3.5 million. It is anticipated that in fiscal year 1980, Financial assistance for technical and su- 
— 3315 grants will be obligated for a total of $3.5 million. ee ae ia for mutual and vin imi — 
250,177 No program is proposed for fiscal year 1981, since eee ene ee) ; | 
—— 0 prog: Pp. Pp J : y ? Unfunded adjustments to total program 
other program assistance is available for these pur- costs: 
poses. Unfunded depreciation ...............:-cecssess0+- il J —|] 
1,405 Unfunded administrative expense............ — 468 — 806 — 507 
245 Unfunded accrued annual leave............... se —A saad 
1,650 Rurat HousinGc ror Domestic FARM LABOR Total program costs, funded .............. 4,915 5,345 7,800 
160 : i ‘ ii . ie Change in selected resources (undelivered 
285 For financial assistance to eligible nonprofit organizations for hous- orders) 714 9 384 7.200 
14 ing for domestic farm labor, pursuant to section 516 of the Housing Urns $US E>. cee 
420 Act of 1949, as amended (42 U.S.C. 1486), $25,000,000. (Public Law 96- — 10.00 Total obligations (object class 41.0). 5 629 14,729 15,000 
12 108, making appropriations for Agriculture, Rural Development, and fanicing: 
ies, 1980.) ar ae 
: coiggeds sags 17.00 Recovery of prior year obligations............... = PG = i es 
Program and Financing (in thousands of doilars) 21.40 Unobligated balance available, start of year —16,644 —24,729 — 15,000 
—— ent wee sae oN re ge ie a gt 24.40 Unobligated balance available, end of year. 24,729 WOOO es csp geech 
2,076 fenicatin code 12-2004-0-1-604 1979 actual 1980 est 1981 est 40.00 Budget authority (appropriation) . 13,500 abe Pee St: 
252,753 wities: RAE ere Eee er eee Fe ea ae Tee ae 
es Program by activities: Relation of obligations to outlays: 
Financial assisiance for, low-rent domestic 71.00 Obligations incurred, Net ......ncnne 5415 14,729 «15,000 
oe 8 farm labor housing (program costs)..... 6,321 8,827 20,997 77.40 Obligated balance, start of year es 8,780 9,280 18,664 
8,853 ae 74.40 Obligated balance, end of year... 9,280 18,664  —25,864 
el Unfunded epreciation ............cecscesseesseees —] —| —1 90.00 NG ci eh a 4,915 5,345 7,800 
" Unfunded administrative expense............ — 433 — 493 SS . Sa a 
(102) Fen IE TNE HOR... =. = ~* Mutual and self-help housing.—Grants and contracts 
549,293 Total program costs, funded .............. 5,885 8,331 20,108 are made for the purpose of providing technical and 
817 : ; neg P et 
Change in selected resources (undelivered supervisory assistance to groups of families to enable 
aii orders) 26,543 «17,241 4,892 
SPE | ea Wiha ae a ee cnr ieee _ vs ne YS them to build homes through the self-help method by 
10.00 Total obligations (object class 41.0). 32,428 25,572 25,000 the mutual exchange of labor. No appropriation is re- 
Financing: quested for 1981 since sufficient carryover funds will be 
21.40 Unobligated balance available, start of year ............ SE | 7 yh sik available. 
orestry 24.40 Unobligated balance available, end of year.. DEL... icgccclate in. eer taceren 
50 per pS ———s — GRANT OBLIGATIONS 
r rural 40.00 Budget authority (appropriation) .. 33,000 25,000 25,000 
P 980) Relation of obligations to outlays. ee ne apa a — housing grants: ——_ — 1981 go 
71.00 Obligations incurred, net... 32,428 25,572 1 aie. i 5609 18709 15,000 
72.40 Obligated balance, start of year 20,036 46,579 63,820 ann ot pants (Cheutanes CS)... 
— 74.40 Obligated balance, end of yearn... —46,579 —63,820 — 68,712 
1981 est ~— 
— 90. 
a Outlays... Pet prc Oo ele 9,886 8,331 20,108 Rurat Housinc Supervisory ASSISTANCE GRANTS 
; ; ‘ For grants pursuant to section 525(a) of the Housing Act of 1949, as 
1,668 Rural housing for domestic farm labor.—Grants of amended (42 U.S.C. 1490(e)), [$1,500,000] $2,000,000. (Public Law 96- 
financial assistance are made to public and private non- 108, making appropriations for Agriculture, Rural Development, and 
_—1 ft profit organizations for low-rent housing and related  e/ated agencies, 1980.) 
facilities for domestic farm labor. Grant assistance may 
; Program and Financing (in thousands of dollars 
not exceed 90% of the cost of a project, and may be aoe : A es Crm: = pas 
snail used for construction of new structures, site acquisition  entiicatin cod 12-2062-0-1-371 1979 actual «1980 est 1981 est 
hae and development, rehabilitation of existing structures, ~ Tit. 2 Wig oe 
“——|_ and purchase of furnishings and equipment for dwell- ayo ervey 
: i ai 3 ‘ : Rural housing supervisory assistance 
ings, dining halls, community rooms and infirmaries. grants (program COStS) .......c.ccseenee 2,918 1,993 2,497 
1.665 GRANT OBLIGATIONS ee to total program 
, Unfunded depreciation ................sssescssseee —1 —1 | 
Rural housing for domestic farm labor grants: 1979 actual 1980 estimate 1981 estimate Unfunded administrative expense............ —415 — 489 — 493 
BRNIOGH OF SPINS 5 sccccasssovsaccdlcCebncuensecsesseacense 36 25 23 Unfunded accrued annual leave.............. —2 —3 —3 
Amount of grants (thousands of dollars) ............ 32,428 25,572 25,000 ; Top ,) Diegaue MEaee caer ee 
10.00 Total program costs, funded—obliga- 
tions (object class 41.0) .............. 2,500 1,500 2,000 
Financing: 
Murvay (ann SeurHetr Hovsmna 40.00 Budget authority (appropriation) ........... 2,500 1,500 2,000 
{For grants and contracts pursuant to section 523(bX1\A) of the —— — 
Housing Act of 1949 (42 U.S.C. 1490c), $5,000,000.] (Public Law 96- Relation of obligations to outlays: 
108, making appropriations for Agriculture, Rural Development, and 71.00 Obligations incurred, net .........ccoccssesnee 2,500 1,500 2,000 
related agencies, 1980.) 72.40 Obligated balance, start Of year... csssscccccsesenee BE rcs bcis 




















































































2 APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] | pep, 
General and special funds—Continued Very low-income housing repair grants.—This grant 
Ruraut Housine Supervisory AssistaNCE GRANTS—Continued program was created to give very low-income residents Why 
Program and Financing (in thousands of dollars) —Continued in rural areas the opportunity to make essential, minor 
repairs to their dwellings to correct health and safety 419 
Identification code 12-2062-0-1-371 1979 actual 1980 est. 1981 est. hazards. A grant ora combination of a grant and a low- 1200 
74.40 Obligated balance, end of year.................... SO | SOIT IN TE, ssseiscctbanee interest loan from the Rural housing insurance fund is’ 
. may be made to an eligible recipient for the needed 
90.00 Outlays seeseeanassesesecensnnsnesssnsnenenanenenens — suseneneesessnens 4,000 2,000 repair work. The total amount of a grant may not 7100 
( i . . exceed $5 thousand. 2200 
Rural housing supervisory assistance grants.—This 2400 
program is authorized under section 525 of the Housing GRANT OBLIGATIONS 7000 
Act of 1949, as amended. It is designed to aid low- 1979 actual 1980 estimate 1981 estinae. “| = —— 
income families and individuals in benefiting from al] — Rural housing repair grants: Number of grants....... 6,842 8,000 7,535 Ty 
Federal, State, and local housing programs. Grants are thor 
made to community-based, nonprofit organizations for Dev. 
the purpose of conducting programs of technical and ALLOTMENT AND ALLOCATIONS RECEIVED FROM OTHER AGENCIES prov 
supervisory assistance which will acquaint needy indi- yee ae ne. 
: “1: . . Note.—Obligations incurred under allotments from other accounts are included in the tion: 
viduals and families with the programs available to schedules of the parent appropriations as follows: men 
them, assist them in finding a program which will best Agriculture: Soil Conservation Service: a the : 
suit their needs, and provide them with assistance in Sueion ae” hi 
preparing and processing the application. In addition, Funds appropriated to the President: “Appalachian Regional Development Programs.” whic 
7 j = Ci rce: 
the grantee will develop counseling ere to PrP "ease Development Administration: “Development Facilities; Policy Develop- mad 
pare families to assume the financial and management Shank Betntnatee tind lant 
responsibilities needed to comply with the requirements i aes Bees Sk Conia “Regional Development Programs.” 
of the program from which they are benefiting. Such —_givironmental Protection Agency, “Abatement and Control Fund.” 
counseling programs will be developed in order to ae 
reduce delinquencies and subsequent foreclosure actions 20s 
against families who are benefiting from FmHA’s hous- _ public enterprise funds: Overt 
ing programs. 
cities Setr-Hetp Housinc LAND DEVELOPMENT FUND a 
GRANT OBLIGATIONS During 1981 and within the resources and authority available, gross 
Rural housing supervisory assistance grants: 1979 actual 1980 estimate 1981 estimate. gbligations for the amount of direct loans shall not exceed $5,000,000. v2 
Number Of grants.......vsesesremssnsnnsntnentnenen 25 14 For an additional amount to provide capitalization to the self-help 
Amount of grants (thousands of dollars) ............ 2,500 1,500 2,000 pousing land development fund under section 523f) and (g) 
$4,000,000. (Section 523(b\1)B) of the Housing Act of 1949, as amend- = 
ed (42 U.S.C. 1490c).) 
Very Low-Income Housinc REPAIR GRANTS posi SN faite 
For grants. [to the elderly] for essential repairs to dwellings of Program and Financing (in thousands of dollars) Fund 
very-low income persons pursuant to section 504 of the Housing Act of Acco 
1949, as amended, [$24,000,000] $25,000,000. (Public Law 96-108, Identification code 12-4222-0-3-371 1979 actual 1980 est 1981 est lose 
making appropriations for Agriculture, Rural Development, and relat- 
ed agencies, 1980.) Program by activities: 
Capital investment, funded: Loans Liabilt 
Program and Financing (in thousands of dollars) for land development... 644 1,400 330 say 
Change in selected resources (un- ¢ ; 
Identification code 12-2064-0-1-604 1979 actual 1980 est 1981 est. delivered Orders) ....sccascsoeuee 1,080 — 400 1,700 yest 
Program by activities: 10.00 Total obligations — (object U 
Rural housing repair grants (program Gass 390) HLA... AALE 1,724 1,000 5,000 U 
NUM ti, ceaisly ciate coals 21,760 27,205 28,373 a et Inve 
Unfunded adjustments to total program Financing: 
costs: 14.00 Offsetting collections from: Non- joan 
Unfunded depreciation ........ccsseene ~4 —4 —4 Federal sources: | 
Unfunded administrative expense —2617 —3,412 — 3,379 Repayments ON 10ANS.......s.essee — 653 — 650 —1,200 | Analys 
Unfunded accrued annual leave ............. _9 —10 —10 Interest reVENUE.......rrreresre —17 —26 —8 Paid 
21.98 Unobligated balance _ available, 0 
Total program costs, funded........... 19,130 23,779 24,980 start of year: Fund balance....... —378 TE ine T 
Change in selected resources (undelivered 24.98 Unobligated balance available, end 
TELS) .assssessssensonsonssonsonssnnesnssnnee —130 221 20 of year: Fund balance... BR iehisscideii ae 280 
10.00 Total obligations (object class 41.0). 19,000 24,000 25,000 40,00 Budget authority (appro- 
Financing: PRTION) iissbbcsivessvensesecies BIG sss ibesssensisessidlate 4,000 
40.00 Budget authority (appropriation)........... 19,000 24,000 25,000 ; ae 
Relation of obligations to outlays: Cl 
Relation of obligations to outlays: 71.00 Obligations incurred, net................ 1,054 324 3,120 Reta 
71.00 Obligations incurred, Net ............ccsssseecceee 19,000 24,000 25,000 72.98 Obligated balance, start of year: 0 
72.40 Obligated balance, start of year...... 343 259 480 Fund Dalance .........sccsccssssesecseees 869 1,952 1,548 I 
74.40  Obligated balance, end of year....... —259 —480 —500 74.98 Obligated balance, end of year: 
77.00 Adjustments in expired accounts... HOARY sinssiieeittcsi _sveeneoneenoe Fund balance ...........cssescsssseseseee — 1,952 — 1,548 3th C 
90.00 UND iidaccnccscerstrs Serkan pcasshertcseatere 18,870 23,779 24,980 90.00 Outlays —29 728 2,042 
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Status of Direct Loans (in thousands of dollars) 


Position with respect to limitation on 
direct loans: 












1110 Limitation on obligations: Appropriation.......... MOR cases 5,000 
1200 Obligations incurred, QrOSS ..........sssssseeeesee —1,724  —1,000 —5,000 
Cumulative balance of direct loan out- 
standing: 
2100 Outstanding, start Of year... 819 810 1,560 
DOO) DRRDUNSOMNOINS ..20s.2cocsllskcsvcsascivesooacyssnstecoisess 644 1,400 3,300 
2400 Repayments, prepayments, loan sales............ buses - 653 <! — 650 _ 1,200 
2900 Outstanding, end Of year ............sssssecscccssssnees 810 1,560 3,660 





The Self-help housing land development fund was au- 
thorized by section 1005 of the Housing and Urban 
Development Act of 1968 (Public Law 90-448). The fund 
provides qualified public or private nonprofit organiza- 
tions with financing for the acquisition and develop- 
ment of building sites for homes to be constructed by 
the self-help method. 

In 1979, 10 loans for $1.7 million were obligated 
which will provide 288 sites. In 1980, five loans will be 
made to provide 153 sites, and in 1981 an estimated 24 
loans for 700 sites will be obligated. 


Revenue and Expense (in thousands of dollars) 






















































1979 actual 1980 est 1981 est 
Operating income or loss (—): 
I ec coccestessreareceesicecsoonese 17 26 80 
ERO crest ratrte cert sicserrttaradasrcscbnassaniovccscstene — 1,029 1,077 . — 1,156 
Net loss for the year.............sscsssssscsssesesssees —1,012 —1,051 — 1,076 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est 1981 est 
Assets: 
Fund balance with Treasury............ 1,246 2,276 1,548 3,506 
Accounts receivable (net).............. 17 13 17 39 
Loans receivable (Net)..............00. 819 809 1,559 3,659 
TORRE: SS OUS coos cei ccosciecsessonsee 2,082 3,098 3,124 7,204 
Liabilities: 3. at aml 
Advances reCOiVed........cssssssssessesen Dad cere fee AR Oe eteosaioas 
Government equity: 
Unexpended balances: 
Unobligated balance...............00.. 378 Sone Bon tate 280 
Undelivered orders...... s 884 1,965 1,565 3,265 
Invested Capital .......ssssssssssssseessseess 819 809 ¥ l 1,999 3,659 
Total Government equity ....... 2,081 3,098 3,124 7,204 
Analysis of changes in Government equity: 
Paid-in capital: 
NEM DMDING. 55.25, 2. ddacuscecdoccessovsdoseseseesd 6,557 8,586 9,663 
Transactions; 
PUNE ase thoceccesteettocerccsosenpcssssseccaee UIE? sencesesocttiees 4,000 
Unfunded administrative expenses... sei 694 645 670 
Unfunded accrued annual leave....... EK 2 2 2 
Unfunded depreciation expense........ “at l l l 
Imputed interest...... ” 332 429 483 
Amaia balanGe Loses e. kash 8,586 9,663 % 14,819 
Retained income or loss (—): 
Opening ON sce ca accoaseeee —4,476 — 5,488 — 6,539 
Transactions: Net operating 1088... —1,012 — 1,051 — 1,076 
MII scaccesnscerg Sa cacerteccvese — 5,488 — 6,539 —7,615 
Total Government equity (end of period)... 3,098 3,124 7,204 





RuraAt Housinc INSURANCE FUND 


For direct loans and related advances pursuant to section 517(m) of 
the Housing Act of 1949, as amended, [$24,000,000] $50,000,000 shall 
be available from funds in the rural housing insurance fund, and for 
insured loans as authorized by title V of the Housing Act of 1949, as 
amended, [$3,979,000,000] $3,672,600,000, of which not less than 
[$3,070,000,000] $2,745,600,000 shall be available for subsidized inter- 
est loans to low-income borrowers as determined by the Secretary; 
and not to exceed $5,000,000 for advances as authorized by section 
501(e) of such Act and not to exceed $5,000,000 for compensation of 
construction defects as authorized by section 509(c) of such Act: Pro- 
vided, That unsubsidized interest guaranteed loans of not to exceed 
[$500,000,000] $275,000,000 shall be in addition to these amounts. 

During fiscal year 1981, no more than [20,000] 17,230 units may 
be assisted under rental assistance agreements entered into during 
the year pursuant to authority under section 521(a\(2) of the Housing 
Act of 1949, as amended, and the total obligation incurred over the 
life of these agreements shall not exceed $393,000,000 to be added to 
and merged with the authority provided for this purpose in prio 
fiscal years. 

During fiscal year 1981, no more than 910 units may be assisted 
under the special home ownership assistance program pursuant to 
authority under section 521(aX1XC) of the Housing Act of 1949, as 
amended, and the total obligations incurred over the life of the appli- 
cable agreements and any renewals thereof, shall not exceed 
$100,000,000. 

For an additional amount to reimburse the rural housing insurance 
fund for interest subsidies and losses sustained in prior years, but not 
previously reimbursed, in carrying out the provisions of title V of the 
Housing Act of 1949, as amended (42 U.S.C. 1483, 1487e, and 1490a(c)), 
including [$22,663,000] $8,772,000, as authorized by section 521(c) of 
the Act, [[$320,209,000] 504,318,000, and for [an] additional 
[amount] amounts as authorized by section 521(c) of the Act as may 
be necessary to reimburse the fund to carry out a rental assistance 
program and a special home ownership assistance program under 
[section] sections 521(aX1XC) and 521(a\(2) of the Housing Act of 
1949, as amended. 

In sum, during 1981, gross obligations for the principal amount of 
direct loans shall not exceed $3,722,600,000, and total commitments to 
guarantee loans shall not exceed $275,000,000 of contingent liability 
for loan principal. (Public Law 96-108, making appropriations for 
Agriculture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 12-4141-0-3-371 1979 actual 1980 est 1981 est 
Program by activities: 
Capital investment, funded: 
1. Loans made: 
(a) Payment of delinquent 
installment .............0-.000. 956 900 800 
(b) Advances on behalf of 
NOUNS ooscserocsiiccastctis 11,395 14,500 17,000 
(c) Loans from the fund...... 3,649,149 3,925,000 3,778,000 
2. Purchase of loans from in- 
oe RM acento 62,108 120,000 240,000 
3. Purchase of certificates of 
beneficial ownership.............. 1,072,626 2,884,000 2,390,000 


= 


Interest on loans purchased 
frOM INVESLOFS ...........c0essec0eee 287 300 600 











5. Collateral acquired by default 10,536 11,500 12,500 
Oe IS coicnccccos schemes. ma sccelichpiaeialn iagoacc aaa 
7. Disbursement of loan repay- 
ments to investors ............... 111,359 90,000 80,000 
Total capital investment, 
WEG. 4,918,415 7,046,200 6,518,900 
Operating costs, funded: 
1. Administrative expense ....... 0 .....scccssesecsseees 3,000 3,000 
2. Interest on certificates of 
beneficial ownership............... 1,277,400 1,532,200 1,888,700 
3. Premium interest for inves- 
6555S eee 9,225 4,500 3,600 
4. Interest on participation 
Gn ae 6,247 6,246 6,246 


5. Amortized discount on par- 
ticipation certificates............. 10 10 10 








































































































se APPENDIX TO THE BUDGET FOR FISCAL YEAR 1%) pgpal 
; ; es : Note.—The total budget authority in this schedule that is attributable to the obligations and disbursements mate 
sceptics Re subsidies ale the wa ted ets en bade eas ele wean oa te and 
Rurat Housine Insurance Funp—Continued S60 kncont wen omersy ace 181 SIMBA Se ee ae whi 
fre re popu. 
h lars) — 
Program and Financing (in thousands of dollars) —Continued anion’ “Wired Lola Wl" Wena OF “Sl such 
Identification code 12-4141-0-3-371 1979 actual 1980 est 1981 est - re statis’ 
Identification code 12-4141-0-3-371 1979 actual 1980 estimate 1981 estimate credit 
6. Interest expense on with- ¥. ; aa ee 7 The 
held collections ............ssssese-- 5,391 5,000 5,000 Position with respect to limi- 7 
7. Interest on borrowings......... 35,744 56,000 46,000 _tation on direct loans: provi 
8. Interest supplements........... 3,982 3,000 2,000 1110 Limitation on obligations........ incor 
9. Rental assistance payments 14,156 76,150 110,000 Appropriation.........scssee 3,800,000 4,003,000 3,722.60 with | 
10. Homeownership assistance 1200 Obligations incurred, gross .... / — 4,925,237 —7,007,000 __ = 5,352 60 Hous: 
POPMODIS FG INS Se sscaeol 8 yeh ace, .chcshaand PS uapbeceratzen ae 1,000 snbatt | 
11. Certificates of beneficial 1900 ee of limitation, 9.497 least 
ownership and insured loan PUIG pasereveansassasahaansenpeci aes ornare” er ee ei ship ‘ 
SAICS EXPENSE.........s.-sceeecensees 12 12 12 , ‘ ; sons ¢ 
12. Compensation for construc- ~— prank — the r 
ee inl i ws ayy 2100 Outstanding, start of year... 990,582 754,779 1.91279 | tion « 
j he eS : L 2 ; 2200 Disbursements ..............s.0+ 4,796,234 6,944,400 6,425,800 sectio 
Total operating costs, funded .. 1,355,870 1,692,868 2,072,468 Purchase of loans ............ (62,108) (120,000) (240,000) | whole 
Total program costs, funded... 6,274,286 8,739,068 8,591,308 2499 paren. repaints, ee) ARROUN) (RDA to th 
wag >-aal> yer mae rete and 102M $AI€S nnn "5,036,249 © — 5,789,780 8.14345 | have 
Celivered Orders) ............:scceeeeee 495,202 394,828 326,578 Sale Of 10ANS ...ecccccccccsssessee (—70,445) (—50,000) ( — 40,000) | In 
10.00 Total obligations... 6,769,488 9,133,896 8,917,946 Sale Of CBO'S....nsrrseen (—3,930,000) (—4,626,780)  (— 6,888,825)! housi 
<a 2500 Write-offs for default............. —4,186 — 5,030 —9,54 | housi 
Financing: 2700 Other adjustments................. 8,398 8,410 10,56 This | 
Offsetti llections from: ora aoe = ma 
toy Ree tenuis: deveehont 2900 Outstanding, end of year..... 754,779 (1,912,779 199778 | study 
income from participation a eae a aw ie obcon 
BANOS HELIN cass sssousisasontos cease —5,315 —5,513 — 5,850 Status of Loan Guarantees (in thousands of dollars) dent 
14.00 —_Non-Federal sources: — — —- —| Depa: 
Repayments on loans held by Position with respect to limi- Office 
TUPI MAOIN haces tyinssseissizegase vd — 1,027,072 — 1,100,000 — 1,200,000 tation on loan guaran- Thi 
Loan repayments received on tees: 1 
behalf of investors............ = 111,999 —90,000 —80,000 3110 Limitation on commitments: strate 
Repayments on advances....... — 8,732 — 13,000 —15,000 Appropriation ........ssssees 500,000 500,000 275,00 | ance 
Sale Of 1OaNS......esesnrrrse ; —10,445 — 90,000 —40,000 3200 Commitments, gross........... 4,012,297 _ —5,176,780 _ —7,20385) be gi 
Sale of certificates of benefi- 3900 Unused balance of limitation, inede 
Cial OWNEFSHID .......s.seesen —3,930,000  —4,626,780  —6,888,825 OXPITING a. ssessssssccccseenssseseee 466149 cose ee Th 
Proceeds from sale of ac- — a a es 
quired property ................ —12,761 — 13,000 — 14,000 Cumulative balance of guar- conta 
Payments on judgments istostes —214 —200 —220 antees outstanding: home 
Insurance premiums........... —651 — 600 —500 4100 Outstanding, start of year...... 14,465,375 17,268,354 19,190,368 | enact 
Guarantee fees.......... 2 — 100 —200 4200 New loan guarantees............ 4,005,297 4,976,780 7.29385 FF more 
Interest revenue... —819,611 | —929,427 —1,071,128 4400 Repayments or prepayments. —67,772 — 50,765 a ee 
SuDSICY FECOVETICS.......ssesesse —sesseerseeernseten — 1,000 —3,000 4500 Terminations for default......... —1,034 — 1,040 — 1,555 OW 
Fees and other revenue......... — 2,676 — 2,873 —3,033 4700 — Other adjustments ............... — 1,133,512 — 3,002,960 —2,62844) | ance, 
23.98 Unobligated balance transferred to Purchase of loans ........... (—62,108)  (—120,000)  (—240,00)! recov 
participation sales fund: Fund Purchase of CBO’S .......... (—1,072,626) (—2,884,000) (—2,390,000)  eyrre 
BIPIOINE ES Secs Sesdedestsssbinsassunnsonsnes 8,943 7,125 5,845 oneakl | taven kan oa Gala 
S100 = RedenntION OP MODE cases sk teeaie  <ccestscaeetncanits Hedman 1,013,283 4900 Outstanding, end of year....... 17,268,354 19,190,369 23,821,714 | total 
E = ——7 <7 Doce 
Budget authority................ 789,596 2,308,528 615,318 Note.—Sales of certificates of beneficial ownership (CBO's) are reflected as reductions of loans outstanding #/ and j. 
corresponding increases in loan guarantees. Purchases of these certificates are reflected as increases in loans outstanding a | 
: . a reductions in loan guarantees. This treatment results from the provisions of 7 U.S.C. 1932(d) (6). These transactions aw | — INCeN 
Budget authority: reflected in the direct loan or loan guarantee limitation levels. be re 
Current: . ; : ; 
40.00 Appropriation (deinit)......... 320,192 320,209 +©=« 504,318. «== Rural housing insurance fund.—This fund was estab| subsi 
Appropriation (indefinite) ....... 14,156 76,150 111,000 lished in 1965 (Public Law 89-117) pursuant to section) with 
Permanent: = 517 of title V of the Housing Act of 1949, as amended borro 
60.00 Appropriation (indefinite) ....... ta siviitiiitncetcre neces Initial capitalization of the fund at $100 million wa Ver 
67.10 Authority to borrow (42 ; a | 
US.C. 1487 (h))  (indefi provided by the Supplemental Appropriations Act 0 loans 
We on tayeachichcateas A5A793 1,912,169 rrsccsssssssnae 1966. Public Law 91-152 abolished the rural housing from 
direct loan account and transferred its assets, liabilitie may 
Relation of obligations to outlays: and authorizations to the fund. uals | 
71.00 Obligations incurred, Net.............00. 780,653 2,301,403 — 403,810 This fund may be used to insure or guarantee rural’ safe | 
Obligated balance, start of year: . tive! famil 
12.47 Authority to borrow 1.967 585 2.422378 3 housing loans, loans for rural rental and cooperatl mil 
47 ——Authority to DOrrOW..........sssssss0n 967, 422, 134,547 : : ie fl int 
7298 Fund balance.......................... 170,619 312,656 100,280 housing, farm labor housing loans, and rural housing ere 
Obligated balance, end of year: site loans. Beginning in 1978, rental assistance pa)’ Lou 
74.47 Authority to DOFTOW ne 2,422,378 —3,134,547 —3,321,264 ments were also made from the fund, and a spetitl| home 
T4.98 Fund DalANCE......eecsseesnsseense —312,656 — —100,280 — —471,669 ome ownership assistance program (HOAP) is schet: incon 
90.00 DE esis 183,822 1,801,610 | —961,916 led for implementation in 1981. Loan programs at} obtai 
limited to rural areas which include towns, villages} Sourc 
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DEPARTMENT OF AGRICULTURE 
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and other places of not more than 10,000 population, 
which are not part of an urban area, and areas with a 
population in excess of 10,000 but less than 20,000, if 
such area is not included in a standard metropolitan 
statistical area and has a serious lack of mortgage 
credit for low- and moderate-income borrowers. 

The objective of the RHIF housing loan program is to 
provide necessary housing for low- and moderate- 
income rural residents if their needs cannot be met 
with financial assistance from other sources. Under the 
Housing and Community Development Act of 1977, at 
least 60% of the amount of loans made for home owner- 
ship and rental purposes must be used to benefit per- 
sons of low income. With the implementation in 1978 of 
the rental assistance program, scheduled implementa- 
tin of HOAP in 1981, and the continued use of HUD 
section 8 assistance, FmHA will be able to serve the 
whole range of lower income families, which conforms 
to the objective of providing service to those people who 
have the greatest need. 

In 1979, the Department implemented a targeted 
housing strategy that gives high priority to providing 
housing assistance to families with the greatest need. 
This targeting strategy was a result of a comprehensive 
study of rural housing program needs, goals, and past 
accomplishments conducted at the request of the Presi- 
dent by a task force under USDA leadership with the 
Department of Housing and Urban Development and 
Office of Management and Budget participation. 

This proposed budget continues the study’s targeting 
strategy which has a goal of maximizing housing assist- 
ance to families with the lowest incomes. Priority will 
be given to assisting low-income families who occupy 
inadequate housing and/or have excessive rent burdens. 
The strategy utilizes several new program initiatives 
contained in recently enacted legislation. The special 
home ownership assistance program was proposed and 
enacted to serve very low-income families where it is a 
more cost effective alternative than FmHA’s other very 
low income housing assistance programs (rental assist- 
ance, and repair loans and grants). A Federal subsidy 
recovery program was proposed so that subsidy costs of 
current and proposed programs may be partially or 
totally recovered when a family sells its house and the 
proceeds of the sale are sufficient to repay the principal 
and interest on the mortgage, sales commission, and an 
incentive payment to the borrower. The remainder may 
be recovered by the Government to the extent that 
subsidies have been granted during the life of the loan, 
with any proceeds above these amounts retained by the 
borrower. 

Very low-income housing repair loans.—Home repair 
loans for very low-income owner-occupants are made 
from amounts available in this fund. These loans, which 
may not exceed $7,500 are made to families and individ- 
uals to repair their dwellings in order to make them 
safe and sanitary and remove health hazards to the 
families or the community. The loans are made at 1% 
interest for a term of not more than 20 years. 

Low- to moderate-income housing loans.—Individual 
home ownership loans are made to low- and moderate- 
Income individuals and families who are unable to 
obtain home ownership financing from conventional 
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meet. Loans may be made to eligible applicants to con- 
struct, improve, alter, repair, or replace dwellings, and 
may include funds to purchase a house and building 
site. These loans currently bear interest at 10% with 
provisions for interest credits which may reduce the 
effective interest rate to as low as 1% and are repay- 
able in not more than 33 years. 

Home ownership assistance.—Under section 502 cer- 
tain low-income borrowers may receive additional subsi- 
dies when interest credit alone is not sufficient to 
enable the borrowers to afford modest housing. The 
additional subsidies would allow the borrowers to con- 
tribute 25% of their adjusted incomes toward the basic 
shelter cost components of principal, interest, taxes, in- 
surance, utilities, and maintenance, and the Govern- 
ment would contribute the balance. 

The budget authority shown for the home ownership 
assistance program reflects the full cost of the program 
over the maximum possible term of the agreements. 
The actual operating costs will be substantially less. 
The anticipated net operating cost for the HOAP pro- 
gram is expected to be substantially less because of 
several factors: (1) not all HOAP borrowers will remain 
on the HOAP program for periods approaching 33 
years, (2) many of the long-term HOAP recipients will 
receive increments to their incomes that will reduce 
their need for HOAP subsidy below the projected 
amounts, (3) subsidy recapture will be applied on the 
units when the subsidized family ceases occupancy of 
the unit and this will return to the Government a 
portion of the unit’s past subsidy cost. A projection of 
the net cost of HOAP, using conservative program attri- 
tion and recapture assumptions, indicates that approxi- 
mately 74 percent of the gross budget authority being 
provided for the subsidization of the HOAP units will 
either not be realized or will be returned to the RHIF 
under the recapture provision of the program. 


HOME OWNERSHIP ASSISTANCE PROGRAM Ps 






ieucTIPG UREN TER FOREN RSN 2aacc ccc cccegctececerndceentaeacanaeede $100,000,000 
SI rican cone nomic manta 910 
Projected first year Subsidy COSt..............ccssesesee $1,000,000 
Projected subsidy not realized due to attrition...... — $50,950,000 
Projected subsidy recaptured by Government ..................sssssscseseeesen — $22,940,000 
INGE ERNIE UUTIOUTE CRINGE ao ioc cssecsssssvessconsiadgdnseedeabapecesacecocaaneeet $26,110,000 


Above moderate-income housing loans.—Individual 
home ownership loans made by local lenders to eligible 
above moderate-income rural residents may be guaran- 
teed by FmHA to enable the individual to obtain 
modest housing when credit cannot be obtained else- 
where without FmHA’s guarantee of the loan. The in- 
terest rate on the loan is at a rate negotiated by the 
borrower and the lender. 

Rural rental housing loans.—Rural rental and coop- 
erative housing loans are made to individuals, corpora- 
tions, partnerships and public bodies with the objective 
of providing low-rent housing for low- to moderate- 
income persons and the elderly. This program is being 
operated in tandem with the HUD section 8 rental 
assistance program and the FmHA rental assistance 
program. 

Rental assistance.—The objective of the rental assist- 
ance program is to reduce rents paid by low-income 
families living in FmHA financed rental projects and 
farm labor housing projects. Under this program, low- 




















































































































158 feéeal FteOoinet APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981. D 
Publi t . funds—Conti d 1979 actual 1980 estimate 1981 estimate 
Pe OS eras re taey a errant ae Interest accrued on participation certificates............. 6,247 6,246 6,246 
Rurat Housinc Insurance Funp—Continue Amortized discount on participation certificates........ 10 10 10 
income tenants pay no more than 25% of their adjusted eg) ne eee gs am 
monthly income for rent. Payments from the fund are = ee, ae 
made to the project owner to make up the difference pein seenennennenntnennenenennennenenneenests 4,492 4,486 4,848 
between the tenant’s pay. ment and the approved rental Investment income from participation sales trust 
rate established for the unit. 5315 —5,513 — 5,850 
Rural housing site loans.—Site development loans are 
made for the purchase and development of land to be 455 ae ci 
subdivided into building sites and sold on a nonprofit 
basis to low- and moderate-income families or to organi- 455 
zations for rental or cooperative housing. . Budget authority: Amount applicable to sales au- 
The following table shows preliminary 1979 and esti- thorized in appropriations: 1968 .....sscsassasssoee WR crest, 
mated 1980, and 1981 program levels and units. a= 
Revenue and Expense (in thousands of dollars) 
RURAL HOUSING PROGRAMS—OBLIGATIONS hile) mee sii j 
[Dollars in millions) Operating income or loss (—): 
1979 actual 1980 estimate 1981 estimate ae » or eay 1,112,655 
No. of units Amount No. of units Amount No. of units + Amount 1764, ee Ed, me 2,666,464 
Subsidized housing loan assist- Net operating loss... — 915,683 — 1,232,389 — 1,553,809 
ance: Mn = => 
Low-income housing loans to Nonoperating income or ¥ (—): 
individuals (insured) : Proceeds from sale of acquired 
Purchase of new dwellings.. 38,645 1,229.7 37,600 1,310.0 34,900 1,328.0 aon 19.887 £2,000 imt 
Purchase of existing dwell- sbaaasebsusncaesissste aeaniee 182248 ' , , Ar 
DE osissahal Da 24,368 748.0 26,100 870.0 25,500 929.0 LOANS FECEIVADIE ...norrsrrern 113,064 125,000 140,000 
Repair and rehabilitation of Total proceeds from sale.... 125,521 138,000 154,000 
existing dwellings.......... 1,251 29.3 1,800 = 40.0 1,800 = 43.0 Net book value of assets sold... — 132,445 — 146,000 — 163,000 
Very low-income —_ housing , 
repair loans (direct) ........... 5,213 14.7 7,900 24.0 15,000 50.0 Net nonoperating loss......... —6,924 —8,000 — 9,000 
Rural rental housing loans (in- Sra E - = 
Septem mnie 36,520 821.6 33,348 820.0 30,515 8200 Net loss for the year.......... — 922,607 — 1,240,389 __ 1862.80 
Farm labor housing loans (in- 
dee ace 2,575 36.3 «1,885 «= 30.0 1,590 25.6 Financial Condition (in thousands of dollars) 
Subtotal, subsidized aid sisy tie ig 
housing loan assist- 
ie 108,572 2,879.6 108,633 3,094.0 109,305 3,195.6 _ RE TRIE SO oD 
Unsubsidized housing loan assist- a wore 
ance: 
Low-income housing loans to Se 170,619 312,656 100,280 471,669 
individuals (insured).......... 2,516 52.8 1,580 SU vssscassasstsns. aatienetias (net) 131.257 167.230 909.124 258.251 
Modeateincome | howe interest colecions = | " | 
loans to individuals (in- hid ‘by or fer thust- 
RUMEN cles ecorviiccaccecrcectossceel 26,620 806.5 25,120 820.0 13,000 467.0 ee y 302 409 409 313 
Weatherization loans made Interest collections 
through REA CO-ODS........00.0. 0 sss DIF tsscizasscstees BG: scsssdesadacncs 5.0 held in. escrow. fer 
Above moderate-income hous- trustee Jes ~ 106 ~ 106 106 
a a eer Loans receivable (net) 981,532 «746,626. ~=—«1,908,320 «(197,72 
RY ere Fiat, ithe TAM, SON, AON ERO, mati ce. 104,908 107,241 «= 112,808 118,5 
Rural housing site loans (in- Other assets (net): : 
sured) seeeeeeeeeee souaebeovsssssunssinas seesvnnnveassce 3.0 seeseeeeeeseses 1.0 eeeeseeeceeeens 7.0 Judgments Fee sale, 80 73 79 89 
Rural rental housing loans (in- Deferred charges 
SEIS s cehrctencctbetacts 2,130 47.9 1,952 48.0 1,785 48.0 and unamortized 
Subtotal, — unsubsidized discount on par- 
housing loan assist- ticipation certifi- 3 
ee ETE 31,640 922.7 43,152 1,409.0 22,085 802.0 — and loans er sas as cma 
= — MTD tee eneeeeeweeeeewenee — n = , — , TP ur bi $14 
Total loan assistance ...... 140,212 3,802.4 151,785 4,503.0 131,390 3,997.6 = ee age 
Rural rental assistance payments. (22,623) 423.0 (20,000) 393.0 (17,230) 393.0 Total assets... 1,374,733 1,830,189 2,326,947 —_1,042,82 
Home ownership assistance pay- Liabilities: = 
PING sncch sss sho ierdcgass beabrestiis Lasarces eek ata bee hub peE Micotinios (910) 100.0 Accounts payable and ‘ - 
Total housing programs.. 140,212 4,225.3 151,785 4,896.0 131,390 4490.6 a ve ae ale ia met s 
Note.—All unit information is preliminary. All amount information is subject to minor shifts between some categories. The Debt issued pos bor- 41. 
units for rural rental assistance and home ownership assistance programs are included in number of units assisted in the rowing aut rity: 42, 
corresponding loan programs. The site loan program provides homesites rather than dwelling units Borrowings from 9205718 100511 43, 
; : : TF@ASUTY.........60005 1,005,718 1,005,718 205, 009, 
The new budget authority required for “Insufficien- Participation certifi- 4 
cies” is computed as follows (in thousands of dollars): cates outstanding 104,130 104,130 104,130 104,130 
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Principal repay- 
ments to be ap- 
plied to redemp- 
tion of participa- 


tion certificates... — 59,920 


Principal collections 
held in escrow 
for trustee........... 

Other liabilities: 

Provision for poten- 


tial losses on 
loans sold or 
guaranteed.......... 107,541 


Provision for poten- 
tial losses on in- 
terest on loans 
sold or guaran- 
WOME cso isssncactens 


— 68,680 


544 


110,515 


298 





Total liabilities 1,900,705 


2,042,312 








Government equity: 
Unexpended balances: 


Undelivered orders... 1,527,447 


Unfinanced budget au- 
thority: Borrowing 


AUtHOTILY.........sssccsee — 1,967,585 
— 85,834 





Invested capital... 


2,012,780 


— 2,422,378 
— 302,524 





equity ............. — 525,972 


—712,123 





Analysis of changes in Govern- 
ment equity: 
Paid-in capital: 
Opening balance...............0e 
Transactions: 
Unfunded administrative 
BUNS cctsscssccctsousctvsesss 
Unfunded accrued annual 





Closing balance.......... iPedicss 


Retained income or loss (.—): 
Opening balance.................- 
Transactions: 

Net operating loss............... 
Net nonoperating loss.......... 
Appropriation to meet defi- 


Appropriation for rental as- 
sistance payments......... 
Appropriation for home 
ownership —_ assistance 
PAYMENTS .......secscsecceseeree 
Appropriation to meet in- 
SUFFICIENCY ..........cseecssseee 





Closing balance 


Total Government equity 
(end of year) ...........0e... 


1,355,763 


144,134 
510 


249 
256,760 





1,757,416 


— 1,881,735 


— 915,683 
— 6,924 


320,192 
14,156 


455 





~ 2,469,539 








—112,123 





Note—This statement excludes unfunded contingent liabilities under insurance programs in principal amounts at 1978, 
$14,465,375 thousand; 1979, $17,268,354 thousand; 1980, $19,190,369 thousand; 1981, $23,821,794 thousand 


Object Classification (in thousands of dollars) 





Wdentification code 12-4141-0-3-371 


1979 actual 





23.0 Other SOrVICES .....essessessssossscscsses 


33.0 Investments and loans 


41.0 Grants, subsidies, and contributions 
42.0 — Insurance claims and indemnities 


43.0 — Interest and dividends 
44.0 — Refunds 








Interest on participation certificates . 





3,343 
4,806,769 
18,138 


1,328,046 
6,247 
111,359 





6,274,286 





94.0 Change in selected resources ..................0++- 495,202 394,828 __ 326,578 
99.0 Total obligations .................csssesesseessees 6,769,488 9,133,896 8,917,946 











AGRICULTURAL CREDIT INSURANCE FUND 


For an additional amount to reimburse the agricultural credit in- 
surance fund for interest subsidies and losses sustained in prior years, 
but not previously reimbursed, in carrying out the provisions of the 
Consolidated Farm and Rural Development Act, as amended (7 U.S.C. 
1988(a)), [$272,809,000] $297, 022,000. 

Loans may be insured, or made to be sold and insured, under this 
fund in accordance with and subject to the provisions of 7 U.S.C. 
1928-1929, or guaranteed, as follows: real estate loans, $949,600,000, 
including not less than $870,000,000 for farm ownership loans of 
which $50,000,000 shall be guaranteed loans; and not less than 
$60,500,000 for water development, use, and conservation loans of 
which $6,000,000 shall be guaranteed loans; operating loans, 
$875,000,000 of which $25,000,000 shall be guaranteed loans; and 
emergency insured and guaranteed loans in amounts necessary to 
meet the needs resulting from natural disasters. In sum, during 1981, 
gross obligations for the principal amount of direct loans shall not 
exceed $1,767,600,000, and total commitments to guarantee loans shall 
not exceed $81,000,000 of contingent liability for loan principal. Such 
limits shall include amounts obligated or committed pursuant to au- 
thorizations provided under other headings for direct loans or loan 
guarantees to be made by this fund but shall not include amounts for 
emergency loans. (Public Law 96-108, making appropriations for Agri- 
culture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 12-4140-0-3-351 1979 actual 1980 est 1981 est 





Program by activities: 
Capital investment, funded: 
1. Loans made: 
(a) Payment of delin- 


quent installments........ 1,487 1,350 1,200 
(b) Advances on behalf 
Of borrowers ............-. 8,107 12,000 15,000 


(c) Loans from the fund . 7,383,303 5,199,363 3,815,423 
2. Purchase of loans from in- 


WOSHIS 8 ccitcte ds Be eeds 44,024 47,425 97,038 
3. Purchase of certificates of 
beneficial ownership.............. 512,999 1,291,403 1,176,810 
4. Interest on loans purchased 
from inVeStOFS .........cc.cseesseee 892 280 570 
5. Collateral acquired by de- 
POs ocette LU. 957 1,100 1,200 
6. Disbursement of loan re- 
payments to investors............ 63,173 50,000 40,000 


Total capital investment, 








PUMDN as5.oiicsiscicsassiaees 8,014,942 6,602,921 5,147,241 
Operating costs, funded: 
1. Administrative expense ....... 30,100 34,565 27,402 
2. Interest on certificates of 
beneficial ownership.............. 853,225 1,298,853 1,565,282 
3. Premium interest for inves- 
Wer csc ticusacteeee 14,066 7,921 6,222 
4. Interest on participation 
COPICIIOS esicsccescssccccsctcacceee 12,965 12,966 12,966 
5. Amortized discount on par- 
ticipation certificates.............. 5 5 5 
6. Interest expense on with- 
held collections ...............sssse« 17,373 15,000 13,000 
7. Interest on borrowings........ 113,851 140,000 85,000 


8. Certificates of beneficial 
ownership and insured loan 





SAIES EXPENSE.............sseccseeees 14 14 14 
9. Loss settlement expense on 

guaranteed loans..............00 5,769 8,000 4,300 

10. Other expense .............000 242 70 90 
Total operating costs, 





ae 1,047,611 1,517,394 1,714,281 
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Program and Financing (in thousands of dollars) —Continued 






































Identification code 12-4140-0-3-351 1979 actual 1980 est 1981 est 
Total program costs, 
FUMED ia cccbsccasceticecsast 9,062,553 8,120,315 6,861,522 
Change in selected resources (un- 
Gelivered Orders) ..........sssseecseene 111,562 — 100,782 — 47,842 
10.00 Total obligations...............004.. 9,174,115 8,019,533 6,813,680 
Financing: 
Offsetting collections from: 
11.00 Federal funds: — Investment 
income from participation 
SAMOS TIMID bau boloenobatcsssnobeoctots — 12,968 — 13,456 — 14,260 
14.00 Non-Federal sources: 
Repayments on loans held by 
ANG THIN sic, apieevcasatexe — 1,833,335 —2,600,000 —3,050,000 
Loan repayments received on 
behalf of investors............ — 63,173 — 50,000 — 40,000 
Repayments on advances...... —10,411 —12,000 — 14,000 
Sale of certificates of benefi- 
Cial ownership ...............++- —5,395,000 —4,220,816 —3,512,040 
Proceeds from sale of ac- 
quired property and chat- 
PS a ren satis. — 2,169 —2,516 — 3,016 
Payments on judgments........ — 288 —400 — 500 
Guarantee fee income........... —487 — 236 —365 
Insurance premiums...... —157 —125 —100 
Interest revenue............ — 732,909  —1,030,738 —1,313,157 
Fees and other revenue —300 — 250 — 300 
21.98 Unobligated balance _ available, 
SEEN TOT WEA E PAINE EIAINICE ssssene.ccsssspossttndonssscace.\”  sonvesssnvssgnoseqnene — 14,353 
23.98 Unobligated balance transferred to 
participation sales fund.............. 9,514 7,825 6,615 
24.98 Unobligated balance available, end 
Of year: FUN Dalance...............  sssssssseesssssseeses 14,353 538,828 
31.00 Redemption of agency debt... essences 161,635 900,000 
Budget authority................ 1,132,432 272,809 297,032 
Budget authority: 
Current: 
40.00 Appropriation.................cc0e 143,565 272,809 297,032 
Permanent: 
67.10 Authority to borrow (7 U.S.C. 
1929(c)) (indefinite).......... PROD = esceictaetr try tebansesvvccncetacnt 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................. 1,122,918 88,996 —1,134,058 
Obligated balance, start of year: 
72.47 Authority to borrow ..............00 246,768 NO GO eile tartans 
72.98 FIM MAUNIOG pets scedsssenctosvansseoptse 169,076 359,976 372,131 
Obligated balance, end of year: 
74.47 Authority to borrow.................. SA MONCOGS sc tataccsk socheacts: a bavsivebeaetoseasoone 
74.98 FUNG DQVANCG s:...2..s.spsh<rcosaceesadee — 359,976 — 372,131 — 258,147 
90.00 TAS eek Coes: Sits sass 1,017,151 238,476 —1,020,074 
Status of Direct Loans (in thousands of dollars) 
Position with respect to limi- 
tation on direct loans: 
1110 Limitation on obligations: Ap- 
PFOPFiatiON.............seeesssseceee 8,118,798 5,098,600 23,767,600 
1200 Obligations incurred, gross .... — 8,086,298 — 6,437,428 — 5,041,448 
1900 Unused balance of limitation, 
A, AREA ena nae Doo ers RBH a ce ee ccstacccanceasacavs 
Cumulative balance of direct 
loans outstanding: 
2100 Outstanding, start of year... 1,328,210 2,033,940 1,746,153 
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2200 Disbursements ?..................0+ 7,940,280 6,538,191 5,089,271 
Purchase of loans (44,024) (47,425) (97,038) 
Purchase of CBO’s (512,999) (1,291,403) (1,176,810) 
2400 Repayments, — prepayments, 
HOBIE SAIGS Sood. cotisc dissects —7,238,746 — 6,832,816 — 6,576,040 
SAE OP GBO'S.caccssesisseossse (—5,395,000) (—4,220,816) (—3,512,040) 
2500  Write-offs for default............. —10,901 — 11,200 — 12,300 
2700 Other adjustments................. 15,097 18,038 20,170 
2900 Outstanding, end of year........ 2,033,940 1,746,153 267,254 
Status of Loan Guarantees (in thousands of dollars) 
Position with respect to limi- 
tation on loan guaran- 
tees: 
3110 Limitation on commitments: 
Appropriation...............s+ 411,802 356,000 81,000 
3200 Commitments, gross — 5,577,539 — 4,576,816 — 3,593,040 
3900 Unused balance of limitation, 
ORPMION cist ssiviccssnsigsseceivess LOS 208 scdiincinatin te 
Cumulative balance of guar- 
antees outstanding: 
4100 Outstanding, start of year..... 9,441,226 14,133,452 16,718,519 
4200 New loan guarantees............. 5,576,064 4,331,195 3,865,691 
4400 Repayments or prepayments.. — 377,375 — 399,000 — 417,000 
4500 Terminations for default......... — §,833 — 8,200 —4,600 
4700 Other adjustments *............... — 500,630 — 1,338,928 — 1,273,948 
Purchase of loans...... ne (— 43,753) (—47,425) (—97,038) 
Purchase of CBO’s (—512,999) (—1,291,403) (—1,176,810) 
4900 Outstanding, end of year........ 14,133,452 16,718,519 18,888,662 


"Sales of certificates of beneficial ownership (CBO’s) are reflected as reductions of loans outstanding and corresponding 
increases in loan guarantees. Purchases of these certificates are reflected as increases in loans outstanding and reductions in 
loan guarantees. This treatment results from the provisions of 7 U.S.C. 1932(d) (6). These transactions are not reflected in 


the direct loan or loan guarantee limitation levels. 


2 Includes $2,000 million for emergency disaster loans not subject to limitation 


The Agricultural credit insurance fund is used to 
insure or guarantee farm ownership, soil and water, 
recreation, farm operating, and emergency loans to in- 
dividuals, as well as the following types of loans to 
associations: Irrigation and drainage, grazing, Indian 
land acquisition, watershed protection, flood prevention, 
and resource conservation and development. 

Loans may be made by the fund from available re- 
ceipts or Treasury borrowings. Loans made by the fund 
are held in a pool as security for certificates of benefi- 
cial ownership which are sold primarily to the Federal | 
Financing Bank. FmHA is also authorized to provide 
financial assistance to borrowers by guaranteeing loans 
made by private lenders having a contract of guarantee 
from FmHA as approved by the Secretary of Agricul- 


ture. 


Public Law 92-419, approved August 30, 1972, abol- 
ished the Farmers Home Administration Direct loan 
account and the Emergency credit revolving fund and 
provided for transfer of the assets and liabilities of, and 
authorizations applicable to, these accounts to the Agri- 
cultural credit insurance fund. It also provided for 
transfer from the Agricultural credit insurance fund to 
the Rural Development Insurance Fund of the assets 
and liabilities of the Agricultural Credit Insurance 
Fund applicable to loans for water systems and waste 


disposal facilities. 


The following loans are financed through this fund: 


















R 1981 


089,271 
(97,038) 
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20,170 
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81,000 
3,993,040 


718,519 
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FARM OWNERSHIP LOANS—OBLIGATIONS 
(Dollars in millions) 


1979 actual 1980 estimate 


12,568 12,800 11,425 
$763.2 $870.0 $870.0 


Farm ownership loans are made to farmers and 
ranchers for acquiring, enlarging, or improving not 
larger than family farms, including dwellings and farm 
buildings; for financing land and water development, 
use, and conservation; for developing recreational and 
other nonfarm enterprises; for forestry development; for 
refinancing indebtedness; and for loan closing costs. 
Loans are confined to farms which are not larger than 
family farms. Corporate family farmers, farming co- 
operatives, and partnerships are also eligible. The 
income from the operation gives the family an opportu- 
nity to have an adequate living standard. The FmHA 
and private or cooperative lenders can make loans to 
the same borrowers on the same security. Loans are 
made for 40 years or less. An insured loan may not 
exceed $200 thousand and a guaranteed loan may not 
exceed $300 thousand. The borrower is charged not 
more than the cost of money interest rate for insured 
loans except for low-income, limited resource borrowers 
who may be charged interest at a rate not more than 
6%. The interest rate for guaranteed loans is negotiated 
by the lender and the borrower. 


SOIL AND WATER LOANS TO INDIVIDUALS—OBLIGATIONS 


[Dollars in millions) 

1979 actual 
2,500 
$51.5 


1981 estimate 
Number of loans 
Amount of loans 





1980 estimate 1981 estimate 


2,340 2,130 
$53.1 $53.1 


Soil and water loans are made to owners or operators 
of farms and ranches for developing, conserving, and 
making proper use of their land and water resources. 
These loans may be made on farms which are larger 
than family farms. Corporate family farmers, farming 
cooperatives, and partnerships are also eligible. Loans 
are made for 40 years or less. An insured loan may not 
exceed $200 thousand and a guaranteed loan may not 
exceed $300 thousand. The borrower is charged not 
more than the cost of money interest rate for insured 
loans. The interest rate for guaranteed loans is negoti- 
ated by the lender and the borrower. 


IRRIGATION AND DRAINAGE ASSOCIATION LOANS—OBLIGATIONS 


[Dollars in millions] 
1979 actual 


BU BTR I CO HONE cs stsh sap csctas sac tvassctacs levlchoatianedscehcosss 
PIMAOP) WANG taste raises leoteutiicet eedictronsdecntcn 


1980 estimate 1981 estimate 
53 48 
$7.4 $7.4 


MAMIE OMNI cc ictclchasctslcoevoesditeeced const’ 


5 
PURO: OU NOUNS sg snc see es andsknkeSRiaasch ies $.637 


Irrigation and drainage loans are made to organiza- 
tions primarily composed of farmers, ranchers, certain 
Indian tribes, and other rural residents for projects 
which include: The application or establishment of soil 
conservation practices; the construction, improvement, 
or enlargement of facilities for drainage; and the con- 
servation, development, use, or control of water. The 
objectives may be met through such assistance as to a 
group of farmers and other rural residents to develop 
community irrigation dams and canals; a soil and water 
conservation district to purchase heavy earth-moving 
equipment; a community for drainage of land; a group 
of farmers to develop soil conservation measures such 
as terraces, shelter belts, and similar development. 


*310-100 0 - 80 - 11 


These loans are made at not less than the cost of money 
interest rate for 40 years or less. 


GRAZING ASSOCIATION LOANS—OBLIGATIONS 
(Dollars in millions} 
1979 actual 1980 estimate 1981 estimate 
Ne DS ALLELE TALE 5 10 9 
ROMEO FONE ne ee $2.1 $4.8 $4.8 


Grazing loans are made to organizations primarily 
composed of family farmers, ranchers, certain Indian 
tribes, and other rural residents to provide seasonal 
grazing for livestock belonging to members of the asso- 
ciation. Membership in an association permits a farmer 
or rancher to graze his livestock on association pasture 
for the grazing season and return them to his base unit 
for the balance of the year. Such a plan provides a 
farmer or rancher an opportunity to increase the size of 
his operations. These loans are made at not less than 
the cost of money interest rate for 40 years or less. 


RESOURCE CONSERVATION AND DEVELOPMENT LOANS—OBLIGATIONS 
(Dollars in millions} 


1979 actual 1980 estimate 1981 estimate 
PN OOO con Bk ce 10 19 17 
FO soci ecstasecnieneioes $1.9 $4.0 $4.0 


Resource conservation and development (RCD) loans 
are made to local sponsors of RCD projects approved for 
operation by the Soil Conservation Service. Loans are 
made to local organizations for planned conservation 
measures and works of improvement specified in ap- 
proved work plans. These loans are repayable in not 
more than 30 years with a not-to-exceed 5 year defer- 
ment until the benefits from the RCD measure first 
become available. Loans bear interest at a rate based 
on the average rate paid by the U.S. Treasury on obli- 
gations of similar maturity. The rate for the 1980 fiscal 
year is 7.210%. 


WATERSHED PROTECTION AND FLOOD PREVENTION LOANS—OBLIGATIONS 


[Dollars in millions} 
1979 actual 1980 estimate 1981 estimate 
Wnlier Of Weis she ee SS 5 27 20 
Numbah: OF ONG sc cssesccie... Se ane $4.8 $26.0 $20.0 


Watershed protection and flood prevention loans are 
made to local sponsors of projects approved for oper- 
ation by the Soil Conservation Service. Loans are made 
to local organizations for installing, repairing, or im- 
proving works of improvement and water storage facili- 
ties, purchasing sites or rights-of-way and for related 
costs. These loans are repayable in not more than 50 
years at an interest rate based on the average rate paid 
by the U.S. Treasury on obligations of similar maturity. 
The rate for the 1980 fiscal year is 7.210%. Total loans 
outstanding on any one project may not exceed $10 
million. 


INDIAN TRIBE LAND ACQUISITION LOANS—OBLIGATIONS 
(Dollars in millions} 


1979 actual 1980 estimate 


6 
$11.0 $11.9 $11.9 


Indian tribe land acquisition loans are made to quali- 
fied Indian tribes or tribal corporations to acquire land 
or interest in land within the tribe’s reservation or 
Alaskan Indian community, as determined by the Sec- 
retary of the Interior. Loans are made for 40 years or 


1981 estimate 
Numer OF WANG thie i 
Amount Of loans .............ssecsseeseees eleaceascuetiaad 
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less. The tribe is charged not more than the cost of 
money interest rate except that those tribes that are 
unable to pay the higher rate may be charged an inter- 
est rate of 6%. 


FARM OPERATING LOANS—OBLIGATIONS 


[Dollars in millions} 


1979 actual 1981 estimate 


37,942 33,720 30,650 
$894.8 $875.0 $875.0 


Farm operating loans are.made to farmers and ranch- 
ers for costs incident to reorganizing a farming system 
for more profitable operations; for a variety of essential 
farm expenses such as the purchase of livestock, farm 
equipment, feed, seed, fertilizer, and farm supplies, and 
other essential operating expenses, including cash rent, 
’ and costs incident to the production and harvesting of 
forestry products; for financing land and water develop- 
ment, use, and conservation; for developing recreation 
and other nonfarm enterprises; for other farm and 
_ home needs; for refinancing indebtedness; for complying 
with certain safety standards; for financing modest 
farm and nonfarm projects for rural youths in connec- 
tion with their participation in 4-H clubs, Future 
Farmers of America, and similar organizations; and for 
loan closing costs. 

Operating loans for farming operations are confined 
to operators of not larger than family farms. Individual 
partnerships, corporations, and cooperatives operating 
family-size farms are eligible. The outstanding principal 
loan balance for operating loans to a borrower is limit- 
ed to $100 thousand for insured loans and $200 thou- 
sand for guaranteed loans. The borrower is charged not 
more than the cost of money interest rate for insured 
loans except for low-income, limited resource borrowers 
who may be charged an interest rate of 6%. The inter- 
est rate for guaranteed loans is negotiated by the 
lender and the borrower. Funds advanced for operating 
expenses are usually repaid when the crops, livestock, 
or other produce are sold. Funds advanced for other 
purposes may be repaid in 1 to 7 years; and loans may 
be renewed for up to 7 years. Loans are secured by crop 
and chattel liens and, when necessary, by real estate 
mortgages. It must be clearly established that the loan 
applicants are unable to obtain sufficient credit else- 
where to finance their needs. 


RECREATION LOANS TO INDIVIDUALS—OBLIGATIONS 


(Dollars in millions} 
1979 actual 1980 estimate 1981 estimate 
Rammer 0000S 5... BRL TS, 29 28 25 
PAIR TON WIIG ssa sasacensericsvavssesssastovasastsnatavasynswess $2.2 $2.4 $2.4 


Recreation loans are made to individual farmers and 
ranchers for converting all or a portion of the farms or 
ranches they own or operate to outdoor income-produc- 
ing recreation enterprises which will supplement or 
supplant farm or ranch income and permit carrying on 
sound and successful operations. These loans may be 
made on farms which are larger than family farms and 
may include funds for operating purposes. Corporate 
family farmers, farming cooperatives, and partnerships 
are also eligible. Applicants must be engaged in farm- 


1980 estimate 
POPE CH IMNG os ceoaa tosses co scsencacséscrecvacsnseenocecpuatee 
AMONG OF MOINS 20). BOI Seki, 





ing when making application in order to be eligible for 
a loan. Loans are made for 40 years or less. An insured 
loan may not exceed $200 thousand and a guaranteed 
loan may not exceed $300 thousand. The borrower is 
charged not more than the cost of money interest rate 
for insured loans and a rate agreed to by the lender and 
the borrower for guaranteed loans. 


EMERGENCY LIVESTOCK LOANS—OBLIGATIONS 
[Dollars in millions) 
1979 actual 
NimEN OF lOANS ia.f8!-3...£2088....0621,.d6a.. 97 
AMOUNT OT POQNG oss bcc) sisaset cttstest ctl Tiaselcbeadnere 


The Emergency Livestock Credit Act, Public Law 93- 
357, approved July 25, 1974, authorized the making of 
guaranteed loans to provide temporary financing to 
livestock producers and feeders. The FmHA guaranteed 
loans made by banks or other legally organized lenders 
to farmers and ranchers in order that they could con- 
tinue their normal farming or ranching operations. The 
loan interest rate was agreed upon between the lender 
and the borrower. The statutory period for guaranteed 
loans under the emergency livestock program expired 
September 30, 1979. 


ECONOMIC EMERGENCY LOANS—OBLIGATIONS 


[Dollars in millions] 
1979 actual 


1980 estimate 1981 estimate 


1980 estimate 
47,302 15,300 
$3,089.5 $1,100.0 


Economic emergency loans make financial assistance 
available during the period authorized by Public Law 
95-334, approved August 4, 1978 (authority expires May 
15, 1980), in the form of loans insured or guaranteed by 
FmHA for bona fide farmers and ranchers who are 
primarily and directly engaged in agricultural produc- 
tion. This will enable them to continue their normal 
farming or ranching operations during the economic 
emergency which has caused a lack of agricultural 
credit due to national or areawide economic stress such 
as a general tightening of agricultural credit or an 
unfavorable relationship between production costs and 
prices received for agricultural commodities. 

The total principal balance outstanding at any time 
on an economic emergency loan will not exceed $400 
thousand. Borrowers indebted to FmHA for a farm own- 
ership loan, operating loan, or a soil and water loan 
may be considered for an economic emergency loan pro- 
vided the total outstanding principal indebtedness to 
FmHA will not exceed $650 thousand. Emergency disas- 
ter and emergency livestock loans will not be consid- 
ered in determining the $650 thousand loan limitation 
on economic emergency loans. 

Loans for operating purposes will be scheduled for 
repayment for up to 7 years although if unusual condi- 
tions exist, this period may be extended, but for not 
more than 20 years. Loans for real estate purposes will 


1981 estimate 
FRUITION 07 MOINS siscesscsscsecossiscccscoceccsnsessesnsdQlleetecthed? 
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be repaid in a period not to exceed 40 years. The inter: | 


est rate charged for insured loans will be at the cost of 
money. The guaranteed loan interest rate will be nego- 
tiated between the lender and the borrower. 




























































R 1981 


le for 
sured 
nteed 
ver is 
t rate 
r and 


81 estimate 





stance 
c Law 
1s May 
eed by 
ho are 
yroduc- 
10rmal 
ynomic 
ultural 
3s such 
or an 
sts and 


y time 
d $400 
m own- 
or loan 
an pro- 
ness to 
y disas- 
consid- 
nitation 


iled for 
1 condi- 
for not 
ses will 


.e inter: | 


> cost of 
be nego- 





DEPARTMENT OF AGRICULTURE 





ISTRATION—Continued 














EMERGENCY (DISASTER) LOANS—OBLIGATIONS 


[Dollars in millions] 
1979 actual 1980 estimate 1981 estimate 
PR CE OMI as can nsssnhcqedcossnesironsssends canner 62,913 49,800 36,230 
NRE NNN 2a caesedsscascasssscnscvecesocacossoosontsbobe $2,871.6  $2,500.0 $2,000.0 


Emergency loans are made available in designated 
counties where property damage and/or severe produc- 
tion losses have occurred as a direct result of a natural 
disaster. For non-loss situations, emergency loans are 
made to established eligible farmers, ranchers, and 
aquaculture operators at a market rate of interest as 
established periodically by the Secretary for annual op- 
erating expenses, major adjustments and other essential 
needs arising from natural disasters. 

Actual loss loans are made for physical losses to 
repair, restore, or replace damaged or destroyed farm 
property and supplies, and for production losses to com- 
pensate for loss of income based on reduced production 
of crops, livestock, and livestock products resulting 
from the disaster. Repayment terms vary according to 
the purposes of the loan and the projected reasonable 
repayment ability of the borrower. Loans for actual 
losses to crops, livestock, supplies, and equipment may 
be scheduled for repayment for up to 7 years. These 
loans may be renewed for up to 2 years. Under some 
conditions a longer repayment period may be author- 
ized, but not to exceed 20 years. Generally, real estate 
will be needed as security when more than 7 years is 
authorized. Real estate loans will be scheduled for re- 
payment for up to 40 years. Annual operating expenses 
usually will be scheduled for repayment each year 
when the principal income from the year’s operations is 
received. The appropriation language makes funds 
available in such amounts as may be necessary to meet 
the needs resulting from natural disasters. 

The interest rate is 3% on emergency loans for actual 
losses caused by disasters occurring between July 1, 
1976, and September 30, 1978. The interest rate on 
loans for actual losses occurring on and after October 1, 
1978 is 5%. 

The new obligational authority required for “Insuffi- 
ciencies” is computed as follows (in thousands of dol- 
lars): 





1979 actual 1980 estimate 1981 estimate 
Interest accrued on participation certificates ............ 12,965 12,966 12,966 
Amortized discount on participation certificates......... 5 5 5 
Interest accrued on an equal amount of loans in 
IID EMMOE Ce eseseSeseucdessivesccecrascocesssssosisansscasssuussieeces — 2,450 — 2,528 — 2,096 
NOIR Re te sie 10,520 10,443 10,875 
Financed by: 
Investment income from: 
Participation sales trust fUNd.......ssssssssssssessseee —12,968 —13,456 — 14,260 
Retained earnings reserved to meet insuffi- 
MON DBs ccadbdaadstcthancucseseore 2,448 3,013 3,385 





Revenue and Expense (in thousands of dollars) 














1979 actual 1980 est 1981 est 
Operating income or loss (—): 
Revenue 765,537 1,064,385 1,347,425 
Expense — 1,355,452 — 1,846,076 — 2,090,082 
Stic — 589,915 — 781,691 —1742,657 
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Nonoperating income or loss (—): 
Proceeds from sale of acquired 
property: 
eis eects 2,169 2,516 3,016 
Loans receivable ..............0.0000. 8,944 10,000 11,000 
Total proceeds from sale... 11,113 12,516 14,016 
Net book value of assets sold..... — 12,665 — 14,226 —15,926 
Net nonoperating loss......... — 1,552 —1,710 —1,910 
Net loss for the year.......... — 591,468 — 783,401 — 744,567 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est 1981 est. 
Assets: 
Fund balance with 
Wenn 2 ce 169,076 359,976 386,484 796,975 
Accounts _receivable 
NOE) cetera, 347,410 590,907 786,201 989,092 
Interest collections 
held by or for trust- 
WG saccnnetncnncs 298 239 239 239 
Interest collections 
held in escrow for 
tiie ie. —159 —113 —113 —113 
Loans receivable (net) 1,312,520 2,011,390 1,726,348 263,277 
Real property ............... 15,085 13,150 11,223 8,897 
Other assets (net): 
Judgments................ 912 898 867 882 
Deferred — charges 
and unamortized 
discount on par- 
ticipation _certifi- 
cates and loans 
GO rcsshocscanccic — 2,682 —272 —291 —310 
Total assets ........ 1,842,458 2,976,175 2,910,958 2,058,939 
Liabilities: 
Accounts payable and 
accrued liabilities... 364,435 587,364 742,911 888,536 
Advances received........ 107,618 124,790 115,819 106,924 
Debt issued under bor- 
rowing authority: 
Borrowings — from 
TreQSUry ........-.0e-- 776,000 1,850,000 1,850,000 950,000 
Participation certifi- 
cates outstanding 213,716 213,716 213,716 213,716 
Principal repay- 
menis to be ap- 
plied to redemp- 
tion of participa- 
tion certificates... — 142,592 — 152,001 — 159,826 — 166,441 
Principal collections 
held in escrow 
for trustee........... 624 519 519 519 
Other liabilities: Provi- 
sion for potential 
losses on loans sold 
or guaranteed.......... 118,881 160,136 176,353 188,003 
Total liabilities...... 1,438,684 2,784,525 2,939,492 2,181,257 
Government equity: 
Unexpended balance: 
UROEHAGRUUE MINCE. sasicsicsccccsceccceScccosnnsceseninssenna 14,353 538,828 
Undelivered orders... 291,338 400,491 299,728 251,905 
Unfinanced budget au- 
thority: Borrowing 
authority.............0.0 — 246,768 a NINN nanan icie calecis  sinccaitin adeeb 
Invested capital............ 359,204 — 47,205 — 342,615 —913,051 
Total Government 
equity............. 403,775 191,650 — 28,534 — 122,318 
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AGRICULTURAL CREDIT INSURANCE FuNp—Continued 


Financial Condition (in thousands of dollars) —Continued 


























1978 actual 1979 actual 1980 est. 1981 est 
Analysis of changes in Govern- 
ment equity: 
Paid-in capital: 
Opening balance...................0+ 1,435,115 1,670,893 1,961,301 
Transactions: 
Property capitalized with- 
IMU EAUBO TT STONES cosasgcnse:—« svscosnssaantsbennesececs> BO “Sides 
Unfunded administrative 
CNDONSE .cuscasessnsescsssisess 51,774 50,020 53,451 
Unfunded accrued annual 
IO cites Nebanvsranices 292 250 200 
Unfunded depreciation ex- 
PUNTO ech reer tion iscinnes 143 120 100 
Imputed interest.................. 183,570 240,000 300,000 
Closing balance...............ssssse 1,670,893 1,961,301 2,315,052 
Retained income or loss (—): 
Opening balance..................000 — 1,031,340 — 1,479,243 — 1,989,835 
Transactions: 
Net operating loss.............. — 589,915 —781,691 —142,657 
Net nonoperating loss......... — 1,552 —1,710 —1,910 
Appropriation to meet defi- 
ONE 143,565 272,809 297,032 
Closing balance...............s000 — 1,479,243 — 1,989,835 — 2,437,370 
Total Government equity 
(end of year) ...........0+e-. 191,650 — 28,534 — 122,318 





Note—This statement excludes unfunded contingent liabilities under insurance programs in principal amounts at 1978, 
$9,441,226 thousand; 1979, $14,133,452 thousand; 1980, $16,718,519 thousand; 1981, $18,888,662 thousand. 


Object Classification (in thousands of dollars) 














































Identification code 12-4140-0-3-351 1979 actual 1980 est. 1981 est. 
Personnel compensation: 

11.1 Permanent pOSitions...........csssssesessseecsseee 11,215 16,245 12,833 
11.3 Positions other than permanent... 5,550 6,046 4,733 
11.5 Other personnel compensation................ 1,120 907 760 
Total personnel compensation............. 17,885 23,198 18,326 

12.1 Personnel benefits: Civilian..............secsee 1,959 2,441 1,923 
21.0 ‘Travel and transportation of persons. 2,870 1,075 1,734 
22.0 — Transportation of things ..........c.cccssssseeees 114 107 177 
23.1 Standard level user charges 308 275 245 
23.2 Communications, utilities, and other rent... 3,530 2,872 2,230 
24.0 — Printing and reproduction..............sssseccseoe 301 328 260 
20. ONION NNN crore ccasastecshsschssonSeSsosechicnsnstevs 8,870 12,055 6,679 
26.0 — Supplies and materials .............ccccssssesceessee 293 303 237 
33.0 — Investments and lOaNS.............scsccssssesceeeene 7,950,877 6,552,641 5,106,671 
43.0 — Interest and dividends .................sseccssseccssees 999,407 1,462,054 1,670,074 
43.0 Interest on participation certificates............ 12,965 12,966 12,966 
OO, WRN ces oacecccs act corvctessivssurtssstsesbessaess 63,173 50,000 40,000 
Total costs, fUunded..............csccssseees 9,062,553 8,120,315 6,861,522 

94.0 Change in selected resources ..............::...0+- 111,562 —100,782 — 47,842 
99.0 Total obligations...............sccssssseeesseeeee 9,174,115 8,019,533 6,813,680 

Personnel Summary 
Total number of permanent positiOns................sssseee 17 17 17 
Total compensable workyed'S...............-+0+- 1,498 1,644 1,294 
Full-time equivalent of other positions (715) (680) (535) 
Full-time equivalent of overtime and holiday 

DUINB ce siccesccsoss ooiascss occossnea mae (60) (47) (40) 
Average GS grade 8.09 8.09 8.17 
Average GS salary $17,373 $18,590 $18,770 
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RurAL DEVELOPMENT INSURANCE FUND 





For an additional amount to reimburse the rural development in- 
surance fund for interest subsidies and losses sustained in prior years, 
but not previously reimbursed, in carrying out the provisions of the 
Consolidated Farm and Rural Development Act, as amended (7 U.S.C. 
1988(a)), [$91,874,000] $743, 282,000. 

For loans to be insured, or made to be sold and insured, under this 
fund in accordance with and subject to the provisions of 7 U.S.C. 1928 
and 86 Stat. 661-664, as follows: insured water and sewer facility 
loans, $700,000,000; industrial development loans, [$1,100,000,000] 
$936,000,000 of which $10,000,000 shall be for insured loans and 
[[$1,090,000,000] $926,000,000 shall be for guaranteed loans; and in- 
sured community facility loans, [$250,000,000] $240,000,000. In sum, 
during 1981, gross obligations for the principal amount of direct loans 
shall not exceed $950,000,000, and total commitments to guarantee 
loans shall not exceed $926,000,000 of contingent liability for loan 
principal. (Public Law 96-108, making appropriations for Agriculture, 
Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 











Identification code 12-4155-0-3-452 1979 actual 1980 est 1981 est 
Program by activities: 
Capital investment, funded: 
1. Loans made: 
(a) Payment of delinquent 
Installments ............se-ses00e- BP Mates’ | ee 
(b) Advances on behalf of 
DOFFOWETS .....csssecseesvessessees Oy ox...05ak.aoid Ul vacated 
(c) Loans from the fund...... 749,269 902,317 1,031,479 
2. Purchase of loans from in- 
VESUNG ohscateciunracnsiammetin 14,302 23,009 22,767 
3. Purchase of certificates of 
beneficial ownership.............. 270,151 461,477 643,821 
4. Interest on loans purchased 
frOM iNVESTOFS..........c.-sseeeeseee 176 150 125 
5. Disbursement of loan repay- 
ments to investors ................ 16,812 16,500 16,000 
Total capital _ invest- 
ment, funded........... 1,050,671 1,403,453 1,714,122 
Operating costs, funded: 
1. Administrative expense.......... sel) as vuneshdicscessd arte sen ncbshonde co es 
2. Interest on certificates of 
beneficial ownership.............. 279,630 377,665 460,562 
3. Premium interest for inves- 
Sinisa ds vragen, 6,536 5,989 5,611 
4. Interest expense on withheld 
CONOLIONS scsseiscesieissesssssvccsccsss 389 800 600 
5. Interest on borrowings.......... 33,284 40,000 44,000 
6. Certificates of — beneficial 
ownership and insured loan 
SAIS EXPENSE........-secseecseeseees 15 8 
7. Loss settlement expense on 
guaranteed loans...............06.. 12,058 20,000 28,000 
8. Other expense ..........cssseccees SIG. cctetcsocthccde, | teumeaang 
Total operating costs, 
WONMIBG. scctcsbyecteeteccclens 333,772 444,462 538,781 
Total program costs, 
MUN as occtsicccidtdees 1,384,442 1,847,915 2,252,913 
Change in selected resources (un- 
Gelivered Orders) .......scs.ssseseceseee 357,551 47,675 — 81,487 
10.00 Total obligations................0... 1,741,994 1,895,590 2,171,486 
Financing: 
14.00 Offsetting collections from: Non- 
Federal sources: 
Repayment on loans held by 
ON is ctak oa at — 49,238 —61,250 —14,100 
Loan repayments received on 
behalf of investors ............... —16,812 — 16,500 — 16,000 
Repayments on advances —402 —300 — il 
BIB OH MOMS ct ek cseses visser etal, "Phacheevenssocassenc — 10,000 —$,000 
Sale of certificates of beneficial . 
OWTILGIUD isi csessssssonsssocties — 980,093  —1,442,131  —1,699,58 
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Insurance premiums................... —6 ° —5 —4 4700 Other adjustments... — 270,148 — 484,061 — 666,263 
ment in- Interest reVeNUE..............e-sesee- — 185,073 — 228,401 — 278,426 Termination for reasons other 
or years, eon te Ssaicodavasti rience ‘Wa —3,010 —4,100 than default .............cssssseeseee (—269,595) (—484,486) (—666,588) 
waranteed loss recoveries ....... RON aicceseisoouene heen 
"one Other TERUG nn eee veer oe 4900 Outstanding, end of year... 5,468,097 7,157,663 8,939,740 
te tll 31.00 Redemption OF EDL naeennerrne  setnnnneeit 93,184 Note.—Sales of certificates of beneficial ownership (CBO’s) are reflected as reductions of loans outstanding and 
. ding i in | rantees. Purch f th rtifi flected as i loa nding and 
S.C. 1928 Budget authority eh ege ee 507,370 133,993 143,282 aiaieatn ia antiole ava ae fc connie 7 USC 1932(6)(6), These ‘nen = a 
: facility Budget authority reflected in the direct loan or loan guarantee limitation levels. 
000,000) Current: ; P 
ans and ie The Rural development insurance fund was estab- 
; and in- 40.00 — ee Eas ies — —— 143,282 lished on October 1, 1972, pursuant to section 116 of the 
eae 61.00 Transferred to other accounts... ....ssscsssosssssen oe (|, eae ert Rural Development Act of 1972 (Public Law 92-419), 
suarantee 63.00 Appropriation (adjusted)... oo... = GRO)? ae nee ere 2 pe eee o - ya eae’ 
I 67.10 Authority to borrow (7 ze 2 
a "USC. 1929 a(d)) a credit insurance fund applicable to loans for water sys- 
WATE) ccsccccscssiciseceuastit 400,094 SASIG0 ies, Mcce, tems and waste disposal facilities to this fund. 
The fund is used to insure or guarantee loans for 
Relation of obligations to outlays: : a5. = 
71.00 Obligations incurred, net... 507,370 133,993 ggg Water systems and waste disposal facilities, community 
1981 est Obligated balance, start of year: facilities, and industrial development in rural areas. 
72.47 Authority to DOrrOW ........sssse. 1,956,704 2,281,798 2,320,917 The objective of the water and waste disposal loan 
os Ps roca aiohe ore 10,618 en 42,778 program is to assist eligible borrowers (communities 
READ DOSONCE: WOMSTOTTOL, THERA. aneseesceseonee STU ssseseseesseennee and others) to provide assistance for basic human amen- 
74.47 eee re 2981798  —2320917  —2117.733 ities, alleviate health hazards and promote the orderly 
sn 1498 FUNG DANCE erin 40,908 + = 42.778 = 136,445 growth = a areas by pores * oe for new — 
SO Ss improved rural water and waste disposal systems an 
Holle 90.00 Nee shea cscacetarsctcsancdas 151,990 90,000 199,615 . ay ad 
meet National clean water standards. The objective of 
1,031,479 i sah , ; 
Note.—Excludes $34,000 thousand in 1981 for activities transferred to the Rural Communication Development Fund, REA the community facility loan program is to assist rural 
22,161 Comparable amounts for 1979, $5,592 thousand, and 1980, $34,000 thousand, are included above. communities in developing or improving essential com- 
munity facilities. 
643,821 Status of Direct Loans (in thousands of dollars) Water and waste disposal development loans and es- 
125 identification code 12-4155-0-3-452 1979 actual 1980 estimate 1981 estimate sential community facility loans oe be made to Oras 
. nizations including certain Indian tribes, corporations 
16,000 Position with respect to limitation not operated for profit, and public and quasi-public 
in0 fines cs aie ee agencies. Water and waste disposal development loans 
1,714,192 adn. 1050000 950,000 -—-«950909 +: @F€ made for the development, storage, treatment, puri- 
= 1200 Obigations incurred, gross... — 1,434,451  —1,434,486 1,616,588 fication, or distribution of water and or the collection, 
1900 Unused balance of limitation treatment, or disposal of waste in rural areas. Commu- 
Tee he apaaaday en -] nity facility loans are made to construct, enlarge, 
Ss a oo  seextend, or otherwise improve community facilities pro- 
Cumulative balance of direct viding essential service to rural residents. Such facili- 
$l han deemed tae ae oni ae iil ties include those providing or supporting overall com- 
av M2200 Osbursemefis... 1,033,721 1,386,803 «1,698,057. +: Munity development such as fire and rescue services, 
44,000 Purchase of loans..... a (14,302) (23,009) (22,767) transportation, and community, social, cultural, and 
Purchase Of CBO'S........scssosssn (270,151) (461,477) (643,821) recreational benefits. Loans are made for facilities 
. 2400 Repayments, prepayments, loan which primarily serve farmers, ranchers, farm tenants, 
a aie prereeenenertennnnten — 1,029,733 rary ae farm laborers, and other rural residents in rural areas 
28,00 | Sale of B0'S......... ".-  (~~980,093) (—1,442,131) (—1,699,558) Which shall not include any areas in any city or town 
eee 2500  Write-offs for default... - aa =i ~9 having a population in excess of 10,000 inhabitants ac- 
2700 Other adjustments ....cccc.ccccsssceee 1,128 900 800 cording to the latest decennial census of the United 
538781 | 2900 Outstanding, end Of Year... 348,064 222,076 138,076 | States. These loans are repayable in terms not to 
exceed the useful life of the facility or 40 years, which- 
9.252913 Status of Loan Guarantees (in thousands of dollars) ever is less, and bear interest not in excess of 5%. 
The objective of the industrial development loan pro- 
— 81,48) Position with respect to limitation gram is to facilitate the development or improvement of 
oan) 3il0 ticoealt a aeeentie 7 business and industry in rural areas, to stimulate eco- 
a TT 1,100,000 1,066,000 -—»-926,009:+«ROmiic growth, to create employment opportunities, and 
3200 Commitments, gr0$S.....ccccccoeon — 2,080,062  —2,518,131 —2,634,558 to improve the environmental climate. 
oe The industrial development loans may be made to a 
3900 Unused balance of limitation, ex- i i j 
acc Th. <siamsnsinnisler “<abascdlites cooperative, corporation, partnership, trust, or other 
14,100 legal entity organized and operated on a profit or non- 
os Cumulative balance of guarantees profit basis; Indian tribe; municipality, county or other 
[ath 40) Onstondng, der of yer. fast te oe SO en So 
900 | 4200 New loan guarantees... 1/833,268 2.421.857 +~—«-2.700878 «Are made for the purposes of financing business and 
, 4400 Repayments or prepayments.........  —228,485 — 230,230 _221538 industrial acquisition, construction, conversion, enlarge- 
— 1,699,598 | 4500 Terminations for default... — 26,360 — 18,000 —25,000 ment, repair or modernization; financing the purchase 
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166 Federal Funds—Continued DEPAI 
Public enterprise funds—Continued Other assets: Deferred 
Rurat DEVELOPMENT INSURANCE Funp—Continued oe met 
and development of land, easements, rights-of-way, on loans sold......... —162 —127 —135 — 10] asin 
buildings, equipment, facilities, leases, machinery, sup- Total assets ........ 434,909 523,983 477,743 57163 
plies, and materials; and payment of startup costs and Liabilities: 
supplying working capital. . Accounts payable and aed 9 
Industrial development loans may be made in any accrued liabilities... 140,028 178,450 245,180 295,10) | vation 
area that is not within the outer boundary of any city Advances received........ 30,985 44,447 51,662 58,08 | water ( 
having a population of 50,000 or more and its immedi- Debt issued under bor- measur 
5 3 ole > rowing authority: 
ately adjacent urbanized and urbanizing areas with a Borrowings from _ 
population density of more than 100 persons per square = TreasUty eon 440,000 515,000 ~—»515,000 «GBR! centers 
mile. Special consideration for such loans is given to Other liabilities: Provi- thom: pr 
areas having a population of less than 25,000. These = for — operati 
: . : losses On loans So Provid 
loans, except for public bodies, are repayable in three = pusanted....... 19,646 36,346 51463 6694! ed, or 
separate maturities not exceeding 30 years. The interest aoe 2 
rate for guaranteed loans is determined by the lender Total liabilities..... 630,660 774,244 863,305 1,085.) eta | 
and the borrower. The interest rate for loans made by _ Government equity: with la 
Farmers Home Administration to private entrepreneurs Undelivered orders ...... 1,878,122 2,235,638 2,280,321 2,198,842 | except 
is computed on the cost of Treasury borrowing plus an Unfinanced budget au- $50,000 
increment to cover administrative costs; loans to public thority: Borrowing i 
bidion’ bes f 5 ll . "f ‘iti authority..........ceccce0 —1,956,704  —2,281,798 —2,320,917 —2,117,7% improv 
les borrowing to install community facilities neces- invested capita... 117,168 204,102 344,966 = 594451 | more n 
sary for community development are made at 5% with aaa tea. $1,000 | 
maximum maturity of 40 years. pis sa _| ation sl 
In 1979, loans for community antenna television serv- pout 8 ee - e 
ices and facilities were made by the Rural Electrifica- Analysis of changes in Govern- weal 
tion Administration (REA) and financed by the Rural : ro coat damiona 
Development Insurance Fund. REA has established the ss . | shall be 
Rural Communication Development Fund for these occa eek BPA ac aa i = , 
loans in 1980. $10,000,000 of the community facility Unfunded administrative USC. 
insured loan authorization and $24,000,000 of the indus- GNPENGE..fScalavescorsoresesee 14,662 15,315 16500 tempor: 
trial development guaranteed loan authorization for we accrued annual * 6 yg Plannin 
Oe a ee Beg NN PTE Sansngecetvnpocccacusdensvcsce y 995". 
1980 has been transferred to this new account. Unfunded depreciation ex tn 
OBLIGATIONS NODE soi gasssSeksanecens egickeshes 25 25 bj ations | 
Imputed interest................. 39,479 50,000 60,000 
(Dollars in millions] . ; 
1979 actual 1980 estimate 1981 estimate _ Closing balance..............s..ss000 185,490 250,880 327,45) 
Rural development loans: Mo. Amount = Wo, = Amount = No. Armount Retained income or loss (—): ee 
Water and waste disposal sys- Opening balance............s00000 — 327,022 —435,751 —636,44 Pr 
OE aed etinade: 1,802 $900.0 1,307 $700.0 1,219 ‘$700.0 Transactions: D 
Community facilities (FmHA) .. 615 247.0 557 240.0 520 240.0 Net operating loss............... — 216,005 — 292,565 — 347,64) 
Community facilities (REA) ..... 1 DD ccsccdcerterse casesesseste rcketetbogassvics. Lonlstoeies Appropriation to meet defi- ; 
caaibesoitun. 1.609 1,097.4 L587 1.0760 1337 936.0 aU icacsbetoatreedtan beds caincenee 107,276 91,874 143,282 
SPW. sabebidstenhadoedeseevtetoves ; W9l. ‘ 0/0. ; . E 
Industrial development (REA)... l ond L..aiioawi. dice nasd Closing balance .....ssrsreren —435,751  —636,442 — — 84080 
Total, Rural development Total Government equity 
insurance fund ........... 4,028 2,250.0 3,411 2,016.0 3,076 1,876.0 (end Of year) .....ssseee — 250,261 — 385,562 —513H 
Revenue and Expense (in huss of dla) otc eee arenes aie th oe or eee 
1979 actual 1980 est. 1981 est. Object Classification (in thousands of dollars) R 
Sepseae nome Be 100503 2341s 2as.aou itn ee 12-4185-0-3-452 1978 ach —=—«SSDes.=SCk 
ee ce — 406,508 526,580 633,044 25.0 Other SetVi0e$ ..snnnnsnnsnnonnnnnn 1393320008 
pag ean 33:0 Investments and loans 1,033,684 1,386,803 —_1,698,00! 
Net loss for the yOar.......ssssssssccsesssssssssee —216,005 —292,565 —347,640 439 Interest and dividends 320,015 424,604 510, 
OF ; MA) TRI cst Se sss deiséd ce scnswconseassnvccspancateres 16,812 16,500 __ Hei 
eeeelel Seaton (e Ranen:s has) Total costs, fUNdEM.....nnennnnnn 1,384,442 1,847,915 226280 
94.0 — Change in selected reSOUrceS ........ssssssssseee 37,551 47,675 OM 
aera ees ae i Total obligations.....ccnnnenenn 1,741,994 1,895,590 2,171.48 y 
Assets: 
Fund balance with 
TrOASUTY ........sseeeeeee 10,618 40,904 42,778 136,445 
Accounts —_ receivable [Community Services Loan Funp] 
CWE) scnsspueccssasccossecs 81,813 135,834 213,468 297,829 —Thi Paciaiitee 9 ‘ant i inistration in th 
Loans receivable (net) TEAM... cMTATL <i: RU, ATE? Oba amen em aeticiee ne c 
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DEPARTMENT OF AGRICULTURE 











SOIL CONSERVATION SERVICE 


Federal Funds 
General and special funds: 
CONSERVATION OPERATIONS 


For necessary expenses for carrying out the provisions of the Act of 
April 27, 1985 (16 U.S.C. 590a-590f), including preparation of conser- 
vation plans and establishment of measures to conserve soil and 
water (including farm irrigation and land drainage and such special 
measures for soil and water management as may be necessary to 
prevent floods and the siltation of reservoirs and to control agricul- 
tural related pollutants); operation of conservation plant material 
centers; classification and mapping of soil; dissemination of informa- 
tion; purchase and erection or alteration of permanent buildings; and 
operation and maintenance of aircraft, [$264,747,000] $283, 801,000: 
Provided, That the cost of any permanent building purchased, erect- 
ed, or as improved, exclusive of the cost of constructing a water 
supply or sanitary system and connecting the same to any such 
building and with the exception of buildings acquired in conjunction 
with land being purchased for other purposes, shall not exceed $5,000, 
except for one building to be constructed at a cost not to exceed 
$50,000 and eight buildings to be constructed or improved at a cost 
not to exceed $30,000 per building and except that alterations or 
improvements to other existing permanent buildings costing $5,000 or 
more may be made in any fiscal year in an amount not to exceed 
$1,000 per building: Provided further, That no part of this appropri- 
ation shall be available for the construction of any such building on 
land not owned by the Government: Provided further, That no part of 
this appropriation may be expended for soil and water conservation 
operations under the Act of April 27, 1935 (16 U.S.C. 590a-590f) in 
demonstration projects: Provided further, That this appropriation 
shall be available for field employment pursuant to the second sen- 
tence of section 706(a) of the Organic Act of 1944 (7 U.S.C. 2225) and 
not to exceed $25,000 shall be available for employment under 5 
US.C. 3109: Provided further, That qualified local engineers may be 
temporarily employed at per diem rates to perform the technical 
planning work of the Service. (7 U.S.C. 1010a, 1387, 1807, 2201-02, 
2250; 16 U.S.C. 590g, 590gq-1, 2001-2009; 42 U.S.C. 3271-3274; 26 Stat. 
658; Reorg. Plan No. IV of 1940; Public Law 96-108, making appropri- 
ations for Agriculture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 












































\entitication code 12-1000-0-1-302 1979 actual 1980 est 1981 est 
Program by activities: 
Direct program: 
1. Technical assistance...............::sssssee 192,042 209,635 209,443 
2. Inventorying and monitoring... e 10,389 13,183 16,096 
OOM SINUS oct or ssigconcavesecone 44,788 44,625 45,210 
4. Snow survey water forecasting.......... 4,445 3,983 3,389 
5. Operation of plant materials centers .. 2,760 2,833 2,909 
6. Resource appraisal and program de- 
WOWNNION iss sccsssccciach ri tesceertione 6,587 4,460 5,337 
7, Rural clean Water..........ssssccsssseeeccssnee 405 ROR eee. 
Total direct program .........cssscccssecssee 261,416 280,486 282,384 
Reimbursable program: 
1. Technical assistance................cccssssee 17,170 16,814 18,511 
2. Inventorying and monitoring. ae 108 165 174 
Fe MOP SUN VONS 2 seila ct Ascsacccsssscssacsbconcen 6,227 6,592 7,377 
4. Snow survey water forecasting.......... 153 115 87 
5. Operation of plant materials centers .. 198 174 182 
6. Resource appraisal and program de- 
NOUN sie RE ccc SM ccacesenccees eras evereareees 
Total reimbursable program........... 23,913 23,860 26,331 
Total operating COStS ...........cccsse00 285,329 304,346 308,715 
Unfunded adjustments to total operating 
costs: 
Depreciation on property ..............ssscccssee mak (ee 7 —3,374 
Accrued annual leave............0000. A — 184 —199 —199 
Total operating costs, funded............. 282,021 300,769 305,142 
Capital investment: Capitalized property...... 816 882 881 
Total programs, funded .........ssvs0ss00000 282,837 301,651 306,023 























SOIL CONSERVATION SERVICE 167 
Change in selected resources (stores, un- 
Gelivered OFdOrs) .........sscsccssseesessseeeeceenees 7,499 8,119 8,116 
10.00 Total obligations .................cccssseeseee 290,336 309,770 314,139 
Financing: 
Offsetting collections from: 
11.00 ON cect —20,924 —23,651 — 25,038 
14.00 Non-Federal SOUFCES..............-ssssssesseeeee —4,516 — 5,300 — 5,300 
21.40 Unobligated balance available, start of year © —12,652 EGE SL 
24.40 Unobligated balance available, end of year. SFER ict Ces 
25.00 Unobligated balance, lapsing......................- CIN ie cesorsistnichosges Heaninties 
Budget authority 262,402 277,075 283,801 
Budget authority: 
OT TN oi sicesicsnsscp aescscsarsnccnsonss 262,402 264,747 283,801 
44.20 Supplemental for civilian pay raises... ................. WIM crcccoerteomentet 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................ssssssessce0 264,895 280,819 283,801 
72.40 Obligated balance, start of year.................. 33,157 41,636 44,689 
74.40 Obligated balance, end of year.................0+. —41,636 —44,689 — 36,427 
90.00 Outlays, excluding pay raise supple- 
WON... SOUT IAL SEO: 256,417 266,671 290,830 
91.20 Outlays from civilian pay raise sup- 
RNIN Sac aitaraessicuuescctnin » enonesone 11,095 1,233 





1. Technical assistance.—Technical assistance is pro- 
vided through conservation districts to land users and 
decisionmakers, including individual landowners and 
operators, community groups, units of government, 
Indian tribes, and others for the planning of conserva- 
tion programs and installation of needed conservation 
measures and practices on the land, including design, 
layout, installation services, and consultation on those 
practices and measures provided for in resource conser- 
vation plans. 

Combinations of needed soil and water conservation 
practices are planned in relation to each other to 
achieve well-balanced conservation programs. The Serv- 
ice aids land users, units of government, and other 
policy and decisionmakers assemble relevant informa- 
tion and consider the potentials and alternatives before 
they make long-term decisions. Both vegetative and 
structural measures are installed in harmony with the 
needs of the land for protection, treatment, and re- 
source improvement. Plans reflect the decisions of the 
land users, community groups, and units of government 
concerning the use and treatment of land and water 
resources. 

Technicians of the Soil Conservation Service explain 
the various soil conditions, develop alternative uses and 
treatments, help to evaluate the costs and returns of 
conservation work, and furnish assistance in applying 
the needed treatments. 

The technical services provided through conservation 
operations are instrumental in encouraging farmers, 
ranchers, and others to establish conservation practices. 
For each dollar used to provide technical assistance, the 
individual landowner or user invests over $2 in conser- 
vation work. 

In addition, technical assistance is provided to partici- 
pants in the agricultural conservation cost-share pro- 
gram in establishing specified enduring practices and 
measures; to participants in other programs involving 
land-use adjustments and soil and water conservation; 
in support of the experimental rural clean water pro- 
gram; in the planning and application of soil and water 
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General and special funds—Continued 
CONSERVATION OPERATIONS—Continued 


conservation parctices for which loans are made by the 
Farmers Home Administration; and to rural develop- 
ment committees. Technical assistance on special na- 
tional soil, water, and related resource problems such 
as land-use planning, mine spoil restoration, control of 
erosion, sedimentation, agricultural-related pollutants, 
and protection and enhancement of the environment is 
also provided. 

Conservation technical assistance special program 
emphasis items in 1980 (including assistance on Indian 
tribal lands, small farms, agricultural waste manage- 
ment, critically eroded lands, and water quality plan- 
ning assistance) are continued in 1981. Emphasis will be 
continued on new surface mine areas, conversion of 
marginal cropland to pasture and hayland, and water 
conservation and management for 1981. 


MAIN WORKLOAD FACTORS 






1979 actual 1980 estimate 1981 estimate 
Conservation districts (MUMDET) .............e--ssssecsseeceene 2,929 2,922 2,915 
SECM NNET ALN S os css cosecenisaccasst vonsvncos\sanonstat 2,126,833 2,231,000 2,241,000 
Conservation plans and revisions (acres) ................. 32,771,184 34,000,000 33,800,000 
Decisionmakers receiving technical services.............. 879,725 765,800 760,500 
Acres treated to conservation standards................... 37,535,187 39,800,000 39,500,000 


2. Inventorying and monitoring.—Inventorying and 
monitoring provides soil, water, and related resource 
data for land conservation, use, and development, for 
guidance of community development to achieve a bal- 
anced rural-urban growth, for identification of prime 
agriculture-producing areas that should be protected, 
for evaluating land-use changes and trends, and for use 
in protecting the quality of the environment. 

3. Soil surveys.—Soil surveys and investigations are 
made of the Nation’s soil resources, with interpreta- 
tions and publications that provide physical land facts 
needed for program development, resource conservation 
planning, installation of planned practices, and for use 
by other Federal, State, and local agencies in land-use 
planning. 


MAIN WORKLOAD FACTORS 


1979 actual 1980 estimate 1981 estimate 
Acres mapped annually ..............ssssccssssscscssssseeesssnsees 57,090,962 50,000,000 47,000,000 
Soil surveys ready for publication (number) ............ 112 84 95 


4, Snow survey water forecasting.—Water supply fore- 
casts prepared from snow surveys in western States are 
useful in making efficient seasonal use of water for 
irrigation, flood control, fish and wildlife, recreation, 
power generation, municipal and industrial water 
supply, and water quality management. 

5. Operation of plant materials centers.—The selection 
and evaluation of plant materials are made at 20 plant 
materials centers through field trials to determine their 
suitability for erosion control, conservation, and other 
environmental improvements. 

6. Resource appraisal and program development.—Re- 
source appraisal and program development is carried 
out to insure that programs administrated by the Secre- 
tary of Agriculture for the conservation of soil, water, 
and related resources shall respond to the Nation’s 
long-term needs. The Soil and Water Resources Conser- 
vation Act of 1977 provides for a report to the public 































































































APPENDIX TO THE BUDGET FOR FISCAL YEAR 198) DEP 
and Congress at 5-year intervals beginning January 
1980. Fo 
: oS : - survi 
Object Classification (in thousands of dollars) aa 
: Act, 
Identification code 12-1000-0-1-302 1979 actual 1980 est. 1981 est [$16 
Direct obligations: = 
Personnel compensation: exces 
11.1 Permanent positions...........c:.ssssseesseecseees 173,223 187,430 188,521 7 U 
11.3 Positions other than permanent 10,313 11,102 12,669 Publ 
11.5 Other personnel compensation .............+ 273 284 231 velor 
11.8 Special personal services payments........ 12 19 i 
Total personnel compensation 183,821 198,835 201,507 me 
12.1 Personnel benefits: Civilian..............sscsse 21,128 22,684 22,973 deni 
13.0 Benefits for former personnel..................... 46 4] 0 = 
21.0 Travel and transportation of persons........... 5,874 5,861 6,141 | 
22.0 — Transportation of thingS...........s:-sssssscssssees 1,996 1,881 1,978 
23.1 Standard level user charges..............sscsssse 8,688 9,753 9,585 
23.2 Communications, utilities, and other rent... 12,425 12,587 12,518 
24.0 — Printing and reproduction................cssssssssee 2,300 2,345 2,329 
25.0 — Other services 9,956 10,661 10,601 
26.0 Supplies and materials ..............cccsccssescssnnee 8,076 8,144 8,157 
SLID fARMMMMMNMRE  scccessscscsteosstfesSthexisscsss ets ckapsinacts 8,164 7,898 7,846 
32.0 — Lands and structures...............sccsssesccsseecssese 67 65 52 
41.0 Grants, subsidies, and contributions. 2,320 23 26 
42.0 — Insurance claims and indemnities................ 34 4] 6 
Total direct obligations...............es 264,895 280,819 283,801 
Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent POSitiOnS..........c:sssecssecsseesseeese 13,137 15,066 15,788 
11.3 Positions other than permanent... 711 816 856 
11.5 Other personnel compensation 212 243 255 
Total personnel compensation............. 14,060 16,125 16,899 
12.1 Personnel benefits: Civilian................ssecee000 1,449 1,662 1,742 
21.0 — Travel and transportation of persons........... 435 184 490 
22.0 — Transportation of things ...........c..ssscssseescsees 69 55 nN 
23.1 Standard level user charges FOO: veresseccssteck woe 
23.2 Communications, utilities, and other rent... 976 1,121 1,174 
24.0 — Printing and reproduction...............scccsseesssee 61 70 2B 
ZOD eM SPR UNEOS osc asascversatecssttiecedosestasrosoae 4,723 5,755 5714 
26.0 Supplies and materials .............sccccsssseccsssees 302 345 361 
Sis “MMMMMMINDINE occsccrosssscassccssneovitssonchesacsonesvezvaus 861 987 1,035 
32.0 — Lands and Structures...............cccsssseccsseecssees 6 6 6 
41.0 Grants, subsidies, and contributions............ 2,302 2,641 2,161 10.00 
Total reimbursable obligations............ 25,440 28,951 30,338 | 
99.0 Total obligations..........scccsscccccssssssssees 290,336 309,770 314,139 itis 
Personnel Summary in 
: 3 24.40 
Direct program: 25.00 
Total number of permanent positions................... 9,563 9,604 9,379 
Total compensable workyeaiS............-..0++ 10,360 10,532 10,412 40,00 
Full-time equivalent of other positions.............. (1,077) (1,081) (1,171) — 
Full-time equivalent of overtime and holiday | 
HOMME ss scsgnstssapsscicsscSccskats i sbcscstRovveszcnoeab (22) (22) (22) 71.00 
HVCEAIG SGN Setisscsssccescibithccivcosssssesceoeacsecseucsign Faeepmupl $50,112 $50,112 72.10 
VAC NGS INGE cou cdilssvsvcehetsdoosussvesssssvosnvoepneire 8.58 8.58 8.60 
PRT ARO GS SARAIY <acasccsishesssovevesssvvscoonssontcessovenve $18,533 $19,528 $19,607 12.40 
Average salary of ungraded positionS...............00.. $17,436 $18,308 $19,223 | 14.10 
Reimbursable program: 74,40 
Total number of permanent positions ................... 807 904 952 
Total compensable workyearS.................0. x 872 995 1,054 90.00 
Full-time equivalent of other positions (80) (98) (106) — 
Full-time equivalent of overtime and holiday 
WOU cate iach rates nsceete (0) (0) (0) T 
Average ES salary... $50,112 and 
Average GS grade .... 8.60 of 1 
Averawe’ GS SALAY i sssenssssecschecstacooscnasssecstondesascpecs $19,607 basi 
Average salary of ungraded positions................. $17,436 $18,308 $19,223 late 
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River Basin SuRVEYS AND INVESTIGATIONS 


For necessary expenses to conduct research, investigations, and 
surveys of the watersheds of rivers and other waterways, in accord- 
ance with section 6 of the Watershed Protection and Flood Prevention 
Act, approved August 4, 1954, as amended (16 U.S.C. 1006-1009), 
[$16,487,000] $17,442,000: Provided, That this appropriation shall be 
available for field employment pursuant to the second sentence of 
section 706(a) of the Organic Act of 1944 (7 U.S.C. 2225), and not to 
exceed $60,000 shall be available for employment under 5 U.S.c. 3109. 
(7 U.S.C. 2201-02; 16 U.S.C. 1001-05; 1007-09; 33 U.S.C. 701b-11; 
Public Law 96-108, making appropriations for Agriculture, Rural De- 
velopment, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 
































identification code 12-1069-0-1-301 1979 actual 1980 est 1981 est 
Program by activities: 
Direct program: 
1. River DaSin SUIVEYS ...........scecsseecseesenee 8,143 8,743 8,747 
2. Flood plain management assistance ... 1,137 1,220 1,221 
3. Interagency coordination and pro- 
gram formulation .............cesseecssneees 2,659 2,855 2,856 
Total direct operating cost............. a 11,939 12,818 f 12,824 
Reimbursable program: 
1. River basin SUTVEYS ..........sscesssecsseesseee 1,413 1,517 1,519 
2. Flood plain management assistance ... 197 212 212 
3. Interagency coordination and pro- 
gram formulation .............ecccssseecessees 462 495 495 
Total reimbursement operating 
ee 2,072 os 2,224 2,226 
Total operating Costs ................00e. 14,011 15,042 15,050 
Unfunded adjustments to total operating 
costs: 
Depreciation on property.............cssse —136 —145 — 146 
Accrued annual leave..............ssccsecsseeees —42 —46 —- 46 
Total operating costs, funded............. 13,833 14,851 14,858 
Capital investment: 
Capitalized property .............ssccssseeccsssees 181 194 195 
Total program costs, funded.............. 14,014 15,045 15,053 
Change in selected resources (undelivered 
PNM S Liet high «. BEM vatarticreciasasonitink a 4,363 SB 4,686 4,689 
10.00 Total obligations ...........scccsccsssecccesssees 18,377 19,731 19,742 


Financing: 
Offsetting collections from: 
MRT art gestae canes 
Non-Federal SOUFCES.......ccssccsssssssssseeeeeeee 
Unobligated balance available, start of year 
Unobligated balance available, end of year. 
Unobligated balance, lapsing ..................000 


11.00 
14.00 
21.40 
24.40 
25.00 


40.00 





Budget authority (appropriation) .. 


16,487 


Relation of obligations to outlays: 
Obligations incurred, Net ............ccccccscssseee 
Receivables in excess of obligations, start 
tetas Riis Rissocscscesosesnss 
Obligated balance, start Of year........sssssse... 
Receivables in excess of obligations, end of 


71.00 
72.10 


17,431 


—579 
2,143 


72.40 
74.10 


74.40 


90.00 16,467 





The Department cooperates with other Federal, State, 
and local agencies in making surveys and investigations 
of watersheds of rivers and other waterways as the 
basis for the development of coordinated water and re- 
lated land resources programs. 


MAIN WORKLOAD FACTORS 


















Status of river basin surveys 1979 actual 1980 estimate 1981 estimate 
WRC Interagency studies (level B’s and specials): 
Surveys in progress, start of year..................s0 12 9 9 
Surveys initiated during year...............-csessssuee 5 4 4 
Surveys worked during year 17 13 13 
Surveys completed during year 8 4 4 
Surveys in progress, end Of yeaP.............cssseseceen 9 9 9 
Cumulative total surveys initiated..... 40 44 48 
Cumulative total surveys completed 31 35 39 
USDA cooperative studies: 
Surveys in progress, start Of year...............-sse 57 53 48 
Surveys initiated during year 10 8 8 
Surveys worked during year......... 67 61 56 
Surveys completed during year.................-csss0 14 13 10 
Surveys in progress, end Of year..............cssssece 53 48 46 
Cumulative total surveys initiated 136 144 152 
Cumulative total surveys completed................. 83 96 106 
Flood plain management assistance program: 
Sey WI os sat aoe ee 35 36 36 
Completed studies .. 30 30 30 
CII SON cscccorccrce ee cee 53 53 47 
Cumulative total completed ...................-.ssessssseee 187 217 247 


1. River basin surveys.—The Department participates 
in cooperative surveys and investigations in river basins 
primarily with State water resource agencies, but also 
with other interested Federal and local entities. Prior- 
ity is given to studies which: (a) solve nonpoint source 
pollution problems, including salinity; (b) protect impor- 
tant farm and wetlands; and (c) improve irrigation effi- 
ciencies and conservation of water. 

The Department also is represented on the Water 
Resources Council which was formed in accordance 
with section 101, Public Law 89-80, Water Resources 
Planning Act, to coordinate water and related land re- 
source activities of Federal departments and agencies. 
USDA costs related to WRC interagency river basin 
studies (level B) are financed by reimbursable agree- 
ment. 

2. Flood plain management assistance.—Through this 
cooperative program, SCS assists local governments in 
carrying out flood hazard studies and provides technical 
assistance for the development of a flood plain manage- 
ment program. These detailed technical studies delin- 
eate flood-prone areas and floodways on maps for local 
use in implementing programs to reduce hazards to life 
and property from flooding. 

SCS performs flood insurance studies for the Depart- 
ment of Housing and Urban Development, Federal In- 
surance Administration (FIA) on a reimbursable basis. 
Currently, the SCS has 146 flood insurance studies un- 
derway. HUD reimburses SCS for full cost of study 
work. 

3. Interagency coordination and program formula- 
tion.—The Department maintains representation on six 
river basin commissions, three river basin interagency 
committees, and the Water Resources Council. These 
serve as points of contact in coordinating representa- 
tives of this Department and other Federal Depart- 
ments and agencies and the States in these basin areas. 
Department representatives keep concerned parties in- 
formed of the activities of the member agencies and 
facilitate interagency coordination. 
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Object Classification (in thousands of dollars) 























































































Identification code 12-1069-0-1-301 1979 actual 1980 est. 1981 est. 
SOIL CONSERVATION SERVICE 
Direct obligations: 
Personnel compensation: 
11.1 Permanent poOSitiOnS................sssssscessseeees 7,603 8,550 8,265 
11.3 Positions other than permanent... 534 600 580 
11.5 Other personnel compensation ........ 39 44 43 
Total personnel compensation............:. 8,176 9,194 8,888 
12.1 Personnel benefits: Civilian...... = 917 930 915 
13.0 — Benefits for former personnel................0..... 3 Gane. 
21.0 — Travel and transportation of persons........... 341 414 414 
22.0 — Transportatiun of thingS............scccssssssseeees 53 71 71 
23.1 Standard level user charges.................s+ 587 584 584 
23.2 Communications, utilities, and other rent.... 296 280 280 
24,0 — Printing and reproduction................cssse 109 103 103 
25.0 — Other services................ ki 1,636 1,565 1,406 
26.0 Supplies and materials ..............sscccsssseeseees 260 246 246 
LAD GUNMEN ccosissiucscsceraeSocoorsects ocosecctooreectate 170 160 160 
Total direct obligationS.................00 12,548 13,550 13,067 
Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent pOSitiOnS............::-.sssescsssesessee 883 1,250 1,250 
11.3 Positions other than permanent.............. 81 115 115 
Total personnel compensation............. 964 1,365 1,365 
12.1 Personnel benefits: Civilian.................sesc00 91 129 129 
21.0 Travel and transportation of persons........... 110 103 103 
23.1 Standard level user charge..............s.sscsseee 4 2 2 
23.2 Communications, utilities, and other rent... 13 18 18 
24.0 — Printing and reproduction.................scssssee 8 ll 5] 
CSO <UROP SAVORS SS OTR REE as 375 579 579 
26.0 Supplies and materials .............sscssseessseees 5 7 7 
OO RA MNMMPOUD ose: fiXccosschssansnnseDoivepipiesaneicrsislarts 12 17 17 
Total reimbursable obligations............. 1,582 2,231 2,231 
Total obligations, Soil Conservation 
TUNG AR essckecoccmtnnas 14,130 15,781 15,298 
ALLOCATION ACCOUNTS 
Direct obligations: 
Personnel compensation: 
11.1 Permanent pOSitionS..........:.:cssssesssssesees 2,484 2,307 2,503 
11.3 Positions other than permanent.. ty, 214 199 199 
11.5 Other personnel compensation................ 23 21 21 
Total personnel compensation............. 2,721 2,527 2,123 
12.1 — Personnel benefits: Civiliat............csccssseeee 276 257 276 
21.0 ‘Travel and transportation of persons........... 309 156 170 
22.0 — Transportation of thingS............sccccsceee 19 15 21 
23.1 Standard level user charges..............sss00 130 130 130 
23.2 Communications, utilities, and other rent... 134 127 127 
24.0 — Printing and reproduction...............ccscsseee 16 16 16 
25.0 Other Services ...........s0000 i 366 586 845 
26.0 — Supplies and materials . is 31 29 29 
SLO!‘ SEQUINIONT sist ssstetvcsesssssectandessenss = 137 29 29 
41.0 — Grants, subsidies and contributions.............. 9 9 9 
Total direct obligations, allocation ac- 
PONSA ieee 4,148 3,881 4,375 
Reimbursable obligations: 
DOA) sr FOUN: SEXVICES ss.sovnsessssooorspsnsaves Sibeonsasyerops 99 69 69 
Total obligations, allocation accounts . 4,247 3,950 4,444 
99.0 Total Obligations ............scccccssssesccesssees 18,377 19,731 19,742 
Obligations are distributed as follows: 
Soil Conservation Service.............ssvvvsssesesssssssseeess 14,130 15,781 15,298 
FURR INNIS SE csmmctscrtstereccieocactncrey 1,866 1,934 2,026 
Economics, Statistics, and Cooperatives Service... 2,381 2,016 2,418 





Personnel Summary 


SOIL CONSERVATION SERVICE 
Direct program: 






























Total number of permanent positions................... 353 384 31] 
Total compensable WOrkyearS...........:..ssssesssesesssees 400 416 404 
Full-time equivalent of other positions............. (52) (54) (52) 
Full-time equivalent of overtime and holiday 
PRG PIT oT csi scssbvichiassistanftons ( (2) (2) 
Average ES salary $50,112 $50,112 
Average GS grade 8.58 8.60 
Average GS salary $19,528 $19,607 
Average salary of ungraded positions................... $17,436 $18,308 $19,223 
Reimbursable program: 
Total number of permanent positions................... 48 52 52 
Total compensable WOrkyeaTS.............::sssescsssesssees 55 81 8] 
Full-time equivalent of other positions.............. (8) (10) (10) 
Full-time equivalent of overtime and holiday 
PRs ish. sess ces haibasiibussincesionssyssszaponnsy (0) (0) 
Average ES salary $50,112 $50,112 
Average GS grade 8.58 8.60 
Average GS salary $19,528 $19,607 
Average salary of ungraded positions................... $17,436 $18,308 $19,223 
ALLOCATION ACCOUNTS 
Total number of permanent positionS..................s0 87 7] 7 
Total compensable workyea!S................... 109 103 103 
Full-time equivalent of other positions (13) (12) (12) 
Full-time equivalent of overtime and holiday 
BIE ssh eer vhs as cinvass cont ote covsusavbasuss concposundiass (0) (0) (0) 
UNIT r ny SUNY sacesccctcseis ssoscbssasenvosnaeaieipctrenpseasoscyy= “aadesvasasebokedis $50,112 $50,112 
IVEEOGO EIS LIMA Sse sackosscexsasscnasiassoudscissolsoriotent 8.43 8.43 8.43 
PAVERADO Gas SONY Sic-astsscasecovssionteustnassosesssonstssbextoobets $16,184 $17,030 $17,030 
Average salary of ungraded positions ............s..s000 $13,641 $14,596 $14,596 








WATERSHED PLANNING 


For necessary expenses for small watershed investigations and 
planning, in accordance with the Watershed Protection and Flood 
Prevention Act, as amended (16 U.S.C. 1001-1008), [$10,500,000] 
$6,660,000: Provided, That this appropriation shall be available for 
field employment pursuant to the second sentence of section 706(a) of 
the Organic Act of 1944 (7 U.S.C. 2225), and not to exceed $50,000 
shall be available for employment under 5 U.S.C. 3109. (7 USC. 
2201-02; 33 U.S.C. 701b-11; Public Law 96-108, making appropriations 
for Agriculture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 12-1066-0-1-301 1979 actual 1980 est 1981 est 





Program by activities: 
Direct program: Small watershed planning 














authorized by Public Law-566................ 12,449 11,004 6,515 
Reimbursable program: Small watershed 
planning authorized by Public Law-566.. 1,174 1,369 1,369 
Total operating COStS............ssecseees 13,623 12,373 7,884 
Unfunded adjustments to total operating 
costs: 
Depreciation On property.......sssssevveeeseeeee — 135 — 120 —N 
Accrued annual leave............sessssesssseesens BOT ccacssstistaites. 9 OKO 
Total operating costs, funded............. 13,517 12,253 7812 
Capital investment: Capitalized property...... 164 146 8] 
Total program costs, funded .............. 13,681 12,399 7,889 
Change in selected resources (undelivered 
SOVOORR SYS Wes S AOR cs fesccctinnsciscorcinsins 307 253 161 
10.00 Total obligations .........ssssscsssssssessesseen 13,988 12,652 8,060 
Financing: 
Offsetting collections from: 
11.00 MUIR cas oxss scaiBeicissccchosis ass —3] —100 
14.00 Non-Federal SOUFCES..........c:sssssessssssesssees —1,223 — 1,300 
21.40 Unobligated balance available, start of year — 1,583 —137 


24.40 Unobligated balance available, end of year.. Beal 11 {anata deste 
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DEPARTMENT OF AGRICULTURE ee eee a 
95,00 Unobligated balance, lapsing.................+. SU caster” ccamiutee 23.1 Standard level user charges...................-0+-- 559 586 626 
23.2 Co ications, utilities, and other rent.... 350 308 173 
Budget authority ....-rnnnrn 11847 11,115 6,660 74.0 Piling ond eotecion Beat ter 64 56 31 
= 25.0) ORE SMG 5 1,385 1,389 687 
Budget authority: . . ’ ’ 
40.00 AppropriatiON ......cccrnnsessssnesee 11,847 10,500 6,660 a, ee econo 2 ja . 
44.20 Supplemental for civilian pay raises... ................. v2.2. on P rie mee .e bce 2 
aa Total direct obligations..................... 12,168 10,765 6,367 
Relation of obligations to outlays: ae 

71.00 Obligations incurred, net.............. 12,728 11,252 6,660 Reimbursable obligations: 

72.40 Obligated balance, start of year. 2,416 2,180 2,116 Personnel compensation: 

74.40 Obligated balance, end of year.................... — 2,180 —2,116 474 Ar! Permanent poOSitiOnS.................scsssssseeseee 719 800 800 

, ‘ 11.3 Positions other than permanent 25 28 28 

90.00 Outlays, excluding pay raise supple- 11.5 Other personnel compensation .............. L nuinealbies! Gadgele. 

WIVOIURRN De ocoesitccksdeadacactedvebsastotoontse 12,964 10,762 7,441 ; 
91.20 Outlays from civilian pay raise sup- Total personnel compensation.............. 745 828 828 
MTN ee A Fics hana ycicaienntincetel 554 61 12.1 — Personnel benefits: Civilian..................0.00+- 82 91 91 
21.0 Travel and transportation of persons. 32 28 28 
; , 23.1 Standard level user charges .................su- Pe Se eee 
The Department cooperates with other agencies and 93) Communications, utilities, and other rent... 3 3 3 

the States in planning works of improvement in small 24.0 Printing and reproductiOn.....cccscccsecsscssne  scesmnesensen 9 9 

watersheds to reduce damage from floodwater, sedi- 25.0 Other services................... 381 427 427 

ment, and erosion and for the conservation, develop- a oe materials... s. . 

ment, utilization, and disposal of water. . QUIPMENE .......sssessecsseesenessssessnesssnsssnecssnsennes 

Total reimbursable obligations............ 1,260 14 . 
MAIN WORKLOAD FACTORS otal reimbursable obligations 6 00 1,400 
' Total obligations, Soil Conservation 
Activity 1979 actual 1980 estimate 1981 estimate - ? 

Application for planning assistance: PW esate 13,428 12,165 7,767 
On hand, cumulative, start of year... 2,812 2,625 2,595 
Net change GUTiNg YOQr..eeccaetnvsssessnsenseneee —187 —30 —30 ALLOCATION ACCOUNTS 
On hand, cumulative, EOY..............sccccsssecscsseeceseee 2,625 2,595 2,565 Personnel compensation: 

Consisting of: 11.1 Permanent positiOns..............:-.ccc-ssesesssee 374 329 198 
Suitable for planning............ eg ts Anema 842 797 767 11.3 Positions other than permanent............... 36 31 19 
Authorized for planning .............ccs.ssscecssecsesneeecenee 1,783 1,798 1,798 ; 

Status of planning: Authorized, cumu- Total personnel compensation............. 410 360 217 
AT TR 1,774 1,783 1,798 12.1 Personnel benefits: CiviliaM.......-meemerer 48 41 25 

Less: 21.0 — Travel and transportation of persons........... 31 5 16 
Suspended or terminated, cumulative start of 22.0 Transportation of things aaticuasedsonnevesteaseoeseesis 2 2 1 

eee SS Ae 364 390 401 23.2 — Communications, utilities, and other rent... 22 19 ll 
Completed, cumulative start of year 1,229 1,243 1,263 25.0 Other SOrviceS .......esscessesseeseerseeneeenenn 3 23 l 
Planning in process, start of year........ 181 150 134 31.0 Equipment ........ssasssssessessenseenetnsesnens 4 4 2 
New authorizations during yOar........sscsssssesen 9 15 0 32.0 Lands and structures........... eeoonesesesnsenaee 4 3 2 

Less: 41.0 — Grants, subsidies, and contributions............ 36 30 18 
Suspended or terminated during year 26 lI i Total direct obligations, allocation ac- 

Completions during year..................:... 14 20 10 counts. 560 487 293 

Planning in process, Nd Of Year ......ss.ccccssssssssssesseee 150 134 mo. ¥ iro 1 oe Se ee a. 

99.0 Total obligations ................ssssscceeesssee 13,988 12,652 8,060 
The Department makes surveys of proposed small wa- ——— : - 

tershed projects, and work plans are prepared in coop- _ Dbligations are distributed as follows: 

eration with local sponsors. These plans outline the soil bm ae SONIC nnnrrrnnnnnnn a aa va 

and water management problems in the watershed, the —_Esinomics Stalslicg and Cooperatives ‘Sori oo 

: ; ‘ peratives Service... 31 26 16 

steps that have been or are authorized to be taken to — 4 ; c 

alleviate these problems, the proposed works of im- Personnel Summary 

provement to be installed, the estimated benefits and — - 

costs, cost sharing, and operation and maintenance ar- SOIL CONSERVATION SERVICE 

rangements, and other facts necessary to justify Federal  pirect. 

participation in project development. In order to utilize Total number of permanent positions ................... 358 291 166 

available resources to complete work in process, no new _ Total compensable WOrkyearS.....n.rvneenmennen 393 323 186 

planning starts will be initiated in 1981. — =" bye ae (41) (34) (20) 

ull-time equivalent of overtime ani iday 
Object Classification (in thousands of dollars) I ators castsscoss cecsaisdscatnioeesistorsessscscinss (1) (1) (1) 
. - TURIN Ee GUN ssodncistocacesceeteccescinanstccscricecn” | esoealaciectiat $50,112 $50,112 
Wentfication code 12-1066-0-1-301 1979 actual 1980 est 1981 est PO ON ce csaciaccesrestvandivcrpnns 8.58 8.58 8.60 
IRIAN Ci SIN icin cence $18,533 $19,528 $19,607 
SOIL CONSERVATION SERVICE Average salary of ungraded positions................... $17,436 $18,308 $19,223 

Direct obligations: Reimbursable: 

, Personnel compensation: Total number of permanent positions .................. 37 42 42 

“ Permanent DIES Gsetcsnssveecooeetecee 7,670 6,745 3,797 Total compensable workyears ..............-.. 39 45 45 
3 Positions other than permanent 412 362 204 Full-time equivalent of other positions (2) (3) (3) 

15th 
er personnel compensation ............. 13 12 7 Full-time equivalent of overtime and holiday 

Total personnel compensation............ 8,095 7,119 4,008 I eects eac nate diraceremerecere (0) (0) (0) 

121 Personnel benefits: Civilian... " 895 787 0 I ene Pr erence ~ moet os 

13.0 — Benefi FOIE ES I isssiiccesecnccesiencerccesnsssbonacaante 8.58 8.58 8.60 

14 efits for former personnel 4 4 2 Average GS salary $18,533 $19,528 $19,607 

ravel and fan af marenne 2 (it—t—i—‘“‘éi DCA QR ARTS WD QGIGTY wcccccccccccccccsccccscscsccsescceccncesscscsess P y . 
transportation of persons........... 383 170 185 Average salary of ungraded positions .............c. $17,436 $18,308 $19,223 


Transportation of things ........ccsssssseseeee 65 23 31 










































































































































































































172 iedtee om APPENDIX TO THE BUDGET FOR FISCAL YEAR 19) | DEPAI 
General and special funds—Continued Accrued annual leave.............ssssecseessees a BOs asstids buatsacice Saad Projects C 
WATERSHED PLANNING—Continued Total operating costs, funded.......... 223,589 181,326 150,115 | Projects u 
Personnel Summary—Continued Capital investment: 
Capital Pre ty assevecsessnssssssssnssornsesee 1,572 1,247 10 ai 
ALLOCATION ACCOUNTS Advances for future water supply........... 164 440 _ roe 
Total number of permanent positionS................000 21 21 13 Total program costs, funded .............. 225,325 183,013 151,755 ; 
Total compensable workyears.................-. WF 17 17 10 Change in selected resources (undelivered 
Full-time equivalent of other positions (2) (2) (2) SURREIIBIN stancacgsyscathaiteatsObvses ceo scasveoreenpesbns 33,360 26,003 22,505 Em 
Full-time equivalent of overtime and holiday Tales Puss ya ram 
GRO sh ete MNS cette, csesconse (0) (0) (0) 10.00 Total obligations...............ssscssssveceessee 258,685 209,016 174,260 a 
Average GS grade...... a 8.43 8.43 8.43 Financing: nds 
Average GS salary............s000 evessone we, $16,185 $17,029 $17,018 Offsetting coettions from: ole q 
Average salary of ungraded positiOns .........r.mem $13,641 $14,596 $14,596 35) Federal FUNAS occccececseceesesetce 614 _ 395 ce 
14.00 Non-Federal SOUFCES............csssseecsseesssees — 2,720 —1,775 ow tow 
21.40 Unobligated balance available, start of year —125,136 —39,392 i 
Watekenep AND F000 Prevention OrEraTions 24.40 Unobligated balance available, end of year. Utd dacs peltsibcoicendcys aaa 
For necessary expenses to carry out preventive measures, including 40.00 Budget authority (appropriation).. 169,607 = 167,524 = 172,18) | other 
but not limited to research, engineering operations, methods of culti- ; ie are er 
vation, the growing of vegetation, and changes in use of land, in Relation of obligations to outlays: h : 
accordance with the Watershed Protection and Flood Prevention Act, 71.00 Obligations incurred, Net ......c.:.cmss 255,351 206,916 724} + Chars 
approved August 4, 1954, as amended (16 U.S.C. 1001-1005, 1007- 72.40 Obligated balance, start of year.. . -:156,477 183,589 190813 | natior 
1009), the provisions of the Act of April 27, 1935 (16 U.S.C. 590a-f), 74.40 Obligated balance, end Of yeat.....cs.:anen — 183,589 —190,813 —171,| tershe 
and in accordance with the provisions of laws relating to the activi- ce a eee applic 
ties of the Department, [$167,524,000] $172,160,000 (of which 90.00 UII ices 228,239 19969219170) 
[$18,500,000] $79,860,000 shall be available for the watersheds au- 3 a ied 
thorized under the Flood Control Act, approved June 22, 1936 (33 . . : source 
USC. 701, 16 U.S.C. 1006a, as amended and supplemented): Provided, a cerns oe - pear pF stn the plan’ 
That this appropriation shall be available for field employment pursu- edera. overnment and States anc their political sub Eme 
ant to the second sentence of section 706(a) of the Organic Act of 1944 divisions in installing works of improvement to (I) req 
(7 cae 2225), and not to ~ Oe ‘ge gal gta raed reduce damage from floodwater, sediment, and erosion, ations 
emergency measures as provide yy sections = oO e Tricul- ° *1: : 
tural Credit Act of 1978 (16 U.S.C. 2203-2205) and not to exceed (2) for the conservation, development, utilization, and) source 
$200,000 shall be available for employment under 5 U.S.C. 3109: Pro- disposal of water, and (3) the conservation and proper gccent 
vided further, That [$26,000,000] $20,000,000 in loans may be in- utilization of land. Loans are available through the Ag. impait 
eed or ee and inaared, yeaa ne Ce a ea, ricultural credit insurance fund of the Farmers Home a natu 
nsurance Fund oO e Farmers ome ministration at. ; D8 : ® ® i 
Provided further, That not to exceed $1,000,000 of this appropriation Administration to local organizations to help them fi life or 
is available to carry out the purposes of the Endangered Species Act Nance their share of the costs for certain works of im Sponsi 
of 1973 (Public Law 93-205), as amended, including cooperative efforts provement. rights, 
as contemplated by that Act to relocate endangered or threatened Watershed operations authorized by Public Law 534.- ity for 
ee ee Ser Bs ges eee . ar The Department cooperates with soil conservation dis| out co 
project construction. S.C. 2201-02; (SiG. -1, -11; . ae ; ‘ : 
Public Law 96-108, making appropriations for Agriculture, Rural De- tricts and other local organizations in planning and Servic 
velopment, and related agencies, 1980.) installing works of improvement for flood prevention in’ lands 
cca ir 11 watersheds authorized by the Flood Control Act of minist 
P d Fi th ds of doll 
ee ee 1944. The Federal Government shares the cost of works availa 
Identification code. 12-1072-0-1-301 1979 actual ‘1980 est. 1981 est. of improvement for flood prevention, agricultural water Sma 
as management, recreation, and fish and wildlife develop 566.—' 
Program by activities: ments amsiste 
Direct program: ‘ ; : i 
Watershed operations authorized by The Department furnishes technical and, in certain’ waters 
Public LAW 534....ssssrererstnenense 22,819 20,981 16,985 instances, financial assistance to landowners to acceler water 
sno oka pe ar aoa 202 180 194 ate planning and installation of land treatment meas| enhan 
anc ne 66336 32.759 3649 ures for runoff retardation, sediment control, and wate Wat 
Small watershed operations authorized management. Local sponsoring organizations must fur! local o 
by Public LAW 566.......sssssesseesenne 131,110 125,812 122,674 nish all land easements and rights-of-way, water rights throug 
LOAN SerViCeS......... fe 383 360 397 all costs of works of improvement for nonagricultura| approy 
Total direct program 220,850 180,092 148,859 water management measures (except for those related where 
Reimbursable program: = to fish and wildlife development and recreation) ani millior 
Watershed operations authorized by operate and maintain all completed works of improve ices ay 
Public LaW 534.....nsnnnnnnnn 842 108 108 ment. works 
— watershed protection oper- ie Within the 11 authorized projects, 398 subwatershd  — Lan 
Small watershed operations authorized oo areas have been identified for planning purposes. It vided | 
by PUbliC LAW 566 ...ccsccassssseseoene 1,328 L711 1,711  stallation progress in these subwatersheds is as follows mae 
é‘ gation: 
Total reimbursable program 2,618 1,819 1,819 MAIN WORKLOAD FACTORS and er 
Total operating COStS............csseessseee 223,468 181,911 150,678 eed Subwatershed status 1979 actual — 1980 estimate 1881" tural 
a to total operating ce esi ree aS aa Z int ; techni 
Depreciation On property.........sssssssssseeeees —134 —§85 —563 New construction starts............ccssssssssssssssssssssssssesees 4 5 g Tung a 
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Projects completed uring YOar.........sssssscssssseensssees l a) 5 





Projects under CONStFUCLION ..........sscssssseeeessssssseeeen 121 120 














Projects completed in Prior Y@ATS..........s.sssssceceeseeeen 176 177 182 
PRUE RUSSO LEAD sstscsssssccsscnoccoscnsgcgeecescsscoseecececseen 110 100 96 
Total subwatershed projects..................:000 398 398 398 








Emergency watershed protection operations.—This pro- 
gram authorizes the Secretary of Agriculture to under- 
take such emergency measures for runoff retardation 
and soil erosion prevention as may be needed to safe- 
guard life and property from floods and the products of 
erosion on any watershed whenever natural elements 
or force causes a sudden impairment of that watershed. 
An emergency is considered to exist when a watershed 
is suddenly impaired by flood, fire, wind, earthquake, or 
other natural cause and consequently life and property 
are endangered by floodwater, erosion, or sediment dis- 
charge. The emergency area need not be declared a 
national disaster area to be eligible for emergency wa- 
tershed protection. Emergency watershed protection is 
applicable to small scale, localized disasters as well as 
large scale disasters. State environmental, natural re- 
source, fish and game, and other agencies participate in 
planning and coordinating emergency work. 

Emergency operations on non-Federal land are spon- 
sored by State or local organizations. Emergency oper- 
ations supplement other Federal, State, and local re- 
sources committed to alleviate the hazard. Conditions 
essential to funding assistance are that a watershed 
impairment must have occurred suddenly as a result of 
a natural element or force and there exists a threat to 
life or property from floods or the products of erosion. 
Sponsoring organizations must provide needed land 
rights, water rights, and permits and accept responsibil- 
ity for operation and maintenance, if required, all with- 
out cost to the emergency operation funds. The Forest 
Service does this work on lands it administers and on 
lands adjacent to Forest Service land which they ad- 
minister under formal agreement. Funds are made 
available to the Forest Service from this appropriation. 

Small watershed operations authorized by Public Law 
966.—The Department provides technical and financial 
assistance to local organizations to install measures for 
watershed protection, flood prevention, agricultural 
water management, recreation, and fish and wildlife 
enhancement. 

Watershed work plans are prepared by sponsoring 
local organizations with the Department’s assistance or 
through State and local resources. After work plans are 
approved by the Department or Congress (projects 
where the estimated Federal contribution will exceed $1 
million require congressional approval), technical serv- 
ices and financial assistance are provided for specific 
works of improvements. 

Land treatment and engineering services are pro- 
vided to approved projects in advance of construction. 
During the preconstruction state, surveys, and investi- 
gations are made and detailed designs, specifications, 

_ and engineering cost estimates are prepared for struc- 
_ tural measures, land rights areas are identified, and the 
technical services are furnished for accelerating plan- 


|) ning and application of land treatment measures. 








On non-Federal lands, local sponsoring organizations 
must acquire water rights and furnish land, easements, 
and rights-of-way for all structural measures, except up 
to 50% of the cost of land rights allocated to public fish 
and wildlife and recreational developments may be paid 
from Public Law 566 funds. Local sponsoring organiza- 
tions have the option of contracting for construction 
work or may request SCS to do the contracting for 
them. Local sponsoring organizations must operate and 
maintain completed works of improvement and in the 
case of multiple-purpose structures, bear a share of the 
construction costs. On Federal lands, Federal agencies 
do this work on lands they administer with appropriate 
contributions made by local people who receive benefits. 

No new construction starts will be initiated in 1981, 
and ongoing construction will be continued at a slightly 
accelerated rate. 

The following tabulation shows the status of Public 
Law 566 projects. 

MAIN WORKLOAD FACTORS 
1979 actual 1980 estimate 


Status of projects approved for operations 1981 estimate 















Projects in preCONStructiOn .............sccssesssesssecseesseesees 158 158 173 
Projects under construction, start of year................. 412 396 394 
New Construction Starts ..............scccsecssescssessseeesneceees 8 ae Ano 
Projects completed during year............ are 24 27 28 
Projects Land Treatment continuing.....................-00+- 35 40 40 

Subtotal projects requiring funds ................ 637 646 635 
Projects not requiring funds.................0ccss0e- 111 103 112 
Projects completed in prior years 474 498 525 

Total approved projects ...............c-sseecssecssees 1,222 1,247 1,272 








Loan services.—Loans are made to local sponsoring 
organizations to finance the local cost of installing 
works of improvement in Public Law 534 and approved 
Public Law 566 watershed projects. Repayment with 
interest is required within 50 years after the principal 
benefits of improvements first become available. Loans 
are made from funds available for this purpose from 
the Agricultural credit insurance fund of the Farmers 
Home Administration. Loan services related to process- 
ing and making loans are financed from this appropri- 


ation. 
Object Classification (in thousands of dollars) 


Identification code 12-1072-0-1-301 1979 actual 


1980 est 1981 est 


SOIL CONSERVATION SERVICE 


Direct obligations: : 
Personnel compensation: 








11.1 Permanent positions................c-ssecsseeeseee 39,493 31,228 26,477 
11.3 Positions other than permanent.............. 3,384 2,676 2,269 
11.5 Other personnel compensation ................ 1,914 1,510 1,280 
Total personnel compensation............. 44,791 35,414 30,026 

12.1 Personnel benefits: Civilian................. sae 4,744 3,746 3,176 
13.0 Benefits for former personnel............. 34 19 16 
21.0 — Travel and transportation of persons. 2,328 1,765 1,765 
22.0 — Transportation of things.................... 320 446 446 
23.1 Standard level user charges ..............ssssse 1,986 1,956 2,100 
23.2 Communications, utilities, and other rent... 1,947 1,529 1,296 
24.0 — Printing and reproduction 288 229 194 
25.0 Other services................... 10,314 8,141 6,903 
Construction contracts...... 101,873 80,458 68,218 

26.0 Supplies and materials...... 3,971 3,134 2,657 
31.0  Equipment..................... 2,045 1,605 1,361 
33.0 Investments and l0aNs..............s:-ssecsseeeseeense 274 210 178 
41.0 Grants, subsidies, and contributions............ 71,692 56,627 48,014 
42.0 — Insurance claims and indemnities................ on Eee es 
Total direct obligationS.....:..........s00 246,610 195,279 166,350 
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Federal Funds—Continued DEE 
General and special funds—Continued Average GS grade 8.58 860 | P 
WATERSHED AND FLoop PREVENTION OPERATIONS—Continued Average GS salary $19,528 _ $19,607 far 
Object Classification (in thousands of dollars) —Continued ALLOCATION ACCOUNTS pra 
Yotal number of permanent positions................00 158 140 14) are 
Identification code 12-1072-0-1-301 1979 actual 1980 est. 1981 est. Total compensable WOrkYeaYS............sssssccssssseeseeseees 245 231 23 tior 
Full-time equivalent of other positions.................. 128) (88) (88) in 
Reimbursable obligations: Full-time equivalent of overtime and holiday 8 
Personnel compensation: Permanent posi- RIS cater ee. coe eee a tis aaueartes (0) (0) (0) acc 
ee a eee 30 19 19 Average GS grade .......erssstsssssensensenesnessessess 8.32 8.32 8.34 
12.1 Personnel benefits: Civiliat........sccscasee l 1 1 Average GS Salaty.......ssessesee Shai $16,581 $17,550 — $17,602 Progr 
21.0 Travel and transportation of persons............ 1 6 6 Average salary of ungraded positions ...........s...sem $13,641 $14,596 $14,596 Nu 
23.2 Communications, utilities, and other rent... 8 5 > 
DB TMM OONNIIES ccacncsaisnsisssosnsscersaecdsoossnvesogesse 447 284 284 Nu 
Construction COntracts.............ssscccsssssseeees 2,629 1,664 1,664 
26.0 Supplies and materials ... sites 1 1 1 GREAT PLAINS CONSERVATION PROGRAM Nu 
310s ERIN ciccisisssscs antes pE Riis 189 120 120 For necessary expenses to carry into effect a program of conserva- A 
Total reimbursable oblivations............. 3,306 2,100 2,100 tion in the Great Plains area, pursuant to section 16(b) of the Soil 
Ssattiatin rings === _ === __ Conservation and Domestic Allotment Act, as added by the Act of acti 
Total obligations, Soil Conservation August 7, 1956, as amended (16 U.S.C. 590p(b)), [$18,689,000] ope 
PU cts siaccssaacshsasas pe cisnceroesain 249,916 197,379 168,450 $20,591,000, to remain available until expended. (7 U.S.C. 2201-03: mal 
Public Law 96-108, making appropriations for Agriculture, Rural De. the 
ALLOCATION ACCOUNTS velopment, and related agencies, 1980.) P 
Direct obligations: = Program and Financing (in thousands of dollars) fere 
Personnel compensation: of | 
11.1 Permanent POsitiOnS..........srsssessssesee 2,555 3,298 1,906 —\dentitication code 12—2268-0-1-302 1979 actual 1980 est. 1981 est 
11.3 Positions other than permanent.............. 1,465 2,036 954 cou 
11.5 Other personnel compensation................ 118 162 77 Program by activities: to ¢ 
. Direct program: ha 
Total personnel compensation........... 4,138 9,496 2,937 Cost-sharing assistance........cc.sssssssses 14,852 14,854 15,953 ne 
12.1 Personnel benefits: Civilian..................ses00e 442 582 307 Cost-sharing programing and contract sha 
21.0 — Travel and transportation of persons.......... 196 90 90 AddministratiOn soescccacccececcesecccecccce 2,929 2,929 3,148 al ¢ 
22.0 Transportation Of thingS ......rnsmnue 381 230 230 Technical assistance .......ssscsssscessssesen 3,963 3,963 425 | tho 
23.1 Standard level user charges...................... 10 10 10 ———$- S§s ————- 9 E 
23.2 Communications, utilities, and other rent... 289 353 177 Total direct program ..............ssssssssee: 21,744 21,746 23,355 
24.0 — Printing and reproduction..................s:ssse 14 15 9 Reimbursable program: con 
25.0 Other services ........ aia sSitaas hin uated seb altho 1,077 1,490 720 Technical assistance ............s.ssccsseesseeenee 10 10 ll ope! 
. fume rer er = a a Total operating COStS.........:::.sssssseees 21,754 21,756 23,366 the 
32.0 Lands and StrUCtures....nncssnnonnnn 401 543 243 Unfunded adjustments to total operating and 
41.0 Grants, subsidies, and contributions......... 1,114 1,912 675 costs: tors 
Depreciation on property.............sssseses —18 —62 -0 | assi 
_ Total direct obligations... 8,741 11,637 5,810 Accrued annual leave................... 47 38 a an 
~o oe 8 Total operating costs, funded 21723 21,732,330 | reac 
(0 Other Services ...........ssssssssssse Reidel ke aectoenees che Clad eieatment: Canialied preety <<. 130 195 ii 
etapa, earn anaes. ia tL 6a7 eee Total program costs, funded .............. 21,853 21,857 23,474 See 
99.0 Total obligations ............sc.ssssesecsssseees 258,685 209,016 174,260 Change in selected resources (undelivered — 
n DOTS) eecssctmrce icerseivacaastireasbissreetioceeres — 3,058 — 3,059 —2,843 
“a Datei tania. sooasuag 249,916 197,379 ~—168,450 «10.00 Total ObIIgatiONS....rrnnnnnnere 18,795 18,7980 i | 
Economics, Statistics and Cooperatives Service..... 171 150 153 Financing: iL 
Farmers Home Administration 585 631 642 Offsetting collections from: 
RR atone oes cactronscscrasncoacs 8,013 ‘10,856 5,015 11.00 —_—Federal sources........... —10 —10 -1 fis 
me 14.00 — Non-Federal SOUFCES......ssc.ssssssssesseeeeee —28 —30 — BH Us 
21.40 Unobligated balance available, start of year —137 = 69 vcccucle 
Personnel Summary 24.40 Unobligated balance available, end of year. 0 scutes 121 
40.00 Budget authority (appropriation) .. 18,689 18,689 20,591 | 13.0 
SOIL CONSERVATION SERVICE 21.0 
Direct program: Relation of obligations to outlays: 22.0 
Total abe of permanent positions ......c..cas 2,105 1,829 1,810 71.00 Obligations incurred, met .......v.rseseernes 18,758 18,758 20,591 23) 
Total compensable WOrkyeats......csacsssssssneseen 2,504 2,177 2,026 72.40 Obligated balance, start of year 45,589 42,804 39,580 | 232 
Full-time equivalent of other positions.......... (351) (280) (261) 74.40 Obligated balance, end Of year......errnn 42,804 — — 39,530 — 36.208 | ayy 
Full-time equivalent of overtime and holiday 93915 | 250 
MRR ST a (87) (87) a een reer ee. eee 0 
PIERO CS MING occ scsevahtseccosessevasiantnsns” + ceisissssodtah $50,112 $50,112 : : ; 31.0 
Average GS grade..... 8.58 8.58 8.60 This program provides cost-share and technical serv-| 4) 
Average GS Salary.......cssssesee ies .. $18,533 $19,528 $19,607 ices to participating landowners or operators in the 
Average salary of ungraded positions................... $17,436 $18,308 $19,223 Great Plains area in the development and installation , 
Reimbursable program: of long-term conservation plans and practices for their 2 | 
Total number of permanent positions .. - 1 1 1 land under contracts entered into in prior years. It isa 4) 
Total compensable Workyeats .....-.r- ve 1 1 1 _ voluntary program which complements other conservé- 
Full-time equivalent of other positions.............. (0) (0) (0) : f the D in 469 designated 
Full-time equivalent of overtime and holiday tion programs of the Department in esignam 
ee ercrectanscresoocoon ) (0) (0) counties of 10 Great Plains States. Contracts with indi | 
PONY EMI ere cet cick mT cane $50,112 $50,112 vidual landowners range in time from 3 to 10 years; —_ 
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DEPARTMENT OF AGRICULTURE 








Plans of conservation operations are made for each 
farm or ranch as a basis for cost sharing on approved 
practices. The fundamental purposes of this program 
are to achieve needed land use adjustments, conserva- 
tion treatments, and economic stability of each operat- 
ing unit. The planned work is installed under contract 
according to specific time schedules. 

MAIN WORKLOAD FACTORS 


Program participants: 
Number of new contracts during 1979 actual 1980 estimate 1981 estimate 
I eal oe akcetas tennant 1,043 807 1,000 
Number of contracts serviced 
ANNE YOON sc fescsccosssscesscesseshone 14,575 13,054 12,554 
Number of acres under contracts 107,757,928 110,179,000 113,179,000 


As of September 30, 1979, there were about 12,247 
active contracts on hand. Cooperating landowners or 
operators finance the entire cost of installing recurring 
management-type practices and pay a specified part of 
the cost-shared practices installed on their land. 

Program regulations provide that cost-share rates of- 
fered in any contract shall not exceed 80% of the cost 
of installing eligible practices within the designated 
county. The rates vary among States and practices due 
to differences in conservation and program needs. Cost 
sharing for irrigation practices in any one contract 
shall not exceed $7,500 or one-fourth of the total Feder- 
al obligation. There is a cost-sharing limitation of $25 
thousand for any contract. 

Each participant who signs a Great Plains program 
contract is responsible for implementing his plan of 
operations; and the Department is committed to furnish 
the necessary technical help needed for design, layout, 
and other services. Cooperating landowners and opera- 
tors are encouraged to make use of other available 
assistance under local, State, and Federal programs as 
a means of further improving their land and water 
resources. 


Object Classification (in thousands of dollars) 

















\dentitication code 12-2268-0-1-302 1979 actual 1980 est 1981 est 
SOIL CONSERVATION SERVICE 
Direct obligations: 
Personnel compensation: 

lll Permanent pOSitiOnS............ssssssevsseseseees 5,216 5,710 6,083 
113 Positions other than permanent.............. 302 331 354 
115 Other personnel compensation ................ 5 6 6 

Total personnel compensation............. 5,523 6,047 6,443 
12.1 Personnel benefits: Civilian............... 635 679 724 
13.0 Benefits for former personnel 2 3 3 
21.0 Travel and transportation of persons........... 108 131 131 
22.0 Transportation of things .........sscsssssscsssee 60 95 55 
23.1 Standard level user Charges .........s.sss.sssone 154 144 182 
23.2 Communications, utilities, and other rent.... 318 499 587 
24.0 Printing and reproduction ...............cscssssse 44 69 81 




















EO NMOT GOERS acs8scssscesscscossssvsnccncssoacooscone 177 278 327 
26.0 Supplies and materials ..........cccccsssocssssseee 207 325 364 
Ue gRMOMON Esccie sey cass sccsssasiozsccosdsrecocesccenone 125 196 231 
41.0 Grants, subsidies, and contributions............ 11,404 10,332 11,463 
Total direct obligations............... 18,757 18,758 20,591 
Reimbursable obligations: 

Communications, utilities, and other rent.... 6 6 6 
SED) CRUMP scssnensensnssnsenssnecnesserensnne 32 34 34 
Total reimbursable obligations............ 38 40 40 

Total obligations, Soil Conservation 
NESE PER So 18,795 18,798 20,631 









oo Cn Frae—feeeet _ 175 
Personnel Summary 
Total number of permanent positions........................ 299 312 312 
Total compensable workyears................... i 326 343 343 
Full-time equivalent of other positions.................. (33) (34) (34) 


“ Full-time equivalent of overtime and holiday 
Wome ee ee ih (0) (0) (0) 





TUT IN sisi ces Sccule Y eae $50,112 $50,112 
Average GS grade... 8.58 8.58 8.60 
Average GS Salary............-ssccsssssseeees wu. $18,533. $19,528 $19,607 
Average salary of ungraded positions ....................0 $17,436 $18,308 $19,223 





RESOURCE CONSERVATION AND DEVELOPMENT 


For necessary expenses in planning and carrying out projects for 
resource conservation and development and for sound land use pursu- 
ant to the provisions of section 32(e) of title III of the Bankhead-Jones 
Farm Tenant Act, as amended (7 U.S.C. 1010-1011; 76 Stat. 607), and 
the provisions of the Act of April 27, 1935 (16 U.S.C. 590a-f), 
[$32,000,000] $34,592,000[, of which $390,000 shall be for the author- 
ization of 6 new areas]: Provided, That $4,000,000 in loans may be 
insured, or made to be sold and insured, under the Agricultural 
Credit Insurance Fund of the Farmers Home Administration (86 Stat. 
663): Provided further, That this appropriation shall be available for 
field employment pursuant to the second sentence of section 706(a) of 
the Organic Act of 1944 (7 U.S.C. 2225), and not to exceed $50,000 
shall be available for employment under 5 U.S.C. 3109. (7 U.S.C. 
2201-02; 33 U.S.C. 701b-11; Public Law 96-108, making appropriations 
for Agriculture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 





















































Identification code 12~1010-0-1-302 1979 actual 1980 est 1981 est 
Program by activities: 
Direct program: 
Technical assistance .................csscssseeseee 12,771 10,000 10,000 
Financial assistance 11,326 20,200 20,200 
MN Ns steric ate 207 200 200 
Total direct program ...............sssessssee: 24,304 30,400 30,400 
Reimbursable program: 
Technical assistance ..............-cssseeccesssees 214 50 50 
Financial assistance ..............-.sesssescsseeesee 758 950 950 
Total reimbursable program................ 972 1,000 1,000 
Total operating COStS...............sscssse 25,276 31,400 2 31,400 
Unfunded adjustments to total operating 
costs: 
Depreciation on property..............ccsees0e- —135 —100 —100 
Accrued annual leave..............scccsssessssee: 32 —100 —100 
Total operating costs, funded............. 25,173 31,200 31,200 
Capitalized investment: Capitalized property 171 200 200 
Total program costs, funded.............. 25,344 31,400 31,400 
Change in selected resources (undelivered 
UND ccc cts eae —66 2,721 4,193 
10.00 Total obligations .................sssscccessseeee 25,278 34,121 35,593 
Financing: 
Offsetting collections from: 
11.00 FOGONGN INOS casscscescsseccascessoesiscecendecbiis —11 —44 —44 
14.00 Non-Federal sources —243 —955 — 956 
21.40 Unobligated balance available, start of year —105 BE ERIE F sect bcs: 
24.40 Unobligated balance available, end of year. Lie See ee eye seen 
40.00 Budget authority (appropriation) .. 25,441 32,000 34,593 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............c:.cssseee- 25,024 33,121 34,593 
72.40 Obligated balance, start of year... 17,800 17,033 24,831 
74.40 Obligated balance, end of year.................... —17,033 —24,831 — 28,189 
90.00 NUNN gi fessccceice cite ences 25,791 25,323 31,235 
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General and special funds—Continued 
RESOURCE CONSERVATION AND DEVELOPMENT—Continued 


This program provides for the Department to assist 
States, local units of government, groups and individ- 
uals in developing area plans for resource conservation 
and development (R.C. & D.). 

Resource conservation and development areas are 
provided technical and financial assistance to help 
States and local units of government prepare plans for 
resource development and economic improvement and 
to plan and install community-type conservation pro- 
jects or measures. Financial contributions, loans, and 
other Federal assistance are.used to help carry out 
measures specified in R.C. & D. area plans. 

No new R.C. & D. area authorizations or measure 
plans will be initiated in 1981. Funds will be used to 
complete work in process. 

Loans are made to qualified local organizations to 
help finance their share of the costs of installing the 
measures. Funds will be available for loans from the 
Agricultural Credit Insurance Fund of the Farmers 
Home Administration. 

The following tabulation shows the status of R.C. & 
D. areas authorized to receive technical and financial 
assistance and loan services: 


MAIN WORKLOAD FACTORS 


Status of authorized R.C. & D. areas: 1979 actual 1980 estimate 1981 estimate 
Areas authorized at beginning of year.................. 178 184 190 
New areas authorized during year................s000 6 BS clentastaniteiiens 
Areas authorized at end Of year............ssscsccsssseee 184 190 190 

Status of R.C. & D. area technical and financial 

assistance: 

R.C. & D. areas receiving full assistance during 

BO MON cess Phe con vsescasspat eto vesvinvcistacnascitias 140 110 12 
Reduction of R.C. & D. assistance during year? .. 30 OG ccrisssananetine 
R.C. & D. areas receiving full assistance at end 

DN eae ree amnesiac 110 12 12 
R.C. & D. sponsors (local units of Government) 

FOCRIVING ASSISCANCE...........s.ccssseccssseccssscecssessens 1,965 975 405 
R.C. & D. measures completed..............ssssesccssseees 1,310 650 270 
R.C. & D. financial assisted measures planned..... 100 20 20 
R.C. & D. financial assisted measures installed... 164 250 220 


* Reduction of assistance is reported when R.C. & D. coordinator assistance is terminated. 


Object Classification (in thousands of dollars) 





1981 est. 

















Identification code 12-1010-0-1-302 1979 actual 1980 est 
SOIL CONSERVATION SERVICE 
Direct obligations: 
Personnel compensation: 

11.1 Permanent pOSitiOnS...............sssssssesessees 8,236 11,181 6,484 
11.3 Positions other than permanent.............. 230 296 171 
11.5 Other personnel compensation................. 91 99 70 
Total personnel compensation.............. 8,557 11,576 6,725 
12.1 Personnel benefits: Civilian................ 918 1,217 715 
13.0 — Benefits for former personnel 5 164 10 
21.0 Travel and transportation of persons........... 285 329 221 
22.0 — Transportation of thingS ...............cccssssessseee 50 54 30 
23.1 Standard level user charges .............:ssssssee- 396 526 302 
23.2 Communications, utilities, and other rent.... 693 921 544 
24.0 — Printing and reproduction...............sscscssvees 79 99 60 
DO PINES, SONWIOON cctecosoverusssoi8eucssbos racsosessdsbcisiti 1,195 1,495 986 
Construction CONtraCKS...........::-ssseescsssseeseees 5,509 7,488 12,161 
26.0 Supplies and materials ................sssecccsssseees 405 526 312 
SL) eA RO I acrcraetecscccscraricba nisonncieean 203 263 151 
41.0 — Grants, subsidies, and contributions............ 5,920 8,021 12,166 











































































































DEPA 
42.0 Insurance claims and indemnities................ 2 132 “a 10 ani 
Total direct obligations...............ss. 2 24,217 32,811 34,393 Note.- 
Reimbursable obligations: Tag a re 
11.1 Personnel compensation: Permanent posi- gr 
OnNSt S23 contedilicess:..cbocs 17 - 
12.1 Personnel benefits: Civilian............ssssssssssee 2 Com 
23.1 Standard level user charges .............sscsss0e 1 gi 
23.2 Communications, utilities, and other rent... 3 sere 
D510 PRO Ter SERVICES rien cn Meet Me eae ee 
Construction CONtACES...........-ssescsseecsseees 231 
Total reimbursable obligations............ 254 
Total obligations, Soil Conservation 
DOIN cisscin ikberiay arte ehiontass 24,471 
ALLOCATION ACCOUNTS ae 
Personnel compensation: Pre 
11.1 Permanent positions...........c.sscsseesseeseees 284 232 144 | 
11.3 Positions other than permanent...... van 27 7 5 
aa Rae er dace | 
Total personnel compensation in 311 239 149 
12.1 Personnel benefits: Civilian...............ssseese0 26 12 14 
21.0 _ Travel and transportation of persons........... 34 21 14 
22.0 Transportation Of things .....cscsssosssssssneee 2 1 l 
23.1 Standard level user Charges ...........sseccccsssese  ssssescsssseceees 2 l 
23.2 Communications, utilities, and other rent... 10 15 q 10.00 
24.0 — Printing and reprOduction..........c...ccccsseecssee — seescsseecssecees 2 | oe 
25.0 Other Services ....racacnsen 6 ll 7 Fin 
26.0 — Supplies and materials...... 4 2 | 2140 | 
O10 cs SERBINININIL an costisa’s ceathesccnsce tice castcoeabecrscieane 10 i 3 M40 | 
41.0 — Grants, subsidies, and contributions............. A ichdeins Diem 60.00 
Total obligations, allocation accounts . 807 310 200 
99.0 Total obligations. .....cco:esmeneee 25,278 «34,121 35,599 san 
Obligations are distributed as follows: 12.40 ( 
Soil Conservation Service....esscssssstsssssssnesneenes 24,471 33,811 35,398 | 440 
Economics, Statistics, and Cooperatives Service... 113 OU: icsccosennte 40.00 
Farmers Home Administration ...............sccsssseessees 207 200 200 sek 
FOTRSERENVICE id i fasccttsrnibvtrtiocihbatanisarne 487 60. ee Mis 
Personnel Summary oe) 
SOIL CONSERVATION SERVICE on 
Direct program: P 
Total number of permanent positions ................0+. 373 491 360 aloe 
Total compensable Workyeats...........ssssssssse os 450 968 420 tiation 
Full-time equivalent of other positions............. (80) (79) (58) eae 
Full-time equivalent of overtime and holiday P 
ROM er sa eee te carers ion a OR Rsecchcistesesessestsas: (4) (4) (4) IL. 
ABRADED BSI GAREY son. cscs thsossviocsecsicocecesesseos. <si0ka tienen $50,112 $50,112 13 
Average GS grade .... 8.58 8.58 8.60 
Average GS Salary.......ccsccssssseesssese sao SQUBS88 $19,528 $19,607 1p 
Average salary of ungraded positions.................+. $17,436 $18,30 8 _ $19,223 110 1 
Reimbursable program: a oe Bl 
Total number of permanent positions ................... Fg, caebetstaaitnc Be ( 
Total compensable workyea's...............000 ne es hse sae hcatee 7 P 
Full-time equivalent of other positions OOD cccigcio.. osama 0 0 
Full-time equivalent of overtime and holiday 0 C 
HESS Ne cess vosventnea tana aiGacausten ts CD) ceccciosissieicie.” eaceeieeria 410 S 
Average ES salary... BS LT $50,112 $50,112 “0 ; 
Average GS grade......... a 8.58 8.58 8.60 Bi 
AvetaGe: GS SAIS sai ciesesrancessdslanenunsinits $18,533 $19,528 __ $19,607 99.0 
ALLOCATION ACCOUNTS 
Total number of permanent positions...............00. 16 14 13 Total num 
Total compensable WorkyeatS.............sssssssssscsscssseen 21 15 14 Total com 
Full-time equivalent of other positions................. (0) (0) (0) Flin 
Full-time equivalent of overtime and holiday Full-tim 
ROU LOG ss, Oh. acd PRN (0) (0) (0) ton 
Average GS grade 8.43 8.43 8.43 Average €: 
WETS SIR Soe oreo smmeenctcien $16,185 $17,030 SIT O18 erage g 
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DEPARTMENT OF AGRICULTURE 








ALLOTMENTS AND ALLOCATIONS RECEIVED FROM OTHER ACCOUNTS 


Note.—Obligations incurred under allocations from other accounts are included in the 
schedules of the parent appropriations as follows: 

Agriculture: Agricultural Stabilization and Conservation Service, “Water Bank Act Pro- 
ram. 

Ps Regional Commission, “Appalachian Regional Development Programs.” 

Federal Disaster Assistance Administration, ‘Disaster Relief.” 

Commerce: Regional Action Planning Commission and Ozark Regional Commission, “‘Re- 
gional Development Programs.” 

Commerce: Coastal Plains Regional Commission, ‘Regional Development Programs.” 

Interior: Office of Surface Mining, “Rural Lands Program.” 





Trust Funds 


MISCELLANEOUS CONTRIBUTED FUNDS 
Program and Financing (in thousands of dollars) 





identification code 12-8210-0-7-300 1979 actual 1980 est 1981 est 





Program by activities: 
Miscellaneous contributed funds, total op- 











TNs soaksecescos coscsptctsseceses pcoes 1,055 1,757 1,343 
Unfunded adjustments to total operating 
costs: Accrued annual leave................... —3 — 5 —4 
Total operating costs, funded............. 1,052 1,752 1,339 
Change in selected resources (undelivered 
MNES P sccsbstasrrasevtes chasis sosessnsscoesensessnciene _ 188 — 303 wa —261 
10.00 Total obligations..............scccsssssssseeseee 864 1,449 1,078 
Financing: 
21.40 Unobligated balance available, start of year —212 mG Baecirecacass 
24.40 Unobligated balance available, end of year.. 339 svvemeeenoin_sementunenenn 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. 991 1,110 1,078 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............sssecssseees 864 1,449 1,078 
72.40 Obligated balance, start of year................. 1,062 778 1,227 
74.40 Obligated balance, end of year.................... oe ee, ja 
90.00 RON Ritesh Sconsstestersssantses 1,148 1,000 1,110 





Miscellaneous contributed funds received from State 
and local organizations, and others are available for 
work under cooperative agreements for soil survey, wa- 
tershed protection, and resource conservation and de- 
velopment activities. 

Object Classification (in thousands of dollars) 



































identification code 12-8210-0-7-300 1979 actual 1980 est 1981 est 
Personnel compensation: 
Il Permanent positions. ..............ccsesssssseees 181 301 230 
113 Positions other than permanent 13 22 17 
Total personnel compensation............. 194 323 247 
121 Personnel benefits: Civilian.................. x 19 32 24 
21.0 Travel and transportation of persons 3 5 4 
23.1 Standard level user charges ....:....cccsoscses 12 20 15 
23.2 Communications, utilities, and other rent... 7 12 9 
24.0 Printing and reproduction ..........sccssscsssssee —2 Se 8 Soccernet 
25.0 Other services .............c- ne 97 161 121 
Construction ContractS.........cccssscsssscsssssesses 501 844 616 
26.0 Supplies and materials ........cccsccccsocceseseee 3 5 4 
41.0 Grants, subsidies and contributions............. 19 32 24 
_ ia ll 18 14 
99.0 Total obligations ..........cccssssssssssssseeeee 864 1,449 1,078 
Personnel Summary 
Total number of permanent positionS............cc.e-. 9 19 19 
Total compensable WOrkyearS.....ntssnsssntntnsstntn 12 21 21 
Ful-time equivalent of other positions... (2) (3) (3) 
Fulltime equivalent of overtime and holiday 

MOOS ERUPONYei.Lscassap ett eccsnsssncoveoceanssesie (0) (0) (0) 
i cecctice aed LE $50,112 $50,112 
MO ON acca ssassesnicsisnee 8.58 8.58 8.60 


310-100 0 - 80 - 12 






ANIMAL AND PLANT HEALTH tage thw 177 
Auberage GS SANgI oe os  S $18,533 $19,528 $19,607 
Average salary of ungraded positions ..............:...00.. $17,436 $18,308 $19,223 








ANIMAL AND PLANT HEALTH INSPECTION 
SERVICE 


Federal Funds 
General and special funds: 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


For expenses, not otherwise provided for, including those pursuant 
to the Act of February 28, 1947, as amended (21 U.S.C. 114b-c) neces- 
sary to prevent, control, and eradicate pests and plant and animal 
diseases; to carry out inspection, quarantine, and regulatory activi- 
ties; and to protect the environment, as authorized by law, 
[$245,631,000] $259,044,000, of which $2,500,000 shall be available 
for the control of outbreaks of insects, plant diseases and animal 
diseases to the extent necessary to meet emergency conditions [and 
$2,544,000 may be for repayment to the Commodity Credit Corpora- 
tion of advances (and interest thereon) made in accordance with 
authorities contained in the provisions of the appropriation items for 
the Animal and Plant Health Inspection Service in the Agriculture 
and Related Agencies Appropriation Act, 1978: Provided, That 
$1,000,000 of the funds for control of the fire ant shall be placed in 
reserve for matching purposes with States which may come into the 
program]: Provided [further], That no funds shall be used to formu- 
late or administer a brucellosis eradication program for the current 
fiscal year that does not require minimum matching by the States of 
at least 40 per centum: Provided further, That this appropriation 
shall be available for field employment pursuant to the second sen- 
tence of section 706(a) of the Organic Act of 1944 (7 U.S.C. 2225), and 
not to exceed $40,000 shall be available for employment under 5 
U.S.C. 3109: Provided further, That this appropriation shall be availa- 
ble for the operation and maintenance of aircraft and the purchase of 
not to exceed four, of which two shall be for replacement only: Pro- 
vided further, That this appropriation shall be available pursuant to 7 
U.S.C. 2250 for the construction, alteration, and repair of buildings 
and improvements, but, unless otherwise provided, the cost of con- 
structing any one building shall not exceed [$82,000] $92,000, except 
for four buildings to be constructed or improved at a cost of not to 
exceed [$160,000] $179,000 each, and the cost of altering any one 
building during the fiscal year shall not exceed 10 per centum of the 
current replacement value of the building: Provided further, That 
[$900,000 shall be available] $1,500,000 shall remain available until 
expended for plans, construction, and improvement of facilities [at 
Mission, Texas, ] without regard to limitations contained herein: Pro- 
vided further, That this appropriation shall be available for acquisi- 
tion of lands by donation, exchange, or purchase at a nominal cost 
not to exceed $100: Provided further, That, in addition, in emergencies 
which threaten the livestock or poultry industries of the country, the 
Secretary may transfer from other appropriations or funds available 
to the agencies or corporations of the Department such sums as he 
may deem necessary, to be available only in such emergencies for the 
arrest and eradication of foot-and-mouth disease, rinderpest, conta- 
gious pleuropneumonia, or other contagious or infectious diseases of 
animals, or European fowl pest and similar diseases in poultry, and 
for expenses in accordance with the Act of February 28, 1947, as 
amended, and any unexpended balances of funds transferred for such 
emergency purposes in the next preceding fiscal year shall be merged 
with such transferred amounts. (5 U.S.C. 5341, 5542, 5901; 10 U.S.C. 
2306; 15 U.S.C. 69e, 1821-31; 16 U.S.C. 1531-43; 18 U.S.C. 1114; 19 
U.S.C. 1306; 21 U.S.C. 101-105, 111-114, 114a-1-114c, 114d-1, 114e- 
131, 134-1356, 151-158; 26 U.S.C. 4491-94; 31 U.S.C. 638a(a)-(b); 45 
U.S.C. 71-74; 46 U.S.C. 466a-466b; 49 U.S.C. 1474(a), 1509), 1741; 46 
Stat. 67; 78 Stat. 939-940; Public Law 96-108, making appropriations 
for Agriculture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 12-1600-0-1-352 1979 actual 1980 est 1981 est 





Program by activities: 
Direct program: 


1. Plant disease and pest control........... 81,402 80,214 77,117 
2. Animal disease and pest control......... 151,175 166,820 177,927 
3. Construction of facilities...........0......0e 4,850 864 184 
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Identification code 12-1600-0-1-352 1979 actual 1980 est 1981 est. 
4. Contingencies ..............ssesccsssscssneecessees 2,941 2,500 2,500 
Total direct program...............ssse 240,368 250,398 257,728 
Reimbursable program: 
1. Plant and animal disease and pest 
GUNN cst iemcteeras resp closicraes 4,871 7,230 7,752 
2. Agency for International Development 
(Funds Appropriated to the Presi- 
TN ea a Ade idedtae cc 476 476 476 
Total reimbursable program............ 5,347 7,706 8,228 
Total program costs, funded?........ 245,715 258,104 265,956 
Change in selected resources (stores and 
undelivered Orders) ..........csssssesssessssecsseees —11,391 450 1,316 
10.00 Total obligations .............cssccsssseeseesseee 234,324 258,554 267,272 
Financing: 
Offsetting collections from: 
11.00 Federal funds............ —136 —7137 —7137 
14.00 Non-Federal sources —461l1 — 6,969 —7,491 
21.40 Unobligated balance available, start of year —497 mae. Ea 
23.40 Unobligated balance transferred to other 
MOOOUNES 55.55, Sic cacechcbvahedsbavesbiontinsss 
24.40 Unobiigated balance available, end of year. 
25.00 Unobligated balance lapsing......................... 
Budget authority 00.00... eee 237,406 252,465 259,044 
Budget authority: 
I) MINI id 655 88s cesntassinisinvdbtonnsaboee 237,319 245,631 259,044 
42.00 Transferred from other accounts................. AY. dasccoe Reon Aacststi aides 
43.00 Appropriation (adjusted) ................ 237,406 245,631 259,044 
44.20 Supplemental for civilian pay 
or AE TE ME let SAA RI cd ed OS cessttccoasionice 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............ceccsseen 228,977 250,848 259,044 
72.40 Obligated balance, start of year... 37,346 40,589 39,672 
74.40  Obligated balance, end of year................... —40,589 —39,672 — 40,538 
77.00 Adjustments in expired accounts................. PAO cshlehatdes 1” sssaheaeeee cd 
90.00 Outlays, excluding pay raise supple- 
BOUIN 25s Ssssessseivcde bcc stsusnsesslanes 227,990 245,028 258,081 
91.20 Outlays from civilian pay raise sup- 
DIONE crcccvdassdueiicncdiaany tealttates 6,737 97 





‘Includes capital investment as follows: 1979, $3,923 thousand; 1980, $4,003 thousand; 1981, $3,826 thousand. 


The major objectives of the Service are to protect the 
animal and plant resources of the Nation from destruc- 


tive pests and diseases. 


1. Plant disease and pest control.—Through inspec- 
tions at ports of entry, insects, plant diseases, nema- 
todes, and animal pests and diseases harmful to agricul- 
ture are prevented from entering this country. Coopera- 
tive programs with the States are conducted to prevent 
the spread of and/or to eradicate certain plant pests 
already established in this country. The 1981 estimates 
propose increases for agricultural quarantine inspec- 
tion, bio-control, and Mexican fruit fly programs; reduc- 
tions in boll weevil, citrus blackfly, golden nematode, 
grasshopper, Japanese beetle, miscellaneous plant dis- 
eases and pests, noxious weeds, pest detection, and pink 
bollworm programs. The 1981 estimates propose no 
funding for the imported fire ant, multi-flora rose, 
range caterpillar, fruit flies in Hawaii and sugarcane 


root borer programs. 





Selected examples of the level of activities for plant 
pest control programs follow: 








1979 actual 1980 estimate — 1981 estinae 

Acres treated (thousands): 

Boll weevil (high plains) 692 BOO... iccstncca 

Grasshopper............e--s0ees. 7,200 7,500 7,500 

GON TINE ier hh re Sle ota 131 72 n 
Sterile insects released (millions) : 

PHONIORIY TAME TAY i scsssossedasassceossesssovonspsedtdesaleosansieen 31 50 31) 

Pink bollworm (adult moths)... 510 AD vncccsaas 

Mediterranean fruit fly 1,519 7,800 15,600 
Parasites released (thousands): Citrus blackfly........ 400 450 45 
Total acres released from quarantine through eradi- 

CATION: WHHGIINIOG a s/scsesas cssocescersstctarcoaurectsectsorees 4,200 3,000 3,000 


The level of activity for agricultural quarantine in. 
spection at ports of entry is as follows: 





Plant and animal product and byproduct inspection: 1979 actual 1980 estimate —_ 198! estimate 
Airplanes (thoUSANdS)..............sssecsssesssseecsssecssnees 305 307 308 
Vessels (thousands) ..............00 66 67 68 
Vehicles from Mexico (millions) .. 45 46 4] 
Baggage, pieces (MilliONS) ..............ccccsssecssseesseees 122 123 124 


2. Animal disease and pest control.—Programs are 
conducted to keep communicable diseases of foreign 
origin from entering this country and to prevent the 
spread of diseases through interstate shipments of live 
stock or distribution of impure or impotent veterinary 
biologics. In cooperation with States, other programs 
are directed at the control and eradication of livestock 
diseases present in this country. Foreign animal dis 
eases, should they enter this country, are rapidly diag. 
nosed and outbreaks which are of economic significance 
and for which the Secretary of Agriculture declares a 
national emergency are controlled and eradicated. The 
animal care programs regulate the humane care and 
handling of approximately 40 million warmblooded 
commercial (pet) and laboratory animals, restrict 
animal fighting ventures and prohibit the soring of 
horses. Part of the program includes the exportation of 
healthy and sound livestock in a humane manner. The 
1981 estimates propose increases for veterinary diagnos 
tics, emergency programs, and screwworm eradication. 
The 1981 estimates propose decreases for the miscella 
neous animal diseases, poultry diseases, pseudorabies, 
scabies, swine disease surveillance, and _ tuberculosis 
programs. 

The level of activities for the major control programs 
on animal diseases and pests is as follows: 








1979 actual 1980 estimate 1981 estimate 
Brucellosis: Certified free States ...............csscssssssseeees 30 31 i 
Swine Disease Surveillance: Investigations of sus- 
1 Ga eR OD 411 43] M2) 
Screwworm: 
Cases in U.S. outside of barrier zone................00 FAD: isiccnsasince” Geepeeae 
Cases in U.S. part of barrier zone........ 1,625 SE. censuses 
Cases in Mexico part of barrier zone 11,000 1,503 sol 
Scabies: Number of Federal quarantines placed be- , 
cause of psoroptic cattle scabies..................00000 18 20 Ii 
Tuberculosis (cattle): Herds depopulated (per 
IN SF sosiosnbcnli NR isctlectskaretacens 13 18 I 
Cattle ticks: 
Premises quarantined outside barrier zone be- . 
cause of infestation with cattle fever ticks...... 6 8 | 
Premises quarantined within barrier zone be- 
cause of infestation with cattle fever ticks...... 22 20 dy 
Percent veterinary biologics tested for potency........ 23 28 4 
Import inspection: 
Animals (thousands) ..........sssssssssssssseeesesssseeee 900 1,200 12 
Personally owned pet birds (lots) .. 3,000 4,000 5,00 
Commercial birds (thousands) ........cosssscen 500 500 600 
Animal care: Complaint investigated and resolved .... 800 at 
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ANIMAL AND PLANT HEALTH INSPECTION SERVICE—Continued 


















































































































DEPARTMENT OF AGRICULTURE ON SEMACE—Centnet, 4170 
3. Construction of facilities.—Construction was begun a on and reproduction....... ” as iad ae 

in 1979 on the Stewart Animal Import Center which 52) suopies and materias e 112 469 ‘536 

replaces the animal quarantine station at Clifton, N.J., 31 — Equipment............... ee te 23 232 265 

and completed on an international animal quarantine aoe 

station at Fleming Key, Fla. Funds for these projects Total reimbursable obligations... _ 5M Ae 8,228 

were appropriated in previous years. In 1980, the De- 99.0 Total Obligations ..........sccccseseeseneeee 234,324 258,554 267,272 

partment expects to construct a bio-control facility at E Rtn pont nk 

Mission, Tex. In 1981 the Department requests plan- 7 

ning funds for a Mexican fruit fly facility and planning _ Direct: z 

and construction funds for a pink bollworm facility. be ee oreae — seneenenesne A — = 

. fe is nsable WOrkyearS .....-seese- ” : : 

4. Contingencies.—Of the total annual amounts pro Full-time equivalent of other positions (697) (1,181) —(1,291) 
vided under this appropriation, $2.5 million is appor- Full-time equivalent of overtime and holiday 
tioned for use pursuant to section 3679 of the Revised EE (249) (212) (218) 
Statutes, as amended, for the control of outbreaks of pose = SMe ater ens “— usr 
insects, plant diseases, and animal diseases to the naa S me eve mie Pe: 
extent necessary to meet emergency conditions. 

5. Reimbursement program.—Reimbursements include marl : al ‘i : “ 
amounts for overtime and travel performed in connec. (mie poppin. 
tion with import-export inspection services and coopera- Full-time equivalent of other positions (19) (25) (26) 
tive programs with other Federal agencies. Full-time equivalent of overtime and holiday 

A ES AE SE (224) (237) (242) 
c ee pO) FOIE Exe SMM scl thScsassnasnseseanscsseas,  Stterauote $49,472 $49,472 
Object Classification (in thousands of dollars) Average GS grade ........ adi 8.77 8.77 8.77 
ization ene 12-1600-0-1 -352 lea ‘sien whi PI IN ra cscccicaisiei $20,137 $21,547 $21,547 
Direct obligations: 
Personnel compensation: 
lll Permanent pOSitionS................sssssssccssseees 85,716 94,890 93,775 ANIMAL QUARANTINE STATION 
113 Positions other than permanent 7,333 8,266 8,168 Si scold 
11.5 Other personnel compensation................ 4,431 5,061 4,839 Program and Financing (in thousands of dollars) 
Total personnel compensation............. 97,480 108,217 106,782 Identification code 12-5222-0-2-352 1979 actual 1980 est. 1981 est 
121 Personnel benefits: CivilaM....nn.nnnn 11,067 12,208 ~=—s«12,190 none 
13.0 Benefits for former personnel.................. aca eee a renee Program by activities: — 
21.0 Travel and transportation of persons 7,514 6,792 7,317 Construction of facilities (program costs, 
22.0 Transportation of thingS ................000 1,722 1,447 1,468 Leg) a eo S2 acueto se boe 
23.1 Standard level user Charges ...........csssssssose 3,404 3,532 3,883 Change in selected resources (undelivered 
23.2 Communications, utilities, and other rent... 7,487 7,699 7,925 QOS ss crcinctehnntccn AR ccascawectns Re 
24.0 — Printing and reproduction 763 778 773 = ; ee 
050 Other services... 39,854 45,918 49,218 10.00 Total obligations (object class 32.0). OND cctcsscrcsis _ seaecemaae 
26.0 Supplies and materials .... 21,182 19,990 19,519 ahh 
31.0 — Equipment........................ 5,750 8,218 7,519 Financing: 
32.0 Lands and StructUres......ccc.cccceccccccccsccccesosee- 2,485 1,948 1,946 21.40 Unobligated balance available, start of year DNS ccece. cea DES 
41.0 Grants, subsidies, and contributions: ‘ 
Pavments to Mexican-United States Cutt SUS ee” ee ection 
Commission for the Prevention of Relation of obligati . 
. gations to outlays: 
Foot-and-Mouth Disease... soe 16 144 157 71,00 Obligations incurred, met .....csccacsccorocu RS ess 
Puen p cao i9N ai leis 72.40 Obligated balance, start of year ae 302 115 
perenne ’ ’ ’ 4. i el Sed =< SECM paca 
Payments to Joint United” States 74.40 Obligated balance, end of year 
Panama Commission; United States- 90.00 ONS kn eee 406 1 geese 
Colombia Mechanism to Prevent In- —= 
troduction of Foot-and-Mouth Disease 
wo | at _ Gap..... sicavcaaia sssennannsnnannnnssen 1,355 1,420 1,544 Public Law 85-592, approved September i 1964, au- 
via and indemnitis: thorized the sale of the Animal Quarantine Station at 
BHUCEMOSIS...ceceeenesnesnsnsnsnsn 14,666 17,000 +~—S-17,000-«Cllifton, N.J., to the city of Clifton, and the application 
Scrapie of sheep .... 68 60 60 of the proceeds of the sale to the planning and construc- 
Tuberculosis........... 329 1,600 1300 tion costs of a new station in the New York-New Jersey 
Newcastle disease ..........csssvsssssssesseeee Bee ALANA clea 1 Aevaceteasteletcs port and airport area. A sales contract between the 
Total direct obligations .............. 228,977 250,848 259,044 Department and the city of Clifton was executed De- 
Reimbursable obligations: cember 16, 1966, at the appraised value of $527 thou- 
Personnel compensation: sand. At that time, $100 thousand was paid to the De- 
ILL Permanent positioN......s.csromeenentn 783 1,404 1,515 partment and upon award for the architectural and 
113 Positions other than permanent... 135 224 238 engineering services for the new quarantine station at 
115 Other personnel compensation....... 3,711 3,789 3,871 Stewart Airport, Newburgh, N.Y., the Department re- 
Total personnel compensation... 4,629 5,417 5624 ceived an additional $100 thousand. The remaining $327 
a a benefits: Civiliah......reccreseese 93 165 178 thousand was paid to the Department at the time of 
a eer mareratian of persons. 69 90 99 issuance of invitations to bid on the construction con- 

0 Transportation of things ..............000 10 21 24 Sia f 1978. In fiscal 1970. $1.5 

23.1 Standard level user charges 19 17 17 tract in the summer o a » $1. 





23.2 Communications, utilities, and other rent... 


million was appropriated for construction of the new 
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General and special funds—Continued 
ANIMAL QUARANTINE StTaTioN—Continued 


facility and in 1976, the Department received an addi- 
tional $3.8 million. These funds were appropriated to 
the Animal and Plant Health Inspection Service ac- 
count and are described there. 





Trust Funds 


MISCELLANEOUS TRUST FUNDS 


Program and Financing (in thousands of dollars) 








APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


2. Expenses, feed, and attendants for animals in quar- 
antine.—Costs associated with the care of animals are 
paid from fees advanced by importers (21 U.S.C. 102), 
Also, nine facilities will be established in 1979 for the 
importation of pet birds. 

3. Miscellaneous contributed funds.—Funds are re- 
ceived from States, local organizations, individuals, and 
others and are available for plant and animal quaran- 
tine inspection and cooperative plant and animal dis- 
ease and pest control activities (7 U.S.C. 450b, 2220). 
Commencing with 1979, fees were collected for the im- 
portation of commercial birds. 




























































Identification code 12-9971-0-7-352 1979 actual ‘1980 est 1981 est Object Classification (in thousands of dollars) 
Program by activities: Identification code 12-9971-0-7-352 1979 actual 1980 est 1981 est 
1. Expenses and refunds, inspection, certi- ; 
fication, and quarantine of animal prod- Personnel compensation: 
TS eee rd me a ane l 1 - He Permanent pOsitiOns............sscccsssseessen 347 505 533 
2. Expenses, feed, and attendants for ani- 11.3 Positions other than permanent.............. 245 273 300 
Mals in QUAFANTING............cccssseecssseesesnee 469 768 818 = 11.5 Other personnel compensation................. 164 190 211 
3. Miscellaneous contributed funds.............. 1,179 1,357 1,507 ; 2 
Total personnel compensation............. 756 968 1,044 
Total program costs, funded............. 1,649 2,126 2,326 12.1 Personnel benefits: Civilian.................. ee 70 93 100 
Change in selected resources (undelivered 21.0 — Travel and transportation of persons............ 193 245 282 
RTS) ete, a, mS! Memeaiptncttcss SE Sia eareneccee 22.0 Transportation of things ...ccscssscssssesesen 17 21 4 
10. Total bi ¢atIONS ...occccccccceccccceseeee 1,646 2,126 2326 23.2 Communications, utilities, and other rent... 58 62 65 
ik : . 24.0 — Printing and reprOdUction...........c...ssssescscsseee — ssssescessseceees 2 2 
inancing- , 25.0 Oth OAR see Ry ta ci sasceeat es ccessecasictes 361 510 567 
21.40 Unobligated balance available, start of year —262 — 584 — 584 6.0 Supplies pi ee OTIS Chas 136 151 o 
24.40 Unobligated balance available, end of year.. 584 584 584 31.0 Equipment ¢ 9 17 0 
60.00 Budget authority (appropriation) MRT ARGHNNIS Xi tcvtetovcsssteldorecocboctetncesishesssssionsosn. SER TCS Tagg) ae 
(permanent, indefinite) ................ 1,968 2,126 2,826 99.0 inden. 1,646 2126 2305 
Distribution of budget authority by account: 
Expenses and refunds, inspection, certification, Personnel Summary 
and quarantine of animal products.................. l l l - 
Expenses, feed, and attendants for animals in Total number of permanent positions................00 22 32 33 
-quarantine.......... fs ttotneveaabstreernvotenseseriiens 427 768 818 — Total compensable workyears................: ie 58 72 7] 
Miscellaneous contributed funds.................-sssee 1,540 1,357 1,507 Full-time equivalent of other positionS................. (27) (30) (33) 
: is 5 Full-time equivalent of overtime and holiday 
Relation of obligations to outlays: hours is (9) (11) (12) 
71.00 Obligations incurred, net ..........s.sssssssseeeeeeees 1,646 2,126 2,326 Average ES salary Big Weel Ont $49,472 $49,472 
72.10 Receivables in excess of obligations, start Wa Geib ee Tr cins T 877. 8.77 “877 
IME dri cnreccsar matte \suainaistnes SS” Ge (Ap OIGR i pis NaaAD OG, wae 4 : 
72.40 Obligated balance, start of year gg sits Tox 16 Average GS salary.............. svn nnn $ 20,137 _ $21,547 $21,547 
74.10 Receivables in excess of obligations, end of 
MOAT bases cdiazcesssecbibtauticcthcassstetnabcessiees Bian :Sasssssssanrtsingslkosasbeatiosscaeths 
74.40 Obligated balance, end Of year... seescssseesssee —16 —16 FEDERAL GRAIN INSPECTION SERVICE 
90.00 CRIA re 3 Cee cs a ae 1,702 2,094 2,326 
Distribution of outlays by account: Federal Funds 
Expenses and refunds, inspection, certification, General and special funds: 
and quarantine of animal products.................. 67 —3l l 
Expenses, ‘feed, and attendants for animals in SALARIES AND EXPENSES 
QUAFANLINE.....sorsressrserersernernenaeinernernenee 455 768 818 For necessary expenses to carry out the provisions of the United 
Miscellaneous contributed funds........rssrsesese 1,180 1,397 1,507 States Grain Standards Act, as amended, and the standardization 





The following services are financed by fees and mis- 
cellaneous contributions advanced by importers, manu- 
facturers, States, organizations, individuals, and others: 

1. Expenses and refunds, inspection, certification, and 
quarantine of animal products.—This includes inspec- 
tion of products intended for human consumption and 
those products and byproducts not intended for human 
food. Animal products and byproducts moving in inter- 
state and foreign commerce are subject to inspection 
and quarantine regulations to prevent the introduction 
and spread of animal diseases. Fees are paid in advance 
for services to be rendered. (7 U.S.C. 1621-1627) (21 
U.S.C. 111). 





activities related to grain under the Agricultural Marketing Act of 
1946, as amended, including field employment pursuant to section 
706(a) of the Organic Act of 1944 (7 U.S.C. 2225), and not to exceed 
$50,000 for employment under 5 U.S.C. 3109, [$23,122,000] 
26,268,000: Provided, That this appropriation shall be available pur- 
suant to law (7 U.S.C. 2250) for the alteration and repair of buildings 
and improvements, but, unless otherwise provided, the cost of altering 
any one building during the fiscal year shall not exceed 10 per 
centum of the current replacement value of the building: Provided 
further, That none of the funds provided by this Act may be used to 
pay the salaries of any person or persons who require non-export, 
non-terminal interior elevators to maintain records not involving offi- 
cial inspection or official weighing in the United States under Public 
Law 94-582 other than those necessary to fulfill the purposes of such 
Act. (7 U.S.C. 71, 74-79, 84-87h, 1621-1627; Public Law 96-108, 
making appropriations for Agriculture, Rural Development, and relat- 
ed agencies, 1980.) 
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DEPARTMENT OF AGRICULTURE 


Program and Financing (in thousands of dollars) 





identification code 12—2400-0-1-352 1979 actual 1980 est. 1981 est. 


Program by activities: 
Administration of the U.S. Grain Standards 
Act, total program costs, funded: 
Change in selected resources (undelivered 
orders) 361 


21,980 





10.00 Total obligations 22,341 


Financing: 
25.00 Unobligated balance lapsing 339 





Budget authority 22,680 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


22,680 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


24,294 
5,491 





90.00 Outlays, excluding pay raise supple- 
23,157 26,233 
91.20 Outlays from civilian supplemental 


pay raise. 1,137 35 





‘Includes capital investment as follows: 1979, $518 thousand; 1980, $367 thousand; 1981, $438 thousand 


The Federal Grain Inspection Service was established 
on November 20, 1976. 

The mission of the Agency is to promote, protect, and 
facilitate domestic and foreign commerce of U.S. grain 
and related commodities in the interests of producers, 
merchandisers, warehousemen, processors, consumers 
of grain, and the nation by: Establishing official U.S. 
standards for grain and related commodities and for 
grain weighing scale and equipment accuracy; establish- 
ing the uniform application thereof by official inspec- 
tion and weighing personnel; establishing official in- 
spection and weighing services for grain and related 
commodities, and certifying and communicating the of- 
ficial grain quality and weights as authorized by the 
U.S. Grain Standards Act (USGSA), as amended, and 
the Agricultural Marketing Act (AMA) of 1946. The 
USGSA requires obligations associated with the activi- 
ties of the headquarters office, as well as Federal super- 
vision of all field-based inspection and weighing serices, 
be financed from appropriations. USGSA requires obli- 
gations associated with the activities of the headquar- 
ters office, as well as Federal supervision of all field- 
based inspection and weighing services, be financed 
from appropriations. 

Activities that will be performed during the year in- 
clude: Continuing research to develop methods for im- 
proving the accuracy and uniformity in grading grain; 
monitoring, in foreign ports, grain officially inspected 
and weighed under the USGSA; the development, estab- 
lishment, and monitoring for adequacy of official grad- 
ing standards for grain; regulatory activities to include 
delegation, designation, and licensing of State and pri- 
vate agencies and their employees to perform inspection 
and weighing services; Federal program management 
and administration activities within the Service’s head- 
quarters office; and Federal supervision of field-based 
grain inspection and weighing services. The agency also 
has responsibility for standardization of rice and grain- 
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related products which are covered by the AMA of 


1946. 
1979 actual 1980 estimate 
Number of Federal inspection supervisions 70,000 90,000 
Number of Federal protein supervisions 42,000 60,000 
New inspection techniques developed 5 
New inspection equipment evaluated ll 12 
Licenses issued to non-Federal inspectors and 
weighers 1,700 
Investigations conducted 50 


Object Classification (in thousands of dollars) 


1981 estimate 
120,000 
70,000 

5 

10 


1,740 
50 





Identification code 12-2400-0-1-352 1979 actual 1980 est. 


1981 est 





Personnel compensation: 
Permanent positions 11,471 13,310 
Positions other than permanent... 225 157 
Other personnel compensation 565 391 


14,037 
157 
927 





Total personnel compensation 
Personnel benefits: Civilian 1,573 
Travel and transportation of persons : 1,458 
Transportation of things 57 
Standard level user charges 
Communications, utilities, and other rent... 

Printing and reproduction 
Other services 
Supplies and materials .. 
Equipment 
42.0 — Insurance claims and indemnities 


13,858 


14,721 
1,650 
1,790 

78 
994 





99.0 Total obligations 





Personnel Summary 


Total number of permanent positions 
Total compensable workyears 713 
Full-time equivalent of other positions ( (10) 
Full-time equivalent of overtime and holiday 
(18) 
Average ES salary...... $50,112 
Average GS grade..... 7.36 
Average GS salary $14,444 $16,188 


Public enterprise funds: 


INSPECTION AND WEIGHING SERVICES 
Program and Financing (in thousands of dollars) 


Wentiicatin cade 12~4050-0-3-352 


1979 actual 1980 est 


Program by activities: 
Inspection and weighing services (operat- 
ing costs, funded) 
Change in selected resources (undelivered 
orders) 


25,603 32,315 


1,939 


754 
(10) 


(22) 
$50,112 

7.38 
$16,091 


1981 est. 





10.00 Total obligations 


Financing: 
14.00 Offsetting collections from: Non-Federal 
sources 
21.98 Unobligated balance available, start of 
year: Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 


27,542 32,315 


— 28,087 —30,500 


—10,137 —10,683 





Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
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APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 














Public enterprise funds—Continued 
INSPECTION AND WEIGHING SERVICES—Continued 


The Federal Grain Inspection Service was established 
to provide a revised and expanded grain inspection 
system and to develop a new weighing system. These 
services are financed through a fee supported revolving 
fund, and include: Official grain inspection and weigh- 
ing at export ports; original inspection and weighing of 
the U.S. grain exported through Canada; Federal ap- 
peals of original grain inspections; and registration of 
grain firms operating in the export grain trade. The 
agency also provides grading services for rice and grain- 
related products which are covered by the Agricultural 
Marketing Act (AMA) of 1946, as amended. All field 
and Washington costs for this AMA grading service are 


financed from fees. 

1979 actual 1980 estimate 1981 estimate 
Quantity of grain inspected (million metric tons) .... 284.8 308.0 350.0 
Number of Federal original inspections and rein- 

INNIS Sastre eta Siete nsssetocseioe 185,000 195,000 221,000 
RNNNTMIES DUNNO cece escssasstlss ceo svloscawsctoasettertersetes 20,300 20,000 20,000 
Quantity of rice and commodities inspected (million 

IVAN HONIG) sacs ssecesa Se SicadivastesetentelccbaWUdionsceescoses 5.3 5.6 5.6 
Export weight certificates issued by Federal person- 

cds ed nici Ot is cntvaesida 06,000 937,000 993,000 
Export grain weighed by Federal personnel (million 

TURTIC MOS) F is hecscssscceacesteagtotithivsenssssctacsanssvonss 95.3 104.8 111.1 


* All grain is weighed twice—once entering an export elevator and once leaving. The weight figures above should be 
doubled to reflect the grain actually weighed 


Revenue and Expense (in thousands of dollars) 
























































1979 actual 1980 est. 1981 est. 
Operating income or loss: Inspection and weighing 
services: 
REMIND. scene eS esa ee acl: 28,087 30,500 34,643 
ORNS Me cc Ree acl acus SERN =27,542 -=32315 — 36,683 
Net income or loss (—) for the year........ 545 —1,815 — 2,040 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with Treasury........... 13,666 16,510 14,695 12,655 
Accounts receivable (Met)... sssessssseessseee 268 268 268 
MOU SGAS scosssnsscssessasssessrasss 13,666 16,778 14,963 12,923 
Liabilities: 
Accounts payable and accrued |i- 
UL ee an crop 3,529 6,095 6,095 6,095 
Government equity: 
Unobligated balance (total Govern- 
MENt EQUILY) ........sscsssesscsssseeeee 10,137 10,683 8,868 6,828 
Analysis of changes in Government equity: 
Retained income: Opening balance ................ssse+- 10,137 10,683 8,868 
Transactions: Net income or loss (—) for the 
WON BSS costed Pci hole aeons 545 —1,815 — 2,040 
Total Government equity (end of year) ...... 10,683 8,868 6,828 
Object Classification (in thousands of dollars) 
Identification code 12-4050-0-3-352 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOsitiOnS...........:.sseessseeessssves 13,653 19,876 22,433 
11.3 Positions other than permanent 899 963 963 
11.5 Other personnel compensation ...............- 4,472 4,544 5,209 
Total personnel compensation............. 19,024 25,383 28,605 















12.1 Personnel benefits: Civilian..............seecssseee 1,602 2,304 2,574 
21.0 — Travel and transportation of persons........... 1,479 1,809 2,115 
22.0 — Transportation Of thingS .............:-sssecsseeseone 101 78 8] 
23.1 Standard level user charges ..............ssssses 362 322 31) 
23.2 Communications, utilities, and other rent... 535 492 516 
24.0 — Printing and reproduction................ssssessseee 128 76 120 
25.0 — Other Services .............00.00 ~ 3,065 1,250 1,637 
26.0 Supplies and materials .. 533 236 280 
S10 EQUA MMION ss:észsstts5,.ccccsceStosonssansassss 705 365 432 
42.0 — Insurance claims and indemnities.... BN eee See 
99.0 Total obligations ..............sssecesssseee 27,542 32,315 36,683 





Personnel Summary 











Total number of permanent positionS..................00e 1,435 1,348 1,528 
Total compensable workyealS...............00+. 1,344 1,567 1,789 
Full-time equivalent of other positions (83) (83) (83) 
Full-time equivalent of overtime and holiday 
MOS (314) (268) (310) 
AUCTIONED SMAI ci, pesstanticcetsssissessssssncassssncacccasnssss soseeethee $50,112 $50,112 
Average GS grade 7.04 7.36 7.38 
Average GS salary. $14,444 $16,188 $16,091 











AGRICULTURAL MARKETING SERVICE 


Federal Funds 
General and special funds: 
MARKETING SERVICES 


For necessary expenses to carry on services related to agricultural 
marketing and distribution and regulatory programs as authorized by 
law[, and for administration and coordination of payments to 
States]; including field employment pursuant to section 706(a) of the 
Organic Act of 1944 (7 U.S.C. 2225), and not to exceed $75,000 for 
employment under 5 U.S.C. 3109, [$47,643,000] $50,710,000; of which 
not less than [[$2,057,000] $1,365,000 shall be available for the 
Wholesale Market Development Program: Provided, That this appro- 
priation shall be available pursuant to law (7 U.S.C. 2250) for the 
alteration and repair of buildings and improvements, but, unless oth- 
erwise provided, the cost of altering any one building during the fiscal 
year shall not exceed [$7,500 or 7.5] 10 per centum of the [cost] 
current replacement value of the building[, whichever is greater]. (5 
U.S.C. 5542; 15 U.S.C. 714-714p; 26 U.S.C. 4851-54, 4861-65, 4871-77, 
6001, 6804, 7233, 7263, 7492-93, 7701; 31 U.S.C. 725d; Public Law 96- 
108, making appropriations for Agriculture, Rural Development, and 
related agencies, 1980.) 


Program and Financing (in thousands of dollars) 









































Identification code 12-2500-0-1-352 1979 actual 1980 est. 1981 est 
Program by activities: 
Direct program: 
1, Market news Service ............sscsssessseee 14,248 13,638 14,420 
2. Administration of Packers and Stock- 
YRUSAG Ghaicasitan dead 7,406 8,717 8,892 
3. Inspection, grading, classing, and 
StaNdArdiZation .........ccccsecsseecsesssseesseess 16,767 19,015 19,839 
4, Regulatory activities.................. is 5,019 5,267 5,336 
5. Wholesale market development.......... 1,000 1,346 1,351 
6. Market supervision and assistance...... 683 863 872 
Total direct program.............ssss0e- 45,122 48,846 50,710 
Reimbursable program: 
1. Market MeWS SCrViC@ ...esssssscssssssssesceee 548 652 682 
2. Inspection, grading, classing, and 
standardization: 
(a) Commodity Credit Corporation... A00 2,971 2971 
AD) AU OW x scssccsnscicisnscsosccvecnios eteiess 4,241 4,416 4,4l6 
3. Regulatory activities .....scsssscssssn 133 315 315 
4. Market supervision and assistance..... 50 210  . 
Total reimbursable — program 
(costs—obligations) .............. 5,373 8,564 __ itt 
Total program costs, funded?........ 50,495 57,410 59,274 


10.0 


11.0 


14.00 
25.00 


40.00 
41.00 


43.00 
44.20 


71.00 
72.40 
74.40 
77.00 


90.00 
91.20 
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14,420 
8,892 


2971 
4,416 
35 
210 


8,564 
59,274 
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Change in selected resources (undelivered 


























Oh icisdichwtaninrien ee] a a 
10.00 Total obligations .............cssssssesseseesssee 51,519 57,410 59,274 
Financing: 
Offsetting collections from: 
11.00 Federal funds: 
Commodity Credit Corporation funds 
for cotton classing and tobacco 
DINE cass Gries ay asoisiassarcsnsssnnsise —400 —2,971 —2,971 
Miscellaneous reimbursements ........... —4174 —4,853 — 4,853 
14.00  Non-Federal sources: Miscellaneous re- 
IMDUFSEMENTS.............e--cseeeceveeeeoseecsene —199 —740 —740 
25.00 Unobligated balance lapsing..................use. OP = ckstciociahe, | Sait. 
Budget authority... eee 46,653 48,846 50,710 
Budget authority: 
MOOD “ADDTORTIATION ........cseshssscssesssossssscaconseseescnness 47,854 47,643 50,710 
41.00 Transferred to other accounts ................s0+«- —1,201 IE vcseczcnscheoced 
43.00 Appropriation (adjusted) ................ 46,653 46,302 50,710 
44.20 Supplemental for civilian pay 
se Tice cadeeciccses esis «oeedcenssbeoes BO oe 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............ccscssseesceee 46,146 48,846 50,710 
71240 Obligated balance, start of year..... 2,696 5,485 5,635 
74.40 Obligated balance, end of year.................0 — 5,485 — 5,635 —§,785 
71.00 Adjustments in expired accounts RS ile eee se 
90.00 Outlays, excluding pay raise supple- 
NOMMIE occsa ttc escoesaccecacosoncacaskese 43,024 46,228 50,484 
91.20 Outlays from civilian pay raise sup- 
URI Cache dade ciccchcetcaacelnsas) WW Bacnsastuaeu BOs 2,468 76 








"Includes capital investment as follows: 1979, $413 thousand; 1980, $293 thousand; 1981, $310 thousand 


Note—Excludes $1,919 thousand in 1981 for activities transferred to: Office of Transportation, 1979, $1,201 thousand; 
1980, $1,341 thousand. 


These activities assist producers and handlers of agri- 
cultural commodities by providing a variety of market- 
ing and regulatory services. These services continue to 
expand and become more complex as the volume of 
agricultural commodities increases, as a_ greater 
number of new processed commodities are developed, 
and as the agricultural market structure undergoes ex- 
tensive changes. Marketing changes include increased 
concentration in food retailing, direct buying, decentral- 
ization of processing, growth of interregional competi- 
tion, vertical integration, and contract farming. The 
individual activities include: 

1. Market news service.—This service provides current 
information on supply, movement, contractual agree- 
ments, inventories, and prices at specific markets for 
practically all agricultural commodities. Market news 
provides the American agricultural community with 
timely, accurate, and unbiased market information. 

Where possible, market information is collected and 
disseminated through joint Federal/State effort utiliz- 
ing both Federal and State personnel and resources. 
Market information is disseminated primarily by radio, 
television, and mailed reports. The volume of work per- 


oe is indicated by examples given in the following 
e: 


MARKET NEWS SERVICE 


1979 actual 1980 estimate 1981 estimate 
States covered by cooperative agreement ............ 44 
Field offices: ; 
168 166 166 
30 30 30 
23,149 23,000 23,600 









Mailed releases to growers, shippers, and others 





CRONIN cscs sshisa shana cemiaantags 13,933 13,539 13,713 
Names on mailing list (thousands) 174 170 178 
Number of markets reported...............c.ssecscsssseessesseee 1,543 1,536 1,536 


2. Administration of Packers and Stockyards Act.— 
The goal of this program is to assure fair play in the 
marketing of livestock, meat, and poultry. Its principal 
purpose is to maintain effective competition for live- 
stock, meat, and poultry marketing in order to assure 
that farmers and ranchers receive the true market 
value for their livestock and poultry. Consumers and 
members of the livestock, poultry, and meat industries 
are also protected against unfair business practices in 
the marketing of meat and poultry, and from restric- 
tions on competition which would unduly increase meat 
and poultry prices. Currently, efforts are being intensi- 
fied to reduce the incidence of commercial bribery in 
the livestock and poultry industries. 

The volume of work performed is indicated by the 
following examples: 


1979 actual 1980 estimate 1981 estimate 
Formal actions initiated................csssessseessseessecsseeres 95 105 105 
Formal actions completed ............... 106 110 110 
Civil or criminal actions initiated ......... 34 40 40 
Civil or criminal actions completed 42 45 45 





3. Inspection, grading, classing, and _ standardiza- 
tion.—Nationally uniform standards of quality for non- 
food agricultural products and livestock are established 
and applied to specific lots of products to: Promote con- 
fidence between buyers and sellers; reduce hazards in 
marketing due to misunderstandings and disputes aris- 
ing from the use of nonstandard descriptions; encourage 
better preparation of uniform quality products for 
market; and furnish consumers with more definite in- 
formation on the quality of products they buy. The 
standards are applied by or under the supervision of 
Federal employees at the request of any interested 
party. 


STANDARDIZATION ACTIVITIES 


1979 actual 1980 estimate 1981 estimate 
U.S. standards in effect, end of fiscal year.............. 154 154 154 
Number of commodities covered ...............s:sssesssseeseee 17 17 17 


INSPECTION, GRADING, AND CLASSING ACTIVITIES UNDER APPROPRIATED 
FUNDS 


Cotton classing by Federal employees (samples, in 1979 actual 1980 estimate 1981 estimate 
ee ha eee, 10,597 13,519 13,519 
Tobacco auction Markets ..............ecccsseecesseecssneeeessees 175 175 175 
Volume inspected at markets (million pounds)... 2,098 1,900 2,000 
SO Oe a veda leh gccincaintecectbeatstons 155 155 155 
Livestock graded (million pounds) ................cssssssees 456 472 513 


4. Regulatory activities.—These include the adminis- 
tration of regulatory laws such as the U.S. Warehouse 
and Federal Seed Acts. To protect producers who store 
their products in public warehouses, AMS will license 
public warehousemen and conduct 3,506 unannounced 
examinations of cotton, grain, and rice warehouses 
during 1980. Also, to help assure truthful labeling of 
agricultural and vegetable seeds sold in interstate com- 
merce, Federal seed inspectors will conduct tests on an 
estimated 6,000 samples of about 15 different kinds of 
seed during 1980.The research and promotion programs 
are designed to improve the competitive position and 
expand markets for cotton, beef, eggs, wheat, and wool 
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General and special funds—Continued 
MARKETING SERvICES—Continued 


and mohair. The service also administers the Plant Va- 
riety Protection Act, and the Export Fruit Acts. 

The volume of work performed is indicated by exam- 
ples given in the following table: 


REGULATORY ACTIVITIES 








Warehouse Act: 1979 actual 1980 estimate 1981 estimate 
Number of licensed warehouses ..............cssssssee 2,117 2,210 2,308 
Capacity of licensed warehouses: 

Grain (million bushels)..............:ss-sssssesssecseees 2,947 3,245 3,570 
Cotton (million Dales) ............ceseecssesssesseeeeee 10.0 10.0 10.0 
Average number supervisory inspections per 
warehouse: 
ROM 5 ast active sss eesucsosuhsbaand Ratsnesdosvinateoseh 1.76 1.58 1.42 
SUM es ean ccscaces sas tesseytl xorapess itirerivee 2.08 1.60 1.60 

Seed Act: 

MTADONE QOUIONS scs.cce,scssesosesspsscsssseostet anak t ei 8,550 8,300 8,300 
Interstate investigations: 

808 1,200 1,200 

O15 1,400 1,400 

16,264 16,500 17,000 

Plant Variety Protection Act: 

Number of applications received................sessse00e 120 170 140 
Certificates of protection issued...... 88 110 110 
Percent of crops computerized........ 83 84 84 
Number of varieties computerized 14,768 16,800 17,400 
Research and Promotion Funding (dollars in thou- 

$16,500 $21,900 $22,000 

10,300 9,500 10,500 

6,300 6,700 6,700 

2,250 2,800 3,000 





5. Wholesale Market Development.—This program is 
designed to enhance the marketing of agricultural com- 
modities in the United States. This is done by conduct- 
ing research into more efficient marketing methods for 
agricultural commodities and by providing technical as- 
sistance to urban areas interested in improving their 
food distribution facilities. 


WHOLESALE MARKET DEVELOPMENT ACTIVITIES 


1979 actual 1980 estimate 1981 estimate 
Studies and projects initiated................ssssseesesseeeen 23 18 23 
Studies and projects in process 42 46 45 
Studies and projects completed 19 19 23 





6. Market Supervision and Assistance.—This program 
consists of the (1) Capper-Volstead Act and the Agricul- 
tural Fair Practices Act which protect producers 
against discriminatory practices by handlers, permit 
producers to engage in cooperative efforts, and assure 
that such cooperatives do not engage in practices that 
monopolize or restrain trade; (2) Potato Research and 
Promotion Act which provides for agency supervision of 
advertising and research activities designed to strength- 
en the demand for potatoes; and (83) Food Marketing 
Alert Program which promotes an orderly flow of food 
from producers to retailers and consumers by informing 
these groups when commodities are in short or abun- 
dant supply. 


Object Classification (in thousands of dollars) 








Identification code 12-2500-0-1-352 1979 actual 1980 est 1981 est 
Direct obligations: 
Personnel compensation: 
11.1 Permanent pOsitiOnS.........:sssssesssveecsseeeees 22,491 25,933 25,782 
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11.3 Positions other than permanent.............. 6,122 7,104 7,056 
11.5 Other personnel compensation................ 424 686 686 
Total personnel compensation............. 29,037 33,723 33,524 
12.1 — Personnel benefits: Civilian............... 2,871 3,518 3,496 
13.0 — Benefits for former personnel 6 4 
21.0 Travel and transportation of persons........... 3,053 3,290 4,28] 
22.0 — Transportation of thingS ............sssssessseeessee 150 204 243 
23.1 Standard level user charges............:-sssees0- 2,056 1,938 2,143 
23.2 Communications, utilities, and other rent... 3,289 2,770 3,285 
24.0 — Printing and reproduction.............ssssseseee 363 594 645 
25.0 Other Services ............s000 2,123 1,804 1,97] 
26.0 Supplies and materials 947 649 
BLO EAMMDOIOTE os eiicscvccscsoteeiscs evcvesnassnsesbathetiatas 1,651 352 
Total direct obligationS................sss0e 46,146 48,846 50,710 
Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent pOSitiOnS............ssscssssesseesseees 3,330 4,092 4,092 
11.3 Positions other than permanent... 361 1,080 1,080 
11.5 Other personnel compensation................. 45 133 133 
Total personnel compensation............. 3,736 5,305 5,305 
12.1 Personnel benefits: Civilian................cc.sssee 351 531 $31 
13.0 Benefits for former persOnnel.........cc..cssseccse  sesscesseeesennee 1 l 
21.0 Travel and transportation of persons........... 161 414 414 
22.0 — Transportation of thingS............:..sssssese 8 33 3 
23.1 Standard level user charges................sssss0e- 207 433 433 
23.2 Communications, utilities, and other rent.... 331 442 442 
24.0 — Printing and reproduction................sssessee 74 117 17 
ZOU. HEMI SOF WOES riccesasstseseeacobevsscescnssiVocasivoreins 390 600 600 
26.0 Supplies and materials .............ccccsssseccsssees 71 103 103 
SEY MEGUIDINM et cievcutss sien eecesaneghigestntanioon 44 585 585 
Total reimbursable obligations............ 5,373 8,564 8,564 
99.0 Total obligations ............sseccsssseecssssees 51,519 57,410 59,274 
Personnel Summary 
Direct: 
Total number of permanent positions ................... 1,406 1,287 1,289 
Total compensable workyears................00+ 1,587 1,571 1,563 
Full-time equivalent of other positions.............. (511) (492) (492) 
Full-time equivalent of overtime and holiday 
NOUS seraneai ced igcas A RAO SGT AR (29) (51) (41) 
BVSTAIG IES GRIMY... 23.8. sian Aiea eb pcnnea dey eniamaiseendl $49,865 $49,865 
Average GS grade 8.50 8.82 8.82 
Average GS salary $18,956 $20,992 $20,994 
Reimbursable: 
Total number of permanent positions................... 275 236 236 
Total compensable workyearS................+e-. 195 323 323 
Fuil-time equivalent of other positions............. (27) (129) (123) 
Full-time equivalent of overtime and holiday 
RNS eis eal ostetrawiieeccnssccptaatrmerasieteiae beens (0) (0) (0) 
Ms bcc aac cases Sutacncaieg begph fein) $49,865 $49,865 
Average GS grade 8.50 8.82 8.82 
Average GS salary $18,956 $20,992 $20,994 





[PayMENTs To STATES AND PossESSIONS] 


[For payments to departments of agriculture, bureaus and depart: 
ments of markets, and similar agencies for marketing activities under 
section 204(b) of the Agricultural Marketing Act of 1946 (7 USC 
1623(b)), $1,600,000.] (Public Law 96-108, making appropriations fo 
Agriculture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 12-2501-0-1-352 1979 actual 1980 est 1981 est 





Program by activities: 
10.00 Payment for marketing service work (sec- 
tion 204(b) of the Agricultural Market- 

ing Act of 1946) (costs—obligations) 

(object class 41.0) 


1,600 1,600 
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DEP ARTMENT OF AGRICULTURE AGRICULTURAL MARKETING regs re 1 8 5 
Financing: , 74.40 Obligated balance, end of year.................... — 259 —259 —259 

40.00 Budget authority (appropriation) ........... 1,600 PEER: ee... : 
7 wm cnaiien a ns 1912 2,392 2.439 


Relation of obligations to outlays: 
Obligations incurred, net .............:sscccesseee: 
Obligated balance, start of year. 
Obligated balance, end of year................000 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
71.00 


90.00 





RUN site cease a ai, 





Payments are made on a matching fund basis to 
State marketing agencies for carrying out specifically 
approved marketing service programs designed to bring 
about improved marketing. Under this activity, market- 
ing specialists have worked with farmers, marketing 
firms, and agencies in solving marketing problems and 
in utilizing marketing research results. Beginning in 
1980, projects funded by the Payments to States Pro- 
gram to improve the efficiency of the food distribution 
system will be coordinated with the Market Research 
and Development Program. 

This program has covered such projects as: Methods 
of maintaining and improving the quality of products; 
ways of reducing marketing costs; expanding outlets for 
surplus products; collecting and disseminating special 
State and local market information and statistics; and 
improving the organizational structure of the market- 
ing system. 

Federal funds have not been included for this pro- 
gram for 1981. It is proposed that State marketing bu- 
reaus, or their equivalent, and private marketing re- 
sources perform this function from 1981 onward. 


STATE PAYMENTS ACTIVITY 


1979 actual 1980 estimate 1981 estimate 


Number of States participating .................ssssssesseeee 
WO NCES ek eh ee Oe) Le 26 29 





ALLOCATIONS RECEIVED FrRoM OTHER ACCOUNTS 


Note.—Obligations incurred under allocations from other accounts are included in the 
schedules of the parent appropriations as follows: 
Agriculture: 

Agricultural Stabilization and Conservation Service. 
“Commodity Credit Corporation Fund.” 
“Commodity Credit Corporation, Limitation on Administrative Expenses.” 

Food Safety and Quality Service, “Funds for Strengthening Markets, Income, and 

Supply.” 





PERISHABLE AGRICULTURAL CommopiTiEs Act FUND 


Program and Financing (in thousands of dollars) 

















Wtentfication code. 12-5070-0-2-352 1979 actual 1980 est 1981 est 
Program by activities: 
Licensing dealers and handling complaints 
(total program costs, funded?) ............. 1,971 2,392 2,439 
Change in selected resources (undelivered 
RDN ss ese cine ccscdiosiacescistsasses¥tsnene Bi 7 .crcccbtact Peseiddetes 
10.00 Total obligations ..........sscscssssscscssssee 2,017 2,392 2,439 
Financing: 
21.40 Unobligated balance available, start of year —674 —364 —190 
14.40 Unobligated balance available, end of year. 364 190 16 
60.00 Budget authority (appropriation) 
(permanent, indefinite, special 
PRON a hye ectethenserastapsichaccsdsdsis 1,708 2,218 2,265 
Relation of obligations to outlays: 
7100 Obligations incurred, Met .......cscsocacsntoe 2,017 2,392 2,439 


1240 Obligated balance, start of year.............s0- 











* Includes capital investment as follows: 1979, $10 thousand; 1980, $10 thousand; 1981, $11 thousand. 


License fees are deposited in this special fund and are 
used to meet the costs of administering the Perishable 
Agricultural Commodities and the Produce Agency Acts 
(7 U.S.C. 491-497, 499a-499s). The current annual li- 
cense fee is set at a maximum of $150. 

The acts are intended to assure equitable treatment 
to farmers and others in the marketing of fresh and 
frozen fruits and vegetables. Commission merchants, 
dealers, and brokers handling these products in inter- 
state and foreign commerce are licensed. Complaints of 
violations are investigated and violations dealt with by 
(a) informal agreements between the two parties, (b) 
formal decisions involving payment of reparation 
awards, and (c) suspension or revocation of license and/ 
or publication of the facts. Payments in connection with 
formal and informal reparation settlements to produc- 
ers are estimated to amount to $9 million in 1981. 


WORKLOAD FACTORS 





























Activity 1979 actual 1980 estimate 1981 estimate 
Number of reparation actions completed................... 21,598 21,600 21,700 
Number of disciplinary actions completed...... 138 145 150 
Number of misbranding actions completed .... 723 780 790 
Number of license actions completed............. 16,827 16,528 16,300 
Personal investigations completed...................ssssse+ 2,224 2,300 2,400 
Object Classification (in thousands of dollars) 
Identification code 12—5070-0-2-352 1979 actual 1980 est 1981 est 
Personnel compensation: 
11.1 Permanent poOsitions................sssscscseessees 1,379 1,620 1,620 
11.3 Positions other than permanent... 27 29 29 
11.5 Other personnel compensation................ 4 5 5 
Total personnel compensation.............. 1,410 1,654 1,654 
12.1 — Personnel benefits: Civilian... 133 172 172 
21.0 Travel and transportation of persons........... 97 138 149 
22.0 Transportation of thingS ...............ssscsssseee 1 5 5 
23.1 Standard level user charges ...................0e. 157 125 136 
23.2 Communications, utilities, and other rent... 79 65 71 
24.0 — Printing and reproduction 4] 34 37 
25.0 Other services ...........c..ssescseeees 64 158 171 
26.0 Supplies and materials............ 20 25 27 
Ai RRS Sk SOS st ie os 15 16 17 
99.0 Total obligations ...............sssccsseeecssnees 2,017 2,392 2,439 
Personnel Summary 
Total number of permanent positions.....................+. 116 127 127 
Total compensable workyea's..................+. 81 84 84 
Full-time equivalent of other positions (1) (2) (2) 





Full-time equivalent of overtime and holiday 
NN cea ssach crest ctonnteloriionnac (0) (0) (0) 














UII ES SRI saci ices kcal eestene SC $49,865 $49,865 
Average GS grade 8.50 8.82 8.82 
Average GS salary $18,956 $20,992 $20,994 
Trust Funds 
MISCELLANEOUS TRUST FUNDS 
Program and Financing (in thousands of dollars) 
Identification code 12-9972-0-7-352 1979 actual 1980 est 1981 est 





Program by activities: 
1. Expenses and refunds, inspection and 
grading of farm products: 

(a) Meat grading ..............csscccsseccaceesssnee 
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MISCELLANEOUS TRUST FuND—Continued 


Program and Financing (in thousands of dollars) —Continued 
































Identification code 12-9972-0-7-352 1979 actual 1980 est 1981 est 
(b) Miscellaneous agricultural commod- 
"| ARES TT LP eats 159 79 79 
2. Miscellaneous contributed funds............. sesnnennnnnee 1 ] 
Total program costs, funded *............ 234 177 178 
Change in selected resources (undelivered 
ak a octesa seat Xacihopsvacssssoccssssrincas’s BME spageceseetiet... seisissszee ante 
10.00 Total Obligations..............ccsccssseeeseseee 481 177 178 
Financing: 
21.40 Unobligated balance available, start of year —116 — 287 — 287 
24.40 Unobligated balance available, end of year.. 287 287 287 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. 653 177 178 
Distribution of budget authority by account: 
Expenses and refunds, inspection and grading of 
FOR PIOUUONS a5.8 cc cncatant tedists.:.ciwerhian 653 176 177 
Miscellaneous contributed fUNdS.............cccccsccccse  cssseesesssessons l ] 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................ 481 177 178 
72.40 Obligated balance, start of year... 229 667 667 
74.40 Obligated balance, end of year.................... —667 —667 —667 
90.00 INS in ete) colts Sb tere: 43 177 178 
Distribution of outlays by account: 
Expenses and refunds, inspection and grading of 
BN TNM re to a cs 43 176 177 
Miscellaneous contributed funds..................0ss00e-. 





‘ Includes capital investment as follows: 1979, $194 thousand; 1980, $0; 1981, $0. 


1. Expenses and refunds, inspection and grading of 
farm products.—An inspection and grading service for 
non-food agricultural products is provided upon request. 
These services are supported primarily by fees paid by 
users. The schedules reflect expenses paid from fees 
received (7 U.S.C. 91-99, 1621-1627). The trust fund for 
cotton micronaire testing was discontinued on Septem- 
ber 30, 1979. The volume of work is shown below: 


Cotton testing, micronaire (number of samples, in 1979 actual 1980 estimate 1981 estimate 
RIIEINNES) ss Seaascestsss hvessacictha Rinonseestean cece BG inn hacectitantartn® ‘<siviviessvecehtl 
Cottonseed grade certificates issued (in thousands) 50 55 55 


Object Classification (in thousands of dollars) 


1980 est 


























Identification code 12-9972-0-7-352 1979 actual 
Personnel compensation: 

11.1 Permanent pOsitions..........cc...sssesessssseeess 161 146 146 
11.3 Positions other than permanent... BSS si LORE RES, 
11.5 Other personnel compensation................ 1A sw aovcsctaspvcsnsel aostoneoleeee 

Total personnel compensation............. 203 146 146 
12.1 Personnel benefits: Civiliat..........scscsssssee 21 17 17 
21.0 Travel and transportation of persons........... 43 7 8 
23.1 Standard level user charges.............sse.000 2 2 
23.2 Communications, utilities, and other rent.... l 1 
ZOAY PION VICES ctecisressescsicscticcoucuetteceoenttite 2 2 
26.0 — Supplies and materials ........ccccccccscssseseccsce  ssssssssseeessen 2 2 
31.0 — Equipment BOA ROT. sss) Savussstsnioersi 
99.0 Total obligations ...........c:-csssesesssseees 481 177 178 

Personnel Summary 

Total number of permanent positionS..............c..000. 5 6 6 
Total compensable WOrkyeaS............c:..secsssessseesseeesne 10 6 6 





APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 





Full-time equivalent of other positions.................. (4) (0) (0) 
Full-time equivalent of overtime and holiday 
OUD ssccapsssssteiscscesscsssterntivccassgsmmacsemreiseanttnewees (1) (0) (0) 
Average ES salary... wess spss $49,865 $49,865 
Average GS grade..... ae 8.50 8.82 8.82 
IAVOEADC IAD: SONAIVS Ssssaesssscssckncsssebetacpvcessoosocsensoneseasies $18,956 $20,992 $20,994 








Mitk MARKET ORDERS ASSESSMENT FUND 


Program and Financing (in thousands of dollars) 





1981 est | 




















Identification code 12-8412-0-8-351 1979 actual 1980 est. 
Program by activities: * 
DV SSOAEITVUNES PATNI acusaosessiss ash bcpnapssiodeaasys 20,499 21,933 21,933 
2. Marketing service 3,298 3,529 3,529 
10.00 Total program costs funded—obliga- 
MENG oc co aaee ac eas 23,797 25,462 25,462 
Financing: 
Offsetting collections from: 
14.00 Non-Federal sources: 
Administration: Revenue....................- —19,932 —20,475 — 20,475 
Marketing services: Revenue.............. — 3,289 —3,427 —3,42) 
Nonoperating: Interest revenue........... — 1,458 — 1,560 —1,560 
21.98 Unobligated balance available, start of 
year: Fund Dalance .........c..sssssecssssseecsenne —17,172 —18,054 — 18,054 
24.98 Unobligated balance available, end of year: 
FUNTEOAIANGG ..2.5201.45,.fARRARTEGIAN _ 8B 054 __18,054 1800 
BEC MEUMOTIRY Sccssscacsssecsastoasinsesess) astnsvecovcsste®”  asissiceoele™ cave 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..........c....sseccsssseees 882 shiadlated: ninhameee 
72.98 Obligated balance, start of year: Fund bal- 
ICR seosssirtsssoicemrrannariccencrionorastinitirs 923 296 296 
74.98 Obligated balance, end of year: Fund bal- 
BWR cence cuntnned he sparen — 296 pa - 296 — 2% 
90.00 TERS ip Hea sia Abas sasnnaecsnassese BOO canscaraneters 


‘The administrative fund totals are comprised of 47 separate independent order accounts in 1979. The Marketing Servce 
fund totals are comprised of 35 separate independent order accounts in 1979. 

The Secretary of Agriculture is authorized by the 
Agricultural Marketing Agreement Act of 1937, as 
amended—under certain conditions—to issue Federal 
milk marketing orders establishing minimum prices 
which handlers are required to pay for milk purchased 
from producers. 

Market administrators are responsible for carrying 
out locally the terms of specific marketing orders. Their 
operating expenses, partly financed by assessments on 
regulated handlers and partly by deductions from pro- 
ducers, are reported in these schedules. These funds are 
collected locally, deposited in local banks, and disbursed 
directly by the market administrator. 

Each milk order is administered locally by a market 
administrator who is appointed by the Secretary. His 
staff is employed directly by the market administrator. 

The expenses of each local office are met from an 
administrative fund and a marketing service fund 
which are prescribed in each order. The administrative 
fund is derived from prorated handler assessments. The 
marketing service fund of the individual order provides 
for the expense of disseminating market information t0 
producers who are not members of a qualified coopers 
tive. It also provides for the verification of the weights 
sampling, and testing of milk from these producers. The 
cost of these services is borne by such producers. 

The maximum rates for administrative assessmet! 
and for marketing services are set forth in each order 
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and adjustments below these rates are made from time 
to time upon recommendations by the market adminis- 
trator and upon approval of the Agricultural Marketing 
Service to provide reserves at about a 6-month operat- 
ing level. Upon termination of any order, the statute 
provides for distributing the proceeds from net assets 
pro rata to contributing handlers or producers as the 
case may be. 

Milk sold by regulated handlers supplied over 158 
million persons in calendar year 1978. 

The following table gives an indication of the role of 
Federal orders on the marketing of milk over the past 
few years: 








Calendar year 
Population of market areas (mil- 1974 1975 1976 1977 1978 
a cE cccscsactesoseses 146.0 149.5 156.3 157.5 158.4 
Producer deliveries (billion pounds). 67.778 69.249 74.586 77.950 78.107 
Producer deliveries used in class | 
(billion POUNAS) ............ce.csseeccsoeee 39.293 40.106 40.985 41.126 41.146 
Number of producers...............sseses- 126,805 123,855 122,675 122,773 118,096 


Revenue and Expense (in thousands of dollars) 








1979 actual 





1980 est. 





1981 est. 





Operating income or loss (—): 
Administrative fund: 






































NNO SF cain iaspassecvsistusckscdbcycshansetlineeceok 19,932 20,475 20,475 
—20,499 —21,933 — 21,933 
Net operating income or loss (—), ad- 
Ministrative fUN...............ccseeccsseceesseeeees — 567 — 1,458 —1,458 
Marketing service fund: z= om 
en ae, 3,289 3,427 3,427 
NN cB ated pass cSt Ni eaise BSc Ioatsie — 3,298 —3,529 —3,529 
Net operating income or loss (—), mar- 
keting Service fUNG..............cccsssseccssseeees —9 —102 —102 
Net operating income or loss, total............. —576 — 1,560 — 1,560 
Nonoperating income: 
MMOTISE FOVIIWIE: ok idisenticasct ide dcsiscsleselcoseocss. 1,458 1,560 1,560 
Net income for the year.... See eet sek te: 



















Object Classification (in thousands of dollars) 

















Identification code 12-8412-0-8-351 1979 actual 1980 est 1981 est 
Personnel compensation: 

11.1 Permanent pOSitiOnS..............c.-cveessseeeees 16,463 17,615 17,309 
13 Positions other than permanent.............. 282 301 301 
Total personnel compensation.............. 16,745 17,916 17,610 
12.1 Personnel benefits: Civilian................0-cs0 1,625 1,739 1,709 
21.0 Travel and transportation of persons........... 1,638 1,753 1,753 
23.2 Communications, utilities, and other rent... 2,603 2,785 3,016 
CORE UN GOIN accesses 586 627 679 
26.0 Supplies and materials... 378 404 437 
31.0 — Equipment 222 238 258 
99.0 Total obligations .................ssccccssseeceees 23,797 25,462 25,462 








Personnel Summary‘ 








Total number of permanent positions.................:-00+-. 710 710 693 
Total compensable workyedIS................-..-- 697 705 688 
Full-time equivalent of other positions (17) (20) (20) 
Full-time equivalent of overtime and holiday 
ROUND ers. (0) (0) (0) 
Average salary recommended by Agricultural Mar- 
OO EE Sea ea $20,812 $22,157 $22,157 





"Excludes New York-New Jersey order operated under Federal and State orders. 









OFFICE OF TRANSPORTATION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses to carry on services related to agricultural 
transportation programs as authorized by law; including field employ- 
ment pursuant to section 706(a) of the Organic Act of 1944 (7 U.S.C. 
2225), and not to exceed $20,000 for employment under 5 U.S.C. 3109, 
$2,205,000: Provided, That this appropriation shall be available pursu- 
ant to law (7 U.S.C. 2250) for the alteration and repair of buildings 
and improvements, but, unless otherwise provided, the cost of altering 
any one building during the fiscal year shall not exceed 10 per centum 
of the current replacement value of the building. (7 U.S.C. 1291, 1621- 
27; 49 U.S.C. 1652 note.) 


Program and Financing (in thousands of dollars) 


Identification code 12—2800-0-1-352 





1979 actual 1980 est 1981 est 
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Financial Condition (in thousands of dollars) 





























1978 actual 1979 actual 1980 est 1981 est 
Assets: 
CaSh im DANKS ....sssssssssssssssscssssceeeeee 16,600 18,200 18,200 18,200 
US. securities (par value) ............ 1,495 150 150 150 
Accounts receivable, net................. 700 1,319 1,319 1,319 
INOW ARORCS ee sesosscdherdeesoune 18,795 19,669 19,669 19,669 
Liabilities: 
Accounts payable and accrued li- 
yee 1,623 1,615 1,615 1,615 
Government equity: 
Unobligated balance (total Govern- 
I ee 17,172 18,054 18,054 18,054 
Analysis of changes in Government equity: 
Retained income: 
MDPPCTIMR FREI Sosa scene cssbonccotee 17,172 18,054 18,054 
Net income Or 10SS (—) .aecessesssssssccscssseeeese BEL. scsaasds eed i radicivcsdeetine 
Total Government equity (end of year) ...... 18,054 18,054 18,054 

















Program by activities: 
Direct program: 














Office of Transportation 1,189 1,612 2,205 
Total, direct program ...............sssse 1,189 1,612 2,205 
Reimbursable program ..................cssecseseeee 138 BOE ssnscsasclcttec 
Total program costs, funded? ............ 1,327 1,738 2,205 
Change in selected resources (undelivered 
RO re a ce netting |) ee eee ees 
10.00 Total obligations ...............ssssesecceeesssees 1,442 1,738 2,205 
Financing: 


11.00 Offsetting collections from: Federal funds ... 
25.00 Unobligated balance lapsing.... 











Budget authority 0.0... ee 








Budget authority: 
MR i ne eee 2,205 
42.00 Transferred from other accounts................. 1,344 a icenccneee 
43.00 Appropriation (adjusted).............. 1,344 1,612 2,205 
Relation of obligations to outlays: 
71.00 Obligations incurred, met .............sssssssssseeeee 1,304 1,612 2,205 
72.40  Obligated balance, start Of year .....c.....cssssc ssscccssssseeeee 286 286 
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General and special funds—Continued 
SALARIES AND ExPENsES—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 12-2800-0-1-352 





1979 actual 1980 est. 1981 est. 





— 286 
1,018 


— 286 
1,612 


— 286 
2,205 


74.40 Obligated balance, end of year 
90.00 





Outlays 








"Includes capital investment as follows: 1979, $132 thousand; 1980, $54 thousand; 1981, $53 thousand 


2 Fiscal year 1980 pay costs for the Office of Transportation are included in the 1980 proposed supplemental appropriation 
request of the following accounts (in thousands of dollars): Agricultural Marketing Service, 72; Foreign Agricultural Service, 4; 
Farmers Home Administration, 3; Economics, Statistics and Cooperatives Service, 8. 


Note.—Includes $2,205 thousand in 1981 for activities previously financed from: (in thousands of dollars) 
Agricultural Marketing Service ... . 101 
Foreign Agricultural Service 4 
Farmers Home Administration ... ‘ 41 
Economics, Statistics, and Cooperatives Service 

The activities carried out under this appropriation 
were transferred from the Agricultural Marketing Serv- 
ice, the Farmers Home Administration, the Foreign Ag- 
ricultural Service, the Science and Education Adminis- 
tration, and the Economics, Statistics and Cooperatives 
Service pursuant to Secretary's Memorandum No. 1966, 
dated December 12, 1978. The level of costs relating to 
obligations incurred under this program prior to 1981 
was previously included in the accounts of the above 
agencies. 

The programs of the Office of Transportation are de- 
signed to assure a viable transportation system for the 
agricultural and rural areas in the United States. This 
is done by providing technical assistance to producers, 
producer groups, and rural communities to help them 
solve specific transport problems; providing technical 
information to carriers and shippers as to the particu- 
lar needs of agriculture and rural areas for transporta- 
tion; providing economic analysis and technical re- 
search and development in agriculture and rural area 
transportation; and coordinating programs within 
USDA affecting agriculture and rural area transporta- 
tion. 


TRANSPORTATION ACTIVITIES 


Regulatory participation: 1979 actual 
Formal decisions 
Informal decisions é, 9 20 
Cases analyzed = 130 178 
Economic research reports and policy analysis 8 8 
Technical research and development reports and 
demonstrations 13 13 


1980 estimate 1981 estimate 


Object Classification (in thousands of dollars) 


Reimbursable obligations: 
Personnel compensation: Permanent posi- 
tions 
Personnel benefits: Civilian 
Travel and transportation of persons 
Printing and reproduction 
Other services 
Supplies and materials ... 
Equipment 





Total reimbursable obligations 
Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


(0) 
$50,112 
11.16 
$29,058 


(0) 
$50,112 
10.87 
$29,408 


Average ES salary... 
Average GS grade... 


Average GS salary $26,956 





FOOD SAFETY AND QUALITY SERVICE 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses to carry on services related to consumer 
protection and agricultural marketing and _ distribution, 
([[$278,430,000] $01,888,000: Provided, That this appropriation shall 
be available for field employment pursuant to section 706(a) of the 
Organic Act of 1944 (7 U.S.C. 2225), and not to exceed $75,000 shall be 
available for employment under 5 U.S.C. 3109: Provided further, That 
this appropriation shall be available pursuant to law (7 U.S.C. 2250) 
for the construction, alteration, and repair of buildings and improve- 
ments, but, unless otherwise provided, the cost of constructing any 
one building shall not exceed [$77,000] $90,000, except for two build- 
ings to be constructed or improved at a cost not to exceed $150,000, 
and an antibiotic residue laboratory facility to be constructed at Belts- 
ville, Maryland at a cost not to exceed $250,000, and the cost of 
altering any one building during the fiscal year shall not exceed 10 
per centum of the current replacement value of the building: Pro- 
vided further, That this appropriation shall be available for acquisi- 
tion of lands by donation, exchange, or purchase at a nominal cost 
not to exceed $100. (6 U.S.C. 5341, 5542, 5901; 10 U.S.C. 2306; 15 
U.S.C. 69c, 713c; 18 U.S.C. 1114; 19 U.S.C. 1306; 21 U.S.C. 451-469, 
601-624, 641-645, 661, 671-680, 692-695, 1031-1056; 26 U.S.C. 4817, 
4826, 7235(c); 31 U.S.C. 725a; 46 U.S.C. 466a-466b; Public Law 96-108, 
making appropriations for Agriculture, Rural Development and relat- 
ed agencies, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 12-3700-0-1-554 1979 actual 1980 est 1981 est 





Identification code 12—2800-0-1-352 1979 actual 1980 est 1981 est. 








Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Standard level user charges 
Communications, utilities and other rent 
Printing and reproduction 
Other services 
Supplies and materials .. 
Equipment 


Total direct obligations 


Program by activities: 
Direct program: 
Inspection and grading 
Reimbursable program: 
Inspection and grading (costs—obliga- 


271,928 292,506 301,888 


34,000 


—— 


335,888 


31,821 
303,749 


__ 33,800 
326,306 


Total program costs, funded? 
Change in selected resources (undelivered 


orders) 6,016 


309,766 335,868 


10.00 Total obligations 326,306 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
25.00 Unobligated balance lapsing 


Budget authority 


—T6] 
— 33,233 


—167 
— 33,033 


— 688 
— 31,133 
1,587 


279,531 301,888 














301,888 


34,000 
335,888 


pe 


336,888 


—16] 
— 33,233 
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Budget authority: 
40.00 Appropriation ..................cccccseeccsssessssseceeee 279,531 278,430 301,888 
44.20 Supplemental for civilian pay raises... ..............0+. WO isso cca 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............ssssseeseee 277,945 292,506 301,888 
72.40 Obligated balance, start of year.................. 19,420 38,191 40,187 
74.40 Obligated balance, end of year.................00 —38191 —40,187 — 41,998 


77.00 Adjustments in expired accounts................. ain scopic 





90.00 Outlays, excluding pay raise supplemen- 
tal 


pepe ssecees vestack ahatdcceeataptuaapativacsittsnses 262,928 276,880 299,631 
91.20 Outlays from civilian pay raise supple- 


WN css Ah Ae ccocncsoviss! | sccsupSaceasense 13,630 446 


‘Includes capital investment as follows: 1979, $546 thousand; 1980, $549 thousand; 1981, $609 thousand 


The Food Safety and Quality Service (FSQS) was es- 
tablished in March 1977 by order of the Secretary pur- 
suant to the Reorganization Plan No. 2 of 1953. Former- 
ly diffused responsibilities for food safety, wholesome- 
ness and quality were consolidated within FSQS by 
merging segments of the Animal and Plant Health In- 
spection Service and the Agricultural Marketing Serv- 
ice. 

The main objectives of the agency are: (1) to serve as 
the Department’s focal point for prevention of certain 
food related illnesses; (2) to assure consumers that they 
are offered safe, wholesome, nutritious, accurately and 
informatively labeled foods by inspecting, certifying, 
standardizing, and grading certain agricultural com- 
modities intended for human consumption; (3) to assist 
both the public and commodity producers by purchasing 
agricultural goods for use in domestic feedings pro- 
grams; and (4) to establish a uniform Government food 
purchase specification system. These objectives are car- 
ried out under four major activities. 

1. Meat and poultry inspection.—Provides continuous 
inplant inspection of all domestic plants preparing meat 
and poultry products for sale or distribution in com- 
merce; reviews inspection systems in foreign establish- 
ments preparing meat or poultry products for export to 
the United States; and provides technical and financial 
assistance to States maintaining meat and poultry in- 
spection programs similar to Federal inspection. 

2. Commodity purchase services, and specifications 
management.—The commodity purchase service pro- 
vides administrative support necessary for the purchase 
of commodities for distribution under USDA food distri- 
bution programs to eligible outlets and price assistance 
to producers by removing agricultural commodities 
from regular market channels. The specifications man- 
agement program establishes a uniform Federal food 
specification system to determine which characteristics 
should be required in foods purchased by the Govern- 
ment. 

3. Egg products inspection.—Provides continuous in- 
plant inspection of all plants manufacturing liquid, 
frozen or dried egg products; conducts quarterly inspec- 
tion of egg handlers and hatcheries to ensure the 
Proper disposition of restricted eggs; and controls the 
Importation of egg products to make certain that im- 
ported products are produced under an_ inspection 
system equivalent to the American system. 

4. Voluntary commodity inspection and grading pro- 


sram.—Kstablishes nationally uniform standards of 


quality and applies them to specific agricultural prod- 





ucts to facilitate efficient and effective wholesale trans- 
actions, to encourage production and preparation of 
uniform quality products for market, and to furnish 
consumers with better information on the quality of 
products they buy. The standards are applied by or 
under the supervision of Federal or Federal-State em- 
ployees upon request and for a fee. 


INSPECTION AND GRADING 






Federally inspected establishments: 1979 actual 1980 estimate 1981 estimate 
Meat and/or poultry slaughter plants................... 530 540 540 
Meat and/or poultry processing plants................. 5,070 5,085 5,110 
Meat and/or poultry slaughter and processing 

oe isc ana 1,630 1,650 1,650 
Egg products plants...... a oe 126 126 130 
Federally inspected production: Meat and poultry 
(millions of pounds): 
Be NR er 33,153 34,811 35,507 





Meat processing....... es 67,354 69,038 70,418 
Poultry slaughter ss 13,982 14,611 14,757 
Poultry processing 30,026 31,527 32,000 

Egg products (millions of pounds): 








Liquid or frozen... Be 844 840 840 
NO aa saa ccs aen paths putes inbidonssit 79 79 79 
Import/export activity (millions of pounds): 
Meat and poultry imported ..................cccseccsseeseseee 2,100 2,200 2,300 
Meat and poultry exported .... = 1,400 1,400 1,400 
Imports refused eNtry ...........cescccssscscssecsssesccsseeeseee 12.1 12.1 11.0 
Federal procurement activities: 
WRU crenr COE NR a access 112 118 123 
Food contract offers received 1,650 1,745 1,770 
Food contracts awarded............. Ge 1,000 1,112 1,132 
Food specifications reviewed ...... oa 31 34 34 
Food specifications revised......... 13 14 14 
Food specifications developed 5 5 6 





Government-wide food specification activities: — 



































Food specification documents reviewed ...........:.0.  cescssessseeesees 50 50 

Food specification documents standardized ..........  ..esssssesesssees 15 15 
State and territories with cooperative agreements: 

WN NEO Si ccescardtclecansnnnacteapioonetove 32 32 32 

Poultry inspection............... Be 24 24 24 

Egg products inspection 52 52 52 
Compliance activities: 

Hazardous product detained (millions of pounds) 10 10 10 

Compliance reviews 47,928 53,700 53,700 

WE QECINE  FONOWS sists casa sovsenncovconscecs eB oacapese, 2,826 2,700 4,000 

Object Classification (in thousands of dollars) 
Identification code 12-3700-0-1-554 1979 actual 1980 est. 1981 est 
Direct obligations: 
Personnel compensation: 
11.1 Permanent pOsitiOns.............ccscssseessssees 178,889 187,374 191,728 
11.3 Positions other than permanent 7,843 8,434 8,599 
11.5 Other personnel compensation ................ 6,250 7,442 7,588 
Total personnel compensation............. 192,982 203,250 207,915 
12.1 Personnel benefits: Civilian............. a 21,236 22,179 22,644 
13.0 — Benefits for former personnel Ba cre Rca i cancioraseaee 
21.0 Travel and transportation of persons........... 12,083 10,130 12,100 
22.0 Transportation of things ...............ssssssvesessee 530 571 625 
23.1 Standard level user charges ..................-00+« 2,470 3,099 3,515 
23.2 Communications, utilities, and other rent... 4,092 4,370 4,545 
24.0 — Printing and reproduction................ssscsseees 709 823 850 
25.0 — Other services ks 11,192 14,648 14,291 
26.0 Supplies and materials ..............csescssecssessseee 1,970 2,283 2,400 
SD ROO sc stiessines arcs tieattfanmanciar 838 972 862 
41.0 Grants, subsidies, and contributions........... 29,814 30,181 32,141 
42.0 — Insurance claims and indemnities................. De pontelttern- desiulenneats 
Total direct obligations...................0+« 277,945 292,506 301,888 











Reimbursable obligations: 
Personnel compensation: 


11.1 Permanent poOsitiOns................ccccssseseeeses 2,897 3,100 3,235 
11.3 Positions other than permanent.....:........ 107 229 230 
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General and special funds—Continued 





SALARIES AND ExpeNnses—Continued 


Object Classification (in thousands of dollars) —Continued 
























Identification code 12-3700-0-1-554 1979 actual 1980 est. 1981 est. 
11.5 Other personnel compensation................. 26,165 27,629 27,643 

Total personnel compensation............. 29,169 30,958 31,108 
12.1 Personnel benefits: Civilian.................s 350 400 402 
21.0 Travel and transportation of persons........... 1,095 285 1,105 
22.0 — Transportation Of thingS.................sssssessessees 49 16 50 
23.1 Standard level user Charges................ssssseee 284 362 410 
23.2 Communications, utilities, and other rent... 349 365 365 
24.0 — Printing and reproduction 48 55 55 
25.0 — Other Services ............sssseee 414 1,285 431 
26.0 Supplies and materials... 42 46 46 
B1D PUSIINON ee assessesssncscrsvesscaic Nes 21 28 28 

Total reimbursable obligations............ 31,821 33,800 34,000 
99.0 Total Obligations ............sssssscsssssessseseee 309,766 326,306 335,888 





Personnel Summary 








4. Marketing agreements and 














ORE ache Shi 4,506 5,117 5,210 
Tota! direct program............. 256,894 303,083 370,610 
Reimbursable program: 
5. Marketing agreements and 
orders (costs—obliga- 
TOONS) tsk sanjessssidefab Bafoeccyences —23 50 50 
Total program costs, 
FUMED? .......sessscccsssnsees 256,871 303,133 370,660 
Change in selected resources 
(stores, undelivered orders)...... TED Rin Weathassccisyscoapien bal sactyiscici eee 
10.00 Total obligations..............ss 329,947 303,133 370,660 
Financing: 
11.00 Offsetting collections from: Federal 
TNO ates ccacstsiaiginstpesicn 23 —50 —0 
17.00 Recovery of prior year obligations... SAT. "Siusimansgsicne) piesmae itn 
21.40 Unobligated balance _ available, 
BU GON cis ices ho S88 — 297,991 — 197,340 — 205,420 
24.40 Unobligated balance available, end 
GOON sesh Siiercutan eae b 197,340 205,420 225,000 
Budget authority................ 223,192 311,163 390,190 





Direct: 

















Total number of permanent positions 10,066 9,829 9,833 
Total compensable WOrkyedrS...............sscsssecsseeesses 10,874 10,757 10,761 
Full-time equivalent of other positions.............. (613) (662) (662) 
Full-time equivalent of overtime and holiday 
DRS ore ceteitrsennteereonnienomoone (220) (220) (219) 
RRP SAGAR 52h SvchinsctaensatsansatsGpccccsetotnsing | srbhcicaesunre k $50,113 
Average GS grade 8.43 8.43 8.43 
Average GS salary $16,823 $18,014 $18,467 
Reimbursable: 
Total number of permanent positions................... 230 230 230 
Total compensable WOrkyearS ...........s:.sssssessssessseee 1,093 1,101 1,101 
Full-time equivalent of other positions.............. (8) (16) (16) 
Full-time equivalent of overtime and holiday 
PUNE eis id ss Siccccescat ta maayccueettssstsal (922) (922) (922) 
Wlerabe TS SHAY 558i AR RRR $50,113 $50,113 
Average GS grade 8.43 8.43 8.43 
Average GS salary $16,823 $18,014 $18,467 











FUNDS FOR STRENGTHENING MARKETS, INCOME, AND SUPPLY 
(SECTION 32) 


Funds available under section 32 of the Act of August 24, 1935 (7 
U.S.C. 612c) shall be used only for commodity program expenses as 
authorized therein, and other related operating expenses, except for: 
(1) transfers to the Department of Commerce as authorized by the 
Fish and Wildlife Act of August 18, 1956; (2) transfers otherwise 
provided in this Act; and (3) not more than [$4,858,000] $5,210,000 
for formulation and administration of marketing agreements and 
orders pursuant to the Agricultural Marketing Agreement Act of 
1937, as amended, and the Agricultural Act of 1961. (Public Law 96- 
108, making appropriations for Agriculture, Rural Development, and 
related agencies, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 12—5209-0-2-604 1980 est. 1981 est. 


1979 actual 
Program by activities: 

Direct program: 

1. Commodity program pay- 
ments: 

(a) Direct purchases............ 

(b) Financial assistance to 

DINE i inhi. 

(c) Diversion payments........ 

2. Supplemental food program: 

Women, infants and children 

RNA iscesovosssacyesshovseasectens 

3. Cash payments in lieu of 

COMMOMITICS .........es.sseecssseeeeee 


233,721 297,966 365,400 
—43 


24,154 





Budget authority: 
60.00 Appropriation (permanent, indefi- 








nite, special fund) .............seccssee 1,652,203 2,168,928 2,305,670 
61.00 Transferred to other accounts........ —1,429,011 —1,857,765 —1,915,480 
63.00 Appropriation (adjusted) ... 223,192 311,163 390,190 

Relation of obligations to outlays: 

71.00 Obligations incurred, net................ 323,843 303,083 370,610 
72.40  Obligated balance, start of year..... 30,322 80,276 80,276 
74.40 Obligated balance, end of year....... —80,276 — 80,276 — 80,276 
90.00 MAYS assis tsts ct vaata ep desacs 273,889 303,083 370,610 





1 Includes capital investment as follows: 1979, $10 thousand; 1980; $10 thousand; 1981; $10 thousand. 


Under section 32 of the act of August 24, 1935, as 
amended (7 U.S.C. 612c), an amount equal to 30% of 
customs receipts collected during each calendar year is 
automatically appropriated for expanding outlets for 
nonbasic commodities. An amount equal to 30% of re 
ceipts collected on fishery products is transferred to the 
Department of Commerce to encourage the distribution 
of such products. Most of the funds are transferred to 
the Food and Nutrition Service and are dedicated to 
commodity distribution activities under section 6 of the 
national school lunch and other authorities specified in 
the child nutrition appropriation. If commodity surplus- 
es not now foreseen should develop, the reserves not 
currently programed (unobligated balances) are availa- 
ble for surplus removal. 


Object Classification (in thousands of dollars) 




















Identification code 12-5209-0-2-604 1979 actual 1980 est 1981 est 
FOOD SAFETY AND QUALITY SERVICE 
Direct obligations: 
22.0 — Transportation of things ..........sscssssssesses 18,661 9,485 20,950 
25.0) iOther SORVICRS. inh Lee ac hadb 338 7,908 319 
26.0 Supplies and materials: Grants of commod- 
TG nopniercecytsetiewien 306,471 280,573 344,07 
Total direct obligations, Food Safety 
and Quality Service..........sssesssssee bs 325,470 297,966 __ 365,40 
AGRICULTURAL MARKETING SERVICE 
Direct obligations: 
Personnel compensation: 
11.1 Permanent pOsitions.......accaccsssesssssee 3,147 3,755 3,78 
11.3 Positions other than permanent.............. 48 36 ‘) 
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81 DEPARTMENT OF AGRICULTURE 
11.6 Other personnel compensation................. 1. 1 1 
10 Total personnel compensation 3,196 3,792 3,792 
10 12.1 — Personnel benefits: Civiliath..........ccssscsse 315 350 350 
21.0 — Travel and transportation of persons........... 95 127 149 
22.0 Transportation Of thingS ................cssseescsseses 4 2 3 
23.1 Standard level user charges................-.s0s00 244 249 270 
50 23.2 Communications, utilities, and other rent.... 140 170 184 
— 24.0 Printing and reproduction.............:.cssseessoe 204 256 277 
Pa ise OT SERWMOOES 2a cssossosccoin sisbvsenvissvseeninnsics 269 129 140 
660 26.0 Supplies and materials ...........ccccsencseene 20 30 32 
BPI EINE fans fh Rasta Stes sacsdscsatnpceivnes 13 12 13 
— Total direct obligations, Agricultural 
660 Marketing Service.............sssssssssees 4,500 5,117 5,210 
Reimbursable obligations: 
Ba CHET SINUS scscscoancsuicds<tccovovecsseonsconnscreses —23 50 50 
-H0 Total obligations, Agricultural Market- 
‘oat RCE VMD ster cinastecossstescoosccteessaeess 4,477 5,167 5,260 
420 99.0 Total Obligations ..............ssssssesseeeesssees 329,947 303,133 370,660 
000 Personnel Summary 
),190 
SE: AGRICULTURAL MARKETING SERVICE 
Total number of permanent positions 177 178 178 
5.670 Total compensable WOrKY@AIS...............ssssscssssseessessnee 137 147 147 
5 480 Full-time «quivalent of other positions.................. (4) (2) (2) 
adie Full-time equivalent of overtime and holiday 
0,190 RE oo Sea ecsvensudécosecessevsnere (0) (0) (0) 
—— Average GS grade 8.50 8.82 8.82 
Average GS salary. $18,956 $20,992 $20,994 
0,610 
30,276 
30,276 
70610 Trust Funds 
as EXPENSES AND REFUNDS, INSPECTION AND GRADING OF FARM 
PRopucts 
), as Program and Financing (in thousands of dollars) 
fo of itetification code 12-8137-0-7-352 1979 actual 1980 est. 1981 est 
ar 1S 
; for Program by activities: 
f re- Expenses and refunds, inspection and 
the grading of farm products: 

rt (a) Dairy products .....cscsssccscsnecese 3,668 4,400 3,610 

ition (b) Fruits and vegetables.................... 17,803 20,500 20,555 

ad to (c) Meat grading..............0.. 13,672 17,497 18,464 

od to (d) Meat inspection ............::.::cscsssssesees 577 675 675 

f the (@) Poultry products ................ccccssssssse 9,752 10,700 10,528 

ed in Total program costs, funded’............ 45,472 53,772 53,832 

-plus- Change in selected resources (undelivered 

s not MNEs tare acssccsaceesocs MOR ec re A area 

vaila- } 10.00 Total obligations .........cccssssssscccccsseee 49,828 53,772 53,832 

Financing: 
21.40 Unobligated balance available, start of year —11,700 —10,451 — 10,451 

ae 440 Unobligated balance available, end of year.. 10,451 10,451 10,451 

1981 est 60.00 Budget authority (appropriation) 

. Ta (permanent, indefinite) ................. 48,579 53,772 53,832 

Relation of obligations to outlays: 
00,96 71.00 Obligations incurred, Net ......scsssssssenees 49 828 53,772 53,832 
‘yy 740 Obligated balance, start of year 4,152 5,128 7,315 
1440 Obligated balance, end Of Year .esscancnsnen —5,128 —1,315 —1,746 
ee 48,853 51,585 53,401 
365 0 "Includes capital investment as follows: 1979, $79 thousand; 1980, $180 thousand; 1981, $280 thousand. 

—— | Inspection and grading services for agricultural prod- 
ucts are provided upon request, for use as a marketing 
tool by industry and as a quality indicator by the con- 

3155 sumer. Acceptance service is provided to assure that 
"y [ontract specifications are met in all food procurement 
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activities. These services are supported primarily by 
fees paid by users. A limited amount of direct appropri- 
ation is available which covers standardization activi- 
ties and a portion of the Public Benefit Service. The 
schedules reflect expenses paid from fees received (7 
U.S.C. 1621-1627). The volume of work is shown below: 
































1979 actual 1980 estimate 1981 estimate 
Grading standards in effect ..............ssccccccsssssseeeseee 346 346 346 
Dairy plants Surveyed ............cscccsssssccssssescesssseseesseee 3,300 3,300 3,200 
Federally graded/accepted production (millions of 
pounds): 
RU OOS ne or 2,420 2,380 2,300 
Fresh fruits and vegetables ................ccsccssssseesees 70,485 72,000 73,500 
Processed fruits and vegetables: 
COUN INN isc ES ces cacccsscdtins 8,757 8,800 9,000 
Frozen, dried, and miscellaneous ..................... 4,418 4,425 4,500 
Meat and meat products ...............:.ccsccssecssseesseeees 15,700 16,900 16,900 
Poultry products: 
Shell eggs (million GOZEN) ............ssesccsssseeceeees 2,000 1,990 1,980 
Oa 9,839 10,085 10,235 
Object Classification (in thousands of dollars) 
Identification code 12-8137-0-7-352 1979 actual 1980 est. 1981 est 
Personnel compensation: 
11.1 Permanent positiOnS..............--seesseessseeees 29,704 32,109 32,153 
11.3 Positions other than permanent.. 2,833 2,941 2,945 
11.5 Other personnel compensation ................ 4,154 4,754 4,760 
Total personnel compensation.............. 36,691 39,804 39,858 
12.1 Personnel benefits: Civilian...............sssccs000 3,669 4,077 4,083 
13.0 Benefits for former personnél..................... 16 ee ERS 
21.0 Travel and transportation of persons........... 3,544 3,825 4,198 
22.0 — Transportation of thingS .................ssssssscee 169 170 155 
23.1 Standard level user charges .............:.-ssssee: 443 598 679 
23.2 Communications, utilities, and other rent.... 888 891 812 
24.0 — Printing and reproduction....................sssse+ 358 358 379 
Pas GS ok | ee eee ne a ee 3,209 3,209 2,916 
26.0 Supplies and materials .................ccsssesccessees 591 600 527 
SEO Reo eee 236 240 225 
42.0 Insurance claims and indemnities................ AT ne cad 
99.0 Total obligations ...............cccssecessseeeseee 49,828 53,772 53,832 
Personnel Summary 
Total number of permanent positionS.................-.0+ 1,970 1,970 1,970 
Total compensable workyed'S...............+0 2,039 2,239 2,239 
Full-time equivalent of other positions (221) (230) (230) 
Full-time equivalent of overtime and holiday 
DD ee hee Pn eke Nee (146) (147) (147) 
AGIA ES SII cts cnet AO. $50,113 $50,113 
Average GS grade 8.43 8.43 8.43 
Average GS salary $16,823 $18,014 $18,467 








FOOD AND NUTRITION SERVICE 


Federal Funds 


General and special funds: 


Foop PrRoGRAM ADMINISTRATION 


For necessary administrative expenses of the Domestic Food Pro- 
grams funded under this Act, [$82,000,000; of which $5,000,000 shall 
be available only for simplifying procedures, reducing overhead costs, 
tightening regulations, improving food stamp coupon handling, and 
assistance in the prevention, identification and prosecution of fraud 
and other violations of law] $87,008,000: Provided, That this appro- 
priation shall be available for employment pursuant to the second 
sentence of section 706(a) of the Organic Act of 1944 (7 U.S.C. 2225), 
and not to exceed $150,000 shall be available for employment under 5 
U.S.C. 3109. (Public Law 96-108, making appropriations for Agricul- 
ture, Rural Development, and related agencies, 1980.) 





























































































































































































































































2 APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 | pg 
General and special funds—Continued 5. Food donations.—The agency determines food re- | ing 
Foop ProGRaM ADMINISTRATION—Continued quired, allocates commodities, designates time and [| 
; ; 7 am 
P é tnniiclias Yin Widesiaiais et tibiae place of shipment, and monitors program operations, 
ee ee including commodities furnished to elderly nutrition oa 
Identification code. 12-3508-0-1-604 1979 actual 1980 est. 1981 est, programs administered by the Department of Health | sep 
hiaicals typ olan: and Human Services. tot 
FCM SOON 20910 30,948 «28,658 ++~««sStaff years allocated to these activities are as follows: | 
PERE scence 120 137 141 1979 actual 1980 estimate 1981 estimate is 
3. Special supplemental food (WIC)........... 4,774 6,305 DOE MMO IMIIION nici tesce: ccrssetcecaeteetsaczerarscan stearate 765 844 846 pur} 
Ce ot ett 44,605 48,412 49,808 Special MK... nsnnineeeeemnnnninnneenenennne 5 5 5B toi 
SF IG TMI ce ssecossecsscecoetstosossenntoiecone 1,015 1,290 1,839 Special supplemental food (WIC) .........:...csssssseeen 173 201 20. Fed | 
Beh SEMIN ek Kil cas cts os onapetsantsossisvascvenasspissesaed 1,638 1,671 1,641 
Total program costs, funded.............. 71,424 87,092 87,008 Foo a en ee Nant 39 4] 5 asd 
Change in selected resources, (undelivered SS = 
orders) BID ek icadbe tc shined dean Ee ELAS 2,620 2,762 274 5 ou 
oe Bass RU TMI 2 csi snnasccvssseastesceset 74,013 87,092 87,008 Total Federal expenses related to the atnainietration ge 
inancing: : 7 identifi 
21.40 Unobligated balance available, start of year  —2,462 of the food assistance programs peas oh a a 
24.40 Unobligated balance available, end of year.. 2,684 for State administrative expenses under tne ationa 
25.00 Unobligated balance lapsing ss... 3,055 School Lunch Act, Child Nutrition Act, Food Stamp 
Budget authority .....ccccseene 77,290 «84,408 87008 Act, and Agriculture and Consumer Protection Act. 
— ; FEDERAL EXPENSES FOR PROGRAM ADMINISTRATION FISCAL YEAR 1981 
udget authority: 
40.00 Appropriation .................ccccssseessssseeeeseens 77,290 82,000 87,008 Penne eet . silttielaainadl 
44.20 Supplemental for civilian pay raises... 00... IPOD ssnstidorsctssssesy operating administrative 
expenses expenses Total 
Relation of obligations to outlays: Child nutrition and special Milk *.......ssnenrsen 28,799 45,126 73,905 10.00 
71.00 Obligations incurred, net ............cc..scccssee 74,013 87,092 87,008 Special supplemental food (WIC).... 6,562 191,833 198,395 | 
72.40  Obligated balance, start of year ks 9,148 11,861 15,688 Food stamp and food donationS.................:sss 51,647 409,900 461,547 21.40 
74.40 Obligated balance, end of year..............0..... — 11,861 — 15,688 — 16,784 Dien ate eds on en 87,008 646,859 13388) 25.00 
90.0 Outlays, excluding pay raise supple- 2 = 
NE OR cen 71,300 81,000 a6 7055: ee en. ee —- 
91.20 Outlays from civilian pay raise sup- Object Classification (in thousands of dollars) f 
Ee  ..eay 2,265 143 40.00 
: Identification code 12~3508-0-1-604 1979 actual 1980 est 1981 est 41.00 
* Includes capital investment as follows: 1979, $240 thousand; 1980, $170 thousand; 1981, $170 thousand. Personnel compensation: 43.00 
1. Child nutrition.—This activity includes overall ad- 11.1 Permanent POSitiONS.........ssssesssessseesne 44,758 50,665 51,380 f 45.00 
ministration of the child nutrition programs, adminis-_ !!3 Positions other than permanent... 3,083 3,419 3M | — 
5 : : * 11.5 Other personnel compensation................ 449 480 48) R 
trative and technical assistance to State agencies, and . : -F 7100 
development of policies, procedures, and standards for Total personnel compensation... 48,290 54,564 5528 #7240 
program administration. The Food and Nutrition Serv- 12.1 Personnel benefits: Civiliam........rsssesseesee 4,641 5,328 5,395 F 74.40 
: is ; ; 21.0 Travel and transportation of persons............ 4,210 4,463 5,200 
ice administers the programs in private schools where 57 Transportation Of thinGS sue... 310 95] 301 F 90.00 
State educational agencies are prohibited from disburs- 23.1 Standard level user Charges ...cscccscsoeenn 3,254 3,178 7) 
ing funds and in summer program sites and child care 23.2 Communications, utilities, and other rent... 3,610 3,979 470 Th 
institutions where no State agency has assumed the ae ta Se pe ink i chas 
responsibility for administering the program. 26.0 Supplies and materials....... ra 959 495 up to pi 
2. Special milk.—Assistance is provided to State agen- 3}. Equipment .o.cccocseonseonoenoeeoe 368 485 | pons 
cies, participating schools and institutions. Policies, pro- 42.0 _ Insurance claims and indemnities................ Se cha eaeeee 1. 
cedures, and standards are developed for administering 4 TOtM ONG AMIOS screen 74013 87,092 70) Stam 
the program. The program is administered directly in 2 -| and 
outlets where no State agency has assumed responsibili- Personnel Summary gove 
ty ae J te the State - Je by law from admin- Total number of permanent positions...........ss0s0000s00 2,492 2,465 2,561 
istering : e program in private schools. Total compensable workyearS...............sssssse« 2,620 2,762 2,146 agen 
3. Special supplemental food (WIC).—The agency de- Full-time equivalent of other positions.............. (302) (310) (309) f hous 
velops and promulgates Federal guidelines setting forth Full-time equivalent of overtime and holiday a stam 
licies, procedures, and standards for program oper- ROUIS .nsernsrrniernnieenninrnninenniennnienne (11) (11) r0 
A ee ; . Prog P a asia sg eee $49,707 $49,842 Prog) 
ations, provides necessary technical assistance, and Average GS grade 9.06 911 aq) | ern 
monitors State agency operations. ae Average GS salary $19,256 $20,702 $2056 | that 
4. Food stamp.—The Food and Nutrition Service is quali 
responsible for developing policies and procedures for 0% 
the jurisdictions administering the program. It also pro- not | 
vides technical assistance to States, monitors quality Foop Stamp PRroGRAM" tigati 
control and the effectiveness and efficiency of the State os Part III for additional information. se Pay 
administration of th r m llocates and review: or necessary expenses to carry out [the provisions 0 e meet} 
50% beh Aces "be ss vo aaa aiaeaty ie eg Stamp Act (7 U.S.C. 2011-27), [$6,188,600,000] $6,235,900,000: Pr pam 
en g y Pp vided, That funds provided herein shall remain available until Sep g 
vises the retail and wholesale firms which are author- tember 30, [1980] 1981, in accordance with section 18(a) of the Foa 3, 
Stamp Act: [Provided further, That up to 5 per centum of the fores’ print 


ized to accept food stamps. 










3: 
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846 


5 
202 
1,641 
a 


2,146 


ation 
rants 
ional 
tamp 


981 


Total 
73,925 

198,395 

461,547 


733,86] 


1981 est 


2561 
a 
(308) 


( 
49,84 

9.08 
$20,565 


DEPARTMENT OF AGRICULTURE 


ing amount may be placed in reserve to be apportioned pursuant to 
section 3679 of the Revised Statutes, as amended, for use only in such 
amounts and at such times as may become necessary to carry out 
program operations: Provided further, That no part of the funds ap- 
propriated by this Act shall be used during the fiscal year ending 
September 30, 1980, to make food stamps available to any household, 
to the extent that the amount otherwise available to such household 
is attributable to an individual who: (i) has reached his eighteenth 
birthday; (ii) is enrolled in an institution of higher education; and (iii) 
is properly claimed as a dependent child for Federal income tax 
purposes by a taxpayer who is not a member of an eligible house- 
hold:] Provided further, That funds provided herein shall be expend- 
ed in accordance with section 16 of the Food Stamp Act; and, in 
addition, $3,503,376,000 to be available upon the enactment of author- 
izing legislation. (Public Law 96-108, making appropriations for Agri- 
culture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


identification code 12-3505-0-1-604 





1979 actual 1980 est 1981 est 





Program by activities: 
6,460,403 
335,031 
58,347 


6,853,781 


9,741,356 
362,570 
75,273 


6,179,199 


9,178,000 
408,850 
143,020 


9,729,870 


2. Matching for State administration 
3. Other program costs 





Total program costs, funded .. 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of year 
25.00 Unobligated balance lapsing................ 


Budget authority 


15,119 
6,868,900 





— 337,836 
139,214 


6,670,278 





6,179,199 9,729,870 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


6,188,600 
—8, 924 


6 179,676 
—477 


6,679,200 
—8,922 


6,670,278 


9,739,276 
—9,406 


9,729,870 





43.00 Appropriation (adjusted) 
45.00 Transfers out for pay raises 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
12.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


6,868,900 
41,414 
— 88,568 


6,821,746 


6,179,199 
88,568 
—112,611 


6,155,156 


9,729,870 
112,611 
— 220,311 


9,622,170 








The food stamp program helps increase the food pur- 
chasing power of eligible households by enabling them 
to purchase food at retail stores with food stamp cou- 
pons. 

I. Bonus.—Participating households receive food 
stamps whose value is determined by household size 
and income. This cost is borne entirely by the Federal 
government. 

2. Matching for State administration.—State welfare 
agencies are responsible for certification of eligible 
households and for issuing the correct amount of food 
stamps. State administrative costs associated with the 
program are shared by the States and the Federal Gov- 
ernment on a 50/50 basis. The Food Stamp Act provides 
that the Federal share for State agencies who reduce 
quality control error rates below 5% be increased from 
50% to 60%, and that State agencies be reimbursed for 
not less than 75% of the total cost of food stamp inves- 
tigations and prosecutions. 

Payments to distributing agencies assist them in 
meeting the expenses incurred in the food distribution 
program. 

3. Other program costs.—Other program costs include 
Printing and transporting coupons to authorized State 


310-100 0 - 80 - 13 
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agencies, processing and destruction of redeemed cou- 
pons by Federal Reserve banks, added costs associated 
with State Employment Service activities, and other 
costs. 


FOOD STAMP PROGRAM DATA 


1979 1980 1981 
actual estimate * estimate * 


Average number of participants (millions) 17.7 20.2 20.4 
Average monthly bonus per person $34.17 $30.51 $37.41 
Value of bonus stamps issued (millions) .. $8,290 $6,485 $9,178 
Total Federal program costs (millions) $6,869 $8,735 $9,730 





* Includes proposed supplemental of $2,556 million for 1980 
2 Includes savings of $186 million under pending legislation 


Object Classification (in thousands of dollars) 
Identification code 12-3505-0-1-604 


22.0 
23.2 
24.0 
25.0 
41.0 


99.0 





1979 actual 1980 est. 1981 est. 


Transportation of things 1,424 1,618 1,809 
Communications, utilities, and other rent... 75 82 91 
Printing and reproduction 29,737 22,223 35,470 
Other services 40,234 51,350 105,650 
Grants, subsidies, and contributions 6,797,430 6,103,926 9,586,850 


6,868,900 6,179,199 9,729,870 








Total obligations 





SpeciaAL Mitk ProGramM* 


*See Part III for additional information. 


For necessary expenses to carry out [the provisions of] the special 
milk program, as authorized by section 3 of the Child Nutrition Act of 
1966[, as amended] (42 U.S.C. 1772), [$142,000,000] $166,200,000, to 
remain available until September 30, [1981] 1982: Provided, That 
only claims for reimbursement for milk served during fiscal year 1981 
submitted to State agencies prior to January 1, 1982, shall be eligible 
for reimbursement. (Public Law 96-108, making appropriations for 
Agriculture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 12-3502-0-1-604 


1979 actual 1980 est 1981 est 


Program by activities: 
Cash payments to States (program costs, 
funded) 
Change in selected resources (undelivered 
orders) 


163,717 142,000 166,200 


—21,717 
142,000 





10.00 Total obligations (object class 41.0) . 


Financing: 
40.00 Budget authority (appropriation) 


142,900 166,200 


142,000 142,000 166,200 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year. 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


142,000 
62,620 

— 37,087 
— 33,447 


134,086 


142,000 
37,087 
— 37,087 


166,200 
37,087 
— 48,587 





Outlays 142,000 154,700 





The program was originally designed to encourage 
the consumption of milk by children in non-profit 
schools of high school grade and under, child care cen- 
ters, summer camps and similar institutions. The school 
lunch and other child nutrition programs also encour- 
age the consumption of milk by subsidizing meals 
which include milk. 

Subsidies are paid for the full cost of milk served free 
to children qualifying as eligible under the Secretary’s 
guidelines. The subsidy for milk served to paying chil- 
dren is adjusted each school year to reflect changes in 
the Producer Price Index for Fresh Processed Milk. 
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General and special funds—Continued 
SpeciaL Mik ProGram —Continued 


Under Public Law 95-627, the service of free milk is 
at the option of the local education agency involved. 
Program statistics for 1979 through 1981 are: 














1979 1980 1981 
actual estimate * estimate 
Total number of half-pints served (million).............. 1,861 1,770 1,750 
Average rate per half-pint (Cents) ...............sccssee 7.6 87 9.5 
* Includes proposed supplemental of $11.8 million. 
SpeciaAL MitkK PROGRAM 
(Proposed for later transmittal, proposed legislation) 
Program and Financing (in thousands of dollars) 
Identification code 12-3502-2-1-604 1979 actual 1980 est 1981 est. 
Program by activities: 
10.00 Cash payments to States (cost—obliga- 
AIOE) PICO ORNS RNG) sccssscccsscasiety: « icczovsorasoctbnce "RG Laeaokaatees — 55,700 
Financing: 
40.00 Budget authority (appropriation) 00.000... cesses cesseecesseeennee —55,700 
Relation of obligations to outlays: 
AIO ARMAS CUNT OU MORE ce ccsaessccccisiStiasvesas desdbonsasannnsin _-sessovnspdbicgs — 55,700 
74.40 Obligated balance, end Of Year...........sccccccse  ssesccsssseescsss  saeesensseeseeees 2,400 
90.00 EMMIS ccssissssice REM RARRE IL ALRRLAWIES  citapesans — 3,300 





Legislation is recommended to concentrate the bene- 
fits of the special milk program on those most in need. 
The subsidy for milk served to children from middle 
and upper income families would be reduced to 5 cents 
per half-pint in schools where the school lunch or 
school breakfast program is available. The subsidies for 
poor students in those schools and for all students in 
schools without the school lunch or breakfast programs 
would be unaffected by this proposal. In 1981, the 
school lunch and other child nutrition programs will 
spend over $800 million for milk. 





Cuitp NutTRITION PROGRAMS* 


*See Part III for additional information. 


For necessary expenses to carry out [the provisions of] the Na- 
tional School Lunch Act[, as amended] (42 U.S.C. 1751-1761, and 
1766), and the applicable provisions other than section 3 of the Child 
Nutrition Act of 1966[, as amended] (42 U.S.C. 1773-1785, and 1787); 
($3,114,301,000] $3,710,576,000, of which [[$1,279,215,000J, 
$1,830,923,000 is hereby appropriated, [$4,000,000 shall be derived 
from prior-year unobligated balances] and [$1,831,086,000] 
$1,879,653,000 shall be derived by transfer from funds available under 
section 32 of the Act of August 24, 1935 (7 U.S.C. 612c), including 
$80,000,000 for purchase and distribution of agricultural commodities 
and other foods pursuant to section 6 of the National School Lunch 
Act[, as amended]: Provided, That of the foregoing total amount 
there shall be available [$20,000,000] $75,000,000 for the food service 
equipment assistance program: Provided further, That funds provided 
herein shall remain available until September 30, [1981, in accord- 
ance with section 3 of the National School Lunch Act, as amended} 
1982: Provided further, That only claims for reimbursement for meals 
served during fiscal year [1980] 1981 submitted to State agencies 
prior to January 1, [1981] 1982, shall be eligible for reimbursement: 
Provided further, That funds appropriated for the purpose of section 7 
of the Child Nutrition Act of 1966[[, as amended,] shall be allocated 
among the States but the distribution of such funds to an individual 
State is contingent upon that State’s agreement to participate in 
studies and surveys of programs authorized under the National 
School Lunch Act[, as amended,] and the Child Nutrition Act of 
1966[, as amended] when such studies and surveys have been 








directed by the Congress and requested by the Secretary of Agricul. 
ture: Provided further, That if the Secretary of Agriculture deter. 
mines that a State’s administration of any program under the Nation. 
al School Lunch Act[, as amended] or the Child Nutrition Act of 
1966[[, as amended] (other than section 17), or the regulations issued 
pursuant to these Acts, is seriously deficient, and the State fails to 
correct the deficiency within a specified period of time, the Secretary 
may withhold from the State some or all of the funds allocated to the 
State under section 7 of the Child Nutrition Act of 1966[[, as amend- 
ed] and under section 13(k)(1) of the National School Lunch Actf, as 
amended]; upon a subsequent determination by the Secretary that 
the programs are operated in an acceptable manner some or all of the 
funds withheld may be allocated: [Provided further, That no part of 
the funds appropriated in this Act for the summer food service pro- 
gram shall be available for payments to service institutions other 
than to: (1) public service institutions, (2) private nonprofit service 
institutions including residential camps which use self-preparation 
facilities to prepare meals or obtain meals from a public facility, such 
as a school district, public hospital, or State university, (3) private 
nonprofit schools including colleges and universities, (4) private non- 
profit migrant farmworker organizations including those that pur. 
chase meals from a food service management company, (5) private 
nonprofit service institutions which serve not more than 500 children 
daily at not more than three sites and which purchase meals froma 
food service management company, and (6) in areas where no service 
institutions delineated in items (1) through (5) are available to oper. 
ate the program, private nonprofit service institutions which pur 
chase meals from a food service management company, determined 
by the Secretary of Agriculture to have a record of reliable and 
honest community service in feeding programs:] Provided further, 
That none of the funds appropriated in this Act shall be used to 
provide meal services at or for Job Corps Centers. (Public Law 96-108, 
making appropriations for Agriculture, Rural Development, and relat: 
ed agencies, 1980.) 


























Program and Financing (in thousands of dollars) 
































Identification code 12-3539-0-1-604 1979 actual 1980 est. 1981 est 
Program by activities: 
1. Cash payments to States: 
Ca) SCNOOU TMI ics csckslestestcosssssescpossceas 677,511 734,700 859,700 
(b) Special meal assistance.................. 1,324,489 1,388,400 — 1,625,700 
(C) School breakfast..............ssecccssssesce 216,435 224,800 315,300 
(d) Equipment assistance ...............0 24,000 20,000 15,000 
(e) State administrative expenses ......... 29,070 34,867 38,206 
(f) Summer feeding.........cc...ssccccssseeeceeee 138,000 88,800 148,500 
(g) Child care feeding ..... 161,751 213,800 283,801 
2. Commodity procurement 348,720 387,234 405,900 
3. Nutritional studies and education: 
(a) Nutrition studies and education........ 2,450 1,700 3,450 
(b) Nutrition education and training...... 24,997 20,000 15,000 
4. Adjustments for prior year costs............ TUSIGED. —.hcciscoae te 
Total program costs, funded.......... 3,057,074 3,114,301 3,710,574 
Change in selected resources (undelivered 
TIGES) tasnsscetavs Meaaritatnieeasttabcncsts FIG ATS icici ae 
10.00 Total Obligations ...........ssssecsccsssssseeseen 2,937,901 3,114,301 — 3,710,5/ 
Financing: 
17.00 Recovery of prior year obligations............... —75,800 wn fs: aie 






21.40 Unobligated balance available, start of 




































Budget authority .........ccccccc.. 2,813,610 3,110,301 3,710,578 

Budget authority: 

Current: 

NO.D0. ROMAIN sco sriscsiccstosn' steric 1,402,035 1,279,215 1,830,823 
Permanent: a 
62.00 Transferred from other accounts............. 1,411,575 1,831,086 _1,8796% 
63.00 Appropriation (adjusted)................. 1,411,575 1,831,086 1,879, 
Relation of obligations to outlays: a 
71.00 Obligations incurred, Net... 2,862,101 3,113,581 3/105 
72.40 Obligated balance, start of year ............... 527,640 510,073 ad. 
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1981 est 


859,700 
1,625,701 
314,30) 
15,000 
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74.40 Obligated balance, end of year 
90.00 Outlays 


—510,073 
2,879,668 


— 631,220 
2,992,434 


— 857,996 
3,483,800 








Note.—Excludes $15,200 thousand in 1981 transferred to: Employment and Training Administration, “Employment and 
Training assistance.” Comparable amounts for 1979, $7,153 thousand, and 1980. $12,000 thousand are included above. 

The child nutrition programs are authorized by the 
National School Lunch Act and the Child Nutrition Act 
of 1966. The activities include: 

1. Cash payments to States.—The programs are oper- 
ated under an agreement entered into by the State 
agencies and the Department. Funds are advanced to 
State agencies for subsidizing meals at schools and child 
care institutions. Sponsors make application to the 
State agencies, and if accepted, are reimbursed on a 
per-meal basis in accordance with the terms of their 
agreement and rates prescribed by law. 

(a) School lunch.—Federal cash subsidies are provided 
to the States for service of lunches to all school chil- 
dren, regardless of family income. States must match 
some of the Federal cash grant from sources within the 
State. In 1981, a total of 4.4 billion lunches will be 
subsidized by the program. 

(b) Special meal assistance.—Additional Federal cash 
subsidies are provided to the States for serving lunches 
free or at a reduced price to needy children. In 1981, 
the program will serve a total of 1.9 billion lunches to 
an average of 11.5 million participating children. Re- 
duced-price lunches will comprise about 17% of the 
total. 

(c) School breakfast.—Federal subsidies to the States 
are based on the number of breakfasts served free, at a 
reduced price, or to paying children. Certain schools, 
designated in severe need, receive higher rates of reim- 
bursement. In 1981, a total of 630 million meals will be 
subsidized by the school breakfast program. 

(d) Equipment assistance.—States are given grants-in- 
aid for institutions in low-income areas. Funds, appor- 
tioned by formula, are for the purchase of food service 
equipment. Forty percent of the amount is reserved for 
use in institutions without food service or which plan to 
initiate a lunch or breakfast program. 

(e) State administrative expenses.—The funds may be 
used for State employee salaries, benefits, support serv- 
ices, program audits and office equipment. 

(f) Summer feeding.—Meals served free to children in 
poor areas during the summer months are supported on 
a performance basis by Federal cash subsidies to State 
agencies. Funds are also provided for related State and 
local administrative expenses. During the summer of 
1981, 125 million meals will be served to about 2.6 
million children. 

(g) Child care feeding.—Preschool children receive 
year-round food subsidies in child care centers and 
family day care homes. In 1981, 455 million meals will 
be subsidized. Funds are also provided for State audit 
expenses and for food service equipment. 

2. Commodity procurement.—Commodities are grant- 
ed to schools for the lunch and breakfast programs, and 
to institutions in the child care and summer feeding 
programs. Commodities are also acquired for these pro- 
grams under programs that strengthen markets, 
income, and supply (section 32). 

_ 8. Nutritional studies and education.—In 1981, stud- 
les will assess the cost and evaluate the effectiveness of 
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the child nutrition programs. Grants to States will also 
be made for nutrition education in the Nation’s schools. 

A large scale nationwide program of audits and strict 
enforcement of regulations will save $65 million in 
child nutrition program funds in 1981. 


MEAL SUBSIDIES BY FAMILY INCOME: 


[In millions of dollars) 


1980 

Above 195% of the poverty guideline/$15,800 for 1979 actual estimate * 1981 estimate 
family of four 2 780 894 974 

Above 125% of poverty guideline up to 195% 281 342 418 

Below 125% of poverty guideline/$10,130 for a 
family of four? 


2,504 2,680 


* Includes section 32 commodities and section 416 bonus commodities 


2 Reflects the projected CPI increase 
* Includes a proposed supplemental of $337.4 million 


Object Classification (in thousands of dollars) 
Identification code 12-3539-0-1-604 


25.0 Other services 

26.0 Supplies and materials (grants of com- 
modities to States) 

41.0 — Grants, subsidies, and contributions 


99.0 Total obligations 





1979 actual 


2,450 


1980 est 


1,700 


1981 est 


3,450 





357,134 
2,755,467 


3,114,301 


371,000 
3,336,126 


3,710,576 


2,613,631 
2,937,901 








Cuitp NuTRITION PROGRAMS 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 





Identification code 12-3539-2-1-604 1979 actual 1980 est 1981 est 


Program by activities: 

1. Cash payments to States: 
(a) School lunch 
(b) Special meal assistance 
(c) School breakfast 
(d) Summer feeding 
(e) Child care feeding 

. Commodity procurement 


— 160,400 
— 132,800 
— 17,000 





10.00 Total program costs funded—obliga- 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
74.40 Obligated balance, end of year 


90.00 


— 401,800 
22,800 


— 379,000 





Outlays 


Legislation is recommended to moderate increases in 
spending and to target meal subsidies to needy chil- 
dren. 

1. Cash payments to States—(a), (b) School lunch and 
special meal assistance.—Proposed legislation would 
reduce by 5 cents meal subsidies for middle and upper 
income students. Eligibility for free and reduced price 
meals would be revised to ensure subsidies reach stu- 
dents most in need. 

(c) School breakfast.—There would be similar modifi- 
cations for eligibility for free and reduced price break- 
fast subsidies. 

(d) Summer feeding.—Private sponsors employing pri- 
vate food vendors would generally be excluded from the 
program to reduce the potential for fraud and abuse. 

(e) Child care feeding.—There would be changes in 
the eligibility guidelines for free and reduced price 
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General and special funds—Continued 
CHILD NutrITION ProGRAMs—Continued 


meal subsidies, consistent with those proposed for 
school lunch and breakfast. The authorization level for 
child care food service equipment assistance would be 
reduced. 

2. Commodity procurement.—Reductions in meals 
served as a result of proposed legislation would require 
less commodity support. 


Object Classification (in thousands of dollars) 
Identification code 12-3539-2-1-604 


26.0 Supplies and materials (grants of com- 
modities to States) 
Grants, subsidies, and contributions 





1979 actual 1980 est. 1981 est. 





— 367,600 
— 401,800 


41.0 
99.0 





Total obligations 





SPECIAL SUPPLEMENTAL Foop ProGcrams (WIC) 


For necessary expenses to carry out [the provisions of] the special 
supplemental food program as authorized by section 17 of the Child 
Nutrition Act of 1966[, as amended] (42 U.S.C. 1786), and the com- 
modity supplemental food program as authorized by section 4(a) of 
the Agriculture and Consumer Protection Act of 1973[, as amended] 
(7 U.S.C. 612c (note)), [$771,500,000, of which $757,700,000 is hereby 
appropriated and $13,800,000 is to be derived from prior-year bal- 
ances, to] $924,540,000: Provided, That funds provided herein shall 
remain available until September 30, [1981: Provided, That section 
17(g) of the Child Nutrition Act of 1966, as amended, is hereby 
amended by striking out the numeral ‘800,000,000” and inserting in 
lieu thereof, “750,000,000” } 1982. (Public Law 96-108, making appro- 
priations for Agriculture, Rural Development, and related agencies, 
1980.) 


Program and Financing (in thousands of dollars) 





Identification code 12~3510-0-1-604 1979 actual 1980 est 1981 est. 





Program by activities: 
1. Special supplemental food program 
(WIC)—vouchers and commodities 
2. Commodity supplemental food pro- 
gram—commodities 


948,102 768,000 900,000 


19,216 
567,318 


21,761 
789,761 


24,540 


Total program costs, funded 924,540 
Change in selected resources (undelivered 


orders) 20,759 


588,077 





10.00 Total obligations 789,761 


Financing: 
17.00 Recovery of prior year obligations 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 


—18,928 —31,710 


Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


569,149 
45,589 
—72,580 


542,158 


758,051 
72,580 
— 95,571 


735,060 


924,540 
95,571 
— 159,681 


Outlays 860,430 

The special supplemental food programs—the women, 
infants, children (WIC) program and the commodity 
supplemental food program—are designed to safeguard 
the health of pregnant, post-partum and breastfeeding 
women, infants and children who are at nutritional risk 
and have inadequate incomes. 

The WIC program in 1981 will reach 2,013,200 recipi- 
ents, while the commodity supplemental food program 


will serve another 100,000 persons a month. Per person 
cost increases in both programs are due to an anticipat- 
ed increase in the cost of food. 

Begun as a pilot program in 1973-74, WIC has grown 
into an important component of the domestic feeding 
efforts of the Federal Government. A growing body of 
medical evidence has linked this program to reduced 
infant mortality, reduced incidence of low birth weight 
in infants, and success in averting subnormal infant 
development. A recent study conducted by the Yale 
Medical School found dramatic reductions in infant 
mortality as a result of the WIC program. Another 
study conducted at the Harvard University School of 
Public Health found equally striking results. The Har- 
vard study estimated that each $1 spent on pregnant 
women in WIC results in a $3 savings in hospitalization 
costs, WIC program benefits have been provided to 
more women and children each year since 1975 as 
shown below: 


SPECIAL SUPPLEMENTAL FOOD PROGRAM PARTICIPATION 


(Excludes Commodity Supplemental Food Program) 
{In thousands] 


Infants Children 
(under I yr) (1-5 yr) 


103 186 
148 291 
212 471 
308 632 
390 779 
1980 (estimate) 497 938 
1981 (estimate) 593 1,016 


* Includes proposed legislation. 


Object Classification (in thousands of dollars) 





Identification code 12-3510-0-1-604 


25.0 
26.0 


1979 actual 


2,750 


1980 est 
3,000 


1981 est 


3,000 





Other services 

Supplies and materials (grants of com- 
modities to States) 

Grants, subsidies, and contributions 


18,923 
767,838 


789,761 


21,339 
900,201 


924,540 


41.0 
99.0 


968,370 


Total obligations 588,077 


SpecIAL SUPPLEMENTAL Foop Procrams (WIC) 


(Proposed for later transmittal, proposed legislation) 


Program and financing (in thousands of dollars) 





1980 est. 


Identification code 12-3510-2-1-604 1979 actual 1981 est. 
Program by activities: . 
10.00 Special supplemental food program WIC— 
vouchers and commodities (costs—ob- 


ligations) (object class 41.0) 


Financing: 


40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
74.00 Obligated balance, end of end 


90.00 Outlays 





Legislation is recommended to allow increased 
growth in the WIC program. These funds would be used 
to provide dietary supplements to an additional 103,600 
low income women, infants, and children with special 
nutritional needs. 
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mn Foop DonaTIoNs PROGRAM * 1979 1980' 1981 
it ca actual estimate estimate 
*See Part III for additional information. Meals served (millions) . oe — bentnsbnSansennboinone 152.9 157.7 157.7 
| For necessary expenses to carry out [the provisions of] section 4(a) Value of commodities distributed including cash in 
m of the Agriculture and Consumer Protection Act of 1973[[, as amend- lieu of commodities (in thousands of dollars) ..... 2 $8,852 67,810 75,700 
ag ed] (7 U.S.C. 612c (note)), and section 311 of the Older Americans Act + Includes proposed supplemental of $16.0 million 
of of 1965 (42 U.S.C. 3030a), [$90,290,000] $729,450,000. (Public Law 96- 2 Includes section 32 commodities. 
ad 108, making appropriations for Agriculture, Rural Development, and 
ht related agencies, 1980.) Object Classification (in thousands of dollars) 
- Program and Financing (in thousands of dollars) Identification code 12-3503-0-1-604 1979 actual 1980 est 1981 est 
ue % 
nt \entiication code 12-3503-0-1-604 1979 actual 1980 est 1981 est 26.0 Supplies and materials (grants of com- 
| Modities to States) ..........ccscccssssesesssseees 26,935 50,691 71,111 
i Program by activities: 41.0 — Grants, subsidies, and contributions............ 42,529 39,935 58,339 
0 1. Commodities for families: nad) 
ar (a) Commodities in lieu of food 99.0 Total OL gAtIONS nner ee 69,464 90,626 129,450 
nt MII oa ccccicctuichcsasbiiss 9,950 38,785 53,700 
on (b) Distributing agency administra- ; 
| RIO COB tisha: Ska cast ecbiceeectnis 2,780 75 50 
2 2. Elderly feeding... 67.244 51,766 ~—=—*75,700 FOREST SERVICE 
3. Supplemental feeding program................ 1,256 sevennennnsn _seneenennunne Pebital Sedo 
Total program costs, funded ..... — 71,230 90,626 129,450 General and special funds: 
Change in selected resources (undelivered 
md Forest MANAGEMENT, PROTECTION, AND UTILIZATION* 
TRI REST sus ooohogtosiccosmncsicnns |B * ee nee 
10.00 Total obligation... C0 Cee 9 
For expenses necessary for forest management, protection, and uti- 
/ Financing: lization as follows: 
344 21.40 Unobligated balance available, Start Of year oes —G0Gr) eeckicds cess Research: For necessary expenses of forest research as authorized 
50) 24.40 Unobligated balance available, end of year. Bh i art eg cane by law, [$108,795,000] $125,542,000. 
: Lin = State and Private Forestry: For necessary expenses of cooperating 
is me — ee ere — 208 129,450 with, and providing technical and financial assistance to, States, Ter- 
' nan ritories, possessions, and others; and for forest insect and disease[, 
i. ae by account: 12.800 and noxious farm weed] activities, [$72,879,000,] $64,921,000: Pro- 
D117 ERSTE 57,000 vided, That $20,453,000 appropriated for forest insect and disease 
2 ah een activities], of which $61,531,000 shall remain available for obligation 
Relation of obligations to outlays: ane [1981] 1982, to carry out activities authorized in 
71.00 Obligations incurred, Met ...............cssssssseeees 69,464 90,626 129,450 TE Een aan le : 
— } 1240 Obligated balance, start of year.. hee ae... ek |, SE enn tee eee 
at 14.40 Obligated balance, end of Year ....cicsne- ie -ke 22 Se ee 
rs . : ; ment, and utilization of the National Forest System, and for liquida- 
77.00 Adjustments in expired accounts —16l 
3.000 ae ee oo Snes eer" tion of obligations incurred in the preceding fiscal year for forest fire 
90.00 Outlays 64,139 90,626 122,990 protection and emergency _ rehabilitation, [$825,532,000] 
1,339 Ape eee es) — $877,351,000, of which [$186,725,000] $198,369,000 for reforestation, 
10.201 Distribution of outlays by account: timber stand improvement, cooperative law enforcement, and mainte- 
— Commodities for families .........scsssscscsssssseeseeessse SUING isicncmak ales nance of forest development roads and trails shall remain available 
24,540 REM NUN Ho cts couinxsdiicscansccfosoncosesonsdnive ST echt eee for obligation until September 30, [1981] 1982. (7 U.S.C. 1010-12, 
—— —— — 1621-27, 2201, 2202, 2250; 16 U.S.C. 207c, 471-562b, 567a-568a, 568f- 
LC re igs = . . 580n, 581j-583i, 1601-10; 23 U.S.C. 101, 205; 30 U.S.C. 601-604, 611- 
. Commodities for families.—(a) Commodities in lieu 615; 31 U.S.C. 534; 41 U.S.C. 506; 43 U.S.C. 1181h-81j; 36 Stat. 557- 
of food stamps.—Nutritious agricultural commodities 579; 67 Stat. 633; 86 Stat. 657; 90 Stat. 2743, 2947; Public Law 95-307, 
will be provided to 125,000 needy persons on Indian Public Law 95-313, Public Law 95-74; Public Law 95-495; Public Law 
reservations and to 15,300 residents of the Pacific Trust nee — Tao) iations for the Department of the Interior and 
_—. | Territory as a result of the Food and Agriculture Act of aes eo 
1 est. 1977 (Public Law 95-113). Program and Financing (in thousands of dollars) 
PROGRAM STATISTICS identification code 12-1100-0-1-302 . 1979 actual 1980 est. 1981 est 
iw. xtoa saan estate Program by activities: 
46,160 Participation (monthly QUOGN IO Sis. Sscosspecsieds cack 117,011 111,090 140,300 Direct program: 
7 of commodities distributed by States (in por biovs ai ource protection 
thousands of dollars) ............ccccsssssssssssecssesssssessee 1 34,336 38,785 53,700 nd and resource protection re- 
46,160 : : : 
hd so 32 cmos QL Rea sod stat Iesiagt te 
46,160 (b) Distributing agency administrative costs.—Pay- ment and utilization research........ 56,710 59,579 67,895 
—32 | ments to distributing agencies in the Trust Territory Total, forest research ............... 107,500 112,119 125,542 
12,80 ae them in meeting the expenses incurred in con- 2. State and private forestry: 
— nuing a food distribution program. (a) Cooperative land and resource 
ia 2. Elderly feeding.—This program funds commodity o-sanaee ee 47,587 43,019 36,260 
“used UbPort for elderly feeding programs under title III of (b) Cooperative renewable resource 
i the Older Americans Act of 1965. Donated foods are management and utilization......... 22,419 21,163 25,271 
13,6 : : : rp oe (c) General forestry assistance.......... 9,608 9,531 3,390 
used 
sal in meals served in senior citizens centers or simi- a 
pec lar settings. States may elect cash in lieu of commod- Total, State and private forest- 
ities. Rare a ousiec 79,614 73,713 64,921 
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General and special funds—Continued 
Forest MANAGEMENT, PROTECTION, AND UTILIZATION—Continued 


Program and Financing (in thousands of dollars) —Continued 





Identification code 12-1100-0-1-302 1979 actual 1980 est. 1981 est. 








3. National Forest System: 
(a) Land and resource protection 
(b) Renewable resource manage- 
ment and utilization 


315,516 
438,660 
754,176 
941,290 


338,427 359,771 


528,135 
866,562 
1,052,394 


517,580 
877,351 





Total, National Forest System ... 





Total direct program 1,067,814 
Reimbursable program: 

1. Forest research 3,169 3,000 3,000 

2. State and private forestry .... 812 800 800 

3. National Forest System 60,543 8,700 10,800 


64,524 12,500 14,600 
1,005,814 1,064,894 1,082,414 





Total reimbursable program 








Total program costs, funded * 
Change in selected resources (undelivered 
orders) 


__ 23,871 
1,029,685 


10.00 Total obligations 1,064,894 1,082,414 


Financing: 

Offsetting collections from: 

Federal funds 

Non-Federal sources 
Recovery of prior-year obligations 
Unobligated balance available, start of year 
Unobligated balance available, end of year.. 
Unobligated balance lapsing 


Budget authority 


11.00 
14.00 
17.00 
21.40 
24.40 
25.00 


— 61,024 
—3,500 
—1,215 

— 15,428 

17,725 

—40,402 


925,841 


—10,500 —12,600 





1,034,669 1,067,814 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


925,841 1,007,206 


27,463 


1,067,814 





Distribution of budget authority by account: 
Forest management, protection and utilization 
Forest protection and utilization 
Assistance to States for tree improvement 


1,034,669 
924,319 
1,522 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


963,946 
155,120 
— 191,682 


1,052,394 
191,682 
— 362,558 


1,067,814 
362,558 
— 417,826 





Outlays, excluding pay raise supple- 


927,384 855,154 —:1,011,447 


91.20 Outlays from civilian pay raise sup- 


plemental 26,364 1,099 





Distribution of outlays by account: 
Forest management, protection and utilization 
Forest protection and utilization 
Assistance to States for tree improvement 


1,012,546 





1 Includes capital investment as follows: 1979, $26,624 thousand; 1980, $27,534 thousand; 1981, $27,470 thousand. 


1. Forest research.—Research is conducted and dis- 
seminated through eight regional forest experiment sta- 
tions, the Forest Products Laboratory, and the Institute 
of Topical Forestry both in-house and through extra- 
mural programs. 

(a) Land and resource protection research.—Research 
is conducted to provide basic knowledge and improved 
technology in the protection of resources from fire, in- 
sects, and diseases; in the reclamation of surface mining 
areas; in the evaluation of renewable resources; and in 
land and resource economics. 

(b) Renewable resource and utilization research.—Re- 
search is conducted to provide basic knowledge and im- 
proved technology for the management of timber, wild- 


life, fish, range, recreation, watershed, and urban re. 
sources. 

2. State and private forestry.—Cooperative forestry as- 
sistance is provided to the 50 States, Puerto Rico, 
Virgin Islands, Guam, the Northern Mariana Islands, 
and the Trust Territory of the Pacific to promote the 
protection and management of non-Federal forest lands. 

(a) Cooperative land and resource protection.—Finan- 
cial and technical assistance is provided to States for 
the protection of resources from fire on 0.4 billion acres 
in or adjacent to rural communities and on the 1.1 
billion acres of State and privately owned forest and 
rangelands; and to protect forest resources including 
wood products, stored wood and wood in use from major 
insects and diseases directly on National Forest and 
other Federal forest lands, and on State and private 
lands by providing financial and technical assistance. 


MAIN WORKLOAD FACTORS 


Description: 1979 actual 1980 estimate 1981 estimate 
Insect and disease survey (million acres) 636 493 493 
Acres protected from fire (million acres) 708 644 644 


(b) Cooperative renewable resource management and 
utilization.—Financial and technical assistance is pro- 
vided to States in planning, managing, and utilizing the 
timber, wildlife and fish, range, recreation, watershed, 
and soil resources on 726 million acres of State and 
privately owned forest and forested rangelands. 


MAIN WORKLOAD FACTORS 


Description: 1979 actual 1980 estimate 1981 estimate 
Seedling production (million seedlings) 584 508 181 
Improved utilization of wood (million cubic feet) 158 170 134 
Timber harvested (million cubic feet) 186 191 23] 
Land management plans (thousand acres) 3,500 2,900 2,900 


(c) General forestry assistance.—Activities are of a 
multiprogram nature to accomplish highly specialized 
forestry assistance not available through other Forest 
Service programs. Current activities are the Pinchot 
Institute for Conservation Studies and financial and 
technical assistance allowed under the legislation that 
established the Boundry Water Canoe Area Wilderness. 

3. National Forest System.—The 154 national forests 
and 19 units of national grasslands are managed under 
multiple use and sustained yield principles. The natural 
resources of outdoor recreation, range, timber, water- 
shed, and wildlife are utilized in a planned combination 
that will best meet the needs of the Nation, without 
impairing productivity of the land and that will be 
environmentally acceptable. These management and 
utilization principles were recognized in the Multiple 
Use-Sustained Yield Act of June 12, 1960 (74 Stat. 215). 
Work programs and budget estimates are related to 
meeting the increased demands for specific National 
Forest resource needs through 1980 and for long-term 
objectives to the year 2020. Increases are provided in 
the budget to further attainment of these program ob- 
jectives. 

(a) Land and resource protection.—Provides for the 
protection and/or maintenance of National Forest 
System users, resources, lands, and facilities, including 
roads and trails, and for administration of the program 
of acquiring through exchange those lands within Na 
tional Forest boundaries that meet the criteria for I~ 
clusion in the National Forest System. Of the revenue 
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DEPARTMENT OF AGRICULTURE 


MAIN WORKLOAD FACTORS 


Description: 
Area administered and protected (million acres) . 


Minerals management (operating plans) 


Landline location (miles) 
Receipts (in thousands of dollars): 
National forests fund: 





National grasslands and land utilization: 


Mineral leases and permits ..............scccssseee 
NOU OGOMIES ec sccnccisresafosatin aichesserisstesen 


fuel treatment including fuelbreaks (acres) es 


1979 actual 


187.7 
11,300 
375,214 
6,662 


426 
15,920 
1,781 


5,958 


24,085 


1980 estimate 
187.7 
17,000 
181,000 
7,004 


440 
11,200 
1,825 


_ 3,150 


16,615 








received annually from National Forest activities, 10% 
is available under the permanent appropriation Roads 
and trails for States, for maintenance within the States 
from which proceeds are derived. Such amounts may be 
merged with this activity for obligational purposes. 


1981 estimate 
187.7 
17,000 
200,000 
5,500 


594 
14,449 
1,989 


5,021 


(b) Renewable resource management and utilization.— 


MAIN WORKLOAD FACTORS 


Description: 


Estimated number of visitor-days to national for- 
ests (calendar year) (millions) ..........c..s00e- 
Wildlife habitat improvement (million acre equiv- 
oe RG Re RL A 
Grazing use (millions permitted livestock) .......... 
Timber sales prepared and offered (billion board 
ee Aa me ec svssascone 
Timber volume harvested (billion board feet)...... 
Tree planting and seeding (thousand acres) 
HPMMODISLON Pereishecasncclecstcccs scp dadesccdleloncssdobcess 
Timber stand improvement (thousand acres) 
RRND Ne cahls ss civereckas torte eavessscispseinee 
Soil and water resource improvement (thousand 
acres) 


Receipts (in thousands of dollars): 


National forests fund: 





Oregon and California grant lands 
National grasslands and land utilization: 
Grazing 
Other 





Accomplishments of the YACC program are not included 


Object Classification (in thousands of dollars) 
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FOREST SERVICE 


Direct obligations: 
Personnel compensation: 
1 Permanent positions...........scsssssecsesseeee 
4 Positions other than permanent 
Other personnel compensation .............. 
8 Special personal services payments........ 





Total personnel compensation............. 
Personnel benefits: Civilian.............. 
0 Benefits for former personnel............. 
0 Travel and transportation of persons... 
0 Transportation of things ........ccc.. 
1 Standard level user charges 









Provides for the management and utilization of the 
timber, wildlife and fish, range, recreation, watershed, 
and soil resources on National Forest System lands. 





1979 actual 1980 estimate 1981 estimate 
230 225 241 
2.8 3.3 3.0 
9.8 10.2 10.2 
12.3 12.2 11.9 
11.5 11.5 
200 207 195 
310 243 179 
Bi 30 60 

796,284 760,000 977,697 

11,325 14,270 12,330 
16,403 12,305 16,564 
31,346 30,000 29,267 
1,192 1,833 2,200 
ae Bony Perini 

_ 856,925 818,458 _ 1,038,108 

1979 acual «1980 est. = est. 

286,954 330,239 353,355 

152,421 180,918 193,582 

37,726 41,553 44,462 
. 6,122 6,555 “s 7,013 
483,223 959,265 598,412 
55,738 64,066 68,550 

60 86 84 
37,697 22,119 29,856 
34,650 28,308 37,046 
14,733 15,081 16,414 
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23.2 Communications, utilities, and other rent... 30,410 33,314 32,536 
24.0 Printing and reproduction 7,623 8,329 8,134 
25.0 Other Services ..0........ce.sssscseeesseees 147,550 154,877 113,587 
26.0 Supplies and materials....... 55,434 60,717 59,298 
31.0 Equipment... 23,394 25,633 25,034 
32.0 Lands and Structures............c..cccscccseesseesseene 18,730 20,498 20,019 
41.0 Grants, subsidies, and contributions............ 51,781 56,704 55,379 
42.0 — Insurance claims and indemnities................. 422 474 465 


Total direct obligations 


Reimbursable obligations: 
Personnel compensation: 








961,445 1,049,471 —-1,064,814 



































11.1 Permanent positionS..............c:..cssesssesen 3,242 3,469 3,712 
11.3 Positions other than permanent.............. 1,739 1,861 1,991 
11.5 Other personnel compensation ................ 1,127 1,206 1,290 
11.8 Special personal services payments........ 202 216 231 
Total personnel compensation............. 6,310 6,752 7,224 
12.1 Personnel benefits: Civilian.................ss000 501 536 574 
21.0 — Travel and transportation of persons........... 582 349 570 
22.0 Transportation Of things ..0............ccssesecsssseee 329 188 322 
23.2 Communications, utilities, and other rent..... 424 318 415 
24.0 — Printing and reproduction 310 232 303 
25.0 Other services... 52,865 1,719 2,056 
26.0 Supplies and materials........ 2,061 1,549 2,018 
31.0 Equipment... eee 569 427 557 
32.0 — Lands and structures.................cceesssseeesssees 465 349 455 
41.0 Grants, subsidies, and contributions............ 108 81 106 
Total reimbursable obligations............ 64,524 12,500 14,600 
Total obligations, Forest Service......... 1,025,969 1,061,971 1,059,414 

ALLOCATION ACCOUNTS 

Personnel compensation: 

11.1 Permanent pOSitiOnS..............-csseecssseeee 847 847 847 
j Positions other than permanent.............. 222 222 222 
11.5 Other personnel compensation ................ 29 29 29 
Total personnel compensation............. 1,098 1,098 1,098 
12.1 Personnel benefits: Civilian..............sc.-ssee- 110 77 80 
21.0 _ Travel and transportation of persons........... 254 177 185 
22.0 — Transportation of things ................sssssseseseee 52 36 38 
23.2 Communications, utilities, and other rent... 13 9 9 
200, ‘CUM WiWe ee ee 718 500 522 
26.0 Supplies and materials .. 124 87 89 
31.0  Equipment...........0..00.... 92 64 67 
32.0 Lands and structures.............. 7 5 5 
41.0 Grants, subsidies, and contributions............ 1,248 870 907 
Total obligations, allocation accounts . 3,716 2,923 3,000 
99.0 Total Ob1i gations .............ce.scsseecseseesseee 1,029,685 1,064,894 1,082,414 





Obligations are distributed as follows: 
Department of Agriculture: 

























ION NO ge 1,025,969 1,061,971 1,059,414 
Animal and Plant Health Inspection Service... ...........s. 100 100 
Science and Education Administration: 
Agricultural Research 378 300 300 
Cooperative Research 1,170 1,000 1,000 
Department of the Interior 2,168 1,523 1,600 
Personnel Summary 
FOREST SERVICE 
Direct: 
Total number of permanent positions................... 14,680 14,539 14,363 
Total compensable WOrkyealS .............:.ssee00 = 28,856 28,952 27,238 
Full-time equivalent of other positions............. (12,187) (12,961) (12,067) 
Full-time equivalent of overtime and holiday 
ONS SIRs cscatsnincccetelbacns ane (1,378) (1,378) (1,378) 
MES DS oe en EES $50,112 $50,112 
Average GS grade... 8.70 8.70 8.70 
Average GS salary ..........ccccsssesssseeseseee a (ae $18,500 $19,700 
Average salary of ungraded positions.................. $13,641 $14,596 $15,600 
Reimbursable: 
Total number of permanent positions ............:...... 156 156 154 
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Personnel Summary—Continued 























Total compensable Workyea'S...............ssssescssseeee 250 267 269 
Full-time equivalent of other positions............. (109) (116) (120) 
Full-time equivalent of overtime and holiday 

ROWS he ee NATE ai scessciscice (0) (0) (0) 

Average ES salary... Eis Gein $50,112 $50,112 

Average GS grade .... 8.70 8.70 8.70 

Average GS Salary............ssssscssssssseseees w. $17,200 $18,500 $19,700 

Average salary of ungraded positions.................... $13,641 $14,596 $15,600 

ALLOCATION ACCOUNTS 
Total number of permanent positions....................0++- 223 223 223 
Total compensable workyea'.................. ask, 388 388 388 

Full-time equivalent of other positions (165) (165) (165) 

Full-time equivalent of overtime and holiday 
PORE sr reee cesiecaotaapheaticrs cere eekease (0) (0) (0) 

PO Sb GION esos ues sscasecmsora pavestonstssovsseoragaoose  nivanabeaiiaes $50,112 $50,112 
Average GS grade... sci 8.70 8.70 8.70 
PIN Cas OMNI ess ssdssarcerqnnenesaegsicrnsissrecntrevvits $17,200 $18,500 $18,500 
Average salary of ungraded positions «.............0 $13,641 $14,596 $14,596 





CONSTRUCTION AND LAND ACQUISITION 


For necessary expenses of the Forest Service, not otherwise pro- 
vided for, for construction and land acquisition, [$423,412,000] 
$373,415,000, to remain available until expended, of which 
[$28,835,000] $27,726,000 is for construction and acquisition of build- 
ings and other facilities; [$392,565,000] $341,264,000 is for construc- 
tion of forest development roads and trails by the Forest Service and 
construction and maintenance of forest development roads by timber 
purchasers; and [$2,012,000] $4,425,000 is for acquisition of land and 
interests therein, required for management, protection, utilization, 
and research for the National Forest System and other Forest Service 
resources. (7 U.S.C. 428a, 1012, 2250; 16 U.S.C. 475, 501, 513-519a, 
528-538; 23 U.S.C. 101, 205, 1601; 86 Stat. 816; Public Law 96-126, 
making appropriations for the Department of the Interior and related 
agencies, 1980.) 


Program and Financing (in thousands of dollars) 





























Identification code 12-1103-0-1-302 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Construction of facilities..................0+ 40,615 48,308 27,726 
2. Road and trail construction... oak 217,350 461,274 469,264 
3. Pollution abatement............... DONG. reste sickle. assicvinracuaen: 
4. Land acquisition........... 3,360 2,023 4,425 
Total direct program .... st 263,578 511,605 501,415 
Reimbursable Program...............ssesssseeeesseeee 701 850 900 
10.00 Total program costs, funded—obliga- 
RES 3 5s Sacark Seer dieasioeshinscssvnisvssoes 264,279 512,455 502,315 
Financing: 
Offsetting collections from: 
11.00 POMIOEIN TUNGS Ssssssitscistsssssaiavvoresusbansouie —701 —95,715 —128,900 
21.40 Unobligated balance available, start of year —32,792 —19,046 — 32,000 
DAISY Soka tiee hia kev onccnncateeen 
Unobligated balance available, end of year.. 19,046 32,000 32,000 
25.00 Unobligated balance lapsing...............006 ZUBLO) saincacane, wawiraeen 
Budget authority... 279,643 429,694 373,415 
Budget authority: 
BD.O0'  PRDFOITIRTION ....2-.sccssssssccssssoessosessocsbecielsers 279,643 423,412 373,415 
44.20 Supplemental for civilian pay raises...... 0.00... Bg nae 
Distribution of budget authority by account: 
Construction and land acquisition.............ssssse 36,177 429,694 373,415 
FLOM sctolaccccistse-ssccossostoboth vdetbevvvensssussseasies BA BAOD | eostieias tienda 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............ccsssseecee 263,578 416,740 373,415 





72.40 Obligated balance, start of year.................. 309,579 436,287 629,108 
74.40 Obligated balance, end Of yeaF...........sssssee — 436,287 — 629,108 — 634,634 
90.00 Outlays, excluding pay raise supple- 
MN 8. Adis ori cee TALS 136,869 217,888 367,638 
91.20 Outlays from civilian pay raise sup- 
SRM Acconversaucieisinceuscusciasies  geaetenanseanees 6,031 251 
Distribution of outlays by account: 
Construction and land acquisition................s00e 37,314 223,919 367,889 
RERBRE OMG 35. sech tas satis aarattsnkastaveiwnaeeans PND aS scosss cdiguszeds“hiosskees ees 





1 Includes capital investment as follows: 1979, $223,550 thousand; 1980, $380,263 thousand; 1981, $316,595 thousand 


1. Construction of facilities—(a) Recreation facili- 
ties.—To provide facilities necessary to safely meet in- 
creased recreation demand without sacrificing environ- 
mental values and without unduly impinging upon 
other resource uses of the National Forests. Emphasis 
will be in areas near population to assist recreationists 
on the conservation of energy. 

(b) Other facilities—To provide for construction and 
acquisition of fire, administrative, and other improve. 
ments and related facilities necessary to carry out Na- 
tional Forest and State and private forestry programs. 
Includes fire lookouts, offices, dwellings, and barracks 
for employee housing, service, and storage buildings, 
insectories, tree nursery buildings, dams, and other 
forest resource management projects. An effort to make 
buildings more energy efficient (retrofit) will be under- 
taken this year. Also includes acquisition of land and 
interests therein for administrative purposes where 
buildings are already on site and are the primary 
reason for requisition. 

(c) Research construction.—To provide for construc- 
tion, alteration, and improvement of research laborato- 
ries and related facilities, and for procurement and in- 
stallation of necessary initial equipment needed to put 


the facility into operating condition. An effort to make | 


research facilities more energy efficient (retrofit) will be 
undertaken this year. 

2. Road and trail construction—(a) Road construc- 
tion.—Roads are essential to the protection and man- 
agement of National Forests and utilization of their 
resources. Of the revenues received annually from Na- 
tional Forest activities, 10% is available under the per- 
manent appropriation Roads and Trails for States, for 
construction and maintenance within the States from 
which such proceeds are derived. Such amounts may be 
merged with this activity for obligational purposes. 

(b) Timber purchaser construction.—Roads may be 
constructed and/or maintained by a timber purchaser 
who in turn receives credit against timber value as 
reimbursement. These roads are those required within 
a timber sale area specifically for the removal of the 
timber, but which will remain on the National Forest 
development road system for resource management 
purposes after the timber sale contract is completed. (16 
U.S.C. 535, item (2); section 9 of Public Law 93-378; and 
section 3(a) of Public Law 93-344.) 

Twenty-five percent of the amounts allowed any 
timber purchaser for the construction of roads are paid 
to the States under provisions of the acts of May 23 
1908, and March 1, 1911, as amended (16 U.S.C. 500) 

(c) Trail construction.—Trails are essential to the pro 
tection and management of National Forests as well a 
providing access to forest areas for recreation and utili- 
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DEPARTMENT OF AGRICULTURE fa On 
zation of the forest resources. Funds from the perma- Personnel Summary 
nent appropriation Roads and Trails for States may be * ‘ ‘ 
merged with this activity for obligational purposes. bins OREST SERVICE 
. . . +. iwec . 

4. La a ee se ae — —, Total number of permanent positions................... 282 4,444 4,391 
zation, ands are purchased to protect the watersheds o Total compensable workyears............... 550 7,941 8,171 
navigable streams and to increase the production of Full-time equivalent of other positions.......... (276) (3,659) (3,780) 
timber. Also included are equalization payments for Full-time equivalent of overtime and holiday ! 
land exchanges; acquisition of land and interests there- Ga Nit ai eat States (75) (75) (75) 
: aoe ; : Average ES salary..... esd pegusetieees $50,112 $50,112 
in for administrative purpose where the land is the Average GS grade. 870 370 8.70 
primary reason for purchase; and acquisition of land for Average GS Salary .......ssccosssssssseeeene a $17,200 — $18,500 $19,700 
nurseries. Average salary of ungraded positions................... $13,641 $14,596 $15,600 

: essa ‘ Reimbursable: 
Object Classification (in thousands of dollars) - Total number of permanent positions................... 4 20 20 
Total compensable workyea'S ............-.....0.«- at 4 31 31 
\denttication code. 12-1103-0-1-302 Bache actual 1980 est 1981 est 7 Full-time equivalent of other positions (0) (12) (12) 
Full-time equivalent of overtime and holiday 
FOREST. SERVICE IG Se 0 i ce ets ie Ue (0) (0) (0) 
: livations: MIR SU FOS $50,112 $50,112 
onl coaenalin: OER RN III nests nis onenscscancens 8.70 8.70 8.70 
IL1 Permanent positioner SO MR cos FRM SR en an Aree nee 
113 Positions other than permanent... 1,988 30,147 «32,257 ‘Average salary of ungraded positions... 513,641 $14,596 _$15,600 
11.5 Other personnel compensation................. 172 3,226 3,452 ALLOCATION ACCOUNTS 
Total personnel compensation............. 7,229 102,800 109,995 — Total number of permanent positions........................ 7 
12.1 Personnel benefits: Civilian... ee. 763 12,214 13,069 — Total compensable workyea'..............c:.scssssssseesssseees 12 
21.0 — Travel and transportation of persons............ 327 3,998 3,816 Full-time equivalent of other positions................. (4) 
22.0 Transportation of things ...........scssssssecssen 338 6,240 4,763 Full-time equivalent of overtime and holiday 
23.1 Standard level user Charges.......cssssssssssssssecs — sssssssssssessee 3,879 4,217 IE assests sisecssncceetacccsass (0) 
23.2 Communications, utilities, and other rent... 468 4,672 3,566 Average ES salary......... $50,112 
24.0 Printing and reproduction 50 719 549 Average GS grade... 8.70 
95.0 Other SOrViCOS .oe-e-c-.eccccssseee 20,670 80,474 83,072 Average GS Salaty....... date dgcectenasies senenenenene $19,700 
26.0 Supplies and materials .... 1,783 6,795 5,187 
SRM PUREMIRITIONIE fess StravsiecocecscsusssscasvsnsesssioerCbconce 2,074 4,933 3,766 
32.0 “Lands and Structures............scccsccssseeccsssneees 226,763 275,620 260,216 
42.0 Insurance claims and indemnities............0. cssssssesscssseee aire 261 7 199 Youru Conservation Corps 
Total direct obligationS....................00 260,465 502,605 492,415 For expenses necessary to carry out the provisions of the Act of 
; ae —— =  —————_ August 13, 1970, as amended by Public Law 93-408, [$54,000,000] 
Reimbursable obligations: . 
fend iain sites $55,000,000: Provided, That [$27,000,000] $27,500,000 shall be availa- 
mover ble to the Secretary of the Interior and [$27,000,000] $27,500,000 
ll Permanent SRN sess ssisesstasnciosaneoe i) 37 97 shall be available to the Secretary of Agriculture. (Public Law 96-126, 
113 Positions other than permanent pais 175 190 190 making appropriations for the Department of the Interior and related 
11.5 Other personnel compensation................ ee ee. 3 agencies, 1980.) 
Total personnel compensation ESGus 231 250 250 Program and Financing (in thousands of dollars) 
121 Personnel benefits: Civiliatn..............ccsscssssee 17 18 i ae ee eS 
21.0 Travel and transportation of persons. 3 4 4 \dentitication code 12-1125-0-1-302 1979 actual 1980 est 1981 est 
22.0 Transportation of things ..............ssssssseson 19 24 a. Sart a oe a a 
23.2 Communications, utilities, and other rent.... 9 12 13 Program by activities: 
25.0 Other SOPVICES ...arevsertststeetnenetntnesenees 182 234 254 10.00 Youth Conservation Corps (program costs, 
260 Supplies and materials... 204 262 285 funded—obligationS) ¥en 58,585 54,797 55,000 
31.0 Equipment .....ssssssssssssseen 12 15 17 Financing: 
#20 Lands and StrUCtUES....nnnnsnsnnn obte. cities ae Offsetting collections from: Federal funds... —1 
Total reimbursable obligations............. 7 850 9 29.00 Unobligated balance lapsing..............c.s.0ss 1,494 
a ae —— a —-—— = a 25.00 Unobligated balance restored...................0++« —18 
Total obligati ez... : 410, ; g a 
Se = = ~ — = = Budget authority... 60,000 
ALLOCATION ACCOUNTS Budget authority: 
Personnel compensation: 40.00 Appropriation ...........ccsssssscssssssssseeesnee 60,000 54,000 55,000 
ll Permanent pOsitions..........ccscssscccccccsssssee — secsssssesseeeees 184 184 44.20 Supplemental for civilian pay raises... oo... Tee ee 
11.3 Positions other than permanent... ssssssscsseeeen 50 50 ho 
ee ee Relation of obligations to outlays: 
Total personnel compensation.............  ..ccssccssssseee 234 234 — 71.00 Obligations incurred, Net ..........sssssssssssssssse 58,584 54,797 55,000 
121 Personnel benefits: Civiliat...........cccscsseeee 98 98 72.40 Obligated balance, start of year 15,981 11,863 11,295 
210 Travel and transportation Of persOns.....cc. seocscssnsene 419 419 74.40 Obligated balance, end of year....... —11,863 —11,295 —5,500 
220 Transportation Of things ...cssccscscsssssssssse —sentssssneeee 94 94 ' wud ; 
23.2 Communication, utilities, and other rent... csccccssccceou 76 76 90.00 Outlays, a uding pay raise supple- ; 60 ; 
150 Other SerViC®S ...nnsnsnnnnnsnesnene 3,113 6,883 6,883 FI reer 62,702 54,600 60,763 
10 Supplies and materials... ...... 145 145 91.20 Outlays from civilian pay raise sup- 
i nihkvne 1,051 1,051 PN ce ccicccrereciccecivsciintscsaern  sencieacestaties 765 32 
Total obligations, Allocation Accounts. 3,113 9,000 9,000 * Includes capital investment as follows: 1979, $329 thousand; 1980, $307 thousand; 1981, $307 thousand 
90 Total obligatioN$.....ccnnomoone 264,279 512,55 502,315, Louth Conservation Corps.—The objectives of the 








Youth Conservation Corps Act of 1970, as amended 
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0 Ee APPENDIX TO THE BUDGET FOR FISCAL YEAR 1% | pg 
General and special funds—Continued Full-time equivalent of other positions............ bd (379) (379) (379) 6.0 
YoutTH CONSERVATION Corps—Continued Full-time equivalent of overtime and holiday 31.0 
NOUS ices crscniie ates txts interm lreraerah> (10) (10) (10) 32.0 
(Public Law 93-408, Sept. 3, 1974), are to provide: (1) [Ne@#e ES SA nnn om re 7 420 
gainful employment of America’s youth, ages 15 wari 6S ia $17,200 $18,500 $19 70 
through 18, during the summer months in a healthful Average salary of ungraded positions $13,641 $14,596 $15,500 
outdoor atmosphere; (2) further development and main- 
tenance of the natural resources of the United States tl 
by the youth; and (3) an opportunity for understanding Saude ERLE ie “Heads 113 
and appreciation of the Nation’s natural environment 115 
and heritage. Program and Financing (in thousands of dollars) 
Object Classification (in thousands of dollars) Identification code 12-2262-0-1-302 1979 actual 1980 est 1981 est 12.1 
21.0 
Identification code 12-1125-0-1-302 1979 actual 1980 est. 1981 est. Program by activities: 22.0 
Direct program: 23.2 
FOREST SERVICE 1. Construction of roads and trails......... 218,930 1aOD Tce 25.0 
Personnel compensation: 2. Maintenance of roads and trails......... 81,634 WOU: cuieeeee 26.0 
11.1 Permanent pOsitions................ssssssssssssse 2,424 2,693 2,881 Total direct 31.0 
11.3 Positions other than permanent 3,951 4,327 4,630 sin sithiia iieaesatlnmmemenan man 32.0 
11.5 Other personnel compensation................ 380 406 434 Reimbursable program: 
11.8 Special personal services payments <aueoane 6,773 7,137 7,636 a: Construction of roads and trails ead te 
Total personnel compensation............ 13,528 14,563 15,581 2. Maintenance of roads and trail........ 
12.1 Personnel benefits: Civilian................sssss0e 979 1,257 1,345 Total reimbursable prograrm................. 
21.0 Travel and transportation of persons........... 841 589 589 ane ay 
22.0 — Transportation Of thingS ............sscccssseesee 687 481 481 10.00 Total program costs, funded—obliga- 
23.2 Communications, utilities, and other rent.... 453 317 317 RMN 2 ccxsctiashRrcettertrecacctsseartcnnss 301,034 TS000.. csicscoonat 1] 
24.0 — Printing and reproductiOn.........s.rscssessee 96 67 67 Financing: 
25.0 Other services........ EE 2,896 1,898 792 Offsetting collections from: 12] 
26.0 Supplies and materials ... 1,955 1,152 1,152 a 
NVGQD ** ARBOR AL TUNNGS. .bisc BRGAsehcscucSscsscticrastuas 73,528 21.0 
31.0. Equipment.......nsenenrn 166 116 116 44.00 Non-Federal SOUPCES.....csocaesntaesnrseen —491 220 
32.0 Lands and StrUCtUTES.....rornerneerneene 95 67 67 21.40 Unobligated balance available, start of year © —9,123 23.2 
Total obligations, Forest Service........ 21,696 20,507 20,507 24.40 Unobligated balance available, end of year.. 13,500 25.0 
/ ve er 26.0 
ALLOCATION TO THE DEPARTMENT OF THE 40.00 Budget authority (appropriation) .. PON SIS . ssicintissisiins,, o cuit Ree 320 
INTERIOR Relation of obligations to outlays: 
Personnel compensation: 71.00 Obligations incurred, net .....:....cc.-sssseccesseees 13500 cco 
11.1 Permanent pOSitiOnS..............c-sssessseesseee 1,204 1,288 1,378 72.40 Obligated balance, start of year 
11.3 Positions other than permanent... 3,926 4,201 4,495 74.40 Obligated balance, end of year................00 99.0 
11.5 Other personnel compensation................ 350 375 401 = 
11.8 Special personal service payments.......... 6,968 7,247 7,754 — 90.00 a 
Total personnel compensation 12,449 13,111 14,028 * Includes capital investment as follows: 1979, $62,119 thousand a 
12.1 — Personnel benefits: Civilian area ee ai 1,408 1,715 1,835 Roads and trails are essential to the protection and 
21.0 _ Travel and transportation of persons........... 585 491 49] i rae t Direct: 
22.0 Transportation Of thingS 0000.0... 71 59 59 management of National Forests and the utilization of a 
23.2 — Communications, utilities and other rent..... 99 83 83 their resources. ‘a 
24.0 — Printing and reproduction..........cssscsseesee 65 55 55 Of the revenues received annually from national F 
oe aaslet ot wales fieoseasennnesnncesiosie nd ae ee forest activities, 10% is available under the permanent f 
Ca. ‘097 "049 ‘949 appropriation Roads and Trails for States, for construc 
41.0 Grants, subsidies, and contributions........... 12,448 10,578 10,578 tion and maintenance within the States from which _ 
fs : such proceeds are derived. Such amounts are merged vel 
Total obligations, Department of the : : ‘hee ; ; Aver 
saterior 36,889 34,290 34,493 with this appropriation for obligational purposes. 
- ‘ eimbu 
99.0 Total obligations .......:c:cesessane 58,585 54,797 55,000 Object Classification (in thousands of dollars) bs Tota 
Personnel Summary identification code 12-2262-0-1-302 1979 actual 1980 est i 1981 es ws 
piety semi? FOREST SERVICE F 
Total number of permanent positionS................00 133 131 131 Direct obligations: ‘ Aver. 
Total compensable workyears.......eocsssssssssssssseseseeee 487 49] 491 Personnel compensation: Aver 
Full-time equivalent of other positions............ (354) (360) (360) Het FRFIRANRIT POSES. ninninreen Aver 
Full-time equivalent of overtime and holiday 11.3 Positions other than permanent... 
I css RON RI Ad se enorme (10) (10) (10) 11-9 Other personnel compensation nn... 
Wescott $50,112 $50,112 11-8 Special personal services payments... 
PMID UUs NPIS ooops; covsceiacastcoswstsssivovsonseststeoone 8.70 8.70 8.70 T ; I 
Average GS salary... $17,200 $18,500 $19,700 a oo 
ss 12.1 — Personnel benefits: Civilian... otal co 
Average salary of ungraded positions .............ss0 $13,641 $14,596 $15,600 21.0 Travel and transportation of persons.......... Full 
22.0 — Transportation of things ............scesseeeen Full-t 
ALLOCATION T0 cma OF THE 23.1 Standard level user charges ..........::.sssee000 ho 
23.2 Communications, utilities, and other rent..... Average 
Total number of permanent positions 70 70 70 24.0 — Printing and reproduction... Average 





Total compensable WOrkyea'.............:ssssessssecessseeens 462 462 462 
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OTHER GENERAL APPROPRIATIONS 


Program and Financing (in thousands of dollars) 





Supplies and materials .............csscessessseeen 

Equipment 

Lands and Structures............ccscecsesssessecseesee 

Insurance claims and indemnities................ 360 
Total direct obligationS.................s000« 295,476 


Identification code 12-9911-0-1-302 1979 actual 1980 est 1981 est 
RAMMED k Sexasssussidass P re es = 











Reimbursable obligations: 


Personnel compensation: 











= —_——— Program by activities: 
1. Acquisition of lands for Uinta National 




























































Sd I nr nee GO ees 
ll Permanent pOsitions................sscscsseessseee BI Vortech? genes 2. Acquisition of lands for Wasatch Nation- 
113 Positions other than permanent 45 PET ON WH nee 3 BUA csccmecgsins 
11.5 Other personnel compensation................ Ire ae ae Pi if — = 
——_ _ ——— — 10.00 Total costs—obligations (object 
ae Total personnel compensation............. Br anterior, CRUE Se scccchcccapsceastonsacs 3 GIG cxcucithitidatas 
Let 12.1 Personnel benefits: Civiliat..........srsrses BR i cscacicay scsi ttsien Financing: 
— 21.0 Travel and transportation of persons. a . - 21.40 Unobligated balance available, start of year —281 ss cat 
22.0 Transportation Of thingS........vororesenen 12 24.40 Unobligated balance available, end of year.. eS RO ee. 
23.2 Communications, utilities, and other rent... 2 ee 
DEO SONCE GENIC st. iacssedesscThssbéssediatessoscedes Oia cimeter Wiel 9 ose I SN i ie et eta Ranis, gasigad. 
26.0 Supplies and materials ..........ssssssssssseseseeceee Pia Mischa ial, CON. = aor anne ae 
‘ Relation of obligations to outlays: 
31.0 Equipment ..............c..ssse 2 71.00 Obligations incurred, net 3 o18 
se 4 d d t t 44 e : p CUE ceccccccccccccccccccccccccccs 
— aoe ~~ - 72.40 Obligated balance, start of year... 2 5 
Total reimbursable obligations............. UD pt, Sata Licesis es 74.40 Obligated balance, end of year dott OA acute 
we Total obligations, Forest Service....... 95,946 13,500 rnc 90.00 cls. ee a 
3 ALLOCATION TO THE DEPARTMENT OF ne a 
—— TRANSPORTATION Acquisition of lands for: 
: : Uinta National Forest......... = cm 64 
11.1 Personnel compensation: Permanent posi- Wasatch National Forest 219 
Re ea oases eecslezocants 159 ES ee oe 
12.1 Personnel benefits: Civiliam.............ssssc000 85 ‘Includes capital investment as follows: 1979, $3 thousand; 1980, $283 thousand. 
21.0 — Travel and transportation of persons........... 362 eee ’ i 
220 Transportation 7 things... . le 9. 1. Acquisition of lands for Uinta National Forest, 
23.2 Communications, utilities, and other rent.... i Nag tees aE. Utah.—79 Stat. 899, approved October 1, 1965, provided 
ee 25.0 Other SOrViCES ..eeenvenreeereneneeetntneeeene 909 estes sneenee  Q@uthorization for the appropriation of $300 thousand for 
a ee! a eee; ee purchase of nonfederally owned land to promote the 
a ee ree ae eee Sere control of floods and the reduction of soil erosion 
Total obligations, Department of through restoration of adequate vegetative cover. The 
TrAMSPOTAHION rns 5,088 seseenneennne 2 _seeneeensnneone full amount of this authorization was appropriated in 
ar 99.0 Total obligatiONS....cccccmnnne 301,084 13,500 nu... fiscal year 1967. 
= — —— 2. Acquisition of lands for Wasatch National Forest, 
wee? Personnel Summary Utah.—76 Stat. 545, approved September 14, 1962, 
— added some 24,000 acres to the Wasatch National 
el FOREST SERVICE Forest and authorized the appropriation of $400 thou- 
on of | _ Direct sand for purchase of privately owned lands within the 
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Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 





Full-time equivalent of overtime and holiday 





MRR oi oe Nee. (101) 
PRUCEIRES CRS: QF AUG:chcosscsdtecsvseseneedeseivecnsuosoCbaosnsun 8.70 
RUOGRG GS SOIAIY...csssosscosccscccconsssnsssssoossssocoseooss $17,200 
Average salary of ungraded positions................... $13,641 

Reimbursable: 
Total number of permanent positions................... 16 
Total compensable Workyears ...........csc.ccseeeeeeeee 25 
Full-time equivalent of other positions.............. (10) 
Full-time equivalent of overtime and holiday 

OAs hee are sasetedenteseapseéokccossesecvacecine (0) 
Average GS grade 8.70 
Average GS salary $17,200 
Average salary of ungraded positions................. $13,641 

ALLOCATION TO DEPARTMENT OF 

TRANSPORTATION 
Total number of permanent positions..............o....- 7 
Total compensable workyearS.............c.soe- ll 
Full-time equivalent of other positions (4) 





Full-time equivalent of overtime and holiday 


Average GS grade... 
Average GS salary 


hours 











area to aid in the control of floods and reduction of soil 
erosion. The 1965 appropriation completed the authori- 
zation. 





ALLOCATIONS AND ALLOTMENTS RECEIVED FROM OTHER ACCOUNTS 





Note.—Obligations incurred under allocations or allotments from other accounts are in- 
= cluded in the schedule of the parent appropriations, as follows: 
Agriculture 
Science and Education Administration: “Federal Research.” 
Agricultural Stabilization and Conservation Service: “Forestry incentives program.” 
vcduummcracdsae) 2 areaegqeeeteideasss Soil Conservation Service: 
PO BEARS NE eel ae “Watershed and flood prevention operations.” 
“Watershed planning.” 
“River basin surveys and investigations.” 
“Resource conservation and development.” 





Interior: 

Bureau of Land Management: “Oregon and California grant lands.” 

Heritage Conservation and Recreation Service: ‘“‘Land and water conservation fund.” 
eaonenceseneiases,|  ceyreqsensateneces Transportation: Federal Highway Administration, “Highways trust fund.” 
= —T Labor: Employment and Training Administration, “Manpower training services.” 





ACQUISITION OF LANDS FOR NATIONAL FORESTS 


SPECIAL ACTS 





For acquisition of land within the exterior boundaries of the Cache 
National Forest, Utah; Uinta and Wasatch National Forests, Utah; 
Toiyabe National Forest, Nevada; Angeles National Forest, Califor- 
nia; and, San Bernardino and Cleveland National Forests, California, 
as authorized by law, [$325,000] $754,000, to be derived from forest 
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General and special funds—Continued 
AcQuISITION OF LANDS FOR NATIONAL Forests—Continued 
SPECIAL AcTs—Continued 


receipts. (Public Law 96-126, making appropriations for the Depart- 
ment of the Interior and related agencies, 1980.) 


Amounts Available for Appropriation (in thousands of dollars) 
































1979 actual 1980 est. 1981 est. 
Collections (offsetting receipts) ............sscsssssesesessneee 233 325 754 
Unobligated balance returned to unappropriated re- 
PN ase Sh ascends baa tt onsscscupscacsebscorcvanancoets BBANY ReeMeletesis — séigearsertesacs 
PENN OTRMION iss assy: bbesernoorasccteea koe ttccete sowstecone —385 —325 —154 
Unappropriated balance, end Of year... ssssssesesssseess —ssssssssssessssss — sssssesesseneesss 
Program and Financing (in thousands of dollars) 
Identification code 12-5208-0-2-302 1979 actual 1980 est 1981 est. 
Program by activities: 
1. Cache National Forest, Utah... cessseecsseeeseee 20 20 
2. Uinta and Wasatch National Forests, 
IE pccatranle sictucibetchserhanass cues éovveoustbcctonsnes > -—<osbesikcseseeesie 30 30 
3. Toiyabe National Forest, NeV ...............++. 10 10 10 
4. San Bernardino and Cleveland National 
SSWONTR CLINI, cs; et iSiassibvonitedadsdosseescisvvseo 223 265 175 
SIARBMRS RATION FOTRSE, CANT sassscossscssssse: —assusecsassssessae Monvedtoscncenne 344 
6. Cleveland National Forest, Calif... sesssessscesnse —ssseeseeennet 175 
10.00 Total program costs, funded—obliga- 
tions (object class 32.0) *............ 233 325 754 
Financing: 
25.00 Unobligated balance lapsing .............s.s00e EEL sicivcaauana. Atenaecres 
40.00 Budget authority (appropriation) 
{SIOCEAD TUMIVOL) os rcnsescsssapssesvessnssoenod 385 325 754 








Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............sssecccssseee 233 325 754 








72.40  Obligated balance, start of year. Li 81 179 179 
74.40  Obligated balance, end of year.................0 —179 —179 —179 
90.00 ROMER i erressresciorec ct oarteoosteeesense: 135 325 754 





1 Includes capital investment as follows: 1979, $135 thousand; 1981, $325 thousand; 1981, $754 thousand 


On the basis of agreements with certain counties in 
Utah, Nevada, and California, National Forest receipts, 
including the portions which would normally be paid to 
county road and school funds, are used for purchase by 
the Government of privately owned lands within the 
National Forests to aid in the control of soil erosion and 
flood damage. 





ACQUISITION OF LANDS To CoMPLETE LAND EXCHANGES 


For acquisition of lands in accordance with the Act of December 4, 
1967 (16 U.S.C. 484a), all funds deposited by public school authorities 
pursuant to that Act, to remain available until expended. (Public Law 
96-126, making appropriations for the Department of the Interior and 
related agencies, 1980.) 


Amounts Available for Appropriation (in thousands of dollars) 














1979 actual 1980 est. 1981 est 
APREDCTODNNATON TMOG; SEAFE OP VOR cacccscisccssstsscessace.  seisosostesersvss sassbobdvacgesses —_secSubsssonsvass 
Collections (offsetting receipts) ...........ssssseccsssseeseees 239 155 446 
Total available for appropriation 239 155 446 
PARTI as sasvscaponnincsy aspsek ents vssiatsonsnagashasndagh Tapas —239 —155 —446 














Unappropriated balance, end of year............. 





Program and Financing (in thousands of dollars) 


























Identification code 12—5216-0-2-302 1979 actual 1980 est 1981 est 
Program by activities: 
Acquisition of land: 
MN aerator 47 
MMe ace crn | cilseareonaruube nance 
WAIN oss cscecsctocenscuccestvsccncieaseseciasecoosss 20 
NOW: HAMPSHUNE  <scicissssscnsosscsczvsoaseccerceses 3 
PUR NSO css dassasvecsidotasosasbersevioonns 30 
ICME ica menisci stiatiecens asuwaiacs 
ORIN A tee eas Noirs ee ei: 100 heguee 
PN se Se accents, cosansonennoe 8 
Total program costs, funded to... csessssesesseee 200 446 
Change in selected resources (undelivered 
PRIEST as orescence ieee telco 261 aa 
10.00 Total obligations (object class 32.0). .......sescsseee 416 446 
Financing: 
21.40 Unobligated balance available, start of year —22 
24.40 Unobligated balance available, end of year.. 261 
40.00 Budget authority (appropriation) 
(indefinite, special fund)............... 239 155 446 
Relation of obligations to outlays: 
71.00 Obligations incurred, N@t...........ccscssseeccssee — cesseessesseeeee 446 
72.40  Obligated balance, start of year 43 261 
74.40 Obligated balance, end Of year..........scccscce:  sesssseeesseesene —26l 
90.00 SWUBRAUS (ccs iaicicesicsacaisosats cseutsicetareiers 43 446 





* Includes capital investment as follows: 1979, $239 thousand; 1980, $155 thousand; 1981, $446 thousand 


Deposits made by public school districts or public 
school authorities to provide for cash equalization of 
certain land exchanges are, when appropriated, used to 
acquire similar lands suitable for National Forest 
System purposes in the same State as the National 
Forest lands conveyed in the exchange (16 U.S.C. 484a). 





RANGELAND IMPROVEMENTS 


For necessary expenses of range rehabilitation, protection, and im- 
provement in accordance with section 401(b\(1) of the Act of October 
21, 1976, Public Law 94-579, as amended, fifty percent of all moneys 
received during the prior fiscal year as fees for grazing domestic 
livestock on lands in National Forests in the sixteen western States, 
to remain available until expended. (Public Law 96-126, making ap- 
propriations for the Department of the Interior and related agencies, 
1980.) 


Amounts Available for Appropriation (in thousands of dollars) 














1979 actual 1980 est 198] est 
Unappropriated balance, start Of year...........ssccssscsssee  cescsseccsseccse — casscensasssscene —sanseeenee 
Collections (offsetting receipts) ......scsssssssssscesssssees 5356 5,900 __ 6800 
Total available for appropriation ............0.00000 5,356 5,900 6,800 
RNIN cxctert, Pi ptaesiasewsssccrtncaesccshcivctbccectinrcoreeasuone — 5,356 _ 5,900 — 6,800 
Unappropriated balance, end Of year... cssseccsseccssese — sessssnsseecssssn — seseeeneie 
Program and Financing (in thousands of dollars) 
Identification code 12-5207-0-2-302 1979 actual 1980 est 1981 est 
Program by activities: 
10.00 Range rehabilitation, protection, and im- 
provements on national forest lands 
(program costs, funded) 0... 4,944 7,085 6,800 
Financing: 
21.40 Unobligated balance available, start of year =—773 —1,185 
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DEPARTMENT OF AGRICULTURE ee ee eee «6205 
24.40 Unobligated balance available, end of year. tas eee OO os See — 3,459 — 3,850 — 3,900 
40.00 Budget authority (appropriation) Uisappraiiriaied Danae GUN OF EIT a ce ces ececkccescscciustaioie 
RUROINI cscs ccsscasscasctszessasies 5,356 5,900 6,800 
: 7 Program and Financing (in thousands of dollars) 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............c...ssseccsseee: 4,944 7,085 6,800 identification code 12-5009-0-2-303 1979 actual 1980 est. 1981 est 
72.40 Obligated balance, start of year...............0.. 1,599 1,653 4,603 
74.40 Obligated balance, end of year..................0 — 1,653 — 4,603 —4,603 Program by activities: 
10.00 Construction, reconstruction, administra- 
90.00 RN acct a sesconccbechchenncccepty 4,890 4,135 6,800 tion, operation, and maintenance of rec 
Includes capital investment as follows: 1979, $4,944 thousand; 1980, $7,085 thousand 1981, $6,700 thousand reation facilities (costs—obligations)  . 3,753 3,850 3,900 
. . Financing: 

Part of oe tan fees pee oh paige ae 11.00 Offsetting collections from: Federal funds ... eee ie noses 
when appropriated, are use to protect and improve tne = 4149 Unobligated balance available, start of year —661 —387 — 387 
productivity of the range, mainly by revegetation, COn- 24.40 _Unobligated balance available, end of year.. 387 387 387 
struction, and maintenance of improvements. Beginning oi 8) 
in 1980 the use of Granger-Thye authority to provide ‘ Budget authority (indefinite, spe- 

: . Came 3,459 3,850 3,900 
cooperative range improvements will not be used. Suffi- 

cient capital improvement funding is currently being Relation of obligations to outlays: 
collected under the authority of the Federal Land 71.00 Obligations incurred, net.cn 3,733 3,850 3,900 
Policy and Management Act of 1976, as amended. 72.40 Obligated balance, start of year .. ea 997 728 1,728 
74.40  Obligated balance, end of year.................... —128 —1,728 — 1,733 

Object Classification (in thousands of dollars) = 

Bey us 90.00 ae se 4,002 2,850 3,895 






























identification code 12-5207-0-2-302 1979 actual 1980 est 1981 est 
Personnel compensation: 
1.1 Permanent pOSitiOnS..............c-sseccsseessees 388 415 444 
113 Positions other than permanent. 958 1,025 1,097 
115 Other personnel compensation................ 85 91 97 
Total personnel compensation............. 1,431 1,531 1,638 
12.1 Personnel benefits: Civilian 116 124 133 
21.0 ‘Travel and transportation of persons........... 49 64 72 
22.0 Transportation of thingS ..............ssssseecesesee 247 322 367 
PRUNING scchscscssaceasicscancsecossnncesbccriase 918 1,197 1,347 
26.0 Supplies and materials .............ccsssecsseeeeene 1,577 3,057 2,342 
RY TTR ya crac sscctastcocuecscvchscecveecere 151 197 224 
32.0 Lands and Structures.............sccsccssssesssssssees 455 593 677 
99.0 TRON OOMCRUIONIS oc acesc lecaceownssetastscttes 4,944 7,085 6,800 
Personnel Summary 
Total number of permanent positionS...........cscsssveee... 69 68 67 
Total compensable workyea'................cs0000 103 104 104 
Full-time equivalent of other positions (36) (38) (39) 
Full-time equivalent of overtime and holiday 

EE ere eet tiserincsion (3) (3) (3) 
PMI CS SHONY Aha cites cchegcte ce Mcknsseccecscecotassive |” “ecchenctasusscte $50,112 $50,112 
CCL Ce a 8.70 8.70 8.70 
PI ONIN sg ox srcseat atest fephoboicounen essa $17,200 $18,500 $19,700 
Average salary of ungraded positions .........ssssssvs0000 $13,641 $15,600 


$14,596 





mmm 


CONSTRUCTION AND OPERATION OF RECREATION FACILITIES 


For construction, operation, and maintenance of outdoor recreation 
facilities, including collection of special recreation use fees, all rev- 
enues deposited during the prior fiscal year, except amounts distribut- 
ed as otherwise provided by law, in the special account established 
pursuant to section 4(f) of the Land and Water Conservation Fund 
Act, as amended (16 U.S.C. 4601-6a(f)): Provided, That these funds 
may be merged with and made a part of the Forest Management, 
Protection and Utilization appropriation: Provided further, That 
funds not merged with the Forest Management, Protection and Utili- 
tation appropriation shall remain available until expended. (Public 
Law 96-126, making appropriations for the Department of the Interior 
and related agencies, 1980.) 


Amounts Available for Appropriation (in thousands of dollars) 











j 1979 actual 1980 est 1981 est 
\nappropriated ROU 6 6 ards cciel wantideiged  knctesscnacAleaaibtetancls 
Collections (offsetting receipts) ......ccaccccoocaneenesn 3,459 3,850 3,900 

Total available for appropriation .................. 3,459 3,850 3,900 








* Includes capital investment as follows: 1979, $161 thousand; 1980, $165 thousand; 1981, $167 thousand 


Approximately 65% of the recreation admission and 
user fees collected are, when appropriated, used to ad- 
minister, operate, maintain and improve the recreation 
program in the National Forests (82 Stat. 354; 86 Stat. 


459). 


Object Classification (in thousands of dollars) 





























Identification code 12-5009-0-2-303 1979 actual 1980 est 1981 est 
Personnel compensation: 
11.1 Permanent positiOns..............:ccssssesesssees 962 1,029 1,101 
11.3 Positions other than permanent =e 1,017 1,088 1,164 
11.5 Other personnel compensation................ 105 112 120 
Total personnel compensation............. 2,084 2,229 2,385 
12.1 Personnel benefits: Civilian... 214 229 245 
21.0 Travel and transportation of persons........... 81 78 81 
22.0 — Transportation of things ...............ssccscccessee 233 225 233 
23.2 Communications, utilities, and other rent.... 135 130 135 
24.0 — Printing and reproduction........................0+ 8 7 7 
Ca CU SONS cc se: 412 393 233 
26.0 Supplies and materials .. 399 380 395 
31.0 — Equipment..................... ra 71 68 71 
32.0 Lands and structures...............ccscsscssseeeseees 116 lll 115 
99.0 Total obligations ................csesccsseeesseee 3,753 3,850 3,900 
Personnel Summary 
Total number of permanent positions....................... 61 60 59 
Total compensable workyealS................ss--0+« 131 134 136 
Full-time equivalent of other positions (72) (77) (80) 
Full-time equivalent of overtime and holiday 

iia cosdeacsaredetecseenon (2) (2) (2) 
NRE ES Si ee en ee $50,112 $50,112 
Average GS grade 8.70 8.70 8.70 
PNG GS SIRI es $17,200 $18,500 $19,700 
Average salary of ungraded positions ....................00 $13,641 $14,596 $15,600 








TIMBER SALVAGE SALES 


Funds previously appropriated under this head may be recovered 
from receipts deposited on the applicable national forest. Such funds, 
when recovered, may be expended and recovered on any national 
forest. (Public Law 96-126, making appropriations for the Department 


of the Interior and related agencies, 1980.) 
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General and special funds—Continued 


TIMBER SALVAGE SALES—Continued 
Program and Financing (in thousands of dollars) 








Identification code 12-5204-0-2-302 1979 actual 1980 est 


1981 est 





Program by activities: 
10.00 Timber salvage sales (costs—obligations) . 9,595 11,000 
Financing: 
11.00 Offsetting collections from: Federal funds: 
Reimbursements - 
21.40 Unobligated balance available, start of year —5,798  —11,596 
24.40 Unobligated balance available, end of year.. 11,596 11,596 


11,200 


11,596 





Budget authority 





Budget authority: 
Current: 
40.00 Appropriation 
Permanent: 
60.00 Appropriation (indefinite, special 
funds) 11,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 11,000 
72.40  Obligated balance, start of year. 1,160 
74.40 Obligated balance, end of year.... —4,090 


11,200 
4,090 
—5,210 





90.00 Outlays 8,070 


10,080 





Appropriation of funds to begin salvage of insect-in- 
fested, dead, damaged, or down timber, and to remove 
associated trees for stand improvement in accordance 
with Public Law 95-26, the Supplemental Appropri- 


ation Act of 1977. 
Object Classification (in thousands of dollars) 





Identification code 12—5204-0-2-302 1979 actual 1980 est 


1981 est. 





Personnel compensation: 
11.1 Permanent positions / 3,224 
11.3 Positions other than permanent .. 3,317 
11.5 Other personnel compensation 395 


3,450 
3,550 
420 





Total personnel compensation 6,936 
12.1 Personnel benefits: Civilian 712 
21.0 Travel and transportation of persons 236 
22.0 — Transportation of things 746 
23.2 Communications, utilities, and other rent... 365 
25.0 — Other services 1,014 
26.0 Supplies and materials .. 469 
31.0 312 
32.0 — Lands and structures 210 


7,420 
760 
251 
791 
388 
543 
498 
328 
221 





99.0 Total obligations 11,000 


11,200 





Personnel Summary 





Total number of permanent positions 132 
Total compensable workyears " 442 
Full-time equivalent of other positions (310) 
Full-time equivalent of overtime and holiday 
(19) 
Average ES salary... a $50,112 
Average GS grade... ee 8.70 
Average GS salary ie $18,500 
Average salary of ungraded positions $14,596 


130, 
444 
(314) 


(19) 
$50,112 

8.70 
$19,700 
$15,600 





Forest SERVICE PERMANENT APPROPRIATIONS 
Program and Financing (in thousands of dollars) 





Identification code 12-9922-0-2-302 1979 actual 1980 est 


Program by activities: 
1. Roads and trails for States, national 
forests fund 73,528 94,865 


1981 est 


128,000 


. Expenses, brush disposal 38,303 40,509 40,600 
. Licensee programs, Forest Service 274 300 300 
. Restoration of forest lands and improve- 
50 50 0 
. Timber purchaser roads constructed by 
Forest Service 27,928 47,000 20,000 


10.00 Total program costs, funded—obliga- 
140,083 182,724 188,950 


Financing: 
11.00 Offsetting collection from: Federal funds —48 
21.40 Unobligated balance available, start of year © —49,531 
24.40 Unobligated balance available, end of year.. 61,904 


60.00 Budget authority (appropriation) 
(permanent, indefinite, special 
funds) 152,408 182,724 





Distribution of budget authority by account: 
Roads and trails for States, national forests fund 73,528 94,865 
Expenses, brush disposal 42,739 40,509 
Licensee programs, Forest Service. 107 300 
Restoration of forest lands and improvements 34 50 
Timber purchaser roads constructed by Forest 
Service 36,000 47,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 140,035 182,724 
72.40 Obligated balance, start of year... 12,977 29,070 
74.40 Obligated balance, end of year —29,070 —47,304 


90.00 Outlays 123,943 164,490 





Distribution of outlays by account: 
Roads and trails for States, national forests fund 73,528 94,865 
Expenses, brush disposal ; 37,570 33,550 
Licensee programs, Forest Service 300 30 
Restoration of forest lands and improvements 50 5 
Timber purchaser roads constructed by Forest 
Service 12,700 35,725 24,39 








‘Includes capital investment as follows: 1979, $11,318 thousand; 1980, $12,176 thousand; 1981, $15,265 thousand 


1. Roads and trails for States, national forests fund.— 
With minor exceptions, 10% of the money received 
from the national forests is advanced to and merged 
with the construction and land acquisition appropri- 
ation and/or the forest management, protection and 
utilization appropriation for construction and mainte 
nance of roads and trails within the State from which 
such proceeds are derived (16 U.S.C. 501). 

2. Expenses, brush disposal.—Payments made for this 
purpose by purchasers of National Forest timber are 
used to dispose of or treat slash and other debris that 
result from cutting operations (16 U.S.C. 490). 

3. Licensee programs, Forest Service.—Fees for the use 
of characters by private enterprises are collected under 
regulations promulgated by the Secretary and are avail- 
able as follows: 

(a) Smokey Bear.—For furthering the nationwide 
forest fire prevention campaign (18 U.S.C. 711 and 31 
U.S.C. 488a). 

(b) Woodsy Owl.—For promoting wise use of the envi- 
ronment and programs which foster maintenance and 
improvement of environmental quality (31 U.S.C. 488b- 
3—6). 

4. Restoration of forest lands and improvements.— 
Funds received from settlement of claims involving 
damage to lands or improvements and from forfeiture 
of deposits and bonds by permittees and timber pur 
chasers are used for the restoration made necessary by 





cons 
who 
Fore 
timb 
14(in 


Identificati 


Total nui 
Total cor 
Full-ti 
Full-t 
ho 
Average 
Average 
Average 
Average 


dentification 


Pro; 


60.00 


—__ 


Relat 
100° Ot 


90.00 


___ 


1, Pr 
year t! 





950 


000 
,600 
300 
0 


),000 


960 
304 
403 


5,891 


8,000 
3,111 
300 
a0 


4,390 


housand 


nts.— 
ving 
aiture 
: pur- 
ry by 











DEPARTMENT OF AGRICULTURE 







the action which led to the settlement of forfeiture (16 
US.C. 579c). 

5. Timber purchaser roads constructed by Forest Serv- 
icee—Expenditure of timber receipts for Government 
constructed permanent roads for purchasers of timber 
who qualify as small businesses and elect to have the 
Forest Service construct the roads designated under the 
timber sale contract where costs exceed $20,000 (section 
142), Public Law 94-588). 


Object Classification (in thousands of dollars) 














identification code 12-9922-0-2-302 1979 actual 1980 est 1981 est 
Personnel compensation: 

Il Permanent pOSitiOnS...............0c-ssesssesssees 7,417 7,936 8,490 

113 Positions other than permanent 11,884 12,716 13,600 

11.5 Other personnel compensation................ 2,746 2,938 3,140 

11.8 Special personal services payments........ iy S pilus 10 
Total personnel compensation 22,056 23,599 25,240 

12.1 — Personnel benefits: Civilian................. 1,954 2,091 2,237 





21.0 Travel and transportation of persons........... 536 575 751 
22.0 Transportation of thingS .............cccssescsseeee 2,626 3,428 
23.2 Communications, utilities, and other rent... 1,188 1,551 
24.0 Printing and reproduction.............ssccssseee 4] 42 49 






AS APM AU IN RINE isis dss cssrésecsvossssosconnsssscasacsssss 88,064 126,884 122,112 
26.0 Supplies and materials ...........cccscsssseeccssssnees 3,288 3,538 4,620 
SI NNN ict ccanissacosnesesncanceseosenveves 1,118 1,200 1,567 
32.0 Lands and Structures..........c..cscccssecssessseesene 19,436 20,931 27,330 


420 — Insurance claims and indemnities................ 48 50 65 


99.0 Total Obligations ...........sssssscssseeecessnseee 182,724 188,950 
































Total number of permanent positions.................s0e 554 549 542 
Total compensable workyea'S..................+. 2,253 2,326 2,377 
Full-time equivalent of other positions (1,715) (1,824) (1,884) 
Full-time equivalent of overtime and holiday 
IRM eeeeicfrcets. Sseccavcliscisttcsstssossssisnessssseecensnics (105) (105) (105) 
POUR EAMMAN icc hee cecetbeeceseeccaReecasssunsvsno,sasdescedoseovi $50,112 $50,112 
POM OS BERN esses acess niB Pe cctshnnsssecihnscossases 8.70 8.70 8.70 
PMO osc oncscaclsts bascssnesssénvsscbecsssones $17,200 $18,500 $19,700 
Average salary of ungraded positions ................sseee« $13,641 $14,596 $15,600 
Forest SERVICE PERMANENT APPROPRIATIONS 
Program and Financing (in thousands of dollars) 
ientfcation code 12-9921-0-2-852 1979 actual 1980 est 1981 est 
Program by activities: 
1. Payment to Minnesota ...........ccccsssssseeee 262 675 675 
2. Payments to counties, National Grass- 
SE Fea ects ris Sadeatascinsheonsavtsnsies. 1,372 1,300 1,800 
3. Payments to school funds, Arizona and 
ON MNMMNCIDGT se ttarcll Madea tencssccnsnssoacasoosone 210 203 210 
4. Payments to States, National Forests 
BURN a crtclesc isha vcooscscneaccadcecceseses 238,864 276,985 317,315 
10.00 Total program costs funded—obli- 
gations (object class 41.0)...... 240,708 279,163 320,000 
Financing: 
21.40 Unobligated balance available, start of year 103 acssssssnsrns —_seerneon even 
60.00 Budget authority (appropriation) 
(permanent, indefinite, special 
Pee rt ar chicas 240,605 279,163 320,000 
Relation of obligations to outlays: 
100 Obligations incurred, met ........cccsocccccsne 240,708 279,163 320,000 
40.00 RAI RISC Cas conacacere ns cstssSessvvcobclcvcaace 240,708 279,163 320,000 





1. Payment to Minnesota.—At the close of each fiscal 
year the State of Minnesota is paid 0.75% of the ap- 
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praised value of certain Superior National Forest lands 
in the counties of Cook, Lake, and St. Louis for distribu- 
tion to these counties (16 U.S.C. 577g). 

2. Payments to counties, National Grasslands.—Of the 
revenues received from the use of National Grasslands, 
25% is paid to the counties in which such land is situ- 
ated for school and road purposes (7 U.S.C. 1012). 

3. Payments to school funds, Arizona and New 
Mexico.—The States of Arizona and New Mexico are 
paid a share of the National Forest receipts for school 
purposes (36 Stat. 562, 573). 

4. Payments to States, National Forests fund.—With 
minor exceptions, 25% of the money received from the 
national forests, including all the collections under the 
act of June 9, 1930, and all amounts allowed any timber 
purchaser for construction of roads, is paid to the States 
for public schools and roads of the county in which such 
forests are situated (16 U.S.C. 500). 





ADMINISTRATIVE PROVISIONS, ForEsT SERVICE 


Appropriations to the Forest Service for the current fiscal year 
shall be available for: (a) purchase of not to exceed [268] 277 passen- 
ger motor vehicles of which [7] 8 will be used primarily for law 
enforcement purposes and of which [250] 245 shall be for replace- 
ment only, acquisition of 51 passenger motor vehicles from excess 
sources, and hire of such vehicles; operation and maintenance of 
aircraft, the purchase of not to exceed 4 for replacement only, and 
acquisition of 61 aircraft from excess sources; (b) employment pursu- 
ant to the second sentence of section 706(a) of the Organic Act of 1944 
(7 U.S.C. 2225), and not to exceed $100,000 for employment under 5 
U.S.C. 3109; (c) uniforms, or allowances therefor, as authorized by law 
(5 U.S.C. 5901-5902); (d) purchase, erection, and alteration of buildings 
and other public improvements (7 U.S.C. 2250); (e) acquisition of land, 
waters, and interests therein, pursuant to the Act of August 3, 1956 (7 
U.S.C. 428a); (f) for expenses pursuant to the Volunteers in the Na- 
tional Forest Act of 1972 (16 U.S.C. 558a, 558d, 558a note). 

[None of the funds made available under this Act shall be obligat- 
ed or expended to change the boundaries of any region, to abolish any 
region, to move or close any regional office for research, State and 
private forestry, and National Forest System administration of the 
Forest Service, Department of Agriculture, without the consent of the 
House and Senate Committees on Appropriations and the Committee 
on Agriculture, Nutrition, and Forestry in the U.S. Senate and the 
Committee on Agriculture in the U.S. House of Representatives.] 

Any appropriations or funds available to the Forest Service may be 
advanced to the National Forest System limitation for the emergency 
rehabilitation of burned over lands under its jurisdiction. 

Appropriations and funds available to the Forest Service shall be 
available to comply with the requirements of section 313(a) of the 
Federal Water Pollution Control Act, as amended (33 U.S.C. 1323(a)). 

Funds available under the Act of March 4, 1$13 (16 U.S.C. 501), 
may be merged with and made a part of the Construction and Land 
Acquisition and/or the Forest Management, Protection, and Utiliza- 
tion Appropriations. (Public Law 96-126, making appropriations for 
the Department of the Interior and related agencies, 1980.) 





Federal Funds 
Intragovernmental funds: 
WorKING CapriTraAL FuND 


Program and Financing (in thousands of dollars) 





Wentiication cote 12—-4605-0-4-302 








1979 actual 1980 est 1981 est 
Program by activities: 

Forestry related supply and support: 

Operating costs, funded .............scssscssseeee 65,654 61,555 68,114 

Capital investment, funded .................0.. 18,571 24,068 24,717 

Total program costs, funded.............. 84,225 85,623 92,831 

Change in selected resources (undelivered 

MR cpeccacctsceccocsesssesssccsssaneeones REIS cccsceinbpactie 













































































oon Se ae tee APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] D 
Intragovernmental funds—Continued Central supply which procures, stores, and _ issues 2 
Worxinc Capita Funp—Continued grass seed to national forests, experiment stations, and 0 
Ne Rectal others at prices which recover costs. _ 
Program and Financing (in thousands of dollars) —Continue Photo reproduction laboratories which store, repro 
Identification code 12-4605-0-4-302 1979 actual 1980 est. 1981 est. duce, and supply aerial photographs, aerial maps, and :G 
wear other photographs of national forest lands. The photo. 
10.00 Total Obligations.........ssssssssssssssssessssee 75,986 85,623 92,831 graphic reproductions are sold to national forests, ex- 1 
Financing: periment stations, and others at cost. 1 
Offsetting collections from: Sign shops which manufacture and supply special ‘ 
11.00 be funds: eae gies signs for the national forests for use in regulating traf. 
eT or. ce “oe 7? os fic and as information to the public and other users of 
Income provision for increased cost . . ; 40 
of equipment replacement... —10,477 —10580  —11,586 the national forests. The signs are sold to national for. " 
Unfilled customers’ OFFS... ee | —365 ests and experiment stations at cost. 
14.00 — Non-Federal sources: Proceeds from sale Subsistence which prepares and serves meals to 
of equipment and other assets.......... —3161  —2,750 —2,920 Forest Service crews working in areas where adequate 
21.98 Unobligated balance available, start of ggg DUblic restaurant facilities are not available. a 
year: Fund Balance ....nvrnnnnnnnnnen —11,308  — 25,874 —28, Nurseries which operate forest tree nurseries and| i 
24.98 Unobligated balance available, end of year: ie = 
iM 95,874 28.686 33.299 cold storage facilities for storage of tree and seed stock 
and a seed extractory. Tree seed is procured, cleaned, IL 
UU TIINUNY 0s cetecsicssoriiiss Vaictanicemapos-.  Miaineetsinete_ eévnigsvouneansie bagged, and stored in refrigerated facilities. Tree and IL 
Relation of obligations to outlays: seed stock is sold to national forests, States, and other 
71.00 Obligations incurred, Net ......cemnnmmme 14,566 —2812  —4604 Federal agencies at cost. 12, 
72.98 Obligated balance, start of year: Fund bal- Object Classification (in thousands of dollars) dl. 
NOB. 22 ac bAiLH sib ocbetvvedtgalbivarpeetnas 16,125 8,346 5,534 — 22, 
74.98 Obligated balance, end of year: Fund bal- Identification code 12-4605-0-4-302 1979 actual 1980 est. 198] est 24, 
MOLD... uidtas oO ta etesnasceetie —8346 —5,534 —930 Personnel compensation: = 
11.1 Permanent positiOns............sscsssseesessseees 10,695 11,443 12,240 
90.00 UNS coi inhs pebvaeinkees MAIO) rise, ads Penni 113 Positions other than permanent. 6.926 7410 19% AL 
11.5 Other personnel compensation................ 783 838 895 99 ( 
The Working capital fund was established by the act 118 Special personal services payments........ __ me. ee 
of August 3, 1956 (16 U.S.C. 579b), as amended by the Total personnel compensation............. 18,413 19,700 21,070 
act of October 23, 1962 (16 U.S.C. 579b). It is a self- 12.1 Personnel benefits: Civilian............ 1,810 1,937 20, — 
sustaining revolving fund which provides services to 13.0 Benefits for former personnel 1 2 2 = 
national forests, experiment stations, and when neces- 21. _ravel and transportation of persors........ s8 - te 
bn aehek Makawsl : d ey 22.0 Transportation of things ...ccsscsssssesseneeen 819 948 1,055 F 
sary, to other Federal agencies, and as provided by law, 53) communications, utilities, and other rent. 1,264 1,462 1,627 F 
to State and private agencies and persons who cooper- 24.0 Printing and reproductioN ...1.nmenns 137 158 I 
ate with the Forest Service in fire control and other 25.0 Other services ........cssssssssssssssssusssseesussssee 8,410 9,730 10,82 f Aver 
authorized programs. 26.0 Supplies and materials .. 23,748 26,945 28,476 7 
The forestry related supply and support services pro- 320 De SHTUCTUTES rrr 82 ere oa Wer 
vided by the Working capital fund in 1979 included: 41.0 _ Grants, subsidies, and contributions........... 3 3 , Fe 
Equipment service which owns, operates, maintains, 44.0 — RefUnds......rcscccssesssneeeensenneenseenee 2 oe eee | 
replaces, and repairs common use motor driven and 499 Total obligations .....ns:nnsnne 75,986 85,623 «928 
similar equipment. This equipment is rented to admin- ——- 
istrative units, that is, national forests, experiment sta- Personnel Summary r ‘ 
tions, and other units, and in some cases to the other Total number of permanent positions.................00e 504 499 493 
agencies, at rates which recover the cost of operation, _ Total compensable WOrkyeatS.....:.::0e: i 881 896 905 
repair and maintenance, management, and depreci- Full-time equivalent of other positions (392) (416) (430) - 
ation. The rates also include an increment which pro- — fil'ime equwvalent of overtime and holiday “ + ay 
vides additional cash which, when added to depreciation wae ae rae oo ee $50 be sol | — 
earnings and the residual value of equipment, provides — Ayerage GS grade..ccccwwmmnoneoeeene 87 87 8) 
sufficient funds to replace the equipment. Average GS salary $17,200 $18,500 $19,700 
Aircraft service which operates, maintains, and re- ‘Average salary of ungraded positions ...........nse $13,641 $14,596 $15,600 
pairs Forest Service owned aircraft used in fire surveil- s 
lance and suppression and in other Forest Service pro- 
grams. The aircraft are rented to national forests, ex- ConsoLipATED WorkKING FuND 
periment stations, and in some cases to other agencies, Program and Financing (in thousands of dollars) 
at rates which SOearree. the cost of depreciation, OPCT- enifcation code 12-3911-0-4-302 1979 actual 1980 est. 1981 es 
ation, maintenance, repair, and improvements in the — a = 
airworthiness of the aircraft. Aircraft replacement costs P — by yearn , a 1000 
are financed from either appropriated funds or the 2 Detunds or other Federal agencies... vo “ee ; 
Forest Service Working capital fund, or a combination BP Ee nas eee secen ———— 
of both 10.00 Total program costs, funded—obliga- 
, P . , TIONG s,s ccsmminrcaneshsencitovreises 1,242 949 11.00 
Supply service which operates the following common Financing: 
services: 11.00 Offsetting collections from: Federal funds... = 88 asec ee 21.40 
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Sues 21.98 Unobligated balance available, start of 24.40 Unobligated balance available, end of year 214,942 213,710 213,710 
d year: Fund balance ...........cccscsseessseessssees — 2,103 a I ce ccccegaancaga : an “ 
- 24,98 Unobligated balance available, end of year: 60.00 Budget authority (appropriation) 


PIRTNMIER ee ccratensin OR pccaecce (permanent, indefinite) ............. 140,053 96,609 96,400 























































































































Ate aaiee’ sathatthh st) eatin eur Mh copies Eh cae Relation of obligations to outlays 
an - —_— ———_—__— 71.00 Obligations incurred, net... 98,361 97,841 96,400 
10t0- Relation of obligations to outlays: 72.40 Obligated balance, start of year.................. — 39,504 EPR ccteeets 
, OX: 71.00 Obligations incurred, Net .............ssseeecccesee 1,153 OA8. AAG AL 74.40 Obligated balance, end of year.................... ED 0 cchcceaions 1,594 
72.98 Obligated balance, start of year: Fund bal- ; 
cial AYRE ORES D AURA ELT sccckblachee 1,757 Neer SE. 90.00 , OS 64,018 92,680 97,994 
traf: 4 Alas ‘Includes capital investment as follows: 1979, $11,754 thousand; 1980, $11,520 thousand; 1981, $10,850 thousand 
rs of aa Ee) tr - i i i 
f a I it ccciat hontai 1,583 BE aston _Advances, including deposits from purchasers of 
Tor aoe ' — timber, are received and used for cooperative work in 
‘Includes capital investment as follows: 1979, $432 thousand; 1980, $630 thousand forest investigations, protection, and improvement of 
s to the national forests; and protection, reforestation, and 
uate Object Classification (in thousands of dollars) administration of private lands adjacent to national for- 
ee as ae eae er crete tone er pe ests (16 U.S.C. 490, 498, 572, 572a, 576b, 581; 31 U.S.C. 
and Identification code 12— a Pao adie acteal et co ee 725a; 78 Stat. 1089). 
stock Personnel compensation: Twenty-five percent of all collections under the act of 
aned, ll Permanent DOING aS carn cle cctecankale testa 105 Hej okiel June 9, 1930, are paid to the States under the provi- 
. and 113 Positions other than permanent.............. 12 13 sstetneanene sions of the acts of May 23, 1908, and March 1, 1911, as 
other Total personnel compensation.............. 117 DI cic testes amended (16 U.S.C. 500). 
12.1 Personnel benefits: Civilian...............ccssse 16 UD, wuictdtieacticttai : Cut 
21.0 Travel and transportation of persons............ 8 emeoeduetiioet Object Classification (in thousands of dollars) 
22.0 Transportation of thingS .............ccssseccssee i l i, & 
981 est 24.0 — Printing and reproduction... my 2 2 Wdentification code 12-9973-0-7-302 1979 actual (1380 est 1981 est 
ae 25.0 Other services ................0.. ~ 896 612 
: . Personnel compensation: 
26.0 Supplies and materials ................sccccsseccssees 17 17 
12,240 Be ae 11.1 Permanent positions............... sigh 18,676 21,380 21,380 
19% 41.0 Grants, subsidies, and contributions............. MBS DBT a aassssseenene 113 Positions other than permanent... 18,078 19.343 20.695 
895 99.0 Total obligations 1,242 ee 0h van. 11.5 Other personnel compensation ................ 2,178 2,330 2,495 
le peer® a oie — Total personnel compensation............. 38,932 41,656 44,570 
21,070 Personnel Summary * 12.1 Personnel benefits: Civiliat..........sssssssssssese 3,828 4,095 4,380 
2,070 = i an 21.0 ‘Travel and transportation of persons........... 1,169 1,094 1,064 
) Total number of permanent positions..................seee 2,084 2,064 2,039 22.0 Transportation of things ........coc-secnen 3.843 3,596 3,498 
669 } Total compensable Workyea'........unesrsrsrsesesnse 3,473 3,489 3478 23.1 Standard level user charges ....c:ccnsnsen 1,832 1,832 1,990 
1,055 Full-time equivalent of other positions............ — (1,389) (1,425) (1,439) 23.9 — Communications, utilities, and other rent. 2.767 2.589 2517 
1,627 Full-time equivalent of overtime and holiday 24.0 Printing and reproduction ................csscssseo 121 113 110 
116 NOUS ..srnsensrnentntenennntnnnnananenennanns 0 (0) (0) 25.0 Other Services ..essatssnsinenumne 20,307 18,882 14,951 
10,82 | Average ES salary vn $50,1122 $50,112 96.) Supplies and materials ........ccs.cmnmee 9,471 8,862 8,617 
28.476 | Average GS grade 8.7 8730.0 Equipment .....scccsnsee L717 1,607 1,562 
26a02 | — Avetage GS salary ws $18,500 $19,700 32.9 Lands and structures........... .. 13,866 12,974 12,615 
331 Average salary of ungraded positions $14,596 $15,600 41.0 Grants, subsidies, and contributions.......... 42 39 38 
4 / ne eae 42.0 — Insurance claims and indemnities................ 71 66 64 
nineamis sacation ecconm quran for the YALE. ) eee 465 436 424 
92,831 Total obligations....... 98,431 
69 Trust Funds Personnel Summary 
. MiscELLANEous Trust FuNps Total number of permanent positions... a3 1,130 1,119 1,105 
pian Total compensable WOrkYyeaTS................csseessueesneeenes 2,689 2,756 2,797 
(430 paren 900 Financing {ih omands @ Gh) Full-time equivalent of other positions.................. (1,592) (1,693) (1,749) 
(14 Wentfication code 12~-9973-0-7-302 1979 actual 1980 est 1981 est Full-time equivalent of overtime and holiday 
$60,112 ee hours .. eee eee Shieh (45) (45) (45) 
ry) Program by activities: wen = en eas: a ae 
Construction and maint f roads and es octane aa : 
sa es vvenennnn 19000-15000 15,700 AVEFAGE GS SAY.sinnnnnnnnnnrn $H7,200 $18,500 $19,700 
eee Construction and maintenance of other im- Average salary of ungraded positions 0.0.0.0... $13,641 $14,596 $15,600 
AIRCON EIONNI Ss cisaysvashbbda dh cscoisstcdsvcsduzscnne 1,500 1,500 1,000 
Protection of national forest and adjacent 
SRVVMUE IND cases siscctpsivntsiatssaseschiovsosesove 5,500 5,500 5,000 
Sale area betterment and scaling. eieit 75,671 75,081 74,040 HIGHLAND Scenic HIGHWAY 
———— Research investigations .........cc:.scccssseeseen 700 700 600 ie ; ay 
ise —_ . 50 50 50 Program and Financing (in thousands of dollars) 


RTT CRI rp vieventsovrsios eps wccusiv 10 10 10 sntitication code 12-8029-0-7-401 1979 actual 1980 est 198) est 


10.00 Total program costs, funded—obliga- Program by activities: 


Bary cassatvescrvdivccacinvcsvs 98,431 97,841 96,400 19.00 Construction of Highland Scenic Highway 
Financing: (costs—obligations) (object class 
sie 11.00 Offsetting collections from: Federal funds: FRR chbicaterinsorcrpcionienenenes 641 1,958 1,042 
RIDE AAs. ctonaleeliicc poavaprantvieiay meaPUR “cstcisecce pile aeccereoeestmeee Financing: 
21.40 Unobligated balance available, start of year —173,250 —214,942 —213,710 21.40 Unobligated balance available, start of year — 3,641 — 3,000 —1,042 





310-100 0 = 80 = 14 
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HIGHLAND Scenic HicghHway—Continued 
Program and Financing (in thousands of dollars) Continued 





Identification code 12—8029-0-7-401 1979 actual 1980 est 1981 est. 





24.40 Unobligated balance, available, end of year. 1,042 


3,000 


Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 3,869 


"Includes capital investment as follows: 1979, $4,526 thousand; 1980, $3,869 thousand; 1981, $1,042 thousand 


1,958 1,042 





Outlays 1,042 





Construction of 8.5 miles of the Highland Scenic 
Highway will be done under a contract award by the 
State of West Virginia, on which design engineering 
and land acquisition is complete. The contract also pro- 
vides for signing of the scenic highway and other appro- 
priate points with the new distinctive logo sign adopted 
by the Forest Service (Public Law 93-87 and Public Law 
94-134) and completion of required study of the remain- 
ing unconstructed portion of the scenic highway (Public 
Law 95-85). 


TITLE VI—GENERAL PROVISIONS 


Sec. 601. Within the unit limit of cost fixed by law, appropriations 
and authorizations made for the Department of Agriculture for the 
fiscal year [1980] 1981 under this Act shall be available for the 
purchase, in addition to those specifically provided for, of not to 
exceed [six hundred sixty-eight (668)] six hundred eighty-nine (689) 
passenger motor vehicles of which [five hundred eighty-one (581)] 
six hundred fourteen (614) shall be for replacement only, and for the 
hire of such vehicles. 

Sec. 602. Funds available to the Department of Agriculture shall be 
available for uniforms or allowances therefor as authorized by law (5 
U.S.C. 5901-5902). 
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Sec. 603. Not less than $1,500,000 of the appropriations of the 
Department of Agriculture for research and service work authorized 
by the Acts of August 14, 1946, July 28, 1954, and September 6, 1958 
(7 U.S.C. 427, 1621-1629; 42 U.S.C. 1891-1893), shall be available for 
contracting in accordance with said Acts. 

Sec. 604. No part of the funds contained in this Act may be used to 
make production or other payments to a person, persons, or corpora- 
tions who harvest or knowingly permit to be harvested for illegal use, 
marihuana, or other such prohibited drug-producing plants on any 
part of lands owned or controlled by such persons or corporations. 

Sec. 605. Advances of money from any appropriation for the De- 
partment of Agriculture may be made by authority of the Secretary 
of Agriculture to chiefs of field parties. 

Sec. 606. Obligations chargeable against the Working Capital Fund 
during the period October 1, [1979] 1980, through September 30, 
[1980] 1981, shall not exceed [$61,000,000] $67,844,000: Provided, 
That no funds appropriated to an agency of the Department shall be 
transferred to the Working Capital Fund without the approval of the 
agency administrator. 

Sec. 607. New obligational authority provided for the following 
appropriation items in this Act shall remain available until expended: 
Scientific Activities Overseas (Special Foreign Currency Program); 
Public Law 480; Rural Housing for Domestic Farm Labor; Mutual and 
Self-Help Housing; Watershed and Flood Prevention Operations; Re- 
source Conservation and Development; Agricultural Stabilization and 
Conservation Service Salaries and Expenses funds made available to 
county committees; and Buildings and Facilities, Food and Drug Ad- 
ministration. 

Sec. 608. No part of any appropriation contained in this Act shall 
remain available for obligation beyond the current fiscal year unless 
expressly so provided herein. 

Sec. 609. Not to exceed $50,000 of the appropriations available to 
the Department of Agriculture shall be available to provide appropri- 
ate orientation and language training pursuant to Public Law 94-449. 

Sec. 610. Notwithstanding any other provision of law, employees of 
the agencies of the Department of Agriculture, including employees of 
the Agricultural Stabilization and Conservation County Committees, 
may be utilized to provide part-time and intermittent assistance to 
other agencies of the Department, without reimbursement, during 
periods when they are not otherwise fully utilized. 

[Sec. 611. Funds provided by this Act for personnel compensation 
and benefits shall be available for obligation for that purpose only.] 
(Public Law 96-108, making appropriations for Agriculture, Rural 
Development, and related agencies, 1980.) 








GENERAL ADMINISTRATION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES* 


*See Part III for additional information. 


For expenses necessary for the general administration of the De- 
partment of Commerce, including not to exceed $2,000 for official 
entertainment, [$27,375,000] $39,019,000, of which $2,000,000 shall 
be available for the Secretary’s Special Initiatives Fund. (15 U.S.C. 
1501; 5 U.S.C. 4507, 5384; Department of Commerce Appropriation Act, 
1980.) 

Program and Financing (in thousands of dollars) 


identification code 13-0120-0-1-376 






































1979 actual 1980 est. 1981 est 
Program by activities: 
Direct program: 
1. Executive direction of the Depart- 
NOMINEE ch cssaes ce b Sh ccteababcn cs cchctunsnces 3,105 3,373 3,566 
2. Departmental staff services................ 19,753 23,202 29,753 
3. Secretary's special initiatives fund..... 1,614 2,000 2,000 
4. SES performance awards and execu- 
RI DONOR 5s <Scessscaeatisastssesssce. . “seetsinsoson sone stnerneunene 3,700 
Total direct program................. 24,472 28,575 39,019 
Reimbursable Program...............sseccsssececessees 15,690 e 17,500 17,500 
Total program costs, funded:............ 40,162 46,075 56,519 
Change in selected resources (undelivered 
NENG Vir cat tessisraciceaistattiunviscrisenanaeeice Rie ~ caisviacbiccestea? -"essticertcatehases 
10.00 Total Obligations .............sssssseeseeesessseee 40,875 46,075 56,519 
Financing: 
11.00 Offsetting collections from: Federal funds... —15,690 —17,500 — 17,500 
25.00 Unobligated balance lapsing .................000 MOE) cineca, —eecuvanens 
Budget authority... 25,640 28,575 39,019 
Budget authority: 
MAUD eC MINORS TION 5s cccscassinavsssonsssanuesesesesacennnosese 25,640 27,375 39,019 
41.00 Transferred to other accounts........ : —326 
4200 Transferred from other accounts 573 
43.00 Appropriation (adjusted) ................ 25,640 27,622 39,019 
44.10 Supplemental for wage-board pay 
DE Sag I Ecc lecaiiaensenscias.  sesssnsosecenseon aE ssiescsseenicivecs 
44.20 Supplemental for civilian pay 
ec ec asicn oc is OO, sees 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ........ccccsssssssssssseee 25,185 28,575 39,019 
1240 Obligated balance, start Of year ...........000. 2,656 2,264 2,932 
1440 Obligated balance, end of year.....sss..c.s.- — 2,264 — 2,932 —2,922 
71.00 Adjustments in expired accounts............... FA iit Oe alcteg a S 
90.00 Outlays, excluding pay raise supple- 
MN irae Ossie rsctiantidstesease 25,599 26,978 39,005 
91.10 Outlays from wage-board pay raise 
SONU isc crctircccsricscecesk  racceccsncbbenats 2 l 
91.20 Outlays from civilian pay raise sup- 
NNT cre oicccsssdaltscatenttiagist ™. Siassrtecconecre 927 23 





"Includes capital investment as follows: 1979, $161 thousand; 1980, $123 thousand; 1981, $189 thousand. 


Note.—Excludes $326 thousand in 1980 and 1981 for activities transferred to the Minority Business Development Agency, 
business development 


om $573 thousand in 1980 and $855 thousand in 1981 for activities previously financed from (in thousands of 


1979 , 1980 


Operations and Administration, International Trade Administration. ....c.co:ornoome 


$853 $282 





DEPARTMENT OF COMMERCE 


1. Executive direction of the Department.—This activi- 
ty provides for the formulation of Government policy on 
matters affecting programs and functions assigned to 
the Department and for executive direction of the De- 
partment. 


2. Departmental staff services.—The staff provides for 
the general management and administration of the De- 
partment in budget and program evaluation, civil 
rights, financial systems, inspector general, legal, orga- 
nization and management, motor vehicles, personnel, 
policy development, procurement, property, public af- 
fairs, publications, records, safety, security, and space 
matters. 


3. Secretary's special initiatives fund.—Funds have 
been set aside at the initiative of Congress for the par- 
ticular use of the Secretary in reacting to emergency 
situations or establishing special programs of a tempo- 
rary nature. 


4. SES performance awards and executive develop- 
ment.—This provides the Department with the flexibil- 
ity to retain and recruit highly competent and qualified 
executives. 


Reimbursable program.—This activity provides a cen- 
tralized source for special tasks and billings. Services 
are billed to users. 


Object Classification (in thousands of dollars) 






































Identification code 13-0120-0-1-376 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent positions.............:scsessseessseees 16,440 17,792 24,640 
11.3 Positions other than permanent esa 346 707 707 
11.5 Other personnel compensation.......,......... 162 62 62 

Total personnel compensation............. 16,948 18,561 25,409 
12.1 Personnel benefits: Civilian...............scccsseee- 1,475 1,534 1,799 
13.0 — Benefits for former personnel...................... Revi ores Oe. 
21.0 Travel and transportation of persons........... 750 688 764 
22.0 — Transportation Of things ............csccssseseeseen 5 21 21 
23.1 Standard level user charges .............ssss00 1,389 1,492 1,968 
23.2 Communications, utilities, and other rent... 740 820 1,040 
24.0 Printing and reproduction.....................s00 230 299 453 
Beth) CN NN sercscr tiene cece rccernetto 2,992 4,409 6,662 
26.0 Supplies and materials . ba 257 153 239 
Sr... RN orecsstsnsecrtcastaseteseonsesticne teens 135 98 164 
41.0 — Grants, subsidies, and contributions............. 260 500 500 

Total direct obligations................000 25,185 28,575 39,019 

Reimbursable obligations: 

21.0 — Travel and transportation of persons........... 513 134 134 
23.1 Standard level user charges..................s 9,739 9,651 9,651 
23.2 Communications, utilities, and other rent... 164 15 15 
24.0 — Printing and reproduction _ 312 300 300 
25.0 Other Services .............ssecsseee sss 4,867 7,365 7,365 
26.0 Supplies and materials... ae 69 10 10 
Se” TR coerce c cates 26 25 25 

Total reimbursable obligations............ 15,690 17,500 17,500 
99.0 Total obligations ............ssccccssseeseessseee 40,875 46,075 56,519 
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General and special funds—Continued Relation of obligations to outlays: 
SALARIES AND EXPENSEs—Continued 71.00 Obligations BIMAWTEAD, TVET scscaesscessvotesucsorsxscves 393 OBE” necscenscee 
72.40 Obligated balance, start of year.................. 1,546 1,610 2,000 
Personnel Summary 74.40 Obligated balance, end of year................00 —1,610 —2,000 —2,000 
Direct: 90.00 nes Phe ee cone) 329 a cused fa s | 
Total number of permanent positions................... 597 675 807 ; 
Total compensable WOrkyea1S .............ssssesscsssseseee 564 643 772 Distribution of outlays by account: 
Full-time equivalent of other positions......... (11) (29) (69) Trade and Industry (Special foreign currency 
Full-time equivalent of overtime and holiday program), International Trade Administration .. 7 ee 
PROB etree sists trerrorressottee (10) (5) (5) Research and development (Special foreign cur- | 
Average ES Salary .....cscsscssesesntneenteneneenenn $47,500 $50,112 = $50,112 rency program), National Oceanic and Atmos- 
— = = sevsesvsennenenennnenennnnntnnn Rrsh ace —_ pheric Administration ......tascatstanetsesestve 37 ees 
MOFAGE (ID SATAY onerevrnoorserre sraeseseranesnnrevante , Research and technical services (Special foreign 
Average salary of ungraded positions... $14,372 $15,162 $15,995 Seite pigs) lida board fee. | 
Reimbursable: ; ards Sssanne snenenennenennnnenenntnennnnnnennnnee 47 PEO OURS foal 
Total number of permanent positions .............. 74 53 53 Special foreign currency program, Department of 
Total compensable workyears Pe a oh Doe tia T es 68 50 50 MRR oss rietic cs tematienine 238 oye ee 
Full-time equivalent of other positions........ (39) (18) (18) 
im equivalent of overtime and, holiday ( a) a) The Department of Commerce special foreign curren- 
Average GS grade cscccecccnvennnnnnen 10.13 10.22 cy program supplements the activities of the following 





$26,742 $25,946 entities: 


1. International Trade Administration.—Excess for- 
eign currencies support U.S. export expansion programs 
Wuite House CONFERENCE ON BALANCED NATIONAL GROWTH AND in developing countries and stimulate our foreign com- 


Average GS salary 
















































































Economic DEVELOPMENT merce through trade and industrial exhibits, trade/ 10 
Program and Financing (in thousands of dollars) marketing centers, and trade missions. ‘i 
Identification code 13-0122-0-1-376 1979 actual 1980 est. 1981 est. 2. National Oceanic and Atmospheric Administra- | 
Fikiens i iidiinn tion.—Funds support international cooperation in envi- 1 
10.00 White House Conference (costs—obliga- ronmental research and allied sciences. 
¥ _ (object Class 25.0) oun... Ow Seki” Ss ede 3. National Bureau of Standards.—Available re 24. 
inancing: Sag coal : 
11.00 Offsetting collections from: Federal fUNdS... ...sesscssssecss  cssssseecessssees —seseesssneescenssns ee are — ented by utilizing scientific and tech 
21.40 Unobligated balance available, start of year Readies tot. Hoolliel avs nological capabilities of foreign countries. S 
25.00 Unobligated balance lapsing .........s..ssssse Ee Current funds are expected to be fully obligated in 
1980. Because of the reduced availability of foreign cur- NA 
SemeEOs MMM TMONIEN 23) \svbsstsstpnnsaiecnetiei.) = itsvabassvertday, Kesecazadavijucoea._—vosbalvbsoadyshipon al Lge pte 
rency funds, no additional budget authority is requested 22 
Relation of obligations to outlays: in 1981 
71.00 Obligations incurred, Met .......sssssssssssssssssssee Re A oNKS J M41 
72.40 Obligated balance, start of year... —3 1 Object Classificati in thousands of dollars 
74.40 Obligated balance, end of yer... apne & oe Pm - 
77.00 Adjustments in expited ACCOUMES ne mmnnnn ol identification code 13-0160-0-1-376 1979 actual «1980est. «1981 est — 
90.00 RORY S ssssaceccssssstittesioston isicstivsetinpncty RIGS RARE YD, scscscensee 21.0 Travel and transportation of persons... ] 8 f 
: ‘i DEO OTN OR WNBES sc cssccessscascsansassapsruciovessinsonsaivs 76 91 ing 
_A White House Conference to “develop recommenda- 41,0 _ Grants, subsidies, and contributions......... 365 435 typ 
tions for further action toward balanced, national Bo 634 ly 
growth and economic development,” was conducted in 99.0 Total obligations ...............ssssscssssseeseen BAS brome Od cicsscoocstitel $13 
1978. taiz 
SPECIAL FoREIGN CURRENCY PROGRAM PARTICIPATION IN UNITED STATES EXPOSITIONS* 
Program and Financing (in thousands of dollars) * See Part III for additional information. Cera 
Identification code 13-0160-0-1-376 1979 actual 1980 est. 1981 est. Program and Financing (in thousands of dollars) te 
Program by activities: a _19N5_0_1_ 481 est 
1. International Trade Administration... 1 a eetinsi ee a Rem ee ae 
2. ean Oceanic and Atmospheric Ad- ‘i i Relation of obligations to outlays: 
TITUSETALIOM ...sssssseeesesesessesessssstttsnsssssnnnnne FD satssnsnnsnnnnnnne TRCOD. “OBPGSTIONS: FNCUETEM, NEticcacsassvseconssocssenssieo cesacascosecvee fp bashenaenies 
3. National Bureau of Standards.................. 367 ie eee 72.40  Obligated balance, start of year... 174 98 a 
10.00 Total program costs, funded—obliga- 74.40 Obligated balance, end of year..... = 98 usatiseeane 
saa rere Peer aa Wr juin te whege'Se ee eee 16 98 nnn Mets 
Financing: Fund 
17.00 Recovery of prior year obligations................ —5§ : : Acco 
21.40 Unobligated balance availabe, start of year 927 Funds were provided in 1976 to cover the cost f Fy, 
24.40 Unobligated balance available, end of year. 534 demolition and removal of the pavilion at the New Inve 








York World’s Fair site and the restoration of the site t Real 


SR NID -sccctiecsustnctsesniony Sirsnmanielcnansbionnes atl 
grassland. 
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Intragovernmental funds: 


Workinc Capita, Funp 


Program and Financing (in thousands of dollars) 



































\dentfication code 13-451 1-0-4-376 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs, funded: 
1. Duplicating and related activities... 7,099 7,103 7,696 
2. Administrative Services ................00 5,520 5,629 5,868 
3. Accounting and payrolling................ 1,342 1,457 1,554 
MME Saas fescistasssctncsnagi canes vespansosss 257 188 269 
 FMNOOE TQWNMN co .ssccscerscconncossessonss Rly conccaectary  Giceseecontees 
6. Data Processing .............sssssssessesvees 3,544 3,596 4,247 
7. Automatic data processing procure- 
Manan tacccrcensecencssicene 2,159 2,876 2,992 
8. Emergency Readiness... 173 169 176 
9. Personnel operations... 2,534 3,344 3,422 
10. Public affairs................. 370 479 618 
11. Accounting standards................sssve 278 341 349 
Total operating COStS.............ssc-ssses 23,447 25,182 27,191 
Capital investment, funded ..............scsccssee 569 399 920 
Total program costs, funded .............. 24,016 25,581 28,111 
Change in selected resources (undelivered 
orders, inventories, and other assets) .... PAM \ cisieidiasis. . “eerseisbanitions 
10.00 Total ob1i gations ...............ssceccsssseeesee 24,245 25,581 28,111 
Financing: 
11.00 Offsetting collections from: Federal funds: 
Sales program: REVENUE ............:-ssseese0 —23,826 —25,983 — 28,299 
Change in unfilled customers’ orders....... 517 454 400 
21.98 Unobligated balance available, start of 
year: Fund balance ..............secccssessessesees —2,188 —1,252 — 1,200 
24.98 Unobligated balance available, end of year: 
PUNE ees sscdeseescosnucven coaasssccusssces 1,252 1,200 988 
NII On aah, eomnsesiivad oc, eae 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ............csccsssseeseen 936 52 212 
72.10 Receivables in excess of obligations, start 
OP Wet crettcrecsoceciscicieiaetcapeectasiscs —1,614 —1,131 — 1,080 
74.10 Receivables in excess of obligations, end of 
I aac ccchtical acca cuennsiosdncon 1,131 1,080 868 
90.00 Ue ee NO Eee 2k ce ee 





This fund finances on a reimbursable basis duplicat- 
ing, communications, ADP, and other administrative- 
type services that can be performed more advantageous- 
ly on a centralized basis. Government equity consists of 
$134 thousand in non-interest-bearing capital, and re- 
tained earnings of $1,765 thousand in 1979. 























Revenue and Expense (in thousands of dollars) 
1979 actual 1980 est 1981 est. 
Operating income or loss(—): 
MIR es co icc cage Se 23,826 25,983 28,299 
BORON Titty tte: Soh a lik ccc ceticias — 23,744 — 25,963 — 28,279 
Net operating INCOME ......scssssscsssscssssssssssssee 82 20 20 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with Treasury........... 575 121 121 121 
Accounts receivable (net).............. 2,975 3,751 3,751 3,751 
Advances made 12 Video ahen vo ee 
Inventories (net) 2 400 561 561 561 
eal property and equipment 
. 1,120 1,429 1,584 1,642 































































































GENERAL ADMINISTRATION—Continued 
Federal Funds—Contined 210 
Prepaid @xpenses................usecssssee 104 a ak 
Total assets...........ccsssscssesseee 5,186 5,925 6,017 6,075 
Liabilities: 
Accounts payable including funded 
accrued liabilities ...............ss. 3,118 3,789 3,808 3,846 
Unfunded liabilities ...........eecccsssee: 237 237 237 237 
Total liabilities ec... 3,355 4,026 4,045 4,083 
Government equity: 
Unexpended budget authority: 
Unobligated balance 2,188 1,252 1,200 988 
Undelivered orders + 395 463 463 463 
Unfinanced budget authority: 
Unfilled customers’ orders......... —2,140 — 1,622 —1,501 —1,166 
Invested Capital ................sscccssseesee 1,388 1,806 1,810 1,707 
Total Government equity ....... 1,831 1,899 1,972 1,992 
Analysis of changes in Government equity: 
Paid-in capital: 
ee OR Sr 167 134 187 
NINE TIN sisanccccrres ccc cscaccate alae 134 187 187 
Retained income: : 
RN NOD icc SS essence 1,683 1,765 1,785 
Transactions: 
Net operating income... 82 20 20 
CORO NN ana chacseccee eters 1,765 1,785 1,805 
Total Government equity (end of year) ...... 1,899 1,972 1,992 
+The changes in these items are reflected as change in selected resources on the program and financing schedule. 
Object Classification (in thousands of dollars) 
Identification code 13-4511-0-4-376 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent positions...................s:ssecseese 8,695 9,827 10,623 
11.3 Positions other than permanent... 1,168 1,483 1,415 
11.5 Other personnel compensation........ 2,341 2,473 2,860 
Total personnel compensation... 12,204 13,783 14,898 
12.1 Personnel benefits: Civilian................. 1,110 1,172 1,265 
21.0 — Travel and transportation of persons.......... 116 104 124 
22.0 Transportation of thingS.................sssesscsssses 4 40 43 
23.2 Communications, utilities, and other rent... 4,264 3,778 4,634 
24.0 — Printing and reproduction..................sss000 1,465 1,308 1,426 
25.0 Other services .................. 2,545 3,204 3,385 
26.0 Supplies and materials 2,056 1,793 2,112 
SEO: IE sscccncderen cases. sa 479 399 224 
42.0 — Insurance claims and indemnities................ Bee) aaa, 
99.0 Total obligations ...............sccsssssssseee 24,245 25,581 28,111 
Personnel Summary 
Total number of permanent positions....................se+ 595 596 606 
Total compensable WorkyearS...............sscscsssesessseseesees 584 589 599 
Full-time equivalent of other positions (57) (57) (29) 
Full-time equivalent of overtime and holiday 
I sh aid ER ci (28) (30) (29) 
Average GS grade... 10.40 10.13 10.22 
Average GS Salary........sssvssessssecscseeee ww» $25,919 $26,742 $25,496 
Average salary of ungraded positions ..................ss0e $14,372 $15,162 $15,995 
CONSOLIDATED WoRKING FUND 
Program and Financing (in thousands of dollars) 
Identification code 13-3901-0-4-376 1979 actual 1980 est. 1981 est. 





Program by activities: 
Miscellaneous services to other accounts 
(program costs, funded) ...............s-s0e« 23 
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Intragovernmental funds—Continued 


CoNSOLIDATED WorRKING Funp—Continued 


Program and Financing (in thousands of dollars) —Continued 












































MISCELLANEOUS TRUST FUNDS 


Program and Financing (in thousands of dollars) 


Identification code 13-3901-0-4-376 1979 actual 1980 est. 1981 est. 
Change in selected resources (undelivered 
NPS) estas 8. Siccctatee ch shows Stbaisibtacne Bi: Wesnasschiocias 
10.00 Total obligations .............ssssssssseseeseee OT iss? TORRE. 
Financing: 
21.98 Unobligated balance available, start of 
year: Fund balance ..........ssssscsccssssscsssnsees — 280 —113 —113 
24.98 Unobligated balance available, end of year: 
. HANNA TENINCG scdssssrcrcast spcassbonssistochs Rees 113 113 113 
25.00 Unobligated balance lapsing................000 Fe ee ran deoeneteriaekstaste 
EIMMNMPLTNMNOIOETED ssissciceshcssacsacencestics= vcscsaeofiptcse. egesenasesVfebts_siyassssduesi¥itess 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............ccssseeecenee BT skh liry Uitsasyasssea0) 
72.98 Obligated balance, start of year: Fund bal- 
IND cscs vcacs vo heats cussbcacasishoasianglicece —687 B84. ondaads.:. 
74.98 Obligated balance, end of year: Fund bal 
NOD sosscepusoonicseseasccensanspecieorereleeenneesees UGH ccssssnsessbtete’ ) Lesdaettretttonnes 
90.00 TIS 3s oasesccraaascongasiarsenncRieapensgs —844 BBA ie ssccastvedhscosessis 
Object Classification (in thousands of dollars) 
Identification code 13-3901-0-4-376 1979 actual 1980 est. 1981 est. 
24.0 — Printing and reproduction............ssssssssssssee 4 
25.0 — Other services ll 
GUO FRING wa ccckesscees ses scgotoceieges eaosretristise 12 
99.0 Total obligations ...............sccscssseeccsseees OT ames Samat RTE 
Trust Funds 



































Identification code 13-9971-0-7-376 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Gifts and bequests: 
(a) Sailboat program ..........scccsssseesesene 27 20 20 
(b) Environmental services... 8 5 5 
(c) Standards missions......... 127 100 100 
(d) Special central services ..............0+0. 15 10 10 
(e) Miscellaneous contributed funds...... 21 15 15 
(f) Promotion of international travel...... 27 20 20 
Total gifts and bequests..................... 225 170 170 
2. Special studies, services, and projects: 
Miscellaneous contributed funds............. 22 30 30 
Total program costs, funded?........ 247 200 200 
Change in selected resources (undelivered 
IOI) 3555s Scab Mesos ssecessocscoortons See eee Aaiotiriive 
10.00 Total Obligations ..............ssssscssseeeseen 225 200 200 
Financing: 
21.40 Unobligated balance available, start of 
year: 
Treasury Dalance.........e.sssscscssseesssssesesssees —187 —211 —211 
U.S. SeCUTItIeS (Par) ........sscsssessssseecsssees —60 —3§ —3§ 
24.40 Unobligated balance available, end of year: 
Treasury Dalance............scccsssssecscsssseeeee 211 211 211 
US. SOCUFTEIOS "(DGF) nnn. cscsssssssssssscsosonse 35 35 35 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. 224 200 200 
Distribution of budget authority by account: 
GATES OIE HOQUORES ssicssssssSbaranscossssosososaranstccbsivsine 203 170 170 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 


Special studies, services, and projects................. 21 30 30 





Relation of obligations to outlays: 















71.00 Obligations incurred, Net .............cscssseccssees 225 200 200 
72.40  Obligated balance, start of year.................. 48 30 30 
74.40 Obligated balance, end of year................ —30 —30 —H 
90.00 NNEANS oa sttsaeagtseaecistaseitstorasss 243 200 200 
Distribution of outlays by account: 
(GATES GINO OMIASES oa. cccscthcersczsocccstcessscotoossesssssss 225 170 170 
Special studies, services, and projects................. 18 30 30 





1 Includes capital investment as follows: 1980, $10 thousand; 1981, $10 thousand. 


1. Gifts and bequests.—The Secretary of Commerce is 
authorized to accept, hold, administer, and utilize gifts 
and bequests of property, both real and personal, for 
the purpose of aiding or facilitating the work of the 


Department of Commerce. Property and the proceeds | 


thereof are used as nearly as possible in accordance 
with the terms of the gift or bequest. 

2. Special studies, services, and projects.—Fees collect- 
ed for filling requests for special information are depos- 
ited in this fund. 


Object Classification (in thousands of dollars) 

















Identification code 13-9971-0-7-376 1979 actual 1980 est. 1981 est 
21.0 Travel and transportation of persons........... 30 5 5 
23.2 Communications, utilities, and other rent... ..........00 5 5 
24.0 Printing and reproduction TOE scosateseantr 2 beahecaeee 
25.0 Other Services ...........ss-ssse 175 175 175 
26.0 Supplies and materials......... 10 5 

BLD. EANONMPUSNIN 5A & sessshecehei cbc Alecsschtcacsesssetd > Seetieeesee tewee 10 10 
99.0 Total obligations......... 225 200 200 











BUREAU OF THE CENSUS 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary for collecting, compiling, analyzing, prepar- 
ing, and publishing statistics, provided for by law, [$52,090,000] 
$58,268,000. (12 U.S.C. 4, 6, 8(b), 12, 41-45, 61-63, 181, 182, 301-307; 15 
U.S.C. 1516; 19 U.S.C. 1484, 2354, 2393; 31 U.S.C. 18(b); 44 U.S.C. 1348; 
50 U.S.C. App. 2292; Department of Commerce Appropriation Act, 
1980.) 


Program and Financing (in thousands of dollars) 








Identification code 13-0401-0-1-376 1979 actual 1980 est 1981 est 
Program by activities: 
Operating costs: 
Direct program: 
1. Current economic statistics pro- 

grams: 
(a) Business statistics................ 9,058 9,385 9,193 
(b) Construction statistics............ 5,204 5,764 6,079 
(c) Manufacturing statistics.......... 7,145 7,546 8,395 
(d) General economic statistics... 4,160 4,830 4,934 
(e) Foreign trade statistics........... 10,907 11,299 12,583 
(f) State and local government 

tablets <ceeleb BPs ecsseitbites 3,363 3,708 3,518 
(g) Agriculture statistics............... 273 300 ill 
(h) Gross national product data 

MOONENIONS 5.ccncceees. aaa a ee 1,175 

2. Current demographic statistics 

programs: 
(a) Demographic surveys............. 5,229 5,828 6,163 
(b) Demographic reports ............ 3,159 3,291 3,361 
(c) International statistics............ 659 710 8 
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(d) Housing statistics................... 480 413 435 
3. Other programs and publications: 5; 
(a) Statistical abstract and sup- 



































III coarse crcsa cccceonncs 1,002 1,032 1,087 
(b) General research................s000 502 522 544 
Total direct program................. 51,141 54,628 59,171 
Reimbursable program ................ssssesssee 66,387 74,522 74,765 
Total operating COStS............ssssesesse 117,528 129,150 133,936 
Unfunded adjustments to total operating 
costs: 
Depreciation included above................ —802 —182 —854 
Other costs included above not re- 
QUiFNg FUNGING .........eessssssesesssnseees —216 — 668 — 667 
Total operating costs, funded... 116,510 127,700 132,415 
Capital investment .............sccsssseessssseeees 580 611 618 
Total program costs, funded .............. 117,090 128,311 133,033 
Change in selected resources (stores, un- 
delivered orders, accrued annual leave) . TB See ee 
10.00 Total obligationS..............::.scccsssssseeees 117,824 128,311 133,033 
Financing: 
Offsetting collections from: 
RU UMIRAICY REIGNS TULIM USS ccfas icstsssostadesedesecoscncccsceacecose —67,701 —74,522 —714,355 
14.00 —- Non-Federal SOUFCES............sccssssssseescsessee he Pad, —410 
25.00 Unobligated balance lapsing FOB y ssciedlbeeseeee * Cascsatinbotcecenas 
Budget authority... 51,033 53,789 58,268 
Budget authority: 
40.00 Appropriation ....................csssssscsssssescsssseees 51,033 52,090 58,268 
44.20 Supplemental for civilian pay raises... 0... OS < hcacscentcaite 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................ssssesese 50,075 53,789 58,268 
72.40 Obligated balance, start of year 4,786 18,436 21,501 
74.40 Obligated balance, end of year.................... —18,436 —21,501 — 26,212 
77.00 Adjustments in expired accounts................. OO es « ie. 
90.00 Outlays, excluding pay raise supple- 
UI ae Liecteasnsiskorsccastccsecsnit 36,460 49,073 53,509 
91.20 Outlays from civilian pay raise sup- 
OMNI ck. c craton canicseaie 1,651 48 





The activities of this appropriation provide for the 
collection, compilation, and publication of a broad range 
of current statistics dealing with economic, demograph- 
ic, and social data. 

1. Current economic statistics programs—(a) Business 
statistics:—This program provides current information 
on sales and related measures of retail and wholesale 
trade and selected service industries. 

(b) Construction statistics.—Reports are provided on 
significant construction activity such as housing per- 
mits and starts, value of new construction, residential 
alterations and repairs, and quarterly price indexes for 
new, single-family houses. 

(c) Manufacturing statistics.—Surveys of key industri- 
al commodities and manufacturing activity provide cur- 
rent statistics on the quantity and value of industry 
output. 

The 1981 budget provides for the implementation 
phase of a monthly survey of inventories, sales, and 
related information for large, complex companies in the 
retail, wholesale, and manufacturing sectors. 

(d) General economic statistics.—This subactivity pro- 
vides an industrial directory of all U.S. business firms 
and their establishments, uniform classification data, 
and annual county business data. 

(e) Foreign trade statistics.—Monthly, cumulative, 
and annual reports are published on the quantity, ship- 


ping weight, and dollar value of imports and exports, by 
mode of transportation, detailed commodity category, 
customs district, and country of origin or destination. 
Commodity classifications are being improved for com- 
parability and other activities are being conducted in 
support of the Trade Act of 1974. 

The 1981 budget provides for the acceleration of trade 
monitoring activities required by the Trade Act of 1974. 
The activities will measure and monitor the relation- 
ships between foreign trade and domestic production 
and employment. 

(f) State and local government statistics.—Reports are 
published annually regarding the revenue, expendi- 
tures, indebtedness and debt transactions, financial 
assets, employment, and payrolls of State and local gov- 
ernments. Quarterly information on State and local tax 
revenue is furnished on the national level by type of 
tax and governmental level. 

(g) Agriculture statistics.—Information on cotton gin- 
nings and production is compiled and published. Statis- 
tical services are provided regarding the information 
from the census of agriculture. 

(h) Gross national product data improvements.—The 
1981 budget provides for a number of activities designed 
to improve the estimates of gross national product by 
augmenting current data inputs to GNP and by other 
measures to fill existing data gaps. 

2. Current demographic statistics programs—(a) Demo- 
graphic surveys.—This program provides information on 
the number, the geographic distribution, and the social 
and economic characteristics of the population. This 
program also includes testing and development of alter- 
native survey methods and development of improved 
income and program eligibility data. 

(b) Demographic reports.—This program provides cur- 
rent reports on the geographic distribution and on 
the demographic, social and economic characteristics of 
the population, as well as current estimates and future 
projections of the population of the United States. The 
program also develops measures of social well-being and 
quality of life. 

(c) International statistics.—This program provides es- 
timates for various countries of population, labor force, 
and economic activity, including spatial distribution, 
and analyses concerning aspects of demographic poli- 
cies, economic policies, and trends. 

(d) Housing statistics.—National and regional esti- 
mates of housing vacancy rates and the Nation’s hous- 
ing inventory are developed. 

3. Other programs and publications—(a) Statistical 
abstract and supplements.—The Statistical Abstract, 
prepared annually, summarizes Government and pri- 
vate statistics of the industrial, social, political and eco- 
nomic activities of the United States. 

(b) General research.—Research is conducted on 
survey methods and techniques to find ways of improv- 
ing the efficiency, accuracy and timeliness of statistical 
programs. 

Reimbursable program.—The Bureau of the Census 
undertakes work for other governmental agencies that 
can be more appropriately or efficiently performed by 
the Bureau of the Census than the sponsoring agency. 
Significant work includes collection of labor force data 
for the Bureau of Labor Statistics, national health and 
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General and special funds—Continued 
SALARIES AND ExpeNses—Continued 

education program data for the Department of Health 

and Human Services and the Department of Education, 


and annual housing data for the Department of Hous- 
ing and Urban Development. 


Object Classification (in thousands of dollars) 



































Identification code 13-0401-0-1-376 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: ’ 

11.1 Permanent pOSitiONS................sesscsssesesnee 32,530 34,172 34,770 
11.3 Positions other than permanent - 2,137 3,153 4.371 
11.5 Other personnel compensation................ 773 877 1,081 

Total personnel compensation............. 36,040 38,202 40,222 
12.1 — Personnel benefits: Civilian.............. cs 3,283 3,702 4,631 
13.0 Benefits for former personnel AY eee untnchcties 
21.0 Travel and transportation of persons........... 1,156 1,058 1,016 
22.0 — Transportation Of thingS ...............ssssssssssssee 70 70 64 
23.1 Standard level user Charges...........ssssssssee 4,071 4,072 5,095 
23.2 Communications, utilities, and other rent... 1,012 1,598 1,847 
24.0 Printing and reproduction.................sssssee 1,677 1,543 1,733 
25.0 Other services .............0se $e 2,293 2,947 2,605 
26.0 Supplies and materials . 3 783 642 692 
310 SERMON BR CUE Sa a 338 355 363 
41.0 Grants, subsidies, and contributions............ Wey popoess | eet, 

Total direct obligations...................00+ 50,731 53,789 58,268 

Reimbursable obligations: 
Personnel compensation: 

11.1 Permanent pOSitiOns................sescsssessesne 27,652 28,679 28,790 
11.3 Positions other than permanent. rm 15,070 20,952 20,857 
11.5 Other personnel compensation................. 836 1,341 1,345 
11.8 Special personal services payments........ Biel ier dae cue yy 

Total personnel compensation............. 43,566 50,972 50,992 
12.1 Personnel benefits: Civilian................s0000 3,591 3,956 3,969 
21.0 — Travel and transportation of persons........... 6,634 4,956 5,116 


22.0 — Transportation of thingS................ssssscssssseee 120 129 161 



































23.1 Standard level user charges.............ss+ 2,184 2,184 3,310 
23.2 Communications, utilities, and other rent.... 3,520 3,875 2,754 
24.0 — Printing and reproduction...............cccsssseee: 1,886 2,161 2,165 
25.0 Other services .............. a 2,627 4,744 4,746 
26.0 Supplies and materials....... os 1,979 820 823 
DEW PROMI IO scaecsasssssaisonsecesscastecissccpropscies ee 790 525 529 
41.0 — Grants, subsidies, and contributions............ 196 200 200 
Total reimbursable obligations............ 67,093 74,522 74,765 
99.0 Total Obligations ..............sssssssssssseeees 117,824 128,311 133,033 
Personnel Summary 
Direct: 
Total number of permanent positions ................... 2,070 2,036 2,067 
Total compensable WOrky@ar............sssssssvssesessssee 2,329 2,346 2,397 
Full-time equivalent of other positions (285) (330) (360) 
Full-time equivalent of overtime and holiday 
ROIS 8 pattecsctne Stsoreyasooh taba (41) (44) (53) 
Average ES salary ... is $50,074 $50,074 
Average GS grade ... ren 8.18 8.18 
Average’GS Salaty......ssssssssssssssssessssssossossesceecesesen $20,240 $20,446 
Reimbursable: 
Total number of permanent positions .............000 1,220 1,176 1,159 
Total compensable WOrkyearS...............ssssecsssssseees 3,248 3,811 3,819 
Full-time equivalent of other positions.............. (2,097) (2,701) (2,709) 
Full-time equivalent of overtime and holiday 
OER, ists saeh eisai (44) (66) (66) 
Average ES salary... wee $47,455 $50,074 $50,074 
Average GS grade........ =e 8.18 8.18 8.18 
PTGS ES PANY 8.882 BLES... $18,916 $20,240 $20,446 
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PERIODIC CENSUSES AND PROGRAMS 


For expenses necessary to collect and publish statistics for periodic 
censuses and programs, provided for by law, [$604,900,000] 
$148,085,000, to remain available until expended: Provided, That cer- 
tain enumerators for the 1980 Decennial Census may be paid on a 
piece rate basis without regard to the provisions of 29 U.S.C. 206 and 
207. [None of the funds made available to the Bureau of the Census 
under this Act may be expended for prosecution of any person for the 
failure to return 1978 Agricultural Census forms 78-A40A or 78- 
A40B, or 78-A40C or 78-A40D, or for the preparation of similar forms 
for any future agricultural census.] (13 U.S.C. 4, 6, 12, 131, 141, 142, 
161, 181, 191; 15 U.S.C. 1516; 42 U.S.C. 1973 aa-5; Department of 
Commerce Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 



























































Identification code 13-0450-0-1-376 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs: 
1. Economic statistics programs: 
(a) Economic Censuses. ..............:++0++ 13,448 14,533 6,292 
(b) Census of governments... 1,051 729 815 
(c) Census of agriculture................. 22,494 12,489 6,709 
2. Demographic statistics programs: 
(a) Intercensal demographic esti- 
PRN RINE sss cnssscacdacaccek 2,179 2,716 10,190 
(b) Decennial census 115,691 662,253 111,708 
(c) Registration and voting surveys. RIG RR jigs 
(d) Mid-decade Census............ss 59 BON can scene 
3. Periodic programs geographic support 3,116 3,899 3,366 
4. Data processing equipment................ 789 4,727 4,028 
Total operating costs...............0 158,959 702,197 143,108 
Unfunded adjustments to total operating 
costs: 
Depreciation included above..................+« —1,627 —1,070 —194 
Other costs included above not requiring 
GNU sc ctccocceste escecostscesesieesbercveetinees —330 —672 —116 
Total operating costs, funded........ 157,002 700,455 142,138 
Capital investment: 
1. Large-scale data processing equip- 
INGO asscsssscicnccssccesaccisvccstucbcesssonbeteaien 624 6,439 6,980 
2. Other capital investment ..................+. 1,051 2,346 800 
Total capital investment................. 1,675 8,785 7,780 
Total program costs, funded.......... 158,677 709,240 149,918 
Change in selected resources (stores, un- 
delivered orders, accrued annual leave) . 21,102 —25,032 — 1,833 
10.00 Total obligations ..............ssscccsssseeeseen 179,779 684,208 148,085 


Financing: 
21.40 Unobligated balance available, start of 
ENE fos ocblbrs Sbannlahboee ec Sars bostestuatavas — 22,666 


year 
24.40 Unobligated balance available, end of year.. 44,815 
Budget authority 0.0.0... 201,928 








Budget authority: 








40.00 Appropriation ..................ccsscsssssssssseeseesees 201,928 604,900 148,085 
44.20 Supplemental for civilian pay raises... ..........ssss.«. SASS eressesorsconsen 
Relation of obligations to outlays: 

71.00 Obligations incurred, net .............c.ssssseees 179,779 684,208 148,085 
72.40 Obligated balance, start of year.. 19,193 53,970 170,804 
74.40 Obligated balance, end of year............0ss..... —53,970 —170,804 — 89,292 
90.00 Outlays, excluding pay raise supple- 

TROD a stscicossessuarnarissansssnitioss 145,002 533,955 228,523 
91.20 Outlays from civilian pay raise sup- 

DIONNE IGE tier ORR Hey? bs 33 MO 33,419 1,074 





This appropriation funds legislatively mandated cen- 
suses and surveys of major economic and demographic 
areas once or twice each decade and other major perl 
odic activities that may be authorized. 
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1. Economic statistics programs—(a) Economic cen- 
suses.—The economic censuses cover manufactures, 
mineral industries, retail and wholesale trades and 
service industries, construction, and transportation 
every 5th year, covering calendar years ending in 2 
and 7. 

The 1981 budget provides for continued planning and 
preparation for the 1982 censuses. The activities for this 
year include planning data content; developing method- 
ologies and procedures for data collection and process- 
ing; continuing programs to reduce respondent burden, 
to provide respondent assistance and to assure the qual- 
ity of the data collected; and preparing for the data 
collection activities of the economic censuses on a con- 
current basis with the census of agriculture. 

(b) Census of governments.—This census collects State 
and local government data including taxes, tax valu- 
ations, governmental receipts, expenditures, indebted- 
ness, and number of employees. This census is taken 
every 5th year for calendar years ending in 2 and 7. 

The 1981 budget provides for the second year of plan- 
ning for the 1982 census. Operations will include a com- 
plete review of the tabular presentation of 1977 census 
results with the objective of improving the usefulness 
and clarity of the data products, continued research in 
the field of local governmental organizations, and plan- 
ning and preparation activities for the taxable property 
values survey. 

(c) Census of agriculture.—This census covers the ag- 
ricultural sector of the economy for 1978 and thereafter 
for calendar years ending in 2 and 7. In addition to the 
regular census program, this activity includes the cen- 
suses of irrigation and drainage, which were collected 
for 1978 and will be collected at ten year intervals 
beginning in 1987. 

The 1981 budget provides for the completion of work 
on the 1978 census and continued planning for the 1982 
census. The activities for the 1982 census will concen- 
trate on user needs, data content, mailing list acquisi- 
tion and refinement, area sample testing, processing 
system design, and planning for the evaluation pro- 
gram. 

2. Demographic statistics programs—(a) Intercensal 
demographic estimates.—This program provides for up- 
dated population and per capita income estimates for 
approximately 38,500 general purpose governmental 
units for equitable allocation of funds under the Gener- 
al Revenue Sharing Act. 

The 1981 budget provides for IRS coding of place of 
residence information from 1980 individual income tax 
forms. These data will be used to evaluate the adminis- 
trative record methodology for producing estimates of 
population and income. This updating is necessary to 
provide a firm foundation for small area estimates in 
the 1980’s. 

(b) Decennial census.—The decennial census of popu- 
lation and housing involves the enumeration of the 
total population of the 50 States, the District of Colum- 
bia, Puerto Rico, Virgin Islands, Guam, Canal Zone, 
and other areas of U.S. sovereignty or jurisdiction. 

The 1981 budget provides for the tabulation and issu- 
ance of the census results. The tabulations will serve as 
the source for official population counts for the States 
and must be delivered to the President by January 1, 
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1981. Population counts for specific areas within the 
States must be reported to the Governors by April 1, 
1981. Data will be issued on the general population and 
housing characteristics for all geographic areas down to 
the city block level based on the 100% count. For the 
censuses of outlying areas, all activities should be com- 
pleted through the processing phase. 

3. Periodic programs geographic support.—This activi- 
ty provides for fulfilling the geographic requirements of 
the various periodic censuses and large-scale surveys 
and involves accurate identification of both political 
and statistical areas, preparation of maps, and mainte- 
nance of geographic base files. 

4. Data processing equipment.—This program provides 
for leasing of selected electronic data processing equip- 
ment to update existing computer systems. 

Capital investment—1. Large-scale data processing 
equipment.—This program provides for the purchase of 
additional electronic equipment needed to. modernize 
the data processing installation of the Bureau of the 
Census. 

2. Other capital investment.—This program provides 
for the acquisition of office furniture, machines, and 
other miscellaneous equipment necessary to conduct pe- 
riodic censuses and surveys. 


Object Classification (in thousands of dollars) 






































Identification code 13-0450-0-1-376 1979 actual 1980 est 1981 est. 
Personnel compensation: 
11.1 Permanent pOsitiOns..............ccessssseessssees 10,489 11,616 10,788 
11.3 Positions other than permanent... 67,986 472,973 86,068 
11.5 Other personnel compensation................ 4,022 3,112 1,094 
11.8 Special personal services payments........ Hh <ios. 4] 
Total personne! compensation............. 82,562 487,701 97,997 
12.1 Personnel benefits: Civilian..............c..csee- 7,094 33,716 8,392 
21.0 Travel and transportation of persons........... 10,389 40,924 4,838 
22.0 Transportation of thingS ................sscsssseseee 389 2,658 176 
23.1 Standard level user charges .................s-+0 1,565 3,565 4,867 
23.2 Communications, utilities, and other rent.... 11,582 73,219 5,388 
24.0 — Printing and reproduction................scccssssee 21,550 6,406 3,494 
ZoEUN CRE SI osc iccsmessornctasnennss 20,399 15,003 11,685 
26.0 Supplies and materials 14,441 9,553 1,564 
ct) MMM” LONER ca STAT Rivero neo 9,799 11,463 9,684 
41.0 Grants, subsidies, and contributions............ WD  sctectines austen 
42.0 Insurance claims and indemnities................ DO aera, trea: 
99.0 Total obligations .................ssssccsseeeeseee 179,779 684,208 148,085 
Personnel Summary 
Total number of permanent positions..............-..00+« 571 571 556 
Total compensable workyed'S............-..c--csees0 4,210 45,860 6,797 
Full-time equivalent of other positions (3,641) (45,142) (6,184) 
Full-time equivalent of overtime and holiday 
ND asc cte ank cre etre cance acces (149) (58) 
Average ES salary $50,074 $50,074 
Average GS grade 8.18 8.18 
Average GS salary $20,240 $20,446 
Intragovernmental funds: 
CONSOLIDATED WoRKING FUND 
Program and Financing (in thousands of dollars) 
Identification code 13-3904-0-4-376 1979 actual 1980 est. 1981 est. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net .............cccccsssseesee 
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Intragovernmental funds—Continued 
CONSOLIDATED WorKING Funp—Continued 


Program and Financing (in thousands of dollars) —Continued 





Identification code 13-3904-0-4-376 
72.98 


1979 actual 1980 est. 1981 est. 





Obligated balance, start of year: Fund bal- 
74.98 


77.00 
90.00 








Trust Funds 


SPECIAL Stup1Ees, SERVICES, AND PROJECTS 


Program and Financing (in thousands of dollars) 





Identification code 13-8544-0-7-376 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs: 
1. Economic data 605 
2. Demographic data 836 
3. Special censuses of population 461 
4. Age and citizenship searches 1,519 
5. Other data production and services..... 2,422 


5,843 





Total operating costs 
Unfunded adjustments to total operating 
costs: 


Depreciation included above 15 


5,828 





Total program costs, funded + 
Change in selected resources (undelivered 
orders) 74 


5,902 





10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


60.00 


—1,771 
1,991 





Budget authority (appropriation) 


(permanent, indefinite) 6,122 8,116 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 5,902 8,116 
72.40 Obligated balance, start of year 402 613 613 
74.40 Obligated balance, end of year —613 —613 —613 


90.00 5,691 8,116 9,283 





Outlays 





1 Includes capital investment as follows: 1979, $51 thousand; 1980, $171 thousand; and 1981, $68 thousand. 


The Bureau of the Census performs statistical work 
and analysis, at cost, when it is determined to be in the 
public interest and the statistics furnished will not 
identify individuals or particular organizations. 

On a continuing basis, the Bureau furnishes age and 
citizenship data to individuals for their use in qualify- 
ing for social security, old-age benefits, retirement, 
passports, court litigation, insurance settlements, and 
other social services. Special censuses are conducted for 
States, counties, cities, towns, or other political divi- 
sions requiring an up-to-date count of their population. 
The Bureau also periodically performs statistical work 
and data analysis for State and local governments, uni- 
versities, trade associations, and individuals upon re- 
quest. 


Object Classification (in thousands of dollars) 


Identification code 13-8544-0-7-376 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 2,395 2,425 
Positions other than permanent 2,610 3,435 
Other personnel compensation 292 335 


Total personnel compensation 5,297 6,195 
Personnel benefits: Civilian 493 527 
Travel and transportation of persons 294 
Transportation of things 80 
Standard level user charges 160 
Communications, utilities, and other rent... 260 
Printing and reproduction............ 45 
Other services 
Supplies and materials... 


Grants, subsidies, and contributions. 
Refunds 


Total obligations 





Personnel Summary 





Total number of permanent positions 245 245 
Total compensable workyears. 397 452 
Full-time equivalent of other positions (153) (208) 
Full-time equivalent of overtime and holiday 
( (13) (15) 
$47,455 $50,074 $50,074 
8.18 
$18,916 


Average ES salary 
Average GS grade 
Average GS salary 


8.18 8.18 
$20,446 


$20,240 





ECONOMIC AND STATISTICAL ANALYSIS 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses, as authorized by law, of economic and 
statistical analysis programs, [$17,875,000] $24,986,000. (15 U.S.C. 
171, 175, 1512, 1516; 22 U.S.C. 286f, 3101-08; 31 U.S.C. 18b; 50 U.S.C. 
app. 2061; Department of Commerce Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 13-1500-0-1-376 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 

1. Bureau of Economic Analysis: 
(a) National economic accounts... 
(b) Analysis of business trends... 
(c) International economic ac- 
counts 3,484 

2. Office of Federal Statistical Policy 

and Standards 1,048 
3. Bureau of Industrial Economics 655 
4. Office of Economic Affairs... 494 


16,826 
2258 


19,084 


6,539 
4,606 


Total direct program 
Reimbursable program 


Total program costs, funded? 
Change in selected resources (undelivered 
orders) 59 


10.00 Total obligations 19,143 


Financing: 
11.00 Offsetting collections from: Federal funds ... 
25.00 Unobligated balance lapsing 


Budget authority 





Budget authority: 
40.00 Appropriation .............cccccssecssseeesene , 
42.00 Transferred from other accounts 








8,473 
3,884 


4,263 
1,182 
6,663 

521 


24,986 
3,490 


28,476 
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+ Includes capital investment as follows: 1979, $230 thousand; 1980, $128 thousand; 1981, $137 thousand. 


Note—Includes $3,352 thousand in 1980 (beginning January 1, 1980) and $5,885 thousand in 1981 for activities 
previously financed in the following amounts from: 







{In thousands of dollars} 






Oct. I- 
1979 Dec. 31, 
1979 
Operations and administration, International Trade Administration, Department of 
en acca sere capsvatnagheaaielabacaclanian $4,987 $1,907 





1. Bureau of Economic Analysis (BEA).—The objective 
of BEA is to provide a clear picture of the state of the 
economy through the preparation, development, and in- 
terpretation of the economic accounts of the United 
States. The principal programs are: 

(a) National economic accounts.—The national income 
and product accounts, summarized by the gross nation- 
al product (GNP), provide an up-to-date overall view of 
national production, its distribution, and its use as 
shown by the interrelated receipts and expenditures of 
producers, consumers, investors, government, and the 
foreign customers of the United States. The wealth ac- 
counts show the business and other components of tan- 
gible national wealth. The GNP-related measures, pre- 
pared within the framework of the national economic 
accounts, extend these accounts by providing estimates 
of costs for pollution abatement and control and meas- 
ures for evaluating changes in the national well-being. 
The interindustry accounts consist of the preparation, 
development, and analysis of input-output tables. The 
regional accounts provide detail on economic activity by 
region, State, Standard Metropolitan Statistical Area, 
and county. 

(b) Analysis of business trends.—This work includes 
surveys of business investment, econometric models of 
the U.S. economy, a system of business cycle indicators, 
and analyses of the business situation. 

(c) International economic accounts.—The balance of 
payments accounts provide a comprehensive and de- 
tailed view of economic transactions between the 
United States and foreign countries. The international 
investment accounts consist of the preparation, develop- 
ment, and analysis of estimates of U.S. direct invest- 
ment abroad and foreign direct investment in the 
United States. The 1981 request provides for an in- 
crease of $370 thousand for current surveys of direct 
investment to maintain a regular data collection pro- 
gram to collect and publish current information related 
to international investment as mandated by the Inter- 
national Investment Survey Act of 1976. 

2. Office of Federal Statistical Policy and Stand- 
ards, — The objective of the Office of Federal Statistical 
Policy and Standards is to assure the integrity, accura- 
ty, and timeliness of Federal statistics. The Office is 
responsible for the development and coordination of sta- 





























43.00 Appropriation (adjusted) ................ 16,977 _ 21,227 24,986 
44.20 Supplemental for civilian pay 

la cas oa Dian void aa cual dapanicnsin TO cai 

Relation of obligations to outlays: 

71.00 Obligations incurred, Net ..............ssscccceee 16,885 21,824 24,986 
72.40 Obligated balance, start of year..... 1,815 1,004 1,439 
74.40 Obligated balance, end of year.................... —1,004 — 1,439 —1,871 
77.00 Adjustments in expired accounts................. Sea RNE  scadscasiesstictorn ~sanceeebeecttioas 
90.00 Outlays, excluding pay raise supple- 

IRI csi assoc nieciscccdisssvisiansen 17,545 20,809 24,537 
91.20 Qutlays from civilian pay raise sup- 

MONOID cscsssSisconslevsiesisosiciacisicce _civvaséssenistone 580 17 











tistical policy and the development and implementation 
of statistical standards and guidelines. 

3. Bureau of Industrial Economics.—The objective of 
the Bureau of Industrial Economics is to conduct analy- 
ses and research on a broad range of sectoral and indus- 
trial economic questions. The Bureau is responsible for 
developing the industrial data needed to perform its 
own analyses and research as required by the Depart- 
ment and other Federal agencies in the formulation of 
their policy decisions. 

4. Office of Economic Affairs.—The objective of the 
Office of Economic Affairs is to support the policy 
advice function of the Chief Economist for the Depart- 
ment through the analysis and interpretation of macro- 
economic conditions and policy issues. The Office is re- 
sponsible for (1) monitoring, interpreting, and preparing 
forecasts of current business conditions; (2) advising the 
Chief Economist on the economic impact of proposed 
legislation and proposed departmental and other Feder- 
al agency regulations; and (3) preparing speeches, re- 
ports, and articles on a wide range of economic matters. 

Reimbursable.—ESA, upon request by other Federal 
agencies, provides economic and statistical data and 
analysis on a reimbursable payment basis. Significant 
activities include provision of State and county money 
income estimates for the Bureau of the Census and 
provision of edited unemployment insurance data by 
State for the Bureau of Labor Statistics. 


Object Classification (in thousands of dollars) 





Identification code 13-1500-0-1-376 






































1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent poOsitiOns.............:--sessseecsseeses 10,640 15,027 17,015 
11.3 Positions other than permanent............... 44) 583 675 
11.5 Other personnel compensation................ 137 158 196 

Total personnel compensation............. 11,218 15,768 17,886 
12.1 — Personnel benefits: Civilian.................ss 939 1,337 1,545 
21.0 Travel and transportation of persons........... 88 106 129 
22.0 — Transportation of thingS.................sssssessees l 2 2 
23.1 Standard level user charges ..............:-.csssee« 770 840 1,170 
23.2 Communications, utilities, and other rent... 773 962 1,043 
24.0 — Printing and reproduction................-:sssessss 896 1,066 1,209 
25.0 Other Services ..............sssseee 1,723 1,377 1,601 
26.0 Supplies and materials 247 248 274 
SPE: BONINNNN cacecachcaceacssccscnctaccmahomnas 230 118 127 

Total direct obligationS..................0 16,885 21,824 24,986 

Reimbursable obligations: 
Personnel compensation: 

11.1 Permanent pOSitiOnS..............:-sssessseesssees 1,306 1,387 1,417 
11.3 Positions other than permanent.............. 147 150 150 
11.5 Other personnel compensation ................ 15 15 15 

Total personnel compensation............. 1,468 1,552 1,582 
12.1 Personnel benefits: Civilian................ssssesee 125 131 134 
21.0 — Travel and transportation of persons........... 7 20 20 
23.1 Standard level user charges ...............ssss00 79 54 54 
23.2 Communications, utilities, and other rent..... 139 146 146 
24.0 Printing and reproduction 131 125 125 
25.0 Other Services ...............ssssees: 270 1,375 1,375 
26.0 Supplies and materials... 22 24 24 
PEL SHRINE Sccrcceseaesceeeerctesteteircicececcccena. uwieeatastucnass 10 10 
41.0 — Grants, subsidies, and contributions............. 17 20 20 

Total reimbursable obligations............. 2,258 3,457 3,490 
99.0 Total obligations .................ssecccsseeeessee 19,143 25,281 28,476 
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General and special funds—Continued 
SALARIES AND ExpeNses—Continued 


Personnel Summary 





















and firms requesting such information. Funds received 
for these services cover only the costs of performing 
this work. BEA is authorized to perform these services 
under 15 U.S.C. 1526. 

































































Direct: . bse 2 . 
Total number of permanent positions ..............- 514 eT - Object Classification (in thousands of dollars) 
Total compensable WOrky@ars........s.ssssssseeessese 495 5 al i 9543 _0)_7_ 
Fulltime equivalent of other positions . (27) (38) (39) Identification code 13-8543-0-7-376 1979 actual 1980 est. 1981 est. 
ae equivalent of overtime and holiday Hn) ae 0) an Personal compensation . iy 2 
PPrrerrriri tri tt ¥ ermanen SI WN ian Sea ts50cs 70 ccs sscsntawen’ 
— = pr ee oT “- 11.3 Positions ier than permanent... Dee ccrentean, (ete 
verage ‘a grave ‘ 11.5 Oth 1 compensation ............. 1 7 ] 
Average GS salary $23,844 $23,690 $23,652 Me ester ; 
Reimbursabl SSS OOO BS Total personnel compensation............. 49 135 135 
elMDUTSabre: 7 ‘ 12.1 Personnel benefits: Civiliat........scssssssssen 4 13 3 
Total number of permanent positions................... 53 43 43 21.0 Travel and transportation of persons......... 1 9 ? 
Total compensable WOrkyeaLS reserve vo 90 48 48 93.1. Standard level user ChargeS ..evacacsrsven 4 5 5 
Full-time equivalent of other positions (19) (13) (13) 23.2 — Communications, utilities, and other rent... 5 30 0 
Full-time equivalent of overtime and holiday 25.0. OUNEF SOMVICES oacsansnssssrtnsserseninsnsen 35 54 54 
ES sa Hs cosealapecstote tices chats ages (0) (0) (0) 960 Supplies and materials ....eotccscsorarsnrnen 1 9 4 
on eS psf ae me wae woe 41.0 — Grants, subsidies, and contributions............. 7 2 2 
verage GS grade........ L ; 
Average GS salary................. $23,844 $23,690 $23,652 99.0 Total obligations ................sessssseecsssees 106 250 250 
Personnel Summary 
one re ena Midondnviet Ki to mq 1 
ConsoLipaTeD WorKING Funp Full-time equivalent of other positions.. 0) (0) (0) 
ae Full-time equivalent of overtime and holiday 
bagipm ant Fiasicing (in hemsands of deters) an aiaK eas he aaa tien (0) (0) (0 
identification code 13-3915-0-4-376 1979 actual 1980 est. 1981 est. acne = pe mane at 
Relation of obligations to outlays: Average GS salary $23,690 $23,652 
TAO MEME MNTS PM MTERL TE cciscsclecccetsescetssis cs. sacacssssosvasyce-esososvvonnnse_soonnasssationsvons 
72.98 Obligated balance, start of year: Fund bal- 
BOG slates sscatheiiceidonica haveinecesvvinevsaiensss 148 1,278 1,278 
74.98 Obligated balance, end of year: Fund bal- ECONOMIC DEVELOPMENT ADMINISTRATION 
WD cisecdicckchiatatiocataamesecs — 1,278 —1,278 —1,278 
77.00 Adjustments in expired accounts... - —25 Federal Funds 
90.00 NN cca atic ee cabanas, —1,156 General and special funds: 
7 : SALARIES AND EXPENSES* 
* See Part III for additional information. 
Trust Funds For necessary expenses of administering the economic development 


SpEcIAL StupiEs, SERVICES, AND PROJECTS 


Program and Financing (in thousands of dollars) 


























Identification code 13-8543-0-7-376 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Input-output and GNP by industry data... 4 22 22 
2. Regional ECONOMIC data ..............secsssecceee 44 130 130 
3. Training of foreign nationals in econom- 
BC SOMA NVUOIIGS sisccossieguansnppocesasenievespsorsntsy> 43 74 74 
4. Multinational corporate data 6 5 5 
i |_| | 9 19 1 
10.00 Total program costs, funded—obliga- 
RONG Ss sccctvceceararal Neorisorcdetssthtsvarne 106 250 250 
Financing: 
21.40 Unobligated balance available, start of year —86 —125 —125 
24.40 Unobligated balance available, end of year. 125 125 125 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ..............0+. 145 250 250 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...........ssssssessccssee 106 250 250 
72.40 Obligated balance, start of year... —13 50 50 
74.40  Obligated balance, end of year................. —50 —50 —50 
90.00 GIOVE sssissitaieciocmch beret Stee 43 250 250 





The Bureau of Economic Analysis (BEA) provides eco- 
nomic and statistical data and analyses to individuals 


assistance programs as provided for by law, $71,299,000: Provided, 
That not to exceed $550,000 may be advanced to the Small Business 
Administration for processing of loan applications; Provided further, 
That these funds may also be used to monitor projects approved pursu- 
ant to Title I of the Public Works Employment Act of 1976. (Public 
Law 94-369; 42 U.S.C. 3218(c), 3219, 6701; additional authorizing legis- 
lation has been proposed.) 

Note.—The appropriation for this account for 1980 had not been enacted at the time this 
budget was prepared. The 1980 amounts shown below are based upon a continuing resolution 


(Public Law 96-123) in effect through September 30, 1980 that provides for this account at its 
current rate. 


Program and Financing (in thousands of dollars) 




















Identification code 13-0125-0-1-452 1979 actual 1980 est. 198] est 
Program by activities: 
Direct program: 
1. Economic development assistance 
TRIMEIRTE rere artertocccirrrecsiresssisssiicases 29,880 31,627 68,054 
2 VOCAN PUIG WOKS focaccia kese case eenssstcene 11,098 3,245 
Total direct programm .......ssssssecsessseee 29,880 42,725 71,28 
Reimbursable Program........sscsesssesssseeesse wo 350 a 
Total program costs, funded? ............ 30,105 43,075 71,649 
Change in selected resources (undelivered 
ITNT cssscces cusupts caibvnctuistesciaiossesnuamnvctes Ss cesarean ss 
10.00 Total obligations..............ccsssssesesssesssee 30,654 43,075 71,649 
Financing: 
11.00 Offsetting collections from: Federal funds... —225 —350 ii 
25.00 Unobligated balance lapsing..............c0000 JOT ncssscteatersscs enue 
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DEPARTMENT OF COMMERCE 


ECONOMIC DEVELOPMENT ADMINISTRATION—Continued 
Federal Funds—Continued 























Budget authority 00.0.0... 30,536 42,725 71,299 
Budget authority: 
40.00 Appropriation... essessssesssseecsneessee 30,536 41,504 71,299 
44.20 Supplemental for civilian pay raises... ................. BI i eeeuees 
Distribution of budget authority by account: 
Salaries ANd EXPENSES ............ecccsssecsssseessssseessnecers 30,536 31,627 71,299 
NNN Nice 2s eA sev cncccscepvnnicsn ~_. scvecccnnnasnsess PE DOB: ccassstepcatt Se 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............sc..ses0cs0e 30,429 42,725 71,299 
72.40 Obligated balance, start of year we 885 1,986 7,746 
74.40 Obligated balance, end of year...............02... __—1,986 = 7,746 —13 62) 1 
90.00 Outlays, excluding pay raise supple- 
OO cesses Pi he ec comscasaccessee 29,328 35,781 65,387 
91.20 Outlays from civilian pay raise sup- 
I cies cncsiasasens- ~cavsinsabsicnserd 1,184 
Distribution of outlays by account: 
Salaries and expenses 29,328 25,867 65,424 
I ne ca 





11,098 


} Includes capital investment as follows: 1979, $39 thousand; 1980, $849 thousand; 1981, $542 thousand. 


Salaries and related administrative costs of operating 
the programs of the Economic Development Adminis- 
tration are financed by this appropriation. 

1. Economic development assistance programs.—Ad- 
ministrative support activities are carried out by head- 
quarters staff and 10 regional offices. Direct project 
activities include preapplication development, applica- 
tion processing and project monitoring, as well as gen- 
eral support functions, such as legal, environmental 
and civil rights activities. The increase in resources for 
1981 will enable EDA to support full-year staffing costs 
of all the new positions filled in 1980 and to provide for 
improved project monitoring in all program areas. 

2. Local public works.—This program provides funds 
for the monitoring, evaluation, audit and close-out of 
projects funded under the local public works program. 
These funds were carried in a separate appropriation 
through 1979; however, since management of this pro- 
gram is closely related to that of EDA’s other programs, 
all administrative requirements are carried in a single 
appropriation beginning in 1980. 


Object Classification (in thousands of dollars) 





itetifction code 13-0125-0-1-452 




























1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

ll Permanent pOsitiOns.............000sssessseeseee 19,067 24,032 38,053 
113 Positions other than permanent. 2,322 935 1,890 
1.5 Other personnel compensation 111 165 300 
Total personnel compensation............. 21,500 25,132 40,243 

121 Personnel benefits: Civiliath.......c.csocceooee 2,000 2,034 3,550 
130 Benefits for former personnel 10 64 130 
210 Travel and transportation of persons........... 632 1,699 3,007 
220 Transportation of things ....csccsovacsaeseen 20 287 156 
31 Standard level user charges ....cccscsocsorun 1,955 1,345 3,386 
2 Communications, utilities, and other rent... 1,428 2,391 6,606 
240 Printing and reproduction .......otecseocomn 529 554 1,140 
QO Other Services ose cetntntntsntnesesesneeneense 2,114 8,102 11,721 
1hO Supplies and materials ......cccacocacseooe 202 268 820 
I Sc alnsrnernsthcommrne 39 849 542 
Total direct obligations ............sscs000 30,429 42,725 71,299 

Reimbursable obligations: 
sonnel compensation: Permanent posi- 
MMR Sete : 134 246 246 
U1 Personnel benefits: Civilian 13 21 21 









































25:0 Olen OO WiORS iain 78 83 83 
Total reimbursable obligations............ 225 350 350 
99.0 Total obligations ..............ssssssccsssseseee 30,654 43,075 71,649 
Personnel Summary 
Direct: 
Total number of permanent positions.................... 1,000 1,364 1,449 
Total compensable WorkyearS ...............cssscssssseees 980 1,297 1,380 
Full-time equivalent of other positions.............. (54) (80) (77) 
Full-time equivalent of overtime and holiday 
I (2 (3) (3) 
Average ES salary $47,500 $50,100 $50,100 
Average GS grade 10.62 10.15 10.15 
Average GS salary $26,338 $28,182 $28,182 
Reimbursable: 7 
Total number of permanent positions................... ll ll ll 
Total compensable workyeat ..............cse.-sscesssseee 9 9 9 
Full-time equivalent of other positions............. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
I citi erp eee tate Spent, (0) (0) (0) 
Average GS grade 10.62 10.15 10.15 
Average GS salary $26,338 $28,182 $28,182 











Economic DEVELOPMENT ASSISTANCE PROGRAMS* 
*See Part III for additional information. 


For economic development assistance, as authorized by the Public 
Works and Economic Development Act of 1965, as amended, 
$1,169,250,000: Provided, That during 1981 and within the resources 
and authority available, gross obligations for the principal amount of 
direct loans shall not exceed $191,430,000; Provided further, That, 
during 1981, total commitments to guarantee loans shall not exceed 
$1,620,000,000 of contingent liability for loan principal; Provided fur- 
ther, That there are hereby appropriated such sums as may be neces- 
sary for payment of principal and interest on loans in default and 
guaranteed pursuant to the Public Works and Economic Development 
Act of 1965, as amended. (Additional authorizing legislation has been 
proposed.) 


Note.—The appropriation for this account for 1980 had not been enacted at the time this 
budget was prepared. The 1980 amounts shown below are based upon a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980 that provides for this account at its 
current rate. 


Program and Financing (in thousands of dollars) 





























Identification code 13-2050-0-1-452 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs, funded: 
Direct program: 
1. Planning grants.............. 31,130 35,000 11,000 
2. Technical —_ assistance 
Ua 27,671 31,000 14,700 
3. Development grants....... 206,503 232,000 176,172 
4. Economic adjustment 
IN cece 2 Sci 72,637 81,272 7,400 
I. WTC seine, Vata Sariabe 90,500 
8. Economic research ......... 2,900 5,100 1,800 
9. Program evaluation......... 2,150 800 800 
10. Collateral protection......... - 2,900 3,500 3,700 
Total direct program .... 345,891 388,672 306,072 
Reimbursable program............... SOF 22 OS. 
Total operating costs, funded 349,785 388,672 306,072 
Capital investment, funded: 
SDR OCE TORS ncicsScncinescannsniesss 85,822 82,568 89,000 
6. Loan guarantee payments .....  ..sccccsccscsscsssese — sssseesscsseeeeessseee 11,000 
Total capital _invest- 
ment, funded........... 85,822 82,568 100,000 
Total program costs, 
FUMED ........sccscsesenes 435,607 471,240 406,172 
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General and special funds—Continued 


EcoNoMIC DEVELOPMENT ASSISTANCE PRoGRAMS—Continued 
Program and Financing (in thousands of dollars) —Continued 





Identification code 13-2050-0-1-452 1979 actual 


1980 est. 


1981 est. 









































Change in selected resources 
(undisbursed loans and un- 
delivered orders) ...........e.000 81,198 36,285 763,078 
10.00 Total obligations................ 516,805 507,525 1,169,250 
Financing: 
11.00 . Offsetting collections from: Federal 
MEMES ccsctusrsscesscovons ibcceenanicestisees SOON cites. “ascent 
22.40 Unobligated balance transferred 
from other accounts................... SOMON . Sictsuuntereice. aicisimeieavers 
25.00 Unobligated balance lapsing........... DIE | siisinensimons  sHRRGSSSS 
40.00 Budget authority (appro- 
AIRUO) sscricivcsvsviniscsvesss 507,525 507,525 1,169,250 

Relation of obligations to outlays: 

71.00 Obligations incurred, net................ 512,911 507,525 1,169,250 
72.40  Obligated balance, start of year..... 878,547 950,448 974,859 
74.40 Obligated balance, end of year....... —950.448 —974,859 —1,579,868 
77.00 Adjustments to expired accounts... SAD sasccccetevtbstasveses - Gessspesnsiesssioneens 
90.00 PRUSAYS cscssrssscssssvcestotstageestees 435,561 483,114 564,241 
Distribution of outlays by account: 

Economic development assistance pro- 

IS 8 i hss Dharnivecesspoagoiacoes 423,098 472,514 558,691 
Development facilities.................ssseesssseee 12,158 10,000 5,000 
Industrial development loans and guar- 

IIS ah saceat ses inin 316 500 500 
Planning, technical assistance, and re- 

Na ES cca ciss cia a caachunssnasedne 29 100 50 

Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation... .c.ssseccscsssese  seesssssescsnsees 191,430 
1200 Obligations incurred, grOSS ............ssessssssseeees —72,598 —191,430 —191,430 
Cumulative balance of direct loans out- 
standing: 

2200 DisbUNSeNENIS Adarand ietenee 85,041 90,000 95,000 
2700 Other adjustments ..............sssssccsssseescesssseeeee —85,041 —90,000 —95,000 
Status of Loan Guarantees (in thousands of dollars) 

Position with respect to limitation on loan 

guarantees: 
3110 Limitation on commitments: Appropriation... oo... sssecessneesssuee 1,620,000 
3200 Commitments, gr0Ss.............cssseeccssseecssseesesnes —76,028 —900,000 —1,620,000 

Cumulative balance of guarantees out- 

standing: 
4100 Outstanding, start of year .......e....cccssssssseeeees 205,813 211,188 — 1,018,557 
4200 New loan guarantees............... ane 76,028 900,000 1,620,000 
4400 Repayments or prepayments... ..  —=45,059- —67,500 —85,000 
4500 Terminations for default .................ssceccsssseees —25,594 —25,131 —41,328 
4900 Outstanding, end Of year a.........sccccssssssssssee 211,188 = 1,018,557 = 2,512,229 





The programs of the Economic Development Adminis- 
tration (EDA) are designed to reduce substantial and 
persistent unemployment in economically distressed 
areas and to react to economic adjustment problems 
that may arise abruptly. EDA provides public works 
grants and loans, and business development loans and 
guarantees in economically distressed areas to leverage 
private sector investments that will create new perma- 
nent jobs. EDA also provides grants for economic devel- 
opment planning purposes and technical assistance and 
supports a range of evaluation and research activities 





aimed at increasing public understanding of the proc. 
esses of economic growth and development. 
Obligations by program are as follows (amounts in 


thousands): 
1979 actual 1980 estimate 1981 estimate 







D.:PRAMMING OTAMES ws, tees sossstet ts cecsoeessavstees $38,245 $38,245 $39,200 
2. Technical assistance Qrants............scecssseecssseesesees 35,644 34,580 43,500 
3. Development grants............secccsseccsssescsseecssseeessnsees 249,208 248,500 559,025 
4. Economic adjustment grants ...........:--sssssecsssseeeee 89,028 88,500 36,175 
By REMC MMII cab osisuaia sj ions sandosndaiv exes 66,736 61,777 191,430 
6. Loan guarantee payMeNnts............sssescssseecsseecesssees 27,923 27,923 45,920 
TL MUOS MD ERPMMOS Sosa earnasiitiitecsscsicitiae cleo” Seeesteonatie 250,000 
Be LAMMO TNC MURAL EO ocr tasconssssasonseserssnngiznasoscttetooaonee> 7,520 5,500 2,500 
J. Program eVvalUatiOn...........cccccscsscccsssssssssssssesssseeees 2,500 2,500 1,500 





Total ODN GATIONS wissscsscntestecocascssasssseosccsnaseoces 516,805 507,525 — 1,169,250 














Within the areas it serves, EDA strives to meet its 
program objectives through the use of a broad range of 
activities. 

1. Planning grants.—Encourage and support local de. 
velopment organizations by providing funding for pro- 
fessional planning staff and related services. 

2. Technical assistance grants.—Provide appropriate, 
specific management and operational technical exper- 
tise to help assure the success of grant and loan pro- 
jects; support institutional projects that directly benefit 
a number of local and regional economic development 
groups and organizations; support feasibility studies 
and other site-related projects; and provide for expert 
assistance to potential grantees and borrowers. 

3. Development grants.—Provide funds for the con- 
struction or expansion of community facilities 
conducive to the location of industrial and commercial 
enterprises and the creation of additional long-term em- 
ployment opportunities. 

4, Economic adjustment grants.—Help areas resolve 
problems related to actual or threatened sudden and 
severe disruption of a local economy. Assistance is pro 
vided to facilitate community adjustments to such situa- 
tions as the closing of a major employer in the area. 

5. Direct loans.—Reduce unemployment and raise 
income levels by making low-cost credit available for 
retaining, constructing, expanding or improving facili- 
ties in job-producing manufacturing, commercial or 
service industries in areas that are experiencing eco 
nomic distress. 

6. Loan guarantee payments.—Provide for payments 
on loan guarantees that default. 

7. Interest rate subsidies.—Reduce the cost of credit to 
make particularly distressed locations more competitive 
in the attraction of credit-worthy firms by offsetting the 
higher costs of doing business in such places. 

8. Economic research.—Assists in the development of 
improved EDA programs and also provides research 
and information useful to others in the economic devel: 
opment field. 

9. Program evaluation.—Assists the top agency staff 
in making policy and management decisions. Analyses 
are performed by EDA staff and through contracts. 

Loan guarantee authority.—Provides credit to reason 
ably creditworthy firms that have difficulty in obtait- 
ing private financing for fixed assets and working capi 
tal and thereby provides for the retention, expansion 
and new location of permanent employment opportuni: 
ties. In 1981, loan guarantee authority is $1.8 billion 
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DEPARTMENT OF COMMERCE 


Object Classification (in thousands of dollars) 


identification code 13-2050-0-1-452 




















1979 actual 1980 est. 1981 est. 
Direct obligations: 
RRB UNINN: SOLWIOOS i: cocecs \chonseletoocotsaccossncccsconse 3,423 2,500 2,000 
33.0 Investments and l0aNS............::.secccssseeessseees 86,700 191,430 236,350 
41.0 Grants, subsidies, and contributions............ 417,464 308,445 925,750 
Total direct obligationS.................000 507,587 502,375 1,164,100 
Reimbursable obligations: 
41.0 Grants, subsidies, and contributions............. COU ae ee acs Leen eases 
ALLOCATION ACCOUNTS 
41,0 Grants, subsidies, and contributions............ 5,324 5,150 5,150 
99.0 Total obligations .............ssssssecsssseeseon 516,805 507,525 1,169,250 
Obligations are distributed as follows: 
Economic Development Administration.................. 511,481 502,375 1,164,100 
Department of Agriculture.................... 3,386 3,500 3,500 
Department of Defense—Civil.......... 105 150 150 
Environmental Protection Agency 1,113 1,000 1,000 
Department of Transportation................ccsssesssseee 720 500 500 








EcoNnoMIc DEVELOPMENT ASSISTANCE PROGRAMS 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 


ientfcation code 13-2050-2-1-452 








1979 actual 1980 est. 1981 est. 
Relation of obligations to outlays: 
NIN MO nn acc, scisnamanetnsts-.-cthcebndabentesige,, _u eoveedosadcineeees 
73.98 Obligated balance transferred, net: Fund 
RN eee, scenes. SO 182,677 
74.98 Obligated balance, end of year: Fund balance o......ccsscse  sesssssssseessen — 182,677 





90.00 RNIN iste is cainssbas Gsescorcensshocscsoee 





Legislation has been proposed to terminate the Eco- 
nomic development revolving fund. The obligated bal- 
ances will be transferred to this account for disburse- 
ment. 





Loca, Pustic Works PRoGRAM 


Program and Financing (in thousands of dollars) 

















Wentitication code 13-2052-0-1-452 1979 actual 1980 est 1981 est. 
Program by activities: 
10.00 Administrative expenses (costs— 
MOMMIUMNNSY ciccccizcossccacccosnicsacnssss RRO csctcccsccettencn, . waenneteees 
Financing: 
21.40 Unobligated balance _ available, 
SEE OG NOON i icencisssouscsiecesccesss NOME initiates reisdaasacscaeteests 
40.00 Budget authority (appro- 
SRRIOUD ccscitsskssaes Sosecsisvcs WOE, scree wrieshobeees Tics 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............. De cise scan sacle coiieinteltcs 
72.40 Obligated balance, start of year...... 2,358,269 629,487 271,284 
1440 Obligated balance, end of year....... — 629,487 — 271,284 —71,284 
90.00 NI se eceteccinaessaeivicistiinnt 1,740,678 358,203 200,000 








In 1980, administration of local public works was 
combined with the regular administrative account. 


Object Classification (in thousands of dollars) 


Wenttication code 13-2052-0-1-452 1979 actual 1980 est. 1981 est. 


lL Personnel compensation: Permanent posi- 


121 Personnel benefits: Civilial...cccccoocccon 331 
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21.0 Travel and transportation of persons........... Ri? dou Sees) 
23.1 Standard level user charges ...................000 FOB ~ stepesieee ee 
23.2 Communications, utilities, and other rent... ee ee 
24.0 — Printing and reproduction ..................ssessss0e« IO dz eo oe 
25.0 Other services .................00e. Gee ee 
26.0 Supplies and materials 1) duketcss “RES 
99.0 Total obligations ................:..cssssessseeen WOOG ¥en eee 
Personnel Summary 

Total number of permanent positions........................ 144 
Total compensable WOrkyea'S...............cccsssssesessseeeees 275 

Full-time equivalent of other positions.................. (0) 

Full-time equivalent of overtime and holiday 

NN asserts eran (2s, 

Average GS grade... 10.62 
ROTI ss cicits tice rere cscssincss cass SOR ccbe web iccn 








DrouGHT ASSISTANCE PROGRAM 


Program and Financing (in thousands of dollars) 





Identification code 13—2053-0-1-453 











1979 actual 1980 est. 1981 est. 
Relation of obligations to outlays: 
TEGO CORRMIORS WCRIION, ccs ecb eee. eke: 
72.40 Obligated balance, start of year... 21,848 5,044 2,044 
74.40 Obligated balance, end of year...... — 5,044 —2,044 —44 
77.00 Adjustments in expired accounts................. mea RDI sissicebccacavose=~ (Gees enteatuncdpecs 
90.00 a cae 12,966 3,000 2,000 





Status of Direct Loans (in thousands of dollars) 














Identification code 13-2053-0-1-453 1979 actual 1980 estimate 1981 estimate 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start Of year 0... 84,429 85,562 84,465 
TEI I ies ccacssancscesnatacoce 5,471 DS icccccrsseecns 
2400 Repayments, prepayments, loan sales............ — 2,263 — 2,500 — 3,000 
2700 — Other adjustment ...............sccsssesssseesssecssseenee EMER cde” | ccsceatiaiiss 
2900 Outstanding, end Of year ...........ccscssccssseeeeeeee 85,562 84,465 81,465 





The Community Emergency Drought Relief Act of 
1977 gave temporary authority to the Secretary of Com- 
merce to provide grants and loans to States and politi- 
cal subdivisions of States with populations of 10,000 or 
more, Indian tribes, public or private nonprofit corpora- 
tions, and certain water districts. 





F*NANCIAL AND TECHNICAL ASSISTANCE 


Program and Financing (in thousands of dollars) 




















Identification code 13-1210-0-1-376 1979 actual 1980 est. 1981 est. 
Financing: 
21.40 Unobligated balance available, start of year UG ak” «cm 
23.40 Unobligated balance transferred to other 
Nac crctcrcecccitetioeess TR ction da Paiste: 
CROIIE SUUTIIEI ncaa csccsechecccane ecacaccneeees” crebciemne conte acctstaaix 
Relation of obligations to outlays: 
VLU  UGIRRAUGNS RAGUIOE BEE i icccscincccsctass  ectkceaceal  egeaseeedl  eataesaaeeeabis 
72.40 Obligated balance, start of year... 1,954 1,894 894 
74.40 Obligated balance, end of year...... — 1,894 —894 —394 
77.00 Adjustments in expired accounts................. asi G0 aa 
90.00 NI ante ecceaeraee 1,000 500 








ECONOMIC DEVELOPMENT ADMINISTRATION—Continued 
Federal Funds—Continued 


224 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 











General and special funds—Continued 
FINANCIAL AND TECHNICAL AssIsSTANCE—Continued 


Status of Direct Loans (in thousands of dollars) 


























Identification code 13-1210-0-1-376 1979 actual 1980 estimate 1981 estimate 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year... sesso 22,276 21,106 20,498 
2200 > “DISDAIN BRMICIEG isscccosacsscsuisssscc Rete. cctteree ee ON avesstbansas 1,000 500 
2400 Repayments, prepayments, loan sales —1,170 — 1,608 — 1,608 
2900 Outstanding, end of year............c.sssecccssseeee 21,106 20,498 19,390 
Status of Loan Guarantees (in thousands of dollars) 
Cumulative balance of guarantees out- 
standing: 
4100 Outstanding, start of year... esses 2,700 2,641 2,578 
4400 Repayments or prepaymentS...............ssseccsee <8 —63 —67 
4900 Outstanding, end Of year ............sscccsceeeeeen 2,641 2,578 2,511 





The Trade Expansion Act of 1962 was superseded by 
the Trade Act of 1974 which authorized a new trade 
adjustment assistance program. In 1979, the unobligat- 
ed balance of this account was transferred to the appro- 
priation, “Economic development assistance programs.” 





JoB OPPORTUNITIES PROGRAM 


Program and Financing (in thousands of dollars) 





1980 est. 











Identification code 13-2051-0-1-504 1979 actual 1981 est. 
Relation of obligations to outlays: 

A SANG NCTC STIR siscslctossacionsicivsocivte——-avvbanavniatervin™* eereaeretbnidies—-esevendtiesvanss 

72.40  Obligated balance, start of year... 15,786 12,029 

74.40 Obligated balance, end of year.................0 SS EEIULS. scivssssvnnaittes 

77.00 Adjustments in expired accounts................. — LOEB iy tenssssocrnsess 

90.00 SOP scorer cechicctsssteenc atten: 2,059 BEES sccccsaemens 





The job opportunities program was funded initially 
under title III of the Emergency Jobs and Unemploy- 
ment Assistance Act of 1974 and subsequently under 
title X of the Public Works and Economic Development 
Act of 1965, as amended. 





Public enterprise funds: 
Economic DEVELOPMENT REVOLVING FuND 


Program and Financing (in thousands of dollars) 





1981 est. 














Identification code 13-4406-0-3-452 1979 actual 1980 est. 
Program by activities: 
TNO UEIIINNID  sssoys; ececscagenvorsssccrosssiovesro 29,000 35,000 37,000 
2. Business loans and guarantees............... DTU. <2 yisntaiennt costae 
10.00 Total program costs, funded—obliga- 
RO 201 Ter RR 5° RL 200,000 35,000 37,000 
Financing: 
14.00 Offsetting collections from: 
Loan and note repayments and sale of 
NN Se wninchieia hairiest —44,239  —45,000 —47,000 
Se ee Oe —19,760 —21,000 — 23,000 
21.98 Unobligated balance available, start of 
year: FUNG balance .........cscsessserssseesseees —232,524 —96,523  —127,523 
24.98 Unobligated balance available, end of year: 
FUUIDRBOES 5S, ..SiSssr las aniinankesss 96,523 127,523 160,523 
Oe OOTY os sssnteossesiccsinattnecatel ! > sessdineesdatslie” © hetvedpeapmanaayy -ecesbecb senshi 



















































































[ 
Relation of obligations to outlays: 
71.00 Obligations incurred, net...............csssssesese 136,001 —31,000 — 33,000 A 
72.98 Obligated balance, start of year: Fund bal- 
Wr iano Rt ssn ensue 12,186 181,677 183,677 
74.98 Obligated balance, end of year: Fund bal- 
DC a iccssois eet cassncsbenseiscescteties —181,677 —183,677 —193.677 
90.00 —33,490 —33,000 — 43,000 
Status of Direct Loans (in thousands of dollars) 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start Of year ..........esssssseecssenne 614,479 672,813 737,813 be 
2400 Repayments, prepayments, loan sales. —19,473 —25,000 —30,000 \ 
2500  Write-offs for default................cccssesssecsseeesee = 7 aN EELGR tite. coisa 1975 
2700 Loan balances transferred...............ss:ssssesessee = _ 85,041 90,000 95,000 
2900 Outstanding, end Of year.........sssccsccsssssseesees 672,813 737,813 802,813 — 
Ident 
Status of Loan Guarantees (in thousands of dollars) 33 
Position with respect to limitation on loan 430 
guarantees: 99,0 
3110 Limitation on commitments: Appropriation... ...c.csecssecsess  sesssssssecssees — sessssssssssenoe ae 
3200 Commitments grss.............sscscsssescssessssseesesses see POHANG, «3.255 cssseinsasins. sehen eed 
Cumulative balance of guarantees out- 
standing: 
4100 Outstanding, start of year ............sccssssseccsssees 13,770 580,770 580,770 
4200 New loan guarantees..............sssscssssesssseessssees BRTINIO | sccccsssetasise. cuiseeceaee iad 
4900 Outstanding, end of year........ccscccssssssseeceseen 580,770 580,770 580,770 7 
| 10.00 
Revenue and principal repayments from loans made | 
under the Area Redevelopment Act and the Public it : 
Works and Economic Development Act of 1965 and the , 
Trade Act of 1974 have been deposited in this fund. 21.98 
Interest payments have been made to the Treasury 
from this fund on the amount of loans outstanding. 24.98 
Legislation has been proposed to abolish the fund. 27.00 
Revenue and Expense (in thousands of dollars) sire 
: 1979 actual 1980 est. 1981 est te 
Operating loss: 72.98 
FEUD ss osryscssss bent asccvbsvesapacclRitaasevtoon noese 19,760 21,000 23,000 
2 SEE —38,500 —40,000 — —41,500 1398 
Net loss for the year......sssssssscsssssssssssssesssee —18,740 —19,000 —18,500 74.98 
Financial Condition (in thousands of dollars) 90.00 
1978 actual 1979 actual 1980 est. 1981 est Leg 
Assets: durin 
Fund balance with Treasury............ 244,710 272,899 305,899 348,89 | the g 
Accounts receivable (net) 18,910 20,200 22,500 23,900 ments 
Loans receivable (net).................. 574,402 440,146 290,346 144,446 t 
Real property and equipment 0 the 
POM ssscnig ie dicencctsnctly 1,235 2,135 2,135 2,135 
Total a89€R8....cccascasnsnsnne 839,257 735,380 620,880 ~—S19,380 
Liabilities: 
Accounts payable and accrued li- 
RRR conenates Mia 31,096 31,000 35,500 37,500 
: SS OOS SC _ F eneeral 
Government equity: 
Unexpended budget authority: 
Unobligated balance................00 228,699 96,523 127,523 160,523 Pid 
Loan guarantee commitments... 3,825 129,825 129,825 «129,828 
Invested Capital ...........sssssessssssssssees 575,637 478,032 338,032 191,532 rae 
4 
Total Government equity ....... 808,161 704,380 595,380 481,883 rend 
1181-96, 
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Analysis of changes in Government equity: 























Paid-in capital: 
IMME ss5..505ssstecasoscosevaciososinnscosciysees 900,010 814,969 724,969 
Transaction: Loan balances transferred............ —85,041 —90,000 — 95,000 
ROUTE AIAICD Sees cscocassteiccostovtcconnscccovesecsnsss 814,969 724,969 629,969 
Retained income or deficit: 
TE RUIN nccnashatcasnnncash sche —91,849 —110,589 —129,589 
Net operating income or loss... —18740 —19,000 — 18,500 
BEIT GS: sssavsnrsanvoncaccodesdoadedzcsesnenaees —110,589 —129,589 —148,089 
Total Government equity (end of year) ...... 704,380 595,380 481,880 





Note—This statement excludes unfunded contingent liabilities under loan guarantees as follows: 1978, $76,500 thousand; 
1979, $322,650 thousand; 1980, $322,650 thousand. 


Object Classification (in thousands of dollars) 
































identification code 13-4406-0-3-452 1979 actual 1980 est. 1981 est. 
33,0 — Investments and loans DRRRUMME . <cscsvccensiiaten > cocstansbomneesses 
43.0 — Interest and dividends 29,000 35,000 37,000 
99.0 Total obligations...............sssseeccssssseesee 200,000 35,000 37,000 
Economic DEVELOPMENT REVOLVING FUND 
(Proposed for later transmittal, proposed legislation) 
Program and Financing (in thousands of dollars) 
Wentifcation code 13-4406-2-3-452 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Interest © expense  (costs-obligations) 
PME i csciccetes” cccncaciecerres — 17,500 — 37,000 
Financing: 
14.00 Offsetting collections from: Loan and note 
repayments and sale of collateral... ...sssssessssee 33,000 70,000 
21.98 Unobligated balance available, start of 
ANI sca ccsckcecenase, » Satieetsinsiccrs 127,523 
24.98 Unobliated balance available, end of year: 
2h oceccgesticccce_nsossiencecsnsty —127,523 —160,523 
27.00 Capital transfer to general FUNG ..........ccccsss scssscssesesssee Bigs ere 
SNE cs Sihicsssccccuteres iekiscacnite,  Gecdksstecsinde >” icdeccsonsenstans 
Relation of obligations to outlays: 
TOO Obligations incurred, Met .......csscsccssssssssssscsce — sessessseseseeees 15,500 33,000 
1298 Obligated balance, start of year: Fund bal- 
MIAN abeicatt PAR chk cincasssscszsbsavejiesce’  svcseconcsssésnen!  eocskécanassdes — 1,000 
13.98 Obligated balance transferred, net: Fund 
NINA ad rat iahecscsiiciccrcesncaests. sobssesavssicisés.  wsoleenovsroneeie — 182,677 
1498 Obligated balance, end of year: Fund bal- 
MOR aera e8S cert oesky cosaias eseossbvobisebisi robes x acscasssaeessones 1,000 193,677 
90.00 ROU AAA eck Aah NR tiascencsssiene 16,500 43,000 





Legislation has been proposed to terminate this fund 
during 1980 and transfer the unobligated balances to 
the general fund of the Treasury. Further loan repay- 
ments under this program will also be credited directly 
to the general fund of the Treasury. 





REGIONAL DEVELOPMENT PROGRAM 


Federal Funds 
General and special funds: 
REGIONAL DEVELOPMENT PROGRAMS* 
"See Part III for additional information. 


For necessary expenses to carry out the programs authorized by title 
V of the Public Works and Economic Development Act of 1965, as 
amended, $74,227,000, to remain available until expended. (42 U.S.C. 
1181-96; additional authorizing legislation has been proposed.) 


310-100 0 - 80 - 15 






Note.—The appropriation for this account for 1980 had not been enacted at the time this 
budget was prepared. The 1980 amounts shown below are based upon a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980, that provides for this account at its 
current rate. 


Program and Financing (in thousands of dollars) 

















Identification code 13-2100-0-1-452 1979 actual 1980 est. 1981 est 
Program by activities: 
1. Development programs .................ssesss0e« 56,544 57,239 63,061 
2. Administrative expenses...............--cs 5,007 6,066 8,181 
Total program costs, funded’ ............ 61,551 63,305 71,242 
Change in selected resources (undelivered 
Oaks et ou —291 10,438 2,985 
10.00 Total obligations ..............sssscccsssseesees 61,259 73,743 74,227 
Financing: 
17.00 Recovery of prior year obligations................ —112 sca Lie EU, 
21.40 Unobligated balance available, start of 
Neca es pile aeons etc ccnagies —1,647 TERT ON Saicentnaecincoien 
24.40 Unobligated balance available, end of year. I cohceettent mated aa 
Budget authority 0.0.0.0... 62,800 62,933 74,227 





Budget authority: 


40.00 Appropriation ....................ceccecssesssseeesseees 62,800 62,800 74,227 











44.20 Supplemental for civilian pay raises... 0.0... BP sence enece 
Relation of obligations to outlays: 

71.00 Obligations incurred, met ..................ccsessss0+- 60,487 72,893 74,227 
72.40 Obligated balance, start of year or 36,524 36,152 47,319 
74.40 Obligated balance, end of year.................0+- —36,152 —47,319 — 51,088 
90.00 Outlays, excluding pay raise supple- 

WE endl oe 60,859 61,596 70,455 
91.20 Outlays from civilian pay raise sup- 

DN 85 in) et ee 130 3 





* Includes capital investment as follows: 1979, $12 thousand; 1980, $15 thousand; 1981, $48 thousand. 


There are currently eight Regional Development 
Commissions covering 34 member States. The Commis- 
sions serve a coordinative and catalytic role involving 
multiple jurisdictions and agencies, have broad develop- 
mental objectives, and involve planning at regional, 
State, and substate levels. 

1. Development programs.—This activity will provide 
for multistate Regional Development Commissions to 
promote balanced development; improve the capability 
of States and local governments to resolve shared and 
interstate regional problems of economic decline and 
dislocation due to rapid growth; establish stable and 
diversified regional economies and basic services; im- 
prove the ability of Federal programs and policies to 
function effectively; establish priorities from the region- 
al perspective for public and private investment; help 
create regional institutions for shared problems; and 
help solve the special problems created in a region as a 
result of national policies or needs. The Regional Com- 
missions plan to develop and implement a regional 
growth policy process, including a multiyear regional 
development plan and an annual regional investment 
strategy; conduct research and analysis of interstate 
and shared problems; provide consultation to and con- 
tinuing liaison with Federal regional councils, and 
advise Federal departments in order to fulfill regional 
plans, priorities, and policies; work with private sector, 
multistate groupings, and substate entities to assist in 
establishing and fulfilling regional plans, priorities, and 
policies; provide financial and technical assistance with 
special emphasis on transportation, energy development 
and conservation, business and industrial development, 
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General and special funds—Continued 
REGIONAL DEVELOPMENT ProGRaMs—Continued 


community conservation and growth, human resources, 
natural resources, and export promotion. 

2. Administrative expenses.—This activity provides for 
staff costs for the Commissions, the Federal cochair- 
men; and the Special Assistant to the Secretary for 
Regional Development. The Federal Government pro- 
vides 100% of the financing for the administrative 
staffs of new Commissions and 50% of the costs of other 
Commissions, with the States in each region sharing 
the balance of the costs. 


Object Classification (in thousands of dollars) 





Identification code 13-2100-0-1-452 1979 actual 1980 est. 1981 est. 


REGIONAL DEVELOPMENT PROGRAM 
Personnel compensation: 





11.1 Permanent positiOns..............:.ssescssesesseee 1,962 2,599 3,275 
11.3 Positions other than permanent.............. 80 61 58 
11.5 Other personnel compensation................ 4 l 2 

Total personnel compensation............. 2,046 2,661 3,335 
12:1 Personnel benefits: Civilian.............. 174 228 286 


























13.0 Benefits for former personnel tec preepate tele Ses cP a 
21.0 Travel and transportation of persons........... 222 260 274 
22.0 — Transportation of thingS.............c...secsssees 3 2 4 
23.1 Standard level user charges................::-ssse« 155 157 211 
23.2 Communications, utilities, and other rent... 207 217 310 
24.0 — Printing and reproduction................sscssssee 23 35 52 
SN) secaiA NNN EM MMOE 55,'ossinvexjconbseen iabagi contonsovitis 302 651 455 
26.0 Supplies and materials ...............sssccssssseeee 38 36 53 
SSAA RMP os fee pe taka cadssksacsas ce Nos sGuansscacus 12 15 48 
41.0 — Grants, subsidies, and contributions............ 38,708 69,481 69,199 
Total obligations, Regional Develop- 

FVII RODTENND sacscsescacsscisctsussecyssovoss 41,892 73,743 74,227 

ALLOCATION ACCOUNTS 
41.0 — Grants, subsidies, and contributions............ BUCO ciccn: eins 
99.0 Total ObI ations ..........sccccccsssseesssssssees 61,259 73,743 74,227 

Obligations are distributed as follows: 
Regional Development Program .............sssssssssssee 41,892 73,743 74,227 
Economic Development Administration PERG atePestlac a naictnncn 
Department of AgricultUre...........cccsccccsscseceeseseee MOONS -Angrtiautin Settee 


Departments of Education and Health and 

Human! Services ise. ids sciceseantARicsiesss 
Department of Housing and Urban Development... 
Department of the Interior 00... 
Department of Transportation... 















Environmental Protection Agency BDU cosswsciivicssant.. alcriscsterseatior’t 
Personnel Summary 
Total number of permanent positionS.........sccccsce. 88 88 107 
Total compensable WOrkYCAS.........scs:ssssssssssssseeesseee 68 88 106 
Full-time equivalent of other positions.................. (4) (5) (5) 
Full-time equivalent of overtime and holiday 
IUDU BAINES TEM ss Sexes ionsapatesssscatttsccssstsvenseeeisiove (0) (0) 





Average ES salary $50,112 $50,112 
Average GS grade } 11.00 10.29 
AEP GS' CMY selbst Meda be dahadene $27,620 $30,223 $28,178 
Average grade, grades established by act of August 

ZO, TODA A Res UGG, GLBL) issisesiorcstastsschensonesnsos 10.22 10.29 10.76 
Average salary, grades established by act of August 

LO; AUOO EAL OARCOIBE) sccecsressinsovarssrcasscieeaies $26,796 $26,570 $30,247 
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Trust Funds 
REGIONAL DEVELOPMENT COMMISSIONS 


Program and Financing (in thousands of dollars) 




















Identification code 13-8509-0-7-452 1979 actual 1980 est. 1981 est 
Program by activities: 
Regional Commissions (program costs, 
TONGS) eae, ene i ieabalee 47,833 47,371 42,226 
Change in selected resources (undelivered 
OTIMOS sites hiccdskccshccheossdaus RAO NCaxostieoaescs _ 377 3,296 2,108 
10.00 Total obligations .............sssscccsssseeseeen 47,456 50,667 44,334 
Financing: 
17.00 Recovery of prior year obligations................ 2026 (Liar 
21.40 Unobligated balance available, start of year — 5,191 SOLS csasisiatliens 
24.40 Unobligated balance available, end of year.. 7 GEO” hehe Scien caedeeaee 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. 42,952 47,054 44,334 
Relation of obligations to outlays: ! 
71.00 Obligations incurred, net ..............seccsssecssose 44,530 50,667 44 334 
72.40 Obligated balance, start of year.... 34,094 33,340 35,125 
74.40 Obligated balance, end of year —33,340 —35,129 —34,215 
90.00 NERV osi3ssepovasstaavcsssstasexnoteoosasacaaies 45,284 48,878 45,188 








The Regional Development Commissions trust fund is | 
a depository for Federal and State grants and contribu- | 
tions to the Commissions for administrative expenses, | 


technical assistance, demonstration projects, and State 
and regional investment planning. 


Object Classification (in thousands of dollars) 














Identification code 13-8509-0-7-452 1979 actual 1980 est. 1981 est 
11.8 Personnel compensation: Special personal 
SOFVICES PAYMENTS ...........ssecsecsseesesseessees 2,031 3,234 3,320 
12.1 Personnel benefits: Civilian................ 206 357 310 
21.0 Travel and transportation of persons. 287 479 464 | 
22.0 — Transportation of thingS...............sssecsssseee 3 15 Ij 
23.2 Communications, utilities, and other rent... 354 535 538 | 
24.0 — Printing and reproduction..................ssecsssse- 73 150 140 
DOO ADEN REINNCRS ss cicrccafacsiccsssceesscastesvosecaacséonse 31,801 33,096 28,431 
26.0 Supplies and materials .........s:....ssssssseeseen 70 98 8] | 
STDs REMMI  sescassssssssiczscesownssvrisinccocta RRS 15 34 30 | 
41.0 — Grants, subsidies, and contributions............ 12,616 12,669 10,92 | 
eters —— | 
44,334 | 


99.0 Total obligations .............cssssssesesseessssee 


50,667 








[INDUSTRY AND] INTERNATIONAL TRADE 
ADMINISTRATION 


Federal Funds 


General and special funds: 


OPERATIONS AND ADMINISTRATION* 


*See Part III for additional information. 


For necessary expenses for [domestic and] international [busi 
ness] trade activities of the Department of Commerce, including 
trade promotional activities abroad without regard to the provisions 
of law set forth in 44 U.S.C. [501, 3702,] 2702 and 3703; full medical 
coverage for dependent members of immediate families of employees 
stationed overseas; purchase of commercial and trade reports; rental 90.00 
of space abroad for periods not exceeding five years, and expenses 0! 
alteration, repair, or improvement; purchase or construction of tem-F 9].29 
porary demountable exhibition structures for use abroad; payment s 
tort claims, in the manner authorized in the first paragraph of 2} —— 
U.S.C. 2672 when such claims arise in foreign countries; and not l! 
exceed [$4,200] $115,200 for official representation expenses abroad 
awards of compensation to informers under the Export Administré 


tion Act of [1969, as amended] 1979, and as authorized by 22 USC 
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DEPARTMENT OF COMMERCE 








401(b); [$77,670,000] $117,521,000 to remain available until expend- 
ed: Provided, That the provisions of the first sentence of section 105(f) 
and all of section 108(c) of the Mutual Educational and Cultural 
Exchange Act of 1961 (22 U.S.C. 2455(f) and 2458(c)) shall apply in 
carrying out [the programs concerned with international business] 
these activities. (15 U.S.C. 637, 1501 et seq.; 19 U.S.C. 81(a) et seq., 1202 
nt. 1303, 1318, 1502(a), 1502(b), 1514-16, 1516a, 1617, 1671 et seq., 
1862, 2151 et seqg., 2411 et seqg., 2515(b); 22 U.S.C. 287c, 401(b), 801 et 
seq., 2121 et seq., 2451 et seq., 2651 et seq., 3101 et seq.; 40 U.S.C. 512; 
50 U.S.C. App. 5(b), 2061 et seq., 2401 et seq; Department of Commerce 
Appropriation Act, 1980; additional authorizing legislation to be pro- 
posed for $9,860,000.) 


Program and Financing (in thousands of dollars) 

































































identification code 13-1250-0-1-376 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Trade development: 
(a) Export development.............. 23,220 30,534 30,763 
(b) U.S. and foreign commercial 
MN OR cies adiasqiniaee 10,486 23,521 37,011 
OMIM crn nicl iuartctieeisas “Aa! Cease 8,500 
MI saiesctssccssesasensorsiass 33,706 54,055 76,274 
2. International economic policy: 
(a) Trade agreements and policy 
UNE Fost h or cinsa sssesscsdicznccxpevacons 8,220 10,883 8,479 
(b) Finance, investment and services 2,199 2,433 2,614 
MUR IE hicet svsiakicdacnchsccatoiscens 10,419 13,316 11,093 
3. Trade administration: y 
(a) Export administration................... 7,388 8,691 8,854 
(b) Import administration................... 454 6,088 9,238 
RNG Nha cascscsckccssiscuccscosvsnescc 7,842 14,779 18,092 
4, Administration ....cc.ccsseseomensen 12756 ~——«:12,421 12,062 
5. Domestic business development ......... 5,840 Peas ss 
Total direct program 70,563 96,804 117,521 
Reimbursable program..................000 2,123 393 360 
Total program costs, funded?............ 72,686 97,197 117,881 
Change in selected resources (undelivered 
INGA ir ezlacsseeemscavibseatbehecistesiicanciaccscien PN acsactonto tenia 
10.00 Total obligations .........cc..ccssseescsssseeees 73,716 97,197 117,881 
Financing: 
11.00 Offsetting collections from: Federal funds...  —2,123 — 393 —360 
21.40 Unobligated balance available, start of year —1,227 SOR AON . scsiccceccctecel 
24.40 Unobligated balance available, end of year. BLOT censsnssnees! _sctenbonnersee 
Budget authority... 73,573 93,597 117,521 
Budget authority: 
40.00 Appropriation ...........cscsccssssssscsccccsssssssssseee 73,573 77,670 117,521 
$1.00 Transferred to other accounts...... —3,925 
42.00 Transferred from other accounts 16,898 
$300 Appropriation (adjusted)............. 73,573 = 90,643 1117,521 
44.20 Supplemental for civilian pay 
NI Mca ocala ocsis ccs capa coGsoas so csevsescdoose Rea cceccibaseceee 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ......scvsseesssessee 71,593 96,804 117,521 
72.40 Obligated balance, start of year... 7,591 8,377 12,869 
74.40 Obligated balance, end of year..... —8,377 —12,869 —12,869 
71.00 Adjustments in expired accoumts............ uO cate 
90.00 Outlays, excluding pay raise supple- 
1 ee ee 70,771 89,494 117,385 
91.20 Outlays from civilian pay raise sup- 
NN a or ae 2,818 136 





"Includes capital investment as follows: 1979, $493 thousand: 1980, $492 thousand; 1981, $489 thousand. 


NOTES 


Includes $5,600 thousand in 1980 (beginning Janua ivi i 
, fy 2, 1980) and $8,483 thousand in 1981 for activities previous! 
{hanced in the following amounts from : . 
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[In thousands of dollars) 
1979 Oct. 1-Jan 1, 
1980 
Department of Treasury, Salaries and EXPeNSES..............ccssssceseceeesnsesseseeennnnssseeneee $463 $122 
United States Customs Service, salaries and expemses ..................c.occsccossnneseeeesnnneeees 2,833 1,000 


Includes $11,298 thousand in 1980 (beginning April 1, 1980) and $24,563 thousand in 1981 from activities previously 
financed in the following amounts from: 


[In thousands of dollars} 


1979 Oct. 1-Mar. 
31, 1980 
Department of State, salaries and expenses ...........cesesssscssssssesssesensseneeeeeeeeseeee $19,780 $10,882 


Excludes $3,925 thousand in 1980 (beginning January 1, 1980) and $6,740 thousand in 1981 for activities transferred to: 
[In thousands of dollars} 


Jan. 1-Sept. 
30, 1980 1981 
General administration, salaries and Expenses ..................cccccsssssscuusseseceseceseeesesesessennee $573 $855 
Economic and statistical analysis, salaries and expenses .................-.- 3,352 5,885 


Comparable amounts from these activities for 1979 ($5,840 thousand and 1980 through January 1, 1980 ($2,233 
thousand) are included above. 

The activities of the International Trade Administra- 
tion in the Department of Commerce are designed to 
promote an improved trade posture for U.S. industry in 
a manner consistent with national security and foreign 
and economic policy. This budget reflects Reorganiza- 
tion Plan No. 3 of 1979 which consolidates operational 
responsibility for non-agricultural trade within the De- 
partment of Commerce. This consolidation includes the 
transfer of functions and resources from the Depart- 
ments of State and Treasury. 

1. Trade development—(a) Export development.—En- 
courages and assists U.S. businesses to export by con- 
ducting market research and overseas trade promotion 
events, by assisting U.S. firms to compete for major 
overseas projects and product sales, and by providing 
U.S. industry with trade leads and other export infor- 
mation. Such assistance is offered to U.S. firms entering 
or expanding their efforts in free market or the con- 
trolled market economies. 

(b) U.S. and foreign commercial services.—Collects 
and disseminates significant commercial and marketing 
information to Government agencies and to the U.S. 
business community, provides direct assistance and 
counseling to U.S. businesses on export/import proce- 
dures and regulations, and supports export promotion 
events held in the United States and in foreign country 
markets. Operates through foreign commercial posts 
overseas and district offices in the United States. The 
overseas portion of this function has been transferred 
from the Department of State. 

(c) Tourism.—Conducts international tourism develop- 
ment programs through regional offices in six major 
foreign markets and designated special markets. Pro- 
vides statistical data, policy recommendations, technical 
assistance, and coordination to Federal, State and local 
governmental organizations and the private sector in- 
volved in tourism to assure the development of bal- 
anced Federal policies to expand foreign tourism. This 
program is transferred from the U.S. Travel Service. 

2. International economic policy—(a) Trade agree- 
ments and policy planning.—Conducts research and 
analysis of economic factors affecting future trade 
flows, and develops options and recommendations on 
key trade policy issues. Negotiates, monitors and imple- 
ments MTN tariff and nontariff trade agreements, in- 
cluding textile and other import restraint agreements. 

(b) Finance, investment and services.—Develops and 
implements policies relating to laws, regulations, and 
institutions in the finance and investment area; moni- 
tors and analyzes foreign investment in the United 
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Personnel Summary 




















































































































































change.—This trust fund accounts for contributions re 


{ 
Direct: rem , 

; : : Total number of permanent positions.................... 1,687 : 2,483 
States; and monitors and analyzes issues related to Total compensable WorkyearS.............ssssesssssssseeee 1,706 2,363 2,051 
service industries. , ; Ty Full-time equivalent of other positions (73) (76) (76) ( 

3. Trade administration. —(a) Export administra- Full-time equivalent of overtime and holiday 
tion.—Assures that export activity is consistent with ee seen foe ee a) “s ise (14) 
national security, foreign policy objectives, and U.S. ma- eon a oe § 10.44 a 
terial and commodity requirements; enforces the law Average GS salary $23,381 $23,332 f 
against participation in foreign boycotts; and assures . a ss uieas saan be te 
the timely availability of industrial resources for na- Oe ee eee ee “i 

‘ coke eign Service Act of 1946 (22 U.S.C. 801 
tional defense and other priority programs. 1158): 

(b) Import administration.—Investigates antidumping Average Foreign Service officer grade... 4.00 4.00 , 
and countervailing duty ‘cases to ensure compliance Average Foreign ll “. salary a $31,648 . 
with applicable U.S. statutes. This function has been Average Foreign Service staff grade... 13 7.24 

Average Foreign Service staff salary................ $15,674 $16,771 1 
transferred from the Department of Treasury. Also ad- Average salary in foreign COUNtTIeS...........ssssssssssseee $19,162 $15,982 $18,181 I 
ministers certain other statutory programs relating to eichiesibie —_S= SSS i 
imports and foreign trade eee oe j Total number of permanent positions ................... 7 3 4 

4. Administration.—Provides administrative manage- Total compensable WOrky@APS ....cc.ccec0eceoene 5 3 i 4 
ment and support services for program units. Full-time equivalent of other positions....... (0) (0) () | » 

5. Domestic business development.—Develops and con- Full-time equivalent of overtime and holiday . n 
ducts business programs for improving economic condi- OUTS. nseennernnnrrnntrrnnrrnnttnnnie (0) (0) () | 2 

: ‘ a 4 5 ; Average ES salary $47,500 $50,051 $50,051 
tions in selected industries. Performs comprehensive in- Average GS grade 10.33 10.44 10.00 24 
dustrial analysis, and provides commentary and recom- Average GS salary $21,871 $23,381 $23,332 : 
mendations to Federal policymakers regarding a broad 31 
range of issues affecting domestic business. The major- 
ity of the functions performed under this activity are Snnad Senile i 
being transferred to a new organization within the De- Mises sepals Mantes DS 
partment of Commerce, the Bureau of Industrial Eco- ss 
nomics. Certain remaining functions are shown within Program and Financing (in thousands of dollars) Tot 
: : : : aoe is ‘ 
the international economic policy activity. Identification code 13-9972-0-7-376 1979 actual 1980 est. 1981 est 7 
Object Classification (in thousands of dollars) Program by activities: F 
Identification code 13-1250-0-1-376 1979 actual 1980 est. 1981 est. 1. Contributions, educational and cultural hen 
exchange: (Trade development) ............. 5,245 6,850 7,250 pes 
Direct obligations: 2. Special studies, services, and projects: hee 
Personnel compensation: (a) Trade development..............cssseessssee 1,083 915 1,015 oe 
11.1 Permanent pOSitiOns.............ssssessessseees 42,129 50,775 59,963 (b) Trade administration 23 25 25 
11.3 Positions other than permanent 1,076 1,399 1,423 (c) Domestic business development....... PS esto aenee aoe 
11.5 Other personnel compensation................ 341 338 389 ae eae an 
11.8 Special personal services payments........ 471 3,369 4,726 Total program costs, funded........... 6,368 7,190 8,2 
Change in selected resources (undelivered 
Total personne! compensation............. 44,017 55,881 66,501 TRUER) ho cote ee, = 8). ccccopusaeapht eae 
12.1 Personnel benefits: Civilian... 4,090 6,375 8,616 Pa Tn aa Tal hee 
21.0 — Travel and transportation of persons......... 2,384 3,216 4,195 10.00 Total obligatiOns......nremrenmnen 6,281 7,190 8,20 
22.0 Transportation Of things ............sssssssssssssee 328 649 1,031 Financing: Gen 
23.1 Standard level user charges ..............se 3,162 3,471 3,599 21.40 Unobligated balance available, start of 
23.2 Communications, utilities, and other rent.... 4,450 4,206 5,250 WAI ee isccsscassinn ee secs ue =) S721 —1,721 
24.0 — Printing and reproduction............scscssssses: 2,941 3,437 4,324 24.40 Unobligated balance available, end of year.. 1,721 1,721 ap. Fo 
250» QUOT OOVNOI ascsinsins Escecsesesstcrcessici 9,132 18,285 22,358 4 es. (meee reer: ne 
26.0 Supplies and materials .......ssssssmee 596 792 1,158 60.00 Budget authority (appropriation) ing 
LS” a are aia 493 492 439 (permanent, indefinite) nm 6299 = 7,790 8 - 
; 44 
Total direct obligationS...............000 71,593 96,804 117,521 Distribution of budget authority by account: videc 
Aer Contributions, educational and cultural exchange. 9,348 6,850 7250 F for 
Reimbursable obligations: Special studies, services, and projects «co.cc. 951 940 100 Fuge 
Personnel compensation: tiong 
11.1 Permanent POsitiOnS..........sessssssseseee 183 142 112 Relation of obligations to outlays: 
11.3 Positions other than permanent... creer 2 2 71.00 Obligations incurred, net ........ssscsssssssccses 6,281 7,790 8,290 
11.5 Other personne! compensation ............. 3 3 3 72.40 Obligated balance, start of year... 1,205 1,215 i + 
Total personne! compensation... 186 147 17 74.40 Obligated balance, end of year..............000.. 5 =1,215 © =121 lf ietticat 
12.1 Personnel benefits: Civilian..............ssees000« 32 ll 8 90.00 OULNG 0.8 aac ee hme at Si 6,271 7,790 8,290 > 
21.0 — Travel and transportation of persons........... 157 30 30 
22.0 — Transportation Of thingS.............ssseesssssseee 35 10 10 Distribution of outlays by account: 
23.2 Communications, utilities, and other rent... 153 20 20 Contributions, educational and cultural exchange. 5,144 6,850 7,250 
24.0 Printing and reproduction 101 15 15 Special studies, services, and projects ............ 1,127 940 1,04 
25.0 Other services ...............ssee. 1,433 150 150 
26.0 Supplies and materials ................sssssssssseeee 26 10 10 1 Includes capital investment as follows: 1979, $22 thousand; 1980, $50 thousand; 1981, $100 thousand. 
Total reimbursable obligations............. 2,123 393 360 Miscellaneous trust funds are of two types: oes 
ory EHS feels SEY tee ; al oe 
99.0 Total obligations 73716 97197 ~~ 1i7ge) ~~ Contributions, educational and cultun 
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DEPARTMENT OF COMMERCE ae «89s 
ceived from commercial exhibitors participating in Change in selected resources (undelivered 
Commerce-sponsored trade and industrial exhibits, ROT an ny 8,508 6,787 5,205 
trade center shows, and other overseas trade promo- 10.00 Total obligations ........ccsccccsssssessnnsee 62,808 63,572 66,357 
tions. These funds are used to pay a portion of the Financing: 
expenses of such trade promotion events. 11.00 Offsetting collections from: Federal funds..  —1,845  —2,500 —2,500 
9. Special studies, services, and projects.—Market 17.00 Recovery of prior year obligations fo Soh —1,628 — 1,600 — 1,000 
; d 1 d : inf 21.40 Unobligated balance available, start of year — 2,352 —5/ ..... 
studies and analyses, trade reports, certain export infor- 4.40 Unobiigated balance available, end of year.. 7 ey ee 
mation and trade leads, publications, statistical reports 25.00 Unobligated balance lapsing ..........c..-.0.. I ics a 
and special services are provided at the expense of the Nii oibiiei 57,965 59,415 62,857 
requesting public. 
, By os Budget authority: 
Object Classification (in thousands of dollars) 40.00 Appropriation ....cccnsnsrnsnsesnsntneenentn 57,965 58,689 62,857 
42.00 Transferred from other ACCOUNES ............c:.  ssssssssseessseee SOO cancsecsheaaeee 











identification code 13-9972-0-7-376 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
lL.l Permanent pOSitionS.............c::ssseescsssesees 178 275 275 
113 Positions other than permanent ee 37 50 50 
11.5 Other personnel compensation ................ 41 30 30 
Total personnel compensation............. 256 355 355 


12.1 — Personnel benefits: Civilian..............ssssssee0e 20 30 30 




















21.0 Travel and transportation of persons........... 342 350 350 
22.0 Transportation of thingS ..............ccsssescsssees 292 375 375 
23.2 Communications, utilities, and other rent... 1,155 1,280 1,380 
24.0 — Printing and reproduction..................seccssee 402 450 500 
25.0 Other services ..............0e+. 3,682 4,750 5,000 
26.0 Supplies and materials . oa 110 150 200 
Ppa Ree EXMRNTNNIGsoo9 02 coesiccscncsshoccctans ceonccsesoconiaes 22 50 100 
99.0 Total obligations ..............sssecsssseccssnees 6,281 7,790 8,290 
Personnel Summary 
Total number of permanent positionS....................0+. 14 14 14 
Total compensable Workyea'S...........ssssess+ sia 24 24 24 
Full-time equivalent of other positions (8) (8) (8) 
Full-time equivalent of overtime and holiday 
POMS SSeS) scp CaN Te Dinca haisnace (2) (2 (2) 
Average ES salary... .. $47,500 $50,051 $50,051 
Average GS grade......... 10.33 10.44 10.00 
PROT SIMA sos, cedecseosscxceucsovssinseesdnsoucenconussee $21,871 $23,381 $23,332 








MINORITY BUSINESS [ENTERPRISE] 
DEVELOPMENT AGENCY 


Federal Funds 
General and special funds: 
Minority Business DEVELOPMENT 


For necessary expenses of the Department of Commerce in foster- 
Ing, promoting, and developing minority business enterprise, includ- 
ing expenses of grants, contracts or other agreements with public or 
Private organizations, [$58,689,000] $62,857,000, of which 
[$44,400,000] $47,480,000 shall remain available until expended: Pro- 
vided, That not to exceed [$14,289,000] $15,277,000 shall be available 
for program [development and] management. (15 U.S.C. 1512; 42 
US.C. 3151; Department of Commerce Appropriation Act, 1980; addi- 
tional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 




















\etification code 13-0201-0-1-376 1979 actual 1980 est. 1981 est. 
Program by activities: 

Direct program: 

1. Enterprise Gevelopment ...............00. 33,415 31,080 33,550 

2. Policy and market development. 7,117 9,256 8,899 

3. Research and information 260 623 884 

4. Program management ...........c..0000000 11,663 13,326 15,319 

Total direct program .........scsscssseuse 52,455 54,285 58,652 

Reimbursable programs .........ccsseeesoeseseee 1,845 2,500 2,500 

Total program costs, funded®............ 54,300 56,785 61,152 














43.00 Appropriation (adjusted) ................ 57,965 59,015 62,857 
44.20 Supplemental for civilian pay 

WO ee secretin acess) aineeenees ee oto 

Relation of obligations to outlays: 

71.00 Obligations incurred, net ...............sccssssseecee 59,472 62,857 
72.40 Obligated balance, start of year................... 33,883 37,358 
74.40 Obligated balance, end of year..................+- — 37,358 — 40,808 
77.00 Adjustments in expired ACcOUntS..........cccc. —168  ceeccecccsssescce — sssueecssnsceensaee 
90.00 Outlays, excluding pay raise supple- 

WN ics cesses cetelcccssinccblec 54,110 55,605 59,399 
91.20 Outlays from civilian pay raise sup- 

eens eS ee 392 8 





* Includes capital investment as follows: 1979, $46 thousand; 1980, $87 thousand; 1981, $87 thousand. 
Note.—Includes $326 thousand in 1980 for activities transferred from: General Administration, “Salaries and expenses.” 


In its leadership role of coordinating Federal minor- 
ity business development programs, the Minority Busi- 
ness Development Agency (MBDA) seeks to create im- 
proved national conditions within which the minority 
people of the United States will have an equal opportu- 
nity to participate in the American business system. In 
1981, MBDA will place increased emphasis on assisting 
medium and larger sized minority firms. 

1. Enterprise development.—This activity provides ex- 
isting client firms with direct long-term management 
and technical assistance services including business in- 
formation, counseling and financial packaging assist- 
ance. A management development program for 
medium-sized businesses will be implemented and spe- 
cific programs will be developed to increase minority 
participation in selected growth industries/markets. 
Also, programs will be developed to involve qualified 
minority firms in technology-based business opportuni- 
ties. 

2. Policy and market development.—This activity pro- 
vides for efforts to increase public and private sector 
purchases from minorities and to assist minority firms 
in taking advantage of expanded market opportunities. 
Programs include analysis of other Federal Government 
policies affecting minority business development and 
advocacy/ombudsman efforts in behalf of minority busi- 
ness interests; expanding business information and 
services through trade associations; and promoting the 
mobilization of State and local government resources. A 
major function of this activity will be to recommend 
legislative, administrative and other reforms on a con- 
tinuing basis. This activity will increase the availability 
of funding from traditional sources for minority busi- 
nesses. Management assistance will be provided to 
strengthen minority financial institutions. 

3. Research and information.—In this activity, MBDA 
collects and maintains general purpose data bases on 
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the characteristics of MBDA clients and the general 
minority business universe and develops special purpose 
data bases to support priority programs. Information is 
analyzed and presented in useful form for MBDA per- 
sonnel and others outside of the agency. A research 
program is conducted to increase awareness of trends, 
characteristics and problems of minority business. An 
information clearinghouse disseminates general infor- 
mation on minority businesses and vendor lists for 
public and private procurement opportunities. 

4. Program management.—This activity provides for 
planning, directing, and monitoring the use of resources 
to accomplish overall MBDA program goals and objec- 
tives. It provides administrative support for all daily 
operating requirements, the administration of the coop- 
erative agreements and grants programs and coordina- 
tion with other Federal agencies involved in minority 
business development programs or activities. 


Object Classification (in thousands of dollars) 


Identification code 13-0201-0-1-376 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 7,152 
Positions other than permanent 638 668 
Other personnel compensation 57 


Total personnel compensation 7,877 
12.1 Personnel benefits: Civilian 715 
13.0 — Benefits for former personnel 9 
21.0 Travel and transportation of persons 623 
22.0 — Transportation of things 50 
23.1 Standard level user charges 673 
23.2 Communications, utilities, and other rent... 390 
24.0 Printing and reproduction 195 
25.0 — Other services B 6,725 6,233 
26.0 — Supplies and materials . ie 120 120 
31.0 — Equipment 87 87 
41.0 Grants, subsidies, and contributions 43,608 46,004 


61,072 63,857 








Total direct obligations 





service abroad; rental of space abroad for periods not exceeding five 
years, and expenses of alteration, repair, or improvement; advance of 
funds under contracts abroad; payment of tort claims in the manner 
authorized in the first paragraph of 28 U.S.C. 2672, when such claims 
arise in foreign countries; and not to exceed $5,000 for representation 
expenses abroad; $8,000,000.] (22 U.S.C. 2121-2127; Department of 
Commerce Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 13-0700-0-1-376 





1979 actual 1980 est. 1981 est, 





Program by activities: 
1. International tourism development 
2. Executive direction 


11,893 
170) 
Total program costs, funded? 13,594 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 


Financing: 
25.00 Unobligated balance lapsing 3 


40.00 13,597 


13,594 


Budget authority (appropriation) .. 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


13,594 
4,234 
— 3,664 
—314 


Outlays 13,851 





‘Includes capital investments as follows: 1979, $12 thousand; 1980, $12 thousand. 

Note.—Excludes $8,500 thousand in 1981 for activities transferred to: Operations and Administration, International Trade 
Administration. Comparable amounts for 1979 ($13,597 thousand) and 1980 ($8,000 thousand) are included above 

1. International tourism development.—In 1981, $8.5 
million and 75 positions are requested for the Interna- 
tional Trade Administration which will undertake tour- 
ism data collection and policy analysis, and provide 
technical assistance to States and cities. International 
tourism development programs will also be continued 
in major foreign markets. 

Amendment of the International Travel Act will be 
proposed to reflect the above. 


Object Classification (in thousands of dollars) 





Reimbursable obligations: 
25.0 — Other services 517 517 
41.0 — Grants, subsidies and contributions 1,983 1,983 


2,500 2,500 
63,572 66,357 





Total reimbursable obligations 








99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 341 341 

Total compensable workyears i. 341 360 
Full-time equivalent of other positions (43) (43) 
Full-time equivalent of overtime and holiday 


(2) (2) (2 
Average ES salary wu $47,500 = $49,938 $50,113 
Average GS grade 9.89 9.36 9.34 
Average GS salary $21,467 $22,906 $22,848 





[UNITED STATES TRAVEL SERVICE] 


Federal Funds 
General and special funds: 
[SaLarigs AND EXPENSES] 


[For necessary expenses of the United States Travel Service as 
provided for by law; including employment of aliens by contract for 





Identification code 13-0700-0-1-376 1979 actual 1980 est. 1981 est 


Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 


Total personnel compensation 

Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials .. 
Equipment 
Grants, subsidies, and contributions 

13,594 


Total obligations 8,000 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


( 
$50,000 


(0) 
$47,500 
Average GS grade 11.5 12.1 


Average ES salary 
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Average GS SAlary,........cssssssssssseeeeeens 
Average salary of ungraded positions 


$21,831 
$21,377 © 


$24,703 
$21,429 








Intragovernmental funds: 





























9. Public forecast and warning 


11. Environmental data and informa- 














82,680 
41,535 





88,992 89,852 














47,812 49,590 






































TH SUES oS istic ccscieins 20,814 25,264 24,731 
ConsoLIpATep WorKING FUND 12. Global monitoring of climatic 
areca caccsscsiaici 1,891 3,354 3,393 
Program and Financing (in thousands of dollars) 13. Weather modification... i 8,030 9,475 9,347 
14. International projects................... 10,527 10,850 10,949 
Wentfcation code 13-3907-0-4-376 1979 actual 1980 est. 1981 est. 
Total operating costs................. 639,002 694,339 697,700 
Program by activities: Unfunded adjustments to total operating 
10.00 Promotion of international travel (costs— costs: Depreciation included above...... —20,673 —20,680 — 20,680 
obligations) (object class 25.0) ............ PMA ctciea talents Deductions from retired Pay ........oo- —90 —90 —90 
Financing: Future cost of retired pay, commis- 
11.00 Offsetting collections from: Federal funds... ee teen nl anes Ce. ae ee — 1,628 — 1,750 — 1,750 
RE MNINNEN  icteSiososscteeccreertse nostic OeeeRi > astcnancetemnssanl | soteaceccconoasss Total operating costs, funded... 616,611 671,819 675,180 
Capital investment funded ...................0.. 12,600 18,300 21,545 
Relation of obligations to outlays: 
ks ements . ences Total direct program ........vesesssenee 629,211 690,119 696,725 
72.40 Obligated balance, start of year... 121 81 81 ; : 
7440 Obligated balance, end of year. aA call -81 ee : 
77.00 Adjustments in expired accounts................ Gaggia pal een a —_ charting, and surveying 9.065 10719 19218 
90.00 INR econ, sac asaetesinSiobcacpistacorcesss DU petaancagaaad | Crckerinsnsicetgecec 2. Ship SUPPOFt SOFVICES..........cccccccssese — ssssseeesseesseee 262 262 
3. Ocean fisheries and living marine 
a oe. 5,546 4,676 4,676 
4. Marine ecosystems analysis and 
NATIONAL OCEANIC AND ATMOSPHERIC OCEAN GUMPING..................sscccceeesseesee 15,964 23,588 23,588 
ADMINISTRATION 5. Marine technology... 664 3,789 3,789 
Ge ee Nee 237 237 
Federal Funds 7. Basic environmental services........... 10,294 12,657 12,657 
General and special funds: 8. Environmental satellite services ....... 666 1,319 1,319 
9. Public forecast and warning serv- 
OPERATIONS, RESEARCH, AND FActLit1Es* Bi icseiihe insect 5,201 4,847 4,847 
[ Inctupinc TRANSFER OF FUNDS) ] 10. Specialized environmental services ... 10,342 10,630 10,630 
eee ere rene a Tes ee "636 «10,187 10,157 
For necessary expenses of activities authorized by law for the Na- 12. Global monitoring of climatic 
tional Oceanic and Atmospheric Administration, including mainte- CR Rn 86 17 217 
nance, operation, and hire of aircraft; 399 commissioned officers on 13. Weather modification... 374 402 402 
the active list; construction of facilities, including initial equipment; 14. International projects.........csccacuee EP chee” cmcacake 
alteration, modernization, and relocation of facilities; and acquisition 
of land for facilities; [$702,350,000] $74.2,851,000, to remain available Total reimbursable program............ 68,823 83,000 83,000 
until expended, of which so much as may become available during the 
current fiscal year shall be derived from the Pribilof Islands Fund [, Total program costs, funded......... 698,034 773,119 779,725 
and, in addition, $5,000,000 shall be transferred to this appropriation Change in selected resources (spacecraft 
from the fund entitled “Promote and develop fishery products and and launching inventory and undelivered 
research pertaining to American fisheries”]. (15 U.S.C. 272, 313, orders; plus other inventory and undeliv- 
fifa, 330b 3300; 16 U.S.C. 661, 664, 665, 742d, 742f, 744, 745, 758a, OO ORI es cece nscicercirataecinccttectccccconence __ 39,979 61,246 47,126 
95, 756, 757a, 757b, 757d, 758a, 760a, 760d-h, 772d, 776d, 777, 778, ‘ati 
119, 779b(a), 779d, 852c, 916}, 917a, 917d, 959, 986, 1027, 1083, 1100a- 10.00 Total obligations ..............c..sssescesseesens 738,013 834,365 826,851 
1, 1151-54, 1161-64, 1182, 1187, 1222, 1377, 1380, 1381, 1384, 1534, Financing: 
1535), 1542, 1811, 1822%aX4), 1852, 1853, 1854(e), 1855, 1861, 1882; 33 Offsetting collections from: 
US.C. 426, 426a, 540, 706, 883a-d, 883f, 882h-i, 1123, 1124a, 1125, 11.00 OIA TN ccccccsisicencinictsaccslcccinsaeen —5,927 —5,927 —5,927 
1131, 1441-44; 42 U.S.C. 1891; 44 U.S.C. 1307; 49 U.S.C. 1153, 1463: 14.00 _Non-Federal sources —62,896 —77,073 —11,073 
Department of Commerce Appropriation Act, 1980; additional autho- 21.40 Unobligated balance available, start of year —13,947 —25,110  eceeeccessssssee 
naing legislation to be proposed for $67,833,000.) 24.40 Unobligated balance available, end of year. TO so ke ee een 
Program and Financing (in thousands of dollars) Budget authority ..................ccccsseee 680,353 726,255 743,851 
itetfication code 13-1450-0-1-306 1979 actual 1980 est 1981 est. Budget authority: 
P a a 40.00 Appropriation: 
yen ao General fund (definite oe scsnsaseen 675,510 701,500 743,001 
oo Pribilof Islands fun ial fund) (in- 
Operating costs: hart , ee 843 
. Mapping, charting, and survey- 41.00 Transferred to other accounts.......... — 1,000 
SONOS oe icici cs ssecsscacacre 46,604 53,879 54,868 ‘ 
2. Ship support services... se: an: EE ee = 
3. Ocean fisheries and living marine 43.00 Appropriation (adjusted).............. 680,353 707,350 743,851 
FESOUICES ....sssssseesssssseeeessse ieee: 107,313 106,096 81,382 44.10 Supplemental for wage-board pay 
4. Marine ecosystems analysis and ee era eg IEE picedicots 
ocean dumping Séeudedecsscccscsccecscesecees 13,069 14,013 13,897 44.20 Supplemental for civilian pay 
ss rp technology . 17,818 20,976 23,200 eR) Ps uta. we %.W.2) 
DN EMI csc cca ecu scsacenscnseneces 33,591 36,285 36,309 ili 
7, Basic environmental services... ee ee OS (ee see gy oars 
8. Environmental satellite services... 83,959 80,122 oS OES SS RT Ne 
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General and special funds—Continued 
OPERATIONS, RESEARCH, AND FaciLities—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 13-1450-0-1-306 





1979 actual 1980 est. 1981 est. 





Distribution of budget authority by account: 
Pribilof Islands fund (special fund) (indefinite), 


843 850 
725,405 


850 
Operations, research, and facilities, National Oce- 
anic and Atmospheric Administration 


679,510 743,001 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance transferred, net. 
Obligated balance, end of year 
Adjustments in expired accounts 


751,365 
193,206 
11,531 

— 260,429 


743,851 
260,429 


71.00 
72.40 
73.98 
74.40 
77.00 


90.00 


669,190 
192,198 


— 193,206 
—73 





Outlays, excluding pay raise supple- 


668,109 677,457 732,114 


91.10 Outlays from wage-board pay raise 


1,256 48 
91.20 Outlays from civilian pay raise sup- 


16,593 625 
91.30 Outlays from military pay raise sup- 


plemental 367 16 





Distribution of outlays by account: 
Administration of Pribilof Islands, National Oce- 
anic and Atmospheric Administration 
Operations, research, and facilities, National Oce- 
anic and Atmospheric Administration 


850 850 


667,266 694,823 731,953 





This appropriation provides for the research, develop- 
ment, and support of operating programs, and acquisi- 
tion of facilities for fulfilling the basic responsibilities of 
the National Oceanic and Atmospheric Administration 
(NOAA). 

1. Mapping, charting, and surveying services.—Pro- 
vides for charting the Nation’s coastal regions, produc- 
tion of aeronautical charts for safe and efficient com- 
mercial and general aviation, and geodetic surveys. 


Output/performance measures: 
Maps/charts maintained/revised 
New maps/charts produced/published ... 
Horizontal control points adjusted 


1979 actual 
1,062 
405 
20,000 


1980 estimate 
1,081 

466 
20,000 


1981 estimate 
1,141 

429 

20,000 


2. Ship support services.—Provides for operation and 
logistical support of NOAA ships and marine centers. 
The 1981 increases annualize the operation of a fishery 
research vessel and provide for the rehabilitation and 
upgrading of the NOAA fleet. 


Output/performance measures: 1979 actual 1980 estimate 1981 estimate 


4,847 5,097 4,908 
Number of ships maintained and managed 25 25 24 


3. Ocean fisheries and living marine resources.—Pro- 
vides for safe fishery products, viable commercial and 
marine sports fishing programs, and conservation of 
fisheries resources and endangered species by protect- 
ing, developing, and managing U.S. living marine re- 
sources, including the seal herd of the Pribilof Islands. 
The 1981 request provides for a multispecies manage- 
ment method; acceleration of research on marine pollu- 
tion in the Northeastern Atlantic (Ocean Pulse); inven- 
tory of marine habitat data; expansion of marine 
mammal and endangered species conservation pro- 
grams; development of the regional and national fishery 


information and data management systems; and up 

grading a marine recreational statistics program. The 

tagging and scale analysis program of salmon harvested 

by Japan will terminate in 1981. 

Output/performance measures: 1979 actual 1980 estimate 1981 estimate 
Stocks/species coverage 251 254 248 
Marine mammal/endangered species permits 

monitored 257 282 307 
Foreign fishery permits processed 1,100 950 
Statistical/economic data reports 8,500 8,500 9,000 


4. Marine ecosystems analysis and ocean dumping.— 
Provides information for management of the marine 
environment and its resources, and for implementing 
the National Ocean Pollution Research and Develop- 
ment and Monitoring Planning Act of 1978. 
Output/performance measures: 1979 actual 1980 estimate 1981 estimate 


Dumpsites investigated 6 6 6 
Reports prepared 3 4 9 


5. Marine technology.—Provides for development, test- 
ing, and calibration of oceanographic instruments. The 
1981 request provides for a Manned Undersea Research 
Facilities program and funds to expand ocean climate 
technology. 

Output/performance measures: 1979 actual 1980 estimate 1981 estimate 

Instrumentation systems developed/tested 7 7 ] 


Deep-water submersible days provided 30 30 0 
Deep-ocean buoy stations provided 14 14 14 


6. Sea grant.—The sea grant program provides match- 
ing fund grants to public and private universities, insti- 
tutes, and industries to seek solutions to problems relat- 
ed to management and use of marine resources, and 
transfer of new technology to marine users. 
Output/performance measures: 1979 actual 1980 estimate 1981 estinale 


Number of organizations supported 48 93 33 
Number of projects supported 850 865 865 


7. Basic environmental services.—Provides the funda- 
mental networks of weather observations, communica- 
tions systems, weather analyses and predictions, and 
maintenance that are essential for all forecasts and 
warnings. The 1981 increases initiate a program to 
expand automated surface observing functions; estab- 
lish a marine data network to accurately issue forecasts 
and warnings for the coastal zone; begin a program to 
replace outmoded radars with next-generation weather 
radar (NEXRAD): and augment National Climate Pro 
gram Office. 

Output/performance measures: 
Weather observations taken/employee 
Effective satellite data information retrieval (per- 
cent) 50 50 


Radar detection capability (percent)... 
Precipitation guidance forecasts 284,000 287,000 


8. Environmental satellite services.—Provides for the 
operation of a national environmental satellite system. 
The 1981 increases provide for a polar orbiting satellite, 
reimbursement for launch vehicles and launch services, 
and for the National Oceanic Satellite System (NOSS) 
program. The 1981 decreases will reduce the processing 
and study of SEASAT-1 data and defer the integration 
and testing of the Solar Backscatter Ultraviolet (SBUV) 
instrument. 


1981 estinae 
138,059 


1980 estimate 
134,702 


1979 actual 
134,702 


288,000 
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DEPARTMENT OF COMMERCE 


1979 actual 1980 estimate 1981 estimate 


Output/performance measures: Satellites operation- 
DUNO sce ics cscsssceisiascuasiiaacaaascanasaeesnenais 4 4 


9. Public forecast and warning services.—Provides 
weather forecast and warning services. The 1981 in- 
creases provide for research to investigate oceanic heat 
flux; improved storm surge forecasting for complex 
coastal areas; establishment of five ocean services units; 
and expansion of NOAA Weather Wire Service to all 48 
conterminous states. 

Output/performance measures: 





Forecast dissemination systems: 1979 actual 1980 estimate 1981 estimate 
BES LE i ituch betiecncses Shinn 243 243 
NOAA Weather Radio 320 320 320 
NOAA Weather Wire .............ccscsseccssseesssnseeseee 3,200 3,360 4,028 
Average area coverage of severe weather watch- 
RESIN ION Bes cssscincass 80a Cnsonsheocncessbessses 26,000 25,500 25,000 
Number of river/flood forecasts ...............s:ssse0 620,000 640,000 650,000 


10. Specialized environmental services.—Provides en- 
vironmental services for support of aviation and agri- 
cultural operations, fire weather services, and informa- 
tion about the Sun’s activities and conditions in near 
space for use by the Nation’s space program, telecom- 
munications agencies and industries, and electric power 
distributors. The 1981 request improves NOAA’s solar- 
terrestrial environmental services. 


Output/performance measures: 1979 actual 1980 estimate 1981 estimate 
Air pollution/fire weather user needs fulfilled ...... 517 537 
Agricultural weather services value to selected 
commodities (in thousands) ................sssscsssee $400,200 $400,200 $400,200 
Aviation pilot weather briefings (in thousands) ... 2,080 2,080 1,872 


ll. Environmental data and information services.— 
Provides basic data and information products on the 
atmosphere, oceans, solid Earth, the Sun, and near 
space. The 1981 increase provides for a management 
information system in response to the National Ocean 
Pollution Research and Development and Monitoring 
Planning Act of 1978. 


Output/performance measures: 


1979 actual 1980 estimate 1981 estimate 
Publications distributed ................csssessesssssssssssssees 1,829,980 1,837,190 1,844,500 
CO 130,830 138,680 147,400 


12. Global monitoring of climatic change.—This activ- 
ity represents the U.S. part of a U.N.-sponsored, world- 
wide program to monitor the long-term changes taking 
place in the Earth’s atmosphere and predict the 
changes that will occur in global weather and climate. 


1979 actual 1980 estimate 1981 estimate 
Qutput/performance measures: Research publica- 


MORMON sc sc2 cece, ssdssoncecccasdve 22 26 30 


13. Weather modification.—This research activity ex- 
amines the feasibility of modifying hurricanes and 
other severe storms to reduce their intensity. In 1981 a 
Cumulus Dynamics and Microphysics Program will be 
undertaken to enhance the understanding of the physi- 
cal processes inherent in weather modification activities 
related to cloud precipitation. 


1979 actual 
Output/performance measures: Research studies 
Na eae titel 55 60 93 


14. International projects.—This activity includes two 
major programs involving international participation: 
the global atmospheric research program (GARP), and 
the Great Lakes research program. 


Qutput/performance measures: 
Active research programs: 


1980 estimate 1981 estimate 


1979 actual 1980 estimate 1981 estimate 


NATIONAL OCEANIC AND ATMOSPHERIC ADMINISTRATION 
Federal Fi 








—Continued 
unds—Continued 


233 




























































































GARP Atlantic Tropical Experiment (GATE)..... 32 We ieee: 
First GARP Global Experiment (FGGE) ............ 15 25 48 
CR NES en sciccicoi, ccaiecdact 4 6 
Great Lakes Research tasks completed................ 45 45 45 
Object Classification (in thousands of dollars) 
Identification code 13-1450-0-1-306 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent POSitiOns...............sscssecsseeeee 264,090 283,899 283,110 
11.3 Positions other than permanent.............. 20,454 22,590 22,738 
11.5 Other personnel compensation ................ 16,351 16,770 16,883 
Total personnel compensation............. 300,895 323,259 322,731 
12.1 — Personnel benefits: Civilian............... 30,481 32,911 33,723 
13.0 — Benefits for former personnel 2,905 3,302 3,816 
21.0 Travel and transportation of persons........... 13,102 12,085 12,967 
22.0 Transportation of things .............:..sssscsssees 3,874 4,484 5,642 
23.1 Standard level user charges.................ssvsse« 13,410 14,224 16,478 
23.2 | Communications, utilities, and other rent.... 32,350 33,054 33,524 
24.0 — Printing and reproduction.................ssssssee 1,745 1,876 2,012 
25.0 Other Services ...........ssse 144,646 159,610 162,764 
26.0 Supplies and materials .. 36,539 38,832 37,900 
31.0 — Equipment..................... 29,413 59,481 47,137 
32.0 — Lands and Structures................ssssscccscsssseees 986 3,997 1,549 
41.0 Grants, subsidies, and contributions............ 58,269 64,205 63,565 
42.0 Insurance claims and indemnities................ 40 45 43 
Total direct obligations 668,655 751,365 743,851 
Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent POitiOnS.............-.ccccsvesssseesese 19,283 21,905 21,507 
11.3 Positions other than permanent... 3,240 3,817 3,817 
11.5 Other personnel compensation................ 890 1,013 1,013 
Total personnel compensation............. 23,413 26,735 26,337 
12.1 Personnel benefits: Civilian.................ssses 2,336 2,679 2,651 
21.0 Travel and transportation of persons........... 2,812 2,910 3,103 
22.0 Transportation of thingS ..............sscsscssseeee 646 698 698 
23.1 Standard level user charges 671 671 671 
23.2 Communications, utilities, and other rent..... 5,730 6,341 6,341 
24.0 — Printing and reproduction.................cc-sssse 446 454 454 
25.0 Other Services .............sssesecseee 21,339 29,720 29,953 
26.0 Supplies and materials 6,955 7,290 7,290 
31.0  Equipment.....................0.... 3,968 4,995 4,995 
41.0 Grants, subsidies, and contributions............ 507 507 507 
Total reimbursable obligations............ 68,823 83,000 83,000 
ALLOCATION TO MARITIME ADMINISTRATION 
SEO) | HRINONE tc ee SoG. Uns eahea 
99.0 Total obligations 738,013 834,365 826,851 
Personnel Summary 
Direct: 
Total number of permanent positions ....... 12,358 12,322 12,182 
Total compensable WOrkyear ............c:sssescsseessseees 14,404 14,404 14,247 
Full-time equivalent of other positions (1,738) (1,738) (1,738) 
Full-time equivalent of overtime and holiday 
Oe eno Be ees (547 (547) (547) 
Average ES salary... $47,500 $50,113 $50,113 
POUR Cin NI can scnenccemsecsesccscnnasntoene 9.95 9.96 9.97 
PURI SS SIRI ins csinsscin i steee snsasssaccase $21,387 $23,266 $23,399 
Average salary of ungraded positions.................+. $16,153 $17,341 $18,211 
Reimbursable: 
Total number of permanent positions.................... 947 947 930 
Total compensable WOrkyearS ...........::-:ssecsssvsessseee 1,142 1,142 1,142 
Full-time equivalent of other positions (254) (254) (254) 
Full-time equivalent of overtime and holiday 
a ae (35) (35) (35) 
Average ES salary..... $47,500 $50,113 $50,113 
TORR. GS OID snips scnssscemicencessis 9.95 9.96 9.97 
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$21,387 $23,266 
$16,153 $17,341 


$23,399 


Average GS salary $18,211 


Average salary of ungraded positions 





CONSTRUCTION 


Program and Financing (in thousands of dollars) 





Identification code 13-1452-0-1-306 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: Sand Point 299 892 892 
Capital investment funded: Sand Point 5,681 16,949 42,108 


Total program costs, funded 5,980 17,841 43,000 
Change in selected resources (undelivered 
orders) 





2,822 
8,802 


43,000 


10.00 Total obligations... 17,841 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 


— 13,102 
64,300 


— 64,300 
46,459 


— 46,459 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 


8,536 
—1,820 


18,557 


7,820 
— 24,054 


26,766 


— 8,536 





Outlays 





This account provides for the planning and construc- 
tion of ship, administrative, and research facilities at 
Sand Point, Seattle, Wash. Funding to complete the 
construction of additional facilities was received in 
1979. No additional funding is required in 1981. 


Object Classification (in thousands of dollars) 
Identification code 13—1452-0-1-306 


Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 





1979 actual 1980 est. 1981 est. 








Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials .. 
Equipment 





Total direct obligations 


ALLOCATION TO GENERAL SERVICES 
ADMINISTRATION 


Other services 180 190 
Lands and structures 17,467 42,604 








Total obligations, General Services 


Administration 17,647 


17,841 


42,794 
43,000 








Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


9.95 
$21,387 


9.96 9.97 
$23,266 $23,399 


Average GS grade 
Average GS salary 





Coastat ZONE MANAGEMENT* 


*See Part III for additional information. 


For carrying out the provisions of Public Law 92-583, as amended, 
and section 202 of title II and title III of Public Law 92-532, as 
amended, [[$64,675,000] $52,235,000, to remain available until ex. 
pended. (16 U.S.C. 1432, 1434, 1454, 1455, 1456a, 1461, 1464(a); 33 
U.S.C. 1442; Department of Commerce Appropriation Act, 1980; addi- 
tional authorizing legislation to be proposed for $45,163,000.) 


Program and Financing (in thousands of dollars) 


Identification code 13-1451-0-1-302 





1979 actual 1980 est. 198] est 





Program by activities: 
1. Program development grants 
2. Program administration grants 17,174 
3. Energy impact formula grants 11,269 
4. Estuarine sanctuaries 643 
5. Marine sanctuaries 251 
6. Program management 3,296 


39,048 


6,415 6,858 851 
29,453 32,884 
26,128 22,123 

1,993 3,433 
1,045 1,299 
4,996 5,001 


Total program costs, funded 70,473 65,591 
Change in selected resources (undelivered 


orders) 6,744 


72,335 


12,658 838 


10.00 Total obligations 51,706 71,311 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


Budget authority 


— 14,296 
__ 26,430 


63,840 


— 26,430 
20,000 


64,881 


— 20,000 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


64,675 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


51,706 
49,691 
_—71,042 


71,311 
71,042 
— 18,286 


78,286 
— 90,538 


Outlays, excluding pay raise supple- 


30,355 63,868 60,076 


91.20 Outlays from civilian pay raise sup- 


plemental ] 





This appropriation provides for administration, man- 
agement, beneficial use, protection, and development of 
the land and water resources of the Nation’s coastal 
zone, by providing grants to States for the planning and 
management of their coastal areas. 

1. Program development grants.—These grants to 
coastal States and territories permit correction of exist- 
ing inadequate arrangements for planning and regulat- 
ing land and water uses in their coastal zone by devel- 
oping comprehensive coastal zone management pro- 
grams. Authorization for this program expired on Sep- 
tember 30, 1979. 

2. Program administration grants.—These grants sup- 
port ongoing State and territorial coastal management 
activities, such as land and water use regulation, mont 
toring, and enforcement, which are contained in their 
approved management programs. An increase in 1981 
will provide grants to seven additional States for ad- 
ministration of their coastal management plans. Signifi- 
cant performance measures are: 
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DEPARTMENT OF COMMERCE 





1979 actual 





1980 estimate 1981 estimate 


Number of States with approved management pro- f 
UR es socsse tec chleecccdence teevopivaveacloceorssesSsboSvesses 19 20 27 


3. Energy impact formula grants.—These grants pro- 
vide funds to meet the infrastructure needs of coastal 
States and local units of government whose coastal 
zones are affected by the development and production 
of Outer Continental Shelf oil and gas, and coastal 
transportation of energy resources. A decrease in 1981 
is possible because of the availability of previously ap- 
propriated funds. Significant performance measures 
are: 


1979 actual 1980 estimate 1981 estimate 
PIE, UII cscs s2onoc essa cscesyscsasovscscovestcepucebitvenace 70 98 110 


4, Estuarine sanctuaries.—These grants provide for 
acquisition, development, and operation of estuarine 
sanctuaries for the purpose of creating natural field 
laboratories where studies can be made of the processes 
occurring within coastal estuaries. Funds in 1981 will 
support joint NOAA/State efforts to acquire three new 
sites and provide predevelopment and operational 
grants for proposed and established sites. Significant 
performance measures are: 


1979 actual 1980 estimate 1981 estimate 
Percent of minimum National Estuarine Systems 

33 50 62 

6,500 13,000 24,000 





5. Marine sanctuaries.—This program supports the 
designation of ocean waters as marine sanctuaries for 
the purpose of preserving or restoring the sites for their 
conservational, recreational, ecological, or esthetic 
value. An increase in 1981 will provide for designation 
of additional sites and management activities associated 
with seven established sanctuaries. Significant perform- 
ance measures are: 


1979 actual 1980 estimate 1981 estimate 
Number of sites designated ...........cccssssssssssssesssssssee 0 7 5 
Number of sites managed 2 6 7 
Number of sites enforced....... 2 3 7 
Number of sites assessed 2 6 ] 





6. Program management.—Provides assistance to 
State and territorial governments in developing and 
implementing coastal zone management programs; co- 
ordinates Federal activities that impact coastal zone 
Management programs; and supports studies for plan- 
ning and assessing ocean uses. 


Object Classification (in thousands of dollars) 


Wetication code 13-1451-0-1-302 

















1979 actual 1980 est. 1981 est 
Personnel compensation: 

IL] Permanent positions. ........cc.cccsssscsesee 1,804 2,802 2,856 
11.3 Positions other than permanent 219 241 241 
11.5 Other personnel compensation............... 16 26 26 

Total personnel compensation............. 2,039 3,069 3,123 
21 Personnel benefits: Civiliat ....socssossnsenee 209 265 275 
210 Travel and transportation of persons.......... 251 226 234 
220 — Transportation of MM essere osccsass. ll 14 18 
B.1 Standard level user charges ...ccccocsntenen 158 309 319 
32 Communications, utilities, and other rent... 101 95 97 
40 — Printing and reproduction .......ccococsosoron 141 125 135 
2.0 Other services 587 2,423 2,558 
26.0 Supplies and materials .. 57 41 46 
ee. 21 42 46 
{0 Grants, subsidies, and contributions... 48,131 64,702 65,484 
80 Total obligations ......c.csccsemeeneen 51,706 71,311 72,335 
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Personnel Summary 


Total number of permanent positions...................0000 95 115 117 

Total compensable workyealS...................0.. 116 116 117 
Full-time equivalent of other positions (22) (22) (22) 
Full-time equivalent of overtime and holiday 








Nace ce bhaeics saps (1) (1) (1) 
TO I is cineca $47,500 $50,113 $50,113 
MOEN OS aha seniccssanccsen 9.96 9.96 9.97 
TOT a SI cic sscccecscesccsseen $21,387 $23,266 $23,399 
Average salary of ungraded positions ..................000 $16,153 $17,341 $18,211 








PROMOTE AND DEVELOP FISHERY PRODUCTS AND RESEARCH 
PERTAINING TO AMERICAN FISHERIES 


Program and Financing (in thousands of dollars) 
































Identification code 13-5139-0-2-376 1979 actual 1980 est. 1981 est. 
Program by activities: 
Ocean fisheries and living marine resources 
(total program costs, funded)................ 9,554 15,133 25,079 
Change in selected resources (undelivered 
CMOS cccccatese tees 4,177 10,734 10,748 
10.00 Total obligations .................csssseccccssssee 13,731 25,867 35,827 
Financing: 
21.40 Unobligated balance available, start of year — 5,483 aa > Sees! 
24.40 Unobligated balance available, end of year.. MBP Scrat tae ee 
Budget authority... 12,436 21,679 35,827 
Budget authority: 
61.00 Transferred to other accounts ..................0.. — 5,000 ean MII eéscsciceaa 
62.00 Transferred from other accounts................. 17,436 26,679 35,827 
63.00 Appropriation (adjusted) (perma- 
nent, indefinite, special fund) ....... 12,436 21,679 35,827 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ............:..cccssssessee 13,731 25,867 35,827 
72.40 Obligated balance, start of year... 6,007 9,307 19,774 
74.40 Obligated balance, end of year................... —9,307 —19,774 — 26,601 
90.00 sais elec cetacean 10,431 15,400 29,000 





An amount equal to 30% of the gross receipts from 
customs duties on imported fishery products is trans- 
ferred (15 U.S.C. 713c-3) to the Department of Com- 
merce annually for marine resources research and as- 
sessment and use of fishery resources. 

In 1981, legislation will be proposed to establish a 
fisheries development program utilizing this fund. This 
program will provide for the further development of 
US. fishing industry, with particular emphasis on new 
and nontraditional fisheries, and promote the optimum 
utilization of the Nation’s fishery resources. 


Object Classification (in thousands of dollars) 




















Identification code 13-5139-0-2-376 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 POTINAIIINE OIIONG So scicsasccscaccssacices: is eecbsitoehailnn tei nteacacicevaten 4,001 
11.3 Positions other than permanent... 306 327 376 
11.5 Other personnel compensation 23 25 27 
Total personnel compensation............. 329 352 4,404 
12.1 Personnel benefits: Civilian................sesss0see 65 70 359 
21.0 Travel and transportation of persons. 853 1,982 1,999 
22.0 Transportation of thingS..............c.csseessssee 4] 92 101 
Za1-  Seanband WOE W80r CRM INS -aassscescccccsisieons "TR, MU 150 
23.2 Communications, utilities, and other rent.... 1,605 1,700 1,645 


24.0 Printing and reproduction.....................sse. 292 300 310 
25.0 Other Services .............ssese00 13,656 
26.0 Supplies and materials 470 500 530 
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General and special funds—Continued 


PROMOTE AND DEVELOP FISHERY PRODUCTS AND RESEARCH 
PERTAINING TO AMERICAN FISHERIES—Continued 


Object Classification (in thousands of dollars) —Continued 


Identification code 13-5139-0-2-376 


31.0 — Equipment 569 600 673 
41.0 Grants, subsidies, and contributions 2,339 2,370 12,000 


99.0 13,731 25,867 35,827 





1979 actual 1980 est. 1981 est. 








Total obligations 





Personnel Summary 





Total number of permanent positions 0 171 
Total compensable workyears 31 202 
Full-time equivalent of other positions (30) (30) 
Full-time equivalent of overtime and holiday 
(1) (1) 
9.96 9.97 
$23,266 $23,399 


Average GS grade 
Average GS salary 





PROMOTE AND DEVELOP FiIsHERY PRODUCTS AND RESEARCH 
PERTAINING TO AMERICAN FISHERIES 


(Proposed for later transmittal, proposed legislation) 
Program and Financing (in thousands of dollars) 


Identification code 13-5139-2-2-376 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Ocean fisheries and living marine resources 
(total program costs, funded) 
Change in selected resources (undelivered 


— 11,800 





10.00 Total obligations — 15,827 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligation to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance availabie, start of year ... 
74.40 Obligated balance available, end of year 


90.00 





Outlays 





In 1981, legislation will be proposed to establish a 
fisheries development program using funds available 
from this account. The legislation requires that the 
Congress specify in annual appropriation acts the 
amount of funds to be transferred to the Secretary of 
Commerce to meet the requirements of the Fishery De- 
velopment Program under the promote and develop 
fishery products and research pertaining to American 
Fisheries account. Requirements in 1981 for the Fisher- 
ies Development Program are estimated to be 
$20,000,000, the balance of the estimated receipts 
($15,827,000) being transferred to the Department of 
Treasury. 


Object Classification (in thousands of dollars) 


Identification code 13-5139-2-2-376 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions. 
11.5 Other personnel compensation 


— 166 
—11 


-177 
—34 

— 1,586 
—210 

— 12,863 





Total personnel compensation 
Personnel benefits 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 


12.1 
23.2 
24.0 


Supplies and materials 
Equipment 


Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade... 
Average GS salary. 





FISHING VESSEL AND GEAR DAMAGE COMPENSATION FUND 


For carrying out the provisions of section 3 of Public Law 95-376, 
there are appropriated not to exceed $3,500,000 from the receipts 
collected pursuant to that Act, to remain available until expended. 
(Department of Commerce Appropriation Act, 1980.) 


Schedule of Amounts Available for Appropriation 





1979 actual 1980 est. 1981 est 





Unappropriated balance, start of year 754 
Collections: 
Fees collected 3,500 
Interest income 124 


4,378 
—3,500 


Total available for appropriation 
Appropriation 


Unappropriated balance, end of year 





Program and Financing (in thousands of dollars) 





Identification code 13—5119-0-2-376 1979 actual 1980 est. 1981 est 





Program by activities: 
10.00 Ocean fisheries and living marine resources 
(costs—obligations) 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


40.00 Budget authority (appropriation) 


(indefinite, special fund) 





Relation of obligations to outlays: 
Obligations incurred, net 3,500 
Obligated balance available, start of year ... 1,236 
Obligated balance, end of year —1,236 


3,500 


71.00 
72.40 
74.40 


90.00 Outlays 





This fund provides compensation to fishing vessel 
owners who sustain losses or damage to their gear or 
vessels while engaged in any fishery subject to the ex- 
clusive fishery management authority of the United 
States under the Fishery Conservation and Manage 
ment Act of 1976, provided that the loss is attributable 
to any foreign vessel or its crew or fishing gear, or a 
natural disaster. 


Object Classification (in thousands of dollars) 
Identification code 13-5119-0-2-376 
11.1 





1979 actual 1980 est. 1981 est. 





Personnel compensation: Permanent posi- 
tions 

Personnel benefits: Civilian 

Travel and transportation of persons 

Communications, utilities, and other rent... 

Supplies and materials 

Equipment 


21.0 
23.2 
26.0 





1981 est. 


3,500 


1981 est. 


DEPARTMENT OF COMMERCE 
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42.0 — Insurance claims and indemnities 4,280 





99,0 Total obligations 4,400 





Personnel Summary 








Total number of permanent positions 2 2 
Total compensable workyears 
Full-time equivalent of other positions (0) (0) 
full-time equivalent of overtime and holiday 
(0) (0) 
Average GS grade : 9.96 9.97 
Average GS salary $23,266 $23,399 





FISHERMEN’S CONTINGENCY FUND 


For carrying out the provisions of title IV of Public Law 95-372, 
there are appropriated not to exceed $600,000 from the receipts col- 
lected pursuant to that Act, to remain available until expended. 
(Department of Commerce Appropriation Act, 1980.) 


Amounts Available for Appropriation 


1979 actual 1980 est. 1981 est. 





Unappropriated balance, start of year 
Collections: 

Fees collected 

Interest income... 


Total available for appropriation 
Appropriation 


Unappropriated balance, end of year 





Program and Financing (in thousands of dollars) 


1979 actual 


Wentification code 13-5120-0-2-376 





1980 est 1981 est 
Program by activities: 
10.00 Ocean fisheries and living marine resources 
(costs—obligations) 


Financing: 
40.00 Budget authority (appropriation) (in- 
definite, special fund) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 600 





This program provides reasonable compensation to 
commercial fishermen for actual and consequentia! 
damages to or loss of fishing gear, including loss of 
profits, related to oil and gas exploration, development, 
and production on the Outer Continental Shelf. This 
includes damages resulting from obstructions on the 


. throughout the water column, and on the sur- 
ace, 


Object Classification (in thousands of dollars) 





Wenttication code 13-5120-0-2-376 1980 est 1981 est 


26.0 22 
420 578 


99.0 600 


1979 actual 








Public enterprise funds: 


FISHERIES LOAN FUND 


Program and Financing (in thousands of dollars) 





Identification code 13-4317-0-3-376 1979 actual 1980 est. 1981 est 





Program by activities: 
Operating costs: 
1. Interest 
2. Provisions for losses on loans 





Total operating costs 
Unfunded adjustments to total operating 





10.00 Total program costs, funded—obliga- 
tions (object class 43.0) 
Financing: 
14.00 Offsetting collections from: Non-Federal 
Sources: 
Loans repaid 


21.98 Unobligated balance available, start of 
year: Fund balance 

24.98 Unobligated balance available, end of year: 
Fund balance 

25.00 Unobligated balance lapsing.... 


Budget authority 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 


—221 
200 





Status of Direct Loans (in thousands of dollars) 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 728 374 350 
2400 Repayments, prepayments, loan sales —354 —24 —13 


2900 Outstanding, end of year 374 350 337 





This program provides for loans to vessel operators 
who, because of the high risk associated with some 
commercial fishing, cannot obtain commercial loans at 
reasonable rates for financing or refinancing the cost of 
purchasing or constructing, equipping, maintaining, re- 
pairing, or operating new or used commercial fishing 
vessels or gear. As of September 30, 1979, there were 42 
loans outstanding with a value of $374 thousand. This 
fund will expire on September 30, 1980. 

In 1981, legislation will be proposed to transfer any 
balance of funds remaining in, or other assets of, the 
Fisheries loan fund, as of September 30, 1980, to the 
fishing vessel portion of the Federal ship financing fund 
established under title XI of the Merchant Marine Act 
of 1936, as amended (46 U.S.C. 1271-1280). The legisla- 
tion proposes the continuation of activities specified in 
title XI for fishing vessels, but also provides for the 
guarantee of obligations of fishing vessels engaged in 
developmental fisheries. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est 





Operating income or loss(—): 
Revenue 34 
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Public enterprise funds—Continued 


FisHEeriIEs LOAN Funp—Continued 


Revenue and Expense (in thousands of dollars) —Continued 





1979 actual ‘1980 est. 1981 est. 
— 588 —700 
—554 —670 











Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 
Accounts receivable (net) 
Real property and equipmen 


(net) 
Other assets (net)... 





Total assets 


Liabilities: 
Accounts payable 














Government equity: 
Unexpended balances: 
Unobligated balance 

Invested capital 





Total Government equity 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 13,000 


Closing balance 13,000 
Retained deficit: Opening balance —6,512 
Transactions: 
Net operating loss 
Unobligated balance lapsing ... 
Adjustments ....... 





Closing balance — 6,985 








Total Government equity (end of year) 





FisHERIES LOAN FUND 


(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 





Identification code 13-4317-2-3-376 1979 actual 1980 est 1981 est. 





Financing: 
23.98 Unobligated balance transferred to other 


25.00 Unobligated balance restored 


tee of obligations of fishing vessels engaged in develop- 
mental fisheries. 


FISHERMEN’S GUARANTY FUND 


Program and Financing (in thousands of dollars) 





identification code 13-4318-0-3-376 1979 actual 1980 est. 198] est 





Program by activities: 
Ocean fisheries and living marine resources 
(costs—obligations) 


10.00 Total program costs, funded—obliga- 


Financing: 
14.00 Offsetting collections from: Non-Federal 


21.98 Unobligated balance available, start of 
year: Fund balance 

24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
ance 76 
74.98 Obligated balance, end of year: Fund bal- 
—16 —67 


90.00 —125 300 





This fund provides for payment to vessel owners and 
crews to compensate for certain financial losses sus- 
tained as a result of foreign seizures of American fish- 
ing vessels found within 200 miles of their coasts. 
Through 1977, funds in this account were derived from 
Federal appropriations and fees from vessel owners. Be- 
ginning in 1978, the basic annual appropriation was 
discontinued, although appropriated funds can be re 
quested if the fund’s balance is depleted. 


Object Classification (in thousands of dollars) 





Identification code 13-4318-0-3-376 1979 actual 1980 est 1981 est 





11.1 Personnel compensation: Permanent posi- 


12.1 — Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
22.0 — Transportation of things 
23.2 Communications, utilities, and other rent... 
25.0 Other services 
Insurance claims and indemnities 


Total obligations 





Budget authority 


Personnel Summary 





Relation of obligation to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 








Legislation will be proposed to transfer any balance 
of funds remaining in, or other assets of, the Fisheries 
loan fund, as of September 30, 1980, to the fishing 
vessel portion of the Federal ship financing fund estab- 
lished under title XI of the Merchant Marine Act of 
1936, as amended (46 U.S.C. 1271-1280). The legislation 
proposes the continuation of activities specified in title 
XI for fishing vessels, but also provides for the guaran- 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday . ry 
( 
Average GS grade 9.96 9.97 
Average GS salary $23,266 $23,399 





CoasTaL EnerGcy Impact FuND 


Obligations under the Coastal Energy Impact Fund for payments 
pursuant to subsections 308 (c), (d), and (f) of the Coastal Zone Man- 
agement Act of 1972, as amended, shall not exceed [163,863,000] 
$62,002,000. During 1981 and within the resources and authority 











R 1981 


velop- 





198] est 











cialis 


payments 
one Man- 
863,000] 
authority 






DEPARTMENT OF COMMERCE 


available, gross obligations for the principal amount of direct loans 
shall not exceed $53,382,000. (Department of Commerce Appropriation 
Act, 1980.) 


Program and Financing (in thousands of dollars) 


















































Wentitication code 13-4315-0-3-452 1979 actual 1980 est. 1981 est. 
Program by activities: 
Capital investment funded: Loans and 
MMM TIOS iss csvsesossssvonsers co ssreeecccreer es 8,184 25,900 50,000 
Operating costs, funded: 
1. Planning grants.............scccccsseccssseecee 3,778 5,571 1,683 
2. OCS State participation grants... .ssssessccessnees 1,350 1,845 
3. Environmental grants 1,776 2,650 1,165 
4. Program management 438 515 570 
Total operating costs, funded ........ 5,992 10,086 5,263 
Total program costs, funded.......... 14,176 35,586 55,263 
Change in selected resources (loans, 
grants, undelivered orders) 17,216 34,883 6,739 
10.00 Total Obligations ..............ccssssseesseeseee 31,392 70,469 62,002 
Financing: 
14.00 Offsetting collections from: 
Non-Federal sources: 
OE —119 —409 —3,752 
NUMMNTONMNNITESS cc ccccccecrarasecccseconesés.  sesevoctvoconvts= —125 —750 
21.98 Unobligated balance available, start of 
year: FUNC balance .........sssssssscccccsssssssees — 163,863 —132,590 — 62,655 
24.98 Unobligated balance available, end of year: 
BOT NONI csc sscomsatenescaccndssnssive 132,590 62,655 5,155 
I cia cee.) tektascetssohtesy” spiuecnal Tanta 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................0..sseece0 31,273 69,935 57,500 
72.98 Obligated balance, start of year: Fund bal- 
ee ce 65,754 86,254 122,146 
74.98 Obligated balance, end of year: Fund bal- 
Men rcteseseerttstesectreeteccors eoseosctsae —86,254 —122,146 —126,174 
90.00 Ue er ea 10,773 34,043 53,472 
Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation .........  ..scsscsssccsse  ssssssssseeeseee 53,382 
1200 Obligations incurred, grOSs ...............ssssssssseee —27,156 —61,000 —53,382 





Cumulative balance of direct loans out- 
standing: 














GAWD {QUIStAIMAN; SATE OF YOAE aannnnssccsccscssssaccocisnan scacdsescaseceees 8,184 33,559 
2200 Disbursements 8,184 25,500 50,000 
BUM CRONIN VME easy bcsssscc¥occasdncodesCstiacheue « «vinsdenobeconbne —125 —750 
2900 Outstanding, end of year.........ssssssesscccscssceee 8,184 33,559 82,809 





This appropriation provides Federal financial assist- 
ance to meet the needs of coastal States and their local 
governments impacted by Outer Continental Shelf 
(OCS) and certain other coastal-dependent energy activ- 
ity in, or in proximity to, the coastal zone of the State. 

Loans and guarantees.—This fund provides loans, 
guarantees, and repayment assistance. Additional ap- 
Propriations for loans, guarantees, and repayment as- 
sistance is not requested in 1981 pending utilization of 
resources appropriated through 1978. (While guarantees 
are legislatively authorized, no guarantees have been 
provided to date.) 

1. Planning grants.—These grants are for use when 
the siting, construction or operation of new or expanded 
energy facilities force affected coastal States to under- 
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take detailed studies and plans for the economic, social, 
and environmental consequences of such facilities. 
Grants may not exceed 80% of the cost of such studies. 
Reprogramed loan funds in 1981 will support 52 plan- 
ning projects by 27 eligible States/territories. 

2. Outer Continental Shelf (OCS) State participation 
grants.—Annual grants are made to coastal State and 
territorial governments, on a 70% Federal, 30% State 
matching basis, to assist these States and governments 
in carrying out their responsibilities under the OCS 
Lands Act, as amended in 1978. Reprogramed loan 
funds in 1981 will support the State administration 
costs for participating in OCS decisions. 

3. Environmental grants.—Grants are made to coastal 
States to enable them to minimize the loss of valuable 
environmental or recreational resources resulting from 
coastal energy activity if no other funds for this pur- 
pose are available to the State concerned. Reprogramed 
loan funds will support 45 projects in eight State/terri- 
tories without OCS energy activities. 

4. Program management.—This activity provides pro- 
gram direction and administrative support for the 
coastal energy impact fund. Reprogramed loan funds 
will support this function in 1981. 

Significant performance measures for this appropri- 
ation are: 

















Projects financed resulting in reduced impacts or 1/979 actual 1980 est 1981 est 
IMPACT NOMOCCUFTENCE...............0ecsseeessseesseeesseeesseees 59 129 150 
Projects financed in areas with potentially increased 
CTI ON cic 59 129 150 
Revenue and Expense (in thousands of dollars) 
1979 actual 1980 est. 1981 est. 
Operating loss: 
NNN accra ciarnea ea rarasceendaaginn. Coseeaatonaeee, © ascneeeaamaeaaaeE 
ccc tccacteassson sects kicessaiccaNbani —5,992 —10,086 — 5,263 
Net operating 10SS............scccssseecsssecessseeecsene —5,992 —10,086 —5,263 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 






































Fund balance with Treasury........... 229,617 218,844 184,801 131,329 
Advances Made .............csseccssseeecsses 166 LS I ee os ae 
Loans receivable (Met)...........cscsc  csssseescesssnees 8,184 33,684 83,684 
NOI SSO solos cnanncecssecess 229,783 228,333 218,485 215,013 
Liabilities: 
Accounts payable (grants) ............ 1,247 5,789 6,027 7,818 
Government equity: 
Unexpended balance: 
Unobligated balance.................... 163,863 132,471 GO ccm 
Undelivered orders 64,673 81,889 116,772 123,511 
Wn CHEN SF onnaees 8,184 33,684 83,684 
Total Government equity ....... 228,536 222,544 212,458 207,195 
Analysis of changes in Government equity: 
Paid-in capital: 
Ce NN ois ree iasccnshaneaceecioe 229,992 229,992 229,992 
TORI ROE osc See eee eee 
CU se cs 229,992 229,992 229,992 
Retained earnings: 
MON NN 5 inccccssscicesacctesscentncesncccos — 1,456 —71,448 — 17,534 
Transactions: 
Net operating 10SS...........sssssccssssssscssssseeeseees —5,992 —10,086 — 5,263 
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Public enterprise funds—Continued 


CoasTaL ENERGY Impact Funp—Continued 


Financial Condition (in thousands of dollars) —Continued 




















1978 actual 1979 actual 1980 est. 1981 est. 
NNSEEMIIE os  cccaccaxcccsscarcersrtiesvicr” (aciaccuatgions_gebniantcuag. dcrbousteceshssiess 
CROSING DMN 5 ccsssecy ices cb No oonaisccrte —7,448  —17,534 — 22,797 
Total Government equity (end of year) ...... 222,544 212,458 207,195 





Object Classification (in thousands of dollars) 





Identification code 13-4315-0-3-452 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent pOsitiOns...............ssssesscssssseess 272 330 330 
11.3 Positions other than permanent... 2 2 2 





























11.5 Other personnel compensation ...... 4 8 8 
Total personnel compensation... 278 340 340 
12.1 Personnel benefits: Civilian................ 26 35 36 
21.0 Travel and transportation of persons. 46 49 49 
22:0) OAGABSNA ATION OF EADS sy aasssncnicieeSéssoonsors  cospossnnszannnyes 2 2 
23.1 Standard level user charges 13 13 13 
23.2 Communications, utilities, and other rent... ‘sterner 10 
24.0 — Printing and reproduction................ccs00e 15 20 15 
250 RIE SOTUIOES ssa ssnsssscsiscunsvesoopabotteceoostiba 55 67 130 
26.0 Supplies and materials ..............ccsssssesssssees 8 5 6 
BU) RMN PNA eco SS cvuc Shorten cheaters 19 14 19 
33.0 — Investments and l0aN.............scsssseccssseesees 27,156 61,000 53,382 
41.0 — Grants, subsidies, and contributions............. 3,766 8,924 8,000 
99.0 Total obligations .........cc:.ccssssssssccssseeee 31,392 70,469 62,002 
Personnel Summary 
Total number of permanent positions 13 13 13 
Total compensable workyea'...............00 14 14 14 
Full-time equivalent of other positions.................. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
I UOMI ycae ses toaeptiereh Micra Paaisiedscscsocstencivass (1) (1) (1) 
PICTON INI ite Swe 2 ccs ee 9.95 9.96 9.97 
PPD MOS IGAWNM goo os cicrsssiee to say nenignessationeertinne $21,387 $23,266 $23,399 
Average salary of ungraded positions .................ss0ee $16,153 $17,341 $18,211 





nN 


’ FEDERAL SHip FINANCING FuND, FISHING VESSELS 


During 1981, commitments to guarantee loans shall not exceed 
$100,000,000 of contingent liability for loan principal. 


Program and Financing (in thousands of dollars) 





Identification code 13-4417-0-3-376 1979 actual 1980 est. 1981 est. 





Program by activities: 











1. Fisheries financial support services......... 595 820 820 
2. Disbursements for loan guarantee 
MRM oss reaichiciiss: pensrosttnnn ae o airs 14 700 200 
10.00 Total program costs, funded—obliga- 
NMS Sls ccteoscodeepedcctocsos sevens hotobhonek 609 1,520 1,020 
Financing: 
14.00 Offsetting collections from: Non-Federal 
SOUTCES: 
Guaranty and insurance premiums and 
Bora tah Maat cis spi caf pate —1,330 —1,936 — 1,640 





Interest income. — 186 —264 — 360 

PUES MEIN oro: osnccascdtbsastonsosiasives corsvtennse ON al LR, chee hacen: jcisaee 
21.98 Unobligated balance available, start of 

year: Fund balance .........cscsssssessssseeesssees — 1,665 — 2,632 —3,312 
24.98 Unobligated balance available, end of year: 

RAI NONI a iscscrsecioasesSiasiatooeethcatelions 2,632 3,312 4,292 





CRSe NOY ss Nios eles, WR Bae Lael 


Relation of obligations to outlays: 


























71.00 Obligations incurred, Net ............ssssseseessen —967 — 680 —980 
72.98 Obligated balance, start of year: Fund bal- 
IMO sc ssccssserksiis casinssn\aascsclsS BURRIS 72 199 569 
74.98 Obligated balance, end of year: Fund bal- 
MG sssissesscssousssatachactovietsithesetteetteatestaatrts an 199 — 569 4]} 
90.00 — 1,094 =—100 «23 
Status of Loan Guarantees (in thousands of dollars) 
Position with respect to limitation on loan 
guarantees: 
3110 Limitation on commitments: Appropriation..... occ  ssseeecsseeessnee 100,000 
3200 Commitments, Qr0SS............ssescssseessssecessseesene —62,610  —87,000 —100,000 
Cumulative balance of guarantees out- 
standing: 
4100 Outstanding, start of year ............scccssssecceee 47,667 105,829 180,500 
4200 New loan guarantees............. 62,610 87,000 100,000 
4400 Repayments or prepayments ¥ — 4,448 — 12,329 — 30,500 
4900 Outstanding, end Of year ..........ssssseccssseesccssnee 105,829 180,500 250,000 





Premiums and fees collected under the fishing vessel 
obligations guarantee program are deposited in this 
fund for use in case of default. Proceeds from sale of 
collateral are also deposited in the fund (46 U.S.C. 1272, 




































































1274). 
Revenue and Expense (in thousands of dollars) 
1979 actual 1980 est. 1981 est 
Operating income or loss (—): 
TRON sas Srstaktvivssbcioonhs erbotartocssesslettesasaeteiosses 1,568 2,200 2,000 
EXDPOSE « Ssccgceastia Rracsasttiansdheiaisteutisieentearecs pal —609 — 1,820 ” —1,020 
Net operating income or loss(—).............. 959 680 980 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with Treasury............ 111 160 160 160 
U.S. securities (Par) .....cc.sssseeseee 1,625 2,670 3,720 3,720 
Accounts receivable (net).............. —3/ —66 — 340 451 
Loans receivable (net)..............00 137 90 90 90 
Total assets 1,836 2,854 3,630 4,421 
Liabilities: 
Accounts payable including funded 
accrued liabilities ............csccsssee 34 93 i HBO: seit cuca 
Government equity: 
Unexpended balances: Unobligated 
IANICO <Maseat scesssscveh teens 1,665 2,632 3,312 4,292 
RUIMUSILVRDG: ORCGES cs sccscisccssorsescscse”~ “icsaascceseaves 39 39 39 
Invested Capital ..........ccssssseessseesssees 137 90 90 ¥ 90 
Total Government equity ....... 1,802 2,761 3,441 4,421 
Analysis of changes in Government equity: 
Retained income: 
OMONIND TDALMNICG. scacsssassoisstnccoretdatncnrsereoic 1,802 2,761 3,441 
Transactions: Net operating income or 
DN red Rncssicer aaron 959 68080 
CNMI IMIR. ics Seas eae 2,761 3441 Al 
Total Government equity (end of year) ...... 2761 3,441 4,421 
Object Classification (in thousands of dollars) 
Identification code 13-4417-0-3-376 1979 actual 1980 est. 1981 est 
Personnel compensation: 
11.1 Permanent Positions.......csssessssssscssssesen 358 385 385 
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11.3 Positions other than permanent.............. 31 33 33 
11.5 Other personnel compensation ............- 35: 38 38 
Total personnel compensation............. 424 456 456 
12.1 Personnel benefits: Civilian 50 53 53 
21.0 Travel and transportation of persons........... 32 28 28 
93.1 Standard level user charges ...............:-ssee- 11 11 ll 
93.2 Communications, utilities and other rent..... 2 4 4 
24.0 — Printing and reproduction.................scssssse 5 10 10 
25.0 Other Services .............seee. 61 238 238 
26.0 Supplies and materials l 9 9 
GEO MROUMNTIONG 5scsuccsosssssosavessssonssoonseoson 9 18 18 
42.0 — Insurance claims and indemnities................ 14 700 200 
99.0 Total obligations .............ccsssseesessseeees 609 1,520 1,020 
Personnel Summary 
Total number of permanent positions..................0 12 12 12 
Total compensable WOrkYe4IS...........secsssccssssssseeeeesee 18 18 18 
Full-time equivalent of other positions.................. (1) (1) (1) 
Full-time equivalent of overtime and holiday 
MO Seas cs des dinscseulonctovasvasteortoree (1) (1) (1) 
Average GS grade... 9.95 9.96 9.97 
PUREE MSMR a cc csaisacazncssssousvexsasosososistonsosooo $21,387 $23,266 $23,399 








FEDERAL SHIP FINANCING FUND, FISHING VESSELS 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 








Wentitication code 13-4417-2-3-376 1979 actual 1980 est. 1981 est. 
Financing: 
22.98 Unobligated balance transferred from other 
chek a dhs cnc tak ssn V es wh acho hcckaieeSidn: D> dnsdaiensha —5,394 
24.98 Unobligated balance available end of year: 
UIE RNC Peleseet trae cc cstsuiviaciccorse” Yacergtttcesicten:” ctescecrecseccore 5,394 





Budget authority ..............0...cceee 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 SPR Eee ceca cep saacciesssoesain 








Legislation will be proposed to transfer any balance 
of funds remaining in, or other assets of, the Fisheries 
loan fund, as of September 30, 1980, to the fishing 
vessel portion of the Federal ship financing fund estab- 
lished under title XI of the Merchant Marine Act of 
1936, as amended (46 U.S.C. 1271-1280). The legislation 
proposes the continuation of activities specified in title 
XI for fishing vessels, but also provides for the guaran- 
tee of obligations of fishing vessels engaged in develop- 
mental fisheries. 





Intragovernmental funds: 


CONSOLIDATED WorKING FUND 


Program and Financing (in thousands of dollars) 











\enttication code 13-3914-0-4-306 1979 actual 1980 est. 1981 est. 
Program by activities: 

1. Mapping, charting, and surveying serv- 

MR aes ccedefas ssdispieiusiekovucciesactiusceve Th. 225 eee 
2. Ship support Services ...............ccccccccsse BON cascescsscciie | PE I 
3. Ocean tisheries and living marine re- 

MI dn tsccse oscsh ass os sscats cose ccasdacasssonse Shee Sek coeicheoesoaees 
4. Marine ecosystems analysis and ocean 

HON sac cessacsstsccegsecosnsssossovis GR, ici eesah tls cactaccraac 
5. Marine technology .... BENG. cacrcesccaa tincccestaasecss 
RAMON sleet Shake Las DRT MARR AIRE Senate 






310-100 0 - 80 - 16 


7. Basic environmental services................ 
8. Environmental satellite services............ 
9. Public forecast and warning services ... 
10. Specialized environmental services........ 
11. Environmental data and information 
SONU co stbssosstisestescsrtnaece accel acca oes 
12. Global monitoring of climatic change... 
14. International projects ..................ssecssseee 
15. Executive direction and administration... 











10.00 Total program costs, funded—ob- 
ere RII cssniesacastecce~. sostuistanestancens 
Financing: 
11.00 Offsetting collections from: Federal funds... = —12,498  ceecccceccssse — cecccssueecessneess 
CEST GUNN i ciscissnin cscs scetieesten! | Seccacensicanteds TPS EES Ve ccasccavecaeactok 





Relation of obligations to outlays: 
71.00 Obligations incurred, Met .............sscsccssseeee 
72.98 Obligated balance, start of year: Fund bal- 
GIS essstcetaca een eeu 9,278 
73.98  Obligated balance transferred, nett............... 
74.98 Obligated balance, end of year: Fund bal- 


11,531 
—11,531 








90.00 CNN ccc Ae a Be 














22.0 Transportation of things ..............c...sssscsssee 48 
23.2 Communications, utilities, and other rent.... 312 
24.0 — Printing and reproduction..................ssssse 8 
25.0 Other Services ...........:.-.00ee: 7,422 
26.0 Supplies and materials .. 335 
SRUre INO sissies lec icesn acon 1,027 
41.0 Grants, subsidies, and contributions............ Qane. | cate ere et 
99.0 Total obligations ..................ccsssseeecesee SARS St 








Trust Funds 
MISCELLANEOUS TRUST FUNDS 


Program and Financing (in thousands of dollars) 





Identification code 13—9973-0-7-306 


























1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Special studies, services, and projects..... 9,041 9,817 9,817 
2. Inspection and grading of fishery prod- 
OR are ee ei ere antics 2,100 2,183 2,183 
10.00 Total program costs, funded—obliga- 
Pci hte ee 11,141 12,000 12,000 
Financing: 
21.40 Unobligated balance available, start of year — 666 — 1,866 — 1,866 
24.40 Unobligated balance available, end of year.. 1,866 1,866 1,866 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. 12,340 12,000 12,000 
Distribution of budget authority by account: 
Special studies, services, and projects ................. 9,988 9,817 9,817 
Inspection and grading of fishery products .......... 2,353 2,183 2,183 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................scssssseee 11,141 12,000 12,000 
72.40 Obligated balance, start of year 867 333 333 
74.40 Obligated balance, end of year.................... —333 —333 —333 
90.00 Cicer carta 11,676 12,000 12,000 
Distribution of outlays by account: 
Special studies, services, and projects ................. 9,367 9,817 9,817 
Inspection and grading of fishery products .......... 2,309 2,183 2,183 





1. Special studies, services, and projects.—This repre- 
sents receipts from the sale of charts and publications 
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MISCELLANEOUS TRUST FunpDs—Continued 


used to finance production costs, bindery and distribu- 
tion operations, and related overhead. 

2. Inspection and grading of fishery products.—This 
represents fees paid by individuals and firms participat- 
ing in the National Marine Fisheries Service program 
for inspection and grading of fisheries products. 


Object Classification (in thousands of dollars) 


Identification code 13-9973-0-7-306 





1981 est. 
































1979 actual 1980 est. 
Personnel compensation: 
11.1 Permanent poOsitiOns..............:sssssssseessees 3,302 4,181 4,181 
11.3 Positions other than permanent. a 327 327 327 
11.5 Other personnel compensation................ 377 377 377 
Total personne! compensation............. 4,006 4,885 4,885 
12.1 Personnel benefits: Civilian.............ssscsee 435 438 438 
13.0 — Benefits for former personnel iy ised cnipsonsdycetatia le eos otat 
21.0 — Travel and transportation of persons........... 149 142 142 
22.0 — Transportation Of thingS............sscsccsssseeeee 304 291 291 
23.1 Standard level user charges...............sss000 185 185 185 
23.2 Communications, utilities, and other rent... 2,236 2,236 2,236 
24.0 — Printing and reproduction................sccssse 1,325 1,325 1,325 
25.0 Other services...............0... ss 1,145 1,145 1,145 
26.0 Supplies and materials . bes 1,273 1,273 1,273 
SEA). SAAMMNTVONUS decrexcersasarcbeussoseccsuveavesatbsclacoeecn 80 80 80 
99.0 Total obligations ..............sssssssssessses 11,141 12,000 12,000 
Personnel Summary 
Total number of permanent positions. oye 224 224 224 
Total compensable workyed''................... ne 295 295 295 
Full-time equivalent of other positions.................. (27) (27) (27) 
Full-time equivalent of overtime and holiday 

UNE Sedeeeer a teresa coosnnsssons ssalossasscasiassshosucs (10) (10) (10) 
Average GS grade..... a 9.95 9.96 9.97 
Average GS Salary.........ccsssccccssssseen = ipelyeel $23,266 $23,399 

Average salary of ungraded positions ..................00 $16,153 $17,341 $18,211 








PATENT AND TRADEMARK OFFICE 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES* 


*See Part III for additional information. 


For necessary expenses of the Patent and Trademark Office, includ- 
ing defense of suits instituted against the Commissioner of Patents 
and Trademarks, [$99,672,000] $113,202,000. (15 U.S.C. 1051-1127, 
1511; 35 U.S.C. 1-4, 6-42; 44 U.S.C. 1337-1338; Department of Com- 
merce Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 























Identification code 13-1006-0-1-376 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
MHATEATEAOOOSS ros, iickccectietssshidtoasses 70,469 75,186 80,999 
2. Trademark process........... mn 5,946 6,346 7,62! 
3. Information dissemination................... 20,419 22,710 24,587 
Total direct program................. 96,434 104,242 113,202 
Reimbursable PrOQram..........ssssvseesssersssseees 55 100 100 
Total program costs, funded'............ 96,489 104,342 113,302 
Change in selected resources (undelivered 
I ik tae a ER thai 1, Oe See ane ee 
10.00 Total obligations ............sscsscccssssssesees 96,589 104,342 113,302 








APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 























Financing: 
11.00 Offsetting collections from: Federal funds... —55 —100 —100 
25.00 Unobligated balance lapsing....................00+ WD essences. nage 
Budget authority 96,654 104,242 113,202 
Budget authority: 
40.00 Appropriation .................sssssssccsssssssseeses 96,654 99,672 113,202 
44.10 Supplemental for wage-board pay 
POR O Es eecassciahs cbbitaa coetbitaascceethlinassieiso ~vésssdtescnassons SR \oibihyasceine 
44.20 Supplemental for civilian pay raises... ..........sss008 MBAS seniticcsccdns 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............:.sssccsseeee 96,534 104,242 113,202 
72.40 Obligated balance, start of year... 12,239 10,893 13,295 | 
74.40 Obligated balance, end of year..... —10,893 —13,295 — 18,020 
77.00 Adjustments in expired accounts................. BP IO: . ~cscisacsisiiters. . alae 
90.00 Outlays, excluding pay raise supple- 
RADIAL sssossracheedectcas ostscs ececcstivss 7,124 97,402 108,345 
91.10 Outlays from wage-board pay raise 
SUOMI Als jcccssssoccss Ts eBELES Ih yassrcaalieresane 56 2 
91.20 Outlays from civilian pay raise sup- 
PMOL ccc sctt Scicisecsctaateacesscitsn:. _. joajssvannntianee 4,382 130 





1 Includes capital investment as follows: 1979, $937 thousand; 1980, $493 thousand; 1981, $1,434 thousand. 


The Office administers laws governing the granting 
of patents for inventions and the registration of trade- 
marks. 

Receipts deposited in the general fund of the Treas- 
ury from fees were $27.2 million in 1979 and are esti- 
mated to be $26.5 million in 1980 and 1981. 

Activities of the Office fall into the following areas: 

1. Patent process.—Applications are examined to de- 
termine whether or not the inventor is entitled to a 
patent for the claimed invention. Examination of patent 
applications also includes the performance of quasi-judi- 
cial functions in appeal and interference proceedings. 
This activity also provides drafting services, recording 
of instruments conveying ownership of patent and 
trademark rights, and publishing the issued patents. 
Increased resources for the patent process in 1981 will 
bring the disposal level closer to the estimated applica- 
tion receipt level, especially in subsequent years. The 
existing level of resources directed to patent quality 
will be maintained. 

The following table summarizes key patent applica- 
tion workload and performance data: 


1978 1979 1980 1981 











Applications in Office actual actual estimate estimate 

(start of year) ......sss... 170,194 168,154 184,601 196,953 
Applications received........ 101,304 100,339 102,500 102,500 
Application disposals by 

examiners: 
Allowed for grant......... — 68,022 — 63,661 — 61,500 — 59,500 
Abandoned .............seee.. — 35,388 — 30,260 — 30,400 — 29,300 
MR Sriccceetnt. — 103,410 — 93,921 —91,900 — 88,800 

Change in printing inven- 

NOV issanrresstnncssssscsisaseas 66 10,029 1,752 — 12,289 
Total applications —_in 

Office (end of year)... 168,154 184,601 196,953 198,364 
Patent grants printed....... 66,495 52,149 58,000 70,000 


Pendency in Office, ex- 
Cluding appeals and in- 
terference applications 
(in MONTHS) ....sssessese 19.4 18.9 21.5 al] 
Total pendency in Office, 
all applications (in 
MONTHS) .esscsssscceesne 19.9 19.4 22.0 222 


2. Trademark process.—Applications are examined to 
determine whether the statutory criteria for the Feder 
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al registration of the trademark or service mark have 
been met. When the criteria are met, a registration is 
printed and issued to the applicant. Examination of 
trademark applications also includes inter partes pro- 
ceedings involving oppositions, cancellations, and inter- 
ferences. 

Trademark application workload and performance 
data are summarized below: 


1978 1979 1980 1981 
actual actual estimate estimate 
Applications in office (start of year).... 58,105 67,840 83,490 91,590 
Applications received (includes amend- 
MY arteritis aiitissoestevssser 50,106 50,672 53,700 56,900 
Applications acted on by Office: 
(a) Given first action.................. 39,524 31,305 45,600 53,800 
(b) Disposals ..........sssssccccsssssseees 39,910 35,022 45,600 53,800 
Total applications in Office—end of 
Peano. desreldlstcoetscvasetssctoee 1 67,840 83,490 91,590 94,690 
(a) Applications awaiting first 
RM eres scl, 0,157 39,524 47,624 50,724 
(b) Applications which have 
been acted ON .........ssssseeeeseseee 47,683 43,966 43,966 43,966 
Trademark registrations printed ............ 28,921 22,210 24,433 43,128 
Pending to first action (in months) ..... 6.0 10.2 12.5 11.3 


Includes inventory adjustment (461). 


3. Information dissemination.—This activity affords 
materials and services to examiners and the public 
which affect the quality of examination and facilitate 
the transfer of technological information. Included are 
the maintenance of subject matter search files of prior 
art documents; maintenance of a scientific library and 
public search room; preparation of copies of patents, 
trademark registrations and official documents, and ad- 
ministration of patent and trademark printing. 

Included in the above activities are the following 
amounts for Executive Direction and Administration: 








1979 actual 1980 estimate 1981 estimate 

MRM RNCOSS soo ca acct itslacisiasostetssheivedtosntcecsetieensentt 7,726 8,120 9,926 
Trademark process 635 684 934 
Information dissemination ..........sssssssevsssssssssssssssssesee 2,223 2,454 3,012 
Me fags ct Oe ecco sralescsanveastaess 10,584 11,258 13,872 













Object Classification (in thousands of dollars) 


Wentification code 13-1006-0-1-376 




































1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
ILL Permanent positions. .......ccsssssssssssceeee 62,496 67,601 68,968 
113 Positions other than permanent Bi 1,995 1,441 1,874 
15 Other personnel compensation ................ 1,069 1,396 1,726 
Total personnel compensation............. 65,560 70,438 72,568 
121 Personnel benefits: Civiliam......sccss:ssscsesee 6,181 6,362 6,741 
21,0 Travel and transportation of persons.......... 133 171 174 
22.0 Transportation of things... sis 68 68 75 
23.1 Standard level user charges 5,559 6,809 7,048 
3.2 Communications, utilities, and other rent... 2,551 2,631 2,548 
240 Printing and reproduction .......cascsssave 11,081 12,785 15,825 
25.0 Other Services .....cccccccsn 2,652 2,901 5,106 
26.0 Supplies and materials . 1,632 1,378 1,491 
31.0 Equipment ......csscccsseccseee 937 493 1,434 
410 Grants, subsidies, and contributions... 180 206 192 
Total direct obligations ...................... 96,534 104,242 113,202 
Reimbursable obligations: 

11.1 Personnel compensation: Permanent posi- 
RSs sPetescassceaceoscssansccovssussunsesann OA aekicidalieeit Uaria pesca 
QO Other Services ...cssctactscsssetneseseseernren 52 100 100 
Total reimbursable obligations............ 55 100 100 
99.0 Total obligations ........ccssssssssccsssssee 96,589 104,342 113,302 
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Personnel Summary 








Total number of permanent positions....................-. 2,700 2,734 2,834 
Total compensable workyeaS..................0... 2,777 2,792 2,922 
Full-time equivalent of other positions (197) (133) (173) 
Full-time equivalent of overtime and holiday 
OU icc ee Sata ee (52) (80) (95) 
eee see $47,343 $50,090 $50,090 
Average GS grade 9.45 9.47 9.34 
Average GS salary $22,870 $24,652 $24,696 











SCIENCE AND TECHNICAL RESEARCH 
Federal Funds 


General and special funds: 
ScIENTIFIC AND TECHNICAL RESEARCH AND SERVICES 


For necessary expenses of the National Bureau of Standards, in- 
cluding the acquisition of buildings, grounds, and other facilities; the 
National Technical Information Service; and the Office of Environ- 
mental Affairs; [$96,528,000] $124,336,000, to remain available until 
expended, of which not to exceed [[$5,238,000] $6,123,000 may be 
transferred to the “Working Capital Fund’, National Bureau of 
Standards, for additional capital and not to exceed $200,000 may be 
used for construction and installation of improvements to existing 
National Bureau of Standards buildings. (15 U.S.C. 272, 273, 278b-e, 
278(h), 290b-f, 1151-1157, 1454(d), 1454(e), 1501, 1512; 40 U.S.C. 759(f); 
42 U.S.C. 4913(1(B); Department of Commerce Appropriation Act, 1980; 
additional authorizing legislation to be proposed for $107,869,000.) 


Program and Financing (in thousands of dollars) 








Identification code 13-0500-0-1-376 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs, funded: 
Direct program: 
1. National Bureau of Standards: 
(a) Measurement research and 
SI ei 41,966 48,900 51,779 
(b) Engineering standards ............ 25,811 27,626 27,932 
(c) Computer sciences and tech- 
Wass ete dae 6,201 11,090 10,665 
(d) Cooperative technology........... 954 GP «. W2izase 
(e) Central technical support........ 3,462 6,426 8,252 









































SN Se ees 1,119 3,787 7,151 
3. Office of Environmental Affairs... ....ce.ccsssseo0 775 1,043 

4. Industrial Technology and Innova- 
WONG. .coche ee. Se ea 5,000 
Total direct program ................. 79,513 99,216 111,822 

Reimbursable program: National Techni- 
cal Information Service ...............00. 675 2,000 4,000 
Total operating costs, funded*.. 80,188 101,216 115,822 

Capital investment: 
1. National Bureau of Standards: 

(a) Improvements and modifica- 
Gi peeeae ce 184 388 400 
(b) General construction... 395 tc ccnnee 
(c) Special facilities... 139 Pen 
Total capital investment............ 718 986 400 
Total program costs, funded ..... 80,906 102,202 116,222 

Change in selected resources (undelivered 
ND oats aie ccstiemstoiene 4,281 — 443 5,991 
10.00 Total obligations ...........ssssssccssseseessseee 85,187 101,759 122,213 

Financing: 

11.00 Offsetting collections from: Federal funds... —675 — 2,000 —4,000 
21.40 Unobligated balance available, start of year — 2,860 CEs tioicinaastias 
24.40 Unobligated balance available, end of year.. || eee Spee ee 
Budget authority... 86,970 94,441 118,213 
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General and special funds—Continued 


ScIENTIFIC AND TECHNICAL RESEARCH AND SERVICES—Continued 


Program and Financing (in thousands of dollars) —Continued 




















Identification code 13-0500-0-1-376 1979 actual 1980 est. 1981 est. 
Budget authority: 

40.00 Appropriation .............s:sssssescssseecssseesessseeessees 90,300 96,528 124,336 
41.00 Transferred to other accounts.................0... — 3,330 —4,858 —6,123 
43.00 Appropriation (adjusted) ................ 86,970 91,670 118,213 
44.10 Supplemental for wage-board pay 

Beers a Nae ceva “aaah csi seibanis D. “scuitineasaas 
44.20 Supplemental for civilian pay 

INNER sccssasxcas osar ccguitccaceccunssesnbs: « <.cleans RORARSS BARB!) eecidutvinassesees 

Relation of obligations to outlays: 

71.00 Obligations incurred, Net .............ssccsssseeee 84,512 99,759 118,213 
72.40 Obligated balance, start of year................... 18,742 23,288 27,177 
73.40  Obligated balance transferred, net...........0..  cssssssscssssuees BOD. .Seruny secretes 
74.40 Obligated balance, end of year................00 —23,288. —27,177 — 29,179 
77.00 Adjustments in expired accounts................. el tbat,” Sais fivnahics 
90.00 Outlays, excluding pay raise supple- 

FM ccrrscentrrctcatincces tisrattinnc: 79,961 94,061 116,085 
91.10 Outlays from wage-board pay raise 

ER act codetionitieria. . oosiien: 464 25 
91.20 Outlays from civilian pay raise sup- 

PEM coke stienct eee, ee 2,181 101 





Includes capital investment as follows: 1979, $10 thousand; 1980, $110 thousand; 1981, $43 thousand 


1. National Bureau of Standards.—The National 
Bureau of Standards (NBS) is responsible for the devel- 
opment and maintenance of a system of measurements 
required to support the Nation’s economy. 

NBS efforts are organized into the following five pro- 
gram activities: 

(a) Measurement research and standards.—This activi- 
ty includes programs in the areas of fundamental physi- 
cal measurements and standards, radiation measure- 
ments and standards, analytical chemical measure- 
ments and standards, materials science, and thermody- 
namic and molecular science. Also included in this ac- 
tivity is a measurement assurance program as well as 
applied measurement programs in nondestructive eval- 
uation, environmental measurements, standard refer- 
ence materials, standard reference data, and recycled 
materials. 

(b) Engineering standards.—This activity includes 
programs in the areas of engineering standards, build- 
ing research, consumer product technology, electrotech- 
nology, mechanical engineering and process technology, 
and field methods. Also included in this activity is a 
program in mathematical sciences as well as a program 
in fire science and engineering. The 1981 increase pro- 
vides for developing new measurement techniques and 
procedures needed in the development and commercial- 
ization of Very Large Scale Integrated (VLSI) circuits. 

(c) Computer sciences and technology.—This activity 
provides for the establishment of Government-wide 
automated data processing (ADP) standards. 


(d) Cooperative technology.—Costs in 1981 for this ac- 


tivity are included in the Industrial Technology and 
Innovation program. 


(e) Central technical support.—This activity includes 
resources for a long-range planning effort, capital in- 
vestments to finance the construction or improvement 
of buildings and special facilities, procurement of large 
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items of equipment, and increases of the NBS working 
capital fund for the purchase of general purpose equip- 
ment. The 1981 increase will continue to build basic 
NBS competence and provide funds for acquisition of 
computer services, for replacement of aging facilities 
and to make facilities accessible to the handicapped. 

2. National Technical Information Service.—The Na- 
tional Technical Information Service collects and dis- 
tributes scientific, technological, business, and demo- 
graphic information generated by the Federal Govern- 
ment and promotes and licenses Government-owned in- 
ventions. In 1981, this activity will provide for incorpo- 
rating the employees of the Science Information Ex- 
change, a nonprofit corporation formerly affiliated with 
the Smithsonian Institution into the Federal system 
and developing an integrated system between the SIE 
and NTIS. The SIE collects, indexes, stores, retrieves, 
and disseminates information about ongoing scientific 
research. 

In 1981, NTIS will begin implementation of programs 
to support innovation by: establishment of a Center for 
the Utilization of Federal Technology; collection, trans- 
lation, and dissemination of foreign technical literature; 
and improved access to patent information. 

3. Office of Environmental Affairs.—The Office of En- 
vironmental Affairs coordinates Department of Com- 
merce compliance with the National Environmental 
Policy Act of 1969 (Public Law 91-190) and other laws 
applicable to departmental activities and facilities. The 
1981 increase will provide for expanding the policy and 
technical review capabilities for environmental stand- 
ards. 

4, Industrial technology and innovation.—This new 
activity will support establishment of three nonprofit 
technology centers to be jointly financed with private 
industry. The centers will focus on the development and 
transfer of generic technologies to private industry. In 
addition two regional nonprofit Corporations for Inno- 
vative Development will be established to provide start 
up capital for the development of high risk innovative 
products and processes. 


Object Classification (in thousands of dollars) 





Identification code 13-0500-0-1-376 1979 actual 1980 est 1981 est 
Direct obligations: 
Personnel compensation: 

at Permanent positions...........ccssecsssesssesseee 44,717 48 858 53,450 
11.3 Positions other than permanent............... 3,724 3,692 4,069 
11.5 Other personnel compensation ............00 619 523 023 
Total personnel compensation............. 49,060 53,073 58,042 
12.1 Personnel benefits: Civiliat........:...ssssecsss0e 4,645 5,193 5,598 
13.0 Benefits for former persOnnel............csssssee seccessssssesseee —seeeeeeseteeeeee 200 
21.0 Travel and transportation of persons........... 1,817 2,024 2,224 
22.0 Transportation of thingS...........cccccssssssssssee 219 253 370 
23.1 Standard level user charges ..........c.cccsss00 411 244 14 
23.2 Communications, utilities, and other rent... 5,207 6,211 6,984 


24.0 — Printing and reproduction............c..ssesssee 





25.0 Other Services ..........cccsssseee 12,579 21,359 25,369 
26.0 — Supplies and materials 3,260 5,101 6,628 
31.0 Equipment ........cccssssscccce 5,149 4,533 6,429 
32.0 — Lands and Structures...........cccscssssessssssseeseess 817 See Rane 
41.0 Grants, subsidies, and contributions......... 618 618. 

Total direct obligations .......cccscsss 84,512 99,759 __ 18213 

Reimbursable obligations: 5 shisha 
Personnel compensation: 

11.1 Permanent pOsitions...........cssssssessssen 175 339 1,012 








14, 
a1. 
22.9 


24.9 
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1981 est 


53,450 
4,069 
523 


ee 


58,042 
5,598 
200 


118,213 


_—_———_ 
——~> 


1,012 
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Positions other than permanent 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials... 
Equipment 


Total reimbursable obligations 
Total obligations 


SCIENCE AND TECHNICAL RESEARCH—Continued 
Federal Funds—Continued 


43 30 Budget authority: 





382 1,042 42.00 Transferred from other accounts 


35 94 43.00 
79 84 - 
9 9 
9 9 71.00 
313 680 72.98 
468 581 
660 1,324 73.98 
30 62 74.98 
15 115 





Appropriation (adjusted) 
Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year: Fund bal- 


Obligated balance transferred, net 
Obligated balance, end of year: Fund bal- 








675 2,000 4,000 90.00 ‘ 4,000 4,000 





85,187 101,759 «122,213 Je: 


The Working capital fund finances, from advances 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions............. 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 


Reimbursable: 
Total number of permanent positions ... 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary.......... 





Intragovernmental funds: 


Workinc Capita, FuND 
Program and Financing (in thousands of dollars) 





Wenttfication code 13-4650-0-4-376 


Program by activities: 
Operating costs, funded: 
Technical programs: 
1. Measurement research and stand- 





2. Engineering standards 
3. Computer sciences and technology 
4. Cooperative technology 


Total operating costs, funded... 
Capital investment, funded: Equipment 


Total program costs, funded 
Change in selected resources (inventories, 
advances, undelivered orders) 


10.00 Total obligations 
Financing: 
Offsetting collections from: 
11.00 Federal funds: 
Technical program: Revenue 
Increase or decrease in unfilled cus- 
tomers’ orders 
14.00 Non-Federal sources: Technical program: 
Revenue 
21.98 Unobligated balance available, start of 
year: Fund balance 
22.98 Unobligated balance transferred from other 


accounts 
24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 


1979 actual 


. and reimbursements, all operations of the National 
Bureau of Standards except major construction projects 
1,888 2,053 and the foreign currency program. Amounts reported 
2,077 2,248 ‘ : ; , ; 5 
(242) (255) include investments in equipment and inventories, and 
research, development and services performed for other 
Government agencies and the public. Programs of 
direct appropriations and trust funds are covered in the 
schedules for those accounts. The principal of the fund, 
as of September 30, 1979, consisted of $28 million in 
capital provided by appropriations, and $114 million in 
oA 5, net donated assets. Retained earnings at the end of 
26 51 each year are transferred to Treasury the year follow- 
(3) (2) ing. 


(1) (1) Revenue and Expense (in thousands of dollars) 

$50,051 $49,979 Se 

10.43 10.44 10.52 1979 actual 
$25,008 $26,452 $26,547 


(24) (24) 
$50,051 $49,979 
10.44 10.52 
$26,452 $26,547 
$17,991 $18,369 


1980 est 1981 est. 








62,662 70,404 


—10,404 


Net operating income, technical programs .. 





Nonoperating loss: 
1980 est 1981 est Inventory adjustment 
= Underapplied leave expense 
Stores inventory adjustment 


Net nonoperating loss 


Net income for the year 





Financial Condition (in thousands of dollars) 


1978 actual 1979 actual 


Assets: 
Fund balance with Treasury 22,327 23,185 25,308 
Accounts receivable (net) 24,147 24,500 25,000 
Advances made 795 795 795 


1980 est 1981 est 








Inventories : 6,014 6,514 7,014 
Real property 

135,057 139,063 141,963 

3,138 3,138 3,138 


191,478 197,195 203,218 





— 53,299 








Liabilities: 
Accounts payable including funded 
accrued liabilities 15,161 23,718 23,173 25,073 
Advances received 21,039 21,958 25,362 25,362 
Unfunded liabilities 390 = 403 403 403 
1.892 Total liabilities 36,590 46,079 48,938 50,838 
Government equity: : 
Unexpended budget authority: 


—10,100 
— 9,363 
—8,743 








16,527 14,649 





Unobligated balance 8,743 
Undelivered orders 23,716 


16,526 
34,394 


16,114 
34,528 


14,649 


3,330 6,123 35,751 
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Intragovernmental funds—Continued 10.00 Total program costs, funded—obliga- 
Workinc Capita, Funp—Continued tions * 6,315 
; Financing: 
Financial Condition (in thousands of dollars) —Continued 11.00 Offsetting collections from: Federal funds...  —5,900 
21.98 Unobligated balance available, start of 
1978 actual 1979 actual 1980 est. 1981 est. year: Fund balance —2,536 


23.98 Unobligated balance transferred to other 








Unfinanced budget authority: 
caiaea orders 169,137 as tens aan 24.98 Unobligated balance available, end of year: 


Fund balance 
Total Government equity 168,233 145,399 148,257 152,380 Budget authority 


1,892 











aa meen ae. Relation of obligations to outlays: 


ing bal 168,240 146,402 149,260 71.00 Obligations incurred, net 
oe 72.98 Obligated balance, start of year: Fund bal- 


Appropriation 3,330 4,858 6,123 7,307 
Other: Donated capital. 2. 25168 929.000 —2000 73.98 Obligated balance transferred, net —3,472 


74.98 Obligated balance, end of year: Fund bal- 
Closing balance rR 146,402 149,260 153,383 


Retained deficit (—): 90.00 PING iccasohtt Git irscsasapaduandiceaiee 
Opening balance —/] 
Transactions: 1 Includes capital investment as follows: 1979, $406 thousand. 

Net operating income —718 
Net nonoperating loss —278 Object Classification (in thousands of dollars) 

















Closing balance —1,003 —1,003  identitication code 13-3950-0-4-376 1979 actual +1980 est. 1981 est. 


Total Government equity (end of year) 145,399 148,257 152,380 21.0 Travel and transportation of persons 
; i a 22.0 — Transportation of things 
Accumulated depreciation on buildings owned. 3.1 Standar d | evel user charges 
Object Classification (in thousands of dollars) as pier ad eqonicshe ee 


oe . 25.0 Other services 
Identification code 13-4650-0-4-376 1979 actual 1980 est. 1981 est. 26.0 Supplies and materials . 


Personnel compensation: 31.0 Equipment 
Permanent positions. 33,452 36,537 39,392 + ati 
Positions other than permanent 2628 2.801 2301 990 Total cigatons 
Other personnel compensation 369 369 369 


Total personnel compensation 36,449 39,707 42,562 
Personnel benefits: Civilian 3,437 3,808 3,908 Trust Funds 
Travel and transportation of persons 1,464 1,486 1,486 I P s 
Transportation of thin 5 380 181 189 NFORMATION FRODUCTS AND SERVICES 
Communications, utilities, and other rent... 4,261 4,436 4711 
Printing and reproduction 567 635 674 


Other services Re 8,587 9,075 9,782 if -8546-0-7- 
Supplies ai ehh = 31192 3/399 4646 Identification code 13-8546-0-7-376 1979 actual 1980 est 1981 est ; 


Equipment i 11,500 11,700 Program by activities: 
Lands and structures.......rn0 17 7 Preparation of scientific and technical tran- 
Grants, subsidies, and contributions 2,300 2,600 scripts (program costs, funded) * 22,320 22,000 


Total obligations 70,200 77.044 82.275 Change in selected resources (undelivered 
; : ; orders) = eal 


Personnel Summary 10.00 Total obligations 21,073 22,000 22,000 


Total number of permanent positions 1,372 1,377 1,326 Financing: 

Total compensable workyears. me 1,561 1,535 1,492 21.40 Unobligated balance available, start . of 
Full-time equivalent of other positions (139) (139) year. —§35 —§24 — 524 
Full-time equivalent of overtime and holiday 24.40 Unobligated balance available, end of year. 524 524 

16 16 16 : nets 

Average ES salary.... * sa74ld $50,051. 7 60.00 Budget authority (appropriation) 

Average GS grade... ei 10,43 10.44 (permanent, indefinite) 21,062 

Average GS salary w- $25,008 = = $26,452 

Average salary of ungraded positions $16,992 $17,991 


























Program and Financing (in thousands of dollars) 














$18,369 Relation of obligations to outlays: 

: 71.00 Obligations incurred, net 21,073 22,000 
72.40 Obligated balance, start of year 4,616 4,345 
74.40 Obligated balance, end of year —4,345 —4,345 





ConsoLIpATeD WorkKING FuND 90.00 Outlays 21,345 22,000 
Includes capital investment as follows: 1979, $182 thousand; 1980, $370 thousand; 1981, $397 thousand. 


This trust fund is maintained to finance the prepara- 
tion of transcripts from technical and scientific reports, 


Program and Financing (in thousands of dollars) 





Identification code 13-3950-0-4-376 1979 actual 1980 est. 1981 est. 





Program by activities: studies, tables, and other research materials. Proceeds 
1. National Telecommunications and Infor- from the sale of reports, documents, and services are 


mation Administration ....-.c.csnsen 9,902 used for subsequent reproduction and dissemination (15 
2. National Technical Information Service ... 413 U.S.C. 11538, 1526) 





22,000 


—524 
524 


22,000 


22,000 
4,345 
— 4,345 


22,000 


DEPARTMENT OF COMMERCE 
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Federal Funds 








Object Classification (in thousands of dollars) 
igenttication code 13-8546-0-7-376 


Personnel compensation: 
lll Permanent positions : 5,946 5,635 
113 Positions other than permanent 650 627 
115 Other personnel compensation 75 





1979 actual 1980 est. 1981 est. 








Total personnel compensation ’ 6,671 
Personnel benefits: Civilian 
Travel and transportation of persons. 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials ... 
0 Equipment 
44.0 Refunds 


99.0 Total obligations 





22,000 22,000 





Personnel Summary 





Total number of permanent positions 409 413 370 
Total compensable workyears 419 424 384 
Full-time equivalent of other positions (30) (30) (27) 
Full-time equivalent of overtime and holiday 
(20) (20) (20) 
Average ES salary $47,413 $50,051 $49,979 
Average GS grade 10.43 10.44 10.52 
Average GS salary $25,008 $26,452 $26,547 
Average salary of ungraded positions $16,992 $17,991 $18,369 





NATIONAL TELECOMMUNICATIONS AND 
INFORMATION ADMINISTRATION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses, as provided for by law, of the National 
Telecommunications and Information Administration, [$17,305,000] 
$18,068,000, to remain available until expended. (15 U.S.C. 1512; 47 
Ten 305, 391, 606, 721; Department of Commerce Appropriation Act, 

4, 


Program and Financing (in thousands of dollars) 





\entitication code 13-0550-0-1-376 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Policies for the development of tele- 
communications industries: 
(a) Broadcasting, cable television 
and special services 
(b) Domestic common carrier 
(c) International telecommunications 


and information systems: 
(a) Telecommunications applications. 
(b) Information technology and 
policy 
3. Management of telecommunications 
resources: 
(a) Spectrum policy 918 924 
(b) Spectrum management and 
planning 4,532 5,192 
(c) Technology for efficient use of 
spectrum 611 504 
4. Public telecommunications facilities ... 299 915 


__ Total direct program 13,658 19,529 
Reimbursable programs 57 7,600 








Total program costs, funded * 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations... 


Financing: 
11.00 Offsetting collections from: Federal funds... —57 
21.40 Unobligated balance available, start of year —3,469 
24.40 Unobligated balance available, end of year.. 1,787 
25.00 Unobligated balance restored —8 


Budget authority 11,925 


13,715 27,129 25,968 





13,672 





17,742 





Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 


17,305 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 19,529 
72.40 Obligated balance, start of year ea 3,151 
73.40  Obligated balance transferred, net... ce 3,579 
74.40 Obligated balance, end of year — 9,033 


90.00 Outlays, excluding pay raise supple- 





16,812 ‘17,428 
91.20 Outlays from civilian pay raise sup- 


plemental 414 23 





+ Includes capital investment as follows: 1979, $580 thousand; 1980, $1,612 thousand; 1981, $1,653 thousand. 


The National Telecommunications and Information 
Administration is the principal Executive Branch advis- 
er to the President on communications policy and a 
major contributor to information policy. It manages the 
Federal radio frequency spectrum, coordinates the use 
of telecommunications systems for public services, and 
performs extensive research in telecommunications sci- 
ences. 

1. Policies for the development of telecommunications 
industries.—NTIA recommends policies and plans to 
foster service diversity, effective competition, and mini- 
mal regulation in domestic and international telecom- 
munications industries. 

(a) Broadcast, cable, and special services.—NTIA rec- 
ommends policies designed to increase competition and 
programing diversity. In 1981, NTIA will continue to 
work to reduce regulatory burdens, to increase the 
number of broadcast stations owned by minorities, and 
to conduct technical, economic, and other research to 
aid in the development and use of new radio and cable 
technologies. 

(b) Domestic common carrier.—NTIA’s effort in 1981 
will foster policies to stimulate competition in the pro- 
vision of telecommunications services and to guide the 
integration of traditional common carrier markets—es- 
pecially the telephone industry markets—with data 
processing and other message communication service 
markets. 

(c) International telecommunications policy.—NTIA 
participates actively in commenting on various national 
policy positions for international communications 
forums and takes part in these forums. The NTIA effort 
in 1981 will focus on the international telecommunica- 
tions industry structure, the international communica- 
tions facilities planning process, and proposals for new 
services. In coordination with the Department of State, 
the agency will continue to discharge the Presidential 
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General and special funds—Continued 
SALARIES AND ExpeNsEs—Continued 


responsibility for oversight of the Communications Sat- 
ellite Corporation (COMSAT). 

2. Efficient use of telecommunications and informa- 
tion systems.—NTIA fosters and coordinates the use of 
telecommunications technology for public services, 
works to improve the efficiency of Federal telecommu- 
nications systems, and recommends policies to resolve 
problems arising from increased availability of informa- 
tion technologies. 

(a) Telecommunications applications.—NTIA recom- 
mends policies to further the evolution of new technol- 
ogies that may bring benefits to public service organiza- 
tions; much of this effort centers on communications 
satellite services. It reviews selected Federal agency 
telecommunications systems to ensure that they con- 
form to national policy guidelines. It performs engineer- 
ing analysis of problems relating to the operation of 
Federal telecommunications systems. It helps coordi- 
nate Federal grant programs involving telecommunica- 
tions and works to improve the cooperation in telecom- 
munications planning and operations among State and 
local agencies. In 1981, NTIA will begin to transfer its 
experience in public service satellites to lesser devel- 
oped countries; and. to study the problems of the use of 
satellites to broadcast directly to users. 

(b) Information technology and policy.—The agency 
monitors and evaluates the extent and the effects of the 
growth of national and international information tech- 
nologies and services and recommends policies to pre- 
vent undesirable social and economic effects of this 
growth. In 1981, NTIA is again leading the Executive 
Branch’s effort to ensure individual rights to privacy 
and is assisting in the effort to improve the security of 
information vital to the national interest transmitted 
over telecommunications systems. 

3. Management of telecommunications resources.— 
NTIA manages the Government’s use of the radio spec- 
trum so that this use is responsive to national and 
international requirements. 

(a) Spectrum policy.—NTIA develops policies for more 
efficient domestic and international use of the radio 
frequency spectrum. The agency does this in coopera- 
tion with the Interdepartment Radio Advisory Commit- 
tee, which it chairs, the Federal Communications Com- 
mission, and participating nations. In 1981, NTIA will 
work toward improving Government and nongovern- 
ment spectrum sharing, developing spectrum allocation 
systems that encourage the use of alternative technol- 
ogies, and coordinating the positions of the U.S. Govern- 
ment in international forums on spectrum use. 

(b) Spectrum management and planning.—NTIA pro- 
vides technical, administrative, and personnel support 
to the Interdepartment Radio Advisory Committee and 
to other Federal agencies for the management of the 
Government’s portion of the electromagnetic spectrum. 
In 1981, this function will be expanded to permit a 
reduction in the backlog of Federal frequency assign- 
ments and an increase in the number of Federal radio 
system reviews and radio band studies. 

(c) Technology for efficient use of spectrum.—This in- 
volves basic and applied research on the characteristics 


of electromagnetic wave transmission. This continuing 
research in 1981 will give telecommunications users 
and system designers new information, improved ana- 
lytical methods, and better design techniques to be em- 
ployed in developing systems for use both in underuti- 
lized frequency bands and in crowded frequency bands. 
4. Public telecommunications facilities program.—This 
program extends and improves the delivery of noncom- 
mercial broadcast and nonbroadcast services to the 
public. It carries out an extensive program of consulta- 
tion with public telecommunications organizations to 
help achieve this goal. In 1981, NTIA is taking affirma- 
tive steps to increase the ownership of public telecom- 
munications entities by women and minorities. 


Object Classification (in thousands of dollars) 


Identification code 13-0550-0-1-376 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions. 
Positions other than permanent... 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 4,160 
Supplies and materials... 206 
Equipment 580 
Grants, subsidies, and construction 1,200 


Total direct obligations 19,529 


Reimbursable obligations: 
Personnel compensation: Permanent posi- 


Positions other than permanent 

Personnel benefits: Civilian 

Travel and transportation of persons 
Transportation of things 

Communications, utilities, and other rent... 
Printing and reproduction 

Other services 

Supplies and materials... 

Equipment 


7,600 
27,129 


Total reimbursable obligations 


Total obligations 25,968 





Personnel Summary 





Direct: 
Total number of permanent positions 273 292 
Total compensable workyears 324 342 
Full-time equivalent of other positions (67) (67) 
Full-time equivalent of overtime and holiday ‘ a) 
(3) 


$49,124 $49,124 
1097 1087 
$23,760 $23,160 


SS 


Average ES salary 
Average GS Grade 
Average GS salary 


Reimbursable: 
Total number of permanent positions 72 I 
Total compensable workyears 82 82 
Full-time equivalent of other positions (15) (15) 
Full-time equivalent of overtime and holiday 0) ( 


Average ES salary $49,124 $49,124 











981 est. 





7,583 
2,460 


10,098 
609 


DEPARTMENT OF COMMERCE 


ware omnes 249 











IPONING Gd, GMI as cans dtctasintsansansccsasovanonasoass 
MEST SMI cs cccxccsseSsancensosgesorsUssecsvoecsecseovone 


10.97 
$22,209 - 


10.97 
$23,760 


10.97 
$23,760 








Pusiic TELECOMMUNICATIONS FACILITIES, PLANNING AND 
CONSTRUCTION 


For grants authorized by section 392 of the Communications Act of 
1934, as amended, $23,705,000, to remain available until expended. (47 
U.S.C. 392; Department of Commerce Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Kdentfication code 13-0551-0-1-503 


























1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Public  telecommunications —_facilities 
(costs—obligations) (object class 
MAU eees too ciecioc eestor cccconcnnsstcesoias 18,000 24,116 23,705 
Financing: 
17.00 Recovery of prior years obligations ............. MMs .ccceais ot ee 
21.40 Unobligated balance available, start of year —................ = Ln.cbRe 
24.40 Unobligated balance available, end of year.. APP ieee st _sveenacanet 
Budget authority 0... 18,000 23,705 23,705 
Budget authority: 
MRE NM NTER PREM sents cofcosessdisanassdedscacatne I cbihsobesdepenioe 23,705 23,705 
42.00 Transferred from other accounts................. ORO eccecss eae 7 Casing ccsiaie 
43.00 Appropriation (adjusted)................ 18,000 23,705 23,705 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............scsssseeeeee 17,589 24,116 23,705 
72.40 Obligated balance, start Of year... csseccsssecessee 35,346 38,372 
73.40 Obligated balance transferred, net.. AGE ciichisdes \idebenouate 
74.40 Obligated balance, end of year................s0e« —35,346 —38,372 — 39,232 
90.00 ROIS DES AES LL Sssi Sc cannddales 22,845 


8,777 21,090 





2,041 
158 
1,053 


7,900 


— 
——— 


25,968 








The Public telecommunications facilities program 
provides grants for the planning and the construction of 
noncommercial telecommunications facilities to help 
extend and improve the delivery of public telecommuni- 
cations services. Not less than 75% of the grant funds 
are made available to extend the delivery of public 
telecommunications services to areas not now receiving 
such services. Also, a substantial amount of the grants 
are made available for the development of noncommer- 
cial radio broadcast facilities. 

Special consideration is being given to applications 
that increase minority and women’s ownership of, oper- 
ation of, and participation in public telecommunications 
entities. In 1981, the program will award grants to an 
estimated 175 public telecommunications entities. 





MARITIME ADMINISTRATION 


Federal Funds 


General and special funds: 


Suip CONSTRUCTION 


For construction-differential subsidy incident to construction, recon- 
struction, and reconditioning of ships and acquisition of used ships 
under title V of the Merchant Marine Act, 1936, as amended; and for 
the cost of national defense features on ships, [[$101,000,000] 
$13,000,000, to remain available until expended. (46 U.S.C. 1119, 
1151, 1152, 1154, 1160; Department of Commerce Appropriation Act, 
1980; additional authorizing legislation to be proposed.) 








Program and Financing (in thousands of dollars) 





Identification code 13-1708-0-1-403 1979 actual 1980 est. 1981 est. 





Program by activities: 
Ship construction subsidy (program costs, 























PN ssh secant gcotsciicactencasccnssan 219,259 266,489 218,292 
Change in selected resources (undelivered 
I a es 197,732 —109,335 — 83,292 
10.00 Total obligations (object class 41.0) . 416,991 157,154 135,000 
Financing: 
17.00 Recovery of prior year obligations............... —1,068 
21.40 Unobligated balance available, start of year —309,077 
24.40 Unobligated balance available, end of year.. 56,154 
40.00 Budget authority (appropriation) .. 157,000 101,000 135,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ...............sssccssssees 409,923 157,154 135,000 
72.40 Obligated balance, start of year... 246,169 455,315 358,469 
74.40 Obligated balance, end of year...............ss..- —455,315 —358,469 —285,369 
90.00 NRIs scar eo creclscacscncey 200,777 254,000 208,100 





The goal of the ship construction program is to pro- 
vide a competitive U.S. shipbuilding industry and U:S.- 
flag fleet which are adequate for the commerce and the 
national security requirements of the United States. 
The program enables U.S. shipyards to construct ships 
for U.S. citizens at prices which are comparable to the 
prices which would be paid for the same construction in 
a foreign shipyard. The program fosters increased pro- 
ductivity in U.S. shipyards by supporting series produc- 
tion of standardized ship types and encourages shipyard 
investment in capital improvements. 

The 1981 program will continue the initiative to 
foster construction of dry bulk carrying ships by provid- 
ing for construction of five of these ships. Bulk cargoes 
represent a significant element of total U.S. foreign 
trade, and new emphasis is being directed toward en- 
couraging construction of bulk ships. 





OPERATING-DIFFERENTIAL SUBSIDIES (LIQUIDATION OF CONTRACT 
AUTHORITY)* 

*See Part III for additional information. 

For the payment of obligations incurred for operating-differential 
subsidies as authorized by the Merchant Marine Act, 1936, as amend- 
ed, [$256,208,000] $347,697,000, to remain available until expended. 
(46 U.S.C. 1119, 1171-83; Department of Commerce Appropriation Act, 
1980; additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 13-1709-0-1-403 














1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Liner and bulk carrier operators (costs— 
obligations) (object class 41.0) ............ 289,625 304,755 348,502 
Financing: 
SO SN coo opens cir cccncscncchscsesceduienes 289,625 304,755 348,502 
Budget authority: 
Current: 
40.00 DUCTION Solos ti ceescenn 250,000 256,208 347,697 
40.49 Portion applied to liquidate contract au- 
RUINS Sisadiesslea neta Mester tkaciaie — 250,000 — 256,208 — 347,697 
43.00 FTORIUIN CII nsec, scccsercciines!  seeeeresensins) reeset 
Permanent: 
69.10 Contract authority (indefinite; 
Public Law 90-81) ............ssee 289,625 304,755 348,502 
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General and special funds—Continued 


OPERATING-DIFFERENTIAL SUBSIDIES (LIQUIDATION OF CONTRACT 
AutTuority)—Continued 


Program and Financing (in thousands of dollars) —Continued 





Identification code 13-1709-0-1-403 1979 actual 1980 est. 1981 est 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year: 

Appropriation 
Contract authority 
Obligated balance, end of year: 
Appropriation 
Contract authority 
Adjustments in expired accounts 


71.00 289,625 304,755 348,502 


93,032 
59,976 


42,511 
129,942 


72.40 
72.49 


74.40 
74.49 
77.00 


90.00 


— 129,942 
30,342 


300,522 





Outlays 298,719 347,697 





Status of Unfunded Contract Authority (in thousands of dollars) 


59,976 129,942 
289,625 304,755 
30,342 

— 250,000 


129,942 





178,489 
348,502 


Unfunded balance, start of year 
Contract authority (permanent, indefinite) .. 
Adjustments in expired accounts 


Appropriation to liquidate contract authority — 256,208 


178,489 


— 347,697 


Unfunded balance, end of year 179,294 





The Merchant Marine Act of 1936, as amended, pro- 
vides that operating subsidies shall be paid to qualified 
operators of U.S.-flag vessels in order to promote the 
maintenance of a U.S. Merchant Marine capable of pro- 
viding essential ocean-shipping services. A strong U.S. 
Merchant Marine is important to this Nation’s national 
security and to the development of its foreign com- 
merce. Subsidies are designed to achieve a parity be- 
tween certain U.S. and foreign ship operating costs. 

Revitalization of the increasingly important bulk car- 
rying segment of the U.S.-flag fleet continues to be a 
major program objective. Bulk cargoes represent a sub- 
stantial portion of total U.S. foreign trade, and empha- 
sis will continue to be placed on assuring that U.S.-flag 
bulk ship operators will be able to provide essential 
bulk services. 

A summary of operations under the program is indi- 
cated as follows: 

1979 actual 


1980 estimate 1981 estimate 


Subsidized operators 
Liner operators: 
Number of ships, end of year 143 147 
134.0 139.6 
Bulk carrier operators: 
Number of ships, end of year 24 26 
Ship-years 5 18.9 22.0 


RESEARCH AND DEVELOPMENT 


For necessary expenses for research and development activities, as 
authorized by law, [$16,300,000] $78,750,000, to remain available 
until expended. (46 U.S.C. 1119, 1121, 1122, 1205; Department of Com- 
merce Appropriation Act, 1980; additional authorizing legislation to be 
proposed.) 


Program and Financing (in thousands of dollars) 


Identification code. 13-1716-0-1-403 1979 actual 1980 est 1981 est 





Program by activities: 
1. Advanced ship development 
2. Advanced ship operations 
3. Research facilities 


3,990 
2,069 
4,477 


5,820 
4,100 
4,151 


4,990 
3,965 
5,765 
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4. Advanced maritime technology 


Total direct program costs 


Reimbursable program 1,500 


Total program costs, funded? 20,501 
Change in selected resources (undelivered 


orders) 


10.00 Total obligations... 20,501 


Financing: 
11.00 Offsetting collections from: Federal funds... 
17.00 Recovery of prior year obligations 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 


—1,500 


18,750 


Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year-.. 
74.40 Obligated balance, end of year 


90.00 


16,709 
30,403 
— 29,946 


17,166 


19,001 
29,946 
_— 92,647 


16,300 


18,750 
32,647 
— 32,647 


Outlays 18,750 





‘Includes capital investment as follows: 1979, $100 thousand; 1980, $80 thousand; 1981, $100 thousand. 


The objective of the research and development pro- 
gram is to develop methods, equipment, and systems to 
make the U.S. shipbuilding and ship operating indus- 
tries more efficient, competitive, and productive. 

In 1981, the research and development program will 
be conducted in four major program areas as follows: 

1. Advanced ship development.—This program in- 
volves projects to achieve greater productivity in the 
building of ships and projects directed toward the devel- 
opment of new and improved ship machinery. Improved 
machinery performance is heavily oriented toward 
energy savings. Shipbuilding productivity improve- 
ments and new, less costly machinery benefit the Gov- 
ernment by reducing ship construction costs and relat- 
ed subsidies. 

2. Advanced ship operations.—In this program, proj- 
ects are directed toward improving the efficiency, com- 
petitiveness, and safety of U.S.-flag ship operations 
through the development of advanced management op- 
erating techniques using computerized systems, im- 
proved fleet control by means of advanced navigation/ 
communication systems, and the development of ship- 
board automation equipment and systems. This pro- 
gram also includes projects to improve cargo handling 
methods and equipment, improve port productivity and 
intermodal cargo movement, and assist port manage- 
ment in coordinated regional planning for better use of 
their port facilities. 

3. Research facilities.—This program provides for re- 
search facilities operations, and investigation and simu- 
lation of new problems related to ship operations, 
safety, and design. The 1981 activities will address the 
development of human performance measures and cer- 
tification standards mandated by the Port and Tanker 
Safety Act of 1978. 

4. Advanced maritime technology.—The aim of this 
program is to investigate advanced technological con- 
cepts and requirements, and formulate and conduct 
specific systems analysis and systems development 
projects. 
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Object Classification (in thousands of dollars) 
identification code. 13-1716-0-1-403 1979 actual 1980 est. 


25.0 — Other services 18,627 20,191 
26.0 Supplies and materials a 230 230 
31.0 — Equipment 100 80 100 


18,957 20,501 20,250 





1981 est. 


19,900 
250 








99.0 Total obligations 


90.00 Outlays, excluding pay raise supple- 


55,154 62,936 67,178 
91.10 Outlays from wage-board pay raise 

supplemental 215 14 
91.20 Outlays from civilian pay raise sup- 


plemental 28 





‘Includes capital investment as follows: 1979, $7,238 thousand; 1980, $9,313 thousand; 1981, $5,256 thousand. 





OPERATIONS AND TRAINING 


For necessary expenses of operations and training activities author- 
ized by law, including not to exceed $2,500 for entertainment of 
officials of other countries when specifically authorized by the Mari- 
time Administrator; not to exceed $2,500 for representation 
allowances; not to exceed $2,500 for contingencies for the Superin- 
tendent, United States Merchant Marine Academy, to be expended in 
his discretion; [$64,622,000] $65,627,000 to remain available until 
expended: Provided, That reimbursement may be made to this appro- 
priation for expenses in support of activities for National Maritime 
Research Centers financed from the appropriation for “Research and 
development”: Provided further, That reimbursements may be made 
to this appropriation from receipts to the “Federal ship financing 
fund” for administrative expenses in support of that program. (46 
U.S.C. 1111, 1119, 1126, 1381-85; 50 U.S.C. App. 1744; Department of 
Commerce Appropriation Act, 1980; additional authorizing legislation 
to be proposed.) 


Program and Financing (in thousands of dollars) 


Wentitication code 13-1750-0-1-403 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 

1. Development of waterborne transpor- 

tation systems, 9,992 
2. National security support capability... 9,859 
3. Merchant Marine Academy 16,624 
4. State marine schools 6,199 
5. Use of waterborne transportation 


13,433 12,175 
11,137 12,164 
20,911 22,315 


10,730 7,210 


14,230 
56,904 


14,713 
70,924 


15,359 
69,223 





Total operating costs 
Unfunded adjustments to total operating 


costs: Depreciation included above —1,791 


Total direct program 95,113 
Reimbursable program 5,847 


60,960 


—2,176 


68,748 
14,700 


83,448 


— 2,396 


66,827 
17,600 


84,427 








Total program costs, funded + 
Change in selected resources (undelivered 
orders, operating materials and supplies, 
accrued annual leave) 2,501 2,170 


10.00 Total obligations 63,461 85,618 
Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


— 1,200 
83,227 





— 14,695 





Budget authority 57,891 





Budget authority: 
40.00 Appropriation 58,516 
41.00 Transferred to other accounts —625 


43.00 Appropriation (adjusted) 57,891 
44.10 Supplemental for wage-board pay 


44.20 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 57,614 70,918 
1240  Obligated balance, start of year... 7,287 9,747 
14.40 Obligated balance, end of year —9,747 —16,512 





Note.—Excludes $625 thousand in 1979 for activities transferred to Department of Labor, Employment Standards 
Administration, Salaries and expenses. 

1. Development of waterborne transportation sys- 
tems.—This activity provides for direct technical and 
administrative costs of programs for development and 
subsidized construction of cost-competitive U.S. mer- 
chant ships in sufficient quantity to meet national 
maritime objectives; programs to achieve stability and 
improve efficiency in the U.S. shipbuilding industry; 
and manpower programs related to the maritime indus- 
try. 

2. National security support capability.—This activity 
provides for maintaining U.S. merchant ships in the 
National Defense Reserve Fleet for service as naval and 
military transport auxiliaries in time of war and na- 
tional emergency and for emergency preparedness ac- 
tivities. The requested program level will provide for a 
high level of maintenance on ships that have been se- 
lectively upgraded to form the Ready Reserve Fleet. 

3. Merchant Marine Academy.—This activity provides 
for operating the Merchant Marine Academy at Kings 
Point, N.Y. The objective of the Academy is to instruct 
and prepare selected personnel for service as officers in 
the merchant marine. Approximately 250 officers will 
graduate in 1981. The requested program level supports 
continuation of the facilities modernization program in- 
cluding construction of a public works building. 

4. State marine schools.—Assistance is provided to 
States in the operation and maintenance of maritime 
academies or colleges for the training of merchant 
marine officers. This assistance involves grants to the 
State schools, subsistence payments in support of 
cadets, and maintenance of vessels provided for use as 
training ships. An estimated 530 officers will graduate 
from these schools in 1981. 

5. Use of waterborne transportation systems.—This ac- 
tivity provides for the direct technical and administra- 
tive costs of promoting the effective development and 
use of merchant ships and ship systems to further the 
foreign and domestic waterborne commerce of the 
United States. Program objectives involve increasing 
U‘S.-flag participation in U.S. foreign trade and reduc- 
ing or eliminating operating subsidies when no longer 
required to sustain a viable shipping operation. 


Object Classification (in thousands of dollars) 





Identification code 13-1750-0-1-403 1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 28,758 30,884 31,671 
Positions other than permanent .. 1,614 1,701 1,740 
Other personnel compensation 263 311 319 
Special personal services payments 185 203 203 


Total personnel compensation 30,820 33,099 33,933 
Personnel benefits: Civilian 3,523 3,710 
Travel and transportation of persons 919 
Transportation of things 714 
Standard level user charges 1,676 
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Object Classification (in thousands of dollars) Continued 


Identification code 13-1750-0-1-403 


23.2 
24.0 
25.0 
26.0 
31.0 
32.0 
41.0 
42.0 





1979 actual 1980 est. 1981 est. 


Communications, utilities, and other rent... 1,691 1,621 1,793 
Printing and reproduction 328 312 340 
Other services 6,380 14,620 11,478 
Supplies and materials 2,394 2,561 3,253 
Equipment 2,801 2,616 2,292 
Lands and structures 4,437 6,697 2,964 
Grants, subsidies, and contributions 2,999 3,200 

Insurance claims and indemnities l 


57,614 








Total direct obligations 70,918 








Reimbursable obligations: 
Personnel compensation: 
Permanent positions 2,375 
Positions other than permanent 270 
Other personnel compensation 25 


Total personnel compensation 2,670 
Personnel benefits: Civilian 265 
Travel and transportation of persons........... 164 
Standard level user charges 164 
Communications, utilities, and other rent..... 400 
Other services 10,162 
Supplies and materials 800 
Equipment 75 


14,700 
85,618 








Total reimbursable obligations 





Total obligations 63,461 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


1,259 
1,311 
(98) 


1,277 
1,338 
(98) 


(9) 
$50,038 
9.84 
$24,420 


$35,108 
$18,336 


(9) 
$50,038 
9.84 
$24,786 


Average ES salary 

Average GS grade 

Average GS salary 

Average salary, grades established by Secretary 
of Commerce $35,347 


$18,918 





Reimbursable: 
Total number of permanent positions 113 113 
Total compensable workyears 117 117 
Full-time equivalent of other positions (15) (15) 
Full-time equivalent of overtime and holiday 
(1) (1) 


9.84 9.84 
$21,054 $21,054 
$19,000 $19,000 


Average GS grade 
Average GS salary 
Average salary of ungraded positions 


$19,947 
$18,000 





ra 


Public enterprise funds: 
FEDERAL SHip FINANCING FUND 


During 1981, total commitments to guarantee loans shall not exceed 
$1,500,000,000 of contingent liability for loan principal. During 1981 
and within the resources and authority available, gross obligations for 
the principal amount of direct loans shall not exceed $250,000,000. 


Program and Financing (in thousands of dollars) 


\dentification code 13-4301-0-3-403 





1979 actual 1980 est. 1981 est 





Program by activities: 
Operating costs, funded: Administrative 
4,200 
10,000 


4,400 


28,872 250,000 


10.00 Total program costs, funded—obliga- 


32,477 14,200 254,400 


Financing: 
Offsetting collections from: 
Federal funds: Interest from U.S. securi- 
ties — 6,784 
Non-Federal sources: 
Insurance premiums and fees. 
Repayment of loans 
Interest and other income... 
Sale of vessels 
21.98 Unobligated balance available, start of 
year: Fund balance: U.S. securities 


11.00 
— 8,870 
14.00 
—30,221 
— 16,853 

—4,076 

— 1,383 


— 30,000 
—3,651 


—50,265 —77,105  —106,385 


106,385 139,798 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
ance 13,751 
74.98 Obligated balance, end of year: Fund bal- 


— 26,840 —29,280 


14,980 12,547 


— 14,980 
— 28,068 


— 12,947 
— 26,847 


_— 13647 


90.00 — 34,513 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 


250,000 


—10,000 —250,000 





Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year 
Disbursements 
Repayments, prepayments, loan sales 
Write-offs for default 
Other adjustments 


118,381 
28,872 
— 16,853 


118,112 
10,000 
—3,651 


124,461 
250,000 
— 240,671 


133,790 


124,461 


Outstanding, end of year 118,112 


Status of Loan Guarantees (in thousands of dollars) 
Position with respect to limitation on 
loan guarantees: 
3110 Limitation on commitments: Appropriation .. 
3200 Commitments, gross 


1,500,000 
— 1,500,000 


— 970,000 
Cumulative balance of guarantees out- 
standing: 
Outstanding, start of year 
New loan guarantees 
Repayments or prepayments... 
Terminations for default 


6,217,842 
1,500,000 
— 291,054 


5,436,499 
497,304 


5,702,533 
763,384 
— 248,075 


Outstanding, end of year... 5,702,533 7,426,788 





The Merchant Marine Act of 1936, as amended, estab- 
lished the Federal ship financing fund to assist in the 
development of the U.S. Merchant Marine by guaran- 
teeing construction loans and mortgages on U.S.-flag 
vessels built in the United States. 

The Maritime Appropriation Authorization Act for 
1979 increased the limitation on obligations guaranteed 
and outstanding at any time under title XI of the Mer- 
chant Marine Act from $7 billion to $10 billion. For 
1981, appropriation language is proposed to introduce 
an additional ceiling on this program in the form of an 
annual limitation on the aggregate amount of new loan 





~ 15,715 


~ 30,600 
240,671 


106,385 
139,798 


~ 33,413 
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— 13,647 
~ 34,513 
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guarantee commitments. This is consistent with the Ad- 
ministration’s broader objective of introducing budget 
controls over Federal credit programs. The amount of 
the limitation proposed for 1981 of $1.5 billion is ade- 
quate to provide loan guarantee assistance to most po- 
tential applicants while at the same time acting as a 
more effective control over this program than the pres- 
ent $10 billion statutory limitation. 

The estimated level of new commitments and guaran- 
tee construction loans and mortgages, and the estimat- 
ed aggregate level of guarantees in force and commit- 
ments outstanding is shown in the following table: 


COMMITMENTS FOR CONSTRUCTION LOAN AND MORTGAGE GUARANTEES 
[In millions of dollars) 


1978 1979 1980 1981 
actual actual estimate estimate 


New commitments: 
Construction differential subsidy- re- 
lated commitments 196 304 86 
Nonconstruction differential subsidy 
commitments 273 980 884 


Total new commitments 469 1,284 970 
Qutstanding commitments and guaran- 
tees, start of year 5,679 
Less amortization of guarantees, termi- 
nations, et cetera — 284 








Total outstanding commit- 
ments and guarantees, end 
5,679 6,679 7,333 8,452 








Budget program.—Administrative expenses incurred 
in the operation of the Federal ship financing fund are 
paid from income to the fund. Reimbursements to the 
Operations and training appropriation are anticipated 
at $4,200 thousand in 1980, and $4,400 thousand in 
1981. Direct loans in the form of advances to operators 
to forestall possible defaults and to satisfy claims on 
defaulted mortgages are estimated at $10,000 thousand 
in 1980. A limitation of $250,000 thousand for the prin- 
cipal amount of direct loans establishes a ceiling for 
these advances in 1981. 

Financing.—The fund receives income from insurance 
premiums on construction loans and mortgages, fees, 
and interest on U.S. Government securities and mort- 
gages held directly. The payment of administrative ex- 
penses is made from this income, while payments for 
advances to operators and redemption of defaulted 
loans and mortgages are paid from income, equity, and 
borrowing from the Treasury Department. No borrow- 
ings are anticipated in 1981. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 


Operating income or loss(— ): 
Revenue. 34,297 


— 18,765 


Net operating income or loss (—) 15,532 
Nonoperating income: 


Interest from U.S. securities 6,784 
Net gain from sale of vessels 3,266 


10,050 ; 15,715 
25,582 42,742 


30,959 31,427 
—4,200 —4,400 


26,759 27,027 





15,715 


Net nonoperating income 








Net income for the year 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 26 145 192 205 
U.S. securities (par) 63,990 91,940 118,740 153,240 
Accounts receivable (net) 3,282 1,958 3,991 3,991 
Loans receivable (net) 72,430 67,856 74,205 83,534 
Other assets (net) 3,315 3,315 3,315 


139,728 165,214 200,443 244,285 





Total assets 
Liabilities: 
Accounts payable including funded 


accrued liabilities... 786 1,031 31 31 
Advances received 16,248 15,907 16,507 17,607 


Total liabilities 17,034 16,938 16,538 17,638 


Government equity: 
Unexpended budget authority: Un- 
obligated balance 
Invested capital 

















50,265 77,105 
72,430 71,171 


122,694 148,276 


106,385 
77,520 


183,905 


139,798 
86,849 


226,647 





Total Government equity 





Analysis of changes in Government equity: 
Retained income: Opening balance 
Transactions: 

Net operating income or loss (—) 15,532 26,759 27,027 
Net nonoperating income 10,050 8,870 15,715 


148,276 —-183,905 226,647 
148,276 =: 183,905 226,647 


148,276 183,905 





Closing balance 








Total Government equity (end of year) 





Note.—The status of contingent liabilities for guarantees, insured mortgages, and commitments to guarantee as of the end 
of the fiscal periods are as follows: actuals for 1978, $5,678,987 thousand (composed of $5,167,781 thousand in guarantees 
and insurance; and $511,206 thousand in commitments); 1979, $6,678,958 thousand (composed of $5,436,499 thousand in 
guarantees and insurance, and $1,242,459 thousand in commitments); estimates for 1980, $7,333,000 thousand; 1981, 
$8,452,000 thousand. 


Object Classification (in thousands of dollars) 





lentiication cate 13~4301-0-3~403 
25.0 — Other services 3,605 4,200 4,400 


1979 actual 1980 est. 1981 est. 





33.0 Investments and loans. 28,872 10,000 
32,477 14,200 


250,000 
254,400 





99.0 Total obligations 





VESSEL OPERATIONS REVOLVING FUND 


Program and Financing (in thousands of dollars) 





Identification code 13—4303-0-3-403 1979 actual 1980 est. 1981 est. 





Program by activities: 
Vessel operations expenses (total program 
costs, funded) 3,867 3,373 
Change in selected resources (undelivered 


orders) —1,184 —23 


10.00 Total obligations 2,683 3,350 
Financing: 
Offsetting collections from: 

11.00 Federal funds 

21.98 Unobligated balance available, start of 
year: Fund balance 

24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 





—2,672 —3,129 


—15,366 —15,355 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obligations, start 
of year 
72.98 Obligated balance, start of year: Fund bal- 





MARITIME ADMINISTRATION—Continued 
Federal Funds—Continued 


254 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 





Public enterprise funds—Continued 
VESSEL OPERATIONS REVOLVING Funp—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 13-4303-0-3-403 





1979 actual 1980 est. 1981 est. 





74.10 Receivables in excess of obligations, end of 


2,276 2,855 2,855 





90.00 





The Maritime Administration is authorized to reacti- 
vate, operate, deactivate, and charter merchant vessels, 
and operate experimental vessels under the jurisdiction 
of the Secretary of Commerce. These operations are 
financed by the Vessel operations revolving fund. In 
addition, the fund is available to finance the necessary 
expenses to protect, maintain, preserve, acquire, and 
use vessels involved in mortgage foreclosure or forfeit- 
ure proceedings instituted by the United States. 

Budget program.—As of September 30, 1979, there are 
three claims in process of settlement which resulted 
from operation of Government-owned ships and general 
agency agreements in the Vietnam sealift. The 1981 
program anticipates the annual testing of two ships in 
the Ready Reserve Fleet. 

Financing.—Expenses are financed by charter hire 
revenue, reimbursements from Federal agencies, and 
insurance underwriters. 


Revenue and Expense (in thousands of dollars) 


1979 actual 1981 est 


1980 est 





Operating income: Vessel operations: 
Revenue 3,129 


3,373 
—244 


3,700 





Financial Condition (in thousands of dollars) 


1978 actual 1979 actual 1980 est 1981 est 





Assets: 
Fund balance with Treasury 
Accounts receivable (net) 


13,080 
3,368 


16,448 


12,280 
2,924 


15,204 


12,280 
2,924 


15,204 





Total assets 








Liabilities: 
Accounts payable including funded 


accrued liabilities 1,070 70 








Government equity: 
Unexpended budget authority: 
Unobligated balance 15,355 
Undelivered orders 23 


15,378 


15,134 15,134 





Total Government equity 





Analysis of changes in Government equity: 
Retained income: 
Opening balance 
Transactions: Net income or loss (—).. 
Unfilled customer orders 


16,573 
— 2,899 
1,704 


15,378 
15,378 





Closing balance 15,134 


15,134 


15,134 
15,134 








Total Government equity (end of year) 





Object Classification (in thousands of dollars) 





Identification code 13-4303-0-3-403 


25.0 
42.0 


99.0 


1979 actual 


2,683 


1980 est. 1981 est. 


3,100 3,700 
250 





Other services 
Insurance claims and indemnities 
3,350 


Total obligations 3,700 





War Risk INSURANCE REVOLVING FUND 


Program and Financing (in thousands of dollars) 





Identification code 13-4302-0-3-403 1979 actual 1980 est. 1981 est 





Program by activities: 
1. Underwriting agents’ fees 
2. Appraisal contractors’ fees 
3. Insurance claims 


Total program costs, funded 
Change in selected resources (undelivered 
orders) 


10.00 Total program costs, funded—obliga- 


Financing: 
Offsetting collections from: 
Federal funds: 
Interest from U.S. securities 
Insurance claims 
Non-Federal sources: Binder fees and 
insurance premiums 
21.98 Unobligated balance available, start of 
year: Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 


11.00 


14.00 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obligations, start 


74.10 Receivables in excess of obligations, end of 


90.00 





The Maritime Administration is authorized to insure 
against loss or damage by marine war risks when it is 
found commercial insurance cannot be obtained on rea- 
sonable terms and conditions. This insurance includes 
war risk hull and disbursements interim insurance, war 
risk protection and indemnity interim insurance, 
second seamen’s war risk interim insurance, and war 
risk cargo insurance standby program. Authority to un- 
derwrite insurance expired on September 30, 1979. Leg- 
islation to reauthorize this program has been proposed 
to the 96th Congress. 

Budget program.—It is estimated that during 1981 
insurance coverage will be provided for approximately 
600 U.S.-flag ships, 2,500 LASH and Seabee barges, and 
a selected number of foreign-flag ships. The program 
also includes provision for second seamen’s war risk 
insurance covering the crews of 18 vessels under con- 
tract with the Military Sealift Command. 

Financing.—Under 46 U.S.C. 1288, the Secretary of 
Commerce established the War risk insurance revolving 
fund. It receives income from binder fees, insurance 
premiums, interest from investments and claim reim- 
bursements from other Federal agencies. Underwriting 





DEPARTMENT OF COMMERCE 





agents’ fees and expenses, appraisal contractors’ fees, 
and insurance claims are paid from this income. 


Revenue and Expense (in thousands of dollars) 


1979 actual 1980 est 


1981 est 


Operating income or loss: 
Revenue 307 


—331 


307 
_-331 


—24 





Net operating loss 
Nonoperating income: Interest from U.S. securities .. 


Net income for the year 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est 1981 est 


Assets: 
Fund balance with Treasury 7 
9,305 
117 


9,429 


U.S. securities (par) 
Accounts receivable (net) 


Total assets 
Liabilities: 
Accounts payable including funded 
accrued liabilities 


Government equity: 

Unexpended budget authority: 
Unobligated balance 
Undelivered orders 

Total Government equity 


9,408 
1 
9,409 





Analysis of changes in Government equity: 
Retained income: 
Opening balance 
Transactions: 
Net operating loss 
Net nonoperating income 


8,793 


_24 
Ss 


8793 
8,793 


—24 
640 


9,409 
9,409 


Closing balance 


Total Government equity (end of year) 





Object Classification (in thousands of dollars) 





1979 actual 1980 est 


Wentification code 13-4302-0-3-403 


25.0 
420 


99.0 


1981 est 


131 
200 


331 





Other services 
Insurance claims and indemnities 


Total obligations 





Intragovernmental funds: 


CONSOLIDATED WorKING FuND 


Program and Financing (in thousands of dollars) 





1981 est 


Mentification code 13-3917-0-4-403 1979 actual 


1980 est 





Program by activities: 
8,022 9,615 


By 


Total program costs, funded 9,752 
Change in selected resources (undelivered 


orders) 


10.00 Total obligations (object class 25.0). 


Financing: 
11.00 Offsetting collections from: Federal funds ... 
21.98 Unobligated balance available, start of 
year: Fund balance 


— 10,220 
— 264 
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24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 
Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
ance 
Obligated balance, end of year: Fund bal- 


5,611 5,763 
74.98 


—5,763 


—5,763 


90.00 re 


Trust Funds 
SPECIAL StuDIES, SERVICES AND PROJECTS 


Program and Financing (in thousands of dollars) 
Identification code 13-8547-0-7-403 1979 actual 1980 est 1981 est 
Program by activities: 

1. Advanced ship operation systems 


2. Port and intermodal systems 


254 
147 
Total program costs, funded 401 
Change in selected resources (undelivered 
orders) 42 


10.00 Total obligations (object class 25.0). 443 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


60.00 


— 186 
ig 


Budget authority (appropriation) 
(permanent, indefinite) 376 
Relation of obligations to outlays: 

71.00 Obligations incurred, net ................cscesssseee : 
72.40 Obligated balance, start of year... 


74.40 Obligated balance, end of year 
90.00 


443 
151 


539 
213 
i Se 


381 420 


This trust fund is maintained to finance joint projects 
with non-Federal organizations. 


GENERAL PROVISIONS—MARITIME 
ADMINISTRATION 


Notwithstanding any other provision of this Act, the Maritime 
Administration is authorized to furnish utilities and services and 
make necessary repairs in connection with any lease, contract, or 
occupancy involving Government property under control of the Mari- 
time Administration and payments received by the Maritime Admin- 
istration for utilities, services, and repairs so furnished or made shall 
be credited to the appropriation charged with the cost thereof: Pro- 
vided, That rental payments under any such lease, contract, or occu- 
pancy on account of items other than such utilities, services, or re- 
pairs shall be covered into the Treasury as miscellaneous receipts. 

No obligations shall be incurred during the current fiscal year from 
the construction fund established by the Merchant Marine Act, 1936, 
or otherwise, in excess of the appropriations and limitations con- 
tained in this Act, or in any prior appropriation Act and all receipts 
which otherwise would be deposited to the credit of said fund shall be 
covered into the Treasury as miscellaneous receipts. (Department of 
Commerce Appropriation Act, 1980.) 


GENERAL PROVISIONS—DEPARTMENT OF 
COMMERCE 


Sec. 301. During the current fiscal year applicable appropriations 
and funds available to the Department of Commerce shall be availa- 
ble for the activities specified in the Act of October 26, 1949 (15 U.S.C. 
1514), to the extent and in the manner prescribed by said Act. 
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Sec. 302. During the current fiscal year appropriations to the De- 
partment of Commerce which are available for salaries and expenses 
shall be available for hire of passenger motor vehicles; services as 
authorized by 5 U.S.C. 3109; and uniforms or allowances therefor, as 
authorized by law (5 U.S.C. 5901-5902). 
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Sec. 303. No part of any appropriation contained in this title shall 
be used for construction of any ship in any foreign country. 

Src. 304. No part of any appropriation contained in this title shall 
be obligated or expended for promoting or conducting trade relations 
with Cuba. (Department of Commerce Appropriation Act, 1980.) 









shall 
tions 








MILITARY PERSONNEL 


Military personnel activities are grouped into major 
program categories corresponding to the planning, pro- 
graming, and evaluation system of the Department of 
Defense. 

1. Strategic forces.—Consists of offensive and defen- 
sive aircraft and missile units. 

2. General purpose forces.—Consists of unified com- 
mands, tactical Army combat and support forces, Navy 
ship and air forces, the Marine Corps fleet forces, in- 
cluding aviation, and Air Force combat and support 
aircraft units. It also includes related logistics and sup- 
port units. 

3. Intelligence and communications.—Missions and ac- 
tivities related to combat forces and centrally directed 
activities for intelligence, security, and communica- 
tions. 

4, Airlift and sealift.—Airlift, sealift, and other trans- 
portation, including logistic and support units. 

5. Guard and reserve.—Consists of support for Nation- 
al Guard and Reserve training units. 

6. Research and development.—Support for R. & D. 
activities and projects not related to items approved for 
procurement or deployment. 

1. Central supply and maintenance.—Includes nonde- 
ployable supply and maintenance depots, and supply 
and maintenance activities not organic to mission units. 

8. Training, medical, and other general personnel ac- 
tivitie.—Consists of these activities associated with 
military personnel. 

9, Administration and associated activities.—The ad- 
ministrative support of departmental and major admin- 
istration headquarters, field commands, and adminis- 
trative activities. 

10. Support of other nations.—Activities for the sup- 
port of allies. 






























ACTIVE FORCES 


These appropriations provide for the pay and 
allowances of officers, enlisted personnel, cadets, and 
midshipmen; the subsistence of enlisted personnel; per- 
manent change of station travel; and other military 
personnel costs. Changes in financial requirements are 
primarily related to military personnel strengths in 
support of the military programs. The number of active 


duty military personnel provided for are shown in the 
following tables: 












































YEAREND NUMBER 
















































































1979 actual 1980 estimate 1981 estimate 

_ Jniaeall 2,024,444 2,045,200 2,059,100 
i 273,144 277,346 280,185 
1,738,195 1,754,712 1,765,773 

13,105 13,142 13,142 

758,356 774,000 775,800 

96,889 98,340 99,940 

657,180 671,360 671,560 











310-100 0 - 80 - 17 
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Military Academy Cadets ................sssccccssssescesssee 4,287 4,300 4,300 
NU cece cee re On 521,681 528,000 533,600 
AS or oso IS 62,189 63,735 64,475 
SUR cet 455,041 459,840 464,700 
Naval Academy midshipmen................:-sssssssesssee: 4,451 4,425 4,425 
OT rss iss Site ete 185,187 185,200 «185,200 
NN tet So et 18,166 17,917 17,917 
NN icc tects ccna ee as 167,021 167,283 167,283 
a a lk at te ik 559,220 558,000 564,500 
Officers 95,900 97,354 97,853 
Enlisted 458,953 456,229 462,230 
Air Force Academy cadets 4,367 4,417 4,417 
AVERAGE NUMBER 
1979 actual 1980 estimate 1981 estimate 
Re MRE cool Oe eae 2,032,665 2,027,169 2,046,652 
Officers.......... 271,760 274,280 278,615 
Enlisted .... Ste Lemons 1,748,256 1,740,286 = 1,755,469 
Academy cadets and midshipmen... 12,649 12,603 12,568 
Decree 756,862 764,749 769,764 
Officers 96,526 96,960 99,080 
Enlisted 656,194 663,739 666,631 
4,142 4,050 4,053 
525,358 520,205 530,337 
61,922 62,430 63,787 
459,141 453,457 462,270 
4,295 4.318 4,280 
186,456 183,091 184,090 
NI seca os 2 ae cae eae, 18,302 18,066 17,869 
UT sia ee eats Re 168,154 165,025 166,221 
IRE CB ss cctierktnan ten ear. Pee 563,989 559,124 562,461 
Ma ii duacc neon eee 95,010 96,824 97,879 
RIN secant 464,767 458,065 460,347 
Air Force Academy cadets 4,212 4,235 4,235 









Federal Funds 
General and special funds: 


MILitaRyY PERSONNEL, ARMY* 
* See Part III for additional information. 


For pay, allowances, individual clothing, subsistence, interest on 
deposits, gratuities, permanent change of station travel (including all 
expenses thereof for organizational movements), and expenses of tem- 
porary duty travel between permanent duty stations, for members of 
the Army on active duty (except members of reserve components 
provided for elsewhere), cadets, and aviation cadets; [$9,668,819,000] 
$10,830,900,000. (10 U.S.C. 701-04, 744, 1035, 1037, 1212, 1475-80, 2389, 
2421, 2634, 3687, 4561, 4562, 4741; chapters 3, 5, 7 and 9 of title 37, 
United States Code; Department of Defense Appropriation Act, 1980; 
additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 21-2010-0-1-051 








1979 actual 1980 est. 198] est. 
Program by activities: 
Direct program: 
2. General purpose forceS.................... 6,087,730 6,583,429 6,724,751 
3. Intelligence and communications...... 333,456 362,344 366,122 
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Miuitary PERSONNEL, ARMy—Continued 


Program and Financing (in thousands of dollars) —Continued 








Identification code 21-2010-0-1-051 


1979 actual 


1980 est. 


1981 est. 








4. Airlift and sealift 

5. Guard and reserve 

6. Research and development 

7. Central supply and maintenance 

8. Training, medical, and other general 


Total direct program 
Reimbursable (total) 


10.00 Total obligations 


Financing: 
Offsetting collections from: 
Federal funds 
Trust funds 
Non-Federal sources 
Off-budget Federal entities 
Unobligated balance lapsing 


Budget authority 


11.00 
13.00 
14.00 
15.00 
25.00 


7,666 
92,189 
100,757 
140,460 


2,751,053 


127,813 
45,294 


7,350 
106,352 
116,108 
147,467 


2,866,056 


139,146 
47,767 


6,740 
120,128 
125,596 
145,009 


3,149,426 


144,611 
48,517 





9,686,418 
97,600 


10,376,019 
94,800 


10,830,900 
100,900 





9,784,018 


10,470,819 


— 40,342 


10,931,800 


—45,463 





10,376,019 


10,830,900 








Budget authority: 
Appropriation 
Transferred to other accounts 
Transferred from other accounts 


40.00 
41.00 
42.00 


43.00 
44.30 


Appropriation (adjusted) 
Supplemental for military pay 


9,647,973 
— 2,100 
57,000 


9,668,819 
110,100 


10,830,900 





9,702,873 


9,778,919 


597,100 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year.. 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 Outlays, excluding pay raise supple- 


91.30 Outlays from military pay raise sup- 


plemental 


10,376,019 
160,649 


10,830,900 
186,668 
~- 264,568 





9,752,900 
597,100 





Object Classification (in thousands of dollars) 





Personnel compensation: 
Military personnel 
Special personal services payments 


117 
11.8 


Total personnel compensation 


Direct obligations: 
Personnel compensation 
Personnel benefits: Military personnel 
Travel and transportation of persons 
Transportation of things 
Other services: Purchases from industrial 


Supplies and materials 
Insurance claims and indemnities.... 
Interest and dividends 


Total direct obligations 


Reimbursable obligations 
Personnel compensation 
Personnel benefits: Military personnel 
Travel and transportation of persons 
Transportation of things 
Other services: Purchases from industrial 


8,250,377 
206 


8,787,996 
209 


9,023,979 
210 





8,250,583 


8,788,205 


9,024,189 








8,207,866 
603,712 
202,675 
328,123 


17,095 
323,546 


384 


8,752,648 
672,492 
204,587 
395,484 


20,431 
327,143 
3,234 


8,989,509 
727,247 
273,501 
443,259 


21,673 
372,433 





9,686,418 


10,376,019 


10,830,900 








35,557 
1,279 
3,507 
5,660 


292 
48,505 


34,680 
1,950 
2,904 
6,222 


319 


54,825 


Total reimbursable obligations 97,600 94,800 100,40) 


Total obligations 9,784,018 10,470,819 “10:931, 





Miuirary PERSONNEL, NAvy* 
* See Part III for additional information. 


For pay, allowances, individual clothing, subsistence, interest o 
deposits, gratuities, permanent change of station travel (including all 
expenses thereof for organizational movements), and expenses of tem 
porary duty travel between permanent duty stations, for members of 
the Navy on active duty (except members of the Reserve provided for 
elsewhere), midshipmen, and aviation cadets; [[$6,857,256,000] 
$7,509,200,000. (10 U.S.C. 600, 683-4, 701-4, 744, 1035, 1037, 121) 
1475-80, 2421, 2634, 5401, 5404, 5406-9, 5412-17, 5441-2, 5444-7, 5445- 
52, 5454-5, 5501, 5503, 5865, 6081-6, 6221, 6911-12, 6960, 6969: 2 
U.S.C. 3121; chapters 3, 5, 7, 9 and 10 of title 37, United States Code 
Department of Defense Appropriation Act, 1980; additional authori: 
ing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 17—1453-0-1-051 1979 actual 1980 est. 1981 est 





Program by activities: 
Direct program: 

1. Strategic forces 

2. General purpose forces 

3. Intelligence and communications 

4. Airlift and sealift 

5. Guard and reserve 

6. Research and development 

7. Central supply and maintenance 

8. Training, medical, and other general 
personnel activities 


243,857 
3,343,703 
234,948 
4,941 
225,994 
74,157 
140,222 


261,289 
3,674,981 3,867, 
251,608 265,071 
5,515 6,02) 
217,537 217,24 
86,819 93,51 
161,511 172,18 


258,13] 


2,377,474 2,474,935 2,492,571 


118,859 
12,513 


6,776,668 
75,146 


6,851,814 


123,111 125,28 
13,787 14,59 


7,509,20 
84 Gil 


7,593,801 


7,271,093 
84,000 


7,355,093 


Total direct program 
Reimbursable (total) 


10.00 Total obligations 


Financing: 
Offsetting collections from: 
Federal funds 
13.00 Trust funds 
14.00 Non-Federal sources 
25.00 Unobligated balance lapsing 


Budget authority 


11.00 —26,909  —2i, 


— 22,979 


7,271.093 





Budget authority: 
Appropriation 
Transferred to other accounts 
Transferred from other accounts 


40.00 6,857,256 
41.00 


42.00 


43.00 
44.30 


6,787,033 
— 2,000 
7,600 


Appropriation (adjusted) 6,792,633 6,857,256 


Supplemental for military pay 


raises 413,837 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


7,509,201 
12231! 


7,271,093 
121,025 
— 122,918 


71.00 
72.40 
74.40 
77.00 


90.00 Outlays, excluding pay raise supple- 


6,855,363 
413,837 


91.30 Outlays from military pay raise sup- 


plemental 





Object Classification (in thousands of dollars) 





Personnel compensation: 
Military personnel 5,696,902 
Special personal services payments 161 


11.7 
11.8 


6,080,318 
700 








AR 198) 
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100,90 Total personnel compensation............. 5,697,063 6,081,018 6,179,876 

10,931.80) Direct obligations: 
——— Personnel Compensation ..............s.ssseseccsssees 5,660,686 6,038,902 6,137,508 
12.2 Personnel benefits: Military personnel......... 560,637 641,596 695,588 
91.0 Travel and transportation of persons........... 96,006 109,768 142,847 
22.0 Transportation of thingS.............s:ssssssssssse 218,012 243,655 264,363 
950 Other services: Purchases from industrial 
PNM A jcotacti tot ites. catasacbabsxsdivessaudoescsesh 9,745 13,676 15,341 
erest on | 26.0 Supplies and materials.................... 229,399 221,293 251,448 
uding all } 420 Insurance claims and indemnities.... - 2,090 2,023 2,105 
s of tem | 43,0 Interest and dividends ...............ssssssssseeessees 93 FOE is peistee 
mbers of 5 4 
wisied ts Total direct obligations..................+ 6,776,668 7,271,093 7,509,200 
ae Reimbursable obligations: 

; > Personnel COMpeNSATION ...............eesseceneeseees 36,377 42,116 42,368 
-7, SMI 1 197 Personnel benefits: Military personnel... 3,495 4.304 4,554 
6969; 3 91.0 Travel and transportation of persons........... 608 682 686 
utes Code} 591) Transportation of thiNgS .....nn00:.nmu 1,390 1,539 1,724 
author: } 55 Other services: Purchases from industrial 

“af 62 86 91 

26.0 33,214 35,273 35,177 

fiat Total reimbursable obligations............ 75,146 84,000 84,600 

99.0 Total obligations .............ssssseesssseesen 6,851,814 7,355,093 7,593,800 
256,131 
3,867,151 
265,01! 

6,00 Miuitary PERSONNEL, MARINE Corps* 
217,04 
ite * See Part III for additional information. 

For pay, allowances, individual clothing, subsistance, interest on 

2,492} deposits, gratuities, permanent change of station travel (including all 

expenses thereof for organizational movements), and expenses of tem- 
12528} porary duty travel between permanent duty stations, for members of 
145%} the Marine Corps on active duty (except members of the Reserve 
provided for elsewhere); [[$2,089,457,000] $2,257,300,000. (10 U.S.C. 
7,509,20 1035, 1212, 1475-80, 2634, 5402, 5404-05, 5409, 5413-17, 5441, 54423, 
__ Mill 5445-46, 5448, 5451, 5454-56; 5458, 5502-02, 6032, 6081-86, 6148, 6222; 
7,503 a 12 U.S.C. 1715m; chapters 3, 5, 7, and 9 of title 27, United States Code; 
"| 41US.C. 1594d; Department of Defense Appropriation Act, 1980; addi- 
tional authorizing legislation to be proposed.) 
— 20h 
— 2349) Program and Financing (in thousands of dollars) 
— 34 hh : 
seo Metification code 17-1105-0-1-051 1979 actual 1980 est 1981 est. 
| 7,508,20 Program by activities: 
Direct program: 
7.509 2. General purpose fOrces...............ssse-- 1,331,564 1,401,535 1,434,788 
a 3. Intelligence and communications...... 9,068 10,368 10,424 
IS 4. Airlift and sealift....... 23 24 24 
Sa: 5. Guard and reserve 47,379 48,089 48,399 
5 -7,509,20 6. Research and development 12,464 14,253 14,306 
7. Central supply and maintenance....... 19,565 21,443 21,580 
-_—s: 8. Training, medical, and other general 
personnel activities.............ccsseecssseeee 613,061 649,788 654,583 
9. Administration and associated activ- 
3 7,509.2 NUN cecocecco eee caccacaniecissads cui 64,258 71,632 72,029 
5 re 10. Support of other nations ............ss.... 1,080 1,149 1,167 
, pr 4 Total direct program.........ccc.scs 2,098,462 2,218,281 2,257,300 
iS eae Reimbursable (total) ..........ccccccssssssecccecsen 7,527 11,397 11,400 
3747 10.00 Total obligations ...........sssssssecsceccesseee 2,105,989 2,229,678 2,268,700 
Financing: 
37 cases Offsetting collections from: 
——a Em teed io........................ —4123 — 4,368 —4371 
I asennad — 550 —440 —440 
400 Non-Federal SOurceS.......ccsntnsennnn —2,854  —6,589 — 6,589 
{500 Unobligated balance lapsing .....0.......... TUE acct th cuaneeoesel 
Budget authority .......ccccccccocc 2,106,200 2,218,281 2,257,300 











Budget authority: 





















































40.00 Appropriation ..................c-sssee 2,112,400 2,089,457 2,257,300 
41.00 Transferred to other accounts mM, ccssnccecsstccetar 7 ssseasincloraesi 
43.00 Appropriation (adjusted) ................ 2,106,200 2,089,457 2,257,300 
44.30 Supplemental for military pay 
OI sissicig ee icacessentsscsonssen, — taasicce ee me 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................... 2,098,462 2,218,281 2,257,300 
72.40 Obligated balance, start of year... 79,136 ; 114,759 
74.40  Obligated balance, end of year................... —88,778 —114,759 —139,059 
77.00 Adjustments in expired accounts................. Se NO scores we senescence 
90.00 Outlays, excluding pay raise supple- 
corer eee ence 2,054,816 2,063,476 2,233,000 
91.30 Outlays from military pay raise sup- 
OO NE cig ete 8 eee 7X... 
Object Classification (in thousands of dollars) 
Personnel compensation: 
11.7 Military PerSOnmel ..............cscscccossseececsssee 1,777,158 1,910,356  — 1,905,969 
11.8 Special personal services payments ........ 350 298 298 
Total personnel compensation............. 1,777,508 1,910,654 1,906,267 
Direct obligations: 
Personnel compensation ..................ssesecsseees 1,776,349 1,909,110 1,904,723 
12.2 Personnel benefits: Military personnel ......... 138,851 122,269 131,800 
21.0 Travel and transportation of persons........... 49,264 49,642 63,624 
22.0 Transportation of things .................sssses 46,218 49,760 55,789 
25.0 Other services: Purchases from industrial 
Nee ee eee oie 3,088 3,039 2,976 
26.0 Supplies and materials 83,537 83,216 97,383 
42.0 Insurance claims and indemnities................. 810 1,005 1,005 
43.0 — Interest and dividends .................s-ssecsssesssee ‘i 345 Dre se SLL. 
Total direct obligations....................0+ 2,098,462 2,218,281 2,257,300 
Reimbursable obligations: 
Personnel compensation ..............c-sseecsseeeese 1,159 1,544 1,544 
12.2 Personnel benefits: Military personnel......... 26 35 40: 
21.0 Travel and transportation of persons........... 907 1,012 1,012 
26.0 Supplies and materials ................ssccssecsseeeee 5,435 8,806 8,804 
Total reimbursable obligations............ 7,527 11,397 11,400 
99.0 Total obligations.................... ea 2,105,989 2,229,678 2,268,700 





MILITARY PERSONNEL, AIR FoRcE* 
*See Part III for additional information. 


For pay, allowances, individual clothing, subsistence, interest on 
deposits, gratuities, permanent change of station travel (including all 
expenses thereof for organizational movements), and expenses of tem- 
porary duty travel between permanent duty stations, for members of 
the Air Force on active duty (except members of reserve components 
provided for elsewhere), cadets, and aviation cadets; [$7,863,817,000] 
$8, 700,500,000. (10 U.S.C. 503, 504-509, 518-19, 600, 683-84, 687, 701- 
04, 744, 1035-37, 1211-12, 1331, 1475-80, 26322, 2634, 8033, 8036, 8066, 
8201-15, 8281, 8284-89, 8293-8303, 8305-10, 8212-13, 8441-42, 8444-49, 
8451-52, 8491, 8494-8504, 8531, 8687, 8722, 9306, 9331-37, 9341-55, 
9441, 9561-63, 9741-43; 12 U.S.C. 1715m; 33 U.S.C. 855, 858; chapters 
3, 5, 7, 9, 10, and 11 of title 37, United States Code; 49 U.S.C. 1657; 
Department of Defense Appropriation Act, 1980; additional authoriz- 
ing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 57-3500-0-1-051 








1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Strategic fOrC€S...........secsscccssseeceesseee 1,546,457 1,656,179 —-1,651,158 
2. General purpose fOrceS..............se 1,875,514 2,118,178 2,210,450 
3. Intelligence and communications...... 676,345 803,287 766,667 
4, Airlift and sealift.........sssssccccccscscee 707,860 759,172 773,091 
5. Guard and reServe...........sssscssseeeeeees 20,339 22,887 22,778 
6. Research and development............... 248,193 284,798 290,818 
7. Central supply and maintenance ...... 156,948 160,203 166,944 
8. Training, medical, and other general 
personnel activities...............ccsssssssssse 2,503,958 2,359,040 2,586,062 

























































































































































































































































































260 Patera Funds tonived APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 | 
General and special funds—Continued Reserve as the initial and primary augmentation of the 
MILITARY PERSONNEL, AiR ForckE—Continued active forces during any future emergency. Activities | 4) 
Program and Financing (in thousands of dollars) —Continued are grouped “ ecording to the training performed or the ta 
support provided. 
Identification code §7-3500-0-1-051 1979 actual 1980 est. 1981 est. 1. Paid drill and initial training.—Most of the paid 
<. Maisie esmcinind oc. National Guard and Reserve personnel perform 48 
reer eamealae 196,195 195,364 198,229 drills and attend 2 weeks of active duty for training f ™ 
10. Support of other nations ..........ssss0 27,070 32,007 34,303 each year. Active duty for basic training is provided for } jy 
Total direct prOgraM ...cu.u2nne 7,958,879 8,391,115 8,700,500 Personnel enlisting a the See dene or Reserve a 
Reimbursable (total) ...ccccncs-cnnnsennn 151871 154,990 148,845 + Who have not previously received military training. Cer- ft 
ii 10346 tain enlistees may drill with pay while awaiting active | ‘i 
10.00 St Total obligations .............ssssccssccssesssees 8,110,750 8,546,105 8,849, duty for basic training. hm 
ee aa i Cle 2 2. Other training and support.—Other personnel not | “"' 
i te soe 17,433 —15,002 —14,951 equiring as intensive training receive only a period of | 
1300 “Het. ce le —99678 —98176  —91,360 active duty for training (usually 2 weeks) during the a 
14.00 Non-Federal SOUICES......c.esenmennens — 34,857 —41,812  —42,534 year. Service schools and special tours of active duty i 
25.00 Unobligated balance lapsing.................se GS ic neret rte ttieitces: training provide additional training for limited num. " 
Budget authority ..........ccscccsssoe 7,961,935 8,391,115 8,700,500 bers of the Ready Reserve. Also, this program provides tra 
Seed wha funds for members of the Ready Reserve who are on ha 
a 7,929,535 7,863,817 8,700,500 full-time active duty for the purpose of performing J |) 
42.00 Transferred from other accounts ............. 32,400 2 apie duties associated with Reserve matters. ual 
vets 7 "7961.995 "7901717 "epee The numbers of National Guard and Reserve person- of 
as Seadinenns - po ee heey ey nel estimated to participate in the paid training pro- a 
alee a a grams are summarized in the following table: 9 
Relation of obligations to outlays: YEAREND NUMBER of 
71.00 Obligations incurred, Net ..............sssscsssseees 7,958,782 8,391,115 8,700,500 1979 actual 1980 estimate 1981 estimae & sch 
72.40 Obligate balance, start of year................... 82,902 140,228 Zales Defense: total: 06 ee s. ate ee ches 815,812 827,971 857,95 F Suc 
74.40 Obligated balance, end of year.................0 —140,228 —251,023 —327,523 inaiiiiainaa — = mir 
d Adjust i i WBissscsspsiciones SIO, gortadiene seas ‘ 
i rh re PAI GAS sss crtinniattenetiatodrnmmparemean 183,340 189,214 196,373 § tior 
90.00 Outlays, excluding pay raise supple- Nonprior service enlisted active duty for training. 6,650 6,786 882) F will 
eet sere 889,486 7,790,922 8,624,000 alee > oo ae 
ee oO Paid drill training, subtotal... 189,990 196,000 20530 f abo 
CN hee aaa 89,398 erscsssssesne Other paid training * .....sscsessessssesstmsessenen 5,469 6,199 123 F For 
Total, Army ROS@rVE .........c...ssecssseccsssessssnees 195,459 202,199 212,513 T 
Object Classification (in thousands of dollars) — gral 
Navy Reserve: an 
Direct obligations: Paid riIIS.....ssseessessesssenees saben cnet 87,465 86,014 86,2 FS 
.] Personnel compensation: Military personnel. 6,911,703 7,214,871 —7,298,515 Nonprior service enlisted active duty for training. 823 17 90! : 
12.2 Personnel benefits: Military personnel......... 456,077 593,081 641,570 Sate nee ane ’ 
21.0 Travel and transportation of persons........ eee | a | RE owt 
22.0 Transportation Of things ....c.cessensnon 316,884 315,918 450,157 oo een ee —— | ap 
25.0 Other services: Purchases from industrial Total, Navy ROSCLVE ..ccsncssenssssntntnesne 89,530 87,001 B18 F poy 
TONS eee Ue ce soldees 28,324 25,137 28,580 eee 
26.0 Supplies and materials ............... 123,729 120,389 143,668 Marine Corps Reserve: are 
42.0 Insurance claims and indemnities. 1,788 1,623 1,566 PAMUM MS acs cercuan tens egeecaiboscnaens 29,560 30,169 30. resp 
43.0 — Interest and dividends ..............sscsssseessseeees 1,462 Bg OO eA Ae Nonprior service enlisted active duty for training. 3,730 3,431 3,43] 1 
Total direct obligations ............ssssssss 7,958,879 8,391,115 8,700,500 Paid drill training, subtotal... 33,290 33,600 33612 F from 
ys HVOY AML ATURE 8 «oy csheheccsicsccnvecosceciacoctsencee 990 1,793 iO 
Reimbursable obligations: —- - = 
.) Personnel compensation: Military personnel. 103,066 96,210 89,870 Total, Marine Corps ReS@rVE...........ss.sssses 34,280 35,393 all 
12.2 Personnel benefits: Military personnel......... 6,802 11,580 10,775. on 2 ee 
21.0 Travel and transportation of person... 1399 1,539 a ooo ce OA im 
22.0 — Transportation of things ........ssccssssesssseen 4,205 5,338 5,338 PAIM AFIS nn ennnerrrnne ee aseeseaaes seer 95,830 , 1s Ny 
25.0 Other services: Contracts .....scsssstssetnee —susessentne 323 323 Nonprior service enlisted active duty for training. 831 2 . 
26.0 — Supplies and materials ...........sssssssessssseeun 36,399 40,000 41,000 Paid drill training, SubtOtal...0.0.0u.nn 56,661 57,538 ut ( 
Total reimbursable obligations.......... 151,871 154,990 148,845 ——_ Other paid training +... namsmmnmennnnse 975 1,000 
99.0 Total obligation .....0mnnsnnne 8,110,750 8,546,105 8,849,345 Total, Ait Force RESEIVE ..nmnmmmnnnn 67,636 $8,538 S808 9 seve 
P —_ Navy. 
rmy National Guard: Vari 
FN 6 ents tiklfi eK oenmpmerr 330,465 336,906 366, fan 
RESERVE FORCES Nonprior service enlisted active duty for training. 15,063 15,494 _ 1st 
. sere Total, Army National Guard...........c.cccsssseee 345,528 352,400 ania 
The following appropriations are for the Reserve com- ___. —= ” pr 
ponents, which include: Army and Air National Guard; ‘" National Guard: eee 
e N eee d Air F R DROS: cane cauee ee erecta: 91,565 90,572 90,787 Navy. 
an rmy, Navy, Marine Lorps, an ir Force he- Nonprior service enlisted active duty for training. 1,814 1,868 1 hi Fo 
serves. 
‘ ir Nati 2,637 
National Guard and Reserve personnel.—These pro- Total, Air National Guard.....e.sso..ssccccsssssee. 93,379 92,440 m. 1 


grams provide funds for training members of the Ready 











* Number receiving training at any one time during year. 
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The numbers of military personnel provided for full- 
time active duty tours are summarized in the following 
table: 






































» paid YEAREND NUMBER 
m 48 1979 actual 1980 estimate 1981 estimate 
aining MINN ck BOG a 5ssco Solcbestchadrevnessccsssscszsosepe 7,518 13,049 __19,739 
0 FOr Fh pomp 080000. acsnsncncenssnereesereseeneneseeeeneneeng 2,549 4,288 5,400 
SRD) OO) MLSS cccscbosccaccconacosasscocosLanadnsassnes 197 209 208 
x. Cer- Marine Corps RESCrVE ......srscsntsentseneetnenente 66 67 67 
active f Ar Force ReServe........ssssscsssssesssssssessseesssseeensee 337 681 698 
Army National Guard.................sssccsssssssssssssssssssessssees 3,178 6,244 10,159 
PION CRIN 25 5scscc>vessssasccsonmmscssorscosseerssccooeoes 1,191 1,560 3,207 


el not 












riod of F Reserve officer candidates.—Funds for these programs 
g the F are contained in Budget Activity 2, “Other Training 
P “ and Support” of the Reserve Personnel appropriations. 


The Reserve Officers’ Training Corps program provides 
training for reserve and regular officer candidates who 
have enrolled in the course while attending a college at 
which an ROTC unit has been established. College grad- 
uates who satisfactorily complete the advanced course 
of the program are commissioned and are ordinarily 
ordered to active duty for a minimum of 3 years. 

The Reserve Officers’ Training Corps Vitalization Act 
of 1964, as amended, authorizes a limited number of 
scholarships for ROTC students on a competitive basis. 
Successful candidates for the scholarships must serve a 
minimum period of 4 years on active duty upon gradua- 
tion and appointment as a commissioned officer. There 
will be about 6,500 scholarship recipients in the Army, 
about 5,850 in the Navy, and about 6,500 in the Air 
Force in 1981. 

The Armed Forces health professions scholarship pro- 
gram provides a source of commissioned officers for the 
various health professions. Student enrollment in 1981 
will be about 1,714 in the Army, 1,575 in the Navy, and 
1,575 in the Air Force. 

The Army, Navy, Marine Corps, and Air Force pro- 
vide training for students who elect to enroll in Junior 
ROTC training at the secondary level of education, and 
are programed to have 670, 233, 67, and 285 units, 
respectively, in operation in 1981. 

The numbers of commissioned officers graduated 
from these programs are summarized below: 


ovides 
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1981 estina 
857,936 





196,373 
8,92] 


205,300 
121 


212,519 


















































_ a 1978 1979 1980 1981 
ROTC: actual actual estimate estimate 

57,055 5,835 6,340 6,022 6,318 

__ Wek 1,160 1,312, 1,300 1,300 
8H RS Sane 2,636 2,588 2,812 3,083 

_ll MN en sc as 9,631 10,240 10,134 10,701 
59,64 : 

— 149 122 132 132 
365,708 71 636 708 714 
15,494 

—— 860 758 840 846 
371,20 



















a 527 534 509 460 
i 315 393 337 333 
ee 415 451 457 469 

1 
ee MS 1257 1,378 ~——1,308 1,262 














Federal Funds 
General and special funds: 


RESERVE PERSONNEL, ARMY* 





* See Part III for additional information. 







For pay, allowances, clothing, subsistence, gratuities, travel, and 
related expenses for personnel of the Army Reserve on active duty 
under sections 265, 3019, and 3033 of title 10, United States Code, or 
while serving on active duty under section 672(d) of title 10, United 
States Code, in connection with performing duty specified in section 
678(a) of title 10, United States Code, or whole undergoing reserve 
training, or while performing drills or equivalent duty or other duty, 
and for members of the Reserve Officers’ Training Corps, and ex- 
penses authorized by section 2131 of title 10, United States Code, as 
authorized by law; [$606,400,000] $760,200,000. (10 U.S.C. 683, 1475- 
80, 2101-11, 3019, 3033, 3722; 37 U.S.C. 204, 206, 301, 305, 309, 402- 
404, 415-418, 1002; Department of Defense Appropriation Act, 1980; 
additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 21-2070-0-1-051 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 

















1. Paid drill and initial training .............. 404,096 439,166 484 568 
2. Other training and support................. 160,103 203,175 275,632 
Total direct program ............-.cc-ssess00e 564,199 642,341 760,200 
Reimbursable (total) ...............cssssscsseecsseessee 1,449 1,600 3,100 
10.00 Total obligations .................ssssccsssesees 565,648 643,941 763,300 
Financing: 
Offsetting collections from: 
11.00 FAN TO si scsi —907 —1,173 — 2,673 
14.00 Non-Federal SOUFCES.............ssscsssseseeeeeee —542 —42]7 —427 
25.00 Unobligated balance lapsing.....................0.. 2,601 “sesemeenanne_suenenanent 
Budget authority... 566,800 642,341 760,200 
Budget authority: 
GTN I ecticsesciiecsensteecsiteansicnasnccicms 560,900 606,400 760,200 
42.00 Transferred from other accounts................. SIU cL IIS, accesses 
43.00 Appropriation (adjusted) ................ 566,800 606,400 760,200 
43.30 Supplemental for military pay 
RUE acprcaccecsestoeectecercenaioncuncucssy... "<anilnaaaanet N  ecslacscstcacst 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ..................scsssee 564,199 642,341 760,200 
72.40 Obligated balance, start of year................... 52,614 50,160 73,701 





74.40 Obligated balance, end of year.................... —50,160 —73,701 —103,901 
77.00 Adjustments in expired accounts POOED cccccentaents <ucecabiteis 
90.00 Outlays, excluding pay raise supple- 

a OO 560,128 582,859 730,000 
91.30 Qutlays from military pay raise sup- 

IE scree. ecesicecictans BRM eteste cassia 





Object Classification (in thousands of dollars) 





Direct obligations: 
Personnel compensation: Military personnel. 473,779 514,085 603,057 


12.2 Personnel benefits: Military personnel......... 15,402 47,461 57,786 
21.0 Travel and transportation of persons........... 40,095 42,905 51,502 
22.0 — Transportation of thingS...............ccssssesessen 937 733 1,220 











26.0 Supplies and materidls................... a8 33,938 37,109 46,587 
Insurance claims and indemnities ase 48 48 48 


























Total direct obligations...................000 564,199 642,341 760,200 

Reimbursable obligations: 
11.7 Personnel compensation: Military personnel. 857 1,126 2,240 
12.2 — Personnel benefits: Military personnel......... 10 15 27 


21.0 — Travel and transportation of persons........... 36 32 406 
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General and special funds—Continued 
RESERVE PERSONNEL, ARMy—Continued 
Object Classification (in thousands of dollars) —Continued 





Identification code 21-2070-0-1-051 1979 actual 1980 est. 1981 est. 





26.0 Supplies and materials 546 427 427 
3,100 


763,300 


1,600 
643,941 


1,449 
565,648 


Total reimbursable obligations 
99.0 Total obligations 





RESERVE PERSONNEL, Navy* 

*See Part III for additional information. 

For pay, allowances, clothing, subsistence, gratuities, travel, and 
related expenses for personnel of the Naval Reserve on active duty 
under section 265 of title 10, United States Code, or personnel (other 
than members of the Training and the Administration of the Reserve 
program) while serving on active duty under section 672(d) of title 10, 
United States Code, in connection with performing duty specified in 
section 678(a) of title 10, United States Code, or while undergoing 
reserve training, or while performing drills or equivalent duty, and 
for members of the Reserve Officers’ Training Corps, and expenses 
authorized by section 2131 of title 10, United States Code, as author- 
ized by law; [$240,902,000] $261,200,000. (10 U.S.C. 600, 683-4, 1475- 
80, 2031, 2101-11, 5456-57, 6081-86, 6148; 26 U.S.C. 3121; 37 U.S.C. 
204, 206, 301, 305, 402-4, 415-18, 427, 1002; 38 U.S.C. 701-12; Depart- 
ment of Defense Appropriation Act, 1980; additional authorizing legis- 
lation to be proposed.) 

Program and Financing (in thousands of dollars) 


Identification code 17-1405-0-1-051 


Program by activities: 
Direct program: 
1. Paid drill and initial training 
2. Other training and support 





1979 actual 1980 est. 1981 est. 





192,125 209,657 214,219 


41,072 44,822 46,981 


Total direct program ... 233,197 254,479 261,200 
Reimbursable (total) 216 272 272 


10.00 Total obligations 233,413 254,751 261,472 
Financing: 
Offsetting collections from: 
Federal funds 
Non-Federal sources 
Off-budget Federal entities... —206 


Unobligated balance lapsing 734 
Budget authority 233,931 
Budget authority: 


40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 Appropriation (adjusted) 
44.30 Supplemental for military pay 


—253 
—19 


11.00 — 253 
14.00 
15.00 


25.00 





231,500 
2,431 


233,931 





240,902 


13,577 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 
74.40 


77.00 
90.00 


254,479 
24,928 
— 27,836 


261,200 
27,836 
— 29,036 


237,994 
91.30 Outlays from military pay raise sup- 


plemental 13,577 








Object Classification (in thousands of dollars) 


Direct obligations: 
‘ Personnel compensation: Military personnel. 
12.2 Personnel benefits: Military personnel 
21.0 Travel and transportation of persons 26,151 21,348 25,202 
26.0 Supplies and materials 11,720 13,298 14,448 
42.0 — Insurance claims and indemnities 291 303 303 


Total direct obligations 233,197 254,479 261,200 


191,126 
3,909 


213,459 
6,071 


214,891 
6,356 
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Reimbursable obligations: 
11.7 Personnel compensation: Military personnel. 
12.2 Personnel benefits: Military personnel 
21.0 Travel and transportation of persons 
26.0 Supplies and materials 
Total reimbursable obligations 
99.0 Total obligations 


233,413 254,751 





RESERVE PERSONNEL, MARINE Corps* 
* See Part III for additional information. 


For pay, allowances, clothing, subsistence, gratuities, travel, and 
related expenses for personnel of the Marine Corps Reserve on active 
duty under section 265 of title 10, United States Code, or while 
serving on active duty under section 672(d) of title 10, United State 
Code, in connection with performing duty specified in section 678(a) of 
title 10, United States Code, or while undergoing reserve training, or 
while performing drills or equivalent duty, and for members of the 
Marine Corps platoon leaders class, and expenses authorized by sec. 
tion 2131 of title 10, United States Code, as authorized by law; 
[$88,100,000] $94,900,000. (10 U.S.C 600, 683, 1475-80, 2031, 2101-11, 
5456, 5458, 6081-86, 6148; 37 U.S.C. 206, 301, 305, 309, 402-04, 415-18, 
1002; Department of Defense Appropriation Act, 1980; additional au- 
thorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 17-1108-0-1-051 1979 actual 1980 est. 1981 est 





Program by activities: 
Direct program: 
1. Paid drill and initial training 
2. Other training and support 


67,468 75,258 78,26) 


16,435 17,791 16,633 


Total direct program 83,903 93,049 
Reimbursable (total) 44) 500 


10.00 Total obligations 84,344 93,549 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
25.00 Unobligated balance lapsing 


Budget authority 


—391 
—50 
3,297 





Budget authority: 
40.00 Appropriation 
44.30 Supplemental for military pay raises 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year.. 
Obligated balance, end of year 
Adjustments in expired accounts 


93,049 
13,360 
— 17,509 


71.00 
72.40 
74.40 
77.00 


90.00 Outlays, excluding pay raise supple- 


91.30 Outlays from military pay raise sup- 
plemental 


Object Classification (in thousands of dollars) 


Direct obligations: 
Personnel compensation: Military personnel. 
Personnel benefits: Military personnel 
Travel and transportation of persons 9,022 
Supplies and materials 11,170 
Insurance claims and indemnities 100 


93,049 


63,180 
2,157 
9,663 


68,598 
4,159 


Total direct obligations 


Reimbursable obligations: 
11.7 Personnel compensation: Military personnel. 
12.2 Personnel benefits: Military personnel 
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60 Supplies and materials 378 370 370 
Total reimbursable obligations 441 ~° 500 500 


990 Total obligations 84,344 om 93,549 95,400 





RESERVE PERSONNEL, AIR FORCE 


For pay, allowances, clothing, subsistence, gratuities, travel, and 
related expenses for personnel of the Air Force Reserve on active 
duty under sections 265, 8019, and 8033 of title 10, United States 
Code, or while serving on active duty under section 672(d) of title 10, 
United States Code, in connection with performing duty specified in 
section 678(a) of title 10, United States Code, or while undergoing 
reserve training, or while performing drills or equivalent duty or 
other duty, and for members of the Air Reserve Officers’ Training 
Corps, and expenses authorized by section 2131 of title 10, United 
States Code, as authorized by law; [[$214,400,000] $244,100,000. (10 
US.C. 261-80, 591-95, 597-600, 651, 671-85, 687, 715, 1475-80, 2031, 
901-11, 2120-27, 2131-33, 2511, 8019, 8062, 8076, 8221-23, 8259-60, 
8351-54, 8356, 8358-63, 8365-68, 8371-81, 8392-95, 8491, 8687, 8722, 
9301, 9411-14, 9561-63, 9741, 9743; 37 U.S.C. 204, 206, 209, 301, 309, 
402-11, 415-18, 1002; Department of Defense Appropriation Act, 1980; 
additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


iettiication code 57-3700-0-1-051 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Paid drill and initial training 
2. Other training and support 


118,381 132,679 


78,526 93,574 105,783 


Total direct program 196,907 226,253 244,100 
Reimbursable (total) 614 868 900 


10.00 Total obligations 197,521 227,121 245,000 


Financing: 

Offsetting collections from: 
1100 Federal funds 
1300 Trust funds 
1400 Non-Federal sources 
25.00 Unobligated balance lapsing 


Budget authority 
Budget authority: 


40.00 Appropriation 
4430 Supplemental for military pay raises 


138,317 











197,400 





197,400 





Relation of obligations to outlays: 
1.00 Obligations incurred, net 
1240 Obligated balance, start of year 
1440 Obligated balance, end of year 
71.00 Adjustments in expired accounts 


196,907 
18,523 
—17,602 


226,253 
17,602 
— 23,855 


244,100 
23,855 





40.00 Outlays, excluding pay raise supple- 
195,367 208,147 
41.30 Outlays from military pay raise sup- 


plemental 





Object Classification (in thousands of dollars) 





Direct obligations: 
L7 Personnel compensation: Military personnel. 
Personnel benefits: Military personnel 
Travel and transportation of persons 
Transportation of things 388 415 520 


168,271 
4,815 
16,629 


192,622 
8,171 
17,645 


211,764 
1,515 
22,080 


Supplies and materials ci 6,668 7,252 8,057 
Insurance claims and indemnities 136 148 164 


196,907 226,253 244,100 





Total direct obligations 


Reimbursable obligations: 
Personnel compensation: Military personnel. 831 

22 Personnel benefits: Military personnel 12 
110 Travel and transportation of persons 17 
80 Supplies and materials 40 





Total reimbursable obligations 614 868 900 


Total obligations 197,521 227,121 245,000 





NATIONAL GUARD PERSONNEL, ARMY* 
*See Part III for additional information. 


For pay, allowances, clothing, subsistence, gratuities, travel, and 
related expenses for personnel of the Army National Guard while on 
duty under sections 265, 3033, or 3496 of title 10 or section 708 of title 
32, United States Code, or while serving on active duty under section 
672(d) of title 10 or section 502(f) of title 32, United States Code, in 
connection with performing duty specified in section 678(a) of title 10, 
United States Code, or while undergoing training, or while perform- 
ing drills or equivalent duty or other duty, and expenses authorized 
by section 2131 of title 10, United States Code, as authorized by law; 
[$867,250,000] $17,056,200,000. (10 U.S.C. 265, 683, 1475-80, 3722; 31 
U.S.C. 698; 32 U.S.C. 107, 318-319, 321, 701, 708; 37 U.S.C. 204-206, 
301, 305, 309, 402-04, 418, 1002; Department of Defense Appropriation 
Act, 1980; additional authorizing legislation to be proposed). 


Program and Financing (in thousands of dollars) 





Identification code 21-2060-0-1-051 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Paid drill and initial training 
2. Other training and support 


683,437 
102,362 


785,799 
2,845 


788,644 


757,650 
172,700 


930,350 
3100 


933,450 


804,000 
252,200 


1,056,200 
3,100 


1,059,300 





Total direct program 
Reimbursable (total) 


Total obligations 
Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
25.00 Unobligated balance lapsing 


Budget authority 


10.00 
— 2,100 — 2,100 


787,100 





Budget authority: 
Appropriation 
Transferred to other accounts 
Transferred from other accounts 


40.00 
41.00 
42.00 


43.00 
44.30 


789,100 


Appropriation (adjusted) 
Supplemental for military pay 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


930,350 
87,414 
— 127,614 


1,056,200 
127,614 
— 168,814 


Outlays, excluding pay raise supple- 
837,350 


52,800 


91.30 Outlays from military pay raise sup- 


plemental 





Object Classification (in thousands of dollars) 





Direct obligations: 
Personnel compensation: Military personnel. 
Personnel benefits: Military personnel 
Travel and transportation of persons 27,077 24,588 36,236 
Supplies and materials 65,162 86,403 101,841 
Insurance claims and indemnities 79 65 65 


785,799 930,350 —_ 1,056,200 


117 
12.2 
21.0 
26.0 
42.0 


670,651 
22,830 


781,391 
37,903 


867,542 
50,516 


Total direct obligations 


Reimbursable obligations: 
Personnel compensation: Military personnel. 1,560 
Personnel benefits: Military personnel 105 
Travel and transportation of persons 56 


11.7 
12.2 
21.0 
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General and special funds—Continued 
NATIONAL GUARD PERSONNEL, ARMy—Continued 


Object Classification (in thousands of dollars) —Continued 

















Identification code 21-2060-0-1-051 1979 actual 1980 est. 1981 est. 

26.0 Supplies and materials .................ssssesssesssees 1,421 1,379 1,379 
Total reimbursable obligations............ 2,845 3,100 3,100 

99.0 Total Obligations ..........ssssssssssseesseseeees 788,644 933,450 —‘1,059,300 





NATIONAL GUARD PERSONNEL, AIR FORCE 


For pay, allowances, clothing, subsistence, gratuities, travel, and 
related expenses for personnel of the Air National Guard on duty 
under sections 265, 8033, or 8496 of title 10 or section 708 of title 32, 
United States Code, or while serving on active duty under section 
672(d) of title 10 or section 502(f) of title 32, United States Code, in 
connection with performing duty specified in section 678(a) of title 10, 
United States Code, or while undergoing training, or while perform- 
ing drills or equivalent duty or other duty, and expenses authorized 
by section 2131 of title 10, United States Code, as authorized by law; 
([$272,500,000] $322,800,000. (10 U.S.C. 261-81, 510, 591-95, 597-600, 
651, 671-85, 2131-83, 2511, 3015, 8033, 8062, 8077-78 8080, 8224-25, 
8261, 8351-54, 8356, 8358-63, 8365-68, 8371-81, 8392-95, 8491, 8496, 
8722, 9301, 9561-63, 9741; 31 U.S.C. 698; 32 U.S.C. 101-11, 301-05, 307- 
08, 312-33, 501-07, 701; 37 U.S.C. 201, 203-06, 301, 309, 402-11, 414-18, 
501-02, 1002; Department of Defense Appropriation Act, 1980; addi- 
tional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 









































Identification code 57-3850-0-1-051 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct programs: 
1. Paid drill and initial training .............. 205,786 215,978 221,202 
2. Other training and support................. 59,869 74,582 101,598 
Total direct program .........cccssccsssssee 265,655 290,560 322,800 
Reimbursable (total) ...........ss.sssesssssesesssees 248 248 300 
10.00 Total obligations ..............secssseesssseeeens 265,903 290,808 323,100 
Financing: 
14.00 Offsetting collections from: Non-Federal 
MND ertheless bss St8 es snsnssapsinscbonidincsose —248 — 248 —300 
25.00 Unobligated balance lapsing.................:..00 EOL - stectriaatssecss — (casiraes vies 
Budget authority ..................cccccsssee 266,500 290,560 322,800 
Budget authority: 
ODO TAD IOINABRION iss csscchssensiccscssncbsccossnscessc0sssee 266,500 272,500 322,800 
42.00 Transferred from other aCCOUNtS ............0.::.  ssssessssssseeee TU i aficheanssesheseits 
43.00 Appropriation (adjusted) ................ 266,500 273,500 322,800 
44.30 Supplemental for military pay 
PIB SG iscccsckeshetcrcatesscccleeeeas LIRGO erie. 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............sssssssesee 265,655 290,560 322,800 
72.40 Obligated balance, start of year Re 13,048 17,488 27,048 
74.40 Obligated balance, end of year........ .  —17,488 —27,048 — 35,848 
77.00 Adjustments in expired accounts................. Gy Sacha: Genckcntnce. 
90.00 Outlays, excluding pay raise supple- 
MOM i saiesici tsdigeecdebtss Siasespenteiease 261,872 263,940 314,000 
91.30 Outlays from military pay raise sup- 
UI axBtB ta ctitecisbassccsivciciesssisives atecwssaacceonath BAAN es casadecvccssctsets 
Object Classification (in thousands of dollars) 
Direct obligations: 

.] Personnel compensation: Military personnel. 237,737 261,503 281,701 
12.2 — Personnel benefits: Military personnel......... 5,514 6,634 11,679 
21.0 Travel and transportation of persons........... 12,580 12,100 16,356 
22.0 Transportation of thingS ..............ssscsssssee 510 636 970 
26.0 Supplies and materials ...............sssssssssseeess 9,227 9,600 12,007 














42.0 — Insurance claims and indemnities................ 87 87 8] 











—— 















Total direct obligationS..............:....00 265,655 290,560 322,800 

Reimbursable obligations: 
26.0 Supplies and materials ..............essccssssseees 248 248 300 
99.0 Total obligationS.............ccssccsssssseeeees 265,903 290,808 323,100 

















RETIRED MILITARY PERSONNEL 
Federal Funds 












General and special funds: 
RETIRED Pay, DEFENSE* 





*See Part III for additional information. 





For retired pay and retirement pay, as authorized by law, of mili- 
tary personnel on the retired lists of the Army, Navy, Marine Corps, 
and Air Force, including the reserve components thereof, retainer pay 
for personnel of the Inactive Fleet Reserve, and payments under 
section 4 of Public Law 92-425 and chapter 73 of title 10, United 
States Code; [[$11,451,500,000] $13,699,800,000. (Department of De- 
fense Appropriation Act, 1980.) 










Program and Financing (in thousands of dollars) 





























































Identification code 97-0030-0-1-051 1979 actual 1980 est 1981 est 
Program by activities: 
DRM MMII aces csssssisacasesdsesdansscorsiastararss 8,320,050 9,297,282 11,148,074 
2. Temporary disability 59,600 60,816 68,529 
3. Permanent disability 1,031,515 1,099,305 —1,261,272 
4. Fleet reserve.............. 673,983 749,267 899,903 
5. Survivors’ benefits ...........sseccccssssessessssees __ 196,901 244,830 322,022 
10.00 Total obligations (object class 13.0). 10,282,049 11,451,500 — 13,699,800 
Financing: 
25.00 Unobligated balance lapsing ..................ssses 951 ee = 
Budget authority ...........0......cc.e 10,283,000 11,451,500 13,699,800 
Budget authority: 
AUOD  ARIMODTATION scacsceiscvceNtrouscancsensiascerriccites 10,268,500 11,451,500 — 13,699,800 
42.00 Transferred from other accounts................. 1500+ °c ae ee : 
43.00 Appropriation (adjusted)................ 10,283,000 11,451,500 13,699,800 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............ssssecssssseees 10,282,049 11,451,500 — 13,699,800 
72.40 Obligated balance, start of year.................. 21,360 22,585 62,285 
74.40 Obligated balance, end of year................0e.. —22,585  —62,285  —85,08 
77.00 Adjustments in expired accounts................. _ 1,767 oaks ae 
90.00 UTBIYS as cisss de Rccrteedtttiseasien 10,279,058 11,411,800 13,677,000 











This estimate includes funds for the pay of all person- 
nel on the military retired lists for the Department of 
Defense. The estimate represents the consolidated re 
quirements of the military departments for: (a) pay- 
ments to retired officers and enlisted personnel of the 
Army, Navy, Marine Corps, and Air Force; (b) retainer 
pay of enlisted personnel of the Fleet Reserve of the 
Navy and Marine Corps; and (c) survivors’ benefits. The 
primary gains to the retired rolls can be attributed to 
the greater number of individuals attaining eligibility 
for retirement after 20 or more years of active military 
service. The following tabulation shows the average 
number of personnel on the rolls during 1979 compared 
with estimated numbers for 1980 and 1981. 


AVERAGE NUMBER 
1979 actual 

















1980 estimate 1981 estinale 







CE :...:.ausenrmintancinniannnon’ 960,997 995,455 1,027,482 
2. Temporary disability... 11,731 10,937 10,381 
3. Permanent disability ........sccsssosssscssseesssesssene 139,661 140,502 —*138,908 















323,100 


1981 est 


11,148,074 
68,529 
1,261,272 
899,903 
322,022 


13,699,800 
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4, Fleet reserve. 
5, Survivors’ benefits 


96,190 
54,372 


1,262,951 


99,489 
* 61,628 


1,308,011 


102,697 
68,784 


1,349,209 








Budget estimates for the retired pay program reflect 
anticipated benefit increases due to the Consumer Price 
Index (CPI) adjustment mechanism embodied in current 
law. 


OPERATION AND MAINTENANCE 


These appropriations finance the costs of operating 
and maintaining the Armed Forces, including the Re- 
serve components, and related support activities of the 
Department of Defense, except military personnel costs. 
Included are amounts for pay of civilians, contract serv- 
ices for maintenance of equipment and facilities, fuel, 
supplies, and repair parts for weapons and equipment. 
Financial requirements are influenced by many factors, 
including force levels such as the number of aircraft 
squadrons, Army or Marine Corps divisions, installa- 
tions, military strength and deployments, rates of oper- 
ational activity, and quantity and complexity of major 
equipment (aircraft, ships, missiles, tanks, et cetera) in 
operation. 

The 1981 budget reflects a substantial increase to 
protect and enhance Defense readiness capabilities. 
Fuel prices are projected at the September 1979 level. 


ACTIVE FORCES 


Funds to operate the Active Forces and their support 
are contained in five operation and maintenance appro- 
priations, one for each of the four services and one for 
Defense agencies. The programs covered under this 
heading are described below: 

1. Strategic forces.—Strategic offensive forces include 
more than 400 manned B-52 and FB-111 bombers and 
1,054 ICBM’s operated by the Air Force as well as the 
Navy’s submarine missile fleet, which deploys 568 Po- 
laris, Poseidon, and Trident missiles. The first Trident 
submarine will be introduced into the fleet in 1981. 

Strategic defensive forces consist of interceptor fight- 
er aircraft and various warning, command, and control 
systems also operated by the Air Force. 

2. General purpose forces.—These forces consist of the 
tactical air forces of the Navy, Air Force, and Marine 
Corps, the ground forces and supporting aircraft ele- 
ments of the Army and Marine Corps, and Navy comba- 
tant and support ships operating under control of the 
unified or specified commands. These forces are de- 
ployed to eastern Asia, the western Pacific, Europe in 
support of NATO commitments, the fleets operating in 
the Atlantic and Pacific Oceans and the Mediterranean, 
and Active Forces in the United States. 

Tactical air forces consist of the Air Force tactical air 
wings, Navy land and carrier based antisubmarine and 
fighter/attack air wings, and Marine air wings. Force 
missions include air superiority, interdiction bombing, 
close air support, antisubmarine patrol, reconnaissance, 
and special operations. The Navy will continue to 
deploy the F-14 to replace F-4’s in the fleet air defense 
tole. The Air Force will continue to fill out their 26- 
Wing structure with continued delivery of the F-15, F- 


16, and A-10. Flight training simulator programs will 
continue to improve training of aircrews. 

Army land forces consist of infantry, mechanized, ar- 
mored, airborne, airmobile divisions and supporting 
force elements, along with a limited number of units to 
sustain combat support. Additional combat units will be 
modernized for the conduct of land warfare. 

Marine Corps land forces, including combat and sup- 
porting units, are designed to conduct amphibious as- 
sault operations and other missions with the close sup- 
port of Marine aviation. The Marine Corps objective in 
1981 is maintenance of the Fleet Marine Forces at a 
high level of combat readiness for service with the fleet, 
ashore or for other duties as national security may 
require. 

Naval forces include aircraft carriers, submarines, 
amphibious forces, antisubmarine forces, and antiair 
warfare forces. Twenty-two ships will be introduced into 
the fleet in 1981: five nuclear attack submarines, three 
destroyers, two hydrofoil patrol missile combatants, 
eight guided missile frigates, one submarine tender, one 
fleet oiler, one destroyer tender, and one nuclear cruis- 
er. Overage and obsolete vessels will be inactivated. 

3. Intelligence and communications.—This program 
comprises the centrally directed Defense intelligence 
and security function, the major portion of the consoli- 
dated telecommunications program (CTP), the National 
Military Command System, and other special activities 
which are related to and support the missions of the 
combat forces in the strategic, general purpose, and 
airlift/sealift programs. Included in the CTP portion 
are the Defense Communications System (DCS), 
common user transmission and switching systems, as 
well as non-DCS communications. Funds to support in- 
telligence, security, and communications activities are 
contained in the various appropriations of each of the 
military services, and, in the Defense agencies appropri- 
ation. Included among the special activities are Navy 
oceanographic and weather programs, Air Force weath- 
er, air rescue and recovery, and air traffic control pro- 
grams. 

4. Airlift and sealift.—This program provides air, 
land, and sea transportation services for all the Armed 
Forces in peacetime as well as quick reaction strategic 
mobility and logistical support in wartime. The major 
commands in this program are the Air Force Military 
Airlift Command, the Navy Military Sealift Command, 
and the Army Military Traffic Management Command. 
All are primarily industrially funded operations with 
costs reimbursed by the users. The operation and main- 
tenance appropriations directly provide for certain ad- 
ministrative and base service support expenses for each 
of these industrially funded activities. 

7. Central supply and maintenance.—This program 
includes funds for specialized supply and maintenance 
activities. It provides resources for the determination of 
inventory levels, procurement of supplies, distribution, 
depot-level maintenance, and transportation of military 
materiel. These functions are managed by the military 
services and conducted at various locations worldwide. 

In addition, the Defense Logistics Agency provides 
common supply and services support to the military 
services within the continental United States and man- 
ages bulk petroleum worldwide. The Agency is the De- 
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fense manager for standby industrial plant equipment, 
the surplus property disposal program, and the Federal 
catalog program. It is also responsible for providing 
contract administration services, administration of De- 
fense materiel utilization programs and coordinated 
procurement programs. 

8. Training, medical, and other general personnel ac- 
tivities.—In 1981 the military services plan on acquir- 
ing approximately 400,000 new accessions into the 
Active Forces. Continued success of the All-Volunteer 
Force will necessitate a strong effort by the recruiting 
organizations of each service to attract the new person- 
nel required. These new accessions must then be 
trained in basic military skills and in many occupation- 
al skills. Training requirements are also influenced by 
the total strength of the services, and by the introduc- 
tion of new equipment and weapons. Education of pros- 
pective officers is accomplished primarily by the three 
service academies and by Reserve Officer Training 
Corps units at universities and colleges. The services 
plan to operate 161 hospitals to provide medical care for 
active and retired military personnel and for depend- 
ents. This program finances a medical program at civil- 
ian medical facilities for personnel in areas where serv- 
ice hospitals are not accessible. In addition, this activity 
provides the resources necessary to operate the Uni- 
formed Services University of the Health Sciences. 


9. Administration and associated activities.—This pro- 
gram includes the costs of departmental administration, 
major field command headquarters, and general sup- 
port activities such as finance and audit. Reimburse- 
ment to the General Services Administration for space 
occupied is also included in this program. 

10. Support of other nations.—This program includes 
military assistance missions, advisory groups for foreign 
nations, and the U.S. share of NATO costs, plus support 
of U.S. organizations related to international military 
headquarters. 


Federal Funds 
General and special funds: 
OPERATION AND MAINTENANCE, ARMY * 


* See Part III for additional information. 


For expenses, not otherwise provided for, necessary for the oper- 
ation and maintenance of the Army, as authorized by law; and not to 
exceed [$3,231,000] $9,965,000 can be used for emergencies and ex- 
traordinary expenses, to be expended on the approval or authority of 
the Secretary of the Army, and payments may be made on his certifi- 
cate of necessity for confidential military purposes; [$9,915,368,000] 
$12,137,100,000, of which not less than [[$457,100,000] $641,500,000 
shall be available only for the maintenance of real property facilities. 
(5 U.S.C. 5038, 3101, 3109, 5342, 5702-04, 5724-27, 5730, 5742, 5912, 
5941, 5943, 5944, 7903; 10 U.S.C. 140, 1037, 1071-85, 1481-88, 2062, 
2674-75, 3012-13, 3062, 4302, 4331-55, 4505, 4536, 4741; 31 U.S.C. 22a, 
638a, 686-92; 37 U.S.C. 404; 89 U.S.C. 4169; Department of Defense 
Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 
Identification code 21-2020-0-1-051 


Program by activities: 
Direct program: 
2. General purpose forces 


1979 actual 1980 est. 1981 est. 


3,284,975 3,593,406 4,105,336 
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3. Intelligence and communi- 
cations 

7. Central supply and mainte- 
nance 3,205,122 


566,517 600,773 684,944 


3,732,465 


2,171,406 2,406,765 2,781,673 
9. Administration and associ- 
ated activities 


10. Support of other nations 


575,966 
69,765 


9,535,183 
1,257,922 


10,793,105 


646,046 
87,506 


10,539,618 
1,176,498 


11,716,116 


702,522 
130,160 


12,137,100 
1,224,165 


13,361,265 


Total direct program 
Reimbursable (total) 


10.00 Total obligations 


Financing: 
Offsetting collections from: 
Federal funds 
Trust funds 
Non-Federal sources 
Off-budget Federal entities 
Unobligated balance lapsing 


Budget authority 


— 857,750 
— 226,126 


— 902,978 
—271,179 
— 84,904 
—130 
59,413 


9,593,327 


11.00 
13.00 
14.00 
15.00 
25.00 


— 909,312 
— 213,443 
— 101,410 





10,539,618 12,137,100 





Budget authority: 
Appropriation 9,299,200 
Transferred to other accounts —140 
Transferred from other accounts... 294,267 


9,593,327 


40.00 9,915,368 12,137,100 
41.00 


42.00 


43.00 
44.10 


340,850 
10,256,218 


Appropriation (adjusted) ... 

Supplemental for wage- 
board pay raises 

Supplemental for civilian 
pay raises 


76,700 
44.20 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts... 


10,539,618 
2,173,006 
— 2,971,624 


12,137,100 
2,971,624 
— 3,651,724 


71.00 
72.40 
74,40 
77.00 


90.00 


9,533,914 
1,941,795 
— 2,173,006 
— 115,356 


Outlays, excluding pay raise 
supplemental 

Outlays from wage-board 
pay raise supplemental 

Outlays from civilian pay 
raise supplemental 


9,187,348 9,469,000 11,445,600 
91.10 
73,600 3,100 
91.20 


198,400 8,300 


Excludes $2,940 thousand in 1981 for activities transferred to Department of State, Acquisition, operation and maintenance 
of buildings abroad. Comparable amounts for 1979 ($2,259 thousand) and 1980 ($2,576) are included above. 


Includes $5,684 thousand in 1979 and $5,374 thousand in 1980 for activities now financed in operation and maintenance, 
Defense agencies. 


Object Classification (in thousands of dollars) 


Identification code 21-2020-0-1-051 


Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent 
11.5 Other personnel compensation 





1979 actual 1980 est. 1981 est. 


2,959,659 
135,069 
81,110 


3,175,838 


—e 
——S—S—— 


2,942,029 2,935,490 
322,205 323,145 
9,563 12,067 
240,030 251,163 
538,597 630,300 
82,918 89,717 
447,980 576,948 
74,886 81,604 


2,711,470 
123,731 
74,343 


2,909,544 


2,966,251 
135,369 
81,292 


Total personnel compensation 3,182,912 


Direct obligations: 
Personnel compensation 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services: 
Payments to foreign national indirect 
hire personnel 
Purchases from industrial funds 
Contracts 


2,689,346 
302,052 
14,516 
252,665 
494,671 
93,393 
446,555 
65,785 


922,290 
1,415,346 
2,800,818 

209,012 


692,474 
1,284,969 
2,073,519 

235,028 





Total numt 
Total comp 
Full-tim 
Full-time 
hours 
Average ES 
Average GS 
Average GS 
Average sa 


*See Par 


For e: 
ation an 
ized by 1 
emergen 
proval o1 
be made 


poses; [ 
[$386,10 
nance of 
this app 
repair of 
ble for t 
not less t 
Ship Rep 
the funds 
may be 1 
the amor 
funded fr 
5724, 575 
351, 951, 

5012-13, , 
1043-44, 
1361-62, | 
2a, 37: . 
US.C. 40 
priation / 


Mentification code 
ee 
Progra 
Direc 


‘ 
r 

’ 
< 





0 
4 
‘ 




































































































































DEPARTMENT OF DEFENSE—MILITARY 








































































































96.0 Supplies and materials ...............sssscessceseee 1,443,526 1,443,005  —-1,731,606 
RUMI ECUMONIVOIU A AiEiVess cto chscseasnnsscossossvovees 133,893 © 152,415 157,594 
Total direct obligations.................. 9,535,183 10,539,618 12,137,100 
Reimbursable obligations: 
Personnel COMPENSATION ..............ee-sseeesseeseee 220,198 240,883 240,348 
121 — Personnel benefits: Civilian........ 21,645 23,086 23,154 
13.0 Benefits for former personnel 81 95 95 
21.0 Travel and transportation of persons........... 24,721 33,264 34,927 
22.0 — Transportation of things ...............c:ccssessssee: 48,431 39,600 43,124 
93.1 Standard level user Charges................ssuss 2,826 50 52 
93.2 Communications, utilities, and other rent.... 168,375 182,518 142,613 
24.0 — Printing and reproduction...................ccssss0e 2,814 3,050 3,145 
25.0 — Other services: 
Payments to foreign national indirect 
TURBO SOTINGS 5-5 i825 case ccccsovessause 72,531 79,937 106,467 
Purchases from industrial funds............. 84,701 91,815 94,736 
MTORR ccc sccac ste saccssechscaceslaree 128,150 128,731 146,448 
NI ascot eetasctosccs Secacexcesattstonepatey snszon 213,156 59,560 90,774 
26.0 Supplies and materials . 259,479 281,275 285,138 
I RIMMINIINE iscsdosiasstnsivecsnresscessnazenesiostovsonsscesss 10,814 12,634 13,144 
Total reimbursable obligations............ 1,257,922 1,176,498 1,224,165 
99.0 Total obligations .............ssssssesssceeesseee 10,793,105 11,716,116 13,361,265 
Personnel Summary 
Total number of permanent positions...................00... 169,665 173,713 174,767 
Total compensable workyea'S..................00e. w- (181,524 182,805 185,438 
Full-time equivalent of other positions................... (6,678) (6,760) (6,815) 
Full-time equivalent of overtime and holiday 
OR NE Mies eicccs csc Ee kc doescossvscessesstninanssonn (3,195) (2,734) (2,647) 
Average ES salary... $47,500 $50,100 $50,100 
Average GS grade... 7.30 7.30 7.29 
Average GS Salary.........sssceccsssseescssssseeee .. $17,090 $18,266 $18,189 
Average salary of ungraded positions ................00e $13,813 $15,274 $15,727 










































































































































OPERATION AND MAINTENANCE, NAvy* 


“See Part III for additional information. 


For expenses, not otherwise provided for, necessary for the oper- 
ation and maintenance of the Navy and the Marine Corps, as author- 
ized by law; and not to exceed [$1,494,000] $1,555,000 can be used for 
emergencies and extraordinary expenses, to be expended on the ap- 
proval or authority of the Secretary of the Navy, and payments may 
be made on his certificate of necessity for confidential military pur- 
poses; [[$13,272,245,000]  $15,631,500,000, of which not less than 
[$386,100,000] $547,200,000 shall be available only for the mainte- 
nance of real property facilities: Provided, That of the total amount of 
this appropriation made available for the alteration, overhaul, and 
repair of naval vessels, not more than $2,400,000,000 shall be availa- 
ble for the performance of such work in Navy shipyards [of which 
not less than $22,000,000 shall be available for such work only at the 
Ship Repair Facilities, Guam: Provided further, That such amounts of 
the funds available for work only at the Ship Repair Facilities, Guam, 
may be used for work in other Navy shipyards in amounts equal to 
the amount of work placed at the Ship Repair Facilities, Guam, 
funded from other sources]. (5 U.S.C. 503, 3101, 3109, 5842, 5702-04, 
5724, 5730, 5742, 5912, 5941, 5943-44, 7903; 10 U.S.C. 140, 265, 276, 
351, 951, 1037, 1071-85, 1125, 1481-88, 2110, 2127, 2602, 2632, 2674-75, 
9012-18, 5031, 5151, 6022, 6028-29, 6153, 6201-08, 6951-52, 6968, 7041, 
1043-44, 7085, 7202, 7205, 7207-09, 7212, 7214, 7229, 7293, 7297, 7308, 
1361-62, 7391-92, 7394-96, 7421, 7432, 7571, 7580; 24 U.S.C. 14a, 16a, 
41a, 37; 31 U.S.C. 22a, 104, 725h; 33 U.S.C. 367; 37 U.S.C. 404; 39 
US.C. 406, 2601, 3208; 44 U.S.C. 1321; Department of Defense Appro- 
priation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Ventification code. 17-1804-0-1-051 





1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Strategic forces............sss000 960,641 1,274,239 1,499,594 
2. General purpose forces........ 5,407,611 6,059,498 7,005,210 
3, Intelligence and communi- 
GAINING cs csinéccinseBbbadthcaseccucensee 543,801 575,906 649,887 


7. Central supply and mainte- 








OPERATION AND MAINTE! 
Federal 
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OO cet 3,676,709 4,187,107 4,773,978 
8. Training, medical, and 
other general personnel ac- 
(ere acters. 987,457 1,138,039 1,309,868 
9. Administration and associ- 
ated activities ............esccssnee 322,651 356,696 392,853 
10. Support of other nations ..... 104 110 110 
Total direct program.......... 11,898,974 13,591,595 15,631,500 
Reimbursable (total)..............:..002. 2,789,285 2,951,750 3,160,000 
10.00 Total obligations 14,688,259 16,543,345 18,791,500 
Financing: 
Offsetting collections from: 
11.00 Federal fUndS.............sscsccssseseee — 2,691,375 —2,863,550 —3,068,500 
13.00 Li, Sa ee nears — 64,404 — 55,200 — 58,500 
14.00 Non-Federal SOUrceS.................. — 33,502 — 33,000 — 33,000 
15.00 —Off-budget Federal entities......... RS scsscoreitet tied Le anes eeee 
25.00 Unobligated balance lapsing........... SOD ccasiccpemes saabnc 
Budget authority................ 11,935,515 13,591,595 15,631,500 
Budget authority: 
40.00 Appropriation..................sssecccsssseeee 11,819,200 13,272,245 15,631,500 
41.00 Transferred to other accounts........ — 10,149 — Ie stsscisnbe tn 
42.00 Transferred from other accounts... 126,464 CIO» i ccan isn 
43.00 Appropriation (adjusted) ... 11,935,515 13,277,295 15,631,500 
44.10 Supplemental for wage- 
MIEN ON CINONS nnn ssssccneseacsenens VRE scm 
44.20 Supplemental for civilian 
NON ee trcecceey certs WISI saan cnmcesrnigss 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................ 11,898,974 13,591,595 15,631,500 
72.40 Obligated balance, start of year..... 3,419,049 4,029,059 5,290,954 
74.40 Obligated balance, end of year....... —4,029,059 —5,290,954 —6,173,454 
77.00 Adjustments in expired accounts... ns BOEILIGE oe csiinabiaicaigia ee icusiestiodaeeae 
90.00 Outlays, excluding pay raise 
Supplemental................0000 11,269,091 12,028,000 14,736,400 
91.10 Outlays from wage-board 
pay raise supplemental... .......e...scssseseee 135,200 5,600 
91.20 Outlays from civilian pay 
raise Supplemental ............  .sscccscssseesesseees 166,500 7,000 


Note—Includes $475 thousand in 1979 and $485 thousand in 1980 for activities now funded in operation and 


maintenance, Defense Agencies. 


Object Classification (in thousands of dollars) 
































Identification code 17-1804-0-1-051 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent positions...................« 1,826,423 1,953,070 1,959,907 
11.3 Positions other than permanent. 67,467 52,340 49,120 
11.5 Other personnel compensation................. 80,856 66,867 72,001 
Total personnel compensation............. 1,974,746 2,072,277 2,081,028 
Direct obligations: 
Personnel COMPENSATION ..........0..ccsesssseeeceseee 1,653,629 1,797,654 —- 1,808,007 
12.1 — Personnel benefits: Civilian..... 169,467 187,680 186,623 
13.0 Benefits for former personnel 861 4,723 2,695 
21.0 Travel and transportation of persons........... 162,000 169,981 182,000 
22.0 — Transportation of things ............c:.csssssesseeon 261,904 282,529 320,000 
23.1 Standard level user charges 38,885 44,481 45,181 
23.2 Communications, utilities, and other rent... 497,903 510,000 565,000 
24.0 — Printing and reproduction..................sss000 34,049 35,000 38,000 
25.0 Other services: 
Payments to foreign national indirect 
Mire PEFSONNE! ...........ssscccssseeccesssseeeee 72,927 77,721 82,501 
Purchases from industrial funds . 4,120,000 4,244,000 4,630,000 
NN 8 he ees 1,600,000 2,735,000 3,571,800 
eee naa ee 1,243,821 1,193,826 1,595,293 
26.0 Supplies and materials ...............:cccscsssseesee 2,003,982 2,283,000 2,572,000 
SB. RNR Siocon ceceaccttbonsteteciacnckanaacatreacie 39,546 26,000 32,400 
Total direct obligations.................... 11,898,974 13,591,595 15,631,500 
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General and special funds—Continued 
OPERATION AND MAINTENANCE, Navy—Continued 


Object Classification (in thousands of dollars) —Continued 





Identification code 17-1804-0-1-051 1979 actual 1980 est. 1981 est. 


Reimbursable obligations: 


Personnel COMPENSATION ............sssescsessseesees 321,117 274,623 273,021 
12.1 Personnel benefits: Civiliat............sssesssseees 32,909 28,672 28,182 
21.0 — Travel and transportation of persons........... 40,797 41,000 42,000 
22.0 — Transportation Of thingS.............ssscssssseee 1,507 3,500 4,000 
23.2 Communications, utilities, and other rent... 62,835 66,000 70,000 
24.0 — Printing and reproduction.............ssscssssees 6,775 7,000 8,000 


25.0 — Other services: 
Payments to foreign national indirect 
HUE DOFSOFING! .u.cacchckessssich cbebbonaseoets 64,266 53,029 55,798 
UNG tase soensnscte shee cccuies 1,803,069 2,019,926 2,182,999 











26.0 Supplies and materials 436,790 438,000 474,000 
BE RENMEI as os ocectosnicsisctantcqnovtcn covcisctcercns 19,220 20,000 22,000 

Total reimbursable obligations............. 2,789,285 2,951,750 3,160,000 
99.0 Total obligationS..........ccsccscsssssseeeees 14,688,259 16,543,345 18,791,500 





Personnel Summary 





Total number of permanent positions.................000 110,260 112,169 112,050 
Total compensable workyeaiS................... .. 119,644 115,724 115,615 
Full-time equivalent of other positions (4,730) (3,000) (2,800) 
Full-time equivalent of overtime and holiday 
SMART esses cs Seca Seer cacceossastasnssttetctecasaceeToeeaoncs (3,993) (3,080) (3,400) 











Average ES salary... $47,500 $50,112 $50,112 
Average GS grade... a T42 7.10 7.69 
PTEOD GS SONY se fas ons tasecraccescactcoassysssootseroesaone $17,853 $19,195 $19,151 
Average salary of ungraded positions ..........ssssssessess $16,267 $17,542 $17,760 





OPERATION AND MAINTENANCE, MARINE Corps* 
*See Part 111 for additional information. 


For expenses, not otherwise provided for, necessary for the oper- 
ation and maintenance of the Marine Corps, as authorized by law; 
([[$802,046,000] $937,200,000,000, of which not less’ than 
$98,000,000] $749,800,000 shall be available only for the mainte- 
nance of real property facilities. (6 U.S.C. 503, 3101, 3109, 5342, 5702- 
04, 5724-27, 5730, 5742, 5912, 5941, 5943, 5944, 7903; 10 U.S.C. 265, 
276, 1087, 1071-85, 1125, 1481-88, 2110, 6911, 7214, 7571, 7580; 31 
U.S.C. 22a, 104; 87 U.S.C. 404-11; 39 U.S.C. 406, 2601, 3208; Depart- 
ment of Defense Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 17-1106-0-1-051 1979 actual 1980 est. 1981 est, 





Program by activities: 
Direct program: 





2. General pUrpOSe FOFCES............cc0eeses00 422,932 459,498 555,798 
7. Central supply and maintenance......... 164,974 182,818 196,528 

8. Training, mmdical, and other general 
personnel activities...............csseecssee 110,987 126,607 132,671 

9. Administration and associated activi- 
UNE iisst Aer Me Ria saececieaiti. 46,189 49,723 52,203 
Total direct program... 745,082 818,646 937,200 
Reimbursable (total) ............ssscsssssseesssssseees 160,726 166,513 196,289 
10.00 Total obligations ..............cssccccsssesssssee 905,808 985,159 1,133,489 

Financing: 
Offsetting collections from: 

DAD AE MOORAN TUNIS ccc. ssstssenscsnnssasaonsnestines —154,080 —160,956 —190,277 
13.00 NEURITES oss cscuipctslhhs Sade vsiecsvsvacvnvevesonses —120 —823 — 890 
14.00 Non-Federal SOUCES..........:..sssscesssssseeeeens — 6,524 —4,734 — 5,122 
15.00  —Off-budget Federal entities..................000 Be Ueishsest Mined al boiessedhieedecos 
25.00 Unobligated balance lapsing................sss BUG  sccsssssssreasssauret yatveisatecciaais 





Budget authority 0.0.0.0... 751,100 818,646 937,200 


Budget authority: 
40.00 Appropriation ...........sscccsssssssssseessessssssssseesses 735,800 802,046 937,200 












































































































APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 I 
41.00 Transferred to other ACCOUNES ..............sccc. cssssseecsneeeens O00 ioaud..cchae A 
42.00 Transferred from other accounts................. T6900... kei ncdiesed atest A 
43.00 Appropriation (adjusted)................ 751,100 801,446 937,200 
44.10 Supplemental for wage-board pay 
BRD R cals vit charset pig iiivGaibsines — “cvsvieisvecsacer AE cost eclicuts 
44.20 Supplemental for civilian pay 
RMA catenmecbidtacintics litastescots BO eennssiscianne 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ............sssssssessssssee 745,082 818,646 937,200 
72.40  Obligated balance, start of year...............0+ 134,518 174,094 176,540 ° 
74.40 Obligated balance, end of year.................0 —174,094 —176,540 —209,740 i 
77.00 Adjustments in expired accounts SSMTOD .-. sejectsdinense xisiiheeaeen yr 
90.00 Outlays, excluding pay raise supple- 01 
BITE | otis Mt vsncasbssadStvoroeies 700,711 799,600 903,400 [ 
91.10 Outlays from wage-board pay raise [ 
RMERMCNONTM Si he isco FT slates 8,100 300 z 
91.20 Outlays from civilian pay raise sup- 4 
DUET NNDL ctl tree aistsssinsciencnne | cael: 8,500 300 ° 
Note.—Includes $169 thousand in 1979 and $170 thousand in 1980 for activities now funded in Operation and | 8 
Maintenance, Defense agencies. te 
v7 
Object Classification (in thousands of dollars) I 
3 
Identification code 17-1106-0-1-051 1979 actual 1980 est. 1981 est. U 
4S 
Personnel compensation: , 
11.1 Permanent POsitiOns.............sssecsssseccsesses 225,455 235,262 234,625 
11.3 Positions other than permanent.. 12,079 11,123 11,132 i 
11.5 Other personnel compensation................ 5,798 4,752 4776 Ide 
Total personnel compensation............. 243,332 251,137 250,533 | 
Direct obligations: 
Personnel COMpeNnsatiOn ..............scscsseecesseee 213,362 224,318 223,627 | 
12.1 Personnel benefits: Civilian.............ssssse00 21,725 23,085 23,155 
21.0 — Travel and transportation of persons........... 23,816 29,614 33,226 
22.0 — Transportation of thingS...........sccssssescsssees 17,631 19,593 22,148 
23.2 Communications, utilities, and other rent... 68,269 67,814 78,074 
24.0 — Printing and reproduction..............ssssssessee 3,588 4,441 5,089 
25.0 Other services: 
Payments to foreign national indirect 
Hire PerSONNel .........c.sssseecsseessssecesseeees 46,145 50,654 52,066 
Purchases from industrial funds............. 59,504 71,488 75,417 
DTU GORS Fis AR tana Sets cvereaats 142,585 163,094 208,934 
26.0 Supplies and materials 142,267 149,709 191,600 
31:0:; Equipment s...ccicsistan..da..d 6,190 14,836 23,864 
Total direct obligations..............0ss 745,082 818,646 937,200 
Reimbursable obligations: 10.0 
Personnel compensation ..............-sccsssssssssees 29,970 26,819 26,906 
12.1 Personnel benefits: Civilian 3,402 2,819 2,844 
21.0 Travel and transportation of persons.......... 1,966 2,366 2,463 110 
22.0 — Transportation Of thingS.......ssssscssssscssecsssss — ssssesssssssssese 142 154 13.0 
23.2 Communications, utilities, and other rent... 18,363 12,739 16,578 140 
24.0 — Printing and reproduction...........sssscssee 7 75 le 24 
25.0 — Other services: 
Payments to foreign national indirect 25.0 
Mire PErSONNEl ..........ccscsecccsseccsseccsseeees 2,669 2,567 2,626 
Nas cakes ving salleabasitn Rediassitecbowupessthdes 35,372 42,560 47,038 
26.0 Supplies and materials ............sssecsssssssseesees 68,278 75,758 96,732 a 
SHAD: i ROMIMNONE ee ssctsscscivaveitivcsctameisrcrerstavtichchvoes 630 668 867 400 
Total reimbursable obligations............. 160,726 166,513 196,289 F 41.00 
99.0 Total obligations ...........ssssssscsssssssssses 905,808 985,159 1,133,489 al 
43.00 
Personnel Summary 44.10 
Total number of permanent positionS...........ssssseese 14,640 14,601 14,198 F 44.20 
Total compensable WOrkyearS......cccsssssssssssssssssssssssesse 15,184 14,989 14,739 
Full-time equivalent of other positions................. (774) (664) (664) He 
Full-time equivalent of overtime and holiday 71.00 
PONE desea ees Rei elisa icasstsbdghith Raevssinssie (92) (80) (80) 4 
Average ES salary... $47,500 $50,112 $50,112 F i 
PORTERS GS GRO ise dosssocsossnsssssisvstbciiVibbvsvusicesssise 6.36 6.41 6.45 











37,200 
76,540 
09,740 
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234,625 
11,132 
4,776 


250,933 


223,62 
23,155 
33,226 
22,148 
78,074 

5,089 


52,066 
75,41] 
208,934 
191,600 
23,864 


937,200 


2,626 
47,038 
96,732 

867 


— 


196,289 
1,133,489 


——— 


14,198 
14,739 
(66) 


(80) 
$50,112 
6.45 


























DEPARTMENT OF DEFENSE—MILITARY OPERATION AND ie a ae 269 
Average GS Salary.............sssss00 dis diecabsasinsetemveen $14,778 $15,898 $15,879 77.00 Adjustments in expired accounts... — TEAR skeen Lees 
Average salary of ungraded positions ...............csss000 : $16,996 $17,999 $18,062 90.00 Outlays, excluding pay raise 
supplemental.................0+.. 9,169,077 10,029,500 11,717,200 
91.10 Outlays from wage-board 
pay raise supplemental ..... 0 ........sessseecssees 78,600 3,300 
OPERATION AND MAINTENANCE, AIR FoRCE* 91.20 Outlays from civilian pay 
raise Supplemental ............ ..scecsssecesseeesseee 131,700 5,500 


* See Part III for additional information. 


For expenses, not otherwise provided for, necessary for the oper- 
ation and mainternance of the Air Force, as authorized by law; and 
not to exceed [$2,918,000] $23,787,000 can be used for emergencies 
and extraordinary expenses, to be expended on the approval or au- 
thority of the Secretary of the Air Force, and payments may be made 
on his certificate of necessity for confidential military purposes; 
[$10,459,750,000] $12,137,500,000, of which not less than 
[$654,800,000] $832,300,000 shall be available only for the mainte- 
nance of real property facilities. (5 U.S.C. 503, 3101, 3109, 4101-18, 
4501-03, 4507, 5104, 5312-18, 5332-36, 5382-84, 5402-03, 5521-27, 
5702-04, 5722-31, 5742, 5752, 5911-12, 5921-25, 5941, 5943-44, 7901, 
7903; 10 U.S.C. 122, 503, 717, 951-54, 1037, 1040, 1071-89, 1124, 1481- 
88, 2002, 2112-17, 2120-27, 2389, 2421, 2481, 2602, 2632-34, 2663, 2674- 
75, 8012, 8541-42, 8547, 8721-23, 8741-52, 9022, 9025, 9301-05, 9331- 
97, 9341-55, 9411-14, 9441, 9501-02, 9505, 9531, 9536, 9561-64, 9593, 
9651-56, 9712, 9741-43, 9746, 9780; 31 U.S.C. 638a; 20 U.S.C. 901-907; 
37 U.S.C. 201, 404-411, 421; 39 U.S.C. 406, 3401-02; 40 U.S.C. 35; 42 
U.S.C. 1856-56d, 3374; 42 U.S.C. 315q, 1241-43; 50 U.S.C. 451, 453, 455, 
491, 1476; Department of Defense Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code. 57-3400--0-1-051 1981 est. 























1979 actual 1980 est 
Program by activities: 
Direct program: 
1. Strategic forces.............sss00 1,702,176 1,891,043 2,156,273 
2. General purpose forces........ 1,799,351 1,982,221 2,489,660 
3. Intelligence and communi- 
cations 697,719 763,558 902,533 
4. Airlift and sealift 627,510 740,104 779,479 
7. Central supply and mainte- 
TONED satin dtsncAccisouicsitaseatcinis 3,371,066 3,801,858 4,153,364 
8. Training, medical, and 
other general personnel ac- 
WN toss caaicaceias ccna asin 1,030,642 1,174,925 1,354,479 
9. Administration and associ- 
ated Activities... cece 234,264 312,370 296,433 
10. Support of other nations... 2,018 4171 5,279 
Total direct program......... 9,464,746 10,670,250 12,137,500 
Reimbursable (total).............0..00... 944,480 961,900 976,200 
10.00 Total obligations ..............s000.. 10,409,226 11,632,150 13,113,700 
Financing: 
Offsetting collections from: 
11.00 Federal fUNdS............csecscssssssssees — 656,696 — 707,004 —724,981 
13.00 Trust funds............... — 244,088 — 209,318 — 204,594 
14.00 Non-Federal sources — 43,696 — 45,578 — 46,625 
22.40 Unobligated balance — transferred 
MMR re iciciiias ieee: She eeem conan he 
25.00 Unobligated balance lapsing........... FURS cep eceteses — jeeiaacanrain 
Budget authority................ 9,478,584 10,670,250 12,137,500 
Budget authority: 
40.00 Appropriation ...........cccssssssssssssessee. 9,346,800 10,459,750 12,137,500 
41.00 Transferred to other ACCOUNS ........  ..ssscssssssssssseee — 8,600 
42.00 Transferred from other accounts... MARION csscteatntecne 
43.00 Appropriation (adjusted) ... 9,478,584 10,451,150 12,137,500 
44.10 Supplemental for wage- 
MUU OY FUNOOD sscssenssoss, <ascnesesscsssoosnseen A RRRIIRS Be 
44.20 Supplemental for civilian 
IN ccinRisetsicissseesy, nn cesnesiibccrevssourssi EPA svicigunsstsceosne 
Relation of obligations to outlays: 
71.00 Obligations incurred, net............... 9,464,746 10,670,250 12,137,500 
12.40 Obligated balance, start of year...... 1,347,192 1,571,016 2,001,466 
74.40 Obligated balance, end of year....... —1,571,016 —2,001,466 —2,412,966 





Note.—Includes $7,750 thousand in 1979 and $8,047 thousand in 1980 for activities now funded in operation and 
Maintenance, defense agencies 


Object Classification (in thousands of dollars) 





Wenticatn cade 57~3400-0-1-051 





















1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent poOsitiOns.................ccccsseseecsees 2,247,216 2,421,530 2,380,469 
11.3 Positions other than permanent 58,951 60,642 63,720 
11.5 Other personnel compensation ................ 67,021 67,552 71,820 
Total personnel compensation.............. 2,373,188 2,549,724 2,516,009 
Direct obligations: 
Personnel compensation ...............:-ssecssssees 2,151,742 2,321,930 - 2,300,355 
12.1 — Personnel benefits: Civilian...............csseccsssee 225,748 242,603 241,340 
13.0 Benefits for former personnel...................... 11,659 14,145 7,570 
21.0 Travel and transportation of persons........... 211,214 217,500 300,415 
22.0 Transportation of thingS ..................csssecesee 369,406 466,296 470,002 
23.1 Standard level user charges...................0--- 11,183 11,080 13,961 
23.2 Communications, utilities, and other rent... 548,432 625,917 736,707 
24.0 — Printing and reproduction ..............csssssses 34,818 33,419 38,764 
25.0 — Other services: 
Payments to foreign national indirect 
IONE SOUND asec 148,706 198,876 237,629 
Purchases from industrial funds ............. 1,920,543 2,234,682 2,420,593 
RN rset tere scaccacccckestsees 1,523,735 1,612,923 2,271,715 
Oc iscessnisdasenstccnicg MALO 106,518 159,285 194,128 
26.0 Supplies and materials ................ceccsssecccssee 2,088,078 2,412,771 2,732,231 
ci el: | Rarer suo, A seat: 70,622 69,849 116,066 


41.0 Grants, subsidies, and contributions............ 143 159 197 
































42.0 — Insurance claims and indemnities................ 42,199 48,815 55,827 
Total direct obligations ...............ssssee 9,464,746 10,670,250 12,137,500 
Reimbursable obligations: 
Personnel compensation ..............c.c-sseesssee 221,446 227,794 215,654 
12.1 Personnel benefits: Civilian...............s0:-cssvee- 27,333 28,116 26,618 
21.0 Travel and transportation of persons........... 13,135 13,993 16,769 
22.0 — Transportation of things ..............ssssssssseeeees 25,597 26,288 27,956 
23.1 Standard level user charges ............:ccescsee« SON oj sechicosnecbteg h sneetticenlacches 
23.2 Communications, utilities, and other rent... 67,360 72,470 76,743 
24.0 — Printing and reproduction.................c:cssee+0+- 1,766 1,727 1,835 
25.0 Other services: 
Payments to foreign national indirect 
WG NNN 29,058 19,501 17,317 
Purchases from industrial funds............. 227,006 235,532 246,867 
Nase ieee cerca ee 120,966 126,995 135,463 
ON cease sears sc cectteteic 107,907 108,136 108,942 
26.0 Supplies and materials ..0............cscccseecsseeeeee 102,106 100,908 101,563 
SR RO arccpcrakccsccsesdetcccaccinrncedsacrectsincieciet 479 440 473 
Total reimbursable obligations............. 944,480 961,900 976,200 
99.0 Total obligations .............ssssssccssseseeseen 10,409,226 11,632,150 13,113,700 
Personnel Summary 
Total number of permanent positions.................csssee 135,849 134,431 133,840 
Total compensable WOrkyea'S...........-.scecscssessssseeesseees 138,935 138,814 137,351 
Full-time equivalent of other positions.................. (4,202) (3,802) (4,028) 
Full-time equivalent of overtime and holiday 
TN Sieh cesses licence (1,747) (1,488) (1,730) 
Average ES salary....... we $47,477 $50,087 $50,087 
FOO OS OO ais scpancatcccoanpeesabee 7.48 7.48 7.47 
FTI Ci SID ciissiscisirsth oh itouttacscenciuin teat $17,062 $18,423 $18,351 
Average salary of ungraded positions ...........csvsvesseee $17,277 $18,823 $19,065 








OPERATION AND MAINTENANCE, DEFENSE AGENCIES 


For expenses, not otherwise provided for, necessary for the oper- 
ation and maintenance of activities and agencies of the Department 





OPERATION AND MAINTENANCE—Continued 
Federal Funds—Continued 


270 


General and special funds—Continued 
OPERATION AND MAINTENANCE, DEFENSE AGENCIES—Continued 


of Defense (other than the military departments), as authorized by 
law; [[$3,528,214,000] $4,066,300,000: Provided, That not to exceed 
[$4,154,000] $4,854,000 can be used for emergencies and extraordi- 
nary expenses, to be expended on the approval or authority of the 
Secretary of Defense, and payments may be made on his certificate of 
necessity for confidential military purposes: Provided further, That 
not less than[[$51,600,000] $68,100,000 of the total amount of this 
appropriation shall be available only for the maintenance of real 
property facilities. (Department of Defense Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


1980 est. 1981 est. 


Identification code 97-0100-0-1-051 1979 actual 
Program by activities: 
Direct program: 
3. Intelligence and communications: 
Defense Investigative Service 
Defense Mapping Agency 
Defense Nuclear Agency 
Intelligence and communications ac- 


34,630 
236,320 
26,855 


38,084 
266,824 
28,727 


43,000 
283,900 
28,200 
816,926 906,173 975,500 
. Central supply and maintenance: De- 
fense Logistics Agency 
. Training, medical, and other general 
personne! activities: 
Overseas dependents’ education 
American Forces Information Service . 
Medical Information System 
Uniformed Services University of the 
Health Sciences 
Civilian health and medical program 
of the uniformed services 
. Administration and associated activi- 
ties: 
Secretary of Defense 
Office of Economic Adjustment 
Defense Audio Visual Agency 
Washington Headquarters Service 
Joint Chiefs of Staff 
Defense Contract Audit Agency 
Defense Audit Service 


Total direct program 
Reimbursable (total) 


979,178 1,098,060 —_ 1,167,600 


313,644 
20,194 
20,332 


342,803 
25,345 
29,084 


369,300 
30,900 
33,400 

17,990 


13,791 - 21,700 


485,601 731,460 832,200 


60,286 61,417 88,700 

2,400 
14,200 
48,800 
16,600 
94,100 


15,800 


4,066,300 
228,200 


4,294,500 


3,699,214 
235,100 


3,934,314 


3,145,023 
215,681 


10.00 Total obligations 3,360,704 


Financing: 
Offsetting collections from: 
Federal funds 
Trust funds 


11.00 
13.00 
14.00 
15.00 
25.00 


— 153,200 
—1,043 
—61,351 
—87 
14,995 


3,160,018 


— 223,338 
— 163 
—11,497 


—215,791 

— 163 

— 12,144 

Off-budget Federal entities... 
Unobligated balance lapsing 


Budget authority 





3,699,214 4,066,300 





Budget authority: 
Appropriation 
Transferred to other accounts 
Transferred from other accounts 


40.00 
41.00 
42.00 


43.00 
44.10 


3,124,800 
—32,016 
67,234 


3,160,018 


3,528,214 4,066,300 
23,000 


3,551,214 





Appropriation (adjusted) 

Supplemental for wage-board pay 
i 16,000 

44.20 Supplemental for civilian pay 


raises 132,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 


3,145,023 
548,089 
— 432,578 
—76,551 


3,699,214 
432,578 
— 435,792 


4,066,300 
435,792 
— 537,092 





Outlays, excluding pay raise supple- 


mental 3,183,983 3,554,000 3,959,000 
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91.10 Outlays from wage-board pay raise 
supplemental 
Outlays from civilian pay raise sup- 


plemental 


15,400 600 
126,600 


91.20 
5,400 





Excludes $1,030 thousand in 1981 for activities transferred to Department of State, Acquisition, operation and maintenance 
of buildings abroad. Comparable amounts for 1979 ($787 thousand) and 1980 ($897 thousand) are included above, 


Includes $14,200 thousand in 1981 for activities previously financed from: 
[Dollars in thousands} 


Operation and maintenance, Army 
Operation and maintenance, Na 

Operation and maintenance, Marine Corps. 
Operation and maintenance, Air Force 


Object Classification (in thousands of dollars) 


Identification code 97-0100-0-1-051 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions. 
Positions other than permanent 
Other personnel compensation 
Special personal services payments 


1,318,473 
22,360 
50,862 

1,107 


1,392,802 


1,468,150 
22,418 
54,054 

1,204 


1,545,826 


1,510,827 
23,126 
58,018 

7,011 


1,598,982 


Total personnel compensation 


Direct obligations: 
Personnel compensation 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent..... 
Printing and reproduction 
Other services: 
Payments to foreign national indirect 
hire personnel 
Purchases from industrial funds 
Contracts 


1,300,860 1,470,453 


129,629 
206 


46,624 
20,654 
29,741 
153,285 
17,479 


1,532,615 


25,087 
4,136 
769,040 
513,935 
112,677 
21,670 


3,145,023 


876,473 
129,004 
20,565 


4,066,300 


26.0 
31.0 


114,838 
15,746 


3,699,214 


Supplies and materials 
Equipment 


Total direct obligations 


Reimbursable obligations: 
Personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 3,034 
Transportation of things 1,023 
Standard level user charges 436 
Communications, utilities, and other rent... 1,210 
Printing and reproduction 882 
Other services: 

Payments to foreign national indirect 
hire personnel 
Purchases from industrial funds 


91,942 
9,093 


7,893 
1,493 
28,268 
66,202 
1,858 
2,347 


215,681 
3,360,704 


Supplies and materials 
Equipment 


228,200 


4,294,500 


235,100 
3,934,314 


Total reimbursable obligations 
Total obligations 





Personnel Summary 





74,941 
78,377 
(2,334) 


(1,113) (1,128) 
$49,807 $49,807 
8.63 8.62 
$20,742 $20,742 
$17,842 $18,718 


74,057 
77,242 
(2,295) 


Total number of permanent positions 

Total compensable workyears e 
Full-time equivalent of other positions.................. 
Full-time equivalent of overtime and holiday 


73,935 
(2,327) 


Average ES salary... 

Average GS grade 

Average GS salary 

Average salary of ungraded positions 








28) 
8,200 


4500 


DEPARTMENT OF DEFENSE—MILITARY 
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RESERVE FORCES 


The following appropriations are for the Reserve com- 
ponents, which include: Army and Air National Guard, 
and Army, Navy, Marine Corps, and Air Force Re- 
serves. The military services train Reserve component 
units and operate and maintain facilities such as train- 
ing centers, air bases, and field training sites for the 
use of such units. Changes in financial requirements 
are primarily related to priorities given to improving 
mobilization readiness through equipment moderniza- 
tion and intensified training. Appropriations for the 
Army and Air National Guard display their historic 
detailed activity structure, while the appropriations for 
the Army, Navy, Marine Corps, and Air Force Reserves, 
are structured as follows: 

Mission forces.—Includes training, operations, and lo- 
gistics support. 

Depot maintenance.—Provides for depot level mainte- 
nance including repair, overhaul, and modification of 
vehicles, aircraft, and other equipment. 

Other support.—Consists primarily of activities relat- 
ed to base operations and maintenance, medical sup- 
port, and headquarters and command. 


Federal Funds 
General and special funds: 
OPERATION AND MAINTENANCE, ARMY RESERVE 


For expenses, not otherwise provided for, necessary for the oper- 
ation and maintenance, including training, organization, and adminis- 
tration, of the Army Reserve; repair of facilities and equipment; hire 
of passenger motor vehicles; travel and transportation; care of the 
dead; recruiting; procurement of services, supplies, and equipment; 
and communications; [$420,644,000] $469,200,000, of which not less 
than [$24,045,000] $27,400,000 shall be available only for the mainte- 
nance of real property facilities. (6 U.S.C. 3101, 3109, 5702-04, 5724- 
27, 5730, 5742, 7903; 10 U.S.C. 1481-88, 2674, 3012-13, 3062, 4302, 
4411-14, 4741; 31 U.S.C. 638a; 37 U.S.C. 404; Department of Defense 
Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Mentfication code 21-2080-0-1-051 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Mission forces 236,778 246,602 258,447 
2. Depot maintenance. 5,709 6,665 5,700 
3. Other support 177,134 180,177 205,053 


Total direct program 419,621 433,444 469,200 
Reimbursable (total) 9,550 9,907 10,493 


10.00 Total obligations 429,171 443,351 479,693 
Financing: 
Offsetting collections from: 
11.00 Federal funds —8,624 —8,916 
13.00 Trust funds —177 —198 
14.00 Non-Federal sources —760 
25.00 Unobligated balance lapsing 690 


Budget authority 420,300 








—9,444 








Budget authority: 
40.00 Appropriation 
44.10 Supplemental for wage-board pay 
i 4,100 
8,700 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


419,610 
72.40 Obligated balance, start of year... 


39,699 


433,444 
56,099 


469,200 
61,543 


74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


—56,099 61,543 —70,743 





90.00 Outlays, excluding pay raise supple- 
tal 


399,561 415,700 459,500 
91.10 Outlays from wage-board pay raise 

supplemental ’ 200 
91.20 Outlays from civilian pay raise sup- 


plemental 300 





Object Classification (in thousands of dollars) 





Identification code 21-2080-0-1-051 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions. 201,673 207,877 200,145 
11.3 Positions other than permanent... 11,035 8,661 8,862 
11.5 Other personnel compensation 2,051 2,187 2,111 


214,759 = 218,725 211,118 





Total personnel compensation 








Direct obligations: 
Personnel compensation 216,283 208,676 
12.1 Personnel benefits: Civilian 23,632 22,630 
13.0 — Benefits for former personnel 50 50 
21.0 Travel and transportation of persons 27,693 32,119 
22.0 — Transportation of things 1,655 1,790 
23.2 Communications, utilities, and other rent... 36,708 36,480 
24.0 Printing and reproduction E 4,310 4,725 
25.0 Other services: 
Payments to foreign national indirect 
hire personnel 33 39 
Purchases from industrial funds . ’ 6,303 6,100 
51,764 74,106 
26.0 Supplies and materials .. 53,494 68,390 
31.0 — Equipment 10,844 13,363 
32.0 Lands and structures 675 732 


433,444 469,200 





Total direct obligations 





Reimbursable obligations: 

Personnel compensation 2,282 2,442 2,442 
12.1 Personnel benefits: Civilian 180 191 191 
22.0 — Transportation of things 5 9 10 
23.2 Communications, utilities, and other rent... 1,422 1,550 1,700 
25.0 — Other services: Other 1,364 1,405 1,535 
26.0 Supplies and materials 4,196 4,200 4,500 
31.0 — Equipment 101 110 115 


Total reimbursable obligations 9,550 9,907 10,493 
99.0 Total obligations 429,171 443,351 479,693 














Personnel Summary 


Total number of permanent positions 12,854 12,223 11,785 
Total compensable workyears * 13,816 13,099 12,593 
Full-time equivalent of other positions (872) (565) (565) 
Full-time equivalent of overtime and holiday 
(70) (62) (65) 
Average GS grade 6.61 6.62 6.60 
Average GS salary . $14,904 $16,045 $16,027 
Average salary of ungraded positions $16,864 $18,124 $18,354 





OPERATION AND MAINTENANCE, NAvy RESERVE 


For expenses, not otherwise provided for, necessary for the oper- 
ation and maintenance, including training, organization, and adminis- 
tration, of the Navy Reserve; repair of facilities and equipment; hire 
of passenger motor vehicles; travel and transportation; care of the 
dead; recruiting; procurement of services, supplies, and equipment; 
and communications; [$396,436,000] $444,100,000, of which not less 
than [$13,800,000] $19,200,000 shall be available only for the mainte- 
nance of real property facilities. (10 U.S.C. 262, 276, 503, 1481-88, 
2110, 2202, 2231, 2233a, 2631-34, 5012, 5031, 5251, 6022; 31 U.S.C. 
638a; Department of Defense Appropriation Act, 1980.) 
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OPERATION AND MAINTENANCE, Navy RESERVE—Continued 


Other services: Other 
Supplies and materials 


Total reimbursable obligations 


17,751 


4,904 
6,771 


14,842 


4,860 
1318 


14,33] 


Program and Financing (in thousands of dollars) 








Identification code 17-1806-0-1-051 


1979 actual 


1980 est. 


1981 est. 





Program by activities: 
Direct program: 
1. Mission forces 
2. Depot maintenance.. 
3. Other support 


Total direct program .... 
Reimbursable (total) 


10.00 Total obligations 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
25.00 Unobligated balance lapsing 


Budget authority (appropriation) .. 


212,512 
70,459 


92,188 


375,159 
17,751 


233,154 
69,517 


97,165 


399,836 
14,842 


255,395 
82,580 
105,28 


444,100 
14,331 





392,910 


—17,354 
—397 


414,678 


— 14,442 


458,431 


—14,031 





380,469 


399,836 





Budget authority: 
Appropriation 
Transferred from other accounts... 


40.00 
42.00 


43.00 
44.10 


Appropriation (adjusted) 

Supplemental now requested for 
wage-board pay raises 

Supplemental now requested for 
civilian pay raises 


44.20 


Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 Outlays, excluding pay raise supple- 


91.10 Outlays from wage-board pay raise 
supplemental 

Outlays from civilian pay raise sup- 
plemental 


91.20 


382,900 
—2,431 


396,436 





380,469 


375,160 
92,077 
— 146,361 


396,436 
1,200 
2,200 

399,836 


146,361 
— 150,197 


444,100 
150,197 
— 173,297 








Object Classification (in thousands of dollars) 





Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 


Total personnel compensation 


Direct obligations: 
Personnel compensation ............... 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services: 
Purchases from industrial funds 


26.0 
31.0 


Supplies and materials . 
Equipment 


Total direct obligations 


Reimbursable obligations: 
Personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 


40,575 
926 
1,441 





42,942 








41,708 


75,479 
72,409 
47,371 
107,552 
2,109 


375,159 


38,576 
143,671 
8,382 
144,158 
590 


399,836 


444,100 





1,234 


1,488 
143 
700 

l 
800 
35 


604 
58 
650 
1 
750 
30 


414,678 


458,431 


Total obligations ~~ 392,910 





Personnel Summary 





2819 
2815 
(50) 


2,850 
2,855 
(50) 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
(12) 
5.46 
$13,895 
$18,129 


(12) 
9.46 
$13,859 
$18,256 


Average GS grade 
Average GS salary 
Average salary of ungraded positions 





OPERATION AND MAINTENANCE, MARINE Corps RESERVE 


For expenses, not otherwise provided for, necessary for the oper- 
ation and maintenance, including training, organization, and adminis- 
tration, of the Marine Corps Reserve; repair of facilities and equip- 
ment; hire of passenger motor vehicles; travel and transportation; 
care of the dead; recruiting; procurement of services, supplies, and 
equipment; and communications; [$21,923,000] $27,478,000, of which 
not less than [$1,275,000] $1,800,000 shall be available only for the 
maintenance of real property facilities. (10 U.S.C. 262, 276, 503, 1481- 
88, 2110, 2202, 2231, 2233a, 2631-34. 5013, 5031, 5252, 6022; 31 U.S.C. 
638a; Department of Defense Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 17-1107-0-1-051 1979 actual 1980 est. 1981 est 


Program by activities: 
Direct program: 
1. Mission forces 
2. Depot maintenance... 
3. Other support 


Total direct program 
Reimbursable (total) 


7,950 
868 
10,842 


19,660 
194 


19,854 


8,626 
920 
12,494 


22,040 
217 


22,257 


12,099 
1,224 
__ is 


27,478 
231 


27,709 


10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds... 
25.00 Unobligated balance lapsing 


—194 —217 —231 


240 
Budget authority 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental now requested for civil- 
ian pay raises 


19,900 21,923 27,478 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


27,478 
9,420 
— 11,898 


19,660 
6,812 
— 9,380 


22,040 
9,380 
—9,420 


Outlays, excluding pay raise supple- 
16,972 21,883 
Outlays from civilian pay raise sup- 


plemental 


Object Classification (in thousands of dollars) 
Personnel compensation: 

Permanent positions 

Other personnel compensation 


11.1 
11.5 


Total personnel compensation 


Direct obligations: 
Personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons........... 


1,642 1,736 
164 173 
2,011 2,185 


12.1 
21.0 









per- 
inis- 
uip- 
‘ion; 
and 
hich 

the 
481- 
S.C. 


27,478 
9,420 
11,898 
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22.0 Transportation of thingS .................sssscssssee 832 723 854 
23.2 Communications, utilities, and other rent... 2,671 3,148 3,418 
24.0 — Printing and reproduction......................0000 76 94 104 
25.0 Other services: 
Purchases from industrial funds ............. 868 920 1,224 
RUNING 5 rcs ccccscccscceattessbestacesusensua 5,198 5,893 7,304 
26.0 Supplies and materials . a 6,715 7,426 10,459 
Ses RMR cas gcse css ec sey Syets ecard sssccssspcnessooe 17 19 21 
Total direct obligations..................sss«- 19,660 22,040 27,478 
Reimbursable obligations: 
Personnel COMpensation ...............seccsssessesees 102 
12.1 Personnel benefits: Civilian 10 
21.0 ‘Travel and transportation of persons........... 82 
23.2 Communications, utilities and other rent... ..........se..00- 
Total reimbursable obligations............. 194 231 
99.0 Total obligations.............ccscsssssecessssee . 19,854 22,257 27,709 
Personnel Summary 
Total number of permanent positions...................0. 135 135 144 
Total compensable workyears................... Ae 144 133 142 
Full-time equivalent of other positions (0) (0) (0) 
Full-time equivalent of overtime and holiday 
I ear aas occa ccaacckne occa scocsanecexdaddbesscsacecvcsoe (4) (0) (0) 
INOS OU IE oc cscncc cos ccvurvossissecececsesececenssceccecs 4.93 4.93 4.93 
PROPOSE CRY SOV scoot cecdesccosescescssqscocscuntesyectveconone $11,014 $12,346 $12,225 








OPERATION AND MAINTENANCE, AIR ForRCE RESERVE 


For expenses, not otherwise provided for, necessary for the oper- 
ation and maintenance, including training, organization, and adminis- 
tration, of the Air Force Reserve; repair of facilities and equipment; 
hire of passenger motor vehicles; travel and transportation; care of 
the dead; recruiting; procurement of services, supplies, and equip- 
ment; and communications; [$429,407,000] $486,000,000, of which not 
less than $13,500,000 shall be available only for the maintenance of 
real property facilities. (5 U.S.C. 3101, 3109, 4101-18, 4501-03, 5332- 
36, 5702-04, 5722-31, 5742, 5911, 5941, 7903; 10 U.S.C. 264, 276, 510-11, 
1124, 1481-88, 2231-37, 8012, 8541-42, 8721-23, 9301-04, 9315, 9411-14, 
9531, 9536, 9561-63, 9593, 9741, 9743; 31 U.S.C. 638a; 37 U.S.C. 404-11; 
Department of Defense Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





























\dentitication code §7-3740-0-1-051 1979 actual 1980 est. 1981 est 
Program by activities: 
Direct program: 
Te ONTOS 55 hesssisnacassonsicssnteeece 259,256 296,409 322,163 
2. Depot maintenance.. 48,307 57,432 69,968 
3. Other support............... 83,303 84,866 93,869 
Total direct program ..............ssecess00e 390,866 438,707 486,000 
Reimbursable (total) ............ssscesssssseeessssseees 5,188 5,500 5,500 
10.00 Total obligations ...........:.::::scssssssssesee 396,054 444,207 491,500 
Financing: 
Offsetting collections from: 
a —4715 — 5,400 — 5,400 
13.00 Trust funds .................0.. = BIO. deci beens uw euenenats 
14.00 Non-Federal sources.............. Sade —173 —100 —100 
25.00 Unobligated balance lapsing .............c.....0.. a 2,435 stnsnetntaon _seesnennnsue 
Budget authority ...........cc.cccccsoo 393,300 438,707 486,000 
Budget authority: 
40.00 Appropriation .............ccccsssssssssssssssesssssseee 393,300 429,407 486,000 
44.10 Supplemental for wage-board pay 
WUNOMBA Ie eeencicteseickeasatnctcsicissnscsoctstans  cabastssdedvansts DUNO | « crleitecensaeeves 
44.20 Supplemental for civilian pay raises...... css... GIO nid: 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..........cccsssssccssssen 390,866 438,707 486,000 
72.40 Obligated balance, start of year 40,093 39,211 45,918 
74.40 Obligated balance, end of year......cc....so.- —39,211 45,918 —53,918 





310-100 0 - 80 - 18 
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77.00 Adjustments in expired accounts................. ATE triton en eaains 
90.00 Outlays, excluding pay raise supple- 
ON a sicstitcccce eee 391,409 423,100 477,600 
91.10 Outlays from wage-board pay raise 
i ek 2,900 100 
91.20 Outlays from civilian pay raise sup- 
Nhe aia iliac 6,000 300 
Object Classification (in thousands of dollars) 
Personnel compensation: 
11.1 Permanent positions...................sccssssseeees 191,187 201,449 205,545 
11.5 Other personnel compensation................ 3,204 3,376 3,444 
Total personnel compensation............. 194,391 204,825 208,989 
Direct obligations: 
Personnel COMpeNsation ..............ccses-ssseeessee 191,953 202,210 206,345 
12.1 Personnel benefits: Civilian 20,330 21,417 21,855 
13.0 Benefits for former personnel...................... 12 36 192 
21.0 Travel and transportation of persons........... 2,647 3,235 3,750 
22.0 Transportation Of thingS..............cccssssesee 497 2,038 2,522 
23.2 Communications, utilities, and other rent.... 6,766 7,123 8,783 
24.0 — Printing and reproduction.................csc-ss0e+- 256 428 464 
25.0 Other services: 
Purchases from industrial funds ............. 82,861 98,174 113,308 
RMON ss ccs race ee, 11,827 13,019 19,749 
Mee es cee ee 680 960 1,038 
26.0 Supplies and materials ..0..........cs..csessssseees 71,504 87,100 105,026 
SEG + NN iB cash Oe 1,533 2,367 2,968 
Total direct obligations ...................000 390,866 438,707 486,000 
Reimbursable obligations: 
Personnel COMPENSATION ...........c.--cesscseecsseeee 2,438 2,615 2,644 
12.1 Personnel benefits: Civilian...................se0 252 268 271 
21.0 Travel and transportation of persons........... De cececceeaay bese 
23.2 Communications, utilities, and other rent... 490 526 535 
25.0 Other services: 
Rito is iaie 1,693 1,090 1,100 
eth acct ists xcaceasi Th. wctiiabcy ct ndiadel 
26.0 Supplies and materials .. 290 1,001 950 
SED CNN ssccsscciccccccsccccstccceciscctcsectaacsin | ‘sats aacieeaiemeard 
Total reimbursable obligations................. 5,188 5,900 5,900 
99.0 Total chleatens — = 396,054 444,207 491,500 
Personnel Summary 
Total number of permanent positionS................0..0++: 10,856 10,811 11,190 
Total compensable WOrkYyeaTS...............c-sssecssecsseeeesees 10,964 10,577 10,583 
Full-time equivalent of other positions................... (0) (0) (0) 
Full-time equivalent of overtime and holiday 
NS re eine eaten, (92) (88) (88) 
PIE OS A oiicienccecp etl 7.09 7.09 7.09 
PORTO Ss SIN io ecscnicscessasnctorertecs $16,275 $18,163 $18,577 
Average salary of ungraded positions ..................s0e+ $18,819 $20,023 $20,365 





OPERATION AND MAINTENANCE, ARMY NATIONAL GUARD 


For expenses of training, organizing, and administering the Army 
National Guard, including medical and hospital treatment and relat- 
ed expenses in non-Federal hospitals; maintenance, operation, and 
repairs to structures and facilities; hire of passenger motor vehicles; 
personnel services in the National Guard Bureau; travel expenses 
(other than mileage), as authorized by law for Army personnel on 
active duty, for Army National Guard division, regimental, and bat- 
talion commanders while inspecting units in compliance with Nation- 
al Guard regulations when specifically authorized by the Chief, Na- 
tional Guard Bureau; supplying and equipping the Army National 
Guard as authorized by law; and expenses of repair, modification, 
maintenance, and issue of supplies and equipment (including aircraft); 
[£$797,150,000] $847,500,000, of which not less than [$17,260,000] 
$21,300,000 shall be available only for the maintenance of real proper- 
ty facilities. (5 U.S.C. 3101, 3109, 4101-18, 4501-02, 5332-36, 5702-04, 
5742, 5911, 5941, 7903; 10 U.S.C. 261-80, 2231-38, 2511, 4651; 31 U.S.C. 
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638a; 32 U.S.C. 701-702, 709; Department of Defense Appropriation 
Act, 1980.) 


Program and Financing (in thousands of dollars) 




















































Identification code 21-2065-0-1-051 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Training operationS................ssssecseeee 188,635 191,454 191,923 
2. Logistical SUppoFt.............esccssseeesseees 548,364 569,127 595,737 
3. Headquarters and command support .. 55,858 53,071 55,698 
4. Medical Support..............sccccsssseesceees 3,893 4,098 4,142 
Total direct program............ ees 796,750 817,750 847,500 
Reimbursable (total) ..........scc.sssssseescsssseeees 13,932 14,845 16,322 
10.00 Total obligations ..............ssssessseseeessee 810,682 832,595 863,822 
Financing: 
Offsetting collections from: 
11.00 PODS TUNGS sissccchitecitassssssssssasssssiniese —13,469 —14,520 — 15,972 
14.00 Non-Federal SOUPCES..............-ssessssseesssees —463 —325 — 350 
25.00 Unobligated balance lapsing..................0se PHONY: xisccRMieesirtare <qahtetnsh tresche 
Budget authority®......... 799,400 817,750 847,500 
Budget authority: 
ROD SAITO Piss diisasek Moat casestscirtesscesticscies 799,400 797,150 847,500 
41.00 Transferred to other ACCOUNS ............cccccs0e  cssssecssseeseene — 10,300 Wh ascsssbtidt 
43.00 Appropriation (adjusted) ................ 799,400 786,850 847,500 
44.10 Supplemental for wage-board pay 
BE detids Paka ySorciiaues:. -siuebtinees BAND cinicassoessssacess 
44.20 Supplemental for civilian pay 
NU ctciss deh ie ah scsbaaiieccereaserciesse.., osasi sania 1 ie Aa 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............sscccsssseees 796,750 817,750 847,500 
72.40 Obligated balance, start of year... 100,373 109,523 125,273 
74.40 Obligated balance, end of year.................... 109,523 — 125,273" —141,773 
77.00 Adjustments in expired accounts................. eS ote etn hoctegnossiaeees 
90.00 Outlays, excluding pay raise supple- 
1 RRS et Ra 777,887 772,400 829,700 
91.10 Outlays from wage-board pay raise 
SUMED Scstect oe Rleivosexsstsscols. .csiatlesensasanns 11,400 500 
91.20 Outlays from civilian pay raise sup- 
PHONE 2s caeccsecstore erect ee resceasiskesice 18,200 800 
Object Classification (in thousands of dollars) 
Direct obligations: 
Personnel compensation: 
11.1 Permanent pOSitiOnS............ssssssssseeesesess 467,624 462,273 455,013 
11.3 Positions other than permanent.............. 5,033 5,300 5,100 
11.5 Other personnel compensation................ 237 240 240 
Total personnel compensation............. 472,894 467,813 460,353 
12.1 — Personnel benefits: Civilian............. mete 53,242 55,457 54,307 
13.0 — Benefits for former personnel.................s0s« MO sscadickeatteihen | arcane 
21.0 Travel and transportation of persons........... 8,622 9,393 9,847 
22.0 — Transportation Of thingS............sssssssssssssses 11,264 13,800 15,091 
23.2 Communications, utilities, and other rent..... 24,890 20,330 24,379 


24.0 — Printing and reproduction................ss-sssee 4,262 4,779 5,225 
25.0 Other services: 

















Purchases from industrial funds............. 21,426 34,685 37,213 
RT oo Sac cteaicestaeshe reset 36,923 40,386 46,363 
Lee ee 10,716 11,573 16,655 
26.0 Supplies and materials ... 118,901 125,337 139,674 
31.0  Equipment..................00 32,331 33,317 37,432 
32.0 — Lands and Structures...............ssssesscsssseeseeens 815 880 961 
Total direct obligations................ss0ee 796,750 817,750 847,500 
Reimbursable obligations: 

21.0 — Travel and transportation of persons........... 13 15 16 

22.0 — Transportation of thingS.............ssssecscssssssee 3 5 


6 
23.2 Communications, utilities, and other rent... 16 20 22 














25.0 Other services: Other............ssssssssscscsssseeeeees 6,403 6,922 7,503 
26.0 Supplies and materials ..............ccscsssseecceene 7,497 7,883 8,775 
Total reimbursable obligations............ 13,932 14,845 16,322 

















99.0 Total obligationS.............:.sccssssssseessses 810,682 832,595 863,822 
Personnel Summary 

Total number of permanent positions................ssse 27,274 25,498 22,918 

Total compensable WOrkY@dIS............-sssssseccssesssseessees 27,656 25,333 24,780 

Full-time equivalent of other positions.................. (503) (503) (503) 
Full-time equivalent of overtime and holiday 

Ba FR caer ovine csvvcenscsass ests cosbsxssnsvelccosamscstivis (3) (3) (3) 

Average GS grade... 7.42 7.43 7.43 

Average GS Salary............ssssesssssssesseessnees $16,159 $17,290 $17,290 

Average salary of ungraded positions .................0+ $18,328 $19,610 $20,296 








OPERATION AND MAINTENANCE, AIR NATIONAL GUARD 


For operation and maintenance of the Air National Guard, includ- 
ing medical and hospital treatment and related expenses in non- 
Federal hospitals; maintenance, operation, repair, and other neces- 
sary expenses of facilities for the training and administration of the 
Air National Guard, including repair of facilities, maintenance, oper- 
ation, and modification of aircraft; transportation of things; hire of 
passenger motor vehicles; supplies, materials, and equipment, as au- 
thorized by law for the Air National Guard; and expenses incident to 
the maintenance and use of supplies, materials, and equipment, in- 
cluding such as may be furnished from stocks under the control of 
agencies of the Department of Defense; travel expenses (other than 
mileage) on the same basis as authorized by law for Air National 
Guard personnel on active Federal duty, for Air National Guard 
commanders while inspecting units in compliance with National 
Guard regulations when specifically authorized by the Chief, National 
Guard Bureau; [[$1,089,687,000] $1,229,400,000, of which not less 
than [$20,000,000] $28,400,000 shall be available only for the mainte- 
nance of real property facilities. (6 U.S.C. 2101, 3109, 4101-18, 4501- 
03, 5332-36, 5702-04, 5722-31, 5742, 5911, 5941, 7903, 10 U.S.C. 261- 
280, 2231-38, 2511, 8012, 8721-22, 9741, 9743; 31 U.S.C. 638a; 22 U.S.C. 
106, 107, 320, 701-03, 709; 37 U.S.C. 404-11, Department of Defense 
Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 
































Identification code 57-3840-0-1-051 1979 actual 1980 est. 1981 est 
Program by activities: 
Direct program: 
1. Operation of aircraft... 163,748 227,164 262,634 
2. Logistical support 126,786 178,917 204,107 
3. Training support..... 654,824 705,919 759,481 
4. Medical support........... IY cece SRP OeS - Secucscepstecaie 
5. Servicewide SuppOrt .........c:ssseeessseeeoe 2,730 3,187 3,178 
Total direct program .........ccscssseesee 949,122 1,115,187 1,229,400 
Reimbursable (total) ...........ssvsssessssssssseeessen 14,580 9,500 ___ 9,900 
10.00 Total obligations... 963,702 1,124,687 — 1,239,300 
Financing: 
Offsetting collections from: 
PTGO FORM MRIMUS zevsstssruasstevsstersnnndorninccce —13,482 —8729 —9,064 
13.00 WHGINOS oo eacoete ctcateccodisnaaie See ee cai gee 
14.00 — Non-Federal sources............. —1,095 = 9nl — 836 
25.00 Unobligated balance lapsing BIG sce” ce 
Budget authority... 950,000 1,115,187 1,229,400 
Budget authority: 
BUU'S ARNON ecto cure 950,000 1,089,687 1,229,400 
41.00 Transferred to other Accounts ..........ccccscsscse  sessssssseeessees PU alee 
43.00 Appropriation (adjusted)................ 950,000 1,088,687 — 1,229,400 
44.10 Supplemental for wage-board pay 
GB eriiclecctsssecscassectsnstonsssscasizenees’ sosetbiec BU 100. vvscsssccescosone 
44.20 Supplemental for civilian pay 
WMNOOB sri cscs tA bosvcaseeneciasicacins ae atb ee V5 ,MOD  oaaassssssssennn 

















2,634 
4,107 
9,481 


9,300 


9,064 


— 836 


29,400 
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Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


1,115,187 
96,508 
— 136,695 


1,229,400 
136,695 
— 152,095 





90.00 Outlays, excluding pay raise supple- 
tal 1,213,000 

91.10 Outlays from wage-board pay raise 
supplemental : 400 

91.20 Outlays from civilian pay raise sup- 
plemental 4 600 





Object Classification (in thousands of dollars) 





Personnel compensation: 
lll Permanent positions 435,881 467,969 473,466 
11.5 Other personnel compensation 5,312 5,505 5,527 


441,193 473,474 478,993 





Total personnel compensation 








Direct obligations: 

Personnel compensation 433,687 469,418 474,924 
Personnel benefits: Civilian 45,684 50,127 50,542 
Benefits for former personnel 509 425 397 
Travel and transportation of persons 6,514 7,172 8,584 
Transportation of things ; 7,238 8,563 
Standard level user charges 121 122 
Communications, utilities, and other rent... 29,854 35,528 
Printing and reproduction 391 530 

Other services: 
Purchases from industrial funds 122,334 171,263 
7,424 11,258 
31,442 36,951 47,128 
239,773 301,332 354,748 
5,900 6,563 8,357 
25, 826 23,074 32,000 


949, 122 1,115,187 1,229,400 


195,515 
12,462 


Supplies and materials .. 


Lands and structures 





Total direct obligations 








Reimbursable obligations: 
Personnel compensation ; 4,056 4,069 
Personnel benefits: Civilian 422 423 
Travel and transportation of persons 12 13 
Transportation of things 7 7 
Communications, utilities, and other rent... : 3,114 3,397 
Other services: Other ; 1,340 1,402 
Supplies and materials .. 
Equipment 
Lands and structures 


Total reimbursable obligations : 9,500 9,900 
1,124,687 — 1,239,300 











Total obligations 





Personnel Summary 





Total number of permanent positions 23,539 23,002 
Total compensable workyears 23,532 23,592 
Full-time equivalent of other positions ( (0) (0) 
Full-time equivalent of overtime and holiday 
( (50) (50) 
Average ES salary $47,477 $50,087 $50,087 
Average GS grade 8.31 7.86 7.86 
Average GS salary $19,662 $21,034 $20,955 
Average salary of ungraded positions $21,511 $22, 676 $22,915 





NATIONAL BOARD FOR THE PROMOTION OF RIFLE PRACTICE, ARMY 


For the necessary expenses, in accordance with law, for construc- 
tion, equipment, and maintenance of rifle ranges; the instruction of 
citizens in marksmanship; the promotion of rifle practice; and the 
travel of rifle teams, military personnel, and individuals attending 
regional, national, and international competitions; [$397,000] 
$425,000, of which not to exceed $7,500 shall be available for inciden- 
tal expenses of the National Board; and from other funds provided in 
this Act, not to exceed $340,000 worth of ammunition may be issued 
under authority of title 10, United States Code, section 4311. (10 


U.S.C. 4307-13; 32 U.S.C. 316; Department of Defense Appropriation 
Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 21-1705-0-1-051 





1979 actual 1980 est. 198] est. 





Program by activities: 
10.00 National headquarters (total obligations)... 353 


Financing: 
25.00 Unobligated balance lapsing 22 


Budget authority 375 








Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 





90.00 Outlays, excluding pay raise supple- 


91.20 Outlays from civilian pay raise sup- 
plemental 





The National Board for the Promotion of Rifle Prac- 
tice promotes civilian interest in small arms marks- 
manship. 


Object Classification (in thousands of dollars) 


Identification code 21-1705-0-1-051 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 209 209 
11.3 Positions other than permanent... 8 
11.5 Other personnel compensation 3 





Total personnel compensation 
12.1 Personnel benefits: Civilian 22 
21.0 Travel and transportation of persons 50 
22.0 Transportation of thingS ................sssssssee 5 
23.2 Communications, utilities, and other rent... 60 
25.0 Other services: Other 10 
26.0 Supplies and materials... 55 
31.0 — Equipment 3 


Total obligations 425 





Personnel Summary 


Total number of permanent positions 9 13 13 

Total compensable workyears 1 13 13 

Full-time equivalent of other positions (2 (0) (0) 
Full-time equivalent of overtime and holiday 

(0) (0) 

Average GS grade E 6.62 6.62 

Average GS salary $16,077 $16,077 





Cams, DEFENSE 


For payment, not otherwise provided for, of claims authorized by 
law to be paid by the Department of Defense (except for civil func- 
tions), including claims for damages arising under training contracts 
with carriers, and repayment of amounts determined by the Secretary 
concerned, or officers designated by him, to have been erroneously 
collected from military and civilian personnel of the Department of 
Defense, or from States, territories, or the District of Columbia, or 
members of the National Guard units thereof; [$98,200,000] such 
amounts as may be necessary for the current fiscal year. (Department 
of Defense Appropriation Act, 1980.) 
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Program and Financing (in thousands of dollars) 



































Identification code 97-0102-0-1-051 1979 actual 1980 est. 198i est. 
Program by activities: 
L*POTSONNNEN CHANTIS ..ccskesssscnssccnessonsnisesssnttee 69,225 66,313 101,731 
2. Tort claims ......... 47,721 30,270 44,012 
3. Admiralty claims ...........s0000 te 619 1,518 931 
4. Other miscellaneous claims.................. 93 99 126 
10.00 Total obligations (object class 42.0) . 117,658 98,200 146,800 
Financing: 
25.00 Unobligated balance lapsing...............000 BOP «= 32; ORT ee 
Budget authority ................ccsssee 118,100 98,200 146,800 
Budget authority: 
B00: GADDTOIRTION icssssnissscsdelssosesssosesessonsesssnnyconsee 87,500 EL a 
Appropriation (current, indefinite) ..........0...  csssssccssssese  seeessseesssneees 146,800 
42.00 Transferred from other accounts................. 4 30,600 setsennennnne—_sennennennnnen 
43.00 Appropriation (adjusted) ................ 118,100 98,200 146,800 
Relation of obligations to outlays: 
71.00 Obligations incurred, net............ccssssee 117,658 98,200 146,800 
72.40  Obligated balance, start of year a 5,160 27,760 9,360 
74.40 Obligated balance, end of year....... ‘so 2700 — 9,360 — 13,760 
77.00 Adjustments in expired accounts................. —495 sesenennennes—_snatneunenae : 
90.00 SUMEIYS., Scoees ese eerceticascatine a esokcs 94,563 116,600 142,400 





This appropriation provides for the payment of all 
noncontractual claims against the Department of De- 
fense. 





CONTINGENCIES, DEFENSE 


Program and Financing (in thousands of dollars) 


1980 est. 1981 est. 














Identification code 97-0101-0-1-051 1979 actual 
Program by activities: 
10.00 Emergency and extraordinary expenses 
(obligations) (object class 91.0) .......... “1, Ub vik ll AN 
Financing: 
25.00 Unobligated balance lapsing...................00e«. BEDOU vn vostvssotss ites. adenine 
40.00 Budget authority (appropriation) .. GOO — accseusvvcteaccs——weeovansvecceneaecs 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............sccccssseeeees ee 
72.40 Obligated balance, start of year..............0... 349 51 
74.40 Obligated balance, end of year....... ah —51 —5l 
77.00 Adjustments in expired accounts SU: uijssettseielt 
90.00 RAYS sotionsestst abel cpphysintccatesttitictatsss BOO staecctteetiiee 








This appropriation provided the Secretary of Defense 
with funds to meet emergencies and extraordinary ex- 
penses arising in connection with the national security 
and for such other purposes as he deemed proper. 





Court or Miuitary APPEALS, DEFENSE 


For salaries and expenses necessary for the United States Court of 
Military Appeals; [$2,030,000], $2,197,000, and not to exceed $1,500 
can be used for official representation purposes and, in addition, 
$68,000 for ‘“‘Court of Military Appeals, Defense, 1976” for the liquida- 
tion of obligations incurred for fiscal year 1976. (10 U.S.C. 867; Depart- 
ment of Defense Appropriation Act, 1980.) 





APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


Program and Financing (in thousands of dollars) 




















Identification code 97-0104-0-1-051 1979 actual 1980 est 1981 est 
Program by activities: 
10.00 Military justice (obligations) ..................0 1,568 2,099 2,197 
Financing: 
25.00 Unobligated balance lapsing................000 ‘ew 22 ee sveenenenne 
Budget authority 1,840 2,099 2,197 
Budget authority: 
40.00 Appropriation... 1,840 2,030 2,197 
44.20 Supplemental for civilian pay raises...... 0.00.0... OS ~ scapes 
Relation of obligations to outlays: 
71.00 Obligations incurred, net... 1,568 2,099 2,197 
72.40 Obligated balance, start of year.................. 763 126 225 
74.40 Obligated balance, end of year...............00++ —126 —225 —282 
77.00 Adjustments in expired accounts ONE se ciaist patsy x pst 
83.00 Deficiency in prior year expired accounts, 
SLAITOPAPBOR ssesvacs Batre doses —68 —68 —68 
84.00 Deficiency in prior year expired accounts, 
CGR VON iA OIE ES RS 68 BGs eis 
85.00 Deficiency appropriation ...........ccccscccsseecsseese — ssessssecssecssee  seenee oensane 68 
90.00 Outlays, excluding pay raise supple- 
MOMAL wsciaesestnstedinspam 2,175 1,931 2,170 
91.20 Outlays from civilian pay raise sup- 
DMOM as co sohe, canada: BE: ivssiineee 





The Court serves as the appellate court of last resort 
for all of the more serious court-martial convictions of 
military personnel. 

Object Classification (in thousands of dollars) 





















Identification code 97-0104-0-1-051 1979 actual 1980 est. 1981 est 
Personnel compensation: 
11.1 Permanent positions...........sssssecsseecssessees 1,023 1,337 1,407 
Tis Positions other than permanent... BO pstirccesseiniie, cence 
11.5 Other personnel compensation................ ll 14 14 
11.8 Special personal services payments........ 22 30 30 
Total personnel compensation............. 1,074 1,381 1,451 
12.1 Personnel benefits: Civilian...............scsssee 90 126 134 
21.0 Travel and transportation of persons........... 33 40 40 
23,1 Standard level user charges..............00006 197 243 262 
23.2 Communications, utilities, and other rent... 98 109 110 
24.0 — Printing and reproduction................ssseese00e g 15 15 
25.0 Other services: Other.............ccccsseecssseccsseees 26 70 10 
26.0 Supplies and materials ...........cccssecsessseeceen 38 100 100 
S10 -ARGUIIONE scan cicsstcccctecrccscecsctd Ratattesctios 3 15 15 
99.0 Total obligations ...............sseccssseccsssees 1,568 2,099 2,197 
Personnel Summary 
Total number of permanent positions 43 49 49 
Total compensable WOrkyealS.........:....sssssee 37 4] 49 
Full-time equivalent of other positionS..............0... (0) (0) (0) 
Full-time equivalent of overtime and holiday 

MMR Neri deeen an (0) (0) (0) 
AVOCADO ES SATALY ssssisssesssconseosssosuve cava cbeesceeNRRRNENNS $47,500 $50,112 $50,112 
VORTEC GS Giede oii ra. lee sntelcthacesisteceacissosteccsctavssess 9.87 10.02 10.02 
AVERSION GRD SHIAIY. hoi cds Sieh abitiscckdlanatlbatetebaions $19,855 $24,188 $25,779 
Average salary of statutory positions.....................0 $57,500 $57,500 $57,500 








[Foreicn Currency FLucTuaTions, DEFENSE] 


{For foreign currency fluctuations, Defense; $470,000,000, to 
remain available until expended.] (Department of Defense Appropr'- 
ation Act, 1980.) 





i a -  e 





(0) 


(0) 
0,112 
10.02 
25,179 
57,500 
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Program and Financing (in thousands of dollars) 


Identification code 97-0801-0-1-051 





1979 actual 1980 est. 





Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 16,466 





Budget authority 16,466 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 
42.00 Transferred from other accounts 


500,000 470,000 
— 493,534 —477,300 
10,000 9,200 


43.00 Appropriation (adjusted) 16,466 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





The purpose of this account is to allow transfers to 
military personnel and operation and maintenance ap- 
propriations available for Defense activities in foreign 
countries to finance upward adjustment of recorded ob- 
ligations due to foreign currency fluctuations above the 
budget rate. Transfers are made, as needed, to meet 
disbursement requirements in excess of funds otherwise 
available for obligation adjustment. Net gains from ex- 
change are returned to this appropriation and are avail- 
able for subsequent transfer when needed. This appro- 
priation reduces the need for supplemental appropri- 
ations when there is a long-term decline in the ex- 
change rates for the dollar. A proposed general provi- 
sion would limit transfers after September 30, 1980 to 
operation and maintenance appropriations only. 


[XIII Orymric Winter Games] 


[For logistical support and personnel services (other than pay and 
non-travel related allowances of members of the Armed Forces of the 
United States) to the XIII Olympic Winter Games; $10,000,000. 
During the current fiscal year, the Secretary of Defense may transfer 
the funds made available for this purpose to any appropriation con- 
tained in title III of this Act or any subdivision thereof: Provided, 
That funds transferred pursuant to this authority shall be merged 
with and made available for the same purpose as the appropriation to 
which transferred: Provided further, That transfer authority provided 
herein shall be in addition to that provided in section 734 of this 
Act.] (Department of Defense Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 97-0802-0-1-051 1979 actual 1980 est. 1981 est. 


Program by activities: 
10.00 Olympic winter games support (obliga- 
tions) (object class 26.00) 


Financing: 
25.00 Unobligated balance lapsing 





40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
712.40 Obligated balance, start of year 
74.40  Obligated balance, end of year 


90.00 Outlays 








This appropriation enables the Secretary of Defense 
to provide authorized assistance to the Lake Placid 
Olympic Organizing Committee. 


INFORMATIONAL FOREIGN CURRENCY SCHEDULE 


Value of Goods and Services Provided by the Berlin Magistrat (for Occupation Costs 
and Mandatory Expenditures) 


Program and Financing—Without Purchase (in thousands of dollar equivalents) 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Operation and maintenance: 

(a) Operating forces 117,654 124,215 135,481 
(b) Intelligence and communications ... 4,788 5,093 6,196 
Central supply and maintenance... 10,235 11,214 13,245 
101 99 131 
6,587 6,955 8,524 

3,742 2,327 

2,519 2,760 

32,123 45,156 

151 181 


177,900 198,000 





Total obligations 
Financing: 
Value of goods and services provided by foreign 
governments without charge to appropri- 
ations 177,900 


219,000 


198,000 219,000 


Object Classification—Without Purchase (in thousands of dollar equivalents) 





1979 actual 1980 est. 1981 est. 





Object distribution of goods and services provided 
by the Berlin Magistrat: 

Personnel services and benefits 11,787 13,315 
Travel and transportation of persons... x 882 918 
Transportation of things 2 11,346 12,856 
Communications, utilities, and other rent y 17,842 18,661 
Printing and reproduction 44] 459 
Other contractual services... _ , 57,023 61,219 

26,102 30,303 


: 65,522 73,922 
Equipment 6,835 7,117 
Insurance claims and indemnities 220 230 





Total object distribution for goods and 
services provided by foreign govern- 
ments without charge to appropriations . 


177,900 198,000 219,000 


ALLOCATIONS RECEIVED From OTHER ACCOUNTS 


Note.—Obligations incurred under allocations from other accounts are shown in the sched- 
ules of parent appropriations, as follows: 
Funds appropriated to the President: 
“Military assistance, Executive.” 
“International military education and training.” 
“Foreign military credit sales.” 
“Advances, foreign military sales, Executive.” 
“Recoveries, military assistance.” 
“Contingency fund, economic assistance, Executive.” 
Operating expenses, official residence of the Vice President. 
Department of Transportation, Federal Aviation Administration: “Operations, Feder- 
al Aviation Administration.” 


PROCUREMENT 


The procurement appropriations of the Department 
of Defense finance the acquisition of combat, combat 
support, and training equipment, to include: aircraft, 
missiles, ships, tanks, and other vehicles; guns of all 
sizes, torpedoes, and communications equipment; air, 
ground and ship munitions; industrial facilities projects; 
and modification of existing equipment where increased 
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capability can be achieved without buying new equip- 
ment. The 1981 program contains a mix of both new 
and continuing procurement to equip the military 
forces necessary to meet U.S. national security objec- 
tives. 

New Army systems funded in 1981 include initial 
procurement of the divisional air defense gun and ad- 
vance procurement of the Hellfire air-to-surface missile 
and the Pershing II surface-to-surface missile. Procure- 
ment continues of the Roland air defense missile 
system, XM-1 main battle tank, Infantry Fighting Ve- 
hicle, Patriot air defense missile, general support rocket 
system, and improved conventional munitions. 

Modernization of our naval forces in 1981 includes 
continued procurement of the F-18 air combat fighter 
and the F-14 fleet air defense fighter. Procurement of 
the Trident strategic missile and submarine continues. 
Sixteen new general purpose ships will be acquired in- 
cluding a nuclear attack submarine, four frigates, and 
the third and fourth ships of the new Aegis class air 
defense ship. 

Significant Air Force programs include continued 
procurement of the air-launched cruise missile, KC-10A 
advanced tanker/cargo aircraft, F-15 and F-16 air 
combat fighters, A-10 close air support aircraft, TR-1 
tactical reconnaissance aircraft, and the E-3A airborne 
warning and control system. 

Direct budget programs are estimated as follows (in 
thousands of dollars): 


1979 actual 1980 est. 1981 est. 
12,224,216 13,461,964 14,446,643 
3,784,231 4,866,259 6,573,527 
5,072,638 6,682,350 6,118,400 
1,977,340 2,324,640 3,078,715 
8,309,775 8,456,567 10,306,357 


31,368,200 35,791,780 





40,523,642 





The appropriations for procurement of aircraft, mis- 
siles, ships, combat vehicles, weapons, and torpedoes 
are dependent upon the enactment of authorizing legis- 
lation. 


Federal Funds 
General and special funds: 
AIRCRAFT PROCUREMENT, ARMY 
For construction, procurement, production, modification, and mod- 
ernization of aircraft, equipment, including ordnance, ground han- 
dling equipment, spare parts, and accessories therefor; specialized 
equipment and training devices; expansion of public and private 
plants, including the land necessary therefor, without regard to sec- 
tion 4774, title 10, United States Code, for the foregoing purposes, and 
such lands and interests therein, may be acquired, and construction 
prosecuted thereon prior to approval of title as required by section 
355, Revised Statutes, as amended; and procurement and installation 
of equipment, appliances, and machine tools in public and private 
plants; reserve plant and Government and contractor-owned equip- 
ment layaway; and other expenses necessary for the foregoing pur- 
poses; [[$961,837,000] $925,300,000, to remain available for obligation 
until September 30, [1982] 1983. (10 U.S.C. 2353, 3012, 4531, 4532; 31 
U.S.C. 649c; Department of Defense Appropriation Act, 1980; addition- 
al authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 21-2031-0-1-051 


(amounts for procurement actions programed) 


Budget plan 
Obligations 





1979 actual 


1980 estimate 1981 estimate 1979 actual 1980 estimate 1981 estimate 





Program by activities: 
Direct: 
1. Aircraft 
2. Modification of aircraft 
3. Spares and repair parts 
4. Support equipment and facilities 


508,400 
297,300 
66,909 
77,100 


396,500 
420,037 
71,300 
63,200 


348,400 
396,300 
126,500 

54,100 


490,426 
299,288 
69,706 
63,955 


370,569 
393,817 372,200 
75,293 122,209 
75,235 58,234 


377,314 








Total direct 
Reimbursable program (total) 


949,709 
38,799 


951,037 
71,400 


925,300 
75,500 


923,375 
34,224 


914,914 929,957 
65,086 69,043 





10.00 Total 
Financing: 
Offsetting collections from: 
11.00 Federal funds 
13.00 Trust funds 
14.00 Non-Federal sources 
21.40 Unobligated balance available, start of year: For completion 
of prior year budget plans 
Reprograming from prior year budget plans 
24.40 Unobligated balance available, end of year: For completion of 
prior year budget plans 
25.00 Unobligated balance lapsing 


988,508 


—17,777 
— 20,624 


11,084 


1,022,437 1,000,800 957,599 980,000 999,000 


—41,100 —43,100 


— 30,300 


— 43,100 
— 32,400 


—14,113 
—15,158 
71 


— 40,100 
— 29,800 


— 182,622 


192,849 
11,084 





Budget authority 949,709 


951,037 925,300 949,709 951,037 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


949,709 


949,709 961,837 


— 10,800 


961,837 
— 10,800 


925,300 





43.00 Appropriation (adjusted) 949,709 


951,037 925,300 949,709 951,037 
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7,314 
2,200 
2,209 
8,234 


9,957 


9,000 


13,100 
32,400 
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Relation of obligations to outlays: 
NMI WRIT END NEE 2s ccxcc race cete cic sty cteeessssessststasocoscechcacensaphcsbalpikiehscocncios 
Obligated balance, start of year.. 
Obligated balance, end of year........ 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 Outlays 
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This appropriation finances the acquisition of tactical 
and utility airplanes and helicopters, including associat- 
ed electronics, electronic warfare and communications 
equipment and armament; modification of in-service 
aircraft; ground support equipment; and depot repara- 
ble assemblies, components and repair parts such as 
spare engines, transmissions, gear boxes and sensor 
equipment. It also funds related training devices and 
production base support. 

The 1981 program continues acquisition of the UH- 
60A Black Hawk utility helicopter. It continues the 
TOW missile-launching attack helicopter AH-1 modifi- 
cation program which provides additional heliborne 
anti-armor firepower; and continues to improve the Spe- 
cial Electronic Mission Aircraft fleet. In addition, the 
1981 program includes modification/modernization of 
the CH-47 medium-lift helicopter fleet to enhance pro- 
ductivity, safety and survivability. 


Object Classification (in thousands of dollars) 


\dentitication code 21-2031-0-1-051 











1979 actual 1980 est 1981 est 
Direct obligations: 
22.0 — Transportation of thingS ..............csssssee M2 Se eee eee. 
25.0 Other services: Other 63,712 59,600 61,845 
26.0 Supplies and materials .........00...ccssecscsssseees 87,720 67,855 70,990 


Identification code 21-2032-0-1-051 


1979 actual 





















oa 928,399 910,100 923,500 
oe 752,519 1,130,640 1,290,740 
ee — 1,130,640 — 1,290,740 — 1,340,240 
DDOR -sicccccsssssccbutatrelplidaly ~ sciatica 
557,934 750,000 874,000 
TRO TNE so S 771,831 _787,459 797,122 
Total direct obligations...................... 923,375 914,91 929,957 
Reimbursable obligations: oO Te oe Utao=- T 
25.0 Other services: Other................cccsccsseesesssees 2,300 6,525 4,880 
26.0 Supplies and materials .... 3,250 7,430 5,560 
SEG: = (GEER es eee 28,674 A 51,131 58,603 
Total reimbursable obligations............ 34,224 65,086 69,043 

99.0 Total obligations ....cccccsccsmcmme 957,599 980,000 999,01 


999,000 





MissILE PROCUREMENT, ARMY 


For construction, procurement, production, modification, and mod- 
ernization of missiles, equipment, including ordnance, ground han- 
dling equipment, spare parts, and accessories therefor; specialized 
equipment and training devices; expansion of public and private 
plants, including the land necessary therefor, without regard to sec- 
tion 4774, title 10, United States Code, for the foregoing purposes, and 
such lands and interests therein may be acquired, and construction 
prosecuted thereon prior to approval of title as required by section 
355, Revised Statutes, as amended; and procurement and installation 
of equipment, appliances, and machine tools in public and private 
plants; reserve plant and Government and contractor-owned equip- 
ment layaway; and other expenses necessary for the foregoing pur- 
poses; [$1,140,800,000] $1,501,300,000, to remain available for obliga- 
tion until September 30, [1982] 1983. (10 U.S.C. 2353, 3012, 4521, 
4532; 31 U.S.C. 649c; Department of Defense Appropriation Act, 1980; 
additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Budget plan 
(amounts for procurement actions programed) 


Obligations 





1979 actual 



































1980 estimate 1981 estimate 1980 estimate 1981 estimate 
Program by activities: 
Direct: 
EM CIPO TIMSMN Scacccvcestscecccecsusteccceeecsbstvocsoccopcacticeepeconcets 613,700 890,600 1,146,500 543,925 834,107 1,100,828 
2. Modification of missiles... 68,900 124,700 203,100 69,874 86,981 192,300 
3. Spares and repair parts................. 55,500 117,500 109,900 53,883 139,149 107,900 
4. Support equipment and facilities __ 23,800 » 29,700 : __ 41,800 co 29,481 33,062 inal 33,435 
SHIMIUN RI i550 cacao occu bce dauenzpsus dross basen 761,900 1,162,500 1,501,300 697,163 1,093,299 1,434,463 
aR NURI OLLINIRR cha acecacacestcsvosstpussiovisvcpedbcascessiss ith 377,918 400,000 outs 222,000 _- 356,268 361,701 256,537 
10.00 MINT as cic aisis oasas yeni Ssisocalueale staat arcebueto 1,139,818 1,562,500 1,723,300 1,053,431 1,455,000 1,691,000 
Financing: 
Offsetting collections from: 
RN CO cca scsssocennleinsdlasdandavsie —45721 — 29,200 — 34,300 — 40,528 — 28,000 — 34,300 
13.00 Trust funds................. — 331,985 — 370,800 — 187,700 — 333,104 — 368,700 — 187,700 
14.00 — Non-Federal sources RD a cccsceccoaste maha, <etsace a EI iSO Zeicca chp eer mare eee ra te 
21.40 Unobligated balance available, start of year: For completion 
Ha aN UN NIN tuk ci ccsncccUcvnzopvancaurr"“o ace Somos soostoesMOP + avs Gin ess eactvsauvvaat asthavaccceesckcobeentocion — 130,212 — 197,199 — 301,399 
Reprograming from prior year budget plans me FNGY foccccsccksccnsccQiobegtenl” loxcceniintsrenentamacletantey 4 actclessiscascee OReoe  ikessssisesa eR Mets acacia eee 
24.40 Unobligated balance available, end of year: For completion of 
EEN react cee sonora Tne ocrese naasde te iectigecetecceame coset ceo Cceerpeasaasn. omer eareonNaaa 197,199 301,399 333,699 
25.00 Unobligated balance lapsing ...............cccscsssssssssssssseessssssssesssee ar 15,468 _....... sseneaneneeneee stent sveenenenenee 15,468 Sabaneta aecere 9 ecedahaniiclaatae tea 
SE NEON 6250 ccc egccccs ackccocoucoasoson vor mvodaccousivceee 761,900 1,162,500 1,501,300 761,900 1,162,500 1,501,300 
Budget authority: 
MUON PUN MAMI INN cas scscaschosiotsdsssccnceacecctcsedousvscossenenctnen 736,900 1,140,800 1,501,300 736,900 1,140,800 1,501,300 
42.00 Transferred from other accounts 25,000 a ae 21,700 sesennsnennennnenn 25,000 BEI cxeetsssnnsiisonatibsiiag 
43.00 Appropriation (adjusted) ...........ccccsssssoccsssesssseeeeen 761,900 1,162,500 1,501,300 761,900 1,162,500 1,501,300 
Relation of obligations to outlays: 
a TT cca OA bcdauscuscseccccdedspussosonsueeaamusraseobon Sbssccoec enon 679,444 1,058,300 1,469,000 
Baa CAME CRNA SENT ES CEL VONNE css seegntaacsooavstcasstesSapsiesasavuscesnesdoloocwnestvstossassltcesnsossesbovnsssscnetCeasCoclesbonor 572,878 689,558 1,130,858 
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MissiLE PRocuREMENT, ARMy—Continued 
Program and Financing (in thousands of dollars) —Continued 


Budget plan 
(amounts for procurement actions programed) 


Identification code 21-2032-0-1-051 { Be 


Obligations 


1980 estimate 1981 estimate 

















1979 actual 1980 estimate 1981 estimate 1979 actual 

RAN emo Lean aA TEN NOE: OVI) DE WA Ste coieat ses ircsirspol otic t Ge ears, | Fes sccukaiehtsibos We bivacsoncdeatytaga: Beavaonstond dnges sh anonsaaticobaniototbies — 689,558 — 1,130,858 — 1,601,858 
7 LAEM) SoA MOS IVVEAIES AT ANIME ERA MMC ES. bef 0150 i%scovsuasay ess caval tases ravacylvopowaatens|idRtetheoiccévotosdyattteac 4 eed asasea OiSioSye ont ENGR G SOMO Witssnasiatecosisiciaosbunscn™ i beessasebeestisttinsaes 
90.00 RARAATS cheat cee at Neste ear Neto reovateoscooedbnevbse ent eeiaeaiasCasbecsceneecetsoggeb Popemetaveassaskasibectantpns Siskassie 546,907 617,000 998,000 
This appropriation finances the acquisition of surface- 31.0 Equipment... ccsssssesenesneensenseen 40,616 37,358 41,262 
to-air, surface-to-surface, and antitank/ assault missile Total reimbursable obligations... 356,268 361,701 256,537 
systems. Also included are major components, modifica- ———— i 
99.0 Total obligations .............cesssscccsssescesees 1,053,431 1,455,000 1,691,000 


tions, targets, test equipment, and depot reparable 
spares and repair parts; and production base support. 


The 1981 program contains procurement of the TOW 
antitank missile system; the Improved Hawk, Chapar- 
ral, Stinger, Patriot, and Roland air defense missile 
systems and the General Support Rocket System. It 
initiates procurement for the Hellfire heliborne missile 
system. Also included is procurement for the modifica- 
tions of the Chaparral, Improved Hawk, Lance, Per- 
shing, and TOW missile system. 














Identification code 21-2032-0-1-051 1979 actual 1980 est 1981 est 
Direct obligations: 
22.0 Transportation Of things 02... BOO: sniacnatie nap ac eae 
25:0; Other SOs! OUT acsscscosssssescssseccesnvasessses 201,560 347,090 491,690 
26.0 Supplies and materials ..............ccssssecsssees 414,812 676,209 852,800 
SI —aaN MMI aes sh rarrmcotonerstirroratorcone ns 79,931 70,000 89,973 
Total direct obligations................... 697,163 1,093,299 1,434,463 
Reimbursable obligations: an oar ae 
25.0 Other services: Othel...............cssssssseeseseeen 103,674 137,825 90,050 
26.0 Supplies and materials ..............ccsssesssseeen 211,978 186,518 125,225 


\dentification code 21-2033-0-1-051 a. 
1979 actual 


Program and Financing (in thousands of dollars) 


(amounts for procurement actions programed) 








PROCUREMENT OF WEAPONS AND TRACKED COMBAT VEHICLES, ARMY 
[ (INCLUDING TRANSFER OF FUNDS) ] 


For construction, procurement, production, and modification of 
weapons and tracked combat vehicles, equipment, including ordnance, 
spare parts, and accessories therefor; specialized equipment and train- 
ing devices; expansion of public and private plants, including the land 
necessary therefor, without regard to section 4774, title 10, United 
States Code, for the foregoing purposes, and such lands and interests 
therein may be acquired, and construction prosecuted thereon prior 
to approval of title as required by section 355, Revised Statutes, as 
amended; and procurement and installation of equipment, appliances, 
and machine tools in public and private plants; reserve plant and 
Government and contractor-owned equipment layaway; and other ex- 
penses necessary for the foregoing purposes; [$1,824,100,000, and in 
addition, $12,100,000 which shall be derived by transfer from “‘Pro- 
curement of Weapons and Tracked Combat Vehicles, Army, 1979/ 
1981” ] $2,628,900,000, to remain available for obligation until Sep- 
tember 30, [1982: Provided, That no funds in excess of $224,700,000 
shall be available for Fighting Vehicle Systems production unless and 
until the Secretary of Defense certifies to the Committee on Appropri- 
ations that the reliability, availability, maintainability, and durability 
criteria specified in the program contracts shall have been met: Pro- 
vided further, That no funds in excess of $389,900,000 shall be availa- 
ble for XM-1 tank production unless and until the Secretary of De- 
fense certifies to the Committee on Appropriations that the reliabil- 
ity, availability, maintainability, and durability criteria specified in 
the program contracts shall have been met] 1983. (10 U.S.C. 2353, 
3012, 4531, 45382; 31 U.S.C. 649c; Department of Defense Appropriation 
Act, 1980; additional authorizing legislation to be proposed.) 





Budget plan 
; Obligations oa 


1981 estimate 























1980 estimate 1981 estimate 1979 actual 1980 estimate 
Program by activities: 
Direct: 
1, Tracked Combat VEhiCles..........sssscscscssssssssesssescsssssssssees 1,425,300 1,641,600 2,241,700 1,366,229 1,591,122 2,163,840 
2. Weapons and other combat vehicles 99,100 182,900 387,200 97,373 183,170 360,800 
if MN OPIIER cnsrnocssinvsnnsscxsvescaivcnbeinistnebonnisostpboete 1,524,400 1,824,500 2,628,900 1,463,602 1,774,292 2,524,640 
SONIA SRE AMUN) docs thas est cavsoscnnttaoiita artic coeeasanasattenzeattas 419,238 400,000 399,000 398,910 380,708 386,360 
10.00 BOOM ytisteetascer caste ceevosss ise ames herein laniiecressaess 1,943,638 2,224,500 3,027,900 1,862,512 2,155,000 2,911,000 
Financing: 
Offsetting collections from: 
11.00 PMPOREM MMR i spats Bicssicasvsisdssisvotssesaveisatonsetksioiadsiveses — 76,503 — 49,900 — 68,300 — 68,304 — 49,900 — 68,300 
13.00 Trust funds........... Se — 372,395 — 350,100 — 330,700 — 363,525 — 350,100 — 330,700 
MOU ~~  TRONROUFIN SOMES 22s. Slecscshdssssssssssjuessevvcsssssssoieiossovesosneosn A) axccsskcenis OORMRMD  scsaasicanisiternraene SPMD ic scssscxsinnscuathlopstianicd besasilonshansd oe 
21.40 Unobligated balance available, start of year: 
FOF COMMMETIOR OT DIA PEA DMMEDOD THINS .a.coseosscNG LEO, foscsoscconssossvssQWlMbe) IecacecccnssnnssseQ MBB QiNT sscchsaconussecescossannsov — 309,614 — 324,292 — 393,792 
Available to finance new budget plans......... LADD -scccatccesscaasccsastesccsas® ~~ sensctssessctucusiaiccoies _ 12,100 sss 








Reprograming from prior year budget plans..................0.000 i 
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24.40 Unobligated balance available, end of year: 
For completion of prior year budget plans 
Available to finance subsequent year budget plans .. 
25.00 Unobligated balance lapsing 


Budget authority 


324,292 
12,100 
aan 


1,506,700 


393,792 510,692 





1,506,700 1,824,500 1,824,500 7 2,628,900 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


1,511,100 
—4,400 


1,506,700 


1,824,100 
_=11700 


1,812,400 


1,511,100 
—4,400 


1,824,100 
_ — 11,700 


1,812,400 
12,100 


2,628,900 


43.00 Appropriation (adjusted) 
50.00 Reappropriation 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 Outlays 


1,430,543 
1,897,397 
— 2,106,865 
26,677 


1,247,753 


1,755,000 
2,106,865 
— 2,490,865 


2,512,000 
2,490,865 
— 3,382,865 


1,371,000 1,620,000 


This appropriation finances the acquisition of tanks; Reimbursable obligations: 
personnel and cargo carriers; and fighting vehicles; 25.0 _ Dther services: Other 
tracked recovery vehicles; self-propelled and towed how- 6.0 _ Supplies and materials... 
itzers; machine guns; mortars; modification of inservice °!? —fauipment 
equipment; initial and replenishment spares, and repair 
parts; and production base support. 99.0 

The 1981 program provides for continued procure- 
ment of XM1 tanks, fighting vehicles, armored recovery 
vehicles, personnel and cargo carriers, 155mm self-pro- 
pelled and towed howitzers, and machine guns. Funds 
are also provided for the initial production of the Divi- 
sion Air Defense Gun System (DIVAD), the XM252 
8lmm mortar, and modification of M60 series tanks, 
155mm and 8-inch self-propelled howitzers, mortar and 
personnel carriers, and the armored vehicle launched 


140,416 
47,470 
211,024 
398,910 
1,862,512 


140,850 
71,145 
168,713 
380,708 
2,155,000 


170,260 
50,300 
165,800 


386,360 
2,911,000 


Total reimbursable obligations 


Total obligations 


PROCUREMENT OF AMMUNITION, ARMY 


For construction, procurement, production, and modification of am- 
munition, and accessories therefor; specialized equipment and train- 
ing devices; expansion of public and private plants, including ammu- 
nition facilities authorized in military construction authorization Acts 


63,840 
360,800 


524,640 
386,360 


911,000 
- 68,300 
330,700 


393,792 


bridge. 


Object Classification (in thousands of dollars) 


Identification code 21-2033-0-1-051 1979 actual 


Direct obligations: 
25.0 — Other services: Other 
26.0 Supplies and materials 
31.0 — Equipment 


511,667 
172,978 
778,957 


Total direct obligations 1,463,602 





Identification code 21-2034-0-1-051 


Program by activities: 
Direct: 
1. Ammunition 
2. Ammunition production base support 


Total direct 
Reimbursable (total) ... 


10.00 NEN tea io an, sscuasslbvaicavone 


Financing: 

Offsetting collections from: 
11.00 Federal funds 
13.00 ‘Trust funds 
14.00 Non-Federal sources 
21.40 Unobligated balance available, start of year: 

of prior year budget plans 
Reprograming from prior year budget plans 


or authorized by section 2673, title 10, United States Code, and the 
land necessary therefor, without regard to section 4774, title 10, 
United States Code, for the foregoing purposes, and such lands and 
interests therein, may be acquired, and construction prosecuted there- 
on prior to approval of title as required by section 355, Revised 
Statutes, as amended; and procurement and installation of equip- 
ment, appliances, and machine tools in public and private plants; 
reserve plant and Government and contractor-owned equipment 
layaway; and other expenses necessary for the foregoing purposes; 
[[$1,232,800,000] $1,513,500,000, to remain available for obligation 
until September 30, [1982] 1983. (10 U.S.C. 2353, 3012, 4531, 4522; 31 
U.S.C. 649c; Department of Defense Appropriation Act, 1980; addition- 
al authorizing legislation to be proposed for $12,670,000.) 


1980 est. 1981 est 


659,380 
194,780 
Pin 
1,774,292 


961,225 
276,555 
1,286,860 


2,524,640 


Program and Financing (in thousands of dollars) 


Budget plan 
(amounts for procurement actions programed) 


1979 actual 1980 estimate 


; Obligations 


1981 estimate 1979 actual 1980 estimate 1981 estimate 


954,500 
240,100 


1,194,600 
— 


“1,641,208 


879,000 
353,800 


1,232,800 
400,000 


1,632,800 


1,189,200 
324,300 


1,513,500 
450,000 


1,963,500 


888,039 
240,460 


1,128,499 
“373080 


1,501,579 


873,806 
322,586 


1,196,392 
376,608 


1,573,000 


1,103,677 
__ 358,800 


1,462,477 
444 523 


1,907,000 


— 257,000 
— 143,000 


— 300,000 
— 150,000 


— 341,294 
— 38,629 
— 138 


— 244,000 
— 137,000 


— 300,000 
— 150,000 


— 451,547 
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General and special funds—Continued 
PROCUREMENT OF AMMUNITION, ARMy—Continued 
Program and Financing (in thousands of dollars) —Continued 





judget plan : 
(amounts for procurement actions programed) Obligations 


Identification code 21-2034-0-1-051 





1979 actual 1980 estimate 1981 estimate 1979 actual 1980 estimate 1981 estimate 





24.40 Unobligated balance available, end of year: For completion of 
prior year budget plans 


25.00 Unobligated balance lapsing 45,248 


479,382 
45,248 


520,182 976,682 





Budget authority 1,194,600 


1,232,800 1,513,500 1,194,600 1,232,800 1,513,500 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


1,218,100 
— 53,500 


1,218,100 
— 53,500 


1,232,800 1,513,500 1,232,800 1,513,500 





43.00 
50.00 


Appropriation (adjusted) 
Reappropriation 


1,164,600 
30,000 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year.. 
Obligated balance, end of year 
Adjustments in expired accounts. 


71.00 
72.40 
74.40 
77.00 


$0.00 Outlays 


1,121,518 
1,290,556 
— 1,473,332 
19,343 


958,085 


1,192,000 
1,473,332 
— 1,666,332 


1,457,000 
1,666,332 
— 1,985,332 





999,000 


1,138,000 





This appropriation finances the acquisition of ammu- 
nition, modification of inservice stock, and related pro- 
duction base support including the maintenance, expan- 
sion, and modernization of industrial facilities and 
equipment. 

The 1981 program provides for worldwide training 
consumption and losses from inventory through the 
1981 funded delivery period; procurement of modern 
hardware; and buildup of war reserve stocks to meet 
authorized acquisition objectives. This year’s program 
includes funds for over 50 different types of ammuni- 
tion and provides the 18th increment of a multiyear 
effort to rehabilitate and improve the Army’s industrial 
base. 


Object Classification (in thousands of dollars) 


\dentification code 21-2034-0-1-051 


1979 actual 1980 est. 1981 est. 





Direct obligations: 
Transportation of things 
Other services: Other 
Supplies and materials .. 
Equipment 


22.0 
25.0 
26.0 
31.0 


379,176 
744,809 
2,319 


1,128,499 


19,539 
1,196,392 1,462,477 





Total direct obligations 


Reimbursable obligations: 


25.0 — Other services: Other 125,355 183,210 195,570 


246,233 
1,492 


373,080 


191,729 
1,669 


376,608 
"1,573,000 


246,884 
2,069 


444,523 
~ 1,907,000 


Supplies and materials 
Equipment 


Total reimbursable obligations 


Total obligations 1,501,579 





(mene 


OTHER PROCUREMENT, ARMY 
[ (INCLUDING TRANSFER OF FUNDS) ] 


For construction, procurement, production, and modification of ve- 
hicles, including tactical, support, and nontracked combat vehicles; 
the purchase of not to exceed [sixty-one] one thousand and eighty- 
four passenger motor vehicles for replacement only; communications 
and electronic equipment; other support equipment; spare parts, ord- 
nance and accessories therefor; specialized equipment and training 
devices; expansion of public and private plants, including the land 
necessary therefor, without regard to section 4774, title 10, United 
States Code, for the foregoing purposes, and such lands and interests 
therein, may be acquired, and construction prosecuted thereon prior 
to approval of title as required by section 355, Revised Statutes, as 
amended; and procurement and installation of equipment, appliances, 
and machine tools in public and private plants; reserve plant and 
Government and contractor-owned equipment layaway; and other ex- 
penses necessary for the foregoing purposes; [$1,435,410,000, and in 
addition, $47,000,000 which shall be derived by transfer from “Other 
Procurement, Army, 1979/1981} $2,129,758,000, to remain available 
for obligation until September 30, [1982] 1983. (10 U.S.C. 2358, 3012, 
4531, 4532; 31 U.S.C. 649c; Department of Defense Appropriation Act, 
1980.) 


Program and Financing (in thousands of dollars) 


Identification code 21-2035-0-1-051 
1979 actual 


Program by activities: 
Direct: 
1. Tactical and support vehicles 
2. Communications and electronics equipment .. 
3. Other support equipment 


239,310 
1,024,722 
345,918 


1,609,950 
275,339 


1,885,289 


Total direct 
Reimbursable (total) 


10.00 Total 


udget plan 
(amounts for procurement actions programed) oe 


Obligations 


1979 actual 1980 estimate 


1980 estimate 1981 estimate 


1981 estimate 


144,434 
1,327,546 
468,728 


1,940,708 
207.292 


2,148,000 


233,800 
1,347,158 
548,800 


2,129,758 
200,000 


2,329,758 


234,343 
1,068,974 
347,524 


1,650,841 
272,569 


1,923,410 


203,610 
843,852 
385,018 


1,432,480 
191,520 


1,624,000 


86,000 
976,410 
392,400 


1,454,810 
200,000 


1,654,810 











imate 





144,434 
327,546 
468,28 


940,708 
207,292 


148,000 
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Financing: 
Offsetting collections from: 
11.00 DENN risen ete en eet an aes — 150,347 — 120,000 — 120,000 — 148,040 — 111,700 —-120,000 
13.00 Trust funds............... — 124,914 — 80,000 — 80,000 — 113,855 — 69,900 — 80,000 
14.00 — Non-Federal sources A cates cat a bas task ey tia pater ra AR 0 caitd aot a wraas ees egc eee 
21.40 Unobligated balance available, start of year: 
For completion of prior year budget plans................00..0000 — 802,373 —102,817 —115,227 
RT UC CU RUNNIN MO a A ees ccicctssecae 
ITN ONE CNN a nc sR REI 2h cael ee saa MSS 2 cdi cose cents ara ae 
24.40 Unobligated balance available, end of year: 
RETIN IRIN OMI EM sc acct casos UeSeaiheace oeeauns 702,817 715,227 896,985 
Available to finance subsequent budget plans ... REID <ssccsscessccscsscegleeOet (AINE... cB ds 
25.00 Unobligated balance lapsing ..............cccccsscsssesecsesssssesssessseeseee ; { 48,136 SEBS Ses iscsccthsstebs 
UNE MTN ou 5ccs scan cxtuckctescectscesseesceschadaussicrsouss 1,656,950 1,454,810 2,129,758 1,656,950 1,454,810 2,129,758 
Budget authority: 
Ree MOIR ERM III tinmots os irc... cetera Lute 1,650,850 1,435,410 2,129,758 1,650,850 1,435,410 2,129,758 
42.00 Transferred to other accounts.............. — 33,900 —7 00 ......._._. — 33,900 AE pce soscsenians 
43.00 Appropriation (adjusted) 1,616,950 1,407,810 2,129,758 1,616,950 1,407,810 2,129,758 
50.00 PENN ccc os cassaiccdseasticensaslice 40,000 MOI ccsckaiss zie 40,000 cise 
Relation of obligations to outlays: 
Ir Oa TUN escalate eR re ea a Oe hie 1,661,371 1,442,400 1,948,000 
72.40 Obligated balance, start of year.. 1,478,527 2,019,830 2,169,230 
74.40 Obligated balance, end of year........ — 2,019,830 — 2,169,230 — 2,650,230 
IM INas SEM MURTME TOUR MOMS GOMES LT ECHMNUNES een Soc kcobheccdRcsssssacivccaniasconstde sehen davonesscousissonssleQhse clpdebes Ded sescuccaavctonssticasosssas LE AGS  wiccestigen \-cissthatitcoynabescciscusbieee 
90.00 NM rere ese Pecado rectaesbnssasnattcucrucies eh eae datovise ULL AER 1,138,561 1,293,000 1,467,000 
This appropriation finances the acquisition of: (a) tac- 31.0 Equipment... ssseessseeesnseesnnseeten 978,193 695,760 jf 982,628 
tical and commercial vehicles including trucks, semi- Total direct obligations... 1,650,841 1,432,480 1,940,708 
trailers, and trailers of all types to provide mobility and iid eile iii <= ap 
utility support to field forces and the worldwide logisti- pence 
: : : ; 25.0 Other services: Other...............cccscsseecssesssees 75,502 94,553 96,360 
cal system; (b) communications and electronics equip- 9 Supplies and materials 35,434 42.330 43,130 
ment of all types to provide fixed, semifixed, and mobile 31.0 _ Equipment 161,633 54,637 67,802 
strategic and tactical communications equipment; (c) Total reimbursable obligations... 272,569 191,520 —«207,292 
other support equipment such as chemical defensive ve. ee 
equipment, tactical bridging, shop sets, construction 99.0 Total obligations ................ccccsseccsssees 1,923,410 1,624,000 2,148,000 


equipment, floating and rail equipment, generators and 
power units, material handling equipment, medical sup- 
port equipment, special equipment for user testing, and 
nonsystem training devices. In each of these activities 
funds are also included for modification of in-service 
equipment, investment spares and repair parts, and 
production base support. 


Object Classification (in thousands of dollars) 


Identification code 21-2035-0-1-051 











1979 actual 1980 est 1981 ‘a 
Direct obligations: 
22.0 — Transportation of things .............csssssssssssse betniues. to caietlet 
25.0 — Other services: Other 457,283 508,920 661,830 
26.0 Supplies and materials .............c::ccccssssseeee 214,607 227,800 296,250 


Identification code 17-1506-0-1-051 









1979 actual 
Program by activities: 
Direct: 
MUNIN NUNN gcse cerca ccecs eckeaaeescsowsinichesions 2,416,288 
Gd PAIR OMOTINL ccsssdelesiecscosscccecsnseieosenses baa 40,200 
3. Trainer aircraft... a 250 
4, Other aircraft... 31,700 
5. Modification of aircraft............... 977,303 
6. Aircraft spares and repair parts............... oe 574,668 
7. Aircraft support equipment and facilities........................ ee 296,691 
IN i ass apes ease ogckdesalaValewwite 4,337,100 
Reimbursable (total) ae 16,658 
10.00 I st eccests cc eneac escateachoniscarieasetsos nsssaassstatcbunna 4,353,758 


Bi 


(amounts for procurement actions programed) 





AIRCRAFT PROCUREMENT, NAvy 


For construction, procurement, production, modification, and mod- 
ernization of aircraft, equipment including ordnance, spare parts, and 
accessories therefor; specialized equipment; expansion of public and 
private plants, including the land necessary therefor, and such lands 
and interests therein, may be acquired, and construction prosecuted 
thereon prior to approval of title as required by section 355, Revised 
Statutes, as amended; and procurement and installation of equip- 
ment, appliances, and machine tools in public and private plants; 
reserve plant and Government and contractor-owned equipment 
layaway; [$4,441,446,000] $4,966,300,000, to remain available for obli- 
gation until September 30, [1982] 1983. (10 U.S.C. 5012, 5031, 7201, 
7341; 31 U.S.C. 718; Department of Defense Appropriation Act, 1980; 
additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


udget plan 
: Obligations 2 


1981 estimate 


1980 estimate 1979 actual 1980 estimate 1981 euteits 
2,702,800 3,058,100 2,341,924 2,634,285 2,371,067 
55,400 600 38,954 54,024 3,400 
DIE oSisiiinha abet 14,619 9,792 450 
95,400 45,100 24,242 98,000 33,000 
692,846 680,700 738,922 987,255 886,950 
703,200 943,900 535,398 658,064 901,808 
176,700 237,900 338,601 ___ 199,666 ai 276,500 
4,428,746 4,966,300 4,032,660 4,641,086 4,473,175 
16,700 16,700 __ 14,298 eel 7,914 ee _ 16,825 
4,445,446 4,983,000 4,046,958 4,649,000 4,490,000 
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AIRCRAFT PROCUREMENT, Navy—Continued 
Program and Financing (in thousands of dollars)—Continued 





udget plan 
(amounts for procurement actions programed) 












































Identification code 17-1506-0-1-051 Obligations 
1979 actual 1980 estimate 1981 estimate 1979 actual 1980 estimate 1981 estimate 
Financing: 
Offsetting collections from: 
ASAD sx; Cage MMRIMM MANNS csc cccsccassttasoth habs sastesvnsscassnunesncssavvbone — 1,532 — 12,200 — 8,200 — 1,870 — 12,200 —8,200 
13.00 Trust funds............. — 8,970 —4,000 —8,000 —11,281 2,185 — 8,000 
14.00 Non-Federal sources. —156 —500 — 500 294 — 500 —500 
21.40 Unobligated balance available, start of year: For completion 
OT PIOT: POAT MAMMPGE MANS sncsssissacecsscacnesszsocucsssesecovsssovcéanses — 1,031,212 — 1,305,956 — 1,096,217 
23/40 RAMMEMI RT DANICR MOSENTEO NOON AAOCOUTES sssccpasssessisy («= SRBJR BIO. ansesesssencesgsgustngdstn| [oncoveesunnecasocentannyss _acnnbbesiosencobsordossnobe | bsnsseososeneniSesptangnypdeeeneseenlonsscbSogi 
24.40 Unobligated balance available, end of year: For completion of 
SO MI NNO MRE MR NSS sector coches Sciacca tedbovs =o yoseaceoeuasevcsvpotapdebins yop eeutibs¥sscsovdesuspsee™ aaneNivaeAestodeestctoeee 1,305,956 1,096,217 1,589,217 
25.00 Unobligated balance lapsing............sssscsssescscssssessssssssseseesssses NOOR f ssseicseicss POO A cceicsseacbdepespanies ZO Pea Abert Geek SFT VI sc sandecds eee, 
BMPS TEMNINAN Soca co ese ccaesoccsscohncsscuraszGiossoveonie 4,337,100 4,428,746 4,966,300 4,337,100 4,428,746 4,966,300 
Budget authority: 
PD RMN Sassi Asis cca nash cave Goes jtcécechccosvsssicecses eavdsoores 4,358,700 4,441,446 4,966,300 4,358,700 4,441,446 4,966,300 
41.00 Transferred to other ACCOUNtS .........c...cscsssssssssssesssssssssessesssseess — 21,600 mee LAID: ciacacescaeaceiveterisiekits — 21,600 se EAtIUNl i ierssinattsttlvinidesiirss 
43.00 Appropriation (adjusted) ....................sccsssssessessseeseeese 4,337,100 4,428,746 4,966,300 4,337,100 4,428,746 4,966,300 
Relation of obligations to outlays: 
WAPI Nama NONI NRT NI, 552558565 taasecseshsrondsqsasdsvonvasaconssnssconeadestoeveigobpvonossbessdodseépeetSC&icsacBicadaibialodoaecsialeosestauns 4,034,101 4,638,485 4,473,300 
72.40 Obligated balance, start of year.............. 3,723,923 4,626,523 5,459,008 
74.40 Obligated balance, end of year....... —4,626,523 — 5,459,008 — 5,829,308 
77.00 Adjustments in expired accounts. BGI. *yassdsasehsies taspaandotel , pisiavaeissasas Maes. 
90.00 NAYS ota eatet estes Wwatancteteasstlaectouservta soo toccsoncoachacechepomor eerie seater orzeipaasssiGocicnsnccaenschanal dag Dae RENEE RR oS 3,140,183 3,806,000 4,103,000 
This appropriation provides funds for the procure- SRD i ECMMMMIONE,cs8svcecensdsdosnstecesrsessneeoascaneaecie 3,452,006 3,999,600 3,538,467 
ment of aircraft and related supporting equipment and Total direct obligations ......s.c.sse 4,032,660 4,641,086 4,473,175 
programs. Included are funds for flight simulators and Reimbursable obligations: 
equipments to modify inservice aircraft to extend their 26.0 Supplies and materials ..........sssssssssesssssse 14,298 7,914 16,825 
service life, eliminate safety hazards, and improve their 99.0 Total obligations ...cscccsosetaeaeaeene 4,046,958 4,649,000 4,490,000 


operational effectiveness. Additionally, spares and 
repair parts and ground support equipment for all end 
items procured by this appropriation are included. 
Funds are also provided for procurement of material 
and effort for planned 1982 programs which must be 
ordered in 1981 due to leadtime considerations. 

The 1981 program continues production of the F-14A 
and F/A-18 fighter, CH-53E heavy transport, P-3C 
antisubmarine warfare, E-2C early warning, EA-6B 
electronic fleet support, and the EC-130Q communica- 
tions aircraft. 


Object Classification (in thousands of dollars) 








Identification code 17-1506-0-1-051 1979 actual 1980 est. 1981 est. 
Direct obligations: 

25.0 Other services: Contracts ............ssssssseecsssee 45,256 25,322 22,600 

26.0 Supplies and materials ...........cc...ssssssccssneeees 535,398 616,164 912,108 











WEAPONS PROCUREMENT, NAVY 
[ (INCLUDING TRANSFER OF FUNDS) J 


For construction, procurement, production, modification, and mod- 
ernization of missiles, torpedoes, other weapons, and related support 
equipment including spare parts, and accessories therefor; expansion 
of public and private plants, including the land necessary therefor, 
and such lands and interests therein, may be acquired, and construc- 
tion prosecuted thereon prior to approval of title as required by 
section 355, Revised Statutes, as amended; and procurement and in- 
stallation of equipment, appliances, and machine tools in public and 
private plants; reserve plant and Government and contractor-owned 
equipment layaway; [[$1,988,214,000, and in addition, $8,300,000 
which shall be derived by transfer from “Weapons Procurement, 
Navy, 1979/1981} $2,218,600,000, to remain available for obligation 
until September 30, [1982] 1983. (10 U.S.C. 5012, 5031, 7201; Depart- 
ment of Defense Appropriation Act, 1980; additional authorizing legis- 
lation to be proposed.) 
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Reprograming from prior year budget plans 

22.40 Unobligated balance transferred from other accounts............. 
23.40 Unobligated balance transferred to other accounts ................. 
24.40 Unobligated balance available, end of year: For completion of 
BION VOOR, PRNADCE DNAS: «osc: 2csssacecevscossésocescacavecotoscetecsvarssense 





Available to finance subsequent year budget plans.... A S300) ©... 
25.00 Unobligated balance lapsing .................sccccssssessssecesssseeessseeesseee 126,630 
OU NCU 55s cisincdi avasdgneSbasedosaccacesis 1,931,022 
Budget authority: 
AMM TTA PMMNMINUNEY§.508<Tacscxaoecutcncsosssos Nosnbclulibsckinacndedldscneocctolee 1,955,600 
41.00 Transferred to other ACCOUNts ...............scsccsssecssessseessseecsseesneee —24,578 
43.00 Appropriation (adjusted) ....0.............c:cccccscessseessseeseee 1,931,022 


50.00 NUNN UUUIRIIUR cae shisissichttes or chetiticsssssivieonssoan oben 


Relation of obligations to outlays: 


Pas om EAMODALNONNS: RCAISTICED GU coscsisscssccbsscuccshscschononidscccdecinsvcscadanchsoscoivossdleccecanusestosenteovedevasesos 


72.40 Obligated balance, start of year.. 
74.40 Obligated balance, end of year........ 


AEs sis. s PROLLDSIIIVOTIES HTKGNECAD: ICCOUITES <ccsscecos’ccsvvosnscessadnsusresascasncteenosasovsccvassescesesovoconsssvstevedeustt 
90.00 MNO teas cick, casas asses tsay Ssaee chi send ssc iosbetieepigtas RT 


This appropriation finances the procurement of stra- 
tegic and tactical missiles, target drones, torpedoes, 
guns, associated support equipment and the modifica- 
tion of inservice missiles, torpedoes, and guns. 

1. Ballistic missiles.—This activity funds the procure- 
ment of Trident ballistic missiles, modifications of other 
ballistic missiles, production and fleet support equip- 
ment, and repair parts. Also included are funds for 
supporting Government-owned missile industrial facili- 
ties and for the navigational satellite program. 

2. Other missiles.—Funds requested in this activity 
are for the procurement of tactical missiles and support 
equipment required for fleet air defense, air-to-surface 
and surface-to-surface attack. This activity also provides 
funds for aerial targets, missile modifications, repair 
parts, and Government-owned missile industrial facili- 
ties. 

3. Torpedoes and related equipment.—This request in- 
cludes funds for torpedoes, underwater mobile targets, 















DEPARTMENT OF DEFENSE—MILITARY Federal Funds—Contined 2995) 
Program and Financing (in thousands of dollars) 
Identification code 17—1507-0-1-051 (amounts for pcre ston programed) b = Te 
1979 actual 1980 estimate 1981 estimate 1979 actual 1980 estimate 1981 estimate 
Program by activities: 
Direct: 
STIS NSTIOS G8 15 INC ss Bisa csendccrsansistactonnscas 943,800 804,900 907,500 946,617 867,098 898,032 
Z. OMNCF MISSHOS 5. ancicdecaassis¥ssicscssscone 582,518 695,374 1,049,100 598,674 679,542 907,965 
3. Torpedoes and related equipment... ait 321,130 305,100 168,600 301,643 298,220 219,832 
GATOR WEMIIIS Eo) caaccee8 fac Assn dbesssiostehescesssdevactebitinng HOLE 15,274 156,840 eit 193,400 57,034 120,584 165,066 
OOM see. coisat anvesascsches hacks niessi cited 1,922,722 1,962,214 2,318,600 1,903,968 1,965,444 2,190,895 
Ra MUR NRE LL LNCAB ascot te 6Ss css sansos ide isa oanp tac tnsananpic ioe coi More 6,000 6,000 14,195 22,556 5,105 
10.00 Pit cee ake ee ine PUES wer he! bel 1,935,646 1,968,214 2,324,600 1,918,163 1,988,000 2,196,000 
Financing: 
Offsetting collections from: 
11.00 I he A lina aloc ae esaasenalaiiegaei si cgatb cece — 9,830 —650 — 650 2,828 — 650 — 650 
Nea RN MN 2 nc sius a bepds cdoaticannateth-canasssh eesaaiessis baie — 3,080 — 5,350 —§,350 2,878 — 2,350 —5,350 
14.00 Non-Federal sources...... tee Rcaccen cased SS) Pore MRS EET OK ee tN LS ae ene 
21.40 Unobligated balance available, start of year: 
For completion of prior year budget plans.....................000+- — 997,934 — 870,161 
Available to finance new budget plans......... — 8,300 























ides asec tata cee SSeS 870,161 
wnt caaligcates: t GR sis sscccet ade Is urosesiacliencsiee Slavs 
eee 126600 (<a TT 
1,962,214 2,318,600 1,931,022 1,962,214 2,318,600 
1,988,214 2,318,600 1,955,600 1,988,214 2,318,600 
__ — 34,300 ......... ee — 24,578 HO ............. — 
1,953,914 2,318,600 1,931,022 1,953,914 2,318,600 
EER Secuondes, "ussite Se cristal 
nance testes eR OS GEE 1,923,864 1,985,000 2,190,000 
2,404,006 2,624,697 2,767,697 
— 2,624,697 — 2,767,697 — 3,033,697 
tags Cspot MAD serssreeneeneneene sveeeeneneneeeenenea 
Sea iclons cata eateten pee teh vc tee 1,701,744 1,842,000 1,924,000 





torpedo modifications, repair parts, and special support 
equipment necessary to sustain fleet exercises and 
maintain fleet inventories. 

4. Other weapons.—Included in this activity are funds 
for ship guns (except those funded under Shipbuilding 
and conversion, Navy), machine guns, small arms, and 
the close-in weapon system. Also included are funds for 
modification of other weapons and procurement of 
repair parts and support equipment for maintaining 
these weapons. 


Object Classification (in thousands of dollars) 





1980 est 1981 est. 








Identification code 17-1507-0-1-051 1979 actual 
Direct obligations: 
22.0 Transportation Of things ............ssssssssssseees TG Eee camels 
25.0 — Other services: 
CII hc ee hacirenrceccorseancctroot 15,232 15,723 19,709 
Other 36,175 41,275 48,177 
26.0 Supplies and materials 1,756,465 1,808,208 2,017,895 


PROCUREMENT—Continued 
Federal Funds—Continued 


286 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 








General and special funds—Continued 
WEAPONS PROCUREMENT, Navy—Continued 
Object Classification (in thousands of dollars) —Continued 





Identification code 17-1507-0-1-051 
31.0 


1979 actual 
95,198 
1,903,968 


1980 est. 
100,238 
1,965,444 


1981 est. 
105,114 
2,190,895 





Equipment 





Total direct obligations 








Reimbursable obligations: 
Supplies and materials 
Equipment 


26.0 
31.0 


13,599 
596 


14,195 
1,918,163 


8,480 
14,076 


22,956 
1,988,000 


1,817 
3,288 


5,105 
2,196,000 





Total reimbursable obligations 








99.0 Total obligations 





SHIPBUILDING AND CONVERSION, NAVY 
[ (INCLUDING TRANSFER OF FUNDS) ] 


For expenses necessary for the construction, acquisition, or conver- 
sion of vessels as authorized by law, including armor and armament 
thereof, plant equipment, appliances, and machine tools and installa- 
tion thereof in public and private plants; reserve plant and Govern- 
ment and contractor-owned equipment layaway; procurement of criti- 
cal, long leadtime components and designs for vessels to be construct- 
ed or converted in the future; and expansion of public and private 
plants, including land necessary therefor, and such lands and inter- 


ests therein, may be acquired, and construction prosecuted thereon 
prior to approval of title as required by section 355, Revised Statutes, 
as amended[, as follows: for the Trident submarine program, 
$1,120,850,000; for the T-AK FBM resupply ship conversion program, 
$6,500,000; for the SSN-688 nuclear attack submarine program, 
$772,600,000; and in addition, $21,200,000 which shall be derived by 
transfer from SSN-688 nuclear attack submarine program in “Ship 
building and Conversion, Navy 1979/1983”; for the aircraft carrier 
service life extension program, $44,000,000; for the CVN Nimitz class 
aircraft carrier program, $2,094,000,000; for the DDG-47 Aegis de- 
stroyer program, $820,200,000; for the FFG-7 guided missile frigate 
program, $1,204,200,000; for the T-AGOS SURTASS ship program, 
$34,600,000; for the LSD-41 ship program $41,000,000; for craft outfit- 
ting, post delivery, cost growth, and escalation on prior year pro- 
grams, $433,900,000; and in addition, $55,000,000 which shall be de- 
rived by transfer from DDG-2 modernization program in “Shipbuild- 
ing and Conversion, 1979/1983”; in all: $6,571,850,000, and in addition, 
$76,200,000 to be derived by transfer,]; $6,118,400,000, to remain 
available for obligation until September 30, [1984] 1987: Provided, 
That none of the funds herein provided for the construction or con- 
version of any naval vessel in foreign shipyards for the construction 
or conversion of any naval vessel to be constructed in shipyards in 
the United States shall be expended in foreign shipyards for the 
construction of major components of the hull or superstructure of 
such vessel: Provided further, That none of the funds herein provided 
shall be used for the construction of any naval vessel in foreign 
shipyards. (5 U.S.C. 3103; 10 U.S.C. 5012, 5031, 7296, 7298; 31 U.S.C. 
718; Department of Defense Appropriation Act, 1980; additional 
authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 17-1611-0-1-051 


(amounts for procurement actions programed) 


Budget plan 
Obligations 





1979 actual 


1980 estimate 


1981 estimate 1979 actual 1980 estimate 1981 estimate 





Program by activities: 
Direct: 
1. Fleet ballistic missile ships 
2. Other warships 
3. Amphibious ships 
4. Mine warfare and patrol ships 
5. Auxiliaries, craft, and prior-year program costs 


Total direct 
Reimbursable (total) ... 


198,000 
1,800,100 


1,493,100 
1,981,438 


5,072,638 
_ 6,212 


1,049,650 
3,788,800 
41,000 
1,204,200 
598,700 


6,682,350 
2,000 


1,132,500 
2,618,600 

340,300 
1,019,800 
1,007,200 


6,118,400 
2,000 


928,719 
1,766,131 


911,342 
1,899,447 
41,000 
1,111,854 
843,238 


4,806,881 
419 


1,293,835 
3,315,860 

175,656 
1,677,353 
1,569,950 


8,032,654 
5,346 


997,390 
1,973,071 


5,265,311 
2,402 





10.00 Total 


Financing: 
Offsetting collections from: 
Federal funds 
Trust funds 
Non-Federal sources 
Unobligated balance available, start of year: 
For completion of prior year budget plans 
Available to finance new budget plans 
Reprograming from prior year budget plans 
Unobligated balance transferred from other accounts 
Unobligated balance transferred to other accounts 
Unobligated balance available, end of year: 
For completion of prior year budget plans 
Available to finance subsequent year budget plans .. 
Unobligated balance lapsing 


5,078,850 


11.00 
13.00 
14.00 
21.40 


118,324 


6,684,350 6,120,400 9,267,713 4,831,000 8,038,000 


— 2,000 1,539 


6,241,083 
76,200 
118,324 





Budget authority 5,148,838 


Budget authority: 
40.00 Appropriated 
42.00 Transferred from other accounts 


5,112,600 
36,238 


6,682,350 6,118,400 


6,682,350 


6,118,400 


5,148,838 


6,571,850 6,118,400 5,112,600 


ae 


6,571,850 6,118,400 





43.00 
50.06 


Appropriation (adjusted) 
Reappropriation 


5,148,838 


5,148,838 6,606,150 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 Outlays 


8,036,000 
10,764,147 
— 14,392,147 


§,263,581 
9,270,938 

— 10,148,899 
167,830 


4,553,451 


4,833,248 
10,148,899 
— 10,764,147 





4,218,000 4,408,000 








DEPARTMENT OF DEFENSE—MILITARY 


This appropriation finances the construction of new 
ships and the conversion of existing ships, including 
hull, mechanical, and electrical equipment, electronics, 
guns, torpedo and missile launching systems, and com- 
munication systems. 

1. Fleet ballistic missile ships.—Funds requested in 
this activity are for one Trident class ballistic missile 
submarine long-leadtime equipment for future Trident 
submarines, and conversion of a ballistic missile sup- 
port ship. 

2. Other warships.—The 1981 request includes a nu- 
clear-powered attack submarine, the third and fourth 
ships of a new class of guided missile destroyers armed 
with the Aegis air defense system and an aircraft carri- 
er service life extension. Advance procurement funds 
are included for additional nuclear attack submarines 
and for modernization of older carriers. 

3. Amphibious Ships.—This activity contains the 
LSD-41 which is the lead ship of a new class of am- 
phibious ships. 

4, Mine warfare and patrol ships.—This activity re- 
quests funds for four guided missile frigates, continuing 
a long-range program of procurement of this type of 
ship. 

5. Auxiliaries, craft, and prior-year program costs.— 
Funds in this activity will procure five towed array 
sonar ships and a rescue and salvage ship. Funds are 
also included for landing craft, service craft, outfiting 
material, and post delivery costs. $0.2 billion is request- 
ed in this budget activity for inflation on basic ship- 
building contracts for prior year programs. 


Object Classification (in thousands of dollars) 





Identification code 17-1611-0-1-051 1979 actual 1980 est 1981 est 





Direct obligations: 
22.0 Transportation of things 


287 


Other services: 
94,846 
63,231 
60,000 
5,045,134 


Total direct obligations 5,265,311 


73,410 
48,950 
40,736 
4,643,785 


4,806,881 


154,764 
103,177 
120,286 
7,654,427 


8,032,654 


Supplies and materials 
Equipment 


Reimbursable obligations: 
25.0 — Other services: 
1,513 503 


945 315 
26.0 Supplies and materials .... 165 55 


31.0 — Equipment 21,496 4,473 
24,119 
4,831,000 


Total reimbursable obligations 


99.0 Total obligations 


“5,267,713 


8,038,000 





OTHER PROCUREMENT, NAvy 


[ (INCLUDING TRANSFER OF FUNDS)] 


For procurement, production, and modernization of support equip- 
ment and materials not otherwise provided for, Navy ordnance and 
ammunition (except ordnance for new aircraft, new ships, and ships 
authorized for conversion); the purchase of not to exceed [three 
hundred and twenty-seven] one hundred and seventy-seven passenger 
motor vehicles for replacement only; expansion of public and private 
plants, including the land necessary therefor, and such lands and 
interests therein, maybe acquired, and construction prosecuted there- 
on prior to approval of title as required by section 355, Revised 
Statutes, as amended; and procurement and installation of equip- 
ment, appliances, and machine tools in public and private plants; 
reserve plant and Government and contractor-owned equipment 
layaway; [[$2,590,056,000, and in addition, $34,700,000, of which 
$29,600,000 shall be derived by transfer from “Other Precurement, 
Navy, 1978/1980”, and $5,100,000 shall be derived by transfer from 
“Other Procurement, Navy, 1979/1981] $3,081,447,000, to remain 
available for obligation until September 30, [1982] 1982. (10 U.S.C. 
5012, 5031; 31 U.S.C. 718; Department of Defense Appropriation Act, 


Program and Financing (in thousands of dollars) 





Identification code 17-1810-0-1-051 


1979 actual 


Program by activities: 
Direct: 

1. Ship support equipment 
2. Communications and electronics equipment 
3. Aviation support equipment 
4. Ordnance support equipment 
5. Civil engineering support equipment 
6. Supply support equipment 
7. Personnel and command support equipment 


$35,231 
942,204 
342,864 
489,619 
113,797 

40,861 
136,888 


2,601,464 
32,169 


2,633,633 


Total direct 
Reimbursable (total) 


10.00 Total 
Financing: 
Offsetting collections from: 
Federal funds 

13.00 Trust funds 

14.00 Non-Federal sources. 

21.40 Unobligated balance available, start of year: 
For completion of prior year budget plans 
Available to finance new budget plans 

Reprograming from prior year budget plans 

24.40 Unobligated balance available, end of year:....... 
For completion of prior year budget pians 
Available to finance subsequent year budget plans 


11.00 — 22,921 


Budget plan 
(amounts for procurement actions programed) 


1980 estimate 


2,624,756 


2,630,756 





Obligations 


1981 estimate 


1979 actual 1980 estimate 1981 estimate 


612,753 
1,024,153 
303,118 
436,023 
90,607 
44,776 
113,326 


709,914 
1,036,199 
403,708 
618,204 
63,986 
70,499 
178,937 


3,081,447 
6,000 


3,087,447 


497,499 
925,391 
325,354 
483,100 
105,201 

10,303 
128,071 


2,474,919 
10,681 


2,485,600 


598,179 
997,074 
326,435 
429,429 
100,249 

48,506 
120,109 


2,619,981 
29,019 


2,649,000 


695,146 
1,005,668 
375,051 
577,144 
70,650 
67,966 
159,558 


2,951,183 
12,817 


2,964,000 


6,000 


— 2,500 
— 2,000 


— 2,500 
— 2,000 


— 10,735 —6,331 
—8,598 17,540 
105 — 1,500 


— 2,500 
— 2,000 
—1,500 
— 134,076 


—195,391 —761,438 
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Identification code 17-1810-0-1-051 


Budget pl 
(amounts for procurement 
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OTHER PROCUREMENT, NAvy—Continued 
Program and Financing (in thousands of dollars) —Continued 


| 
Obligations 


1981 estimate 


jan 
actions programed) 

















This appropriation finances the procurement of major 
equipment and weapons other than ships, aircraft, mis- 
siles, torpedoes, and ship guns. Such equipments range 
from the latest electronic sensors for updating our 
naval forces to trucks, training equipment, and spare 
parts. 


1. Ship support equipment.—This activity finances the 
procurement of shipboard components, including re- 
placement of nuclear reactor cores, for active fleet ship 
maintenance and modernization. 

2. Communications and electronics equipment.—Funds 
requested in this activity are for the procurement of 
communications and electronics equipment for ships 
and shore-based activities. 

3. Aviation support equipment.—This activity funds 
the procurement of sonobuoys, air-launched ordnance, 
and aircraft support equipment. 

4. Ordnance support equipment.—This activity fi- 
nances the procurement of ship-launched ordnance, 
shipboard missile and fire control systems, mine sup- 
port equipment, and fleet ballistic missile support and 
training equipment. 

5. Civil engineering support equipment.—Funds in- 
cluded in this activity are for procurement of construc- 
tion, weight-handling, and transportation equipment. 

6. Supply support equipment.—Procurement of self- 
propelled and automated materials handling equipment 
to support the Navy supply system is financed within 
this activity. 

7. Personnel and command support equipment.—This 
activity finances the procurement of training, industri- 
al, photographic, printing, and oceanographic equip- 
ment for activities supported by the Chief of Naval 





90.00 AERIS. A ATZ ALIN CIN IRE BR es LIA I TSR RT aac 





1979 actual 1980 estimate 1981 estimate 1979 actual 1980 estimate 
Program by activities: 
Direct: 
25.00 Unobligated balance lapsing...................scecsssessssseescssseecssneeeesne 41,427 BANOO Facsisseitenescstee 41,427 SHIUO. ia ieee 
RESET AMTOONIN 5555s aesssnsosnsesssvsssoosacysconn chs tps sBARTOQ 2,603,814 2,624,756 3,081,447 2,603,814 2,624,756 3,081,447 
Budget authority: 
40.00 Appropriation... gunnilpeia ahbens 2,641,600 2,990,056 3,081,447 2,641,600 2,590,056 3,081,447 
41.00 Transferred to other ACCOUNS ...........cccccceccessessesseesessessessessees BI TOG sssccsnccrtectonntilesit nates niiean nicetesstes Le BR RRO NGS cd. chevetmehar athwktneaataeee 
43.00 Appropriation (adjusted) ...................cccssssecsssseecssseeee 2,603,814 2,590,056 3,081,447 2,603,814 2,590,056 3,081,447 
50.00 REM ONEINTION  cichestisssaterns hater eae AtRNIGR) Bissseasccsevestsessonssis SASTAID cc atsccstiyScisssoateronreares. catia rrotttccaoariat SRPOG voctecastsosetinisnaate 
Relation of obligations to outlays: 
PMNs MENNONITES ONL Coo conch hoa ooo Sep cs ec ovc ss casvionseasweovese ronastssapasvovctsvensskcrSccvsvossr) erbiecbisécssosg aes tbat vsusaaiineitseestpeetlinnatetrs 2,466,372 2,658,709 2,958,000 
72.40 Obligated balance, start of year 2,925,584 3,422,211 3,731,920 
74.40 Obligated balance, end of year........ — 3,422,211 — 3,731,920 — 4,258,920 
FT GO  PRSUNMCINS. WCRI SACOM 5 crv 85554552 <asscs ce astasstin soc tbnascsvnsssconasseonnssevenssonosesgnonssssvntstobelocssll cdots niobateceotivanstetabonecheaseate ROO, Asp RSE Nat conten, ceaeee 
sis cincaanbeantreattidrarous sua aciccrctes 1,982,745 2,431,000 


2,349,000 


Operations, the Bureau of Medicine and Surgery, and 
the fleet headquarters commands. 


Object Classification (in thousands of dollars) 


Identification code 17-1810-0-1-051 


Direct obligations: 
22.0 — Transportation of thingS .............ccssccseesseeeee 2,820 
25.0 — Other services: 


1979 actual 1980 est. 1981 est. 























Purchases from industrial funds............. 34,609 36,680 41,257 
a 71,691 75,979 85,461 
OTIVRY ees aeexiosse cas betbarisao dtd ivsssncencstucrnntsts 37,081 39,300 44 204 
26.0 Supplies and materials .. = 568,563 602,596 677,798 
FEL AEAMUMIYVOING 5 cacceseccutsascesisssss nsecosscazavedfeotenicaers 1,760,155 1,865,426 2,102,463 
Total direct obligations.................006. 2,474,919 2,619,981 l 2,951,183 
Reimbursable obligations: Miao Soe 

25.0 — Other services: 
Purchases from industrial funds ............. 150 410 179 
REIS sess cats zestccbst ots ysseescsaevsbe Es 310 1,064 3722 
HIN scoters e 160 224 192 
26.0 Supplies and materials .. sie 2,457 6,730 2,948 
SLO" MARMION avossicsisrscectascostaastevnaarn . I 20,591 9,126 
Total reimbursable obligations... ‘ 10,681 __ 29,019 = _ 12817 
99.0 Total obligations .....cc:esnemenes 2,485,600 2,649,000 2,964,000 








PROCUREMENT, MARINE CORPS 


For expenses necessary for the procurement, manufacture, and 
modification of missiles, armament, ammunition, military equipment, 
spare parts, and accessories therefor; plant equipment, appliances, 
and machine tools, and installation thereof in public and private 
plants; reserve plant and Government and contractor-owner equip- 
ment layaway; and vehicles for the Marine Corps, including purchase 
of not to exceed [one hundred and forty-six] eighty-nine passenger 
motor vehicles for replacement only; [$283,785,000] $467,600,000, to 
remain available for obligation until September 30, [1982] 1983. (10 
U.S.C. 5031, 7201; 31 U.S.C. 718; Department of Defense Appropriation 
Act, 1980; additional authorizing legislation to be proposed for 
$161,158,000.) 
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DEPARTMENT OF DEFENSE—MILITARY Federal Funds—Continued 289 
Program and Financing (in thousands of dollars) 
identification code 17-1109-0-1-051 (amounts for ere programed) einige Obligations 
1979 actual 1980 estimate 1981 estimate 1979 actual 1980 estimate 1981 estimate 
Program by activities: 
Direct: 
I OMAUCCIND esc cse hese cca taiccacebtusdatonncsaxscatecc 66,597 72,514 80,826 65,628 75,120 79,850 
2. Weapons and combat vehicles .... 56,192 38,200 87,815 54,556 30,822 89,370 
3. Guided missiles and equipment.................... 23,013 20,500 73,343 23,539 20,561 76,615 
4. Communications and electronics equipment . 157,395 94,775 91,458 85,722 150,682 101,044 
5. SUMO MM IMNES <docussscsssctedlchcvccs.secsdonssticos Bd 23,227 28,700 Oden: BK eas 27,977 28,879 
6. Engineer and other equipment..................cccsssssseesessenssees 29,576 29,096 48 836 41,517 41,743 35,852 
ING ces ssussiteedas acca scuicpaaicasncctanaiy 356,000 283,785 467,600 270,962 346,905 411,610 
PNM A OGIED xs Sustictcidessansa saaznceseatosicastécheiedasenscsonsones __ 390 sais ee scconsosnnaonncesnstnte_saneeunpenesseansn 1,095 390 
10.00 IMIR edie Cicaca soups tis abavesbobusus Scot caspapcn 356,390 283,785 467,600 270,962 348,000 412,000 
Financing: 
11.00 Offsetting collections from: Federal fUNdS ..............sssssssesssseeee SIRI ics sacansstas eta Nak Pd naeacese Seacbacateaten Mo -scsctcccscssecessciicssdle ate aeigelaas 
I UR TIN RTE OO  Sscosacsadososoceeescacis | sasbacosocetsansnnnssasegans _. vecaesscaonssscMetadabeeucep-(atszctcecgs eartedegs wn Fassicsscccinitbistsessheact 0 cacti tics 
21.40 Unobligated balance available, start of year: For completion 
DU PCNN IMM BNTE RONG cscs cc BET dciccsasvssconccossS Oa saan SRI GP ORS, OE — 129,792 — 206,869 — 142,654 
Reprograming from prior year budget plans...................0.000e« TREN, socscoicscccesatec RE cccctacrcecncnarcasccreoesn, . .Sopmiceiad ee ee ee 
24.40 Unobligated balance available, end of year: For completion of 
NEN shoei ct sca cscklbics ised IRAN RN et Piece eS Magee ermine se 206,869 142,654 198,254 
25.00 Unobligated balance lapsing Ol 2 eee eee eee. CTA scious. ct eh rss ses acai. 
40.00 Budget authority (appropriation)........................0.. 356,000 283,785 467,600 356,000 283,785 467,600 
Relation of obligations to outlays: a 
aM ER NE Ghose tees ciacsodasacacsictons ceca sco cicocaase eased ohne ob EE a OE 270,248 348,000 412,000 
72.40 Obligated balance, start of year.. 722,896 591,377 566,377 
74.40 Obligated balance, end of year.... — 591,377 — 566,377 — 627,377 
on Fa OURS, NICs cases cacncscbcd ines docasne oso RRR a ocho ap a see AS ERE ieee eee eens 
90.00 RON ae esha cocaine eats nses eaca SS A paste et cts re 373,000 351,000 


404,400 





This appropriation provides the Marine Corps with 
weapons, ammunition, missiles, combat vehicles, and 
communications and support equipment for use by the 
ground element of the Marine general purpose forces, 
including four divisions and force troop, tank, and am- 
phibious tractor battalions. 


Object Classification (in thousands of dollars) 





1981 est. 











identification code 17-1109-0-1-051 1979 actual 1980 est 
Direct obligations: 
26.0 — Supplies and materials ...............csssssssssesssese 65,628 76,452 107,272 
DAUM RAMMED 55 iecsestsceessessscilcssessleicensrinasenanin 205,334 270,453 ou 304,338 
Total direct obligationS..................00e+ 270,962 346,905 411,610 
Reimbursable obligations: 
SUNN IE Se cata ceLeeccdSoiacsiacoscovsssere  soosotcsiseesione 109 = 390 
99.0 Total obligations .............scscscsssseseeesseee 270,962 348,000 412,000 





AIRCRAFT PROCUREMENT, AIR FORCE 


[ (INCLUDING TRANSFER OF FUNDS) ] 


[In addition to any other funds authorized to be appropriated 
under this heading, there is hereby authorized to be appropriated 
during fiscal year 1980 an additional amount of $75,400,000 only for 






310-100 0 - 80 - 19 





the procurement of F-100 engine initial and replenishment spare 
parts.] 

For construction, procurement, and modification of aircraft and 
equipment, including armor and armament, specialized ground han- 
dling equipment, and training devices, spare parts, and accessories 
therefor; specialized equipment; expansion of public and private 
plants, Government-owned equipment and installation thereof in such 
plants, erection of structures, and acquisition of land without regard 
to section 9774 of title 10, United States Code, for the foregoing 
purposes, and such lands and interests therein may be acquired, and 
construction prosecuted thereon prior to the approval of title as re- 
quired by section 355, Revised Statutes, as amended; reserve plant 
and Government and contractor-owned equipment layaway; and other 
expenses necessary for the foregoing purposes including rents and 
transportation of things; [$7,965,240,000, and in addition, $13,800,000, 
which shall be derived by transfer from “Aircraft Procurement, Air 
Force 1979/1981"]} $8,555,043,000, of which [[$243,100,000] 
$413,100,000 shall be available for contribution of the United States’ 
share of the cost of the acquisition by the North Atlantic Treaty 
Organization of an Airborne Early Warning and Control System 
(AWACS) and, in addition, the Department of Defense may make a 
commitment to the North Atlantic Treaty Organization to assume the 
United States’ share of contingent liability in connection with the 
NATO E-3A Cooperative Programme, [and in addition, $106,000,000 
from the proceeds of the sale of aircraft to Egypt received during 
fiscal year 1979 or fiscal year 1980 may be credited to this appropri- 
ation,] to remain available for obligation until September 30, [1982] 
1983. (5 U.S.C. 3109; 10 U.S.C. 2271-79, 2353, 2386, 2663, 2672, 2672a, 
8012, 8062, 9501-02, 9505, 9531-32, 9741-42; 31 U.S.C. 649c, 718; 50 
U.S.C. 451, 453, 455; Department of Defense Appropriation Act, 1980; 
additional authorizing legislation to be proposed.) 


PROCUREMENT—Continued 
Federal Funds—Continued 


290 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198} 








General and special funds—Continued 
AIRCRAFT PROCUREMENT, AIR Force—Continued 


Program and Financing (in thousands of dollars) 
Budget plan 


(amounts for procurement actions programed) Obligations 


Identification code 57-3010-0-1-051 


1979 actual 





1981 estimate 1980 estimate 


1981 estimate 


1979 actual 1980 estimate 


Program by activities: 
Direct: 

1. Combat aircraft 
2. Airlift aircraft 
3. Other aircraft 
4. Modification of inservice aircraft... 
5. Aircraft spares and repair parts 
6. Aircraft support equipment and facilities 


3,957,000 
67,500 
10,200 

943,700 

1,193,500 

765,507 


6,937,407 
491,247 


7,428,654 


Total direct 
Reimbursable (total) 


Total 
Financing: 
Offsetting collections from: 
Federal funds 
Trust funds 
Non-Federal sources 
Unobligated balance available, start of year: 
For completion of prior year budget plans 
Available to finance new budget plans 
Reprograming from prior year budget plans 
Unobligated balance transferred from other accounts .... 
Unobligated balance transferred to other accounts 
Unobligated balance available, end of year: ............... 
For completion of prior year budget plans 
Available to finance subsequent year budget plans 
Unobligated balance lapsing 


Budget authority 


10.00 


11.00 
13.00 
14.00 
21.40 


— 121,359 
— 80,100 
80,100 


110,659 


6,871,107 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 
50.00 


6,893,307 
— 22,200 


Appropriation (adjusted) 6,871,107 


Reappropriation 





Relation of obligations to outlays: 
71.00 Obligations incurred net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.40 Adjustments in expired accounts... 


90.00 Outlays 


Status of Direct Loans (in thousands of dollars) 


Identification code 57-3010-01-1-051 





1979 actual 


1980 est 1981 est 





Position with respect to limitation on 
direct loans: 
1110 — Limitation on obligations: Appropriation 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2400 Repayments, prepayments, loan sales 


2900 Outstanding, end of year 


92,500 


32,500 
[eee a 


42,500 32,500 22,500 


42,500 
— 10,000 





This appropriation provides for procurement of air- 
craft, and for modification of inservice aircraft to im- 
prove safety and enhance operational effectiveness. It 
also provides for investment spare and repair parts in- 
cluding spare engines, replenishment spares, and other 
support equipment to include aerospace ground equip- 
ment and industrial facilities. In addition, funds are 
provided for the procurement of flight training simula- 


8,443,516 


3,573,988 
63,615 
8,710 
1,041,660 
1,248,527 
891,450 


» 6,827,950 
“635,488 


7,463,438 


3,804,566 
28,735 
11,800 

1,338,515 

863,873 

1,279,443 


7,326,932 
a 


7,731,000 


3,925,573 
42,000 
85,215 

1,435,803 

1,451,000 

1,443,275 


8,382,866 
262,134 


8,645,000 


3,986,250 
77,220 
43,000 

1,573,900 

1,099,670 

1,302,141 


8,082,181 
361,335 


3,587,800 


103,900 
1,795,800 
1,549,000 
1,518,543 


8,559,043 
266,538 


8,821,581 


— 49,800 
— 347,935 


— 49,800 
— 216,538 


—11,134 
— 89,378 
—173 


— 49,800 
— 347,935 
—200 


— 49,800 
— 216,538 
—200 

— 2,769,714 


— 2,213,608 — 2,856,724 


2,213,608 
13,800 
——_ 


6,871,107 


8,555,043 7,976,181 8,555,043 


7,965,240 
— 2,859 


7,962,381 
13,800 


7,965,240 8,505,043 


— 2,859 


8,995,043 6,893,307 


— 22,200 


7,962,381 6,871,107 


7,302,753 
6,599,188 
— 8,819,439 
55,693 


5,138,195 


7,333,065 
8,819,439 
— 10,380,504 


8,378,462 
10,380,504 
— 12,285, 966 


6,473,000 


5,772,000 


tors to increase combat readiness and to provide for 
more economical training. 

1. Combat aircraft.—Provides aircraft for continued 
force modernization. Included are F-15, F-16, A-10, E- 
3A and KC-10 aircraft. 

2. Airlift aircraft.—Provides aircraft for airlift forces. 
None are requested in 1980. 

3. Other aircraft.—Provides helicopters and other spe 
cialized aircraft. Procurement funds for the TR-1 are 
requested in 1980. 

4. Modification of inservice aircraft.—Provides for 
modification of inservice aircraft and associated trall- 
ing equipment for safety of flight and technical changes 
to improve reliability, improve maintenance, increas 
capability, or provide for a change in mission. 

5. Aircraft spares and repair parts.-—Provides for in 
vestment spares including initial spares for new alt 
craft and replenishment spares for aircraft in the oper 
ational force. 





42,000 
85,215 
1,435,803 
1,451,000 
1,443,215 


8,382,866 
262,134 


8,645,000 


— 49,800 
— 216,538 
—200 


~ 2,856,724 


8,378 462 
10,380,504 
~ 12,285,966 
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DEPARTMENT OF DEFENSE—MILITARY 


6. Aircraft support equipment and facilities.—Pro- 
vides for common aerospace ground equipment for the 
operational force, flight simulators for out-of-production 
aircraft, industrial facilities, war consumables, other 
production charges and the U.S. share of the NATO 
Airborne Warning and Control System program. Includ- 
ed are electronic countermeasure pods, alternate mis- 
sion equipment, and classified projects. 


Object Classification (in thousands of dollars) 


identification code 57-3010-0-1-051 





1979 actual 1980 est. 1981 est. 








Direct obligations: 
31.0 6,827,950 

Reimbursable obligations: 
31.0 Equipment 


99.0 Total obligations 


7,326,932 8,382,866 


635,488 
7,463,438 


404,068 
7,731,000 


262,134 
8,645,000 
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MisstLE PROCUREMENT, AIR FORCE 
[ (INCLUDING TRANSFER OF FUNDS) ] 


For construction, procurement, and modification of missiles, space- 
craft, rockets, and related equipment, including spare parts and acces- 
sories therefor, ground handling equipment, and training devices; 
expansion of public and private plants, Government-owned equipment 
and installation thereof in such plants, erection of structures, and 
acquisition of land without regard to section 9774 of title 10, United 
States Code, for the foregoing purposes, and such lands and interests 
therein, may be acquired and construction prosecuted thereon prior 
to the approval of title as required by section 355, Revised Statutes, as 
amended; reserve plant and Government and contractor-owned equip- 
ment layaway; and other expenses necessary for the foregoing pur- 
poses including rents and transportation of things; [[$2,160,385,000, 
and in addition, $15,000,000, which shall be derived by transfer from 
“Aircraft Procurement, Air Force, 1977/1979] $3,042,284,000, to 
remain available for obligation until September 30, [1982] 1982. (5 
U.S.C. 3109; 10 U.S.C. 2271-79, 2353, 2386, 2663, 2672, 2672a, 8012, 
8062, 9501-02, 9505, 9521-32, 9741-42; 31 U.S.C. 649c, 718; 50 U.S.C. 
451, 453, 455; Department of Defense Appropriation Act 1980; addition- 
al authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Kdentitication code 57-3020-0-1-051 


1979 actual 


1980 estimate 


Budget plan 
(amounts for procurement actions programed) 


Obligations 


1981 estimate 1979 actual 1980 estimate 1981 estimate 





Program by activities: 
Direct: 
1. Ballistic missiles 
2. Other missiles 
3. Modification of inservice missiles... 
4. Spares and repair parts. 
5. Other support 


66,100 
386,900 
32,400 
61,300 
926,300 


108,500 
612,300 
72,800 
94,900 
1,294,485 


139,900 
792,631 
98,092 
143,949 
1,867,712 


202,534 
370,951 
54,274 
61,809 
983,125 


141,671 
520,812 
60,137 
68,301 
1,025,824 


145,687 
956,048 
102,257 
154,393 
1,276,533 





Total direct 
Reimbursable (total) 


1,473,000 
105,112 


2,182,985 
42,857 


3,042,284 
61,223 


1,672,693 
92,264 


1,816,745 
45,255 


2,634,918 
55,082 





10.00 Total 
Financing: 
Offsetting collections from: 
11.00 Federal funds 
13.00 Trust funds 
14.00 Non-Federal sources 
21.40 Unobligated balance available, start of year: 
For completion of prior year budget plans 
Reprograming from (—) or to prior year budget plans 
23.40 Unobligated balance transferred to other accounts 
24.40 + Unobligated balance available, end of year: For completion of 
prior year budget plans 
25.00 Unobligated balance lapsing 


1,578,112 


— 95,951 
— 5,665 


25,120 


2,225,842 3,103,507 1,764,957 1,862,000 2,690,000 


— 30,500 
— 15,341 


— 56,500 
—4,223 


— 94,393 — 30,500 
11,737 —15,341 
—13 —500 


— 56,500 
—4,223 
—500 

— 825,304 


— 588,951 —956,277 


988,951 
25,120 





Budget authority 1,473,000 


2,182,985 3,042,284 1,473,000 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 
42.00 Transferred from other accounts 


1,579,800 
— 106,800 


2,160,385 3,042,284 1,579,800 


— 106,800 





43.00 Appropriation (adjusted) 
50.00 Reappropriation 


2,167,985 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
12.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 Outlays 


1,682,288 
1,503,574 
— 1,639,046 
—9,592 


1,537,223 


1,815,659 
1,639,046 
— 1,847,705 


2,628,777 
1,847,705 
— 2,634,482 


1,607,000 1,842,000 





This appropriation provides for procurement, installa- 
tion, and checkout of strategic ballistic and other mis- 
Siles, modification of inservice missiles, and initial and 
replenishment spare and repair parts for missile sys- 
tems. It also provides for operational space systems, 
boosters, payloads, drones, associated ground support 


equipment, nonrecurring maintenance of industrial 
facilities, machine tool modernization and special pro- 
grams support. 

1. Ballistic missiles.—Provides for higher yield re- 
entry vehicles to retrofit two portions of the Minute- 
man III missile inventory. 
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2. Other missiles.—Provides initial procurement of 
the ground-launched cruise missile for theater nuclear 
forces and continued procurement of the air-launched 
cruise missiles for B-52 aircraft. Also provides for the 
Sparrow and Sidewinder air-to-air missiles, as well as 
for target drones for testing missiles and for training 
aircrews. 


3. Modification of inservice missiles.—Provides for up- 
dating of Minuteman missiles and modification of mis- 
siles to improve reliability and safety, extend service 
life, and to incorporate operational improvements based 
on inservice use. 


4. Spare and repair parts.—Provides for initial and 
replenishment spare and repair parts for ballistic mis- 
siles, other missiles, target drones, aerospace ground 
equipment, training equipment, replacement depot test 
equipment, provisioning documentation, and spares for 
the modification programs. 


5. Other support.—Provides for special program activi- 
ties, modernization of Government-owned production 
facilities, drones for special reconnaissance missions, 
and for the procurement of launch’ vehicles, spacecraft, 
and peculiar ground equipment for operational space 
systems. 


Identification code 57-3080-0-1-051 
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Object Classification (in thousands of dollars) 


Identification code. 57-3020-0-1-051 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
31.0 — Equipment 
Reimbursable obligations: 
31.0 — Equipment 


99.0 Total obligations 


1,672,693 


92,264 
1,764,957 


1,816,745 2,634,918 
45,255 95,082 


1,862,000 2,690,000 





OTHER PROCUREMENT, AIR FORCE 
[ (INCLUDING TRANSFER OF FUNDS) ] 


For procurement and modification of equipment (including ground 
guidance and electronic control equipment, and ground electronic and 
communication equipment), and supplies, materials, and spare parts 
therefor, not otherwise provided for; the purchase of not to exceed 
[one hundred and sixty] four hundred and one passenger motor 
vehicles for replacement only; and expansion of public and private 
plants, Government-owned equipment and installation thereof in such 
plants, erection of structures, and acquisition of land without regard 
to section 9774 of title 10, United States Code, for the foregoing 
purposes, and such lands and interests therein may be acquired, and 
construction prosecuted thereon, prior to the approval of title as 
required by section 355, Revised Statutes, as amended; reserve plant 
and Government and _ contractor-owned equipment layaway; 
[$2,634,031,000, and in addition, $13,600,000, of which $10,600,000 
shall be derived by transfer from “Other Procurement, Air Force, 
1979/1981”, and $3,000,000 shall be derived by transfer from “Aircraft 
Procurement, Air Force, 1977/1979} $2,972,687,000, to remain avail- 
able for obligation until September 30, [1982] 1983. (5 U.S.C. 3109: 
10 U.S.C. 2110, 2353, 2386, 8012, 9505, 9531-32; 31 U.S.C. 638a, 638¢, 
a era 50 U.S.C. 491-94; Department of Defense Appropriation Act, 


Program and Financing (in thousands of dollars) 


Budget plan 
(amounts for procurement actions programed) 


Obligations 





1979 actual 





Program by activities: 
Direct: 
1. Munitions and associated equipment 
2. Vehicular equipment 
3. Electronic and telecommunications equipment 
4. Other base maintenance and support equipment 


305,276 
134,490 
524,764 
1,388,180 


2,352,710 
157,244 


2,509,954 


Total direct 
Reimbursable (total) 


10.00 Total 
Financing: 
Offsetting collections from: 
11.00 Federal funds 
13.00 Trust funds 
14.00 Non-Federal sources 
21.40 Unobligated balance available, start of year: 
For completion of prior year budget plans 
Available to finance new budget plans 
Reprograming from prior year budget plans 
23.40 Unobligated balance transferred to other accounts 
24.40 Unobligated balance available, end of year: 
For completion of prior year budget plans 
Available to finance subsequent year budget plans . 
25.00 Unobligated balance lapsing 


Budget authority 


Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 Appropriation (adjusted) 
50.00 Reappropriation 


— 107,092 
— 50,232 


2,363,150 


2,362,250 
— 36,100 


2,326,150 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40  Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 Outlays 


1980 estimate 


_ 1,855,300 


1981 estimate 


1981 estimate 1979 actual 1980 estimate 


244,300 313,064 
127,382 165,177 
506,755 744,525 
1,539,246 1,633,807 


2,417,683 2,856,573 
217,317 162,427 


2,635,000 3,019,000 


295,203 
167,899 
707,759 
1,801,826 


2,972,687 
193,774 


3,166,461 


305,500 
132,041 
526,672 
1,390,629 


2,354,842 
136,840 


2,491,682 


330,882 
157,400 
589,159 


2,632,741 
252,453 


2,885,194 


—179,700 — 86,960 — 176,700 — 179,700 
—9,074 14,668 —10,753 —9,074 
—99 — 5,000 —5,000 


— 176,700 
—10,753 


—715,315 — 838,714 


— 37,000 


— 588,520 


988,520 
10,600 
91,090 


2,363,150 


10,600 


2,632,741 2,972,687 


2,632,741 2,972,687 


2,634,031 2,972,687 


— 14,890 


2,619,141 
13,600 


2,972,687 2,362,250 


— 36,100 


2,326,150 
37,000 


2,634,031 
— 14,890 


2,619,141 


2,825,226 
1,671,320 
— 1,935,546 


2,419,291 
1,434,831 
— 1,642,773 
19,013 


2,230,361 


2,382,547 
1,642,773 
— 1,671,320 


2,561,000 


2,354,000 
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325,226 
371,320 
435,546 


561,000 


ne 




















This appropriation provides for the procurement of 
weapon systems and equipment other than aircraft and 
missiles. Included are munitions, other weapons, vehi- 
cles, electronic and telecommunications systems for 
command and control of operational forces, and ground 
support equipment for weapons systems and supporting 
structure. 

1. Munitions and associated equipment.—Provides air- 
to-ground munitions for the tactical forces and other 
weapons. Included are war reserve stocks and training 
requirements. 

2. Vehicular equipment.—Provides vehicles for the 
operational forces and supporting structure. Included 
are firefighting equipment, passenger carrying, cargo, 
utility, and special purpose vehicles for base operations. 
Also included are self-propelled materials handling 
equipment for tactical and strategic airlift forces. 

3. Electronic and telecommunications equipment.— 
Provides electronic and communication systems for 
command and control of the operational forces and for 
the detection of hostile forces. Included are traffic con- 
trol and landing equipment, tactical air control system 
components, electronic data processing, warning and 
communications devices. 

4, Other base maintenance and support equipment.— 
Provides ground support equipment, not otherwise pro- 
vided with the major weapons system, for operational 
forces and supporting structure. Included are test equip- 









identification code 97-0300-0-1-051 


1979 actual 








Program by activities: 
Direct: Major equipment.................sccscscessssseesssseecesseessssseseesees 274,600 
PROMISING: COOGAN) Cis. thnnsttavsssibessSoclesnedeconssandcssssscdsvecoseose 32,658 
10.00 ccc cseeeciacseualatyibccreceusseearvinsasgserseacis 307,258 
Financing: 
Offsetting collections from: 
BUSY © “PIMC CETUNNS 5 ss s:tsshedoascotossest voces scrtcasedschnvesssctonssbanchoatbess — 31,411 
PRON soe PU USURNEA UMIOES, «1.8.5; 0odo nS NOR tchiaseads Su stccbcasceclactescodsales cubsnsce = 2A i ..- 
21.40 Unobligated balance available, start of year: For completion 
NN MRR ee se apes sctcaassech ancien sntnseveodsbbietocncuciscesensy Jipcanne 
Reprograming from prior year budget plans..................cssssseee —2,052 _......... 
24.40 Unobligated balance available, end of year: For completion of 
PIED 25 23: Secrec bss chscka coastal” tase ceichdeee oo tieen, f Rchenses 
25.00 Unobligated balance lapsing ...!................c.sccssssssssssssssssssssssseees 2052 <ax5:.... 
Re NNN aon dcscccecenccxzoncecstatasesscacscsnsesooses 274,600 
Budget authority: 
I PM B05 Fcccpsecgpaseegsendngnnunensesosis 274,600 
42.00 Transferred from other ACCOUNTS .................ccssssssssssssssssssssssssee — seseseeeeseeesetsseseseesees 
43.00 Appropriation (adjusted) ...............ccccccccseesseessseesseeees 274,600 


Relation of obligations to outlays: 
71.00 Obligations incurred, net.............. 
12.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year..... 
17.00 Adjustments in expired accounts 


90.00 Outlays 


Program and Financing (in thousands of dollars) 


(amounts for procurement actions programed) 
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ment, personal safety and rescue equipment, medical 
and dental equipment, and automated materials han- 
dling equipment for improving the efficiency of the Air 
Force supply and logistics system. 

Object Classification (in thousands of dollars) 


Identification code 57-3080-0-1-051 











1979 actual 1980 est 1981 est. 
Direct obligations: 
SEO EN... 2.2... Lo as 2,354,842 2,417,683 2,856,573 
Reimbursable obligations: 
ED” OO eee as ; 136,840 217,317 162,427 
99.0 Total obligations ................ssssscccesseeeee 2,491,682 2,635,000 3,019,000 








PROCUREMENT, DEFENSE AGENCIES 


For expenses of activities and agencies of the Department of De- 
fense (other than the military departments) necessary for procure- 
ment, production, and modification of equipment, supplies, materials, 
and spare parts therefor, not otherwise provided for; the purchase of 
not to exceed two hundred and [twenty-one] seventy-six passenger 
motor vehicles for replacement only; expansion of public and private 
plants, equipment, and installation thereof in such plants, erection of 
structures, and acquisition of land for the foregoing purposes, and 
such lands and interests therein, may be acquired, and construction 
prosecuted thereon prior to the approval of title as required by sec- 
tion 355, Revised Statutes, as amended; reserve plant and Govern- 
ment and contractor-owned equipment layaway; [[$280,185,000] 
$302,523,000, to remain available for obligation until September 30, 
[1982] 1983. (Department of Defense Appropriation Act, 1980.) 





_ Obligations . 

















1980 estimate 1981 estimate 1979 actual 1980 estimate 1981 anes 
286,375 302,523 272,820 294,490 354,717 
57,352 94,283 7 27,616 R 98,510 " 54,283 
343,727 356,806 300,436 353,000 409,000 
— 57,352 — 54,283 — 33,544 — 57,352 — 54,283 
ies caae eee, - -actpsscnseastcasieen eee m= BIDS  rncsiciheiveseastiaate oi Gren be AMEE, 
ee isciiics. Apne Becicnctcctishem — 145,033 — 151,985 — 142,712 
ccc ceaahlattaay - " Gackcimameren bts 151,985 142,712 90,518 
sesnenanoanensnn_steeneonennnoapennsoe __ 2,052 sisetnennnenetnnenenny—_ sentnneenee senna 
286,375 302,523 274,600 286,375 302,523 
280,185 302,523 274,600 280,185 302,523 
SRG aciantanwneeance «~conapeminaeeaes 6,190 sesseeneennennntn sve 
286,375 302,523 274,600 286,375 302,523 












265,597 295,648 354,717 

238,484 267,678 285,326 

— 267,678 — 285,326 — 349,043 

Sse ti ai B23 eeesensereeseensneene _sneeneenannnrnntnnenn 
elas Ross RARE ISR och 278,000 291,000 


237,225 
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General and special funds—Continued 
PROCUREMENT, DEFENSE AGENCIES—Continued 


This appropriation provides for procurement of capi- 
tal equipment for the Defense Communications Agency, 
the Defense Logistics Agency, and other agencies of the 
Department of Defense. The 1981 program includes pro- 
curement of automatic data processing equipment, 
mechanized materials handling systems, general and 
special purpose vehicular equipment, and communica- 
tions equipment. 


Object Ciassification (in thousands of dollars) 


















































Identification code 97-0300-0-1-051 1979 actual 1980 est. 1981 est. 
Direct obligations: 

BE NI iio sca pines ccassuransnceasisecd 272,820 294,490 354,717 
Reimbursable obligations: 

O10 bo ERO) Sik Ae. ele. 27,616 58,510 54,283 
99.0 Total obligations............sssscsssssseeeses 300,436 353,000 409,000 
PROCUREMENT OF AIRCRAFT AND MissILes, NAvy 
Program and Financing (in thousands of dollars) 

Identification code 17-1505-0-1-051 1979 actual 1980 est. 1981 est. 
Relation of obligations to outlays: 
FAIOD aR IONS TIVCLNT OG, MET Sioch SEU SAE ts RR asadd”  ecesansecesc OO) Ri Gihapetbccestes 
72.40  Obligated balance, start of year... 95,589 93,130 78,130 
74.40 Obligated balance, end of year.............sss.... —93,130 —78,130 — 63,130 
77.00 Adjustments in expired accounts................. VEFAL cscntitetn Me AR 
90.00 UNIV scsssesoacscsscessesscccncacceveretasesscc 14,202 15,000 15,000 
PROCUREMENT OF EQUIPMENT AND MISSILES, ARMY 
Program and Financing (in thousands of dollars) 
Identification code 21-2030-0-1-051 1979 actual 1980 est. 1981 est. 
Relation of obligations to outlays: 
TACHY PU RATS MOCHA, MIGL cs ssccsscssallssasssossisses. asssivestbagidgiy.o, edeconncaseatvead ,dbastielodosbavasies 
72.40 Obligated balance, start of year.............000 18,826 11,281 7,281 
74.40 Obligated balance, end of year.................0 —11,281 —7,281 —6,281 
77.00 Adjustments in expired accounts................. DARL ~ isccan “Rome 
90.00 ROTA SL SRT: ks cissyssonnnsscacbobshtotedges 15,285 4,000 1,000 








RESEARCH, DEVELOPMENT, TEST, AND 
EVALUATION 


Programs in this title support the modernization of 
the Armed Forces through a broad range of activities. 
These include development and testing of full-scale, pre- 
production hardware, development of prototypes, fabri- 
cation of technology-demonstration devices and support 
of military research and exploratory development. This 
work is performed by industrial contractors, Govern- 
ment laboratories, universities and nonprofit organiza- 
tions. 

Research and development programs are funded such 
that each year’s resources normally support a l-year 
increment of activity. 





The budget plan for research, development, test and 
evaluation for 1981 totals $16.5 billion, an increase of 
$3.0 billion over the proposed 1980 level of $13.5 billion. 











Budget plan 

Summary of program by activities: 1979 actual 1980 estimate 1981 estimate 
DS TCIM PODS ceccsslecssssssssstssriocrssdepssosopvosns 2,010,151 2,260,099 2,724,211 

2. Advanced technology development................... 524,512 638,433 611,746 

3. Strategic Programs .........ssssssssssssssssesscsssseesessse 2,142,740 2,199,734 3,373,498 

A, Tactical OBIS 5 desi ccdaies,secsasbin iyscetsccbanstvt 5,092,846 5,225,190 5,757,962 

5. Intelligence and communications................ss+.. 758,831 1,162,853 1,571,279 

6. Defensewide mission SUPPOFt...........-ssessesseee 1,853,539 2,030,495 2,446,804 
Total Gress: ctscnssscdencnnrgitracmnesoi 12,382,619 13,516,804 16,485,500 

















The 1981 Defense R.D.T. & E. program stresses a 
strong technology base, modernization of our strategic 
forces and development of a number of key tactical 
programs to support our commitments to our European 
allies through NATO and to respond rapidly to a vari- 
ety of contingencies. 

1. Technology base.—This activity is composed of re- 
search and exploratory development of technologies 
which have potential applications for defense, and these 
efforts involve the physical, mathematical, environmen- 
tal, engineering, biomedical, and behavioral sciences. 
The 1981 program proposes large real growth to 
strengthen our technology base. 

2. Advanced technology development.—This activity 
supports extensive exploration of promising systems al- 
ternatives and concepts. Efforts for 1981 include pro- 
grams in aeronautics and propulsion, flight simulation, 
biomedical sciences, materials, weapons technology, and 
electronics. 

3. Strategic programs.—This activity funds develop- 
ment of strategic offensive and defensive systems. The 
major increase in funding is for continued full-scale 
development of the M-X missile system. The sea and 
air elements of the strategic triad will also receive sig- 
nificant support. Development work will continue on 
the Trident submarine and Trident I missile which are 
already in production. Additionally, full-scale develop- 
ment of air-launched cruise missiles will be maintained 
to improve the deterrent power of U.S. strategic-bomber 
forces. There will be continued emphasis on space-de- 
fense programs and on programs to explore the feasibil- 
ity of ballistic-missile defense. Also, improvements will 
be developed for missile-attack warning systems and 
command and control systems. 

4. Tactical programs.—This activity supports the de- 
velopment of combat systems for the general purpose 
forces (land, sea and air) of the United States and its 
allies. Major development efforts emphasized in the 
1980 R.D.T. & E. program and directed toward the im- 
provement of our defenses against large-scale conven- 
tional and theater-nuclear attacks by the Warsaw Pact 
in Europe will continue. Several of these key programs 
will transition to production in 1981. 

In the land-warfare mission area, the XM-1 tank and 
the Patriot air-defense-missile system will continue in 
development during the transition to production. To 
improve our theater-nuclear deterrence of the Warsaw 
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DEPARTMENT OF DEFENSE—MILITARY 





Pact, the Pershing II missile will also receive major 
funding emphasis by the Army. 

In the air-warfare mission area, the last phase of full- 
scale development for the F-18 air-combat fighter will 
be conducted by the Navy. Work on an advanced long- 
range air-to-air missile for fighter aircraft will continue. 
Intensive work will also be maintained to develop a 
family of air-to-ground anti-armor weapons to defeat 
Warsaw Pact tank and motorized-rifle combat forces. 

Navy sea control programs include systems for ocean 
surveillance, undersea surveillance and combat below 
the surface, on the surface and in the air. Development 
of a new attack submarine and improvements to fleet 
air defense capabilities are key initiatives in 1981. 

The combat-support mission area funds developments 
in air mobility, logistics, tactical communications, 
combat integration, electronic warfare, navigation and 
physical security. Major emphasis in 1981 will be given 
to development of the new C-X long range transport 
aircraft. Also supported are improvements to the Air 
Force airborne warning and control system (AWACS). 

5. Intelligence and communications.—This activity 


identification code 21-2040-0-1-051 


1979 actual 
















Program and Financing (in thousands of dollars) 


—_ plan 
(amounts for researc 
evaluation actions programed) 
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supports improvements to Defense-wide capabilities in 
intelligence and worldwide communications. 

6. Defensewide mission support.—This activity pro- 
vides funding for support efforts, including Federal con- 
tract research centers, ranges and test facilities, and 
studies and analyses. Also included here is major De- 
fense support for the Space Shuttle. 





Federal Funds 
General and special funds: 
RESEARCH, DEVELOPMENT, TEST, AND EVALUATION, ARMY 
[ (INCLUDING TRANSFER OF FUNDS) J 


For expenses necessary for basic and applied scientific research, 
development, test, and evaluation, including maintenance, rehabilita- 
tion, lease, and operation of facilities and equipment, as authorized by 
law; [[$2,853,331,000, and in addition, $2,000,000 which shall be de- 
rived by transfer from “Research, Development, Test, and Evaluation, 
Army, 1979/1980"] $3,232,500,000, to remain available for obligation 
until September 30, [1981] 1982. (10 U.S.C. 2353, 4503; Department of 
Defense Appropriation Act, 1980; additional authorizing legislation to 
be proposed.) 


, development, test, and 
ae Obligations 


1981 estimate 

































1980 estimate 1979 actual 1980 estimate 1981 estimate 
Program by activities: 
Direct: 
ee Vea RSE sca scc casks vce caste ccsscecescuvaatsivsvsssandecssacccttrea 432,998 459,283 558,273 436,917 451,968 552,000 
2. Advanced technology development ................csssssssseee 99,621 140,932 158,262 112,185 136,377 156,900 
SPURT MIOMND: DRDMT MIDIS ccc ouciicsccsssissscvectesasosvsconannssscensonssesoe 227,510 241,618 266,254 227,019 227,700 264,500 
MUU 502222 cisions sceesocchushshchensces 1,400,876 1,489,991 1,593,427 1,401,502 1,472,872 1,585,600 
5. Intelligence and communications...................sessseesssessees 28,602 31,290 44,095 24,555 34,600 43,200 
6. Defensewide mission SUPPOFt ...............cssscssecsseessneecsees 449,257 482,117 612,189 441,347 478,727 oon 603,800 
IPMN NPR aca ce 0s a ices dscscssgetC ce 2,638,864 2,845,231 3,232,500 2,643,525 2,802,244 3,206,000 
NONTMNR GHEE CURIE cscctscvcsescncsescostoscsceecsscosonscsestecsseuesaccasttées 470,837 460,000 465,000 433,938 = 410,756 ___ 464,000 
10.00 OIE Re os cacscecckcsieckc elu o hccsocenbcicaninicpeesan 3,109,701 3,305,231 3,697,500 3,077,463 3,273,000 3,670,000 
Financing: 
Offsetting collections from: 
BI GPR EMMIB efx acsecsasscsssvasesezoncoshinrseoscvsossnsnstossdosensosvssciee — 468,638 — 454,700 — 459,700 — 448,200 — 454,700 — 459,700 
13.00 Trust funds................ — 875 —500 — 500 — 893 —500 — 500 
14.00 Non-Federal sources — 1,324 — 4,800 — 4,800 —1,109 — 4,800 — 4,800 
21.40 Unobligated balance available, start of year: 
PON CUNTIDUBENDNTE OU TIVE: VON CMUNIEL DRANG asscoaisssssscncvsins. | acacocnseocosossvecsosuvadso ll. eooonneveconsnsceshonaces — 224,865 — 232,216 — 264,447 
Available to finance new budget plans...............cccssssssssscce  sesessccessssnuneeecseeesen — 2,000 SOO ~ cwwieitihataitntseace 
Reprograming from prior year budget plans..................c.ssss00e DGD: 0. cscsscsvopucsccccccsticicies ™ <sssidpta estdscweacetad” "wes aeibtatecae * Cimceguail, aa aR ee 
24.40 Unobligated balance available, end of year: 
ROUICONMMRINNT OF [HOE VOOT WMMIIEL DNANS .ccc.csscsiecesasasucsosss sodsidsoeconneess@icdianaen oscddsnerersstonresbabsinne 232,216 264,447 291,947 
Available to finance subsequent budget plans .... PND cise oeeceamaer FD osvisisssssittotieen tae Atel e es 
26.00 Unobligated balance lapsing ........sscssssssssssscscssssussssssseseeeeeeees 4,252 2,000 4,252 cies om 000 ee 
RMON os cceccctetcee cd Sve vhesiasecouaisactoonspidccbasnis 2,640,864 2,845,231 3,232,500 2,640,864 2,845,231 3,232,500 
Budget authority: 
IMMMRAURMTNMIGN oes ceee ree ccs tare iiss scacSecsecesccanesesieat 2,640,864 2,853,331 3,232,500 2,640,864 2,853,331 3,232,500 
41.00 Transferred to other ACCOUNES .......ccccsssccccssssssccsssssssecessssssse sessscesnasseeeeeasnseeee — 10,100 seveenenennnnnonnnne —_sneunenenes wesaenee 10,100 sssnenennenenennune 
43.00 Appropriation (adjusted) 2,640,864 2,843,231 3,232,500 2,640,864 2,843,231 3,232,500 
50.00 SaMNOR MEIN S23 c55c5629s cbc Paces aSsccaacconcbecaahegs Se one, ee BO) ccs ene 
Relation of obligations to outlays: 
I cas iy nannies la 2,627,261 2,813,000 3,205,000 
1240 Obligated balance, start of year... 872,015 1,084,466 1,245,466 
1440 Obligated balance, end of year......... — 1,084,466 — 1,245,466 — 1,484,466 
aN NTINITICH AI BRUIRERN ACCME sec scpsasbeBGB cee ccc asad aidaso te tits sscrbcleatinutriad icine ; _—5,940 sR ee + sseeneneeneneennnt 
90.00 ena OT sk wicca Fe EAI: k ant tase deste bev seconsndesuneleeseabNMectAesnasacedadscocsco RAMA ta esr 2,408,870 2,652,000 2,966,000 
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24.0 — Printing and reproduction.............0...scccssees 286 421 402 
25.0 — Other services: 




































Purchases from industrial funds ............. 62,208 68,585 64,447 | 
cs OSA MAILS feces cect Reperscene 257,770 259,647 258,887 
Object Classification (in thousands of dollars) 26.0 — Supplies and materials ... 15,397 13.552 12791 
enticaton ende 21-2040-0-1-051 iia ula at aia 31:0::) Gquomentsb:2..47.8..6 cB SNe. d. Vi 6,376 _ 23,002 15,625 
; i Total reimbursable obligations............ 433,938 470,756 464,000 
Personnel compensation: ———_— S§ ————- _— 
l Permanent positionS............:..ssessssssseeees 306,362 414,751 415,755 99.0 TOLALODIIZATIONS «<,ssesopsspsegetsnpscesssbsreeee 3,077,463 3,273,000 3,670,000 
11.3 Positions other than permanent 7,419 8,119 Bho : 5 a ras 
11.5 Other personne! compensation............... 6,730 7,020 7,647 Personnel Summary 
Total personnel compensation.............. 320,511 429,890 432,117 Total number of permanent positions............0.....0.0e.. 14,409 18,550 18,696 
Direct obligations: SS SS ~ TNONVON eo8 oti tsk oon cys 14,884 19,667 19,813 
Personnel compensati ....nrnnsnsnene ‘hid 345050305068 opmiam Cee Ot Mine wa SE le ae 
12.1... Basan Sap: Caen a1 ST BA WB Be ln savnlelliah ion2 (1,419) (455) (460 
21.0 — Travel and transportation of persons........... 19,248 26,746 26,454 Average ES salary $47,500 $50,100 $50,100 
22.0 — Transportation Of thingS ..............ssssesssssees 5,893 5,184 5,926 Average GS grade 9.60 9.44 Gd 
23.2 Communications, utilities, and other rent.... 11,686 21,057 23,817 Average GS salary $22,026 $22,749 $22629 
24.0 Printing and reproduction .....n.enseienmen 476 2,286 2,921 Average salary of ungraded positions ......cs.cocacm $16,798 $17,971 $18 208 
25.0 — Other services: ele end Si. oe PE, abe were Osi Sve be sy euee ar 
Purchases from industrial funds............. 666,279 643,525 636,586 
ROWING Serer itccotes sctececcesss ewer 1,541,383 1,595,901 —-1,999,451 inninl N 
26.0 Supplies and materials .......c.00enmeme 50,685 65,500 73,542 PEAT: MERE: THE, KMD EVA MORANAVE 
BLO) CRAM Gis 22 cetaretevcaranes bad pscssnietnf content 73,330 56,793 55,208 [ (INCLUDING TRANSFER OF FUNDS) ] 
41.0 — Grants, subsidies, and contributions.......... 1,222 3,075 1,190 For expenses necessary for basic and applied scientific research, 
: ‘ati development, test, and evaluation, including maintenance, rehabilita- 
ee a Fees LS eee tion, lease, and operation of facilities and equipment, as authorized by 
Reimbursable obligations: law; [[$4,537,433,000, and in addition, $15,886,000 which shall be de- 
Personnel Compensation ..............sssssesscessee 72,371 83,830 87,059 rived by transfer from “Research, Development, Test, and Evaluation, 
12.1 — Personnel benefits: Civilian.............scecsseesssee 7,345 8,500 9045 Navy, 1979/1980"] $4,836,100,000, to remain available for obligation 
21.0 Travel and transportation of persons........... 8,005 7,318 7,257. until September 30, [1981] 1982. (10 U.S.C. 174, 2352-54, 5150-03, 
22.0 — Transportation of thingS ..............ssssseeees 750 1,564 1,389 7201, 7203, 7522; 31 U.S.C. 718; Department of Defense Appropriation 
23.1 Standard level user charges................sssssee 3,430 4,337 7,098 Act, 1980; additional authorizing legislation to be proposed.) 


Identification code 17-1319-0-1-051 





Program by activities: 
Direct: 


MRO NNMONVIMNGE os cssccsccss sss MEUM aso bssonssonsloascovscoudbeane 


2. Advanced technology development .. 
3. Strategic programs...........sssssssee 
4. Tactical programs............sssscsssseee 
5. Intelligence and communications...... 
6. Defensewide mission support.......... 


TOMO Sisal Ae sconce 
Reimbursable (total) ........ 


10.00 MRIMAI F So ects secestsvev coves scccesvscnslctteey ea atovevicosescsvesscbvvens 


Financing: 
Offsetting collections from: 


11.00 PUNE MIIS Fo si 0-)s Bio wactocas os ctoleipanibesies ese voassaee 


13.00 Trust funds.......... 


14.00 Non-Federal SOUCES........cc:.ssssssssssescsssesssseesssssessssseeessvess 


21.40 Unobligated balance available, start of year: 


For completion of prior year budget plans................. 


Available to finance new budget plans 
Reprograming from prior year budget plans 

24.40 Unobligated balance available, end of year: 
For completion of prior year budget plans.................... 

Available to finance subsequent year budget plans ... 


25.00 Unobligated balance lapsing............sssececsscssssssesesssssssseeees Ss 


ECOL MUUNOT UY iiss siccvncisinsissavrsiisdivesducicnsosen 


Budget authority: 
UU REE 0 
41.00 Transferred to other accounts........ 

42.00 Transferred from other accounts 


43.00 Appropriation (adjusted) ..................ccc.sccseeccsee 
50.00 POM IRUIOIN w5csk5 snes ci sheorsecscctctyeiscaotstesivelenti 




















suc 15,000 








Program and Financing (in thousands of dollars) 























as lan 
(amounts for research, development, test, and a 
ie He is evaluation actions | programed) a soon i fi Obligations / 
1979 actual 1980 estimate 1981 estimate 1979 actual 1980 estimate 1981 estimate 
ir 567,315 616,321 772,887 560,582 620,448 773,18) 
or 165,816 219,001 161,988 161,472 223,107 163,198 
483,833 368,917 383,199 429,472 427,720 381,049 
2,690,959 2,778,058 2,773,930 2,983,530 2,917,464 2,766,104 
93,914 101,269 135,656 95,761 101,643 134,447 
= 462,543 5 482,453 a 608,440 462,468 483,123 607,015 
4,464,380 4,566,019 4,836,100 4,293,285 4,773,505 4,825,000 
ao _ 000 2 -. A ou 
nn 4,747,403 4,866,019 9,136,100 4,543,692 5,068,000 5,125,000 
ee — 282,799 — 295,200 — 295,200 — 249,204 — 295,200 — 295,200 
-. — 188 — 600 — 600 — 258 — 600 — 600 
ar —36 — 4,200 —4,200 —33 —4,200 —4,200 
er — 232,423 — 396,200 — 194,219 
Lesest cause iceioeedetis mm ED BOD: enneassentunistune 
Rukdw, aulags ane 396,200 
15,886 15,886 
beats 6,405 sar __ 8,405 ee Ss ees 
sve 4,480,266 4,566,019 4,836,100 4,480,266 4,566,019 4,836,100 
ate 4,471,871 4,537,433 4,836,100 4,471,871 4,537,433 4,836,100 
mae. Cassie tenets U Siernaahniacrea STNG)» ties. kaeeataaes 
iene ae 12,700 ee ee ena cee 886 : ae 12,700 
ian 4,465,266 4,550,133 4,836,100 4,465,266 4,550,133 
AOE | - science 15,000 15,886 
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1981 | DEPARTMENT OF DEFENSE—MILITARY nas 98 
Me Relation of obligations to outlays: 
. RENT ien CMDUIREIUOOI NS: MVCAMTOO, CL sccscsszececsecccssescecSuaiousanpdoduststdToossosatsns2sescdeccadtsthys silk Dedahaladh Ufld odaheriogs susan cg GARE 4,294,197 4,768,000 4,825,000 
4,44) 72.40 Obligated balance, start of year.. 1,671,929 2,134,776 2.192.776 
8 88) 74.40 Obligated balance, end of year......... —2,134,776 —2,192,776 —2;364,776 
an 77.00 Adjustments in expired ACCOUNES...........cccccscsssssssssscsssssssssssssssssseseesee AIOE sacsicsssixecrcnsccrsts , usasnenasbapeisciaichcne 
4.00 90.00 Outlays avsseshusssdusvnvecensdestnte Shabtbbabecesss ses eessesesdaeussdussdhehasansanncensteigecthieesstiauetas talbiocdsisimaRneddmdgelaittbtcsassicsncnbsabatéontassanbcusseemn 3,826,449 4,710,000 4,653,000 
dai Object Classification (in thousands of dollars) 26.0 — Supplies and materials..... 2,715 2,750 2,800 
SEAT SRN ccc 634 640 650 
a Wenificatin cote 17-1319-0-1-051 a ee Total reimbursable obiigations.......... 250,407 294,495 300,000 
: Personnel compensation: hes = cane 
9815 | ayy Peanent POStOM.. 48820 54,173 54285 99.0 Total Obligations 4,543,692 5,068,000 5,125,000 
(681) | 113 Positions other than permanent... 3,675 539 1,091 : 
(4g, | 15 Other personnel compensation... 736 668 684 a wesenel Summary 
0,100 Total personnel compensation ici ars, 53,231 55,380 56,060 Total number of permanent positions Widatsectendeaonistals 2,296 2,454 2,445 
9.44 — = — = = Total compensable workyeaI'...................... 2,601 2,488 2,510 
2,629 Direct obligations: Full-time equivalent of other positions (179) (71) (70) 
8,208 Personnel COMpeNSAtION ...............-sssseccsseeee 42,093 46,119 46,798 Full-time equivalent of overtime and holiday 
—— | 121 Personnel benefits: Civilian 4,416 4,696 4,773 OU ete sit Corts cnet ee (23) (25) (25) 
13.0 Benefits for former personnel Bet hance See crcon Average ES salary.. $47,500 $50,112 $50,112 
21.0 — Travel and transportation of persons........... 11,821 14,250 15,800 Average GS grade....... 9.54 9.55 9.55 
22.0 Transportation of things ...............sccessss 3,384 3,534 3,690 Average GS salary.......cccccsscccsossseessee $22,240 $24,376 $24,638 
23.1 Standard level user charges..... 9,321 9,400 9,500 Average salary of ungraded positions $16,050 $15,516 $15,833 
earch, 24.0 — Printing and reproduction...............sssses0 516 520 530 — — —— = 
bilita- 25.0 — Other services: 
zed by Payments to foreign national indirect ; ‘ “ 
be de- TIE: DERSONINGN ss cssessicsccosssscsnsssssi sraczets 6 RESEARCH, DEVELOPMENT, TEST, AND : 
aia, Purchases from industrial funds . 1,226,726 1,260,000 ‘1,290,000 re a 
gation DMR ioa, tases scsi ccccecocaschssi leo taansie 2,515,459 2,872,856 2,933,770 [INCLUDING TRANSFER OF FUNDS) ] 
50-03, NM ae crctSeteccscxcec ccsdciniavtiosi 450,382 532,492 490,000 For expenses necessary for basic and applied scientific research, 
‘iation 26.0 Supplies and materials ..............ssscccsssseesees 13,878 14,000 14,300 development, test, and evaluation, including maintenance, rehabilita- 
Bee MIMNNNONNE He cescccccsssnsscsnunuusccesscscessicoecctecson 17,007 17,200 17,400 tion, lease, and operation of facilities and equipment, as authorized by 
32.0 Lands and structures............c.cssssccsssecsssees 1,156 1,200 1,200 law; [[$4,941,943,000, and in addition, $81,230,000, of which 
a 41.0 Grants, subsidies, and contributions............. 1,069 1,200 1,200 $34,900,000 shall be derived by transfer from “Aircraft Procurement, 
; Psi 90290 =A772ENE Agoeann Air Force, 1977/1979”, $2,330,000 shall be derived by transfer from 
Total direct obligations... 4,293,285 Al 13,905 _4,825 000 “Research, Development, Test, and Evaluation, Air Force, 1978/1979”, 
s Reimbursable obligations: and $44,000,000 shall be derived by transfer from “Research, Develop- 
stimate Personnel compensation ..........ccs..ssccsssssseee 11,138 9,261 9,262 ment, Test, and Evaluation, Air Force, 1979/1980” $7,085,300,000, to 
= 12.1 Personnel benefits: Civilian...........ssssssssseseee 998 945 935 remain available for obligation until September 30, [1981. None of 
21.0 ‘Travel and transportation of persons........... 1,319 1,377 1,445 the funds appropriated under this paragraph to continue development 
22.0 Transportation of thingS ...............scsssssse 219 229 240 of the MX Missile may be used in a fashion which would commit the 
773,18) | 23.2 Communications, utilities, and other rent... 748 750 760 United States to only one basing mode for the MX missile system] 
163,198 24.0 Printing and reproduction.................cse0 168 170 170 §=1982. (5 U.S.C. 2109; 10 U.S.C. 174, 1581, 1584, 2271-79, 2352-54, 2386, 
381,049 25.0 — Other services: 2663, 2672, 2672a, 8012, 9503-04, 9532; 21 U.S.C. 649c; 42 U.S.C. 1891- 
) 766,104 ee 219,810 265,673 270,938 92; 50 U.S.C. App. 2093(g); Department of Defense Appropriation Act, 
134,447 RNIN Stet fensceslingees rer eocereariedceectaasssusee 12,658 12,700 12,800 1980; additional authorizing legislation to be proposed.) 
607,015 
er Program and Financing (in thousands of dollars) 
4,825 00 ae a a Sn Na - ; 
300,000 Budget plan 
“see (amounts for research, development, test, and 
5,125,000 | ‘tification code 57-3600-0-1-051 evaluation actions programed) iia Obligations a 
1979 actual 1980 estimate 1981 estimate 1979 actual 1980 estimate 1981 estimate 
— 295,200 Program by activities: 
— 600 Direct: 
—4200 NSLS TIDE Se 5 res ch eA teens condaicnadtassdanasae 492,253 552,446 633,651 493,589 505,322 630,022 
2. Advanced technology development .. wit 259,075 278,500 291,496 268,774 259,091 291,861 
— 194,219 See R URN PDGF MING acct cists csSeweihccccasceStasdedcnet 1,422,694 1,581,959 2,716,147 1,411,505 1,568,425 2,611,787 
2 a MMC ON RONNIE 55 cscib cies cikians{asitlchcatelabeceessitonses 1,001,011 957,141 1,390,605 999,022 980,741 1,362,969 
5. Intelligence and communications 305,822 669,396 918,586 309,820 623,298 878,730 
6. Defensewide mission SUPPOFt ..............cc:sccsessssseeesssessseee 878,033 986,590 1,134,815 863,713 923,574 1,121,721 
gaa ey cass, cuhssianss eesiaeaeeliis 4,358,888 5,026,032 7,085,300 4,346,423 4,860,451 6,897,090 
UNM OME CME ahocsscsase cscs asses Rana sncosesbs ue 409,441 461,900 489,100 419,985 430,549 488,910 
“483610 10.00 WOME sre tence nen ek a nh 4,768,329 5,487,932 7,574,400 4,766,408 5,291,000 7,386,000 
ea Financing: 
Offsetting collections from: 
4,936,100 § 1.00 Federal funds....... — 368,133 — 405,000 — 405,000 — 341,294 — 405,000 — 405,000 
1300 Trust funds.............. — 36,728 — 11,900 — 39,100 — 30,624 — 11,900 — 39,100 
14.00 Non-Federal sources — 4,580 — 45,000 — 45,000 — 5,420 — 45,000 — 45,000 
21.40 Unobligated balance available, start of year: 
Fim CUMMMNUNIONE OF CHTOK WERE DUKES THAIS... .cscsssssosoncvassnves>.  soononossceseosdpetogogepign yj-atvsecsedsstetesectesstinges _ sentietushsiatberesneestic — 348,402 — 296,435 — 493,367 
PUN TUMOR EUR UO (MNS sccscscccccececcaccccseccted®. <eeceeezesssnssiucansionesy, ——-«'«<“(‘“«*“‘C OE cece cncciecbeczccezctoake Coteemreemrgererren =. 








Reprograming from prior year budget plans............ssssssesses00- 








— fe APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


General and special funds—Continued 
RESEARCH, DEVELOPMENT, TEST, AND EVALUATION, AIR Force—Continued 
Program and Financing (in thousands of dollars) —Continued 





Budget plan 
(amounts for research, development, test, and . 
Identification code 57-3600-0-1-051 evaluation actions programed) Obligations 





1979 actual 1980 estimate 1981 estimate 1979 actual 1980 estimate 1981 estimate 





Unobligated balance transferred from other accounts 
Unobligated balance transferred to other accounts 
Unobligated balance available, end of year: 
For completion of prior year budget plans 296,435 
Available to finance subsequent year budget plans . ‘is 44,000 
Unobligated balance lapsing...... 21,785 21,785 


Budget authority 4,394,977 5,026,032 7,085,300 4,394,977 5,026,032 7,085,300 








Budget authority: 
40.00 Appropriation 4,321,040 4,941,943 7,085,300 4,321,040 4,941,943 7,085,300 
41.00 Transferred to other accounts —17,900 —17,900 
42.00 Transferred from other accounts 80,000 “8 80,000 


43.00 Appropriation (adjusted) 4,383,140 4,944,802 4,383,140 
50.00 Reappropriation 11,837 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 4,389,070 4,829,100 6,896,900 
72.40 Obligated balance, start of year... 1,566,506 1,874,059 2,122,159 
74.40 Obligated balance, end of year — 1,874,059 — 2,122,159 — 3,000,059 
77.00 Adjustments in expired accounts. — 1,759 


90.00 Outlays 4,079,757 4,581,000 6,019,000 








Object Classification (in thousands of dollars) Personnel Summary 








Identification code 57-3600-0-1-051 1979 actual 1980 est. 1981 est. Total number of permanent positions j 18,887 18,899 
Total compensable workyed'S...............+++ ; ; 18,704 18,750 


Personnel compensation: Full-time equivalent of other positions ( (30) (30) by 
11.1 Permanent positions 412,277 443,982 444,225 Full-time equivalent of overtime and holiday seat 
11.3 Positions other than permanent... 1,746 (164) (150) (150) ae 


11.5 Other personnel compensation 7,811 8,376 Average ES salary. $50,000 $50,000 
Average GS grade 9.42 9.42 9.42 lll 


Total personnel compensation 421,834 452,358 452,870 — Average GS salary $24,332 $24,230 113 
Average salary of ungraded positions $20,392 $20,652 5 














Direct obligations: 

Personnel compensation 400,966 431,443 434,427 
Personnel benefits: Civilian 39,429 41,294 41,652 
Benefits for former personnel 38 30 30 
Travel and transportation of persons 35,313 35,428 38,244 
Transportation of things 5,767 4,051 4,222 
Communications, utilities, and other rent... 37,636 42,721 46,096 RESEARCH, DEVELOPMENT, TEST, AND EVALUATION, DEFENSE 
Printing and reproduction 1,292 773 834 AGENCIES 

Other services: 





. E For expenses of activities and agencies of the Department of De 
Purchases from industrial funds 24,422 27,805 31,569 fense (other than the military departments), necessary for basic and 
: : 3,722,361 4,168,773 6,183,338 applied scientific research, development, test, and evaluation; at- 
Supplies and materials ... 51,528 62,636 67,587 vanced research projects as may be designated and determined by the 
EQUIPMENE .....orornrsenenene ‘ 27,671 45,497 49,091 Secretary of Defense, pursuant to law; maintenance, rehabilitation, 
: iwati lease, and operation of facilities and equipment, as authorized by lav; 
Total direct obligations 4,346,423 4,860,451 __ 6,897,090 'F-¢1 37,022,000] $1,289,500,000, to remain available for obligation 
Reimbursable obligations: until September 30, [1981] 1982: Provided, That such amounts as 
Personnel compensation 20,868 20,915 18,443 may be determined by the Secretary of Defense to have been made 
Personnel benefits: Civilian 1,954 1,958 1,726 available in other appropriations available to the Department of De 
Travel and transportation of persons 6,071 6,078 6,569 fense during the current fiscal year for programs related to advanced 
Transportation of things 376 410 442 research may be transferred to and merged with this appropriation to 
Communications, utilities, and other rent.... 9575 15,108 16,302 be available for the same purposes and time period: Provided further, 
Printing and reproduction 188 406 438 That such amounts of this appropriation as may be determined by the 
Other services: Contracts ... 350,872 353,289 410,047 ‘Secretary of Defense may be transferred to carry out the purposes 0 
Supplies and materials 25,520 26.304 28 382 advanced research to those appropriations for military functions 
Equipment 4.561 6.081 6561 under the Department of Defense which are being utilized for related 
a , : ; progams to be merged with and to be available for the same time 
Total reimbursable obligations 419,985 430,549 488,910 period as the appropriation to which transferred. (Department of i 
‘pati oornnn  p agennn _ fense Appropriation Act, 1980; additional authorizing legislation to 
Total obligations 4,766,408 5,291,000 7,386,000 proposed.) 























396,900 
22,159 
100,059 


119,000 


18,899 
18,750 
(30) 


(150) 
50,000 
9.42 
24,230 
20,652 


DEPARTMENT OF DEFENSE—MILITARY 


\dentification code 97-0400-0-1-051 


Program by activities: 
Direct: 
1. Technology base 
3. Strategic programs 
5. Intelligence and communications. 
6. Defensewide mission support 


Total direct 
Reimbursable (total) 


Total 
Financing: 
Offsetting collections from: 
Federal funds 
Trust funds 
Non-Federal sources 


10.00 


11.00 
13.00 
14.00 
21.40 
of prior year budget plans 
Reprograming from prior year budget plans 
24.40 
prior year budget plans 


25.00 Unobligated balance lapsing 


40.00 
Relation of obligations to outlays: 

71.00 Obligations incurred, net 

72.40 Obligated balance, start of year.. 

14.40 Obligated balance, end of year 

17.00 Adjustments in expired accounts 


90.00 Outlays 


Budget authority (appropriation) 


RESEARCH, DEVELOPMENT, TEST, AND EVALUATION—Continued 
Federal Funds—Continued 


Program and Financing (in thousands of dollars) 


— plan 
(amounts for researc 


, development, test, and 


evaluation actions programed) 





1979 actual 


Unobligated balance available, start of year: For completion 


Unobligated balance available, end of year: For completion of 


Object Classification (in thousands of dollars) 


etifcatin cote 97-0400-0-1-051 


Personnel compensation: 
IL.l Permanent positions 
11.3 Positions other than permanent... 
11.5 Other personnel compensation 


Total personnel compensation 


Direct obligations: 
Personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges................. 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services: 
Purchases from industrial funds 


26.0 Supplies and materials .... 
31.0 — Equipment 


Total direct obligations 


Reimbursable obligations: 
Personnel compensation ..............cccsssseee 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent.... 
Printing and reproduction 


1979 actual 


14,877 
200 
286 


15,363 


14,963 
1,439 
5,622 

337 
1,572 
9,406 

286 


21,087 
718,612 
54,883 
3,956 
43,920 


872,083 


400 
37 
1] 

1 
20 
30 

3 


1980 est 


917,585 
8,703 
330,493 


——_ 
892,887 


14,524 
907,411 


1981 est 


16,970 
224 
ae 


17496 


16,983 
1,667 
5,371 

290 
1,474 
7,590 

341 


46,165 
782,677 
85,960 
11,603 
35,701 


- 995,822 


17,567 
247 
ae 


1,087,223 
50,025 
17,789 
46,875 


1,281,655 


691 
67 
14 

l 
25 
75 

4 


1980 estimate 


1979 actual 


1981 estimate 


632,049 
7,240 
360,898 
36,835 


1,037,022 
___ 18,010 


1,055,032 


759,400 
7,898 
472,942 
49,260 


1,289,500 
18,345 


1,307,845 


509,826 
10,309 
317,696 
_ 4252 
872,083 
4767 
886,850 


— 11,653 
— 2,980 
—] 


— 56,763 


74,696 
2,743 


892,887 


872,210 
357,887 
— 416,962 
— 4355 


808,781 


Supplies and materials .... 
Equipment 


Total reimbursable obligations 


99.0 Total obligations 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 


Personnel Summary 


1980 estimate 


Obligations 


995,997 
7,533 
354,620 
37,672 


995,822 
18,178 


1,014,000 


1,037,022 


995,990 
416,962 
— 454,952 


8,341 1 
9,559 

185 

180 


14,767 1 


958,000 


1,147 
5,826 
320 
204 


8,178 


886,850 1,014,000 


$49 
$22 


156 
748 
(9) 


(12) 
654 
8.97 
1342 


__ 


1981 estimate 


748,947 
8,818 
474,137 
49,753 


1,281,655 


18,345 


1,300,000 


1,289,500 


1,281,655 
454,952 
— 569,607 


1,167,000 


11,000 
6,004 
316 
148 


18,345 
1,300,000 


758 
749 
(16) 


(12) 
$49,667 
8.97 
$22,349 


Average salary of ungraded positions $17,325 $17,265 


DrrRECTOR OF TEST AND EVALUATION, DEFENSE 


For expenses, not otherwise provided for, of independent activities 
of the Director of Defense Test and Evaluation in the direction and 
supervision of test and evaluation, including initial operational test- 
ing and evaluation; and performance of joint testing and evaluation; 
and administrative expenses in connection therewith; [$42,500,000] 
$42,100,000, to remain available for obligation until September 30, 
[1981] 1982. (Department of Defense Appropriation Act, 1980; addi- 
tional authorizing legislation to be proposed.) 








RESEARCH, DEVELOPMENT, TEST, AND EVALUATION—Continued 
Federal Funds—Continued 
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General and special funds—Continued 


DrrEcToR OF TEST AND EVALUATION, DEFENSE-—Continued 
Program and Financing (in thousands of dollars) 


—_ plan 
(amounts for research, development, test, and 
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Identification code 97-0450-0-1-051 evaluation actions programed) es Obligations 
1979 actual 1980 estimate 1981 estimate 1979 actual 1980 estimate 1981 estimate 
Program by activities: 
10.00 Defensewide mission support (object class 25.0) ..............0. 27,600 42,500 42,100 29,310 32,600 42,200 
Financing: 
21.40 Unobligated balance available, start of year: For completion 
it IDEA ERNE IBN cess BE PEAOR ORS ice ciccnscansssSCCHGIE. iesesctassvnnnnnsl@At(QoSU(). PoseacsdnnnsnstaseM AGG cossnibnnsvasesssessceivees — 6,694 — 4,983 — 14,883 
Reprograming from prior year budget plans..................scsseee DUE B A scan costes eMeh . sdestacta deoressacaileonescs _ -Fiyasesscoiencsendevap egnaary SestsWG clits al Ref AM cai a anaes r 
24.40 Unobligated balance available, end of year: For completion of 
prior year budget plans........... SETA isc sicee cscs eter Nei ches aces tactseas tote toPo Lash stuaisossucstvbed Soba ies cosunrveoat prenspconctconce 4,983 14,883 14,783 
25.00 Unobligated balance lapsing..............sssssssssssseesesssssssssssseesees NFP ssscccccscscste Mt MaetehE at scctusesecrsssde beak Lo... svvnenenennntnte— snnnennnnnennnnn 
40.00 Budget authority (appropriation).......................000 27,600 42,500 42,100 27,600 42,500 42,100 
Relation of obligations to outlays: 
PA aM I M05 scsnincgesohovoeveavvestecoovisvsco vec Gvesor biota WS oMaaeGAS Tae oat eso vanasscto akg daiutchosn ats ibnnaasccndTanboode 29,310 32,600 42,200 
ia nD eet NUE NEN ARID REA ONIN 5 occas cicech cov ccspsun ic svav conta Suerppentavoows isbn yosusssinss ebisdSosuntelevesubastaysenUbaisionu cconsaccemtorttes 29,074 29,923 30,523 
Aaa aM LENIN NE RTNCN TEIN Ch coo 0 4c o nce cvn ui scavsnansnesesacteusecoadtcUcatssCtua da SOM sch eiecasicsse se ROM BD castes secede OBA F — 30,523 ‘ 
95 AH PO PMNTS TTDI SN PINTER AMCCHNTLS 32sec csceca acces decavsjsnustvocoxsctostsecvesesvoos SossuscosseabsteasgessuonsstocsvicbovsscOMBUNREDD ND ieonsssccmsbsipaeestentvores 
83:00 ~ Benciency Mm nrior year expired accOUNTS, Start OF YOO sciasssccsccsssesscassssscacesssssscsssssasasssonssssnsscssuvsctonsssibuucsassssianiviesdveataveedbeaniols 
90.00 NAN tcc eee MOOR cscs ERNE ces clases coset caassapssaedopaskss baa bcs $0 90s0505 Su NHAA) PSS OOD SoA SoM NT Te Se otc Ghcb UGGS aA pap CMM 




















MILITARY CONSTRUCTION 


The direct military construction programs for the 
Armed Forces, both Active and Reserve, shown in the 
individual schedules of this title are summarized in the 
following table (in thousands of dollars): 


MILITARY CONSTRUCTION PROGRAM 








1979 actual 1980 estimate 1981 estimate 

PRI OOS sac aa csaspcsscscseses told cotisscnestslsusssteovicooes 2,061,689 1,858,105 2,498,600 
Reserve Forces 168,900 120,000 216,700 
UALGISESVICE ACTIVES .::sccsssssssscsnataasinsssasistsstivessorseoee 292,747 317,350 535,700 
UDR, Slociesrat ese. sss sotasntcecatpegecsonsccstvcsesonsiti 2,523,336 2,295,455 c 3,251,000 








Most of the appropriations required for the military 
construction accounts are dependent upon the enact- 
ment of authorizing legislation. The details of this legis- 
lation have been completed and are being submitted to 
the Congress for early consideration. 

1. Major construction.—This category provides for the 
acquisition of land and for construction of authorized 
military projects. These authorizations include con- 
struction projects where the estimated cost of such con- 
struction generally exceeds $500 thousand per project. 
The major activities proposed are as follows: 

Strategic forces.—Provision has been made to upgrade 
existing facilities and provide for personnel support for 
strategic warfare systems. Funds have been provided 
here for initial support of the new MX missile system, 
and for continuing support to the Trident weapons 
system. 

General purpose forces.—Projects in this category sup- 
port general combat forces including their command 
organizations, the logistics organizations organic to 
these forces, and the related support units, including 
medical, which are deployed as constituent parts of 
military forces and field organizations. 

Specialized activities—Funding for abatement of air 












and water pollution at defense installations is included 
to assure that actions to correct violations of Federal, 
State, and local air and water quality standards are 
taken. The ongoing energy conservation investment 
program is also continued in new construction and 
where economically practical, into existing facilities 
and utility systems. 

Research and development.—This program includes 
facilities in support of programs to advance knowledge 
and technology in such areas as weapons systems, com- 
munications, electronics, and medicine. These programs 
emphasize the search for improved capabilities in the 
Armed Forces. 

Personnel support.—Funds are provided for improved 
housing, medical, and community support facilities to 
encourage retention of personnel in the service and the 
development of an All-Volunteer Force. Upgrading of 
existing facilities with the application of improved 
standards has been provided in addition to new con- 
struction. 

Reserve components.—The funding levels programed 
are for facilities required for the training of National 
Guard and the Reserve Forces identified as the primary 
source of augmentation for Active Forces in future 
emergencies. 

Interservice activities.—This category includes De- 
fense agencies facilities in such areas as logistics, intel- 
ligence, mapping and nuclear technology; facilities 
serve requirements of more than one military service, 
such as the overseas dependent school program and the 
U.S. share of the NATO infrastructure program, which 
provides military facilities to support the deployment 
and operation of NATO military forces, including US. 
forces committed to NATO. 

2. Minor construction.—Funding is provided for pro 
jects whose individual project cost does not exceed $500 
thousand. This program includes projects at specified 
locations for which the need is known, and lump sum 







































10.0 


11.0 
13.0 
14.0 
21.4 


24.4( 


11.1 
11.3 
115 


12.1 


DEPARTMENT OF DEFENSE—MILITARY 


CONSTRUCT Ciel Fonts SOL 





amounts for exigent construction to provide for essen- 
tial, but unforeseen construction needs which may 
emerge during the year. 

3. Planning.—This provides for necessary planning of 
military construction projects, including design, stand- 
ards, criteria, studies, appraisals, and other related ac- 
tivities. 

4. Supporting activities.—Provision is made for activi- 
ties such as the defense access road program and minor 
land acquisition. 


Federal Funds 
General and special funds: 


Miuitary CONSTRUCTION, ARMY 
For acquisition, construction, installation, and equipment of tempo- 


rary or permanent public works, military installations, and facilities 
for the Army as currently authorized in military public works or 
military construction Acts, and in sections 2673, 2674, and 2675 of 
title 10, United States Code, [$725,649,000] $980,300,000, of which 
[$500,000] $840,000 may be paid for use after 1960 by the Govern- 
ment of the United States of land on Roi-Namur Island, Marshall 
Islands District of the Trust Territories of the Pacific Islands, as 
authorized by the Military Construction Authorization Act, 1980, to 
remain available until September 30, [1984] 1985: Provided, That of 
this amount, not to exceed [$50,700,000] $88,150,000 shall be availa- 
ble for study, planning, design, architect and engineer services, as 
authorized by law, unless the Secretary of Defense determines that 
additional obligations are necessary for such purposes and notifies the 
Committees on Appropriations of both Houses of Congress of his 
determination and the reasons therefor. (Military Construction Appro- 
priation Act, 1980; additional authorizing legislation to be proposed 
for $895,620,000.) 


Program and Financing (in thousands of dollars) 





Budget plan 
(amounts for construction actions programed) 


Wentification code 21-2050-0-1-051 





1979 actual 1980 estimate 1981 estimate 1979 actual 





Program by activities: 
Direct: 
1. Major construction 
2. Minor construction .... 


4. Supporting activities 
5. NATO infrastructure 


Total direct 
Reimbursable (total) 


10.00 Total 
Financing: 
Offsetting collections from: 
11.00 Federal funds 
13.00 Trust funds 
14.00 Non-Federal sources 
21.40 Unobligated balance available, start of year: 
For completion of prior year budget plans 
Available to finance new budget plans 
Reprograming from prior year budget plans 


24.40 Unobligated balance available, end of year: For completion of 


prior year budget plans 
Budget authority 


651,048 
34,997 
76,400 

5,000 
43,000 


624,809 
48,140 
50,700 


838,940 
90,210 
88,150 


557,394 
23,904 
70,822 

2,546 
19,289 


627,000 
65,000 
62,000 

3,000 
28,000 





810,485 


365,677 


725,649 
281,500 


980,300 
285,000 


673,955 
404,823 


785,000 
295,000 


921,000 


295,000 





1,176,122 


—317,623 
— 48,054 
— 18,394 


— 45,563 


1,007,149 


— 241,424 
— 40,076 


1,265,300 


— 243,681 
—41,319 


1,078,778 


—317,623 
— 48,054 
— 18,394 


—625,177 
— 22,473 


675,352 


1,080,000 


— 241,424 


602,501 





725,649 


722,409 


725,649 


1,216,000 


— 243,681 
—41,319 


651,801 
980,300 





Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 Appropriation (adjusted) 


711,509 
10,900 


725,649 


711,509 
10,900 





722,409 


980,300 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
73.40 Obligated balance transferred, net 
74.40 Obligated balance, end of year 


90.00 Outlays 


694,707 
629,700 


—1717,846 


606,561 


798,500 
717,846 


— 873,346 


643,000 


931,000 
873,346 
— 104,000 


— 1,041,346 


659,000 





Object Classification (in thousands of dollars) 
Mentfication code. 21-2050-0-1-051 


DEPARTMENT OF THE ARMY 
Personnel compensation: 
11.1 Permanent positions 
113 Positions other than permanent 
115 Other personnel compensation 





1979 actual 1980 est. 1981 est. 





126,949 
4,351 
3,050 


134,350 


151,159 
4,616 
4,728 


160,503 


154,500 
4,708 
4,775 


Total personnel compensation 163,983 


Direct obligations: 
Personnel compensation 
12.1 Personnel benefits: Civilian 
13.0 Benefits for former personnel 


40,305 47,280 48,434 


Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services: 

Payments to foreign national indirect 


Supplies and materials .. 


Lands and structures. 
Total direct obligations 


478,525 
670,955 


Reimbursable obligations: 
Personnel compensation 


3,800 
1,300 
4,257 

115 


6,406 
170,639 
4,257 
2,554 
535,164 


780,500 


113,223 


9,654 
3,511 
4,390 

120 


6,828 
94,098 


115,549 
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Object Classification (in thousands of dollars) —Continued 









































Identification code 21-2050-0-1-051 1979 actual 1980 est. 1981 est. 
12.1 Personnel benefits: Civilian.............sccccssseee 10,035 11,395 12,133 
21.0 — Travel and transportation of persons........... 3,805 2,719 2,663 
23.2 Communications, utilities, and other rent... 1,270 906 888 
25.0 Other services: Other............ccs.ccecsssessseesseees 36,926 36,975 36,219 
26.0 — Supplies and materials ..............sescsssecssseeess 1,020 906 888 
32.0 — Lands and structures...............00.. Rehan 257,722 128,876 126,660 
Total reimbursable obligations............ E 404,823 295,000 295,000 
Total obligations, Department of the 
PWS coscrssrescarestric orccemtccroeiecs 1,075,778 1,075,500  — 1,214,000 
ALLOCATION ACCOUNTS 
11.1 Permanent positions .............sscscssesssssessssees 21 23 24 
11.5 — Other personnel compensation 3 4 5 
12.1 Personnel benefits: Civilian.............ssssssees. 2 2 2 
21.0 — Travel and transportation of persons........... 3 4 4 
22.0 — Transportation of things l l l 
25.0 Other services: Other.......... 30 33 35 
26.0 Supplies and materials .. 1 1 l 
32.0 — Lands and Structures.............cssessssssseesccssseee 2,939 4,432 1,928 
Total obligations, allocation accounts . 3,000 4,500 2,000 
99.0 Total obligations ............ssssscsssssescesssees 1,078,778 1,080,000 — 1,216,000 
Obligations are distributed as follows: 
Defense—Military: ArMy...........cccscssssssssssesssseessese 1,075,778 1,075,500 1,214,000 


Department of Agriculture...... 500 500 500 
Department of Transportation 2,500 4,000 1,500 








Personnel Summary 



























DEPARTMENT OF THE ARMY 

Total number of permanent positions................ssse 6,687 7,009 6,892 
Total compensable workyed'S...........+..:. 6,628 7,521 7,517 
Full-time equivalent of other positions (449) (400) (400) 

Full-time equivalent of overtime and holiday 
INNS ree rectcitrerorehtecesenrcusssitaesttrcreoteetereaests (238) (350) (353) 
FAO ES FSAIAIY cscs ssessuacaccavsssassstcoreonsesontebavaaasusstes $47,500 $50,100 $50,100 
Average: GS; gfades5i5:.633..212..pLG aie Nod oeee 9.19 9.19 9.19 
Avornte: GS. Sala uss apscesscasts sper soba itso painters $21,778 $23,520 $23,755 
Average salary of ungraded positions .............ssss00 $15,600 $16,848 $17,017 

ALLOCATION TO DEPARTMENT OF 
TRANSPORTATION 

Total number of permanent positions..................0 1 1 ] 
Total compensable WOrkyedTS............sesscsssescsseeecsseeees 1 l ] 
Full-time equivalent of other positions.................. (0) (0) (0) 

Full-time equivalent of overtime and holiday 
TRAUMA TN fess Scnsstcsharsdvucaiooshyspuesesbusasnoestoee (0) (0) (0) 
Average GS grade 11.00 11.00 11.00 
PUOEAEOIISS  SONAUY i cccecescscxtuascssssscatcpnensousest eos epee $21,000 $23,000 $24,000 








Miuitary CoNsTRUCTION, NAvy 


For acquisition, construction, installation, and equipment of tempo- 
rary or permanent public works, naval installations, and facilities for 
the Navy as currently authorized in military public works or military 
construction Acts, and in sections 2673, 2674, and 2675 of title 10, 
United States Code, including personnel in the Naval Facilities Engi- 
neering Command and other personal services necessary for the wur- 
poses of this appropriation, [$567,000,000] $703,000,000, to remain 
available until September 30, [1984] 1985: Provided, That of this 
amount, not to exceed [$56,049,000] $70,090,000 shall be available 
for study, planning, design, architect and engineer services, as author- 
ized by law, unless the Secretary of Defense determines that addition- 
al obligations are necessary for such purposes and notifies the Com- 
mittees on Appropriations of both Houses of Congress of his determi- 
nation and the reasons therefor. (Military Construction Appropriation 
Act, 1980; additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 17-1205-0-1-051 


Budget plan 
(amounts for construction actions programed) 


Obligations 
































1979 actual 1980 estimate 1981 estimate 1979 actual 1980 estimate 1981 estimate 
Program by activities: 
Direct: 
1. Major COMSETUCTION ........scssscseesseeessesssesnsesnseseseesnee 682,368 474,230 594,250 729,845 430,000 603,500 
2. Minor construction... 40,362 32,160 33,010 36,957 35,000 35,000 
3. PIAMMING....esertseerene 46,300 56,049 70,090 53,941 56,000 66,000 
4. Supporting activities 1,000 4,561 5,650 7,502 11,000 3,500 
EPA terest Nga cctenb seater 770,030 567,000 703,000 828,245 532,000 708,000 
ROMINA SADNG MORAN) cscs ss APRDS BES ccteiccsessscscesdescdsucascon 214,735 162,000 220,000 204,558 155,000 170,000 
10.00 IOC CIEL sea Soe cic sece sensed Nahe Bob escsstcoseossaincstabcovoesesoo 984,765 729,000 923,000 1,032,803 687,000 878,000 
Financing: 
Offsetting collections from: 
11.00 HRMITEN BUNIRA. essatereRccleted clined cockcvnl nhecsoshthichecbolasdies — 163,653 —129,017 — 175,208 — 163,653 — 129,017 —175,208 
14.00 NORCO SOUN CES 5 isssseccsiczinecbavecd Manlee vees sckace Sbacbhioe — 51,082 — 32,983 —44,792 — 1,082 — 32,983 — 44,792 
21.40 Unobligated balance available, start of year: 
FOFGUMPCLIND OL HMOOTEMEIAT NHHODU PRONG .-nc..cilccssstcstanssiss "sckstsepeessselsercpccecocen, — cobeccnseooosoonceteccaceoon\ lasdasefonsonceoeosacavenines — 435,161 — 387,123 — 429,123 
PVEREENC 10 TINANOCMIOW DIRMDCUDIANG casiscsccssscssreneiece eT SSE QIBBD i. sssecusecaonsncsnsen _sedesensnconeosnoncessens = JiGO) _ idssashaclahhudebeSieehlT RAMU wesisoen ten 
24.40 Unobligated balance available, end of year: 
FOF: CONNECTION: OF DDOT VOGT DUMIBBE PHANG ELAS, CORTME! OFT ascwonon cbssoceesospfeabasissareeee’ fo Ligdpnsilpeenonstctdbcesde 387,123 429,123 474,123 
AVMRENG 1) SMONICE eMC MOQEMNMIOEL PHANG sassciscsice eS vsceivutesspe.. <soosanecespe Pte eats lar auctapatelesaansnituaesee Mead tienen SEEING Mheamereis eit aaa 
40.00 Budget authority (appropriation) ....................s00se.. 760,145 567,000 703,000 760,145 567,000 703,000 
Relation of obligations to outlays: 
a ot a lLcisiovenesernene itiarieienemmeernosimiatacoa 818,068 525,000 658,000 
72.40 Obligated balance, start of year 422,818 506,655 371,655 
74.40 Obligated balance, end of year....... — 506,655 — 371,655 — 416,655 
90.00 Nee aia ee T samen slahccttearmevtotistlccensanete 734,231 660,000 553,000 











Identific 


10.00 


11.00 
17.00 
21.40 





981 


892 


353) 





imate 





303,500 
35,000 
66,000 

3,500 


108,000 
170,000 


378,000 


175,208 
44,792 


658,000 
371,655 
476,655 


563,000 


— 





DEPARTMENT OF DEFENSE—MILITARY 









































MILITARY CONSTRUCTION—Continued 
____ Federal Funds—Ccatinued 303 


Object Classification (in thousands of dollars) 21.0 Travel and transportation of persons........... 30 55 25 
4444444 — 22.0 Transportation of things... 7 7 3 
\dentification code 17-1205-0-1-051 1979 actual 1980 est 1981 est. 23.2 Communications, utilities, and other rent.... 5 7 3 
== a: 25.0 Other services: Other..............scsssssecesseeeeseee 168 192 86 
DEPARTMENT OF THE NAVY 26.0 Supplies and materials . 8 6 3 
Personnel compensation: 32.0 — Lands and structures................cccssssecssecssees 7,174 10,559 4,702 
11.1 Permanent positions ietusqadatensinnisesids desdados 56,281 56,226 55,735 Total obligations, allocation accounts . 7,502 11,000 4,900 
11.3 Positions other than permanent... 1,625 172 171 be, = —= = 
115 Other personnel compensation................ 1,904 1,830 1,812 99.0 Total obligations ..............ccccsseeesssseeee 1,032,803 687,000 878,000 
Total personnel compensation............. 59,810 58,228 57,718 — Obligations are distributed as follows: 
s ei =o ee Defense—Military: Navy ...........:.cccsccceecsseecsseesseee 1,025,301 676,000 873,100 
Direct obligations: 
Personnel COMB ot we eo aS ee 
12.1 Personnel benefits: Civilian...... 4,898 4778 4,660 
13.0 Benefits for former personnel...........cccc.cccce  ccssssseeesssseee 56 22 — ae 
21.0 ‘Travel and transportation of persons............ 2,250 2,489 2,499 
220 Transportation Of thiNgS....0.00emmoo. 1,840 421 341 DEPARTMENT OF THE NAVY 
23.2 Communications, utilities, and other rent... 2,277 2,734 2,149 Total number of permanent positions...... 2,691 2,645 2,530 
24.0 Printing and reproduction ..........scccssssen 1,729 2,091 1,599 Total compensable workyeaS...........-...e. 2,793 2,628 2,612 
25.0 — Other services: Full-time equivalent of other positions (67) (8) (8) 
Payments to foreign national indirect Full-time equivalent of overtime and holiday 
FMCG TE SINUNN csc casacacsazainecnee 902 791 791 UNS caescreccecttreroceeen toners costes ceecentesceesiescses (61) (50) (50) 
Purchases from industrial fUNdS .......c....  ssssssesnseen 722 916 Average ES salary.... $47,500 $50,112 $50,112 
Crea cnet bik eS 8,240 9893 9744. Were GS Galt c5. SNe ee 9.32 9.20 9.20 
26.0 Supplies and materials ... 1,559 1,640 1,267 Average GS salary.................... Senet tcc $22,028 $22,779 $22,718 
31.0  Equipment.................... 107 69 8] Average salary of ungraded positions .....................0 $10,059 $10,716 $10,898 
32.0 Lands and Structures............ccccsccscecseesesseens 751,593 450,324 636,634 ae , 
Se ee ALLOCATION TO DEPARTMENT OF 
Total direct obligations.................. 820,743 521,000 703,100 TRANSPORTATION 
Reimbursable obligations: 6 A a, Total number of permanent positions.............-.....-- 6 6 5 
Personnel Compensation ......ccsccactaesersne 14,462 13,236 13,82] Total compensable workyeai........m.reu 7 7 6 
12.1 Personnel benefits: Civiliat.....ccsscssccsoee 1,568 1,411 1,476 Full-time equivalent of other positions . (1) (1) (1) 
21.0 Travel and transportation of persons........... 1,882 1,289 1,230 ‘Fulltime equivalent of overtime and holiday 
22.0 — Transportation of things Be aR 72 101 96 a ace etsccccsmesnnntitnicnsie (0) (0) (0) 
23.2 Communications, utilities, and other rent.... 74 327 312 Average GS grade... 8.62 8.62 8.62 
24.0 Printing and reproduction BR ra ctl 8 Ne 732 406 391 Average GS salary eececrencesccsscccccescccecescreccascnscesccescceeses $16,814 $17,990 $18,890 
25.0 Other services: Other.............secccssssessssseeees 2,458 1,216 bia ee ere 
26.0 Supplies and materials ................ssecsessseeee 252 175 167 ——— 
SIMD EMRMMMCNI Rio n57084ssstsstaondnacsinsassasscodsdonssboane 12 2 2 Muuirary Construction, Air ForcE 
32.0 Lands and Structures...........c...ccccssecssecsseeesee 183,046 136,837 151,345 35. 4 ; . : 
- a For acquisition, construction, installation, and equipment of tempo- 
Total reimbursable obligations............ 204,558 155,000 170,000 +rary or permanent public works, military installations, and facilities 
“yer as : for the Air Force as currently authorized in military public works or 
Total obligations, Department of the military construction Acts, and in sections 2673, 2674, and 2675 of 
NAVY oerrnnnnnn rnin 1,025,301 676,000 873,100 title 10, United States Code, [$565,456,000] $875,200,000, to remain 
: a available until September 30, [1984] 1985: Provided, That of this 
ALLOCATION ACCOUNTS amount, not to exceed [$44,000,000] $148,900,000 shall be available 
Personnel compensation: for study, planning, design, architect and engineer services, as author- 
ll Permanent pOsitionS....cvaccaccovacsneee 89 119 54 ~ ized by law, unless the Secretary of Defense determines that addition- 
113 Positions other than permanent... 7 30 13 al obligations are necessary for such purposes and notifies the Com- 
11.5 Other personnel compensation .............. 4 11 5  mittees on Appropriations of both Houses of Congress of his determi- 
nation and the reasons therefor. (Military Construction Appropriation 
Total personnel compensation............. 100 160 12 Act, 1980; additional authorizing legislation to be proposed for 
12.1 Personnel benefits: Civilian..............ccsseceee- 10 14 6 $618,440,000.) 


Wentification code 57-3300-0-1-051 


Program by activities: 
Direct: 
PM CMIRETNGEMIY cscasscasscaseotesssesadacssscssdecsbonsaneceeertovene 
Bis MANION EMESUITRCUIONY csssccanissuccusscsccarctvescccccctorecsovcsevoossscshesg 
IIe NN cso as card reecsessandseearnnneisscnsnsevec 
Me HORMONE AR TIVILIOS Sc cscxcecccssccossctcsslsoveccocsasctcecseconvecouces 





DEN MN eso ncahs casa nanvasicadosdessdicatusppigpnninp 
FROMMMMISENNEE COME): sscscsssacsssucossccosczconosesanssacssovassedsesonososnts 


Total 
Financing: 
11.00 Offsetting collections from: Federal funds ...............ccsssssccseeeee 
17.00 Recovery of prior year ObligationS............cccsssssesssssssseeeseeeeee 
21.40 Unobligated balance available, start of year: 

For completion of prior year budget plans..............sssssssss00 
Available to finance new budget plans.......... 
Reprogramming from prior year budget plans 


10.00 


Program and Financing (in thousands of dollars) 


et plan 
(amounts for construction actions programed) 


1979 actual 1980 estimate 1981 estimate 

397,143 493,196 641,030 
30,721 27,260 24,870 
52,000 45,000 148,900 
1,350 sesannnsanaaneonennen 500 
481,214 565,456 815,300 
1,996 2,000 2,000 
483,210 567,456 817,300 

— 1,996 — 2,000 — 2,000 





1979 actual 


390,435 
35,126 
63,558 


; 489,119 
3062 


492,171 


— 1,996 
—103 


— 297,415 


Obligations 
1980 estimate 


445,150 
25,800 
51,000 

1,350 


523,300 
1,700 


525,000 


— 251,407 
— 39,200 


1981 estimate 


673,600 
24,000 
122,200 
300 


820,100 
__ 1,900 


822,000 
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General and special funds—Continued 


Miuitary ConstRuUCTION, AiR Force—Continued 


Identification code 57-3300-0-1-051 


Program and Financing (in thousands of dollars)}—Continued 


(amounts for construction actions programed) 


Budget plan 
Obligations 





1979 actual 


Financing —Continued 
23.40 Unobligated balance transferred to other accounts 
24.40 Unobligated balance available, end of year: 

For completion of prior year budget plans 
Available to finance subsequent year budget plans 


1980 estimate 


1981 estimate 1979 actual 1980 estimate 1981 estimate 


251,407 
39,200 





40.00 Budget authority (appropriation) 


483,264 


565,456 815,300 483,264 565,456 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligate balance, start of year... 
74.40 Obligated balance, end of year 


90.00 Outlays 


490,072 
826,178 
—152,186 


564,064 


523,000 
752,186 
—713,186 


562,000 


820,000 
713,186 
— 1,018,186 


515,000 








Object Classification (in thousands of dollars) 





Identification code. 57-3300-0-1-051 1979 actual 1980 est. 


1981 est. 





DEPARTMENT OF THE AIR FORCE 


Direct obligations: 
Other services: Other 
Lands and structures 


25.0 
32.0 


14,086 
91,220 


105,306 


15,200 
98,500 


113,700 


Total direct obligations 
Reimbursable obligations: 


32.0 — Lands and structures 3,052 1,700 


23,800 
153,200 


177,000 
1,900 





Total obligations, Department of the 


Air Force 108,358 115,400 


178,900 








ALLOCATION ACCOUNTS 


Other services: Other 
Lands and structures. 


25.0 
32.0 


49,575 
334,238 


93,000 
356,600 


83,000 
960,100 





Total obligations, allocation accounts . 383,813 409,600 


643,100 








99.0 Total obligations 492,171 925,000 


822,000 





Obligations are distributed as follows: 
Defense—Military: 
332,108 351,000 
57,600 
115,400 
Department of Transportation 


951,600 
90,000 
178,900 
1,500 





MILITARY CONSTRUCTION, DEFENSE AGENCIES 
(INCLUDING TRANSFER OF FUNDS) 


For acquisition, construction, installation, and equipment of tempo- 
rary or permanent public works, installations, and facilities for activi- 
ties and agencies of the Department of Defense (other than the mili- 
tary departments), as currently authorized in military public works or 
military construction Acts, and in sections 2673, 2674, and 2675 of 
title 10, United States Code, [$192,350,000,] $225,700,000, to remain 
available until September 30, 1985; and, in addition, not to exceed 
$20,000,000 to be derived by transfer from the appropriation “Re 
search, development, test, and evaluation, Defense Agencies” as deter- 
mined by the Secretary of Defense: Provided, That such amounts of 
this appropriation as may be determined by the Secretary of Defense 
may be transferred to such appropriations of the Department of De. 
fense available for military construction as he may designate: [Pro- 
vided further, That $39,200,000 shall be transferred to “Military Con- 
struction, Defense Agencies, 1979/1983” from “Military Construction, 
Air Force, 1979/1983”:] Provided further, That of the amount appro 
priated, not to exceed [$12,000,000] $14,000,000 shall be available for 
study, planning, design, architect and engineer services, as authorized 
by law, unless the Secretary of Defense determines that additional 
obligations are necessary for such purposes and notifies the Commit: 
tees on Appropriations of both Houses of Congress of his determina- 
tion and the reasons therefor. (Military Construction Appropriation 
Act, 1980; additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 97-0500-0-1-051 


Budget plan 
(amounts for construction actions programed) 


1979 actual 


Obligations 


1980 estimate 1981 estimate 1979 actual 1980 estimate 1981 estimate 





Program by activities: 
1. Major construction 
2. Minor construction 


4. Supporting activities ... 
5. NATO infrastructure 


122,667 
12,814 
12,100 


145,166 


28,100 174,000 


2,250 


215,520 58,233 


4,274 


85,300 
10,700 
12,500 

300 


139,137 195,200 





10.00 Total 


Financing: 
14.00 Offsetting collections from: Non-Federal sources 
21.40 Unobligated balance available, start of year: 
For completion of prior year budget plans 
Available to finance new budget plans 
Reprograming from or to prior year budget plans 
22.40 Unobligated balance transferred from other accounts 


292,747 


— 15,166 


—16,149 


212,600 264,000 


— 15,166 





13,186 
18. 


15,000 


ction, 
appro- 
dle for 
orized 
tional 
mmit- 
mina- 
iation 


174,000 
6,000 


ee 


195,000 


DEPARTMENT OF DEFENSE—MILITARY 





24.40 Unobligated balance available, end of year: 
For completion of prior year budget plans........ 
Available to finance subsequent year budget plans 


Budget authority 183,980 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


194,880 
— 10,900 


194,880 
— 10,900 





43.00 Appropriation (adjusted) 





183,980 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
73.40 Obligated balance transferred (net) .... 
74.40 ‘Obligated balance, end of year 


90.00 Outlays 


197,434 264,000 


212,521 351,521 
— 280,000 


— 204,521 
62,000 


—212,521 
3,550 


—351,521 
125,000 





Object Classification (in thousands of dollars) 





Wentification code 97-0500-0-1-051 1979 actual 1980 est. 1981 est. 





21.0 — Travel and transportation of persons 320 450 150 
25.0 — Other services: 
22,831 
18,801 
32.0 170,648 


99.0 212,600 


9,670 
26,880 
227,000 


264,000 


8,400 
11,200 
175,250 


195,000 








NortH ATLANTIC TREATY ORGANIZATION INFRASTRUCTURE 


For the United States share of the cost of multilateral programs for 
the acquisition or construction of military facilities and installations 
(including international military headquarters) for the collective de- 
fense of the North Atlantic Treaty Area as authorized in military 
construction acts, $300,000,000, to remain available until expended: 
Provided, That unexpended balances of funds, as determined by the 
Secretary of Defense, heretofore appropriated under the headings 
“Military Construction, Army” and “Military Construction, Defense 
Agencies” may be transferred to this appropriation. (Additional autho- 
rizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Kdentfcation code 97-0804-0-1-051 


Budget plan 
(amounts for construction actions programed) 


Obligations 








1979 actual 


1980 estimate 1981 estimate 1979 actual 1980 estimate 1981 estimate 





Program by activities: 
10.00 NATO infrastructure 
Financing: 
24.40 Unobligated balance available, end of year: For completion of 
prior year budget plans 


300,000 295,000 


9,000 





40.00 Budget authority (appropriation).................. 


300,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
73.40 Obligated balance transferred, net 
74.40 Obligated balance, end of year 


90.00 Outlays 


295,000 
384,000 
— 554,000 


125,000 








Object Classification (in thousands of dollars) 


Mentfication code 97-0804-0-1-051 





1979 actual 1980 est. 1981 est. 








21.0 ‘Travel and transportation of persons 700 


25.0 Other services: Other 
32.0 Lands and structures 


99.0 Total obligations 


17,700 
276,600 


295,000 








Miuirary CoNnsTRUCTION, ARMY NATIONAL GUARD 


For construction, acquisition, expansion, rehabilitation, and conver- 
sion of facilities for the training and administration of the Army 
National Guard as authorized by chapter 133 of title 10, United 
States Code, as amended, and the Reserve Forces Facilities Acts, 
[$23,700,000] $35,000,000, to remain available until September 30, 
[1984] 1985. (Military Construction Appropriation Act, 1980; addi- 
tional authorizing legislation to be proposed for $27,141,000.) 


Program and Financing (in thousands of dollars) 








Identification code. 21-2085-0-1-051 


Budget pian 
(amounts for construction actions programed) 





1979 actual 


1980 estimate 1981 estimate 1979 actual 





Program by activities: 

1. Major construction: 
10,826 
36,074 
2,400 
2,900 


(b) Non-armory 
2. Minor construction 
3. Planning 


14,503 
3,734 
2,933 
2,930 


12,438 
14,703 
5,859 
2,000 


10,621 16,900 
39,608 2,500 
2,461 2,800 
2,569 1,800 





10.00 Total 52,200 


310-100 0 - 80 - 20 


23,700 35,000 95,259 24,000 
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Miuirary ConstTRucTION, ARMy NATIONAL GuARD—Continued 
Program and Financing (in thousands of dollars) —Continued 





Identification code 21-2085-0-1-051 


1979 actual 





Budget plan 
(amounts for construction actions programed) 





1980 estimate 1981 estimate 1979 actual 





Financing: 
21.40 Unobligated balance available, start of year: For completion 
of prior year budget plans 
24.40 Unobligated balance available, end of year: For completion of 
prior year budget plans 


40.00 


Budget authority (appropriation) 


Obligations 


1980 estimate 


1981 estimate 





—4,213 


1,154 
52,200 


—1,154 


854 
23,700 


854 
35,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40  Obligated balance, end of year. 


90.00 Outlays 


55,259 
56,752 
— 62,732 


24,000 
62,732 
— 39,732 


35,000 
39,732 
— 43,732 





49,279 


47,000 


31,000 





Object Classification (in thousands of dollars) 


Miuirary ConstructTION, AtrR NATIONAL GUARD 





Identification code 21-2085-0-1-051 


25.0 — Other services: Other 
26.0 Supplies and materials 
31.0 — Equipment 

32.0 — Lands and structures. 


1979 actual 





46,781 


1980 est. 


4,500 
ll 

6 
19,483 


1981 est 


For construction, acquisition, expansion, rehabilitation, and conver- 
sion of facilities for the training and administration of the Air Na- 


tional Guard, and contributions therefor, as authorized by chapter 
133 of title 10, United States Code, as amended, and the Reserve 
Forces Facilities Acts, [$36,000,000] $90,200,000, to remain available 
until September 30, [1984] 1985. (Military Construction Appropri- 





99.0 Total obligations 55,259 


24,000 


35,000 $80,500,000.) 





Program and Financing (in thousands of dollars) 


ation Act, 1980; additional authorizing legislation to be proposed for 





Identification code 57-3830-0-1-051 


Budget plan 
(amounts for construction actions programed) 


Obligations 





1979 actual 


1980 estimate 1981 estimate 1979 actual 


1980 estimate 


1981 estimate 





Program by activities: 
1. Major construction 
2. Minor construction... 
3. Planning 


10.00 Total 
Financing: 
21.40 Unobligated balance available, start of year: For completion 
of prior year budget plans 
24.40 Unobligated balance available, end of year: For completion of 
prior year budget plans 


40.00 Budget authority (appropriation) 


39,143 
2,272 
3,335 


29,500 
3,500 
3,000 


80,500 
4,700 
5,000 


43,168 
1711 
2,663 


37,365 
3,667 
3,968 


77,810 
2,876 
4314 





44,750 36,000 90,200 47,542 


— 16,911 


14,119 


45,000 


— 14,119 
5,119 


85,000 


—5,119 
10,319 





44,750 


36,000 


90,200 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


47,542 
34,768 
— 43,569 


45,000 
43,569 
— 51,569 


85,000 
51,569 
— 93,569 





38,741 


37,000 


43,000 





\dentifi 


1.1 















DEPARTMENT OF DEFENSE—MILITARY 
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Object Classification (in thousands of dollars) Obligations are distributed as follows: 


Defense-military: 


identification code 57-3830-0-1-051 1979 actual ‘1980 est 1981 est 













i FI ic eager ances 16,431 3,714 7,858 

i Naps. ato ec otis 2,795 112 237 

DEPARTMENT OF THE AIR FORCE Wribeet). ccna oe te 28,316 41,174 76,905 

25.0 Other services: Contracts 00.0.0... 2,097 3,851 4,675 Gee ee : ? SSS SS eS Se oe 
32.0 Lands and structures... . 26,219 37,323 72,230 

Total obligations, Department of the 
MAME os oon cro saa ts cankcscinouiiocsys 28,316 41,174 76,905 
— SS Miuitary CONSTRUCTION, ARMY RESERVE 

ALLOCATION ACCOUNTS For construction, acquisition, expansion, rehabilitation, and conver- 

25.0 — Other services: Contracts ............ssssssssssseee 566 117 142 


sion of facilities for the training and administration of the Army 



























32.0 Lands and structures..............scccsssssesesssseeen 18,660 3,709 7,953 Reserve as authorized by chapter 133 of title 10, United States Code, 
as amended, and the Reserve Forces Facilities Acts, [$30,000,000] 
Total obligations, allocation accounts. 19,226 _3,826 8,095 $44,200,000, to remain available until September 30, [1984] 1985. 
99.0 Total obligations .......ccccccacseene . 47,542 45,000 85,000 | (Military Construction Appropriation Act, 1980; additional authoriz- 
ing legislation to be proposed for $39,721,000.) 
Program and Financing (in thousands of dollars) 
Budget pian 
Identification code 21-2086-0-1-051 (amounts for construction actions programed) / Obligations . 
1979 actual 1980 estimate 1981 estimate 1979 actual 1980 estimate 1981 estimate 
Program by activities: 
1. Major Construction... per enreprare ate 27,400 24,824 39,721 29,654 42,574 36,500 
eA WNMDEN CANPOYIC LIN Ves cssscvsssdcosssiatesceassscossssessetevassacecnskecéct ) 4,200 2,085 3,379 4,033 3,335 4,400 
AFA MRMIMNEMGAREPE Seat Cis a scales oso sseStaP Piped ka cesas sek okos cel dcartaavecl dads 5,900 3,091 1,100 2,830 3,091 3,100 
10.00 WOUIEER, Birrreree csr OE, salttirearsaantaiee 37,100 30,000 44,200 36,517 49,000 44,000 
Financing: 

21.40 Unobligated balance available, start of year: For completion 
a DEM CNN NRMP IE, SUT LG RERREE cand sc ciaantekcniae’ Y Ananioeetunieee cestioneciinnioeces — 31,136 — 31,719 —12,719 

24.40 Unobligated balance available, end of year: For completion of 
IA RO TR Ea SRS Se iS et Slo. ee i eiiectian 31,719 12,719 12,919 
40.00 Budget authority (appropriation) .................0...000.. ‘ 37,100 30,000 44,200 37,100 30,000 44,200 















Relation of obligations to outlays: 
71.00 Obligations incurred, net 
















Be acest een aga Tica dis lesion, 2s ccibcnaabdechta Stl 2s ee 36,517 49,000 44,000 
72.40 Obligated balance, start of year... pee ara s aaen baa PIR ON eee css seal Rnooricas aeegaae chds bala 47,640 38,055 47,055 
Tate Ly CANES ATANGE=: CHUD OF. VOI 6s ncxascexcrsccsconasasss. Hiss coatatscategcctseunssstit deeveccsal Bac looaces J deste ae epeicbiciecaisiesees — 38,055 — 47,055 — 57,055 
90.00 RRM eer el srr ree eee diet lssce tiacercae tte ett adacionscanenc ene van So sncasetscueraticalth leche ieee Kasia a 46,102 40,000 34,000 









Object Classification (in thousands of dollars) 









Personnel Summary 


sdapionsldestoe 149 149 149 













Identification code 21-2086-0-1-051 1979 actual 1980 est 1981 est Total number of permanent positions 

oa Total compensable WOrkyearS..............ssssecsssseeesseeeen 132 148 148 
11.1 Personne! compensation: Permanent posi- Full-time equivalent of other positions................. (0) (0) (0) 

MMSE INE Coos asacoscacivssisnsssccasiovesene 2,233 3,015 3,004 Full-time equivalent of overtime and holiday 

12.1 Personnel benefits: Civilian.............ssssseee 221 299 298 FARM eos, Le a (0) (0) (0) 
21.0 Travel and transportation of persons.......... 40 39 45 Average GS grade....... Foci ees 8.70 8.82 8.82 
24.0 Printing and reproduction...........csssseeu 3 15 18 Average GS salary.... re 7 i $19,825 
25.0 Other services: Other......... 12,206 10,640 11,913 

26.0 Supplies and materials .. 62 40 50 

32.0 Lands and structures.........cccccc.cccsssseeeesseen 21,752 34,952 28,672 


Total obligations... 


308 _ mummy 


General and special funds—Continued 
Miuitary CONSTRUCTION, NAVAL RESERVE 


For construction, acquisition, expansion, rehabilitation, and conver- 
sion of facilities for the training and administration of the reserve 
components of the Navy and Marine Corps as authorized by chapter 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 





133 of title 10, United States Code, as amended, and the Reserve 
Forces Facilities Acts, [$18,300,000] $24,700,000, to remain available 
until September 30, [1984] 1985. (Military Construction Appropri- 
ation Act, 1980; additional authorizing legislation to be proposed for 
$22,250,000.) 


Program and Financing (in thousands of dollars) 





Budget plan 
(amounts for construction actions programed) 


Obligations 





Identification code 17-1235-0-1-051 


Program by activities: 
1. Major construction 
2. Minor construction 
3. Planning 


10.00 Total 


1979 actual 


1980 estimate 1981 estimate 1979 actual 


1980 estimate 


1981 estimate 





19,350 
1,000 
1,500 


16,090 
1,000 
1,210 


22,250 17,514 
1,050 260 
1,400 1,701 


16,500 
1,300 
1,200 


21,500 
1,100 
1,400 





18,300 24,700 19,475 


21,850 
Financing: 
21.40 Unobligated balance available, start of year: For completion 
of prior year budget plans 
24.40 Unobligated balance available, end of year: For completion of 
prior year budget plans 


19,000 24,000 


— 6,687 —9,063 — 8,363 


9,063 8,363 9,063 





40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 Outlays 


21,850 18,300 24,700 





19,475 
24,449 
—18,447 


25,477 


19,000 
18,447 
—16,447 


21,000 


24,000 
16,447 
— 23,447 


17,000 





Object Classification (in thousands of dollars) 





Identification code 17-1235-0-1-051 


25.0 Other services: 


1979 actual 1980 est. 1981 est. 





Miuitary CONSTRUCTION, AIR ForcE RESERVE 


For construction, acquisition, expansion, rehabilitation, and conver- 
sion of facilities for the training and administration of the Air Force 
Reserve as authorized by chapter 133 of title 10, United States Code, 


830 1,166 
208 292 
17,962 22,542 


19,000 24,000 


as amended, and the Reserve Forces Facilities Acts, [$12,000,000] 
$22,600,000, to remain available until September 30, [1984] 1985. 
(Military Construction Appropriation Act, 1980; additional authoriz- 
ing legislation to be proposed for $18,725,000.) 


32.0 18,306 
99.0 19,475 





Program and Financing (in thousands of dollars) 








Identification code 57-3730-0-1-051 
1979 actual 


1980 estimate 


Budget plan 
(amounts for construction actions programed) 


Obligations 


1981 estimate 1979 actual 1980 estimate 1981 estimate 











Program by activities: 
1. Major construction 10,586 
2. Minor construction 559 
3. Planning 1,855 


9,500 18,725 3,340 12,703 19,526 
300 895 99 386 544 
2,200 2,980 1,317 1,911 2,930 





10.00 Total 13,000 


Financing: 
21.40 Unobligated balance available, start of year: For completion 
of prior year budget plans 
24.40 Unobligated balance available, end of year: For completion of 
prior year budget plans 


4,756 15,000 23,000 


— 1,906 — 10,150 —7,150 


10,150 7,150 6,750 





40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year... 
74.40 Obligate balance, end of year 


90.00 Outlays 


13,000 12,000 22,600 





4,756 
13,622 
— 6,396 


11,981 


15,000 
6,396 9,396 
— 9,396 


12,000 








21,500 
1,100 
om 


24,000 


- 8,363 


6 
24,700 


24,000 
16,447 
zu 


17,000 


DEPARTMENT OF DEFENSE—MILITARY 


Object Classification (in thousands of dollars) 


Wentitication code 57-3730-0-1-051 





1979 actual «1980 est. 1981 est 








DEPARTMENT OF THE AIR FORCE 


95.0 — Other services: Contracts 134 264 
32.0 Lands and structures 1,222 8,170 





Total obligations, Department of the 


Air Force 1,356 8,434 








ALLOCATION ACCOUNTS 


25.0 Other services: Contracts 
32.0 — Lands and structures 


1777 
11,867 


13,644 
15,000 


2,666 
11,900 


14,566 
23,000 





Total obligations, allocation accounts . 4,648 


99.0 Total obligations 








Obligations are distributed as follows: Defense— 


11,186 
2,458 
1,356 


7,803 
6,763 
8,434 





FAMILY HOUSING, DEFENSE 


The Department of Defense family housing manage- 
ment account finances the expenses of the military 
family housing program. Funds provided in annual 
military construction appropriation acts under the title 
“Family housing, defense” are transferred to this ac- 
count for obligation and expenditure. This appropri- 
ation is dependent on the enactment of authorizing leg- 
islation. An appropriation of $2,090.5 million is request- 
ed for 1981, of which $276.1 million is for housing con- 
struction and $1,822.4 million is for the operation and 
maintenance of family housing and related facilities, 
for leasing of family housing, for payments required on 
the indebtedness assumed to acquire Capehart and 


Program and Financin 





\dentiication code 97-0701-0-1-051 
1979 actual 





Program by activities: 
1. Construction: 
(a) Construction of new housing 
(b) Construction improvements 
(c) Planning 


(amounts for family housing actions programed) 


FAMILY HOUSING, DEFENSE 


309 


Wherry housing, and for authorized payments of serv- 
icemen’s mortgage insurance premiums. 


Federal Funds 
General and special funds: 
Famity Housinc, DEFENSE 


For expenses of family housing for the Army, Navy, Marine Corps, 
Air Force, and Defense agencies, for construction, including acquisi- 
tion, replacement, addition, expansion, extension and alteration and 
for operation, maintenance, and debt payment, including leasing, 
minor construction, principal and interest charges, and insurance 
premiums, as authorized by law, [[$1,622,122,000] $2,079,805,000, to 
be obligated and expended in the Family Housing Management Ac- 
count established pursuant to section 501(a) of Public Law 87-554, in 
not to exceed the following amounts: 

For the Army: 

Construction, [$500,000] $97,605,000; 

For the Navy and Marine Corps: 

Construction, $101,303,000, 

For the Air Force: 

Construction, [$500,000] $58,048,000; 

For the Defense Agencies: 

Construction, $493,000; 

For the Department of Defense: 

Debt payment, [[$152,535,000] $151,856,000; 

Operation, maintenance, [$1,468,587,000] $1,670,500,000; 
Provided, That the amounts provided under this head for construc- 
tion, and for debt payment, shall remain available until September 
30, [1984] 1985: Provided further, That funds previously appropri- 
ated under this head in fiscal year 1979 and prior fiscal years for 
construction in the amount of $400,000 for the Navy and Marine 
Corps, and for debt payment in the amount of $18,251,000 for the 
Department of Defense shall be merged in the Family Housing Man- 
agement Account with, and be available for the same period as, the 
funds appropriated in this Act for construction for such departments 
and agencies, and such funds may be obligated and expended for such 
purposes: Provided further, That of the amounts appropriated for 
operation and maintenance, not less than [[$645,000,000] 
$698,200,000 shall be available only for the maintenance of real prop- 
erty facilities. (Military Construction Appropriation Act, 1980; addi- 
tional authorizing legislction to be proposed.) 


g (in thousands of dollars) 


Budget plan 
Obligations 


1981 estimate 


1980 estimate 1981 estimate 1979 actual 1980 estimate 





158,891 
108,840 
8,369 


80,745 
58,171 
3,755 


35,180 
61,920 
2,900 


124,323 
41,128 
8,549 





Total construction 





276,100 142,671 100,000 174,000 








2. Operation, maintenance, and interest payment: 
(a) Operation: 
(1) Operating expenses 621,169 
78,947 
705,578 


34,978 


(b) Maintenance of real property .. 

(c) Interest payments 

(d) Mortgage insurance premiums: 
(1) Capehart and Wherry housing 893 
(2) Servicemen-owned housing 1,483 


Total operation, maintenance, and interest pay- 
1,443,048 


1,575,423 


Total 


678,895 
86,665 
717,127 
29,682 


791,955 
118,244 
775,801 

24,524 


621,169 
78,947 
705,578 
35,056 


678,895 
86,665 
717,127 
30,554 


791,955 
118,244 
775,801 

25,626 


62 831 869 62 238 
_ 1,666 _ 2,245 1,384 2,136 


1,713,600 
1,989,700 


_ 1,914,097 
1,515,097 


1,443,466 
1,586,137 


1,914,687 
1,614,687 


1,714,000 
1,888,000 
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General and special funds—Continued 


Famity Housinc, DeEFENSE—Continued 


Program and Financing (in thousands of dollars) —Continued 





Identification code 97-0701-0-1-051 


Budget plan 
(amounts for family housing actions programed) 


Obligations 





1979 actual 


























1979 actual 1980 estimate 1981 estimate 1980 estimate 1981 estimate 
Financing: 
Offsetting collections from: 
11.00 Federal UNOS As. AIS AA. la —5,719 — 7,577 —7,061 —§,733 —7,577 —7,061 
13.00 Trust funds............... STRUT IONS Re RR HH Aadicccce WO scccsarphactate aa eaten cna 
14.00 Non-Federal sources — 28,013 —17,008 — 10,239 — 28,245 — 17,008 — 10,239 
21.40 Unobligated balance available, start of year: 
FOPICOMpIeHON OL DHOF oar DUIDETIPIANS:...2:..ieclsiancen Stet Seah PHD Gatlecsccsetecccoslerecetse csssetecsivossonossesbesuttl — 204,829 — 193,818 — 10,533 
Available to finance new budget plans......... — 15,950 — 19,956 — 18,651 — 15,950 — 19,956 — 18,651 
Reprograming from prior year budget plans —586 SPN OGD. iasireunenaciaits | Sacto eat tener torrets cette rnin rena 
24.40 Unobligated balance available, end of year: 
FOU MPNCHON OF INION Ween DURIUCTS IGA c.ctectacresvestteceiostecs act meA ER Ncdsscss.  seasescsesvarossssvenscronsy “ssenseesisoasontaveosnnnsses 193,818 70,533 172,233 
Available to finance subsequent year budget plans ... 19,956 WOO). .JArbbsscccanen 19,956 TO08) csicateoe 
25.00 Unobligated balance lapsing .............sssssssssssssssssseeseees F,. 5,438 25,000 18,651 5,438 25,000 18,651 
31.00 Redemption of agency debt................ccssessssscssneesssnsecsssuees 11,090 B TOO cgitibscerceanests 11,090 ShEOD ” wanecanceteeee 
SWOT QUTGIOTINY ies cciscvccesssosssecsnssonndsnssnsciebmeet NR 1,561,639 1,498,697 1,972,400 1,561,639 1,498,697 1,972,400 
Budget authority: 
DOD TRINA See ERE is Rtrncnitd Rusted 1,679,865 1,622,122 2,079,805 1,679,865 1,622,122 2,079,805 
40.47 Portion applied to debt reduction — 118,226 — 123,425 — 126,056 — 118,226 — 123,425 — 126,056 
43.00 Appropriation (adjusted) 1,561,639 1,498,697 1,953,749 1,561,639 1,498,697 1,953,749 
50.00 EMTOINEMEION iis csteticbenc GRANT IT A cbaVSTIA IO, aE eAcc EEA {RepsnsssoebAustneensvaee FSG seis GEPIEIL escevccd LIS GR ebiise tee 18,651 
Relation of obligations to outlays: 
FAVOUR NNemen NN PCAN EA MDE 22-55 hihi sds us S ev capas scat ch abe cs thee nos Dbposns ve eevnncqefdsaecesonnomssnnessesasssesaso ssbgesceonnnfusbuesessosaess 1,552,116 1,590,102 1,870,700 
72.40 Obligated balance,’ start of year...... 657,692 740,433 760,535 
74.40 Obligated balance, end of year........ — 140,433 — 760,535 — 946,235 
77.00 Adjustments in expired accounts 8 2B ist kN arcancnerenemie «Fikes cis rnp einen 
net RE TAT 1,570,000 1,685,000 


90.00 Naas cans sco sacl AV cis oie PBN oS ccap at asod te Ru cetass voids heebsertoasniessiesedsyssres 


1. Construction—(a) New construction.—For 1981, 
$159.9 million is proposed for the construction of 2,651 
new housing units to relieve housing shortages for mili- 
tary families. 

(b) Improvements.—$108.8 million is requested for 
1981 to undertake improvements such as house modern- 
izations, energy conservation investments, and minor 
construction. 

(c) Planning.—Costs to be incurred for planning 
future year housing projects are estimated at $8.4 mil- 
lion for 1981. 


2. Operation, maintenance, and interest payment—(a) 
Operation.—For 1981, $792.0 million is required for the 
operation of an estimated 394,000 family housing units 
(excluding leased units); and $118.2 million is required 
to lease additional quarters in the United States and 
overseas as part of the program to provide adequate 
family housing for eligible personnel. 

(b) Maintenance of real property.—The cost of mainte- 
nance and repair of the family housing inventory is 
estimated at $775.8 million for 1981. 

(c) Interest payments.—For 1981, $24.5 million is re- 
quired to defray interest charges on the indebtedness 
assumed to acquire Capehart and Wherry housing and 


1,469,113 


for related expenses. In addition, an appropriation of 
$126.1 million is required for reduction of agency in- 
debtedness that was assumed with the acquisition of 
the Capehart, Wherry, and surplus commodity housing. 

(d) Mortgage insurance premiums.—For 1981, premi- 
um payments of $3.1 million are required on mortgage 
insurance provided by the Federal Housing Administra- 
tion; (1) through the general insurance funds on mort- 
gages assumed by Defense to acquire Capehart and 
Wherry housing; and (2) on mortgages assumed by 
active military personnel for housing purchased under 
the provisions of the National Housing Act, as amend- 
ed. 


Object Classification (in thousands of dollars) 


Identification code 97-0701-0-1-051 1979 actual 1980 est 1981 est 
Personnel compensation: 
11.1 Permanent positions............c..ssecsseessseesses 22,393 23,402 25,671 
11.3 Positions other than permanent.............. 180 174 174 
Total personnel compensation............. 22,573 23,576 25,845 
12.1 Personnel benefits: Civilian.................cecssees 2,969 2,527 2,765 
21.0 Travel and transportation of persons........... 739 592 653 
22.0 Transportation of thingS ..........ccssssssssssssoee 7,071 6,725 7,492 
23.2 Communications, utilities, and other rent... 102,581 129,777 146,209 
24.0 — Printing and reproduction...............c..csess0» 2 2 


25.0 Other services: 





Cor 
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81 est 


25,671 
174 


25,845 
2,765 
693 
7,492 
- 




































DEPARTMENT OF DEFENSE—MILITARY Tae «ste 
Payments to foreign national indirect QU) TaN OO issue CS 129,316 131,610 126,056 
PEG OPSOIWNGD i cccssceciccaceccnceacoseconee 6,951 7,434 7,949 7 
Purchases from industrial funds.............. 57,594 61.428 64,100 Remaining debt, end of year.................. u 766,685 635,075 509,019 
PUN ARS co ces hac csass case aoaaschnscapastsesseads 147,434 158,396 183,770 ny on ign 
Meme dattcctiiirccartctaostsisjsteet earnest 922,473 949,324 1,094,909 
26.0 Supplies and materials ...............0..cscecssseee 7,924 15,451 16,901 
Bar PPMP MN TOMI ois Ss3th Fivcheaprcscocssvssccscess ecesssedocesoe 24,812 44,914 49 377 [ForeiGN Currency FLuctuaTIon, CoNSTRUCTION, DEFENSE] 
92.0. . CAMS AINE SUPUCTINOS. 5 i. ccs cssesssnssccecorsceens 247,231 184,866 262,140 
41.0 Grants, subsidies, and contributions............. Oe. steseceasstons) bntsiecortecccnsat CUNCLUDING TRANSFER OF FUNDS) } 
43.0 Interest and dividends ...............sccccccsssssseee 35,721 29,675 25,888 [For transfer by the Secretary of Defense to appropriations and 
ae, funds available during fiscal year 1980, or thereafter, for military 
99.0 Total obligations Edenszund sessduebasdlccrectiosees 1,586,137 1,614,687 1,888,000 construction or expenses of family housing for the military depart- 
eee 7 ments and Defense agencies, as he determines necessary to provide 
Personnel Summary funds for those appropriations or funds to eliminate losses caused by 
~ - fluctuations in foreign currency exchange rates that vary from budget 
Total number of permanent positions..................... 1,103 1,142 1,140 submissions, $100,000,000, and in addition, $25,000,000 which shall be 
Total compensable workyea’S..................+- 1,167 1,147 1,126 derived from Family Housing, Defense, to remain available until 
Full-time equivalent of other positions (115) (120) (120) | expended: Provided, That funds transferred from this appropriation 
Full-time equivalent of overtime and holiday shall be merged with and be available for the same purpose, and for 
ces are (7) (5) (5) the same time period, as the appropriation or fund to which trans- 
Average GS grade...... ~ 5.88 5.91 5.92 ferred: Provided further, That authorizations or limitations now or 
Average GS Salary...........sccccssssecsscssssees $14,351 $14,685 $14,596 hereafter contained within appropriations or other provisions of law 
Average salary of ungraded positions ................sseee- $15,545 $15,801 limiting the amounts that may be obligated or expended are hereby 


$15,176 











SUPPLEMENTARY PERSONNEL SERVICES DATA 


Since the bulk of personnel services funded from the 
Family housing, Defense appropriation is on a reim- 
bursable part-time basis, it is not reflected in the fore- 
going personnel summary. The following supplementary 
schedule is provided to indicate the man-year equiva- 
lent of all personnel services paid for by this appropri- 
ation. 


PERSONNEL INFORMATIONAL SCHEDULE 











Compensable workyears: 1979 actual 1980 estimate 1981 estimate 
|,” hha ledge lp ne oo oR cere 7,406 7,406 7,406 
NaV....ssssss000 3,384 3,400 3,425 
Marine Corps. 650 598 519 
Air Force 6,906 6,982 6,872 
Defense agencies 7 8 8 

NOt eee, 18,353 18,394 18,230 

Compensation (in thousands of dollars): 

BEMIS hear cst, xacctccteusidhs sits baimualionee 131,146 137,703 144,588 
a eb a saccS ha cscs Seasssdscoseoacioc 56,719 59,650 60,780 
BWR CONPIS 5=scscsecaasaalicu Sos hagedtes ch cslelcdelechecassees 10,740 10,315 8,951 
PMO clots cocsactadhts RN eiabovbchnsicescsacc 108,158 113,264 114,479 
140 150 161 

306,903 321,082 328,959 





Miuitary Famity Housinc INDEBTEDNESS 

The following informational schedule shows the 
status of the indebtedness assumed by Defense to ac- 
quire family housing for assignment as public quarters 
under the authority provided by law. Net proceeds from 
the disposition of excess Department of Defense family 
housing property, including land and related improve- 
ments, are transferred to the Defense family housing 
management account for the purpose of debt service. 


STATEMENT OF FAMILY HOUSING INDEBTEDNESS 


(In thousands of dollars} 


1979 actual 1980 estimate 1981 estimate 
oe debt incurred: Start and end of year............... 2,542,156 2,542,156 2,542,156 
eSS: 
Debt retirement: 
MDE EEN AE eiccc.5 scbascccovccaw wstinictitinasieteskice 1,646,155 = 1,775,471 1,907,081 


increased to the extent necessary to reflect fluctuations in foreign 
currency exchange rates from those used in preparing the applicable 
budget submission: Provided further, That the Secretary of Defense 
shall provide an annual report to the Congress on all transfers made 
from this appropriation: Provided further, That contracts or other 
obligations entered into payable in foreign currencies may be record- 
ed as obligations based on the currency exchange rates used in pre- 
paring budget submissions and adjustments to reflect fluctuations in 
such rates may be recorded as disbursements are made.] (Military 
Construction Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 














Identification code 97-0803-0-1-051 1979 actual 1980 est 1981 est. 
Financing: 

21.40 Unobligated balance, start Of year... cessccssssssseess —seeeesecceresseee — 125,000 

24.40 Unobligated balance, end of year .........0.  cesssessssseeeeee 125,000 125,000 

NE SNR cies NA icosscconhseins 

Budget authority: 

SECS ek eh Pe ee ee 

OD TRON OUNONN nde esssacsciscsicnccccctccccza eect SE vscessossnceite 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 





ee tern 





The purpose of this account is to allow transfers to 
family housing and military construction appropri- 
ations available for Defense activities in foreign coun- 
tries to finance upward adjustment of recorded obliga- 
tions due to foreign currency fluctuations above the 
budget rate. Transfers are made, as needed, to meet 
disbursement requirements in excess of funds otherwise 
available for obligation adjustment. Net gains from ex- 
change are returned to this appropriation and are avail- 
able for subsequent transfer when needed. This appro- 
priation reduces the need for supplemental appropri- 
ations when there is a long-term decline in the ex- 
change rates for the dollar. 





Public enterprise funds: 


(Homeowners ASSISTANCE FUND, DEFENSE] 


[For use in the Homeowners Assistance Fund established pursuant 
to section 1013(d) of the Demonstration Cities and Metropolitan De- 
velopment Act of 1966 (Public Law 89-754, as amended), $1,000,000.] 
(Military Construction Appropriation Act, 1980.) 
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Public enterprise funds—Continued 


({ Homeowners Assistance Funp, DerensE_}—Continued 
Program and Financing (in thousands of dollars) 


Identification code 97-4090-0-3-051 


Program by activities: 
Operating costs, funded: 
Payment to homeowners (private sale 
and foreclosure assistance) 
Other operating costs 


1979 actual 1980 est. 1981 est. 


Total operating costs 


Capital investment, funded: 
Acquisition of real property 
Mortgages assumed 


Total capital investment 


10.00 Total program costs, funded—obliga- 


Financing: 
14.00 Offsetting collections from: Non-Federal 
sources (capital program) 
Unobligated balance available, start of 


—3,004 


year: 
21.47 Authority to borrow 
21.98 Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 
Redemption of agency debt 


Budget authority 


Budget authority: 

40.00 Appropriation 
67.00 Authority to borrow (permanent, in- 
definite) 26 


—5,156 
—6,107 


8,903 
5,910 


1,526 


31.00 





1,500 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
ance 
74.98 Obligated balance, end of year: Fund bal- 


—2,024 
1,278 
— 849 


2,329 


— 2,329 —3,893 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 





Government equity: 
Unexpended budget authority: 
Unobligated balance 
Unfinanced budget authority: 
Undrawn authority to borrow 
Invested capital 


7,423 


10,501 


Total Government equity 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance. 
Transactions: Appropriation 


47,306 


Closing balance 


Deficit: 
Opening balance 
Net gain or loss (—) for the year 


Closing balance 





Total Government equity (end of year) 





Object Classification (in thousands of dollars) 
Identification code 97-4090-0-3-051 








1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 
Special personal services payments 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons .. 
Transportation of things 
Supplies and materials 
Lands and structures 
Grants, subsidies, and contributions ... 
Insurance claims and indemnities 


Total obligations 





Personnel Summary 





90.00 —1,595 1,000 1,000 





Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 


—4,716 


1981 est. 


—4,460 





Operating loss: Operating program: Expense 





Capital program: 
3,004 3,920 
—2,156 —2,642 


848 1,278 
253 = — 3,438 


3,736 
—2,416 


1,320 


—3,140 


Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 
Real property on hand 


9,752 9,752 8,752 
1,619 660 84 


Total assets 11,371 10,412 8,836 


Liabilities: 
Accounts payable 1,278 849 2,329 3,893 
Mortgages outstanding 749 21 21 21 


Total liabilities 2,027 870 2,350 3,914 


10,774 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary 





SPECIAL FOREIGN CURRENCY PROGRAM 


Federal Funds 
General and special funds: 


SPECIAL FOREIGN CURRENCY PROGRAM 


For payment in foreign currencies which the Treasury Department 
determines to be excess to the normal requirements of the United 
States for expenses in carrying out programs of the Department of 
Defense, as authorized by law; [$6,667,000] $2,760,000, to remain 
available for obligation until September 30, [1981] 1982: Provided, 
That this appropriation shall be available in addition to other appro 
priations to such Department, for payments in the foregoing curren- 
cies. (Department of Defense Appropriation Act, 1980; additional au- 
thorizing legislation to be proposed.) 





DEPARTMENT OF DEFENSE—MILITARY 


REVOLVING AND MANAGEMENT FUNDS 
«Federal Funds 3.13 





Program and Financing (in thousands of dollars) 








Identification code 97-0800-0-1-051 


Budget plan 
(amounts for foreign currency undertakings programed) 


Obligations 





1979 actual 


1980 estimate 


1981 estimate 1979 actual 1980 estimate 








Program by activities: 
1. Operation and maintenance 
2. Research 
3. Construction 


721 
7,129 
8,950 





10.00 Total (object class 25.0) 


Financing: 
21.40 Unobligated balance available, start of year: For completion 
of prior year budget plans 
Reprograming from prior year budget plans 
Unobligated balance available, end of year: For completion of 
prior year budget plans.... 
Unobligated balance lapsing 


24.40 


25.00 


40.00 Budget authority (appropriation) 


16,800 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 Outlays 


2,171 
3,748 
— 3,259 
38 


2,698 





This appropriation provides dollars to be used exclu- 
sively for purchase from the Treasury of excess foreign 
currencies to finance undertakings which are of benefit 
to the Department of Defense. 


REVOLVING AND MANAGEMENT FUNDS 
Federal Funds 


Public enterprise funds: 
DEFENSE PRODUCTION GUARANTEES 


During 1981, the Department of Defense may make commitments to 
guarantee loans pursuant to Title III of the Defense Production Act of 
1950, as amended (50 U.S.C. 2091, 64 Stat. 800), in a total amount not 
to exceed $30,000,000 of contingent liability for loan principal. 

During 1981, gross obligations for direct loans are authorized to the 
extent that defaults on loan guarantees occur. 


Program and Financing (in thousands of dollars) 


Wonfcatn cote 97-9931-0-3-051 





1979 actual 1981 est 


1980 est 


Program by activities: 
10.00 Administrative expenses (costs—obliga- 
tions) (object class 25.0) 


Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: 

Guarantee fees and interest on loans 
Collection of loans 

21.98 Unobligated balance available, start of 
year: Fund balance 

24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





Distribution of outlays by account: 
Department of the Navy 
Defense Logistics Agency 





Status of Direct Loans (in thousands of dollars) 


Position with respect to limitation on 
direct loans: 
11.10 Limitation on obligations: Appropriation 


Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year 
Repayments, prepayments, loan sales 
Write-offs for default 


21.00 
24.00 
25.00 


29.00 Outstanding, end of year 


Note.—Excludes direct loan of $1,210 thousand made by the Defense Stock Fund on a default of a loan guaranteed by this 
account 


Status of Loan Guarantees (in thousands of dollars) 


Identification code 97-9931-0-3-051 


1981 est. 


1979 actual 1980 est 


Position with respect to limitation on 
loan guarantees: 
Limitation on commitments: 
3110 Appropriation 
3200 Commitments, gross 
3900 Unused balance of limitation, expiring... 


30,000 
30,000 


30,000 
30,000 


30,000 





Cumulative balance of guarantees out- 
standing: 
Outstanding, start of year ' 953 
New loan guarantees 30,000 
Repayments or prepayments — 25,000 
Terminations for default 


4100 
4200 
4400 
4500 


4900 


9,953 
30,000 
— 30,000 





Outstanding, end Of year.............ssecccesseees : 


5,953 


5,953 


Guarantees are given on loans made by public and 
private financing institutions to facilitate performance 
of defense production contracts. When necessary, loans 
may be purchased by the Government. Administrative 
expenses are financed from guarantee fees and interest 
on loans receivable. 





31 4 REVOLVING AND MANAGEMENT FUNDS—Continued 
Federal Funds—Continued 


Public enterprise funds—Continued 
DEFENSE PRODUCTION GUARANTEES——Continued 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est 1981 est 


Operating income or loss (—): 
Revenue 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 9,744 10,029 10,142 
Loans receivable (net) 861 4 4 


10,605 10,033 


_ 10,146 


Total assets 








Government equity: 
Unexpended budget authority: 
Unobligated balance... 9,744 10,029 
Invested capital 861 4 


10,182 10,605 10,033 


10,142 





Total Government equity 





Analysis of changes in Government equity: 
Retained income: 
Opening balance 
Net operating income or loss (—) 


10,182 
2 


10,605 


10,605 
——— 


10,033 


Closing balance 


Total Government equity (end of year) 7 10,605 





LAUNDRY SERVICE, NAVAL ACADEMY 


Program and Financing (in thousands of dollars) 


Identification code 17-4002-0-3-051 1979 actual 1980 est 1981 est 





Program by activities: 
10.00 Operation of laundry (obligations) 1,614 1,634 1,643 


Financing: 
Offsetting collections from: 

11.00 Federal funds — 356 
14.00 Non-Federal sources — 1,306 
21.98 Unobligated balance available, start of 

year: Fund balance — 88 
24.98 Unobligated balance available, end of year: 

Fund balance 136 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obligations, start 
72.98 Obligated balance, start of year: Fund bal- 


74.98 


90.00 





The Naval Academy laundry is operated to provide 
laundry service for Naval Academy activities and per- 
sonnel. 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


Object Classification (in thousands of dollars) 


identification code 17-4002-0-3-051 


1979 actual 1980 est 1981 est 





Personnel compensation: 
11.1 Permanent positions ] 1,209 1,217 
11.3 Positions other than permanent... 64 64 
11.5 Other personnel compensation 7 ] 


Total personnel compensation : 1,280 1,288 
12.1 Personnel benefits: Civilian 129 130 
21.0 — Travel and transportation of persons l l 
23.2 Communications, utilities, and other rent... 80 80 
24.0 — Printing and reproduction 8 8 
25.0 Other services: Other 40 40 
26.0 Supplies and materials 96 96 

Total obligations 1,634 1,643 


Personnel Summary 
Total number of permanent positions 83 83 
Total compensable workyears 90 90 
Full-time equivalent of other positions (7) (7) 
Full-time equivalent of overtime and holiday 
(0) (0) 
Average GS grade... 6.25 6.25 
Average GS salary $16,000 $16,000 
Average salary of ungraded positions $13,963 $13,988 


DEPARTMENT OF DEFENSE STOCK FUNDS 


Department of Defense stock funds finance the pur- 
chase of consumable materials for resale to the military 
services and other authorized customers (10 U.S.C. 
2208). These inventories are stocked at various Defense 
activities. Consumable mobilization reserve materials 
are also purchased through the stock funds. 

Budget program.—Obligations increase in 1981 over 
1980 due to projected price increases and larger pro- 
curement lead times. Efforts to improve pricing and 
inventory stockage policies, begun in 1979, will continue 
in 1980 and 1981. 


1979 1980 1981 
actual estimate estimate 


Army stock fund: 
Operating and other stocks 1,273 1,362 1,380 
Mobilization reserve stocks 668 858 921 
Long supply stocks 1,180 1,102 1,073 


3121 3,322 


Navy stock fund: 
Operating and other stocks 1,001 1,280 
Mobilization reserve stocks 175 207 
Long supply stocks 1,087 843 


Marine Corps stock fund: 
Operating and other stocks 
Mobilization reserve stocks 
Long supply stocks 


Air Force stock fund: 
Operating and other stocks 
Mobilization reserve stocks 
Long supply stocks 


Defense stock fund: 
Operating and other stocks 
Mobilization reserve stocks A 1,950 





Identifi 
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1,380 
921 
1,073 


3,374 


2,432 
335 
1,485 


4,252 





DEPARTMENT OF DEFENSE—MILITARY 





























Bs RRND Soe ___ 835 825 750 
Mes erecta ee aaticaisccsossccrsnsecrecssoccestes * 4,894 4,826 4,606 

Total Department of Defense stock funds: i 
Operating and other StOCKS .................csccssssssssssee 6,022 6,621 8,218 
Mobilization reserve stocks 3,245 3,631 3,838 
ROTHE SUDIIPSUOCRS ischel scsi segpag seg qrvgsssenssssesenvene 4,275 4,118 4,876 
NI coca canoe EAR lave cocltesA ASR ahh So emsoSshsonues 13,542 14,370 16,932 














tures are shown below (in millions of dollars): 






Financing the budget program.—The budget program 
is financed from sales to customers. Gross expenditures 
in 1981 are projected to be higher than in 1980 as a 
result of projected price increases. Estimated expendi- 


























Gross outlays 
1979 1980 1981 
actual estimate estimate 
PUMNREMEM MIND crc catascocsckessscccsncayecebstassguocnnsessnesosee 3,922 5,015 5,688 
Navy Stock fund ............0000 2,876 3,728 4,579 
Marine Corps stock fund 249 269 288 
Air Force stock fund 5,174 6,599 7,314 
PSTN TIN cisasiiacis siesctcisisivicccasescarinneresese 7,096 8,801 9,196 
Total Department of Defense stock funds ... 19,317 24,412 


27,065 















million in 1981. 









tained income of $858 million. 












Intragovernmental funds: 





Army Stock Funp 





Program and Financing (in thousands of dollars) 





Procurement leadtime for material acquisition is 
greater than the time required to fill and collect cus- 
tomers’ orders. As a result, Department of Defense 
stock funds are authorized to incur obligations in antici- 
pation of future years’ sales (10 U.S.C. 2210(b)). Pursu- 
ant to this authority, contract authority of $4,028 mil- 
lion was available at the end of 1979, estimated to 
remain at $4,028 million in 1980 and decrease to $3,876 


Operating results and financial conditions.—Revenue 
and expenses for 1980 and 1981 are projected on a 
break-even basis. It is estimated that by the end of 
1981, investment (equity) of the U.S. Government will 
be $17,223 million, including $16,365 million in inven- 
tory and other assets capitalized, and a cumulative re- 


























Forces command supplies... 560,219 708,700 





Wentitication code. 97-4991-0-4-051 1979 actual 1980 est. 1981 est 
Program by activities: 
Costs by material category: 
Aeronautical supplies......... 226,235 317,300 344,800 
Missile parts ..............see. 43,049 67,200 69,200 
Tank and automotive sup: 

DReO eesti Bi a ecccsccensss 353,063 537,300 543,600 
Japan area supplies............ 12,472 6,200 6,600 
Korea area supplies............ 92,588 97,500 109,200 
Electronics supplies............ 63,494 120,400 126,900 
Retail, map, and reSErVeS.. ....ccssecssccccssssseeees 8,700 4,100 
Commissary resale............. 1,228,748 1,362,100 1,503,500 
Defense supply service...... 4,780 6,200 6,500 
Western command  sup- 

MMR ences aaikeciluenesaocs 40,700 43,600 
Other continental U.S. 

INS stats ckccscesascsavcies 128,879 194,500 220,400 
European area supplies...... 381,492 583,200 836,200 
Weapons, special weap- 

ons, chemical and fire 

control supplies ............ 128,317 270,500 273,100 


877,500 








REVOLVING AND MANAGEMENT F 
Federal 
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Funds—Continued 
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Training and doctrine 
command supplies........ 464,873 606,200 716,500 
Total operating 
costs, funded....... 3,688,209 4,926,700 5,681,700 
Change in selected resources. 448 339 18,138 — 24,400 
Adjustment in selected re- 
sources, inventory decapi- 
NO csiciecesteretacscesosecxie 56,949 — 1,438 —2,200 
10.00 Total program (obliga- 
WOT ec 4,193,497 4,943,400 5,655,100 
Financing: 
Offsetting collections from: 
Sale of goods: 
Aeronautical supplies .... — 237,310 —317,300 — 344,800 
Missile parts.............0... —49711 —67,200 — 69,200 
Tank and automotive 
SUPPIi@S...........cseeeeee — 360,899 — 537,300 — 543,600 
Japan area supplies....... —9,618 —6,200 — 6,600 
Korea area supplies ...... — 88,902 —97,500 — 109,200 
Electronics supplies....... — 86,576 — 120,400 — 126,900 
Retail, map, and re- 
SOS sie 14,479 —8,700 —4,100 
Commissary resale........ — 1,225,389 — 1,362,100 — 1,503,500 
Defense supply service . —4,765 —6,200 — 6,500 
Western command sup- 
ESO COLE iceer ere ie — 40,700 — 43,600 
Other continental U.S. 
GONOS sins ccccseecsden — 128,850 — 194,500 — 220,400 
European area supplies. — 414670 — 583,200 — 836,200 
Weapons, special weap- 
ons, chemical and 
fire control supplies . — 154,463 — 270,500 — 273,100 
Forces command sup- 
NS ret — 569,985 — 708,700 —877,500 
Training and doctrine 
command supplies... — 465,954 — 606,200 —716,500 
Total sale of 
a — 3,782,613 — 4,926,700 — 5,681,700 
11.00 Federal funds (—2,379,554)  (—3,264,845) (—3,765,174) 
13.00 WRUNG TNO Sc ncssocPecssicece (—135,857) (—224,575) (—258,990) 
14.00 Non-Federal sources........... (—1,267,202) (—1,437,280) (—1,657,536) 
11.00 Increase(—) or decrease 
in unfilled customers’ 
orders, Federal.............. — 26,345 — 65,400 —75,100 
23.98 Unobligated balance trans- 
ferred to other accounts ... 242,300 48,700 101,700 
25.00 Unobligated balance restored: 
Contract authority.............. san IID  o <cccedcclpatabais - cocniadatinstaase atte 
Budget authority........ TREY ccccccihicncne een pr eceenaeneocas 
Budget authority: 
40.00 Appropriation....................... Pe siccsonesetn . eernenecicat 
69.10 Contract authority (10 
U.S.C. 2210(b) (indefi- 
| pplbca da setereleet aor SSD + Sisabestiienat, stneaianetatiot: 
Relation of obligations to out- 
lays: 
71.00 Obligations incurred, net........ 384,539 —48,700 — 101,700 
Obligated balance, start of 
year: 
72.49 Contract authority.............. 183,400 736,239 736,239 
72.98 Fund balance..............sse 794,819 509,124 378,824 
Obligated balance, end of 
year: 
74.49 Contract authority............. — 136,239 —136,239 — 136,239 
74.98 Fund balance.............ss — 509,124 — 378,824 — 234,024 
90.00 Outlays 117,395 81,600 43,100 
Status of Unfunded Contract Authority (in thousands of dollars) 
Unfunded balance, start of year 183,400 736,239 736,239 


Contract authority 








101,980 
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Intragovernmental funds—Continued 
Army Stock Funp—Continued 


Status of Unfunded Contract Authority (in thousands of dollars) —Continued 
450,859 
736,239 





Administrative increase of unfunded balance 


Unfunded balance, end of year 736,239 736,239 


Revenue and Expense (in thousands of dollars) 





Operating loss: 


Revenue: Sale of goods 3,782,613 4,926,700 —_ 5,681,700 


Expense: 
Purchase of goods (at cost) 
Transportation ; 
Inventory increase (—) or decrease 
Other expenses 


3,880,750 
26,632 

— 181,363 
—37,810 


3,688,209 
94,404 


5,041,971 
30,361 
— 200,137 
54,505 


4,926,700 


5,647,592 
38,112 
—92,911 
48,507 


5,681,700 





Total expense 








Net operating gain 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 
Accounts receivable (net) 
Advances made 
Inventories 
Other assets....... 


794,819 
194,562 
182,810 
2,940,020 
62,492 


4,174,703 


509,124 
181,035 
237,241 
3,121,383 
113,103 


4,161,886 


378,824 
174,687 
130,454 
3,321,520 
115,062 


4,120,547 


234,024 
177,762 
130,143 
3,374,031 
112,721 


4,028,681 





Total assets 


Liabilities: 








342,971 
7,284 


350,255 


410,387 
57,896 


468,283 


409,951 
64,255 


474,206 


419,926 
61,914 


481,840 











Government equity: 
Unexpended budget authority: Un- 
delivered orders 
Unfinanced budget authority: 
Unfilled customer orders 
Contract authority 
Invested capital 


1,452,667 1,665,212 1,594,400 —-:1,517,800 
— 622,856 
— 183,400 


3,178,038 
3,824,448 


— 649,201 
—136,239 
3,413,831 


3,693,603 


—714,601 
—136,239 
3,902,781 


3,646,341 


— 789,701 
—136,239 
3,954,981 


3,546,841 





Total Government equity 





Analysis of changes in Govern- 
ment equity: 
Paid-in capital: 

Opening balance 

Transactions: 
Appropriations 
Appropriation transfers 

Net change in capitalized in- 
ventory 


5,820,076 9,594,827 9,547,565 


— 242,300 — 101,700 
— 56,949 


9,594,827 


2,200 
5,448,065 





Closing balance 5,547,565 


Retained deficit: 
Opening balance 
Transactions: 
Net operating income 








—1,995,628 —1,901,224 — 1,901,224 





Closing balance — 1,901,224 — 1,901,224 





— 1,901,224 





Total Government equity 


(end of year) 3,693,603 3,646,341 3,546,841 





Object Classification (in thousands of dollars) 


Identification code 21-4991-0-4-051 





1979 actual 


26,632 
26,172 


1980 est. 


30,361 
30,819 


1981 est. 


38,112 
35,078 





22.0 Transportation of things 
25.0 Other services: Other 


3,944,418 
196,275 


4,193,497 


4,651,025 
231,195 


4,943,400 


9,318,773 
263,137 


9,655,100 


Supplies and materials 
Equipment 


Total obligations 





Navy Stock FunpD 
For the Navy stock fund, $309,000. (10 U.S.C. 2208.) 


Program and Financing (in thousands of dollars) 


Identification code 17-4911-0-4-051 





1979 actual 1980 est. 1981 est 


Program by activities: 
Costs by material category: 
Fleet material support 
office—retail  com- 
433,375 578,500 685,800 
Forms and 
10,056 


10,200 10,600 


131,976 134,300 152,100 
Ships store and com- 
missary store stock... 
Fuels and related items . 
Retail inventory system . 
Aviation consumable 
material 
Profits from sale of 
ships’ stores paid to 
ships store _ profit, 
Navy 
Special 


594,591 
785,097 
160,043 


675,200 
1,198,600 
161,600 


740,000 
1,883,300 
184,800 
314,757 


580,400 984,200 


10,760 10,000 10,200 
clearance ac- 

1,000 1,000 
Ships, ordnance and 
electronics repair 
218,713 


331,700 712,100 





Total operating 
costs, 
2,659,368 


3,681,500 4,964,100 


466,547 139,328 2,227,943 


Adjustment in selected re- 
sources, inventory cap- 
italized (—) or decapi- 
talized 55,305 


—17,528 — 2,304,034 





10.00 Total program (obli- 
gations) 
Financing: 
Offsetting collections from: 
Sale of goods: 

Fleet material sup- 
port office—retail 
commodities 

Forms and printed 


3,181,220 3,803,300 4,888,009 


— 519,106 — 578,500 — 685,800 


—1,769 — 10,200 — 10,600 

Retail clothing and 
subsistence 

Ships store and com- 


missary 


— 127,221 — 134,300 — 152,100 


—591,796 — 685,200 —150,200 


—172,511 — 1,198,600 — 1,883,300 


— 155,477 — 161,500 — 184,800 


—410,228 — 580,400 — 584,200 


Special clearance ac- 


861 — 1,000 —1,000 


t 
Ships, ordnance and 
electronics repair 


— 232,954 — 331,700 —112,100 





— 4,964,100 
(— 4,138,394) 


— 2,816,201 
(—2,137,017) 


— 3,681,500 
( —2,923,601) 





63,137 
99,100 


0,600 
2,100 
0,000 
3,300 
4,800 


4,200 


0,200 
1,000 


2,100 


4,100 
7,943 


Kt 


8,009 


5,800 
0,600 
2,100 


0,200 
3,300 
4,800 
4,200 
1,000 


2,100 


4,100 
38,394) 


DEPAR’ SE—MILITARY 


13.00 Trust funds 
14.00 Non-Federal sources 
11.00 Increase in unfilled cus- 
tomers’ orders, Fed- 
eral — 100,300 
22.98 Unobligated balance trans- 
ferred from other ac- 


(—21,053) 
(— 658,131) 


(—29,547) 
- (—728,352) 


(—32,354) 
( —793,352) 


—15,500 


151,900 
25.00 Unobligated balance |laps- 
ing: Contract authority... 


Budget authority .... 
Budget authority: 
40.00 Appropriation 
69.10 Contract authority (10 
U.S.C. 2210(b)) (per- 

manent, indefinite) 


251,409 
Relation of obligations to out- 
lays: 
71.00 Obligations incurred, net..... 
Obligated balance, start of 
year: 
72.49 Contract authority 
12.98 Fund balance 
Obligated balance, end of 
year: 
74.49 Contract authority 
74.98 Fund balance 


90.00 Outlays 


330,409 21,500 —76,091 


961,379 
175,048 


812,789 
216,849 


812,789 
194,249 


— 812,789 
— 216,849 


37,199 


— 812,789 
— 194,249 


44,100 


— 660,889 
— 214,858 


55,200 


Status of Unfunded Contract Authority (in thousands of dollars) 


Unfunded balance, start of year 
Contract authority 
Unfunded balance lapsing 


f 961,379 812,789 
251,409 


812,789 


” — 151,900 
Unfunded balance, end of year 812,789 812,789 660,889 


Revenue and Expense (in thousands of dollars) 


Operating income: 


Revenue: Sale of goods 2,816,201 3,681,500 _ 4,964,100 


Expense: 
Purchase of goods (at cost) 2,927,775 
Transportation on 6,369 
Inventory increase — 232,877 
Other expenses — 41,899 


2,659,368 


"156,833 


3,700,456 
11,551 
— 48,776 
18,269 


4,525,994 
12,620 
382,026 
43,460 


3681500 _ 4.964.100 


Total expense 


Net operating income 


Financial Condition (in thousands of dollars) 


1980 est 


1981 est 


1978 actual 


1979 actual 


Assets: 
Fund balance with Treasury 
Accounts receivable (net) 
Inventories 


175,048 
51,453 
2,085,782 
40,450 


2,352,732 


216,849 
29,102 
2,263,354 
90,954 


194,249 
26,502 
2,329,658 
50,954 


2,601,363 


214,858 
446,902 
4,251,666 
50,954 


4,984,380 


Liabilities: 
Accounts payable and accrued |i- 
198,873 245,496 
— 144,931 — 164,554 
53,94 80,942 


247,572 
— 164,554 


83,018 


250,746 
_— 164,554 


86,192 





Government equity: 
Unexpended budget authority: 


Undelivered orders 770,429 =—-1,028,630 1,101,654 = 1,407,589 
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Unfinanced budget authority: 
Unfilled customer orders 
Contract authority 

Invested capital 


—200,921 —235,531 —335,831 —335,831 
—561,379 —812,789 —812,789 —660,889 
2,290,661 2,499,006 2,565,311 4,487,319 


Total Government equity 2,298,790 2,479,317 2,518,345 4,898,188 


Analysis of changes in Government equity: 
Paid-in capital: 
NNN eons cknacsech asec 
Transactions: 
Appropriations 309 
Appropriation transfers 79,000 75,500 
Net change in capitalized inventory — $5,305 2,304,034 


2,836,853 525570 


2,813,158 2,836,853 2,875,881 


2,875,881 


Closing balance 


Retained deficit: 
Opening balance 
Transactions: Net operating income 


— 514,369 
156,833 


— 357,536 —357,536 


_= 35.586 


4,898,188 


=351536 | — 357,536 


2,479,317 — 2,518,345 


Closing balance 





Total Government equity (end of year) 


Object Classification (in thousands of dollars) 


Identification code 17-4911-0-4-051 1979 actual 1980 est 


22.0 — Transportation of things 6,369 11,551 
25.0 Other services: Other 9,151 4,784 
26.0 Supplies and materials 3,154,940 3,776,965 4,784,405 
42.0 Insurance claims and indemnities 10,760 10,000 


10,000 =—_10,200 
3,181,220 3,803,300 4,888,009 


99.0 Total obligations 


MarINE Corps Stock FuND 
For the Marine Corps stock fund, $4,108,000. (10 U.S.C. 2208.) 


Program and Financing (in thousands of dollars) 


1979 actual 1980 est. 1981 est. 


Identification code 17-4913-0-4-051 
Program by activities: 

Costs by material category: 
Ordnance-tank-automotive 4,763 
Engineer supplies and construc- 

tion materials 7,144 
Communication-electronic 9,525 
General material 16,670 
Clothing and textiles 28,577 
Fuels and related items 19,051 
Subsistence-commissary 152,408 


238,138 
—7,836 


15,900 12,200 
15,300 
16,600 
21,000 
28,500 
21,800 

156,700 


275,800 


11,600 
13,800 
21,600 
32,000 
32,900 
176,300 


300,400 





Total operating costs, funded 
Change in selected resources 
Adjustment in selected resources, 

inventory capitalized 





10.00 Total program (obligations) .. 235,556 284,800 311,508 


Financing: 
Offsetting collections from: 
Sale of goods: 
Ordnance-tank-automotive 
Engineer supplies and con- 
struction materials 

Communication-electronic 
General material 
Clothing and textiles 
Fuels and related items 
Subsistence-commissary 


—9,519 — 15,900 — 12,200 
—1,139 
—4,760 

— 21,419 
— 28,558 
— 19,039 

— 147,550 


— 237,984 
(—134,359) 
(—103,625) 


— 15,300 
— 16,600 
— 21,000 
— 28,500 
— 21,800 
— 156,700 


— 275,800 
(—159,800) 
(—116,000) 


— 11,600 
— 13,800 
— 21,600 
— 32,000 
— 32,900 
— 176,300 


— 300,400 
(—169,500) 
(—130,900) 





Total sale of goods 
Federal funds 
Non-Federal sources 
Increase (—) or decrease in 
unfilled customers’ orders, 
Federal —3,590 


— 9,000 — 15,300 
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Intragovernmental funds—Continued Appropriation transfers ..ss.sssssssssectscssssseese! ssssetessessnner,. sesteecnanteete — 8,300 
ik erick Conse Brock Funn—Continued Net change in capitalized inventory................. BRE M sesternsesneny sneenennntnt 
Program and Financing (in thousands of dollars) —Continued OIG RRs tmnt es : ae 496,266 
a - Retained deficit: 
Identitication code 17-4913-0-4-051 1979 actual 1980 est 1981 est. MVD ALNICR scant Rca eacscccczsnsestios —181,681 —181,835  —181,835 
tala i dies bc Aa ions: N Ing INCOME. ...........eeee-- SEGA, ARGS OW cease 
23.40 Unobligated balance transferred i apie cia - 
i WOGUNOE ROCOUTES a snenrens  aceeneestnsneene, _seeeseesennonen 8,300 Closing: BALANCE. ssctevesdisctteacrat es ROA NA Rsads — 181,835 —181,835 — —181,835 
ore a BOE onc IT Total Government equity (end of year)... 278,623. 278,623 «(274,431 
40.00 gs + er (appro- ales Object Classification (in thousands of dollars) 
















































































































































: ake Ho = nite ps Hentification code 17-4913-0-4-051 1979 actual 1980 a: 1981 est 
Relation of obligations to outlays: oe ci we a Nee dee 
71.00 Obligations incurred, net.............. Bes BONS ie esscctssessetteae —4,192 22.0 — Transportation of things 218 750 750 
Obligated balance, start of year: 25.0 Other services: Other......... 50 50 50 
72.49 Contract authority............sssssse 15,563 9,545 9,545 26.0 Supplies and materials ..........ccssssssscscccessesee 235,288 284,000 310,708 
: Fi BBNOD ss caicoiceetstecszsttose 45,550 40,824 23,224 a : ; 
ie Obigated balan oat pla 99.0 Total obligationS......c000mmnncee 235,556 284,800 311,508 
74.49 — Contract authority... —9,545 —9,545 =o) | + Mane ase ; ; 
74.98 FLT MONCO es siscesscsnteh Saccodsonsess = 40,824 —23,224 = —16,132 
90.00 QUTAVS «.).5ccis tities ities 4,726 17,600 2,900 Arr Force Stock Funp 9 
 m pegeay Saar : For the Air Force stock fund, $28,300,000. (10 U.S.C. 2208.) 
Status of Unfunded Contract Authority (in thousands of dollars) 
eo SS Program and Financing (in thousands of dollars) y 
Unfunded balance, start Of year ..........cscsssessssessssees 15,563 9,545 4 : U 
Unfunded balance lapsing..............sssceccsssescssnecsssneesssnee SOUL bospiranedtises. (YP Mdeseenaist ae Identification code 57-4921-0-4-051 1979 actual 1980 est 1981 est : 
Pies a a he oN aa De eee P| RoR : ; 
Unfunded balance, end of WOON vssiseaistetesecivecss 9,545 9,545 9,545 Program by activities: Ul 
. i, = ee Few Costs by material category: 
Revenue and Expense (in thousands of dollars) Commissary sesseenesnsennenns 1,620,613 1,753,000 1,858,000 
F x anne Fuels and related items . 1,978,692 2,475,500 2,732,100 
Operating income: Air Force Academy 
Revenue: Sale Of 2000S ...........ssccscssssesccsssssessessens 237,984 275,800 300,400 cadet store...... 5,058 4,600 4,800 
SS SS Medical-dental...... 107,518 117,500 128,000 Op 
Expense: General support 1,038,125 1,142,300 1,250,800 
Purchase of goods (at COSt) ..........cccccescssecssees 251,147 268,400 287,400 Systems support ......... 656,542 1,066,700 1,056,800 eX 
Transportation ............sscessesssecseesseesseess seis 218 750 750 
Inventory increase (—) or decrease . ua WS eee 6,600 12,200 Total operating costs, 
RUT ORDENNOES 5535s Sacschitslersosssnciaaitertineralererss l 50 50 MUO ccscscscscttestees 5,406,548 6,559,600 7,030,500 
“Sees * ane ones Change in selected re- 
HORM TCRDOSE gc Seine evscisescosanvsvoossvsnss 238,138 275,800 300,400 SoUrees cc DP 600,094 328,421 443,400 
Net operating INCOME ......s.coscssccsessseenee SEE nw cotannah Pee Adjustment in selected re- 
= eee wed Res sources, inventory cap- 
ae er Bie OR bik. 19,664 —221 — 200 
Financial Condition (in thousands of dollars) : 
a —— a ——-—— 10.00 Total program (obli- 
1978 actual 1979 actual 1980 est 1981 est Pations)........sses. 6,026,306 6,887,800 7,473,700 
eae a 4 Ee ea wes Financing: : 
Fund balance with Treasury... 45,550 40,824 «23,224 ~=s«6,132 vw ~ 
Accounts receivable (net) 10,679 4,356 28,956 43,656 Clothing sone _50 ” 
Advances made................00e DOA cesar | <acseaAtoes. ianiieleiansittn PEARANCE.) aA: oo oo samen Ra aD co nnn 
‘ i Commissary............+ — 1,624,335 - 1,753,000 — 1,858,000 
IVES nnn _ 206507 234481 227,881 215 681 roasted ld ’ 
NI adsl 284,410 279,661 279,661 275,469 ROMS... sesseessee — 1,985,385 — 2,475,500 — 2,732,100 
pints == SO > — Air Force Academy A 
Liabilities: cadet store............ —4,944 — 4,600 — 4,800 in 
Accounts payable and accrued i Medical-dental......... — 108,638 — 117,500 — 128,000 0 
MIS peter ets carrctehe ete 13,058 21,251 21,251 21,251 General support......... — 1,025,287 ~ 1,142,300 — 1,250,800 
Other liabilities —12,679 = —20,213 —20,213 = —20,213 Systems support........ — 828,096 — 1,066,700 — 1,056,800 
Total liabilities... 379 1,038 1,038 1,038 Total sale of Liabi 
Government equity: i= | Vis ea ae = ae QO0S .......c.sseees — 5,576,735 — 6,559,600 eae Ac 
: 11.00 Federal Funds .............00 (—3,924,586)  (—4,754,850)  (—5,112,148) 
‘eee 13-year) (—149'235) (133,724) (— 144,50) 
evseicpeh i-g pmeoaggamaaat 14.00 Non-Federal sources....... (1,502,914) (—1,671,026) — (—1,773,852) or 
Unfinanced budget authority: 11.00 Increase in unfilled cus- 
Unfilled customers’ orders.......... —3,302 —6,892 —15,892 — 31,192 y tomer salare Federal _ 44613 — 309.050 05,805 
Contract authority........rsssseu — 15,563 —9,545 —9,545 —9,545 13.00 tnerease fod, se. : , , 
Invested Capital ..............sssssseesesesen 228,181 234,481 227,881 215,681 cma in willie’ — 
Total Government equity....... 284,031 278,623 278,623 274,431 customers’ —_ orders, 
—$$_____ WORE stereticgsaactereciccs: — 45,400 8,050 — 4,825 
Analysis of changes in Government equity: 22.98 Unobligated balance trans- Un 
Paid-in capital: ferred from other ac- 
HOFID UB SATICG, sc srsavasonvensvantstcovoartesseovsne 465,712 460,458 460,458 CONES. chicidtnainss — 163,300 —27,200 — 435,900 
Transactions: 25.00 Unobligated balance laps- 
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)30,500 
112,148) 
144,500) 
173,852) 


25,825 





Unobligated balance _re- 
stored: Contract authori- 


Budget authority .... 


196,257 





40.00 Appropriation 26,800 28,300 
69.10 Contract authority (10 
U.S.C. 2210(b)) (in- 
definite) 169,457 
Relation of obligations to out- 
lays: 
Obligations incurred, net... 
Obligated balance, start of 
year: 
Contract authority 
Fund balance 
Obligated balance, end of 
year: 
74.49 Contract authority 


74.98 Fund balance 
90.00 Outlays 


71.00 359,558 27,200 464,200 


72.49 
72.98 


977,377 1,146,835 


241,804 


1,146,835 
199,004 


— 1,146,835 
— 241,804 


106,151 


— 1,146,835 — 1,146,835 
— 199,004 — 340,604 


70,000 322,600 


Status of Unfunded Contract Authority (in thousands of dollars) 


977,377 1,146,835 1,146,835 
169,457 





Unfunded balance, start of year 

Contract authority 

Administrative increase of unfunded balance 
Unfunded balance lapsing 


Unfunded balance, end of year 


Revenue and Expense (in thousands of dollars) 





5,976,735 6,559,600 7,030,500 


Operating income: Revenue: Sale of goods 


Expense: 
Purchase of goods (at cost) 
Transportation 
Inventory increase .... 
Other expenses 


5,625,159 
19,092 

— 228,290 
—9,413 
5 6 8 
“170,187 


6,418,900 
20,924 

— 634,248 
754,024 


655,600 


7,045,700 
23,327 

— 820,061 
781,534 


Total expense 7,030,500 


Net operating income 


Financial Condition (in thousands of dollars) 


1978 actual 


Assets: 
Fund balance with 


1980 est 1981 est 


1979 actual 


157,855 241,804 199,004 340,604 


Accounts receivable 
173,096 
48,298 
2,801,053 
49,415 


Total assets 3,229,717 


Liabilities: 

Accounts payable in- 
cluding funded ac- 
crued liabilities 

Other liabilities 


Total liabilities 


193,411 
105,430 
3,029,343 
ie 
3,621,083 


196,162 
105,430 
3,663,591 
48,299 


4,212,486 


219,462 
105,430 
4,483,652 
48,299 


laa 


Inventories (net) 
Other assets 


909,011 
981,729 


1,490,740 


682,087 
— 326,633 


355,45 


744,118 
— 337,921 


406187 


828,620 
141,559 


970,17 


Government equity: 
Unexpended budget au- 
thority: 
Undelivered orders... 
Unfinanced budget au- 
thority: 
Unfilled customers’ 


1,149,576 1,460,636 1,154,809 778,148 


— 153,596 
—977,377 


— 243,609 
— 1,146,835 


— 544,609 
— 1,146,835 


— 523,609 


Contract authority... — 1,146,835 
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2,855,660 3,144,693 


3,778,942 


319 


4,599,003 





2,874,263 3,214,885 


3,242,307 


3,706,707 





Analysis of changes in Government equity: 


Paid-in capital: 


Opening balance 
Transactions: 
Appropriations 
Appropriation transfers 
Net change in capitalized inventory 


1,961,534 


2,131,970 


2,159,391 


28,300 
435,900 
200 





Closing balance 


Retained income: 


Total Government equity (end of year) 


Identification code 57-4921-0-4-051 


Opening balance 
Transactions: Net operating income 


912,729 
170,187 


Closing balance 1,082,916 


2,159,391 


1,082,916 


2,623,791 


1,082,916 





3,214,885 


Object Classification (in thousands of dollars) 


1979 actual 


1980 est. 


3,242,307 3,706,707 


1981 est. 





22.0 
25.0 
26.0 
31.0 


99.0 


For the Defense stock fund, $35,000,000. (10 U.S.C. 2208.) 


Identification code 97-4961-0-4-051 


10.00 


19,092 
13,817 
5,899,684 
93,713 


6,026,306 


Transportation of things 
Other services: Contracts 
Supplies and materials 
Equipment 


Total obligations 


DEFENSE Stock FuND 


Program and Financing (in thousands of dollars) 


20,924 
16,857 
6,744,034 
105,985 


6,887,800 7,473,700 


23,327 
17,905 
7,318,560 
113,908 





1979 actual 


1980 est. 


Program by activities: 
Costs by material category: 

635,470 796,500 
359,900 
1,401,000 
545,700 
395,200 
479,400 
396,300 
47,400 
4,546,000 


222,624 
1,305,067 
377,370 
283,571 
359,574 
332,647 
35,581 
3,569,135 


General supplies 
Industrial supplies 
Construction supplies 
Electronics 

Base operating supplies. 
Fuels and related items . 


1981 est 


704,100 


336,600 
1,512,000 
506,600 
405,500 
467,000 
384,500 
49,500 
5,078,000 





Total operating costs, 
7,121,039 8,967,400 
Change in selected re- 
436,774 360,400 
Adjustments in selected 
resources,inventory cap- 
italized (—) or decapi- 
talized —71,724 
Total program (obli- 
gations) 
Financing: 
Offsetting collections from: 
Sale of goods: 
Clothing and textiles . 


7,486,089 9,317,800 


— 636,088 — 196,500 
— 359,900 
— 1,401,000 
— 545,700 
— 395,200 
— 479,400 
— 396,300 


— 271,571 
— 1,247,413 
— 407,295 
— 301,545 
— 380,707 
— 332,047 


General supplies 
Industrial supplies 
Construction supplies. 
Electronics 


— 39,719 — 47,400 


9,443,800 
— 328,700 


— 6,000 


9,109,100 


—704,100 


— 336,600 
— 1,512,000 
— 506,600 
— 405,500 
— 467,000 
— 384,500 


— 49,500 
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Intragovernmental funds—Continued 
DEFENSE Stock Funp—Continued 


Program and Financing (in thousands of dollars) —Continued 
































Identification code 97-4961-0-4-051 1979 actual 1980 est. 1981 est. 
Fuels and related 
BREIIRS ass sossosnsecns 8 — 3,494,510 — 4,546,000 — 5,078,000 
Total sale of 
BOOUS us. cone —7,110,895 — 8,967,400 —9,443,800 
11.00 Federal funds (—6,954,868) (—8811,400) (—9,287,800) 
13.00 — = -TRUSt HUIS sciseessssssniesss (—156,027) (—156,000) (—156,000) 
11.00 Increase (—) or de- 
crease in unfilled 
customers’ —_ orders, 
BNI ic ctacesitscseaiae —910,750 748,600 487,240 
21.98 Unobligated fund balance, 
SENT MOM Sass ouchfticeds (i, gipesoscescasssennnnepaasd — 1,617,940 — 518,940 
23.98 Unobligated balance trans- 
ROOMS. osvscssnsccarsineinat, woninmbnniordurs 401,400 
25.00 Unobligated balance  re- 
stored: 
Contract authority.......... 980089 .a.inkmal? 2G aaa ea 
24.98 Unobligated balance, end 
OT VEE ctitccsnccnonegsn 1,617,940 PIER ce convene apecitios 
Budget authority .... TOZ206. sisal 35,000 
Budget authority: 
Al) I) RMNNDNRANUMIN) isssasstvssras— “aassvassses@egrneeaessee. aikeaNTevecenonesstturee 35,000 
69.10 Contract authority (10 
U.S.C. 2210(b) (per- 
manent) (indefinite) ..... REED oh. Guirctertacinnninss. ermstitivaienttiine 
Relation of obligations to out- 
lays: 
71.00 Obligations incurred, net... — 535,556 1,099,000 152,540 
Obligated balance, start of 
year: 
72.10 Receivable in excess of ob- 
ligations, start of year... — 312,616 — 1,686,598 — 587,598 
72.49 Contract authority.......... 239,258 1,321,642 1,321,642 
72.98 Fund balance................. 851,820 514,634 585,034 
Obligated balance, end of 
year: 
74.10 Receivables in excess of 
obligations, end of 
WOE eee es casainss 1,686,598 SOPHIE scssscososespnnes 
74.49 Contract authority.......... — 1,321,642 — 1,321,642 — 1,321,642 
74.98 Fund balance................. — 514,634 — 585,034 — 232,876 
90.00 Quilays!3i).242..d........ 93,228 —70,400 — 82,900 
Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation... cesses seescscccsssssnee  sessesecesssennees 
1200 Obligation incurred, grOSS...........:cscsssseceeesee SITWAU natin ainainiatss 
Cumulative balance of direct loan out- 
standing: 
2100 Outstanding, start Of year ..........ccssssssescscccss — csssssseeeeesee 1,210 1,210 
PEO. MIRRORING recs Sescaietccrscttedasssioniasoenttoccee BAe Bd ih atta “tutta dition: cise Sioae> 
2900 Outstanding, end Of year... 1,210 1,210 1,210 





Status of Unfunded Contract Authority (in thousands of dollars) 











Unfunded balance, start Of year...........ccsscecsssessseen 239,258 1,321,642 1,321,642 
COPRCR CUETO AY 0S eS RK sien 102,296 
Unfunded balance restored.............cccsssessessseecsseesseeees 980,088 
Unfunded balance, end Of yeat............c:.sssseccsseeessseeees 1,321,642 1,321,642 1,321,642 
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1981 


Revenue and Expense (in thousands of dollars) 





1981 est 









































1979 actual 1980 est 
Operating income: Revenue: Sale of goods.............. 7,110,895 8,967,400 9,443,800 
Expense: eit ; 
Purchase of goods (at COSt) ...........scsssessnsees 6,935,864 8,285,948 8,600,400 
VQISION TALON sscessusccscsssaisetescartderocanssooeceeoecar> 432,604 592,000 603,300 
Inventory increase (—) or decrease............... — 279,828 78,552 225,100 
ROTHVOTGKDCMSE 5 ssonis;sscovsesenonndsnsanchogsselce ae bese 32,399 - 10,900 ___ 15,000 
TORAH GUPONSR i scsattiarseeonetinaene eetvenc 7,121,039 8,967,400 9,443,800 
Net operating inCOME...............sscsseesseecsseenne 10,144 ME Ns ee 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est 1981 est 
Assets: 
Fund balance with 
TIQBSULYscsssssscscsasises 851,820 514,634 585,034 232,876 
Accounts receivable 
(WBt) ccesscctvscccceasiarees 149,745 416,885 512,785 718,943 
Inventories ...........00:-00+- 4,942,571 ‘ish? 4,894,123 4,825,571 4,606,471 
Total assets ........ 9,944,136 __5,825,64 5,923,390 5,558,290 
Liabilities: Bh Sif es = one 
Accounts payable and 
accrued liabilities..... 458,532 : 678,458 766,206 761,506 
Government equity: RO bg 
Unexpended budget au- 
thority: 
Undelivered orders. 2,255,826 2,341,048 2,770,000 2,660,400 
MIMOIGATEM a pitied ulshosdetediessssone 1,617,940 STS AU.. .sscciscannsiate 
Unfilled customers 
OS os scansissts —1,473,535 —2,384,285 —1,635,685 —1,148,445 
Contract authority... — 239,258 —1,321,642 —1,321,642 —1,321,642 
Invested capital............ 4,542,571 4,894,123 4,825,571 4,606,471 
Total Government 
equity............. 5,085,604 5,147,184 5,157,184 4,796,784 
Analysis of changes in Govern- 
ment equity: 
Paid-in capital: 
Opening balance................. 2,859,740 2,931,464 2,941,464 
Transactions: 
RIRROEOMTUONS SsccecvaiNirs, |.  dusislitiwnige u.opuiaponnteaaibnnnresets 35,000 
FEMROMEUMMTVREITSUNS SE: _—hascinbanigess |. skevaseetseiorinseantcnce — 401,400 
Net change in capitalized in- 
VETTUORY ie aces assets eacisess ses 71,724 10,000 sins _ 6,000 
Closing balance...............sse : 2,931,464 __ 2,941,464 > __ 2,581,064 
Retained income: Tee eae ee 
Opening balance.................. 2,225,864 2,215,720 2,215,720 
Transactions: Net operating 
MNCS TE ivbassccnscsessesssscdee i —10,144 seveenennsennnnannne antes senna 
Closing balance..............ssssseee 2,215,720 2,215,720 2,215,720 
Total Government equity “<a pr 
(end Of year) ...........0 5,147,184 5,157,184 4,796,784 
Object Classification (in thousands of dollars) 
Identification code 97-4961-0-4-051 1979 actual 1980 est. 1981 est. 
22.0 — Transportation of thingS...............ccsssseecee 433,578 592,000 603,300 
24.0 — Printing and reproduction... a Elli -an.dewown. «sulin 
25.0 — Other services: Other......... 41,622 56,500 54,500 
26.0 Supplies and materials . 7,006,702 8,669,300 8,451,300 
ULU.  RARININICHE -sisccctecssvcesreascosss Boe 1260: <us...Janted. anain 
33.0 Investments and l0aNs................cccscseeccsseeees DELO: ctsvcuctaveedt ee 
99.0 Total obligations .........s...ssccscsscccseessen 7,486,089 9,317,800 _ 9,109,100 
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96,784 


941,464 


35,000 
401,400 


6,000 


581,064 


215,720 


215,70 


— 


796,784 


_—__—_— 


——— 


1981 est. 


9,109,100 


——— 











DEPARTMENT OF DEFENSE—MILITARY 


INDUSTRIAL FUNDS 


Department of Defense industrial funds finance var- 
ious Defense activities that perform industrial or com- 
mercial type functions on a reimbursable basis (10 
U.S.C. 2208). Workload at these activities is generated 
by orders from various customers who provide reim- 
bursement through progress payments for the full cost 
of the work performed. This enables the industrial 
funds to maintain the level of working capital needed 
for continued operations. Government investment as of 
September 30, 1981, is estimated at $503 million. 

Budget program.—The policy of stabilizing the rates 
charged to cusucmers will continue. Estimated total 
costs of goods and services produced in 1981 are project- 
ed to increase by $1,500 million, reflecting an increase 
in support requirements and costs. Yearend totals are 
shown in the following table (in thousands of dollars): 


TOTAL PRODUCTION COSTS 


1979 actual 1980 estimate 1981 estimate 
PEGY MUNIGINVAN: LING scosssecoccuccecccoaceccsooncsssssstcsevivtilane 2,323,589 2,334,199 2,509,018 
Navy industrial fund.............. .. 7,988,635 8,490,700 9,196,800 
Marine Corps industrial fund. a 46,516 51,257 55,001 
Air Force industrial fund....... w 3,039,923 3,577,366 4,183,554 
Defense industrial FUN ..........ccs.ccsssscsseessssecessseeessseee 458,687 471,913 480,451 





IE esp ae eas ace patient actresses 13,457,350 14,925,435 16,424,824 





The U.S. Army activities financed through the Army 
industrial fund include depot supply and maintenance 
operations, research and development, arsenals, missile 
material development and acquisition, and ocean port 
handling of Defense cargo. The 1981 cost of operations 
reflects increased costs and continued efforts to reduce 
the depot maintenance backlog. 

The Navy industrial fund finances a variety of activi- 
ties, including aircraft maintenance facilities, ordnance 
stations, research laboratories, shipyards, strategic sys- 
tems project offices, printing plants, public works cen- 
ters, and the Military Sealift Command. The 1981 cost 
of operations reflects increased costs and continued ef- 
forts to reduce the depot maintenance backlog. 

The Marine Corps industrial fund finances mainte- 
nance depots engaged in repairing or overhauling 
Marine Corps equipment and providing technical engi- 
neering support. The increase in costs and services in 
1981 reflects continued emphasis to accelerate the depot 
maintenance programs to reduce backlogs and to in- 
crease services being provided to customers. 

The activities financed under the Air Force industrial 
fund include laundries, depot maintenance activities, 
real property maintenance facility, and the Military 
Airlift Command. The increase in the costs of goods and 
services produced in 1981 results from higher in-house 
operating costs, increased contractual service costs, and 
continued emphasis to reduce the depot maintenance 
backlog. 

The Defense industrial fund finances the Defense 
Clothing and Textile Center and leased communications 


eee by the Defense Commercial Communications 
ffice. 


310-100 





O - 80 - 21 
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Army INDUSTRIAL FUND 


Program and Financing (in thousands of dollars) 








321 








Identification code 21-4992-0-4-051 





1979 actual 1980 est. 1981 est 
Program by activities: 
Costs of goods and serv- 
ices produced: 
Depot maintenance ac- 
eee 1,059,506 1,124,772 1,227,087 
Missile command........... 260,783 280,495 290,246 
Transportation and ter- 
minal activity............ 161,774 168,147 203,990 
Proving grounds and 
laboratories ..............- 553,885 419,413 443,132 
Armaments command... 287,641 341,372 344,563 
Total cost of goods 
and services pro- 
CN rhein. 2,323,589 2,334,199 2,509,018 
Adjustment of prior year 
NI ccssisicsitsscn wm cvssninss tin” ~ incanacitinendeiaeee 
Total program costs .. 2,320,480 2,334,199 2,509,018 
Change in selected re- 
SOON aa eas —90,224 — 26,046 —5,810 
10.00 Total obligations........ 2,230,256 2,308,153 2,503,208 
Financing: 
Offsetting collections from: 
Customer orders re- 
ceived: 
Depot maintenance 
activities ............. — 1,004,194 — 1,118,939 — 1,207,516 
Missile command....... — 263,239 — 277,153 — 269,639 
Transportation and 
terminal activity... — 165,195 — 168,304 — 202,888 
Proving grounds and 
laboratories............ — 588,754 — 361,062 — 432,190 
Armaments command — 309,421 — 375,302 — 350,128 
Total customer 
orders received. — 2,330,803 — 2,300,760 — 2,462,361 


11.00 Federal funds................. 
13.00 Trust fUndS..........0...c00 














(—2,316,137) (—2,284,193)  (—2,446,899) 


(— 788) 2 Se 























14.00 Non-Federal sources....... (—13,878) (—16,567) (—15,462) 
21.98 Unobligated balance availa- 
ble, start of year: Fund 
Clnie 2 — 857,547 — 958,094 — 950,701 
24.98 Unobligated balance availa- 
ble, end of year: Fund 
NCO Sisco iscens 958,094 ? 950,701 909,854 
Ghee SUDOUTN os cssccscisascscscnssscenses ” iccenectenenststcesnced” (~covepeissealedaba 
Relation of obligations to out- 
lays: 
71.00 Obligations incurred, net... — 100,547 7,393 40,847 
72.10 Receivables in excess of 
obligations, start of 
ER Sa — 737,471 — 840,765 — 825,703 
74.10 Receivables in excess of 
obligations, end of year. 840,765 825,703 763,312 
90.00 OIG eccrine 2,747 — 7,669 — 21,544 
Revenue and Expense (in thousands of dollars) 
Operating income or loss’ (—): 
Revenue: Sale of goods and ServiceS................0++- 2,286,034 2,404,07 2,480; 52 
Expense: a Pay 
Materials, supplies, and parts used.................. 418,203 437,736 488,217 
Salaries and wages....... - 1,418,884 1,404,026 —:1,434,540 
Contractual services...... .. 377,627 386,470 466,336 
CONOR CNG oss SSS aia ia sssiccrccernnnce 105,766 105,967 119,925 
Cost of goods and services produced.......... 2,320,480 2,334,199 2,509,018 
Work in process increase (—) or decrease........ — 3,504 15,276 7,634 
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Intragovernmental funds—Continued 
Army INDUSTRIAL Funp—Continued 


Revenue and Expense (in thousands of dollars) —Continued 


Cost of goods and services sold 2,316,976 2,349,475 2,916,652 
Net income or loss (—) for the year — 30,942 54,600 —35,700 








Financial Condition (in thousands of dollars) 


1978 actual 1979 actual 1980 est. 1981 est. 


Assets: 
Fund balance with 

120,076 117,329 124,998 146,542 
Accounts —_ receivable ; 

116,390 120,540 116,607 107,725 
Inventories 156,268 156,753 148,404 154,554 
Other assets 436 976 — 1,939 1,002 


Total assets 393,17 395,598 388,07 409,823 
Liabilities: 
Accounts payable and 
accrued liabilities 169,616 95,935 108,584 108,157 
Advances received 153 252 173 100 
Unfunded liabilities 51,840 52,911 49,403 48,625 
Other liabilities 3,274 5,151 5,140 12,061 


Total liabilities 224,883 154,249 163,300 168,943 


Government equity: 
Unexpended budget au- 
thority: 
Unobligated balance. 857,547 958,094 950,701 909,854 
Undelivered orders... 257,689 262,997 264,986 319,700 
Unfinanced budget au- 
thority: 
Unfilled — customer 


—1,100,225  —1,132,069 —1,132,069 —1,132,069 
153,276 152,327 141,152 143,395 


168,287 241,349 224,770 240,880 


Analysis of changes in Government 
equity: 
Paid-in capital: 
Opening balance 156,076 263,189 192,010 
Transactions: 
Assets/liabilities capitalized 
(—)/decapitalized 107,113 


Closing balance 263,189 


Retained income or deficit (— ): 
Opening balance 12,211 — 21,840 32,760 
Transactions: 
Net operating income or loss 


a OMAR at 
Poe 





— 30,942 54,600 
a 
Closing balance _ 21,840 32,760 


Total Government equity (end of 
241,349 224,770 240,880 


Object Classification (in thousands of dollars) 


Identification code 21-4992-0-4-051 


1981 est. 


1979 actual 1980 est 


Personnel compensation: 
11.1 Permanent positions 1,206,766 1,193,664 1,217,361 
11.3 Positions other than permanent ie 31,575 31,232 31,852 
11.5 Other personnel compensation 52,696 52,124 53,158 


Total personnel compensation 1,291,037 1,277,020 1,302,371 
12.1 Personnel benefits: Civilian 127,734 127,000 132,169 
13.0 — Benefits for former personnel 





Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services: 

Purchases from industrial funds 


31,839 31,288 
48,050 49,456 
54,450 60,375 

1, 


256 908 


10,716 9,908 


235,031 248,214 


76,174 67,065 


Supplies and materials ... 418,203 437,736 


Equipment 


25,877 25,223 


Total program costs 2,320,480 2,334,199 
Change in selected resources — 90,224 — 26,046 


Total obligations 2,230,256 2,308,153 


32,239 
99,729 
72,562 

923 


11,447 
299,193 
82,211 
488,217 
27,95) 


2,509,018 
5810 


2,503,208 





Personnel Summary 


Total number of permanent positions 
Total compensable workyears. 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 


(eee 


59,325 
64,304 
(1,390) 


(3,002) 
$50,100 
8.11 
$20,649 
$17,728 


Navy INDUSTRIAL FUND 


Program and Financing (in thousands of dollars) 





Identification code 17-4912-0-4-051 1979 actual 





Program by activities: 
Costs of goods and serv- 
ices produced: 
Printing LA 107,826 
Ordnance a, 759,115 
Shipyards 2,178,755 
Military Sealift +Com- 
1,025,772 
Research cal 2,004,047 
Base services 532,724 
Aircraft maintenance 
facilities 980,396 


1980 est. 


108,515 
841,582 
2,431,241 


1,088,783 
2,405,533 
566,316 


1,048,730 


60,020 
65,231 
(1,325) 


(2,749) 
$50,100 
8.10 
$20,636 
$17,962 


1981 est 


118,921 
920,957 
2,598,294 


1,194,179 
2,604,732 
626,064 


1,133,653 





Total cost of goods 
and services pro- 
CRG i ciscsect. snes 7,588,635 
Adjustment of prior year 
expense — 10,535 


8,490,700 


9,196,800 





Total program costs... 7,578,100 
Change in selected re- 
82,977 
Adjustment in selected re- 
sources 4,598 


10.00 Total program 
costs— 
(obligations) 7,665,675 
Financing: 
Offsetting collections from: 
Customer orders re- 
ceived: 
Printing — 107,651 
Ordnance AY. —824,917 
Shipyards — 2,412,975 
Military Sealift Com- 
mand sap — 991,755 
Research seis — 2,277,012 
Base services — 533,944 
Aircraft maintenance 
facilities — 988,470 


8,490,700 
37,970 
_ 88 


8,529,128 


— 112,413 
— 844,813 
— 2,280,004 


— 1,075,669 
—2,417,071 
— 568,768 


— 1,052,262 


6 9,196 80 


80,712 


9,277,507 


— 113,033 
—818,760 
— 2,572,680 


— 1,218,208 
— 2,423,604 
— 603,017 


— 1,098,698 





Total customer 
orders received. — 8,136,724 


— 8,351,000 


— 8,848,000 


Acc 
Ady 
Inve 
Oth 


Liabili 

Acc 
a 
Advi 
Unt 
Othe 








32,239 
9,729 
72,562 

923 


11,447 
99,193 
82,211 
88,217 
27,957 


09,018 
~ 5,810 


103,208 


0,020 
55,231 
(1,325) 


(2,749) 
50,100 

8.10 
20,636 
17,962 





| est 





118,921 
920,95 
998, 294 
194,179 
604,732 
626,064 


133,653 


9,196,800 


9,196,800 
80,712 
-4 


9,277,507 


- 113,033 
-818,760 
572,680 


1,218,208 
2,423,604 
~ 603,017 


1,098,698 


- 8,848,000 
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11.00 Federal funds (—8,060,239) | (—8,227,000) (—8,723,000) 
13.00 ‘Trust funds... (—52,888)  . (—100,000) (—100,000) 
14.00 Non-Federal sources....... (—23,597) (—24,000) (—25,000) 
21.98 Unobligated balance availa- 
ble, start of year........... — 1,429,385 — 1,900,434 — 1,722,306 
24.98 Unobligated balance availa- 
ble, end of year............. 1,900,434 1,722,306 1,292,799 
RN MUTI. ss:sssinasnisssocoostisites © Meecensisncnseisthenianal” spineichsalcehecagsets 
Relation of obligations to out- 
lays: 
71.00 Obligations incurred, net... — 471,049 178,128 429,507 
72.10 Receivables in excess of 
obligations, start of 
WOON ssc ctslssccscsscecrsesssistes — 1,051,184 — 1,593,170 — 1,515,942 
74.10 Receivables in excess of 
obligations, end of year 1,593,170 1,515,942 1,066,835 
90.00 CUEING fosssiirisccsssepccens 70,938 100,900 — 19,600 
Status of Loan Guarantees (in thousands of dollars) 
Position with respect to limitation on loan 
guarantees: 
3110 Limitation on commitments: Appropriation... ....cssccsssssce  sssssssseceessese  sescsnssssseeeeee 
Cumulative balance of guarantees out- 
standing: 
4100 Outstanding, start of year oo... 180,000 135,000 135,000 
4900 Outstanding, end Of yedr...........ccsssssssssccsseee 135,000 135,000 135,000 












Revenue and Expense (in thousands of dollars) 





























































































































































































Government equity: 
Unexpended budget au- 




































thority: 
Unobligated balance. 1,429,385 1,900,434 1,722,306 1,292,799 
Undelivered orders... 1,181,296 1,445,259 1,446,985 1,530,858 
Unfinanced budget au- 
thority: 
Unfilled customers’ 
ae. —2,766,084 —3,373,684 —3,227,955 —3,007,504 
Invested capital............ 491,378 354,082 387,018 362,939 
Total Government 
equity ............. 335,975 326,091 328,354 179,092 
Analysis of changes in Government a ee 
equity: 

Paid-in capital: ; 
Opening balance ...............cccsssssesseseee 230,612 226,014 225,556 
Transactions: 

Net change in capitalized inven- 
NON rerie tiers waa 2,442 —315 5 
Liabilities or decapitalized ... —7,040 —143 —1 
CROSM DM RNCG sansa nscsscsntinsecasonnnece 226,014 225,556 225,560 

Retained income or deficit (—): 

Opening balance ...............ssssccseseeseeeee 105,363 100,077 102,798 
Transactions: 
Net operating gain or loss(—)..... — 15,821 2,721 — 149,266 
Adjustment of prior year revenue 
and expense 1080 Se 
Closing Dalance..............ss-ssccssssesseeses 100,077 102,798 — 46,468 
Total Government equity (end of 
WO oo es 326,091 328,354 179,092 








Object Classification (in thousands of dollars) 





















































































































































Costs of goods and services produced: 


Identification code 17-4912-0-4-051 1979 actual 1980 est. 1981 est. 
1979 actual 1980 est. 1981 est. - 
Personnel compensation: 
Operating loss: 11.1 Permanent POsitions................svvsecssccssess 2,989,203 3,218,816 3,216,850 
Revenue: Sale of goods and serviceS.................... 7,213,646 8,114,236 9,026,489 11.3 Positions other than permanent... 98,274 96,084 100,900 
11.5 Other personnel compensation ..:............. 285,866 243,620 253,822 
oe : ; era tsikeie ee tees 11.8 Special personal services payments........ 14,292 6,076 13,355 
aterials, supplies, and parts used..............00.. 215, 451, 645, : 
en wage 3,713,466 3,910,582 3,932,021 Tete personnel compeneeten S3E15S 35058 ST 
Contractual services 2 382 213 2741 665 3165714 12.1 Personnel benefits: Civiliat.............cssesesssee. 325,831 345,986 347,094 
Other OXPONSES oe ceceeeeeevveereee 077 330 387.218 ; 453.690 13.0 Benefits for former personnel.................... 222 761 618 
eR a ad a : : : 21.0 ‘Travel and transportation of persons........... 106,238 108,922 113,600 
Cost of goods and services produced.......... 7,588,635 8,490,700 9,196,800 22.0 Transportation of things ........rvusecseesse 11,105 13,387 14,500 
Work in process increase ...........csssssccssseseeseseen —359,168 —379,185 —21,045 23.2 Communications, utilities, and other rent... 355,922 404,480 449,693 
é 24.0 — Printing and reproduction...........ssssssssssssssses 78,574 78,274 83,476 
Cost of goods and services sold................ 7,229,467 8,111,515 9,175,755 25.0 Other services ........0.......0... 2,054,947 2,472,770 2,868,528 
; am 26.0 — Supplies and materials 1,174,463 1,379,849 = 1,594,438 
Net income or loss (—) for the year... —15,821 2,721 — 149,266 31. Equipment... ecnevcsesrsnsennsnnsenntrne 83,163 121,675 «139,926 
Total program COStS ..........ssssssesesseee 7,578,100 8,490,700 9,196,800 
Financial Condition (in thousands of dollars) 94.0 Change in selected reSOUrCeS ...............c..s0+« 87,575 38,428 80,707 
99.0 Veo Ma sits 7,665,675 8,529,128 9,277,507 
1978 actual 1979 actual 1980 est 1981 est Personnel Summary 
Assets: 
Fond balance with Total number of permanent positions.................... 158,385 156,518 159,272 
Treasury ............... Total compensable workyeal'............-.s0-+ 176,652 171,673 171,178 
feounts, veosiabig MOL 307,264 206,364 225,964 "Fulltime equivalent of other postions (6,105) (5,500) (5,500) 
( 375,481 422.645 402.457 438.960 Full-time equivalent of overtime and holiday 
28,572 63,059 104,269 104,190 ‘ a sacsoncéesstuveconevesesusovonnsedotneessnevesaustssebeeeSaates cee erry 
599,385 713,287 «722,651 «= 718,ag5 _‘werage ES salay ee ee 
166,816 228,520 228,427 nen: =a 
Average GS salary $21,981 $21,913 
Total assets ........ 1,548,455 1,734,775 1,664,168 1,716,350 Average salary of ungraded positions .............csce $18,018 $19,656 $19,880 
Liabilities: : 
Accounts payable and 
accrued liabilities... 951,353 1,077,045 994,074 1,188,062 Marine Corps INDUSTRIAL FUND 
Advances received........ 7,478 37,808 38,294 38,723 Program and Financing (in thousands of dollars) 
Unfunded iabilities....... 117,070 117,171 117,314 117,315 
Other liabilities........... 136,579 176,660 186,132 193,158 Identification code 17-4914-0-4-051 1979 actual 1980 est. 1981 est. 
Total liabilities...... 1,212,480 1,408,684 1,335,814 1,537,258 Program by activities: 
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Marine Corps INDUSTRIAL Funp—Continued 


Program and Financing (in thousands of dollars) —Continued 































































































Identification code 17-4914-0-4-051 1979 actual 1980 est. 1981 est. 
Depot maintenance activities.................. 46,516 51,257 95,001 
Total cost of goods and services pro- 
a 46,516 51,257 55,001 
Change in selected resources 2,758 1,491 mins — 
10.00 Total program (obligations)............... 49,274 52,748 55,039 
Financing: 
11.00 Offsetting collections from: Federal funds... —58,189 —56,405 —49,052 
21.98 Unobligated balance available, start of 
year: Fund balance .........scsssssssescssssseees —13,332  —22,247 — 25,904 
24.98 Unobligated balance available, end of year: 
FUND MMNOG:csccsssccsssact patil concecesiene 22,247 25,904 19,926 
BRUNO METRO ALY aise: f Scots ass sasssccs ~racsamntsivs tng beat Ni ddatosssvanniese 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............ssscssssseee —8,915 — 3,657 5,978 
72.10 Receivables in excess of obligations, start 
PRION oer oee i cccxtusasconeoe eer vals Nibaabase —10,876 —19,926 — 24,783 
74.10 Receivables in excess of obligations, end of 
WOON Sr cssciCoh ss cschcesonbasenieeet evonianentpca 19,926 24,783 17,205 
90.00 URLS scsi cccacSiccss aapseaaavevescesctcabicen 136 1,200 — 1,600 
Revenue and Expense (in thousands of dollars) 
Operating income or loss (—): 
Revenue: Sale of goods and ServiceS........ssssseess 48,634 53,128 50,872 
Expense: 

Materials, supplies, and parts used.................. 16,162 17,471 18,939 

Salaries ANd WAgES.........cscscssssessessens 25,803 27,428 29,070 

Contractual services 1989 ra tices transit teninssonebet 

Other expenses.......... 2,562 6,358 6,992 

Cost of goods and services produced.......... 46,516 51,257 55,001 
INE MAINES METBROP soon cacssSsisctagpvsivtcsosesence 7 docthorpberstosee —§31 —99 
Cost of goods and Services SOIC .......sss:sssssssssssseen 46,516 50,726 54,902 
Net income or loss (—) for the year........ 2,118 2,402 —4,030 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with Treasury............ 2,457 2,321 1,121 2,721 
Accounts receivable (net).............. 1,763 2,534 4,975 2,436 
Advances Made ...........sccssccssssssseees 100 sain. decshoseSaprassh: RipialtSienkaretfiats 
WAVERNIEG . 5 cssssssassccssaccissonsisasvssane 3,623 5,663 6,533 4,128 
SUT RODS oA i TuP vith sch NOOASRE'S A asssssbtascuense™“cobeameRTAIaie eet tte eetee aponsesensennsc 
Total assets....... sciences 7,943 10,454 12,629 9,285 
Liabilities: 7 
Accounts payable and accrued |i- 

IES 2. SEE, Bi ecsschsnnbe honk 3,622 3,697 3,900 4,700 
Unfunded liabilities... 915 915 915 915 
Other liabilities ...............seeccscssseees 281 598 400 500 

Total liabilities ..............ssssee.. 4,818 5,210 5,215 6,115 
Government equity: 
Unexpended budget authority: 

Unobligated balance.................. 13,333 22,247 25,904 19,926 

Undelivered Orders ............s0..0000 3,807 4,843 5,197 7,496 
Unfinanced budget authority: 

Unfilled customers’ orders.......... —17,357 —26,910 —29,820 — 27,880 
Invested Capital..............ssecsessseees 3,342 5,064 6,133 3,628 

Total Government equity........ 3,125 5,244 7,414 3,170 
Analysis of changes in Government equity: 
Paid-in capital: Opening balance..............s-sssseee 3,685 3,616 3,384 
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Transactions: Net change in capitalized inventory —69 —232 —214 
Mosing balance: iccssyss.dsescdaasies.sésies ORB oleSleones 3,616 3,384 3,170 
Retained income or deficit (—): 4 
MPI DAUAINCO sss ortssdsceksnssaescisiaigraseecedscsosssscee — 489 1,628 4,030 
Transactions: Net operating income or loss 
Beeb Secs scsarstoasntea sae ophanas atiaitesottatevoorses 2,117 2,402 —4,030 
GOSIIE TianMICe alae ithe otek ayaa 1,628 TOU «concn 
Total Government equity (end of year) ...... 5,244 7,414 3,170 
Object Classification (in thousands of dollars) 
Identification code 17-4914-0-4-051 1979 actual 1980 est. 1981 est. 
11.1 Personnel compensation: 
Permanent pOSitiOnS.............ssccssssecsssecees 23,073 24,935 26,429 
11.5 Other personnel compensation................. S00. scatter. canteen 
Total personnel compensation.............. 23,378 24,935 26,429 
12.1 Personnel benefits: Civilian.............ss-ssee0 2,425 2,493 2,641 
21.0 Travel and transportation of persons........... 228 199 204 
23.2 Communications, utilities, and other rent.... 1,642 1,915 1,999 
24.0 — Printing and reproduction.............sscsssese 29 48 45 
25.0 — Other services: Contracts 2,468 3,895 4,465 
26.0 Supplies and materials.......... 16,162 17,471 18,703 
SEO ROMO sasssnscaivccsssnccarnecstancasrssstaccOEOk ie 184 301 ad - 515 
Total program COStS .........scsssssecessseeess 46,516 51,257 55,001 
94.0 Change in selected resources ...............s+00 2,758 1,491 29 
99.0 Total obligations................sssecscsssseeseen 49,274 52,748 55,030 
Personnel Summary 
Total number of permanent positions..................000.. 1,324 1,318 1,318 
Total compensable WOrkyeaYS..............sssessesssseescesssees 1,316 1,308 1,308 
Full-time equivalent of other positions.................. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
PUM erecta ornare uriciesnconeatte (0) (0) (0) 
Average GS grade 7.23 1.23 7.23 
Average GS salary. $17,100 $18,513 $19,504 
Average salary of ungraded positions ................sse: $17,615 $19,183 $20,358 


















Arr Force INDUSTRIAL FuND 
Program and Financing (in thousands of dollars) 



























































Identification code 57-4922-0-4-051 1979 actual 1980 est. 1981 est 
Program by activities: 
Costs of goods and services pro- 
duced: 
Laundry and drycleaning............ 4,440 4,335 4,462 
Military airlift command............ 1,078,472 1,309,701 1,397,223 
San Antonio real property main- 
tenance agency 73,183 109,179 122,375 
Depot maintenance 1,883,828 2,154,151 2,659,494 
Total cost of goods and 
services produced............. 3,039,923 3,577,366 4,183,554 
Adjustment of prior year ex- 
TRSRGD «cei asistccdiantiavivsceatsvcvees LORS ccsstessSCROS) nce dba 
Total program Costs ............+- 3,041,872 3,577,366 4,183,554 
Change in selected resources......... 95,056 44,908 15,178 
10.00 Total obligations.............006 3,136,928 3,622,274 4,198,732 
Financing: 
Offsetting collections from: 
Customer orders received: 
Laundry and drycleaning....... —4,515 — 4338 — 4,548 
Military airlift command........ —1,137,825  —1,295,996 —1,332,207 
San Antonio real property 
maintenance agency.......... — 97,903 — 102,159 — {14,839 
Depot maintenance................ —2,017,440  —2,222418  —2,656,086 
Total customer orders re- 
Pave cortapiscitts.. —3,257,683  —3,624,911 —4,107,680 
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11.00 Federal funds (—3,240,804) (—3,579,226) (—4,055,422) Adjustment of prior period revenue and 


0 

7.23 
19,504 
520,358 


397,223 


122,375 
659,494 


183,554 


,183,554 
15,178 


198,732 


—4,548 
332,207 


- 114,839 


cy 


1,107,680 


13.00 
14.00 
15.00 
21.98 


Trust funds ( 

Non-Federal sources 

Off-budget Federal entities 
Unobligated balance _ available, 

start of year: Fund balance 
Unobligated balance available, end 

of year: Fund balance 


— 33,303) 


— 359,840 
24.98 
ee 


Budget authority 


— 45,685) 


— 480,596 


183,233 


(—52,258) 


— 483,233 
392,181 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obliga- 
tions, start of year 
74.10 Receivables in excess of obliga- 
tions, end of year 


— 120,755 
— 221,036 
___ 225,386 


90.00 Outlays... 


— 116,406 





Revenue and Expense (in thousands of 


1979 actual 


Operating income or loss (—): 
Revenue: Sale of goods and services 


Expense: 
Materials, supplies, and parts used 
Salaries and wages.... 
Contractual services... 
Other expenses 


Cost of goods and services produced 
Work in process increase 


Cost of goods and services sold 


Net income or loss (—) for the year . 





— 225,386 


263,023 


3, 000 


— 263,023 
200,571, 


28, 600 


dollars) 


1980 est 


1,233,921 
883,862 
1,414,828 
44,755 


3,577,366 
2,334 


3, 979, 100 


Financial Condition (in thousands of dollars) 





Wes actual 


Assets: 
138,804 
167,632 
152,818 
_ 4, 566 


255,210 
197,860 
174,627 
125,711 


133, 408 


Total assets 
Liabilities: 

Accounts payable and accrued |i- 
iliti 551,349 
35,207 

8,053 


¥ 59, 09 


Unfunded liabilities... 
Other liabilities 


1979 actual 


220,210 
201,455 
192,172 
_ 1.32 
778,158 


963,091 
35,649 
9,182 


607,922 


1980 est 


1981 est 


_ 4,069, 1855 


1,495,033 
907,847 
1,732,059 
48,615 


4,183,554 
— 4,596 


_ 4,189,958 
= 108, 103 


1981 est 


191,610 
193,743 
191,993 
105,897 


683,243 


576,849 
35,649 
9,612 


622, 110 








Government equity: 
Unexpended budget authority: 
Unobligated balance 
Undelivered orders 
Unfinanced budget authority: 
Unfilled customers’ orders 
Invested capital 


359,840 
265,603 


480,596 
358,356 


— 672,728 
123,358 


76,073 


— 800,918 
120,788 


Total Government equity 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 
Liabilities capitalized 


80,305 
—l, 767 


158,799 


483,233 
373,808 


— 848,484 
_161,679 


10, 236 


78,538 


Closing balance 


Retained income or deficit (— 
Opening balance 
Transactions: 
Net operating income or loss (— 


78,538 


78,538 


392,181 
397,810 


— 887,077 
p ee 


61,133 


78,538 


78,538 








82,362 


80,261 
11,437 


91,698 
— 109,103 


expense 


Closing balance 


Total Government equity (end of year) .. 


"80, 261 


158,799 


91,68 
17028 


Object Classification (in thousands of dollars) 


Identification code 57— 4922- 0-4- 051 


"Personnel compensation: 
Permanent positions. 
Positions other than eee 
Other personnel compensation ... 


11.1 
11.3 
11.5 


Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 
22.0 
23.2 
24.0 


25.0 


Transportation of things 


Printing and reproduction 
Other services: 


Travel and transportation of persons 


Communications, utilities, and other rent... 


1979 actual 


754,538 
4,745 
5,949 


“765, 232 
76,485 
35,696 

141 
66,066 
875 


Payments to foreign national indirect 


hire personnel 
Contracts 


26.0 
31.0 


Supplies and materials .... 
Equipment 


Total program costs 


94.0 — Change in selected resources 


99.0 _ Tota obligations. 


8,429 
811,176 
203,138 

1,059,212 
15,422 


3,041,872 
95,056 


3 136, 928 


Personnel ‘Summary 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 


40,321 
41,716 
(242) 


Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary 
Average salary of ungraded positions 


(772) 
7.75 
$17,601 
$18, 306 


inane ema 


DEFENSE INDUSTRIAL FUND 


Identification code 97- 4962- 0- 4- 051 
Program by activities: 
Costs of goods and services pro- 
duced: 
Clothing and textile center 
Communication services 


Total cost of goods and 
services produced 
Adjustment in prior year expense... 


Total program costs 
Change in selected resources 


10.00 Total obligations 


Financing: 
Offsetting collections from: 
Customer orders received: 
Clothing and textile center... 
Communication services 


1979 actual 


22,293 
436,394 


1980 est 


716,879 


1,121 


24,033 


802,033 


81,829 
41,454 
562 


74,543 
958 


10,051 


1,016,908 


303,257 
1,244,051 


1,720 


3, 577, 366 
44,908 


ra 622,274 


38,642 
40,392 
(257) 


(589) 
7.75 
$18,957 


$19, 387 


Program and Financing (a thousands of dollars) 


1980 est 


23,113 


448,800 


— 17,405 
61,133 


1981 est 


781,901 
1,171 
43,173 


826,245 
81,602 
44,927 

410 
78,193 
990 


10,738 
1,259,262 
372,499 
1,507,112 
1,576 


4,183,554 
15,178 


“4,198,732 


37,525 
38,469 
(251) 


(571) 

7.15 
$20,132 
$20,016 


1981 est 


24,351 
456,100 





458,687 
= 4,395 


471,913 


480,451 





454,292 
1,385 


455,677 


— 23,160 
— 437,111 


471,913 


—142 


471,171 


— 21,000 


— 440,000 


480,451 
— 600 


479,851 


— 22,105 
— 461,400 





11.00 
14.00 
21.98 Unobligated 


Total customer orders re- 
— 460,271 
— 460,040) ( 
Non-Federal sources (—231) 
balance _ available, 


start of year: Fund balance —27,170 


— 461,000 
— 460,750) 


—31,764 


— 483,505 
(—483,255) 
(—250) (—250) 


— 21,593 
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Program and Financing (in thousands of dollars) —Continued 


Identification code 97-4962-0-4-051 1979 actual 1980 est. 


1981 est. 








24.98 Unobligated balance available, end 
of year: Fund balance 


Budget authority 


21,593 


25,247 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year 
74.98 Obligated balance, end of year 


10,171 
47,704 


—47,104 — 28,675 


28,675 
—31,421 





90.00 Outlays —24,001 29,200 


Revenue and Expense (in thousands of dollars) 


—6,400 





Operating income or loss (—): 


Revenue: Sale of goods and services 463,113 


Expense: 
Materials, supplies, and parts used 
Salaries and wages 
Contractual services... 
Other expenses 


485,751 


2,036 
25,228 
452,279 
908 


Object Classification (in thousands of dollars) 





Identification code 97-4962-0-4-051 1979 actual 


1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 19,849 
Positions other than permanent 496 
Other personnel compensation 335 


Total personnel compensation 20,680 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services: 

Payments to foreign national indirect 

hire personnel 
Contracts 


3 
427,708 


Supplies and materials . 
Equipment 


454,292 
1,385 


455,677 


Total program costs 
Change in selected resources 


Total obligations 


20,828 21,977 
350 312 
479 302 


21,657 22,791 
2,116 2,234 
181 197 


7 1 


3 3 
443,869 450,663 
33 3 


194 203 
1,677 2,056 
207 I? 
1,920 2,036 
49 33 


480,451 
— 600 


479,851 


471,913 
—742 


471,171 





Personnel Summary 





Cost of goods and services produced 
Work in process increase 





480,451 





Cost of goods and services sold 458,949 


Net income or loss (—) for the year 


480,451 


5,300 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 








Assets: 
Fund balance with Treasury 
Accounts receivable (net) 
Inventories 
Other assets 


55,467 
25,202 
2,796 
3,104 


79,468 
17,150 
4,252 
1,773 


50,269 
16,217 
4,118 
1,000 


1981 est. 


56,669 
16,217 
4,118 
400 





Total assets 86,569 102,643 71,604 


77,404 








Liabilities: 
Accounts payable and accrued |i- 
74,098 51,859 


Unfunded liabilities 





Total liabilities 74,098 51,859 





Government equity: 
Unexpended budget authority: 
Unobligated balance 
Undelivered orders 
Unfinanced budget authority: 
Unfilled customers’ orders 
Invested capital 


27,170 
7,930 


31,764 
8,041 


21,594 
8,040 


— 15,687 
5,900 


—17,253 
5,993 


—15,007 
5,118 


8,040 


— 12,761 
4,518 





Total government equity 25,313 28,545 19,745 


25,045 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 


Retained income or deficit (—): 
Opening balance 
Transactions: 
Net operating income or loss (—) 2,537 
Adjustment of prior year revenue and expense 695 


22,881 


2,432 


Closing balance 
Total Government equity (end of year) 


22,881 


—3,136 


25,045 








Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


7.80 
$17,653 
$12,525 


Average GS grade... 
Average GS salary. 
Average salary of ungraded po 


1,618 1,618 
1,516 1,516 
(30) (30) 


(0) (0) 
7.80 7.80 
$18,655 $18,655 
$12,810 $12,810 





Army MANAGEMENT FUND 


Program and Financing (in thousands of dollars) 





Identification code 21-3970-0-4-051 1979 actual 


1980 est. 1981 est. 





Program by activities: 
1. Defense telephone service, Washington, 
D.C 


2. Transportation services 394,733 


10.00 Total obligations 431,392 


Financing: 

Offsetting collections from: 
Federal funds 
Non-Federal sources ‘ 

Unobligated balance available, start of 
year: Fund balance 

Unobligated balance available, end of year: 
Fund balance 


Budget authority 


11.00 
14.00 
21.98 


— 421,979 
—1,589 


— 10,692 
24.98 


423,000 


4650 


465,000 


—423,000  —468,000 


— 2,868 
2,868 





Relation of obligations to outlays: 
Obligations incurred, net 
Receivables in excess of obligations, start 


71.00 
72.10 
72.98 Obligated balance, start of year: Fund bal- 


74.98 


90.00 —11,232 


—39,020 


13,492 39,020 


— 39,020 


———aae 


— 25,528 


This fund was created to simplify the financing and 
accounting for operations supported by two or more 
appropriations (10 U.S.C. 2209). The corpus of the fund 











es 


21,977 
312 
_— 


22,791 
2,234 
197 

1 


3 
50,663 
36 








203 
2,056 
Wy 
2,036 
33 


480,451 
—600 
479,851 


1,618 
1,516 
(30) 
() 
7.80 


$18,655 
$12,810 


465,000 
465,000 


— 465,000 


—2,868 
2,868 





ng and 
r more 
he fund 
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consists of $1 million. Activities presently financed 
through the fund are as follows: 

1. Defense telephone service, Washington, D.C.—Fi- 
nanced the operation of the telephone service for the 
Department of Defense in the Washington metropolitan 
area. Effective October 1, 1979, this activity is financed 
through the Operation and maintenance, Army appro- 
priation. 

2. Transportation services.—Provides for the central 
payment of transportation charges for Government bills 
of lading, transportation requests, meal tickets, and 
other charges incident to transportation costs incurred 
by the Army. 


Object Classification (in thousands of dollars) 





\dentitication code. 21-3970-0-4-051 





1979 actual 1980 est. 1981 est. 
11.1 Personnel compensation: Permanent posi- 

NO a Sc ccccaeeeie F082. kee 
12.1 Personnel benefits: Civilian..............ssseseese rereropes ges chet et 
21.0 Travel and transportation of persons........... 90,789 93,060 102,300 
22.0 Transportation of thingS ..............ssssssseess 303,944 329,940 362,700 


23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction..................sseccssses 
25.0 Other services: Other......... 

26.0 Supplies and materials . 
NU EIRMIN TINE ccscsconsnevcsatahessccoceessscorssconsecstgenssn 











99.0 Total obligations ...............c..sssecssseeseene 





Personnel Summary 





Total number of permanent positionS..................:.00+« 
Total compensable WorkyeaiS...............-ss+ 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
a Aces ca tants 
Average GS grade... 
Average GS salary.............. 
















Navy MANAGEMENT FUND 


Program and Financing (in thousands of dollars) 

















identification code 17-3980-0-4-051 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Transportation of things (obligations) 
HOMME CHASE 22.0) <n: scccssceseseonssSsaaaerens 473,186 506,600 557,200 
Financing: 
11.00 Offsetting collections from: Federal funds... —473,186 —506,600 © —557,200 
21.98 Unobligated balance available, start of 
year: Fund balance ...............sssseccssseeeseees —1,000 — 1,000 — 1,000 
24.98 Unobligated balance available, end of year: 
PUNE TICE. e<sococtatasestssenstevecscoserseenceses 1,000 1,000 1,000 
UU Nic cciccscslsscicctssitsd _ caosstcsbedscian  vcebdgpatpeiend gi Laeoacecsesetebiedet 
Relation of obligations to outlays: 
Ruane NIN UOMN MUINUOLE WO cesses Sccscsscencdios "“GcSbcastAbecasss ~ suseebbonedscies 
1298 Obligated balance start of year: Fund bal- 
MIME et sssscasssrcste te AkecTEiessoonsantacuiersevc 24,434 18,649 16,589 
1498 Obligated balance end of year: Fund bal- 
OR Sassi vcliccticssboroniinececclivc —18,649 —16,589 — 16,589 
90.00 ES ee 5,785 Bie cstccsscest 


Navy. 
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Arr Force MANAGEMENT FuND 


Program and Financing (in thousands of dollars) 


Identification code 57-3960-0-4-051 





charges for supplies, materials, and equipment of the 











1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Joint programs  (costs—obligations) 
(OBRCE CASS 25.0) sac niccacssccecssaess 280 Sete 
Financing: 
21.98 Unobligated balance available, start of 
year: Fund balance ...............ssscccssssseseees —1,341 —1,061 — 1,000 
24.98 Unobligated balance available, end of year: 
I sca ccecacsandorocenies 1,061 1,000 1,000 
COE I aieisascsnssescsscstnisin’- scaaticéscstitas” "*cibbaiaaraia cama 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .................cssseecesee 280 BR tts, 
72.98 Obligated balance, start of year: Fund bal- 
ee ne cece 275 66 7 
74.98 Obligated balance, end of year: Fund bal- 
oscars ihces Manditesrinnccccnasnscebtlaa —66 wins bien. dt 
90.00 Macnee cies ee 489 120 7 





The Air Force management fund was created to facil- 
itate the financing of activities supported by two or 
more appropriations. The corpus of the fund is $1 mil- 
lion. The side-looking advanced radar and the digital 
side-looking airborne radar systems are the only pro- 
grams being performed in this fund. Both programs are 
financed jointly by the Federal Republic of Germany 
and the United States, with each sharing the cost 
equally. No new projects are anticipated in 1980 or 


1981. 


Trust Funds 
Army Trust FuNpDs 


Program and Financing (in thousands of dollars) 





Identification code 97-9971-0-7-051 



































1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Department of the Army general gift fund 
(obligations) (object class 41.0) .......... 99 70 70 
Financing: 
21.40 Unobligated balance available, start of 
year: 
Treasury Dalane..............ccssuescsseeeeeseeeeene —217 —148 —105 
U.S. S@CUFILIES (PAF) .........ssccsseecsseeeseeeeee —143 —127 —120 
24.40 Unobligated balance available, end of year: 
Weaaey (AMANO cick cack. 148 105 35 
U.S. securities (par) 127 120 140 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. 14 20 20 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............cssssseseeee 99 70 70 
72.40  Obligated balance, start of year 32 40 43 
74.40 Obligated balance, end of year.................... —40 —43 —4) 
90.00 CI casiainnsintecnecashssiekondacsiancicien 91 67 72 








This fund was created to facilitate the financing of 
operations supported by two or more appropriations. 
The corpus of the fund consists of $1 million and pro- 
vides for the payment centrally of transportation 








This fund includes gifts and bequests limited to spe- 


cific purposes by the donor such as the Evangeline G. 
Bovard, Cormack medal fund, Quartermaster Founda- 
tion, Inc., and the Henry C. McLean bequest. In addi- 
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Army Trust Funps—Continued 


tion, it accounts for gifts and bequests, not limited to 
specific use by the donor, which may be used for pur- 
poses as determined by the Secretary of the Army. 


Navy Trust Funps 


Program and Financing (in thousands of dollars) 





Identification code 97-9971-0-7-051 1979 actual 1980 est. 1981 est. 





Program by activities: . 
1. Naval Academy general gift fund 171 181 
2. Naval Academy Museum fund 148 129 
3. Department of the Navy general gift 
150 150 
4. Ships’ stores profits, Navy 10,536 10,000 10,200 
5. Office of Naval Records and History 
23 12 12 


11,186 10,481 10,672 





10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds... —25 
21.40 Unobligated balance available, start of 
year: 

Treasury balance 

U.S. securities (par) 
24.40 Unobligated balance available, end of year: 

Treasury balance 3,210 3,358 

U.S. securities (par) 3,136 3,086 


60.00 Budget authority (appropriation) 
(permanent, indefinite) 


—3,036 —3,136 





10,570 10,770 





Distribution of budget authority by account: 
Naval Academy general gift fund 181 215 
Naval Academy Museum fund 149 140 
Department of the Navy general gift fund 200 175 
Ships’ stores profits, Navy 10,000 10,200 
Office of Naval Records and History fund 40 40 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 10,481 10,672 
72.40 Obligated balance, start of year... Fiss 210 158 
74.40 Obligated balance, end of year —158 — 133 


90.00 Outlays 10,533 10,697 





Distribution of outlays by account: 
Naval Academy general gift fund 171 181 
Naval Academy Museum fund 148 129 
Department of the Navy general gift fund 200 175 
Ships’ stores profits, Navy 10,000 10,200 
Office of Naval Records and History fund 14 12 





1-3. Gift funds.—These activities consist primarily of 
contributions from individuals subject to conditions 
specified by the donor for the benefit of the Naval 
Academy, the Naval Academy Museum, and other insti- 
tutions of the Navy. 

4, Ships’ stores profits, Navy.—Profits earned in the 
operation of ships’ stores are expended at the discretion 
of the Secretary of the Navy for the amusement, com- 
fort, contentment, and welfare of officers and enlisted 
personnel on ships or outside the United States. 

5. Office of Naval Records and History fund.—This 
fund represents gifts of money for the benefit of the 
Office of Naval Records and History, Navy Department, 
and royalties received from sale of histories of U.S. 
Naval Operations. 


Object Classification (in thousands of dollars) 
Identification code 97-9971-0-7-051 


24.0 — Printing and reproduction 

25.0 Other services: Other 

26.0 Supplies and materials 

31.0 

41.0 — Grants, subsidies, and contributions 


99.0 Total obligations 





1979 actual 1980 est. 1981 est 





10,481 





DEPARTMENT OF THE AIR Force GENERAL Girt FuND 


Program and Financing (in thousands of dollars) 


Identification code 97-9971-0-7-051 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Air Force Academy (obligations) (object 
RISE SOPH eiciisesseccasascescivsnabteatincdy 
Financing: 
11.00 Offsetting collections from: Federal funds... 
21.40 Unobligated balance available, start of 
year: 
Treasury balance 
U.S. securities (par) 
24.40 Unobligated balance available, end of year: 
Treasury balance 
U.S. securities (par) 


60.00 Budget authority (appropriation) 
(permanent, indefinite) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligate balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 3 





This fund is for gifts or bequests to the Air Force, 
some of which are limited to use for specific purposes 
by the donors. 


SURCHARGE COLLECTIONS, SALES OF COMMISSARY STORES, ARMY 


Program and Financing (in thousands of dollars) 


Identification code 97-9981-0-8-051 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Operation of commissary stores (obliga- 
tions) 42,332 


Financing: 
14.00 Offsetting collections from: Non-Federal 


61,279 56,142 


—47,530 —55,629 — 61,542 

21.98 Unobligated balance available, start of 
year: Fund balance 

24.98 Unobligated balance available, end of year: 


Fund balance 
Budget authority 


—32,060 —37,258  —31,608 


31,608 


x fs fr we A TP 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98  Obligated balance, start of year: Fund bal- 
ance 36,746 
74.98 Obligated balance, end of year: Fund bal- 
— 26,653 


26,653 
—25,107 


—21,01 
90.00 7,196  —I37 


This fund was established to reimburse certain appro 
priations for payments made on behalf of commissary 








10,672 





181 est. 





—65 


Force, 
rposes 


.RMY 





1981 est. 





56,142 


— 61,42 
—31,608 


—5,400 
25,107 
—21,008 


—— 


—1322 


— 


appro 
nissary 
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Trust Funds—Continued _ 3829 












stores of the Department of the Army for operating 
equipment and supplies, such as utilities, laundry serv- 
ices, and inventory losses, in accordance with the 
annual Department of Defense Appropriation Act. Sur- 
charge funds are also utilized for both minor and major 
construction of commissaries. 


Object Classification (in thousands of dollars) 
\dentfication code 97-9981-0-8-051 
22.0 Transportation of thingS...............sccssssssesees 25 30 30 





1979 actual 1980 est. 1981 est. 











93.2 Communications, utilities, and other rent... 5,206 5,153 5,667 
95.0 Other services: Other..............cssssssssseesee 17,905 16,645 14,031 
26.0 Supplies and materials .... ait 16,825 8,870 9,760 
31.0 Equipment ................sss 2,371 4,000 4,800 
32.0 Lands and structures..............00. Se dn pes 17,981 17,354 
42.0 Insurance claims and indemmities............0:.  scscsseesssssees 8,600 4,500 
99.0 Total obligations ................sssscccssseesee 42,332 61,279 56,142 





Navy Trust REvoLvinc Funps 


Program and Financing (in thousands of dollars) 


























Kdentfcation code 97-9981-0-8-051 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Midshipmen’s store, U.S. Naval Acade- 
Bl retract ncecate adams 9,437 7,538 8,290 
2. Surcharge collections, sales of commis 
SPY SONOS, WIV V ccccssctccessccscesoseseossseccecnse 28,094 37,300 50,000 
3. Surcharge collections, sales of commis- 
sary stores, Marine Corps...............:..0++- 4,295 13,283 5,300 
10.00 Total obligations ...........1::cccccsssssseeeees 41,826 58,121 63,590 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: 
Midshipmen’s store, U.S. Naval Acade- 
NOP) I a ee —9,741 —7,715 —8,486 
Surcharge collections, Navy..............0e. —36,759 —36,300 — 39,300 
Surcharge collections, Marine Corps....... —6,230  —6,600 —7,000 
21.98 Unobligated balance available, start of 
year: Fund balance ..........c..sssssseeecesseeees —32,404 —43,308 — 35,802 
24.98 Unobligated balance available, end of year: 
Fund balance 43,308 35,802 26,998 
I MONT a6 acdtchecig Wf Gasenctatscassans’ | | Coapptammetere my aacopelencenin 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .........sssss.sscessssseees — 10,903 7,506 8,804 
72.10 Receivables in excess of obligations, start 
DE flint hada whkcrsmied —625 —458 —624 
74.10 Receivables in excess of obligations, end of 
Nes ak ks des cedpveucsapansercoesssie 458 624 820 
90.00 1 RRS hs — 11,070 7,672 9,000 
Distribution of outlays by account: 
Midshipmen’s store, U.S. Naval Academy............. =f Ht: comes 
Surcharge collections, sales of commissary 
MOORE CUMIN ect hss sctacdcc diet ccosticcacbastachcas —8,664 1,000 10,700 
Surcharge collections, sales of commissary 
Stores, Marine COrpS..........sssvscsssscsssssseeeseessseses — 2,333 6,683 —1,700 





1. The midshipmen’s store is operated to: (1) Procure 
clothing and other necessary supplies for the midship- 
men, (2) provide barber, cobbler, and tailor shop facili- 
ties for the midshipmen, and (3) operate the dairy farm 
at the Naval Academy. Funds collected from the above- 
mentioned operations are deposited in the Treasury and 
are available for operating expenses of such activities 
and any other expenditures as the Superintendent of 
the Naval Academy considers necessary for the interest 








of the health, comfort, and education of the midship- 
men. 

2-3. Surcharge collections, sales of commissary stores, 
Navy and Marine Corps.—These funds finance procure- 
ment of operating supplies, utility expenses, inventory 
losses, equipment, and facility construction and renova- 
tion. 


Object Classification (in thousands of dollars) 
Identification code 97-9981-0-8-051 














1979 actual 1980 est. 1981 est. 

22.0 Transportation of thingS ..............c:scssssesseee 600 700 800 
23.2 Communications, utilities, and other rent... 6,535 7,184 7,791 
CARN AI: SO nina cictcsictsacctesis. 11,300 13,541 14,620 
26.0 Supplies and materials 16,547 16,565 18,131 
31.0 Equipment ................cccc0000 3,108 4.616 9,363 
32.0 — Lands and structures...............cssccsssseseesene 3,651 15,430 12,800 
41.0 Grants, subsidies, and contributions............ 85 85 85 
99.0 TOG ING os csceecceontteerec 41,826 58,121 63,590 









Arr Force Trust REvoLvinc Funps 


Program and Financing (in thousands of dollars) 
Identification code 97-9981-0-8-051 























1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Surcharge collections, sales of commis- 
Sary Stores, Air FOPCE ..........c..cccecessseee oe 75,420 76,700 78,000 
2. Air Force cadet fUnd...............sccsseecsesees 26,590 26,800 27,000 
10.00 Total obligations ..............0...sssssseeeseene 102,010 103,500 105,000 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: 
Surcharge collections, Air Force.............. —61,347 —66,000 —70,000 
Air Force cadet fund.................ssseccessssee —26,993 —27,000 —27,100 
21.98 Unobligated balance available, start of 
year: Fund balance ...........ccsscccsecssssescenee —45,434 —31,764 —21,264 
24.98 Unobligated balance available, end of year: 
Fume elie) 2 ee Je 31,764 21,264 13,364 
Budget authority..................... ooo att aii paeliie » tom dpeieees 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............ssssssseee 13,670 10,500 7,900 
72.98 Obligated balance, start of year: Fund bal- 
inser belle Miata BB Read lle 31,231 36,283 33,256 
74.98 Obligated balance, end of year: Fund bal- 
—36,283  —33,256. __ — 38,156 
90.00 8,617 13,527 3,000 
Distribution of outlays by account: 
Surcharge collections, sales of commissary 
snes, A Ie ais es 8,659 14,027 2,000 
Di OC CRU TN cinsciccicinccaitit mattis —42 —500 1,000 





1. Surcharge collections, sales of commissary stores.— 
This fund was established to reimburse appropriations 
for payments made on behalf of commissary stores of 
the Department of the Air Force for operating equip- 
ment and supplies such as utilities, laundry services, 
and inventory losses, in accordance with the annual 
Department of Defense Appropriation Act. Surcharge 
funds are also utilized for both minor and major con- 
struction of commissaries. 

2. Air Force cadet fund.—The cadet fund is main- 
tained at the U.S. Air Force Academy, Colorado 
Springs, Colo. Cadet pay is deposited directly into the 
account and disbursements are made from it for cadet 
credit charges for uniforms and other clothing, cash 






330 


Trust Funds—Continued 


Arr Force Trust REvoLvinc Funps—Continued 


payments to cadets, transportation, and sundry other 
items of personal maintenance. 


Object Classification (in thousands of dollars) 
Identification code 97-9981-0-8-051 


22.0 
23.2 
25.0 
26.0 
31.0 
32.0 
44.0 


99.0 





1979 actual 


656 44] 679 
12,557 12,771 12,987 
8,839 8,989 9,142 
26,782 27,462 27,698 
15,235 15,493 15,756 
11,351 11,544 11,738 
26,590 26,800 27,000 


102,010 103,500 105,000 


1980 est. 1981 est. 





Transportation of things 

Communications, utilities, and other rent.... 
Other services 

Supplies and materials 

Equipment 

Lands and structures 

Refunds 


Total obligations 


GENERAL PROVISIONS 


[Sec. 701. None of the funds appropriated or otherwise made avail- 
able in this Act shall be obligated or expended for salaries or ex- 
penses during the current fiscal year for purposes of the demilitariza- 
tion of small firearms.] 

Sec. [702] 801. No part of any appropriation contained in this Act 
shall be used for publicity or propaganda purposes not authorized by 
the Congress. 

Sec. [703] 802. During the current fiscal year, the Secretary of 
Defense and the Secretaries of the Army, Navy, and Air Force, re- 
spectively, if they should deem it advantageous to the national de- 
fense, and if in their opinions the existing facilities of the Department 
of Defense are inadequate, are authorized to procure services in ac- 
cordance with section 3109 of title 5, United States Code, under 
regulations prescribed by the Secretary of Defense, and to pay in 
connection therewith travel expenses of individuals, including actual 
transportation and per diem in lieu of subsistence while traveling 
from their homes or places of business to official duty stations and 
return as may be authorized by law: Provided, That such contracts 
may be renewed annually. 

Sec. [704] 803. During the current fiscal year, provisions of law 
prohibiting the payment of compensation to, or employment of, any 
person not a citizen of the United States shall not apply to personnel 
of the Department of Defense. 

Sec. [705] 804. Appropriations contained in this Act shall be avail- 
able for insurance of official motor vehicles in foreign countries, when 
required by laws of such countries; payments in advance of expenses 
determined by the investigating officer to be necessary and in accord 
with local custom for conducting investigations in foreign countries 
incident to matters relating to the activities of the department con- 
cerned; reimbursement to General Services Administration for secu- 
rity guard services for protection of confidential files; and all neces- 
sary expenses, at the seat of government of the United States of 
America or elsewhere, in connection with communication and other 
services and supplies as may be necessary to carry out the purposes of 
this Act. 

Sec. [706] 805. Any appropriation available to the Army, Navy, or 
Air Force may, under such regulations as the Secretary concerned 
may prescribe, be used for expenses incident to the maintenance, pay, 
and allowances of prisoners of war, other persons in Army, Navy, or 
Air Force. custody whose status is determined by the Secretary con- 
cerned to be similar to prisoners of war, and persons detained in such 
custody pursuant to Presidential proclamation. 

Sec. [707] 806. Appropriations available to the Department of 
Defense for the current fiscal year for maintenance or construction 
shall be available for acquisition of land or interest therein as author- 
ized by section 2672 or 2675 of title 10, United States Code. 

Sec. [708] 807. Appropriations for the Department of Defense for 
the current fiscal year shall be available, (a) for transportation to 
primary and secondary schools of minor dependents of military and 
civilian personnel of the Department of Defense as authorized for the 
Navy by section 7204 of title 10, United States Code; (b) for expenses 
in connection with administration of occupied areas; (c) for payment 
of rewards as authorized for the Navy by section 7209(a) of title 10, 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198} 


United States Code, for information leading to the discovery of miss. 
ing naval property or the recovery thereof; (d) for payment of defi- 
ciency judgments and interests thereon arising out of condemnation 
proceedings; (e) for leasing of buildings and facilities including pay. 
ment of rentals for special purpose space at the seat of government, 
and in the conduct of field exercises and maneuvers or, in administer. 
ing the provisions of title 43, United States Code, section 315q, rentals 
may be paid in advance; (f) payments under contracts for mainte. 
nance of tools and facilities for twelve months beginning at any time 
during the fiscal year; (g) maintenance of defense access roads certi- 
fied as important to national defense in accordance with section 210 
of title 28, United States Code; (h) for the purchase of milk for 
enlisted personnel of the Department of Defense heretofore made 
available pursuant to section 1446a, title 7, United States Code, and 
the cost of milk so purchased, as determined by the Secretary of 
Defense, shall be included in the value of the commuted ration; (i) 
transporting civilian clothing to the home of record of selective serv- 
ice inductees and recruits on entering the military services; (j) pay- 
ments under leases for real or personal property, including mainte. 
nance thereof, for twelve months beginning at any time during the 
fiscal year; [and] (k) pay and allowances of not to exceed nine 
persons, including personnel detailed to International Military Head- 
quarters and Organizations, at rates provided for under section 
625(d\(1) of the Foreign Assistance Act of 1961, as [amended.] 
amended; and (1) the purchase of right-hand drive vehicles without 
regard to any maximum price limitation otherwise established by law. 

Sec. [709] 808. Appropriations for the Department of Defense for 

the current fiscal year shall be available for: (a) donations of not to 
exceed $25 to each prisoner upon each release from confinement in 
military or contract prison and to each person discharged for fraudu- 
lent enlistment; (b) authorized issues of articles to prisoners, appli- 
cants for enlistment and persons in military custody; (c) subsistence of 
selective service registrants called for induction, applicants for enlist- 
ment, prisoners, civilian employees as authorized by law, and super- 
numeraries when necessitated by emergent military circumstances; 
(d) reimbursement for subsistence of enlisted personnel while sick in 
hospitals; (e) expenses of prisoners confined in non-military facilities; 
(f) military courts, boards, and commissions; (g) utility services for 
buildings erected at private cost, as authorized by law, and buildings 
on military reservations authorized by regulations to be used for 
welfare and recreational purposes; (h) exchange fees, and losses in the 
accounts of disbursing officers or agents in accordance with law; (i) 
expenses of Latin American cooperation as authorized for the Navy 
by law (10 U.S.C. 7208); Gj) expenses of apprehension and delivery of 
deserters, prisoners, and members .absent without leave, including 
payment of rewards of not to exceed $75 in any one case; and (k) 
expenses of arrangements with foreign countries for cryptologic sup- 
port. 
Sec. [710] 809. The Secretary of Defense and each purchasing and 
contracting agency of the Department of Defense shall assist Ameri- 
can small and minority-owned business to participate equitably in the 
furnishing of commodities and services financed with funds appropri- 
ated under this Act by increasing, to an optimum level, the resources 
and number of personnel jointly assigned to promoting both small 
and minority business involvement in purchases financed with funds 
appropriated herein, and by making available or causing to be made 
available to such businesses, information, as far in advance as possi- 
ble, with respect to purchases proposed to be financed with funds 
appropriated under this Act, and by assisting small and minority 
business concerns to participate equitably as subcontractors on con- 
tracts financed with funds appropriated herein, and by otherwise 
advocating and providing small and minority business opportunities 
to participate in the furnishing of commodities and services financed 
with funds appropriated by this Act. 

Sec. [711] 810. No appropriation contained in this Act shall be 
available for expenses of operation of messes (other than organized 
messes the operating expenses of which are financed principally from 
nonappropriated funds) at which meals are sold to officers or civil- 
ians, except under regulations approved by the Secretary of Defense, 
which shall (except under unusual or extraordinary circumstances) 
establish rates for such meals sufficient to provide reimbursements of 
operating expenses and food costs to the appropriations concerned: 
Provided, That officers and civilians in a travel status receiving a per 
diem allowance in lieu of subsistence shall be charged at the rate of 
not less than $2.50 per day: Provided further, That for the purposes of 
this section payments for meals at the rates established hereunder 
may be made in cash or by deduction from the pay of civilian employ- 
ees: Provided further, That members of organized nonprofit youth 
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groups sponsored at either the national or local level, when extended 
the privilege of visiting a military installation and permitted to eat in 
the general mess by the commanding officer of the installation, shall 
pay the commuted ration cost of such meal or meals. 

Sec. [712] 8/1. No part of any appropriation contained in this Act 
shall remain available for obligation beyond the current fiscal year 
unless expressly so provided herein. 

Sec. [713] 812. During the current fiscal year no funds available 
to agencies of the Department of Defense shall be used for the oper- 
ation, acquisition, or construction of new facilities or equipment for 
new facilities in the continental limits of the United States for metal 
scrap bailing or shearing or for melting or sweating aluminum scrap 
unless the Secretary of Defense or an Assistant Secretary of Defense 
designated by him determines, with respect to each facility involved, 
that the operation of such facility is in the national interest. 

Sec. [714] 8/3. (a) During the current fiscal year, the President 
may exempt appropriations, funds, and contract authorizations, avail- 
able for military functions under the Department of Defense, from 
the provisions of subsection (c) of section 3679 of the Revised Statutes, 
as amended, whenever he deems such action to be necessary in the 
interest of national defense. 

(b) Upon determination by the President that such action is neces- 
sary, the Secretary of Defense is authorized to provide for the cost of 
an airborne alert as an excepted expense in accordance with the 
provisions of section 3732 of the Revised Statutes (41 U.S.C. 11). 

(c) Upon determination by the President that it is necessary to 
increase the number of military personnel on active duty subject to 
existing laws beyond the number for which funds are provided in this 
Act, the Secretary of Defense is authorized to provide for the cost of 
such increased military personnel, as an excepted expense in accord- 
ance with the provisions of section 3732 of the Revised Statutes (41 
U.S.C. 11). 

(d) The Secretary of Defense shall immediately advise Congress of 
the exercise of any authority granted in this section, and shall report 
monthly on the estimated obligations incurred pursuant to subsec- 
tions (b) and (c). 

Sec. [715] 814. No appropriation contained in this Act shall be 
available in connection with the operation of commissary stores of the 
agencies of the Department of Defense for the cost of purchase (in- 
cluding commercial transportation in the United States to the place 
of sale but excluding all transportation outside the United States) and 
maintenance of operating equipment and supplies, and for the actual 
or estimated cost of utilities as may be furnished by the Government 
and of shrinkage, spoilage, and pilferage of merchandise under the 
control of such commissary stores, except as authorized under regula- 
tions promulgated by the Secretaries of the military departments 
concerned with the approval of the Secretary of Defense, which regu- 
lations shall provide for reimbursement therefor to the appropriations 
concerned and, notwithstanding any other provision of law, shall 
provide for the adjustment of the sales prices in such commissary 
stores to the extent necessary to furnish sufficient gross revenues 
from sales of commissary stores to make such reimbursement: Pro- 
vided, That under such regulations as may be issued pursuant to this 
section all utilities may be furnished without cost to the commissary 
stores outside the continental United States and in Alaska: Provided 
further, That no appropriation contained in this Act shall be availa- 
ble in connection with the operation of commissary stores within the 
continental United States unless the Secretary of Defense has certi- 
fied that items normally procured from commissary stores are not 
otherwise available at a reasonable distance and a reasonable price in 
satisfactory quality and quantity to the military and civilian employ- 
ees of the Department of Defense. 

Sec. [716] 8/5. No part of the appropriations in this Act shall be 
available for any expense of operating aircraft under the jurisdiction 
of the armed forces for the purpose of proficiency flying, as defined in 
Department of Defense Directive 1340.4, except in accordance with 
regulations prescribed by the Secretary of Defense. Such regulations 
(1) may not require such flying except that required to maintain 
proficiency in anticipation of a member’s assignment to combat oper- 
ations and (2) such flying may not be permitted in cases of members 
who have been assigned to a course of instruction of ninety days or 
more. 

Sec. [717] 816. No part of any appropriation contained in this Act 
shall be available for expense @f transportation, packing, crating, 
temporary storage, drayage, and unpacking of household goods and 
Personal effects in any one shipment having a net weight in excess of 
thirteen thousand five hundred pounds. 
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Sec. [718] 8/7. Vessels under the jurisdiction of the Department of 
Commerce, the Department of the Army, the Department of the Air 
Force, or the Department of the Navy may be transferred or other- 
wise made available without reimbursement to any such agencies 
upon the request of the head of one agency and the approval of the 
agency having jurisdiction of the vessels concerned. 

Sec. [719] 818. Not more than 20 per centum of the appropriations 
in this Act which are limited for obligation during the current fiscal 
year shall be ovligated during the last two months of the fiscal year: 
Provided, That this section shall not apply to obligations for support 
of active duty training of civilian components or summer-camp train- 
ing of the Reserve Officers’ Training Corps. 

Sec. [720] 819. During the current fiscal year the agencies of the 
Department of Defense may accept the use of real property from 
foreign countries for the United States in accordance with mutual 
defense agreements or occupational arrangements and may accept 
services furnished by foreign countries as reciprocal international 
courtesies or as services customarily made available without charge; 
and such agencies may use the same for the support of the United 
States forces in such areas without specific appropriation therefor. 

In addition to the foregoing, agencies of the the Department of 
Defense may accept real property, services, and commodities from 
foreign countries for the use of the United States in accordance with 
mutual defense agreements or occupational arrangements and such 
agencies may use the same for the support of the United States forces 
in such areas, without specific appropriations therefor: Provided, That 
the foregoing authority shall not be available for the conversion of 
heating plants from coal to oil at defense facilities in Europe: Pro- 
vided further, That within thirty days after the end of each quarter 
the Secretary of Defense shall render to Congress and to the Office of 
Management and Budget a full report of such property, supplies, and 
commodities received during such quarter. 

Sec. [721] 820. During the current fiscal year, appropriations avail- 
able to the Department of Defense for research and development may 
be used for the purposes of section 2353 of title 10, United States 
Code, and for purposes related to research and development for which 
expenditures are specifically authorized in other appropriations of the 
service concerned. 

Sec.[722] 821. No appropriation contained in this Act shall be 
available for the payment of more than 75 per centum of charges of 
educational institutions for tuition or expenses of off-duty training of 
military personnel (except with regard to such charges of educational 
institutions for military personnel in off-duty high school completion 
programs, for which payment of 100 per centum may be made), nor 
for the payment of any part of tuition or expenses for such training 
for commissioned personnel who do not agree to remain on active 
duty for two years after completion of such training. 

Sec. [723] 822. No part of the funds appropriated herein shall be 
expended for the support of any formally enrolled student in basic 
courses of the senior division, Reserve Officers’ Training Corps, who 
has not executed a certificate of loyalty or loyalty oath in such form 
as shall be prescribed by the Secretary of Defense. 

Src. [724] 823. No part of any appropriation contained in this Act, 
except for small purchases in amounts not exceeding $10,000, shall be 
available for the procurement of any article of food, clothing, cotton, 
woven silk or woven silk blends, spun silk yarn for cartridge cloth, 
synthetic fabric or coated synthetic fabric, or wool (whether in the 
form of fiber or yarn or contained in fabrics, materials, or manufac- 
tured articles), or specialty metals including stainless steel flatware, 
not grown, reprocessed, reused, or produced in the United States or 
its possessions, except to the extent that the Secretary of the Depart- 
ment concerned shall determine that a satisfactory quality and suffi- 
cient quantity of any articles of food or clothing or any form of 
cotton, woven silk and woven silk blends, spun silk yarn for cartridge 
cloth, synthetic fabric or coated synthetic fabric, wool, or specialty 
metals including stainless steel flatware, grown, reprocessed, reused, 
or produced in the United States or its possessions cannot be procured 
as and when needed at United States market prices and except pro- 
curements outside the United States in support of combat operations, 
procurements by vessels in foreign waters, and emergency procure- 
ments or procurements of perishable foods by establishments located 
outside the United States for the personnel attached thereto: Pro- 
vided, That nothing herein shall preclude the procurement of special- 
ty metals or chemical warfare protective clothing produced outside 
the United States or its possessions when such procurement is neces- 
sary to comply with agreements with foreign governments requiring 
the United States to purchase supplies from foreign sources for the 
purposes of offsetting sales made by the United States Government or 
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United States firms under approved programs serving defense re- 
quirements or where such procurement is necessary in furtherance of 
the standardization and interoperability of equipment requirements 
within NATO so long as such agreements with foreign governments 
comply, where applicable, with the requirements of section 36 of the 
Arms Export Control Act and with section 814 of the Department of 
Defense Appropriation Authorization Act, 1976: Provided further, 
That nothing herein shall preclude the procurement of foods manu- 
factured or processed in the United States or its possessions: Provided 
further, That no funds herein appropriated shall be used for the 
payment of a price differential on contracts hereafter made for the 
purpose of relieving economic dislocations: Provided further, That 
none of the funds appropriated in this Act shall be used except that, 
so far as practicable, all contracts shall be awarded on a formally 
advertised competitive bid basis to the lowest responsible bidder. 

Sec. [725] 824. None of the funds appropriated by this Act shall be 
used for the construction, replacement, or reactivation of any bakery, 
laundry, or drycleaning facility in the United States, its territories or 
possessions, as to which the Secretary of Defense does not certify in 
writing, giving his reasons therefor, that the services to be furnished 
by such facilities are not obtainable from commercial sources at rea- 
sonable rates. 

Sec. [726] 825. None of the funds appropriated by this Act may be 
obligated under section 206 of title 37, United States Code, for inac- 
tive duty training pay of a member of the National Guard or a 
member of a reserve component of a uniformed service for more than 
four periods of equivalent training, instruction, duty or appropriate 
duties that are performed instead of that member’s regular period of 
instruction or regular period of appropriate duty. 

Sec. [727] 826. Appropriations contained in this Act shall be avail- 
able for the purchase of household furnishings, and automobiles from 
military and civilian personnel on duty outside the continental 
United States, for the purpose of resale at cost to incoming personnel, 
and for providing furnishings, without charge, in other than public 
quarters occupied by military or civilian personnel of the Department 
of Defense on duty outside the continental United States or in 
Alaska, upon a determination, under regulations approved by the 
Secretary of Defense, that such action is advantageous to the Govern- 
ment. 

Sec. [728] 


27. During the current fiscal year, appropriations 
available to the Department of Defense for pay of civilian employees 
shall be available for uniforms, or allowances therefor, as authorized 
by law (5 U.S.C. 5901; 80 Stat. 508). 


Sec. [729] 828. Funds provided in this Act for legislative liaison 
activities of the Department of the Army, the Department of the 
Navy, the Department of the Air Force, and the Office of the Secre- 
tary of Defense shall not exceed [$6,900,000 for] $7,500,000 for the 
current fiscal year [1980]: Provided, That this amount shall be avail- 
able for apportionment to the Department of the Army, the Depart- 
ment of the Navy, the Department of the Air Force, and the Office of 
the Secretary of Defense as determined by the Secretary of Defense. 

Sec. [730] 829. Of the funds made available by this Act for the 
services of the Military Airlift Command, $100,000,000 shall be availa- 
ble only for procurement of commercial transportation service from 
carriers participating in the civil reserve air fleet program; and the 
Secretary of Defense shall utilize the services of such carriers which 
qualify as small businesses to the fullest extent found practicable: 
Provided, That the Secretary of Defense shall specify in such procure- 
ment, performance characteristics for aircraft to be used based upon 
modern aircraft operated by the civil reserve air fleet. 

Sec. [731] 830. During the current fiscal year, appropriations 
available to the Department of Defense for operation may be used for 
civilian clothing, not to exceed $40 in cost for enlisted personnel: (1) 
discharged for misconduct, unsuitability, or otherwise than honorably; 
(2) sentenced by a civil court to confinement in a civil prison or 
interned or discharged as an alien enemy; or (3) discharged prior to 
completion of recruit training under honorable conditions for depen- 
dency, hardship, minority, disability, or for the convenience of the 
Government. 

Sec. [732] 831. No part of the funds appropriated herein shall be 
available for paying the costs of advertising by any defense contrac- 
tor, except advertising for which payment is made from profits, and 
such advertising shall not be considered a part of any defense con- 
tract cost. The prohibition contained in this section shall not apply 
with respect to advertising conducted by any such contractor, in 
compliance with regulations which shall be promulgated by the Secre- 
tary of Defense, solely for (1) the recruitment by the contractor of 
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personnel required for the performance by the contractor of obliga- 
tions under a defense contract, (2) the procurement of scarce items 
required by the contractor for the performance of a defense contract, 
or (3) the disposal of scrap or surplus materials acquired by the 
contractor in the performance of a defense contract. 

Sec. [733] 832. Funds appropriated in this Act for maintenance 
and repair of facilities and installations shall not be available for 
acquisition of new facilities, or alteration, expansion, extension, or 
addition of existing facilities, as defined in Department of Defense 
Directive 7040.2, dated January 18, 1961, in excess of $100,000: Pro- 
vided, That the Secretary of Defense may amend or change the said 
directive during the current fiscal year, consistent with the purpose 
of this section. 

Sec. [734. Upon] 833. During the current fiscal year, upon determi- 
nation by the Secretary of Defense that such action is necessary in 
the national interest, he may, with the approval of the Office of 
Management and Budget, transfer not to exceed $750,000,000 of work- 
ing capital funds of the Department of Defense or other funds 
[made] available [in this Act] to the Department of Defense for 
military functions (except military construction) between such appro- 
priations or funds or any subdivision thereof, to be merged with and 
to be available for the same purposes, and for the same time period, 
as the appropriation or fund to which transferred: Provided, That 
such authority to transfer may not be used unless for higher priority 
items, based on unforeseen military requirements, than those for 
which originally appropriated and in no case where the item for 
which funds are requested has been denied by Congress: Provided 
further, That the Secretary of Defense shall notify the Congress 
promptly of all transfers made pursuant to this authority. 

[[Src. 735. None of the funds appropriated by this Act may be used 
to make payments under.contracts for any program, project, or activi- 
ty in a foreign country unless the Secretary of Defense or his desig- 
nee, after consultation with the Secretary of the Treasury or his 
designee, certifies to the Congress that the use, by purchase from the 
Treasury, of currencies of such country acquired pursuant to law is 
not feasible for the purpose, stating the reason therefor. ] 


Sec. [736] 834. During the current fiscal year, cash balances in 
working capital funds of the Department of Defense established pur- 
suant to section 2208 of title 10, United States Code, may be main- 
tained in only such amounts as are necessary at any time for cash 
disbursements to be made from such funds: Provided, That transfers 
may be made between such funds in such amounts as may be deter- 
mined by the Secretary of Defense, with the approval of the Office of 
Management and Budget, except that transfers between a stock fund 
account and an industrial fund account may not be made unless the 
Secretary of Defense has notified the Congress of the proposed trans- 
fer. Except in amounts equal to the amounts appropriated to working 
capital funds in this Act, no obligations may be made against a 
working capital fund to procure war reserve material inventory, 
unless the Secretary of Defense has notified the Congress prior to any 
such obligation. 


[Sec. 737. Not more than $179,900,000 of the funds appropriated by 
this Act shall be made available for payment to the Federal Employ- 
ees Compensation Fund, as established by 5 U.S.C. 8147.] 


Sec. [738] 835. No part of the funds appropriated under this Act 
shall be used to pay salaries of any Federal employee who is convict 
ed in any Federal, State, or local court of competent jurisdiction, of 
inciting, promoting, or carrying on a riot, or any group activity result- 
ing in material damage to property or injury to persons, found to be 
in violation of Federal, State, or local laws designed to protect persons 
or property in the community concerned. 


Sec. [739] 836. No part of the funds appropriated under this Act 
shall be used to provide a loan, guarantee of a loan, or a grant to any 
applicant who has been convicted by any court of general jurisdiction 
of any crime which involves the use of or the assistance to others in 
the use of force, trespass, or the seizure of property under control of 
an institution of higher education to prevent officials or students at 
such an institution from engaging in their duties or pursuing their 
studies. 

Sec. [740] 837. None of the funds available to the Department of 
Defense shall be utilized for the conversion of heating plants from 
coal to oil at defense facilities in Europe. 

Sec. [741] 838. None of the fund? appropriated by this Act shall be 
available for any research involving uninformed or nonvoluntary 
human beings as experimental subjects. 
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Sec. [742] 839. Appropriations for the current fiscal year for oper- 
ation and maintenance of the active forces shall be available for 
medical and dental care of personnel entitled thereto by law or regu- 
lation (including charges of private facilities for care of military per- 
sonnel, except elective private treatment); welfare and recreation; 
hire of passenger motor vehicles; repair of facilities; modification of 
personal property; design of vessels; industrial mobilization; installa- 
tion of equipment in public and private plants; military communica- 
tions facilities on merchant vessels; acquisition of services, special 
clothing, supplies, and equipment; and expenses for the Reserve Offi- 
cers’ Training Corps and other units at educational institutions. 

Sec. [743] 840. No part of the funds in this Act shall be available 
to prepare or present a request to the Committees on Appropriations 
for the reprogramming of funds, unless for higher priority items, 
based on unforeseen military requirements, than those for which 
originally appropriated and in no case where the item for which 
reprogramming is requested has been denied by the Congress. 

Sec. [744] 841. No funds appropriated by this Act shall be availa- 
ble to pay claims for nonemergency inpatient hospital care provided 
under the Civilian Health and Medical Program of the Uniformed 
Services for services available at a facility of the uniformed services 
within a 40-mile radius of the patient’s residence. 

Sec. [745] 842. None of the funds contained in this Act available 
for the Civilian Health and Medical Program of the Uniformed Serv- 
ices under the provisions of section 1079(a) of title 10, United States 
Code, shall be available for (a) services of pastoral counselors, or 
family and child counselors, or marital counselors unless the patient 
has been referred to such counselor by a medical doctor for treatment 
of a specific problem with results of that treatment to be communicat- 
ed back to the physician who made such referral; (b) special educa- 
tion, except when provided as secondary to the active psychiatric 
treatment on an institutional inpatient basis; (c) therapy or counsel- 
ing for sexual dysfunctions or sexual inadequacies; (d) treatment of 
obesity when obesity is the sole or major condition treated; (e) recon- 
structive surgery justified solely on psychiatric needs including, but 
not limited to, mammary augmentation, face lifts and sex gender 
changes; (f) reimbursement of any physician or other authorized indi- 
vidual provider of medical care in excess of the eightieth percentile of 
the customary charges made for similar services in the same locality 
where the medical care was furnished, as determined for physicians 
in accordance with section 1079(h) of title 10, United States Code; or 
(g) any service or supply which is not medically or psychologically 
necessary to prevent, diagnose, or treat a mental or physical illness, 
injury, or bodily malfunction as assessed or diagnosed by a physician, 
dentist, clinical psychologist, optometrist, or certified nurse-midwife, 
[or, for the purpose of conducting a test during fiscal year 1980, by a 
certified psychiatric nurse or other certified nurse practitioner,] as 
appropriate, except as authorized by section 1079(a)(4) of title 10, 
United States Code. 

Sec. [746] 843. Funds appropriated in this Act shall be available 
for the appointment, pay, and support of persons appointed as cadets 
and midshipmen in the two-year Senior Reserve Officers’ Training 
Corps course in excess of the 20 percent limitation on such persons 
imposed by section 2107(a) of title 10, United States Code, but not to 
exceed 60 percent of total authorized scholarships. 

Sec. [747] 844. None of the funds appropriated by this Act shall be 
available to pay any member of the uniformed service for unused 
accrued leave pursuant to section 501 of title 37, United States Code, 
for more than sixty days of such leave, less the number of days for 
which payment was previously made under section 501 after Febru- 
ary 9, 1976. 

Sec. [748] 845. None of the funds appropriated by this Act may be 
used to support more than 300 enlisted aides for officers in the United 
States Armed Forces. 

Sec. [749] 846. No appropriation contained in this Act may be 
used to pay for the cost of public affairs activities of the Department 
of Defense in excess of [$25,000,000] $28,000,000. 

Sec. [750] 847. None of the funds provided in this Act shall be 
available for the planning or execution of programs which utilize 
amounts credited to Department of Defense appropriations or funds 
pursuant to the provisions of section 37(a) of the Arms Export Control 
Act representing payment for the actual value of defense articles 
specified in section 21(a\(1) of that Act: Provided, That such amounts 
80 credited shall be deposited in the Treasury as miscellaneous re- 
ceipts as provided in 31 U.S.C. 484. 

Sec. [751] 848. During the current fiscal year, for the purpose of 
conducting a test to evaluate a capitation approach to providing medi- 
cal care and to that end for the purpose of providing adequate funds 
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in Department of Defense Medical Regions 1 and 7 for medical care, 
including the expenses of the Civilian Health and Medical Program of 
the Uniformed Services, funds available to the Department of Defense 
in the appropriation “Operation and Maintenance, Defense Agencies” 
for expenses of the Civilian Health and Medical Program of the 
Uniformed Services may be transferred to appropriations available to 
the military departments for operation and maintenance, and funds 
available to the military departments for operation and maintenance 
may be transferred between such appropriations: Provided, That 
funds transferred pursuant to this authority shall be merged with 
and made available for the same purpose as the appropriation to 
which transferred: Provided further, That the Secretary of Defense 
shall notify the Congress promptly of all transfers made pursuant to 
this authority: Provided further, That transfer authority provided 
herein shall be in addition to that provided in section [734] 832 of 
this Act. 

Sec. [752] 849. No appropriation contained in this Act shall be 
available to fund any costs of a Senior Reserve Officers’ Training 
Corps unit—except to complete training of personnel enrolled in Mili- 
tary Science 4—which in its junior year class (Military Science 3) has 
for the four preceding academic years, and as of September 30, 
[1979] 1980, enrolled less than (a) seventeen students where the 
institution prescribes a four-year or a combination four- and two-year 
program; or (b) twelve students where the institution prescribes a 
two-year program: Provided, That, notwithstanding the foregoing lim- 
itation, funds shall be available to maintain one Senior Reserve Offi- 
cers’ Training Corps unit in each State and at each State-operated 
maritime academy: Provided further, That units under the consor- 
tium system shall be considered as a single unit for purposes of 
evaluation of productivity under this provision. 

Sec. [753] 850. (a) None of the funds appropriated by this Act or 
available in any working capital fund of the Department of Defense 
shall be available to pay the expenses attributable to lodging of any 
person on official business away from his designated post of duty, or 
in the case of an individual described under section 5703 of title 5, 
United States Code, his home or regular place of duty, when adequate 
government quarters are available, but are not occupied by such 
person. 

(b) The limitation set forth in subsection (a) is not applicable to 
employees whose duties require official travel in excess of fifty per- 
cent of the total number of the basic administrative work weeks 
during the current fiscal year. 

Sec. [[754] 851. (a) None of the funds appropriated by this Act 
shall be available to pay the retainer pay of any enlisted member of 
the Regular Navy, the Naval Reserve, the Regular Marine Corps, or 
the Marine Corps Reserve who is transferred to the Fleet Reserve or 
the Fleet Marine Corps Reserve under section 6330 of title 10, United 
States Code, on or after December 31, 1977, if the provisions of section 
6330(d) of title 10, are utilized in determining such member’s eligibil- 
ity for retirement under section 6330(d) of title 10, Provided, That 
notwithstanding the foregoing, time creditable as active service for a 
completed minority enlistment, and an enlistment terminated within 
three months before the end of the term of enlistment under section 
6330(d) of title 10, prior to December 31, 1977, may be utilized in 
determining eligibility for retirement: Provided further, That notwith- 
standing the foregoing, time may be credited as active service in 
determining a member’s eligibility for retirement under section 
6330(b) of title 10 pursuant to the provisions of the first sentence of 
section 6330(d) of title 10 for those members who had formally re- 
quested transfer to the Fleet Reserve or the Fleet Marine Corps 
Reserve on or before October 1, 1977. 

(b) None of the funds appropriated by this Act shall be available to 
pay that portion of the retainer pay of any enlisted member of the 
Regular Navy, the Naval Reserve, the Regular Marine Corps, or the 
Marine Corps Reserve who is transferred to the Fleet Reserve or the 
Fleet Marine Corps Reserve under section 6330 of title 10, United 
States Code, on or after December 31, 1977, which is attributable 
under the second sentence of section 6330(d) of title 10 to time which, 
after December 31, 1977, is not actually served by such member. 

Sec. [755] 852. None of the funds appropriated by this Act for 
programs of the Central Intelligence Agency shall remain available 
for obligation beyond the current fiscal year. 

Sec. [756] 853. None of the funds provided by this Act may be 
used to pay the salaries of any person or persons who authorize the 
transfer of unobligated and deobligated appropriations into the Re- 
serve for Contingencies of the Central Intelligence Agency. 

Sec. [757] 854. None of the funds appropriated by this Act may be 
used to support more than 9,901 full-time and 2,603 part-time military 
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personnel assigned to or used in the support of Morale, Welfare, and 
Recreation activities as described in Department of Defense Instruc- 
tion 7000.12 and its enclosures, dated July 17, 1974. 

[Sec. 758. During the current fiscal year, the Department of De- 
fense may guarantee loans pursuant to title III of the Defense Pro- 
duction Act of 1950 as amended (50 U.S.C. App. 2091, 64 Stat. 800) in 
an amount not to exceed $30,000,000.] 

[Sec. 759. None of the funds appropriated by this Act may be used 
for the consolidation or realignment of advanced or undergraduate 
pilot training squadrons of the Navy as currently proposed by the 
Department of Defense.] 

(Sec. 760. All obligations incurred in anticipation of the appropri- 
ations and authority provided in this Act are hereby ratified and 
confirmed if otherwise in accordance with the provisions of this Act.] 

[Sec. 761. None of the funds appropriated by this Act shall be 
obligated under the Competitive Rate Program of the Department of 
Defense for the transportation of household goods to or from Alaska 
or Hawaii.] 

Sec. [762] 855. None of the funds provided by this Act shall be 
used to perform abortions except where the life of the mother would 
be endangered if the fetus were carried to term; or except for such 
medical procedures necessary for the victims of rape or incest when 
such rape or incest has been reported promptly to a law enforcement 
agency or public health service. 

Nor are payments prohibited for drugs or devices to prevent im- 
plantation of the fertilized ovum, or for medical procedures necessary 
for the termination of an ectopic pregnancy. 

[Sec. 763. None of the funds appropriated by this Act shall be 
available after July 1, 1980, to convert civilian technician positions 
that support the reserve components to military positions. ] 

(Sec. 764. None of the funds appropriated by this Act shall be 
available for paying to the Administrator of the General Services 
Administration the standard level user charge established pursuant 
to section 210(j) of the Federal Property and Administrative Services 
Act of 1949, as amended (40 U.S.C. 490), for space and services for any 
month after January 1, 1980, unless the Administrator has in effect, 
during that month, regulations, provided for by section 203(j) of the 
Federal Property and Administrative Services Act of 1949 (40 U.S.C. 
484(j)), that require the recovery of the costs of care and handling of 
surplus property under the control of the Department of Defense that 
is disposed of under the provisions of that section. ] 

Sec. [765] 856. During the current fiscal year, funds appropriated 
by this Act shall be available to provide for the lease of a facility, 
regardless of location, designated by the Secretary of Defense for 
cryptologic purposes; and for alterations, improvement, and repair of 
that facility notwithstanding any other provisions of law. Funding for 
lease, alterations, improvement, and repair shall not exceed one mil- 
lion dollars. Further, funds appropriated by this Act shall be availa- 
ble to provide support in accordance with sections 4 and 8 of the 
Central Intelligence Agency Act of 1949, as amended (50 U.S.C. 403e 
and 403j), to certain Department of Defense cryptologic personnel 
stationed overseas as designated by the Secretary of Defense. 

[Src. 766. None of the funds appropriated by this Act or any other 
Act appropriating funds for fiscal year 1980 or for subsequent fiscal 
years shall be available to pay the basic compensation of an individu- 
al employed on September 30, 1979, as a teacher or in a teaching 
position with the Canal Zone Government who is transferred to such 
a position in the Department of Defense in an amount in excess of the 
greater of: 

(a) the amount of basic compensation an individual with compara- 
ble experience and level of education is entitled to receive pursuant to 
section 5(c) of the Defense Department Overseas Teachers Pay and 
Personnel Practices Act (20 U.S.C. 903(c)); or 

(b) for fiscal year 1980—the amount to which such individual was 
or would have been entitled to receive based on the established rates 
of basic compensation in effect on September 30, 1979, for such em- 
ployees of the Canal Zone Government, plus seven percent of that 
amount: Provided, That this limitation shall not preclude a propor- 
tionate adjustment in the basic compensation of such an individual to 
reflect an increase in the number of working days in the school year 
as a result of the transfer; or 

(c) for fiscal year 1981 and subsequent fiscal years—the amount 
payable based on the rates of basic compensation in effect (including 
the limitation contained in this section) on September 30th of the 
fiscal year preceding the fiscal year for which payment is to be made, 
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plus an amount equal to one-half of the increase in basic compensa- 
tion for the school year in progress on October Ist in the fiscal year 
for which payment is to be made compared to the basic compensation 
for the previous school year, that an individual with comparable 
experience and level of education is entitled to receive pursuant to 
section 5(c) of the Defense Department Overseas Teachers Pay and 
Personnel Practices Act (20 U.S.C. 903(c)).J 

[Sec. 767. Supplies available in inventories financed by working 
capital funds established pursuant to section 2208 of title 10, United 
States Code, may hereafter be sold to contractors for use in perform- 
ing contracts with the Department of Defense.] 

Sec. [768] 857. None of the funds appropriated by this Act shall be 
available to pay the retired pay of a person whose military retirement 
is based on a physical disability who, on or after November 1, 1979, is 
retired under section 8337 of title 5, United States Code, on the basis 
of the same disability upon which his military retirement is based: 
Provided, That the foregoing limitation shall not apply to a person 
who had applied for retirement under section 8337 of title 5, United 
States Code, prior to November 1, 1979: Provided further, That the 
foregoing limitation shall not apply to a person who is retired upon 
application of his employing agency under the provisions of section 
8337 of title 5, United States Code, or who is mentally incompetent. 

Sec. [769] 858. None of the funds appropriated by this Act shall be 
used for the provision, care or treatment to dependents of members or 
former members of the Armed Services or the Department of Defense 
for the elective correction of minor dermatological blemishes and 
marks or minor anatomical anomalies. 

[Sec. 770. The Secretary of the Air Force shall acquire and install, 
with such funds as may be available to him, a civilian early warning 
system at each Titan II missile site to the extent found necessary or 
desirable by the study conducted pursuant to section 813 of the De- 
partment of Defense Authorization Act, 1980.] 

Sec. 859. The appropriation “Foreign Currency Fluctuations, De- 
fense”’ shall not be available hereafter to transfer funds between that 
account and appropriations available to the Department of Defense for 
military personnel expenses with regard to obligations incurred after 
September 30, 1980. (Department of Defense Appropriation Act, 1980.) 


GENERAL PROVISIONS—MILITARY 
CONSTRUCTION 


Sec. 101. Funds appropriated to the Department of Defense for 
construction in prior years are hereby made available for construc- 
tion authorized for each such department by the authorizations en- 
acted into law during the [first] second session of the Ninety-sixth 
Congress. 

Sec. 102. None of the funds appropriated in this Act shall be 
expended for payments under a cost-plus-a-fixed-fee contract for work, 
where cost estimates exceed $25,000, to be performed within the 
United States, except Alaska, without the specific approval in writing 
of the Secretary of Defense setting forth the reasons therefor. 

Sec. 103. None of the funds appropriated in this Act shall be 
expended for additional costs involved in expediting construction 
unless the Secretary of Defense certifies such costs to be necessary to 
protect the national interest and establishes a reasonable completion 
date for each project, taking into consideration the urgency of the 
requirement, the type and location of the project, the climatic and 
seasonal conditions affecting the construction, and the application of 
economical construction practices. 

Sec. 104. None of the funds appropriated in this Act shall be used 
for the construction, replacement, or reactivation of any bakery, laun- 
dry, or drycleaning facility in the United States, its territories, or 
possessions, as to which the Secretary of Defense does not certify, in 
writing, giving his reasons therefor, that the services to be furnished 
by such facilities are not obtainable from commercial sources at rea- 
sonable rates. 

Sec. 105. Funds herein appropriated to the Department of Defense 
for construction shall be available for hire of passenger motor vehi- 
cles. 

Sec. 106. Funds appropriated to the Department of Defense for 
construction may be used for advances to the Federal Highway Ad- 
ministration, Department of Transportation, for the construction of 
access roads as authorized by section 210 of title 28, United States 
Code, when projects authorized therein are certified as important to 
the national defense by the Secretary of Defense. 
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DEPARTMENT OF DEFENSE—MILITARY 


Sec. 107. None of the funds appropriated in this Act may be used to 
begin construction of new bases inside the continental United States 
for which specific appropriations have not been made. 

Sec. 108. No part of the funds provided in this Act shall be used for 
purchase of land or land easements in excess of 100 per centum of the 
value as determined by the Corps of Engineers or the Naval Facilities 
Engineering Command, except: (a) where there is a determination of 
value by a Federal court, or (b) purchases negotiated by the Attorney 
General or his designee, or (c) where the estimated value is less than 
$25,000, or (d) as otherwise determined by the Secretary of Defense to 
be in the public interest. 

[Sec. 109. None of the funds appropriated in this Act may be used 
to make payments under contracts for any project in a foreign coun- 
try unless the Secretary of Defense or his designee, after consultation 
with the Secretary of the Treasury or his designee, certifies to the 
Congress that the use, by purchase from the Treasury, of currencies 
of such country acquired pursuant to law is not feasible for the 
purpose, stating the reason therefor. ] 

Sec. [110] 709. None of the funds appropriated in this Act shall be 
used to (1) acquire land, (2) provide for site preparation, or (3) install 
utilities for any family housing, except housing for which funds have 
been made available in annual military construction appropriation 
Acts. 

[Sec. 111. Appropriations made available for “Family Housing, 
Defense” for construction and debt payment prior to September 17, 
1978, shall not be available for obligation after September 30, 1983, 
and such funds shall be accounted for without distinction with funds 
appropriated for the same purposes in the Military Construction Ap- 
propriation Act, 1979.] 

Sec. [112.] 110. None of the funds appropriated in this Act for 
minor construction may be used to transfer or relocate any activity 
from one base or installation to another, without prior notification to 
the Committee on Appropriations. 

Sec. 111. During the current fiscal year, upon determination by the 
Secretary of Defense that such action is necessary in the national 
interest, the Secretary may, with the approval of the Office of Manage- 
ment and Budget, transfer appropriations or funds appropriated in 
this Act or in prior military construction appropriation acts or funds 
provided for construction and debt payment in the Family Housing 
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Management Account between such appropriations or funds or Ac- 
count (or any portion thereof) to be merged with and to be available 
for the same purposes, and for the same time period, as the appropri- 
ation or fund or Account (or any portion thereof) to which transferred: 
Provided, That obligations and expenditures may be made in the 
Family Housing Management Account consistent with transfers made 
pursuant to this authority: Provided further, That the Secretary of 
Defense shall notify the Congress promptly of all transfers made pur- 
suant to this authority. 


[Sec. 113. None of the funds appropriated or otherwise made avail- 
able under this Act shall be obligated or expended in connection with 
any base realignment or closure activity, until all terms, conditions 
and requirements of the National Environmental Policy Act have 
been complied with, with respect to each such activity.] 


[Sec. 114. No part of the funds appropriated in this Act may be 
used for the procurement of steel for any construction project or 
activity for which American steel producers, fabricators, and manu- 
facturers have been denied the opportunity to compete for such steel 
procurement. ] 


[Sec. 115. (a) Funds appropriated under this Act for the Air Force 
shall be available in an amount not to exceed $1,000,000 to assist 
States and local governments in potential MX basing areas in meet- 
ing the costs of establishing planning organizations to conduct studies 
on and develop plans with respect to possible community impacts of 
the MX program, including studies and plans with respect to environ- 
mental and socioeconomic impacts, State and community land use 
planning, and public facility requirements. 

(b) The Secretary of Defense shall carry out the provisions of this 
section through existing Federal programs. The Secretary is author- 
ized to supplement funds made available under such Federal pro- 
grams to the extent necessary to carry out the provisions of this 
section. The heads of all departments and agencies shall cooperate 
fully with the Secretary of Defense in carrying out the provisions of 
this section on a priority basis.] 

(Sec. 116. None of the funds appropriated under this Act to contin- 
ue development of the MX Missile may be used in a fashion which 
would commit the United States to only one basing mode for the MX 
missile system.] (Military Construction Appropriation Act, 1980.) 








DEPARTMENT OF DEFENSE—CIVIL 


CEMETERIAL EXPENSES, ARMY 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses, as authorized by law, of maintenance, oper- 
ation, and improvement of the cemetery at the Soldiers’ and Airmen’s 
Home and Arlington National Cemetery, including the purchase of 
[one passenger motor vehicle, $8,326,000] two passenger motor vehi- 
cles of which one shall be for replacement only, $5,300,000, to remain 
available until expended: Provided, That reimbursement shall be 
made to the applicable military appropriation for the pay and 
allowances of any military personnel performing services primarily 
for the purposes of this appropriation. (Department of Housing and 
Urban Development—Independent Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Wentitication code 21-1805-0-1-705 





1979 actual 1980 est. 1981 est. 








Program by activities: 

1. Operation and maintenance 4,576 5,062 

2. Administration 262 285 
3. Special construction, Arlington National 

Cemetery 244 


5,082 


5,012 


3,105 
8,452 





10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of year —109 
24.40 Unobligated balance available, end of year. 126 


40.00 5,100 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 


5,082 
3,503 
—3,028 


9,558 


4,480 
— 4,580 


5,200 





Outlays 





1. Operation and maintenance.—A total of 2,644 inter- 
ments were made in 1979; 2,775 interments and 600 
inurnments are estimated for 1980; and 2,850 inter- 
ments and 600 inurnments are projected for 1981. 
Funds requested will provide for contractual services, 
necessary operating supplies and equipment, and 162 
manyears. 

2. Administration.—Provision is made for determin- 
ing eligibility for burial; management of Arlington and 
Soldiers’ Home National Cemeteries; and administra- 
tive support. 

3. Special construction, Arlington National Ceme- 
tery—No construction projects are programed for 1981. 


Object Classification (in thousands of dollars) 


Identification code 21-1805-0-1-705 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
IL.l Permanent positions 2,308 2,311 
11.3 Positions other than permanent... 174 174 
11.5 Other personnel compensation 35 35 
11.8 Special personal services payments 71 71 


Total personnel compensation 2,588 2,591 
12.1 Personnel benefits: Civilian 257 257 
13.0 Benefits for former personnel 7 7 
21.0 Travel and transportation of persons 4 4 


310-100 0 - 80 - 22 


22.0 Transportation of things 4 


23.1 — Standard level user charges 16 
Communications, utilities, and other rent... 130 
xs 1,622 

350 


23.2 
25.0 
26.0 
31.0 
32.0 


99.0 


Other services 

Supplies and materials . se, 
Equipment at 275 
Lands and structures 44 


Total obligations 5,300 





Personnel Summary 





Total number of permanent positions 150 

Total compensable workyears —- 162 162 

Full-time equivalent of other positions (12) (12) 
Full-time equivalent of overtime and holiday 

; (0) (0) 


6.85 6.85 
$16,285 $16,285 
$14,950 $14,950 


Average GS grade... 
Average GS salary 
Average salary of ungraded positions 





CORPS OF ENGINEERS—CIVIL 


Federal Funds 
General and special funds: 


The following appropriations shall be expended under the direction 
of the Secretary of the Army and the supervision of the Chief of 
Engineers for authorized civil functions of the Department of the 
Army pertaining to rivers and harbors, flood control, beach erosion, 
and related purposes. 


GENERAL INVESTIGATIONS 


For expenses necessary for the collection and study of basic infor- 
mation pertaining to river and harbor, flood control, shore protection, 
and related projects, restudy of authorized projects, and when author- 
ized by law, surveys and studies of projects prior to authorization for 
construction, [$142,145,000] $141,463,000, to remain available until 
expended[: Provided, That none of the funds made available in this 
paragraph shall be obligated or expended for the study of Diversion of 
Lake Michigan Water at Chicago, if such study shall provoke or 
threaten to provoke flood waters throughout the Illinois Waterway or 
would result in adverse diminution of generation at hydroelectric 
facilities on the Niagara or St. Lawrence Rivers: Provided further, 
That none of the funds made available in this paragraph shall be 
obligated or expended to discharge sewage overflow from the Metro- 
politan Sanitary District of Greater Chicago into the Illinois Water- 
way]. (Energy and Water Development Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 96-3121-0-1-301 1979 actual 1980 est. . 1981 est. 





Program by activities: 
1. Surveys: 

(a) Navigation, flood damage preven- 
tion, and shoreline protection studies. 
(b) Comprehensive basin studies 2,486 2,220 
(c) Special studies 13,574 16,940 
(d) Review of authorized projects 862 790 

(e) Coordination studies with other 
agencies and non-Federal interest 5,565 5,685 

(f) Phase |, advance engineering and 
11,555 11,525 
8,779 8,580 


29,190 
3,860 
20,645 


145,555 


42,445 46,120 50,380 
2,460 
12,300 


3,230 
6,525 
9,950 
9,270 


g 
2. Collection and study of basic data: 
(a) Flood plain management services... 
(b) National program of inspection of 
25,344 
2,833 
17,684 


131,127 


24,470 
3,645 
21,980 
144,210 
337 


(c) Other programs 
3. Research and development 


Total program costs, funded 





CORPS OF ENGINEERS—CIVIL—Continued 
Federal Funds—Continued 


338 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 





General and special funds—Continued 
GENERAL INVESTIGATIONS—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 96-3121-0-1-301 1979 actual 1980 est. 1981 est. 


Change in selected resources (undelivered 


orders and advances) 4,625 


135,752 


4,000 
149,555 


2,293 


10.00 Total obligations 146,463 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


Budget authority 
Budget authority: 


0.00 Appropriation 
44.10 Supplemental for wage-board pay 


44.20 
44.30 


—5,884 
= 


137,978 


—8,110 
9,000 


146,445 141,463 





137,978 142,145 

115 
Supplemental for civilian pay raises...... 4,127 
Supplemental for military pay raises 58 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


135,752 
22,520 
— 33,978 


149,555 
33,978 
— 29,233 


146,463 
29,233 
—32,491 


Outlays, excluding pay raise supple- 
| 


124,293 150,099 143,106 
3 


95 


91.10 Outlays from wage-board pay raise 


91.20 Outlays from civilian pay raise sup- 


91.30 Outlays from military pay raise sup- 


plemental 1 


1. Surveys.—(a) Navigation, flood damage prevention, 
and shoreline protection studies are made to determine 
the need, economic justification, and the environmental 
and social suitability of solutions to water and related 
land resource problems. The budget request includes 
funds for continuation of 168 studies, of which 31 will 
be completed, and an additional 17 interim reports will 
also be completed. Funds are also requested to initiate 
12 new high priority studies. No funds are requested for 
continuation of 43 lower priority studies, which were 
funded in prior years. 

(b) Comprehensive river basin studies under this cate- 
gory are Corps of Engineers funded studies to investi- 
gate the feasibility of implementing completed Water 
Resources Council comprehensive study findings. 

(c) Special studies are made to resolve unique or com- 
plex water resource problems. The following 11 special 
studies will continue: (1) Carlyle Lake and Lake Shelby- 
ville Special Study, (2) Chesapeake Bay, (8) diversion of 
Lake Michigan water at Chicago, (4) Great River Re- 
source Management Study, (5) hydropower resources 
study, (6) Lake Erie waste-water management, (7) Long 
Island Sound dredged material containment study, (8) 
Metropolitan Washington, D.C., water supply, (9) na- 
tional waterway study, (10) Tennessee-Tombigbee Wa- 
terway, and (11) water levels of the Great Lakes. 

(d) Funds are requested to initiate review of the oper- 
ation of six completed projects because significant 
changes in physical and/or economic conditions have 
occurred and to continue six others. Five studies of 
authorized projects will be continued and 22 studies 
initiated prior to submissions of requests for deauthori- 
zation. The restudy of Rockland Dam and Dam A, 





Texas and Christiansted Harbor, Virgin Islands will be 
initiated. 

(e) Coordination studies with Federal, State, and local 
agencies and interests give appropriate consideration to 
present and future requirements for all beneficial uses 
of water and related resources, including navigation, 
flood damage prevention, water supply, irrigation, 
water quality control, wastewater management, power, 
recreation, bank and shoreline protection, and fish and 
wildlife conservation. 

(f) Phase I studies, authorized only for the phase | 
stage of advance engineering and design, provide addi- 
tional information and recommendations on plans for 
which the preliminary feasibility and desirability have 
been established, but which require additional investi- 
gation. The budget request includes funds for continu- 
ation of 18 phase I studies, of which 6 will be complet- 
ed. Funds are also requested to initiate one high prior- 
ity study. No funds are requested for continuation of 
one lower priority study, which was funded in prior 
years. 

2. Collection and study of basic data—(a) Flood plain 
management services.—Funds are used to prepare and 
provide information on flood hazards, advice, and tech- 
nical assistance requested by States, local government 
agencies, and by other Federal agencies for guidance in 
the management of flood plain areas. 

(b) National program of inspection of non-Federal 
dams.—Inspection and evaluation will be made of po- 
tentially high-hazard non-Federal dams where adequate 
inspections have not been previously performed and to 
verify and update the National Inventory of Dams. In- 
spections were completed on 2,500 dams during 1979. In 
1980 approximately 2,300 additional dams will be in- 
spected and inspection of another 1,600 dams will be 
undertaken in 1981. 

(c) Other programs.—Stream gaging funds are trans- 
ferred to the U.S. Geological Survey for all, or part, of 
the cost of operation and maintenance of about 2,400 
stream gaging stations which are of specific interest to 
the civil works mission. Precipitation studies funds are 
transferred to the National Weather Service for 
hydrometeorological studies used by the Corps in plan- 
ning, design, and operation of various types of water 
resources projects. International waters studies com- 
prise engineering studies on northern boundary waters, 
to assist the U.S. Government in meeting treaty com- 
mitments between the United States and Canada. Hy- 
drologic studies, not chargeable to authorized projects 
or studies, develop information on rainfall-runoff rela- 
tionships, flood frequency, snow melt, flood forecasting, 
analysis of past storms and floods, sedimentation, and 
other related hydrologic data. Four scientific and tech- 
nical information centers acquire, examine, evaluate, 
and disseminate newly published scientific and techni- 
cal information. Coastal field data collection comprises 
collection and evaluation of long-term statistical data 
on coastal conditions, including wave climate, the loca- 
tion and quantity of sand resources, erosion and accre- 
tion rates, and other historical data on shoreline 
changes and conditions. It also includes monitoring of 
completed coastal projects to determine actual project 
performance and the effectiveness of differing types of 
solutions for future application. Transportation systems 
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funds are for the operation and updating of the Corps of 31.0 Equipment 503 525 

Engineers inland navigation systems analysis program, %2.0 _ Lands and structures 561386 

which is a system of models and data files used to 990 Total obligations 135,752 149,555 146,463 

maximize the efficient operation and use of inland wa- 

terways, and to improve the planning for their future Personnel Summary 

maintenance and improvement. F ‘ . Total number of permanent positions 2,194 2,258 
8. Research and development.—These investigations Total compensable workyears.......... ie 2.630 2723 

are conducted to improve the Corps capability to ex- a ss - ain es ( (260) 

ae uil-time equivalent of overtime an oliday 
ecute the civil works program. on 


( 
Object Classification (in thousands of dollars) Average ES salary $50,112 
8.86 
identification code 96-3121-0-1-301 1979 actual 1980 est. 1981 est. Average GS salary $21,251 


Average salary of ungraded positions $20,362 $20,667 

















45,579 53,945 54,452 
Positions other than permanent... 3,085 3,137 3,125 
Other personnel compensation 1,307 1,280 1,287 Construction, GENERAL* 
Pay to commissioned officers 758 829 827 ae ls, j 
*See Part III for additional information. 


50,729 99,191 59,691 For the prosecution of river and harbor, flood control, shore protec- 

tion, and related projects authorized by laws; and detailed studies, 

5,068 5,912 3,915 and plans and specifications, of projects (including those for develop- 

Military personnel 63 ment with participation or under consideration for participation by 

Travel and transportation of persons ' States, local governments, or private groups) authorized or made eligi- 

Transportation of things ble for selection by law (but such studies shall not constitute a com- 

Standard level user charges mitment of the Government to construction), [[$1,467,566,000] 

Communications, utilities, and other rent... $1,576,681,000, to remain available until expended: Provided, That, 

Printing and reproduction $30,000,000 of the foregoing amount shall be derived from the Inland 

Other services ; , : Waterways Trust Fund; 92 Stat. 1698. (Energy and Water Development 
Supplies and materials 1,372 1,411 Appropriation Act, 1980.) 





Program and Financing (in thousands of dollars) 





Costs to this appropriation Analysis of 1981 financing 





Identification code 96-3122-0-1-301 Total To Sept. 1979 1980 1981 
estimate 30, 1978 actual estimate estimate 





Program by activities: 
Direct program: 
1. Advance engineering and design 34,618 27,500 23,500 15,121 14,319 22,698 
2. Navigation projects; 
(a) Channels and harbors: 
(I) Projects specifically authorized by 
115,134 186,000 179,255 25,000 31,360 185,615 


g 
(Il) Projects not specifically author- 
ized by Congress 9,445 8,500 9,500 500 11,000 
(Ill) Mitigation of shore damages at- 
tributable to navigation projects 650 1,800 400 200 
(b) Locks and dams 310,774 282,780 359,176 369,927 
3. Beach erosion control projects: 
(a) Projects specifically authorized by 


6,349 8,000 9,830 6,250 


by Co 1,606 2,500 2,100 2,000 
4. Flood control projects: 
(a) Local protection: 
(I) Projects specifically authorized by 
2 206,901 222,500 247,016 38,398 253,800 
(Il) Projects not specifically author- 
ized by Congress 17,820 18,500 20,800 5,200 18,100 
(Ill) Emergency streambank and 
shoreline protection 3,281 3,500 4,500 750 4,000 
(IV) Snagging and clearing 401 600 300 200 100 
(b) Reservoirs 4,251,780 2,036,029 474,095 360,000 335,414 53,719 348,695 979,242 
5. Multiple-purpose power projects 4,758,179 2,565,069 374,793 331,915 270,372 60,107 41,175 251,440 1,174,855 
6. Rehabilitation: Major rehabilitation proj- 
ects: 
(I) Navigation 174,610 21,321 42,000 52,660 3,635 5,200 54,225 52,985 
(Il) Flood control 74,600 11,450 10,000 10,370 100 400 10,670 42,380 
(III) Multiple-purpose power projects 112,700 19,159 4,500 4,350 800 1,500 5,050 
7. Recreation facilities at completed proj- 
18,744 15,000 25,000 8,500 1,500 
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General and special funds—Continued 


CONSTRUCTION, GENERAL—Continued 
Program and Financing (in thousands of dollars) —Continued 





Costs to this appropriation 


Analysis of 1981 financing 





Identification code 96-3122-0-1-301 To Sept. 


30, 1978 


1979 
actual 


Total 
estimate 


Appropri- 
1980 ation 


estimate 


1981 
estimate 





8. Streambank erosion control evaluation 
and demonstration 
9. Shoreline erosion control demonstration. 
10. Aquatic plant control............cecsssesssssees 
11. Employees compensation (74 Stat. 
906) 


7,309 
2,021 
4,332 


3,947 


11,500 
1,500 
4,500 


3,500 
1,500 
4,800 


4,536 5,051 





Total direct program, costs 7,919,574 


Reimbursable program 


1,644,150 
43,768 


1,547,631 
35,000 


1,569,394 
26,282 





Total program costs, funded 
Change in selected resources (undelivered 
orders, advances, stores, and equipment)... 


1,687,918 
— 145,799 


1,582,631 1,595,676 


— 32,200 75,555 





10.00 Total obligations 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
13.00 
14.00 
21.40 
24.40 


Unobligated balance available, start of year .. 
Unobligated balance available, end of year 


1,542,119 


1,550,431 1,671,231 


— 34,000 
— 30,000 

—550 
— 60,000 


93,515 





Budget authority 


1,343,711 


1,480,966 1,546,681 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


1,353,711 
— 10,000 


1,467,566 1,546,681 





43.00 Appropriation (adjusted) 

44.10 Supplemental for wage-board pay raises 
44.20 Supplemental for civilian pay raises 
44.30 Supplemental for military pay raises 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


1,497,476 
484,104 
— 371,675 


1,514,481 
371,675 
— 282,756 


1,606,681 
282,756 
— 386,588 





90.00 
91.10 
91.20 
91.30 


Outlays, excluding pay raise supplemental 

Outlays from wage-board pay raise supplemental... 
Outlays from civilian pay raise supplemental 
Outlays from military pay raise supplemental 


1,609,906 


1,502,541 
20 

282 

6 


1,590,308 
8 





1. Advance engineering and design.—Design studies 
establish project features and cost estimates required 
for preparation of contract plans. Fifty-seven projects 
will be funded, of which 10 will be completed. 


2. Navigation projects.—This activity includes im- 
provement of channels and harbors by dredging and 
construction of breakwaters, jetties, and dikes; construc- 
tion of locks, dams, and canals; and mitigation of shore 
damages attributable to navigation projects. Work will 
be continued on 33 channel and harbor projects, and on 
10 lock, dam, and canal projects. Work will be complet- 
ed on four channel and harbor projects, and on one 
lock, dam, and canal project. In addition, $30 million in 
construction funding for projects in the inland and in- 
tracoastal waterways will be derived from the Inland 
Waterways trust fund. 


3. Beach erosion control projects.—The Federal Gov- 
ernment participates in the cost of restoring and pro- 
tecting shores against erosion by waves and currents. 


Work will continue on six projects, including reimburse- 
ment to non-Federal interests on one project. Work will 
be completed on one project. 

4. Flood control projects.—Local protection projects 
consist of channel improvements, levees, floodwalls, 
emergency streambank and shoreline protection, and 
small snagging and clearing work on navigable streams 
and tributaries. Work will be continued on 73 local 
protection projects, and on 45 reservoir projects. Ten 
local protection projects and two reservoir projects will 
be completed. 

5. Multiple-purpose power projects.—Construction will 
continue on 19 hydroelectric projects, of which 2 will be 
completed. In 1981, five power units with a generating 
capacity of 226 megawatts will be brought on line. 

6. Rehabilitation.—Rehabilitation work is undertaken 
on existing projects that have deteriorated to the extent 
that their usefulness has been impaired. Work will 
start on one ane. continue on 16 projects. Six projects 
will be completed. 
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DEPARTMENT OF DEFENSE—CIVIL 


1. Recreation facilities at completed projects.—$18 mil- 
lion is requested for projects to be developed under a 
policy requiring local cost-sharing comparable to that 
now required for the recreation facilities of all new 
projects. $13 million is included to remedy sanitary defi- 
ciencies at completed projects. 

8. Streambank erosion control evaluation and demon- 
stration.—A national streambank erosion prevention 
and control demonstration program in accordance with 
section 32 of Public Law 93-51 is underway. 

9. Shoreline erosion control demonstration.—A nation- 
al shoreline erosion control demonstration program in 
accordance with section 54 of Public Law 93-251 is 
underway. 

10. Aquatic plant control.—This program is for the 
control and progressive eradication of water hyacinths, 
alligator weed, eurasion watermilfoil, and other obnox- 
ious aquatic plants from navigable waters. The authori- 
ty includes research to develop the most effective and 
economic control measures. 

11. Employees compensation.—Provides reimburse- 
ment to the Employees’ compensation fund, due to inju- 
ries or death of employees or persons, in accordance 
with 5 U.S.C. 785. 


Object Classification (in thousands of dollars) 












































identification code 96-3122-0-1-301 1979 actual 1980 est. 1981 est 
CORPS OF ENGINEERS—CIVIL 
Direct obligations: 
Personnel compensation: 
Il Permanent pOsitiOns...........:scccsssssseesees 150,568 158,136 159,482 
11.3 Positions other than permanent... 7,640 10,623 10,814 
115 Other personnel compensation ...... 6,438 5,952 6,028 
117 Pay to commissioned officers................. 2,980 3,858 3,965 
Total personnel compensation............. 167,626 178,569 180,289 
Personnel benefits: 
12.1 RN hats cede abn syatish csssoonnnensecesors 15,607 17,927 18,091 
12.2 Military personnel................ 306 386 397 
13.0 — Benefits for former personnel 23 15 7 
21.0 ‘Travel and transportation of persons........... 5,826 6,380 6,620 
22.0 — Transportation of thingS................00 487 560 600 
23.1 Standard level user charges 7,353 7,915 8,490 
23.2 Communications, utilities, and other rent... 2,142 2,313 2,509 
24.0 — Printing and reproduction 1,463 1,715 1,853 
25.0 Other SOrviceS .......ssevsseeeeeeeee 389,204 402,450 489,796 
26.0 Supplies and materials .... §,743 6,545 6,950 
| te 6,436 7,700 8,100 
32.0 Lands and structures..............ccccsssse 887,824 883,171 916,029 
41.0 — Grants, subsidies, and contributions............. OOD cones 
42.0 — Insurance claims and indemnities................ Si agemian tate 
Total direct obligations.................ss0e« 1,491,955 1,515,646 1,639,731 
Reimbursable obligations: 
Personnel compensation: 
1.1 Permanent positiOns............ssvvecscsecssseeeee 3,476 7,667 7,552 
113 Positions other than permanent.............  scssosesssssssees 449 476 
11.5 Other personnel compensation................ 121 173 216 
Total personnel compensation............. 3,597 8,289 8,244 
12.1 Personnel benefits: Civiliat............-sssssssss0e 370 830 824 
21.0 — Travel and transportation of persons............ 185 175 142 
22.0 Transportation of things ...........ssssssssccsssue 8 7 7 
23.1 Standard level user Charges ...........cscssssssee 176 198 172 
23.2 Communications, utilities, and other rent... 35 40 44 
24.0 — Printing and reproduction 31 42 45 
25.0 Other Services .......essoceesssse 23,611 17,651 18,344 
26.0 Supplies and materials .... 152 170 220 
RI | UMN TIOMNIE or caasussecebehsesccasavsonceecosccosne 44 35 38 
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32.0 — Lands and structures............cc.cccssssccssssssseee 17,727 5,063 3,420 
Total reimbursable obligations............ 45,936 32,500 31,500 
Total obligations, Corps of Engineers, 
Ca itsi Linear 1,537,891 1,548,146 1,671,231 
ALLOCATION ACCOUNTS 
11.1 Personnel compensation: Permanent posi- 
NG ascsiistttanntnsc tenn 1 we oc koe 
21.0 — Travel and transportation of persons........... 2 O cessleccanenm 
22.0 Transportation of thingS ..............csscsscssseee 5 3 
23.2 Communications, utilities, and other rent... 2 2 
COM NO ccc cssasterecatccocus 25 45 
26.0 Supplies and materials ns 2 2 
32.0 — Lands and structures...............csscssssee - 4,124 2,070 
41.0 Grants, subsidies, and contributions ............  ..ee.csssssssssee 145 
42.0 — Insurance claims and idemnities.................. 67 15 
Total obligations, allocation accounts . 4,228 2,285 
99.0 Total obligations ..............cssccssssseecesee 1,542,119 1,550,431 1,671,231 
Obligations are distributed as follows: 
Corps of Engineers—Civil .............sssscccsssessesssssees 1,537,891 1,548,146 = 1,671,231 


Department of the Interior: 
National Park Service .................sccccccccccsssssssee 4,228 2,115 
Appalachian Regional Commission.................+ 





Personnel Summary 





CORPS OF ENGINEERS—CIVIL 














Direct: 
Total number of permanent positions ................... 8,009 7,424 7,365 
Total compensable WOrkyea’...............ssc-ssesssesseees 8,755 8,582 8,517 
Full-time equivalent of other positions............. (713) (880) (888) 
Full-time equivalent of overtime and holiday 
sae cscacis oa ) (258) (259) 
Average ES salary... $50,112 $50,112 
Average GS grade........ 8.83 8.86 
Average GS Salary...........cccsssssssessesessssseee $20,937 $21,251 
Average salary of ungraded positions..................+. $20,362 $20,667 
Reimbursable: 
Total number of permanent positions ...............+... 167 195 174 
Total compensable WOrkye4TS .........scsssssesesssssssseees 171 368 358 
Full-time equivalent of other positions............. (0) (14) (14) 
Full-time equivalent of overtime and holiday 
Ucn cicccccantccasecieiSissassnsanecct esa (6) (8) (10) 
Average ES salary... w- $47,500 = $50,112 $50,112 
Average GS grade........ ons 8.80 8.83 8.86 
Average GS Salary .........ssssssssesssesssese wu. $19,386 $20,937 $21,251 
Average salary of ungraded positions................»+« $18,854 $20,362 $20,667 








OPERATION AND MAINTENANCE, GENERAL 


For expenses necessary for the preservation, operation, mainte- 
nance, and care of existing river and harbor, flood control, and relat- 
ed works, including such sums as may be necessary for the mainte- 
nance of harbor channels provided by a State, municipality or other 
public agency, outside of harbor lines, and serving essential needs of 
general commerce and navigation; administration of laws pertaining 
to preservation of navigable waters; surveys and charting of northern 
and northwestern lakes and connecting waters; clearing and straight- 
ening channels; and removal of obstructions to navigation; 
[$848,500,000] $950,729,000, to remain available until expended. 
(Energy and Water Development Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 








Identification code 96-3123-0-1-301 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Navigation projects: 
(a) Channels and harbors ................. 322,031 366,815 364,375 
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General and special funds—Continued 
OPERATION AND MAINTENANCE, GENERAL—Continued 


Program and Financing (in thousands of dollars) —Continued 





Identification code 96-3123-0-1-301 1979 actual 1980 est. 1981 est. 





(b) Locks and dams 145,025 = 148,935 154,040 


2. Flood control projects: 
121,709 117,545 153,385 
(b) Channel improvements, inspec- 
tions, and miscellaneous mainte- ii 


158,784 


8,820 
177,155 


9,480 
209,245 


754,350 
61,465 


815,815 
14,491 


830,306 


819,270 
56,240 


875,510 
16,435 


891,945 


890,525 
62,475 


953,000 
17,295 


970,295 


Total direct program 
Reimbursable program 


Total program costs, funded * 
Change in selected resources (undelivered 
orders, advances, stores, and equip- 
24,509 


854,815 


4,050 


6,357 
974,345 


10.00 Total obligations 898,302 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


Budget authority 


Budget authority: 
Appropriation 
Supplemental _ for 


—13,716 
—3,900 


—11,134 
—3,205 
— 23,143 
15,767 


833,100 


—12,735 
—3,700 
— 15,767 
6,000 


872,100 





40.00 
44.10 


848,500 

wage-board pay 
11,288 
Supplemental for civilian pay raises 12,206 
Supplemental for military pay raises 106 


44.20 
44.30 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


840,476 
114,962 
— 149,020 


881,867 
149,020 
— 137,287 


956,729 
137,287 
— 154,557 


Outlays, excluding pay raise supple- 
tal 


806,418 870,543 938,916 


91.10 Outlays from wage-board pay raise 
supplemental 260 
91.20 Outlays from civilian pay raise sup- 


91.30 


11,925 281 
Outlays from military pay raise sup- 
plemental 104 2 


1 Includes capital investments as follows: 1979, $2,712 thousand; 1980, $2,388 thousand; 1981, $1,039 thousand. 


1. Navigation projects.—Operation and maintenance 
will be carried out on 262 channel and harbor projects 
and on 34 lock and dam projects. It is estimated that 
241 million cubic yards of material will be dredged. 

2. Flood control projects.—256 flood control reservoirs 
and 20 local protection projects will be operated and 
maintained. In 1981, over 523 million recreation days of 
use are estimated at completed projects. The requested 
funds will provide $7 million for research to develop 
improved design and operational procedures to meet 
environmental and water quality objectives while main- 
taining authorized project purposes. The $19.3 million 
in the dam safety assurance program will provide for 
the study and planning to improve safety and adequacy 
of completed Corps dams in light of present-day engi- 
neering standards and knowledge. 


3. Multiple-purpose power projects.—Seventy-one mul- 
tiple-purpose projects will be operated and maintained 
with a scheduled capacity of approximately 19 million 
kilowatts. These projects will provide approximately 4% 
of the electrical energy produced nationally in 1981. 

4. Protection of navigation.—Under laws for the pro- 
tection and preservation of navigable waters including 
adjacent wetlands, regulations are established and per- 
mits granted for activities and structures affecting navi- 
gable waters. Approximately 19,500 applications will be 
processed. 


Object Classification (in thousands of dollars) 


Identification code 96-3123-0-1-301 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
11.1 Permanent positions. 
11.3 Positions other than permanent 
11.5 Other personnel compensation 
ay Pay to commissioned officers 


243,520 
35,327 
15,767 

1,127 


295,741 


274,215 
36,423 
14,924 

1,498 


327,060 


282,862 
34,309 
16,003 

1,544 


334,718 
12.1 27,627 32,317 
12.2 Military personnel 

13.0 — Benefits for former personnel 

21.0 Travel and transportation of persons 

22.0 — Transportation of things 

23.1 Standard level user charges 

23.2 Communications, utilities, and other rent... 

24.0 — Printing and reproduction 

25.0 Other services 

26.0 — Supplies and materials 

31.0 
32.0 


31,464 


Lands and structures 
Insurance claims and indemnities 


Total direct obligations 


Reimbursable obligations: 
Personnel compensation: 
Permanent positions 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials ... 
Equipment 
Lands and structures. 
Insurance claims and indemnities 


Total reimbursable obligations 17,295 


Total obligations 854,815 898,302 974,345 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


13,596 
17,175 
(2,781) 


(543) 
$50,112 
8.86 
$21,251 
$20,667 


——— 
—————— 


13,504 
17,187 
(2,935) 


(501) 
$50,112 
8.83 


$20,937 
$20,362 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 


Reimbursable: 
Total number of permanent positions 19 19 
Total compensable workyears 8 











81 est. 





282,862 
34,309 
16,003 

1,544 


334,718 
32,317 


13,596 
17,175 
(2,781) 


(543) 
$50,112 
8.86 


$21,251 
$20,667 


—— 


19 
85 
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Full-time equivalent of other positions............. (0) (0) 
Full-time equivalent of overtime and holiday 
ras retcarnassserscsascencsescissdsobcscosanssssoaess (1) (0) (0) 
Average ES salary........ .- $47,500 == $50,112 $50,112 
Average GS grade....... 8.80 8.83 8.86 
Average GS Salary ..........sssssssssessesses .- $19,386 $20,937 $21,251 
Average salary of ungraded positions................... $18,854 $20,362 $20,667 
FLoop CoNTROL AND COASTAL EMERGENCIES* 
*See Part III for additional information. 
Program and Financing (in thousands of dollars) 
Identification code 96-3125-0-1-301 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Advance preparation ............:..csssecssseecsees 4,962 8,280 1,850 
2. Emergency operations 7,565 12,650 2,800 
3. Rehabilitation ................... 19,410 32,305 7,200 
4, Advances MeASUFES............::-ssveecssseeeeenees 2,818 4,700 1,050 
Total direct program, costs................. 34,755 57,935 12,900 
Reimbursable program.............:-.secsssesssssee 3,343 __ 20,000 18,700 
Total program costs, funded.............. 38,098 77,935 31,600 
Change in selected resources (undelivered 
Orders ANd AVANCES) ...........sccssecccseeeeene 10,428 — 2,600 — 1,500 
10.00 Total obligations ................ssccscssssees 48,526 75,335 30,100 
Financing: 
Offsetting collections from: 
FROG POTN TUES i ccsccccsacecscesccsccucssscsconcnnoue —7,085 —15,500 — 14,500 
14.00 —- Non-Federal SOUFCES...............ssssccsssseseee —55 — 300 —200 
21.40 Unobligated balance available, start of year —45,720 —130,335 — 15,400 
23.98 Unobligated balance transferred to other 
Ds sccasreccss rset sinuatnicene.  Lcleagiatee CERAM celts ices 
24.40 Unobligated balance available, end of year.. 130,335 I rte boats 
40.00 Budget authority (appropriation) .. BARN caccceccns  Scatanewon 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ...............csccssssseees 41,386 59,535 15,400 
72.10 Receivables in excess of obligations, start 
Op WOM reercrescrschpesielesa. Liss sithcecsvcuunasede —GI2Y eet Ltt eat 
72.40 Obligated balance, start Of year... ssssssseesesennee 14,486 42,521 
74.40 Obligated balance, end of year.................00 —14,486 —42,521 —37,921 
90.00 NO crore tacer. 19,277 31,500 20,000 





This activity provides for flood emergency prepara- 
tion, flood fighting and rescue operations, and repair of 
flood control and Federal hurricane or shore protection 
works. It also provides for emergency supplies of clean 
drinking water where the source has been contaminat- 
ed and, in drought distressed areas, provision of ade- 
quate supplies of water for human and livestock con- 
sumption. Carryover funds are considered adequate to 
finance operations in the budget year. A supplemental 
request would be made in the event of a major emer- 
gency. 


Object Classification (in thousands of dollars) 

















\enttication code 96-3125-0-1-301 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent positions.................sccsssssssssee 3,135 2,533 2,338 
11.3 Positions other than permanent 84 33 19 
11.5 Other personnel compensation................ 295 73 69 

Total personnel compensation.............. 3,514 2,639 2,426 
12.1 Personnel benefits: Civilia?..........sossscssee 341 283 260 
21.0 — Travel and transportation of persons 460 212 230 
22.0 Transportation of thimgs........scoscssossscsssee 27 42 44 
23.1 Standard level user charges ...........csoscss. 126 138 140 









Communications, utilities, and other rent... 213 220 225 
24.0 — Printing and reproduction................-c-cvee. 44 4] 46 



















































me ee. 21,626 46,611 3,983 
26.0 Supplies and materials ................cssceeesose 648 713 720 
i RR 228 291 126 
32.0 Lands and Structures...............cccsscsessssssseee 4,320 4,700 1,800 
Total direct obligationS................. 31,547 55,896 10,000 
Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent poOsitiOns...............-cccscssssssee 660 629 635 
11.3 Positions other than permanent.............. Be fibecas se, ccc 
11.5 Other personnel compensation ................ 465 Deh 
Total personnel compensation............. 1,148 630 635 
12.1 Personnel benefits: Civilian................ccs-0000« 105 58 58 
21.0 Travel and transportation of persons........... 262 211 155 
22.0 — Transportation of things ................ccccssssees 1 1 l 
23.2 Communications, utilities, and other rent... 8 10 12 
24.0 — Printing and reproduction....................ss 3 5 6 
200) CUROe SiS en ccene 14,440 18,355 19,059 
26.0 Supplies and materials .................scsscssssesee 104 163 169 
i ee eee 2 6 5 
32.0 Lands and structures...............sssscsssseeseesen 06 Wcities 
Total reimbursable obligations............ 16,979 19,439 20,100 
99.0 Total obligations .............cssscssssecsessseee 48,526 75,335 30,100 
Personnel Summary 
Direct: 
Total number of permanent positions 88 88 88 
Total compensable workyea ...............s.cccsesessseses 243 123 106 
Full-time equivalent of other positions............. (8) (3) (2) 
Full-time equivalent of overtime and holiday 
ON Ss ) (1) (1) 
Average ES salary $50,112 $50,112 
Average GS grade 8.83 8.86 
Average GS salary $20,937 $21,251 
Average salary of ungraded positions................... $18,854 $20,362 $20,667 
Reimbursable: 
Total number of permanent positions ................... 0 0 0 
Total compensable workyea’ .............csssssesssssees 48 30 30 
Full-time equivalent of other positions............. (1) (0) (0) 
Full-time equivalent of overtime and holiday 
OOS st ccm Pi eqn (14) (2) (2) 
DI II ss ssecccckcccesssocigesacsovescesiesinpce $47,500 $50,112 $50,112 
Aree Ga greet eS sk 8.80 8.83 8.86 
Agetage GS Gi ip SS 2) $19,386 $20,937 $21,251 
Average salary of ungraded positions................... $18,854 $20,362 $20,667 








GENERAL EXPENSES 


For expenses necessary for general administration and related func- 
tions in the office of the Chief of Engineers and offices of the Division 
Engineers; activities of the Board of Engineers for Rivers and Harbors 
and the Coastal Engineering Research Center; commercial statistics; 
and miscellaneous investigations; [$73,200,000] $82,530,000. (Energy 
and Water Development Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 96-3124-0-1-301 





1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Executive direction and management: 
(a) Office, Chief of Engineers........... 23,655 28,000 31,000 
(b) Division OffiC@S..............ssscsseesesse 34,649 37,500 39,000 
2. Board of Engineers for Rivers and 
oe  —- S 2,409 2,500 2,500 
3. Coastal Engineering Research Center.. 581 700 720 
4. Commercial statistics .................sssssee« 2,221 3,400 3,000 
5. Special investigations ..................ssss0 1,504 1,800 1,900 
6. Support centers: 
(a) Engineer Automation Support 
Nearer net nen reed 2,000 2,300 
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General and special funds—Continued 
GENERAL ExpeNses—Continued 


Program and Financing (in thousands of dollars) —Continued 





1980 est. 


2,000 
77,900 
15 


1981 est. 


2,700 
83,120 
20 


\dentification code 96-3124-0-1-301 1979 actual 





(b) Water Resources Support Center. 





Total direct program 65,019 
Reimbursable program 10 


65,029 





Total program costs, funded 77,915 83,140 
Change in selected resources (undelivered 


orders and advances) —600 


77,315 


—590 
82,950 


3,402 
68,431 





10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds... 
25.00 Unobligated balance lapsing 


Budget authority 


Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 
44.30 Supplemental for military pay raises 


’ 


—10 








Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


68,421 
5,202 
—8,616 


77,300 
8,616 
—8,816 





Outlays, excluding pay raise supple- 
73,094 81,826 
91.20 Outlays from civilian pay raise sup- 
90 
91.30 Outlays from military pay raise sup- 


plemental 4 





1. Executive direction and management.—The Office, 
Chief of Engineers, and 11 division offices supervise 
work in 36 district offices. 

2. Board of Engineers for Rivers and Harbors.—The 
Board reviews reports on proposed projects and makes 
advisory recommendations to the Chief of Engineers. 

3. Coastal Engineering Research Center.—The center 
plans and conducts research in the field of coastal engi- 
neering, develops standards, and reviews technical re- 
ports. 

4. Commercial statistics —Data on waterborne com- 
merce are collected, compiled, and published. 

5. Special investigations.—Investigations are made 
and reports prepared pursuant to congressional and 
other special requests for information on the civil works 
program. 

6. Support centers—(a) Engineer Automation Support 
Agency.—Provides a central data processing service for 
a variety of ADP applications. 

(b) Water Resources Support Center.—Performs stud- 





ies and analyses for meeting national objectives. Devel- 
ops planning techniques for comprehensive manage- 
ment and development of Nation’s water resources. 


Object Classification (in thousands of dollars) 
Identification code 96-3124-0-1-301 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 42,346 48,975 49 236 
Positions other than permanent sare 942 1,065 1,082 
Other personnel compensation ae 198 283 267 
Pay to commissioned officers 2,437 2,715 2,768 


45,923 53,038 93,353 


4,054 4,781 4,805 

Military personnel 133 153 157 
Travel and transportation of persons 2,345 2,350 2,400 
Transportation of things 154 200 225 
Standard level user charges 2,195 2,340 2,496 
Communications, utilities, and other rent... 1,745 2,175 2,285 
Printing and reproduction 1,141 1,320 1,560 
Other services BS 9,986 10,103 14,339 
Supplies and materials 537 620 650 
Equipment 208 220 260 


Total direct obligations 68,421 77,300 82,530 
Reimbursable obligations: 


Other services 10 15 
68,431 77,315 


25.0 


99.0 Total obligations 82,550 





Personnel Summary 


1,618 
1,743 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 


Full-time equivalent of overtime and holiday 


1,652 1,652 
1,782 1,790 
(96) (91) 


(13) (13) 
$50,112 $50,112 


(8) 
$47,500 
8.80 8.83 8.86 


Average ES salary... 

Average GS grade... 

Average GS salary 

Average salary of ungraded positions 


$20,937 
$20,362 


$19,386 
$18,854 


$21,251 
$20,667 





FLoop ContrRoL, Mississipp1 RIVER AND TRIBUTARIES 


For expenses necessary for prosecuting work of flood control, and 
rescue work, repair, restoration, or maintenance of flood control proj- 
ects threatened or destroyed by flood, as authorized by law (33 U.S.C. 
702a, 702g-1), [$210,515,000] $228,986,000, to remain available until 
expended[[: Provided, That not less than $250,000 shall be available 
for bank stabilization measures as determined by the Chief of Engi- 
neers to be advisable for the control of bank erosion of streams in the 
Yazoo Basin, including the foothill area, and where necessary such 
measures shall complement similar works planned and constructed 
by the Soil Conservation Service and be limited to the areas of re 
sponsibility mutually agreeable to the District engineer and the State 
Conservationist: Provided further, That not to exceed $300,000 shall 
be available to reimburse landowners for damage from dredge spoil 
placed on their land, which greatly exceeded representations, for 
which they received no compensation]. (Energy and Water Develop- 
ment Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 








Costs to this appropriation 


Analysis of 1981 financing 





Identification code 96-3112-0-1-301 To 
30, 1978 


i. 1979 
actual 


1980 1981 
estimate estimate 





Program by activities: 
Direct program: 
1. General investigations 


2,978 


3,410 4,150 





19,236 
1,082 
267 
2,768 


03,353 


4,805 
157 
2,400 
225 
2,496 


82,530 
20 


82,550 


1,652 
1,790 
(91) 


(13) 
10,112 
8.86 
1,251 
20,667 


DEPARTMENT OF DEFENSE—CIVIL 


2. Advance engineering and design 
3. Construction 

4. Major rehabilitation... 

5. Maintenance 


* 9,358,540 2,383,884 
31,000 9,591 


982 605 700 
156,818 
6,290 7,150 7,969 669 7,300 
66,854 


CORPS OF ~~~ 
Funds—Continued 


00 
153,250 159,595 26,160 143,435 


70,685 73,586 73,586 





Total direct program 
Reimbursable program 


9,389,540 2,393,475 


233,922 
135 500 500 


235,100 246,000 27,014 10,000 228,986 6,494,993 





Total program costs, funded 
Change in selected resources (undelivered orders and advances) 


234,057 
—1,257 


235,600 
— 18,682 


246,500 
—1,014 





10.00 Total obligations 

Financing: 
14.00 Offsetting collections from: Non-Federal sources 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year 


226,800 


216,918 239,486 


—135 —500 — 500 
—19,533 
15,903 


— 15,903 
10,000 





40.00 Budget authority (appropriation) 


223,035 


210,515 228,986 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


226,665 
102,558 
— 95,610 


216,418 
95,610 
—17,028 


238,986 
77,028 
—71,028 





90.00 Outlays 


233,613 


235,000 244,986 





The Corps of Engineers—Civil is responsible for the 
flood control program for the Lower Mississippi Valley 
from Cape Girardeau, Mo., to the Gulf of Mexico and its 
contiguous basins. 

1. General investigations.—Thirteen studies will be 
continued with 1981 funds, of which one is a phase I 
advance engineering and design study. Basic data sub- 
sequently used in planning and designing projects are 
collected. 

2. Advance engineering and design.—-Funds are re- 
quested to continue two features. 

3. Construction.—The budget authority requested for 
construction is $143 million, which will allow for con- 
tinuation of 13 features. 

4. Major rehabilitation.—Funds are requested for the 
completion of the rehabilitation of the Old River control 
structure. 

5. Maintenance.—Operation and maintenance of four 
navigation locks, five flood control dams and numerous 
flood control structures and for maintenance of bank 
stabilization, revetments, and levees will be continued. 
Over 17 million cubic yards of material will be dredged 
in navigable channels. 


Object Classification (in thousands of dollars) 





Identification code 96-3112-0-1-301 1979 actual 1980 est. 1981 est 





Direct obligations: 
Personnel compensation: 
Permanent positions. 45,638 
Positions other than permanent 14,858 
Other personnel compensation : 6,628 
Pay to commissioned officers 257 


67,381 





Total personnel compensation 
Personnel benefits: 
Civilian : 6,425 
Military personnel 34 
Benefits for former personnel 7 
Travel and transportation of persons 3,420 
Transportation of things 375 
Standard level user charges : 1,633 
Communications, utilities, and other rent.... 725 
Printing and reproduction 185 


Other services 58,048 47,123 59,069 


26.0 Supplies and materials 11,050 


31.0 Equipment 618 
85,382 
4 


32.0 Lands and structures 
42.0 — Insurance claims and indemnities 





Total direct obligations 226,666 


Reimbursable obligations: 
Personnel compensation: Permanent posi- 


Personnel benefits: Civilian... 
Other services 

Supplies and materials ... 
Equipment 

Lands and structures 





Total reimbursable obligations 





Total obligations 226,800 216,918 239,486 





Personnel Summary 





Direct: 

Total number of permanent positions 2,203 2,203 
Total compensable workyears 3,607 3,658 
Full-time equivalent of other positions (989) (1,008) 

Full-time equivalent of overtime and holiday 
(311) (320) 
Average ES salary $50,112 $50,112 
Average GS grade 8.83 8.86 
Average GS salary $20,937 $21,251 
Average salary of ungraded positions $20,362 $20,667 


Reimbursable: 
Total number of permanent positions 3 
Total compensable workyears 3 
Full-time equivalent of other positions ( (0) (0) 
Full-time equivalent of overtime and holiday 
(0) (0) 
Average ES salary $50,112 $50,112 
Average GS grade 8.83 8.86 
Average GS salary $19, 386 $20,937 $21,251 
Average salary of ungraded positions $18,854 $20,362 $20,667 





SpeciAL RECREATION Use FEES 


For construction, operation, and maintenance of outdoor recreation 
facilities, including collection of special recreation use fees, to remain 
available until expended, [$4,000,000] $5,000,000, to be derived from 
the special account established by the Land and Water Conservation 
Act of 1965, as amended (16 U.S.C. 4601). (Energy and Water Develop- 
ment Appropriation Act, 1980.) 
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General and special funds—Continued 
SpeciaL RECREATION Use Frees—Continued 


Program and Financing (in thousands of dollars) 











Identification code 96-5007-0-2-303 1979 actual 1980 est. 1981 est. 
Program by activities: 
Salaries ANd EXPENSES ..........ssssscccsssseseeesssees 3,331 4,137 5,275 
Change in selected resources (undelivered 
NUNS) a crcescesseascseatopcaatasteonsisarateatss —336 100 125 
10.00 Total obligations .............s:.ssseeccsseeesese 2,995 4,237 5,400 
Financing: 
21.40 Unobligated balance available, start of year —332 — 637 —400 
24.40 Unobligated balance available, end of year.. 637 Ms cicasinprcee, 
40.00 Budget authority (appropriation) 
ERICA AN) ycsesocssasesicsncccssvsonee 3,300 4,000 5,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ............c..sccsssee 2,995 4,237 5,400 


72.40  Obligated balance, start of year.................. 800 214 451 
74.40 Obligated balance, end of year..............sse... —451 —1,351 


90.00 4,000 4,500 











CL RR A a SON 


The special recreation use fee revenues authorized 
under the Land and Water Conservation Fund Amend- 
ment Act of 1972 will be used for authorized recreation 
purposes at 121 of the Corps’ water resource projects in 
25 States. Included are fee collection, recreation facility 
development, operation, and maintenance and items es- 
sential to the health and safety of the using public. 


Object Classification (in thousands of dollars) 









































Identification code 96-5007-0-2-303 1979 actual 1980 est. 1981 est. 
Personnel compensation: 

11.1 Permanent pOSitionS................ssssessesssses 447 273 362 
11.3 Positions other than permanent 266 396 477 
11.5 Other personnel compensation................ 18 17 17 
Total personnel compensation.............. 731 686 856 

12.1 Personnel benefits: Civilian.............ssccssseee 73 69 86 
21.0 Travel and transportation of persons........... 12 14 16 
23.1 Standard level user chargeS....................00+ 10 12 12 
23.2 Communications, utilities, and other rent... 21 20 20 
24.0 Printing and reproduction 10 14 18 
25.0 Other services ............:0.+ 820 1,963 2,850 
26.0 — Supplies and materials... 909 994 1,069 
SLD ARRON, OS 8 LR Ce Ec scceeesets 126 175 180 
32.0 Lands and Structures.......0......ssscccsssseessssssee 283 290 293 
99.0 Total obligations 2,995 4,237 5,400 

Personnel Summary 
Total number of permanent positionS................ 7 7 i 
Total compensable Workyea'S..............svsee 57 53 65 
Full-time equivalent of other positions (26) (40) (48) 
Full-time equivalent of overtime and holiday 

OOS hich cesspess heh apeszsnecajabiepaeibaalencusakendccbcascd (1) (0) (0) 

PORT ERO ED SIM dies esnnvsossssiazedavonvssossonssessonsnvesoes $47,500 $50,112 $50,112 
Average GS grade ............sssssscsssesssssssssssssssssssssessesses 8.80 8.83 8.86 
PEO ES SBIOY sass sacs ssvnnvveseecistcgeciotctvovsvnesnvnsnseesves $19,386 $20,937 $21,251 
Average salary of ungraded positions .............vssses $18,854 $20,362 $20,667 





ADMINISTRATIVE PROVISIONS 


Appropriations in this title shall be available for expenses of at- 
tendance by military personnel at meetings in the manner authorized 
by 5 U.S.C. 4110, uniforms, and allowances therefor, as authorized by 
law (5 U.S.C. 5901-5902), and for printing, either during a recess or 
session of Congress, of survey reports authorized by law, and such 
survey reports as may be printed during a recess of Congress shall be 


printed, with illustrations, as documents of the next succeeding ses- 
sion of Congress; not to exceed $2,000 for official reception and repre- 
sentation expenses; and during the current fiscal year the revolving 
fund, Corps of Engineers, shall be available for purchase (not to 
exceed, [220] 221 of which [200] 216 shall be for replacement only) 
and hire of passenger motor vehicles: Provided, That the total accrued 
expenditures of the capital investment program of the revolving fund 
shall not exceed [[$115,000,000] $150,000,000 in fiscal year [1980] 
1981. (Energy and Water Development Appropriation Act, 1980.) 





ALLOCATIONS RECEIVED FroM OTHER ACCOUNTS 


Note.—Obligations incurred under allocations from other accounts are shown in the sched- 
ules of the parent appropriation as follows: 

Appalachian Regional Development Programs, Executive. 

Economic Development, Assistance, Economic Development Administration, Department 
of Commerce. 

Regional development programs, Regional Action Planning Commissions, Department of 
Commerce i 

Planning and Construction, National Park Service, Department of the Interior. 

Construction, Bureau of Indian Affairs, Department of the Interior. 

Land and Water Conservation, Heritage Conservation and Recreation Service, Depart- 
ment of the Interior. 

United States Postal Service. 

Construction, International Boundary and Water Commission, United States and Mexico, 
State. 

Federal Highway Administration, Department of Transportation. 





PERMANENT APPROPRIATIONS 


Program and Financing (in thousands of dollars) 








Identification code 96-9921-0-2-999 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Hydraulic mining in California, debris 
MUPID rstresAibctecascsenstetoatyeasecsvsnvecosenssnsetns 48 48 48 
2. Maintenance and operation of dams and 











other improvements of navigable waters 6,940 1,310 1,700 

3. Payments to States ..............secccssscssseeees 6,134 4,726 5,102 

Total program costs, funded .............. 13,122 6,084 6,850 
Change in selected resources (undelivered 

NT) sc cesptacsceatenlatsreprncscsaetisibsrcionsiine LAO sktncmice  sehcaweed 

10.00 Total obligations ...............ssscscsssssecceee 13,365 6,084 6,850 

Financing: 

21.40 Unobligated balance available, start of year © —11,695 —6,570 —1,186 

24.40 Unobligated balance available, end of year.. 6,570 7,186 7,186 
60.00 Budget authority (appropriation) 
(permanent, indefinite, special 

NM isc dsckG eesti 8,239 6,700 6,850 





Distribution of budget authority by account: 
Hydraulic mining in California, debris fund........... 48 48 48 
Maintenance and operation of dams and other 














improvements of navigable waters................... 3,577 1,700 1,700 
Payinerits to! States sezscticsssctisccstesauasissssiscesianvee 4,614 4,952 5,102 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ...........ssccccsssssseees 13,365 6,084 6,850 
72.40 Obligated balance, start Of year... csssssecessssees SOO: <sscansvatehes 
74.40 Obligated balance, end of year...... = BO: ccanpintpccite, An.ceeittomee 
90.00 SINR sic sssuicarseeteateladbsssassstevessstocce 12,975 6,474 6,850 


Distribution of outlays by account: 
Hydraulic mining in California, debris fund........... 48 48 48 
Maintenance and operation of dams and cther 
improvements of navigable waters................... 6,792 1,700 1,700 
PAYTMDENS TO: SSUNUAS niccsnconssasersasesschOdaases covseceossvnes 6,134 4,726 5,102 


1. Hydraulic mining in California, debris fund.—Fees 
paid by mine operators in the Sacramento and San 
Joaquin basins for depositing mine debris in restraining 
works, are used for their maintenance. 

2. Maintenance and operation of dams and other im 
provements of navigable waters.—License fees are levied 
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by the Federal Power Commission for private construc- 
tion, operation, and maintenance of dams, conduits, and 
reservoirs. Half of the fees collected are used for main- 
tenance and operation of Federal dams and other navi- 
gation structures, and for improvement of navigable 
waters. 

3. Payments to States.—Three-fourths of the money 
received from lease of Federal lands acquired for flood 
control, navigation, and allied purposes is paid to the 
State in which such property is situated for public 
schools, roads, or other expenses of county government. 


Object Classification (in thousands of dollars) 





Wentification code 96-9921-0-2-999 
































1979 actual 1980 est. 1981 est. 
Personnel compensation: 
ll Permanent pOSitions...............c.ssseessessseees 1,482 825 845 
113 Positions other than permanent... Oe ae ener 
11.5 Other personnel compensation ................ 54 2 2 
Total personnel compensation............. 1,568 827 847 
12.1 Personnel benefits: Civilian................sssesese0 163 117 102 
BO CENT SENWWOS ssc css cccccccewntnthecceteotnmennes 5,500 414 799 
41.0 Grants, subsidies, and contributions. 6,134 4,726 5,102 
99.0 Total obligations .................sssescssssseee 13,365 6,084 6,850 
Personnel Summary 
Total number of permanent positions 8 8 8 
Total compensable workyeafS.................0+. 84 32 32 
Full-time equivalent of other positions.................. (2) (0) (0) 
Full-time equivalent of overtime and holiday 
Ne RR 0 Se an (1) ()) (0) 
PINE occ ncecsectckesccsasbaecessbubasoosonn $47,500 $50,112 $50,112 
Pe csncaseésbivcssscenesstcsissassssssvvaisiss 8.80 8.83 8.86 
RUNNIN Sea $19,386 $20,937 $21,251 
Average salary of ungraded positions ..................00 $18,854 $20,362 $20,667 





Public enterprise funds: 


ALASKA HyDROELECTRIC Power DEVELOPMENT FUND 


Program and Financing (in thousands of dollars) 





Wentitication code 96-4203-0-3-271 





1979 actual 1980 est. 1981 est. 
Financing: 
21.40 Unobligated balance available, start of year —5,450 —5,450 — 5,450 
24.40 Unobligated balance available, end of year. 5,450 5,450 5,450 





Budget authority... 





Relation of obligations to outlays: 
71.00 Obligations incurred, net .................cc000 


90.00 ie... 








The Alaska hydroelectric power development fund 
was established by the Alaska Hydroelectric Power De- 
velopment Act (sec. 203, Public Law 94-587) to develop 
hydroelectric power generation projects in Alaska. The 
fund consists of Federal and non-Federal moneys depos- 
ited in the fund. 

The act permits the use of funds for the phase I stage 
of engineering and design of projects that meet the 
environmental, benefit output, and financial require- 
ments set forth in section 203 (a)(2) and (e) of the act. 
Institutional arrangements that would permit use of 
the fund have not been developed. 











Intragovernmental funds: 


REvoLvING FunD 


For the design and construction of hopper dredges and the purchase 
of automatic data processing equipment, [$50,000,000] $52,525,000, to 
remain available until expended. (Energy and Water Development 
Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 96-4902-0-4-301 



























1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs: 
1. Plant and equipment services 105,238 111,552 121,591 
2. Warehousing..............cssssesesee 1,929 2,045 2,229 
3. Shop and facility services ..... 483,449 512,456 558,577 
4. General administrative serv- 
i Sheer) cis 573,224 607,617 662,303 
Total operating costs........ 1,163,840 1,233,670 1,344,700 
Unfunded adjustment to total 
operating  costs—depreci- 
ation included above.............. —21,745 —23,000 — 25,000 
Total operating costs, 
ae 1,142,095 1,210,670 1,319,700 
Capital investment, funded: 
1. Land and structures.............. 6,343 8,350 20,440 
2. Dredges 31,766 61,570 76,767 
3. Other floating plant............... 12,452 17,510 12,090 
4. Land-based equipment........... 17,197 23,440 37,840 
5. Tools, office furniture, and 
EQUIPMENT ............eesccsseecenseee 5,322 4,130 2,863 
Total capital investment ... 73,080 115,000 150,000 
Total program costs, #3 
Matec thot 1,215,175 1,325,670 1,469,700 
Change in selected resources 
(other assets, self insurance, 
and undelivered orders)............. 31,372 —34,940 — 1,900 
10.00 Total obligations.................... 1,246,547 1,290,730 1,467,800 






Financing: 
Offsetting collections from: 











11.00 Federal funds: 

NN cs cic cscecesaeain —1,190,935 —1,263,669 —1,374,700 

Change in unfilled custom- 
OE CUE inci: 4,263 — 1,903 — 2,000 
14.00 Non-Federal sources: Revenue... —4,731 — 5,000 — 5,000 

21.98 Unobligated balance _ available, 
start of year: Fund balance........ — 13,700 —§,181 — 35,023 

22.98 Unobligated balance — transferred 
from other accounts .................. — G20 - isnaccheae anh Subaniohuete 

24.98 Unobligated balance available, end 
of year: Fund balance............... 5,181 35,023 1,448 

40.00 Budget authority (appro- 
UTI aiisinccenitececcsiinnve 46,000 50,000 52,525 

Relation of obligations to outlays: 

71.00 Obligations incurred, net................ 55,144 20,158 86,100 

72.98 Obligated balance, start of year: 
Fund TOERINCG ona scsncessosccsecsscsses 168,402 186,958 159,116 

74.98 Obligated balance, end of year: 
Fund balance... — 186,958 — 159,116 — 167,416 
90.00 RS dsc Sct 36,588 48,000 77,800 





The fund provides for the acquisition, operation, and 
maintenance of plant and equipment used in civil 
works functions, for temporary financing of services 
chargeable to civil appropriations, and for furnishing 
facilities and services for military functions of the De- 
partment of the Army, other governmental agencies 
and private persons (33 U.S.C. 576). 
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Intragovernmental funds-——Continued 
Revo.tvinc Funp—Continued 


Budget program—Operating costs.—Operating costs 
include plant operations, warehousing, shops and facili- 
ties performing common services, and general adminis- 
trative services including payrolls. Operating costs will 
increase about 9% in 1981. 


1. Land and structures.—The 1981 program includes 
$16.24 million for the design, rehabilitation, or con- 
struction of structures for use by Portland, St. Paul, 
Jacksonville and Norfolk districts, Waterways Experi- 
ment Station, Coastal Engineering Research Center, 
two Regional Automatic Data Processing Centers, and 
the Water Resources Support Center at Fort Belvoir, 
Va.; and the design of the Area Control Center to be 
located in the Nashville District. 


2. Dredges.—The 1981 program includes $73.27 mil- 
lion for the design, construction, and rehabilitation of 
Corps of Engineers hopper dredges as follows: $68.37 
million for the construction of the large and medium 
class hopper dredges; $3.90 million for rehabilitation of 
the quarters and electrical system on the dredge Biddle; 
and $1.0 million for installing direct pumpout capability 
on the dredge Davison. 


3. Other floating plant.—The 1981 program includes 
$10.09 million for design, rehabilitation, and construc- 


tion of major items of floating plant for use by various 
Corps of Engineers districts. 

4, Land-based equipment.—The 1981 program in- 
cludes a total of $22.3 million for ADP equipment con- 
sisting of: $15.0 million for initial phase of CE-80; $2.8 
million for replacement of the CROHMS system in the 
North Pacific Division; and $4.5 million for selected 
replacement requirements of existing equipment. 


5. Tools, office furniture, and equipment.—The 1981 
program includes $2.86 million for a variety of rela- 
tively small tools, office furniture, and equipment. 

Financial condition.—Capital (Government equity) of 
the fund amounted to $412.7 million on September 30, 
1979. The estimated limitation on the total accrued ex- 
penditure of the capital investment program for 1981 is 
$150.0 million. Capital was increased by net earnings of 
$30.8 million in 1979. Increases are principally due to 
earnings reserved for plant replacement which are 
wholly reinvested in assets. Capital of the fund is ex- 
pected to reach $504.8 million at the end of 1980 and 


: $593.4 million at the end of 1981. 


Consolidated summary of personnel.—The revolving 
fund is used to initially finance all payrolls of the Corps 
of Engineers—Civil. 

The table which follows shows the distribution of per- 
sonnel and salary costs to appropriations of the Corps of 
Engineers and to other accounts: 


CONSOLIDATED SUMMARY OF PERSONNEL 


(Dollars in thousands] 


1979 actual 


1980 estimate 1981 estimate 





Number 
of 


positions years salary 
49,971 
168,243 
295,991 
43,486 
59,737 4 
4,662 3,269 


Appropriatic 

General investigations 2,194 2,630 
Construction, general 8,176 8,926 
Operation and maintenance, general 13,397 17,037 
General expenses 1,618 1,743 
Flood control, Mississippi River and tributaries 2,228 3,398 
Flood control and coastal emergencies 88 291 
Permanent appropriations: 

Hydraulic mining in California 1 

Maintenance and operations of dams and other im- 

provements of navigable waters 7 

Special recreation use fees i, 


Work- Total 


58,362 
183,000 
327,324 

50,323 

67,171 


8 17 


1,560 810 830 
731 686 856 





Subtotal regular appropriation 27,716 
Revolving fund (all other) 481 
All other available funds 361 


624,389 
10,460 
7,044 7,553 368 386 7,639 


690,962 27,373 34,542 702,316 
11,270 481 574 11,805 





Grand total all funds 28,558 
Military personnel 427 


Revenue and Expense (in thousands of dollars) 


641,893 





1979 actual 1980 est. 1981 est. 





Operating income or loss (—): 
Revenue: 
At ordinary rates. 
Additional charges to cover increased cost of 
plant replacement 


1,163,840 — 1,233,670 


30,481 32,000 


1,344,700 
32,000 


709,785 28,222 35,502 721,760 





1,194,321 
1,163,840 


1.265,670 
1,233,670 


Nonoperating income or loss (—): 
Sales of fixed assets 
Net book value of assets disposed 


Net gain or loss on sale of fixed assets 





Identific 


DEPARTMENT OF DEFENSE—CIVIL 


Other nonoperating income or loss 








Net income for year 30,765 31,800 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 


1981 est. 





Assets: 
Fund balance with Treasury 182,102 192,139 
Accounts receivable (net) 49,569 69,791 
Advances made 80 76 
property and equipment 


194,139 
75,028 
100 


307,249 
28,423 


357,078 
19,660 


446,179 
21,600 


171,664 
85,428 
100 


568,279 
24,700 





567,423 638,744 737,046 


850,171 








117,894 
98,193 
15,308 


165,539 
42,503 
13,951 


187,144 

36,100 
Unfunded liability for annual leave. 3,951 
Other liability (reserve for self in- 


surance) 1,642 


233,037 


4,062 


: 5,062 
226,055 


Total liabilities 232,257 


218,744 


_ 256,806 








Government equity: 
Unexpended balance: 
Unobligated balance 
Undelivered orders 
Unfinanced budget authority: 
Unfilled customers’ orders 
Invested capital 


5,181 
139,880 


35,023 
104,000 


—91,097 
358,725 


412,689 


— 93,000 
458,766 


504,789 


31872 


Total Government equity 334,385 


1,448 
100,000 


— 95,000 
586,917 


593,365 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 
Transactions: 
Appropriations 
Property capitalized without use of funds... 
Adjustment to liability for employees 
annual leave 


149,037 196,572 


46,000 
178 


50,000 
300 


1,357 10,000 


256,872 


52,525 
300 


3,951 
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Lands and structures 


Total direct accrued expenditures 
Change in selected resources 


1,203,991 


94.0 42,556 


9,653 


1,326,610 


— 35,880 


20,606 


1,471,800 
— 4,000 





99.0 Total obligations 1,246,547 


1,290,730 


1,467,800 





Personnel Summary 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


481 
547 
(18) 


(10) 
$47,500 

8.80 
$19,386 
$18,854 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 


48] 
557 
(25) 


(11) 
$50,112 

8.83 
$20,937 
$20,362 


481 
574 
(34) 


(11) 
$50,112 

8.86 
$21,251 
$20,667 





CONSOLIDATED WORKING FuND 


Program and Financing (in thousands of dollars) 


Identification code 96-3930-0-4-301 1979 actual 


1980 est 


1981 est 





Program by activities: 

1. Design and construction of a mine sur- 
face test facility and a hydraulic trans- 
port facility (U.S. Bureau of Mines) 

2. Acquisition of land for the Department 
of Energy 


643 


__ 16,427 


Total program costs 17,070 
Change in selected resources (undelivered 


orders) 2,494 





10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds... 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


19,564 


— 18,166 
—11,453 
_ 10,055 





Budget authority 





Closing balance 196,572 256,872 


Retained income of deficit unreserved: " f 
Opening balance 
Transactions: Net nonoperating income 


— 600 —315 


Closing balance 


Retained income or deficit reserved: 
Opening balance 
Transactions: Plant replacement income 


216,432 
32,000 


248,432 


Closing balance 216,432 


Total Government equity (end of year) ~ 412,689 


Object Classification (in thousands of dollars) 


\dentification code 96-4902-0-4-301 "1979 actual “980 est 


Personnel compensation: 
ll. Permanent positions 
11.3 Positions other than permanent 
11.5 Other personnel compensation 


10,738 
382 
150 


11,270 
1,112 


Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 — Travel and transportation of persons.. 17,276 
22.0 Transportation of things 4,783 
23.1 Standard level user charges 18 
23.2 Communications, utilities, and other rent... 14,600 
24.0 Printing and reproduction 2,600 
25.0 — Other services 1,104,251 
26.0 Supplies and materials 95,700 


48,160 
31.0 Equipment 105,347 


66,737 


313,648 


248,432 
32,000 


280,432 


504,789 


1981 est 


11,159 
497 


58,900 
129,394 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40  Obligated balance, end of year 


90.00 Outlays 





Travel and transportation of persons 
Standard level user charges 5 
Printing and reproduction 
Other services 

Supplies and materials 
Lands and structures 


21.0 
23.1 
24.0 
25.0 
26.0 


2 
15,200 


Object Classification (in thousands of dollars) 





Total obligations 


19,564 


Trust Funds 


INLAND WaTERWAYS TRUST FUND 


Amounts Available for Appropriation (in thousands of dollars) 





1979 actual 


1980 est. 


1981 est 





Unappropriated balance, start of year 
Revenue (Inland waterway fuel tax) 


Total available for appropriation 
Appropriation: Inland waterways trust fund 


Unappropriated balance, end of year 





CORPS OF ENGINEERS—CIVIL—Continued 
Trust Funds—Continued 


350 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 











INLAND Waterways Trust Funp—Continued 


Program and Financing (in thousands of dollars) 


Identification code 96-8861-0-7-301 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Construction and rehabilitation on inland 
waterways (costs—obligations) (object 


class 25.0) 
Financing: 
40.00 Budget authority (appropriation) 


30,000 


30,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


30,000 
30,000 





Outlays 





Note.—Appropriation language for the account is included in the “Construction, General” account. 


Appropriated amounts from this account will be used 
in the construction, general account to fund inland 
waterway project construction pursuant to the Inland 
Waterways Revenue Act of 1978, 92 Stat. 1698. 


Rivers AND Harsors CONTRIBUTED FUNDS 
Program and Financing (in thousands of dollars) 


Identification code 96-8862-0-7-301 








1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Construction: 
(a) Where required for an authorized 
Federal project (contributed funds) ... 
(b) Where not required for an author- 
ized Federal project (contributed 


23,001 41,352 38,902 


) 12,152 7,632 
2. Maintenance (contributed funds) 137 160 
3. Returns to contributing interests 311 82 


35,601 49,226 


4,220 





Total program costs 
Change in selected resources (undelivered 


orders) 4,034 


39,635 


— 2,630 


10.00 Total obligations 46,596 41,000 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


60.00 


—17,340 
12,596 


— 12,596 
4,000 


—4,000 
2,000 


Budget authority (appropriation) 


(permanent, indefinite) 34,892 38,000 39,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year... 
74.40  Obligated balance, end of year 


90.00 


39,635 
12,170 
— 20,728 


31,077 


46,596 
20,728 
— 32,324 


35,000 


41,000 
32,324 
— 34,324 


Outlays 39,000 





Object Classification (in thousands of dollars) 





Personnel compensation: 
Permanent positions 1,404 
Positions other than permanent 149 
Other personnel compensation 19 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials... 
Equipment 


Lands and structures 
Refunds 


32.0 
44.0 


99.0 


21,156 19,500 


21,135 
990 


Total obligations 39,635 46,596 41,000 





Personnel Summary 





Total number of permanent positions 55 

Total compensable workyears. 67 
Full-time equivalent of other positions ( (5) 
Full-time equivalent of overtime and holiday 


(0) 

$50,112 
8.83 8.86 
$20,937 $21,251 
$20,362 $20,667 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 


8.80 
$19,386 
$18,854 





SOLDIERS’ AND AIRMEN’S HOME 


Trust Funds 
OPERATION AND MAINTENANCE* 
*See Part III for additional information. 


For maintenance and operation of the United States Soldiers’ and 
Airmen’s Home, to be paid from the Soldiers’ and Airmen’s Home 
permanent fund, [$18,471,000] $20,595,000: Provided, That this ap- 
propriation shall not be available for the payment of hospitalization 
of members of the Home in United States Army hospitals at rates in 
excess of those prescribed by the Secretary of the Army upon recom- 
mendation of the Board of Commissioners of the Home and the Sur- 
geon General of the Army. (24 U.S.C. 41-60; 31 U.S.C. 711 (12), 725s 
(a). 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 84-8931-0-7-705 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Operation and maintenance (costs—obli- 
gations) 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources 


17,622 19,375 20,688 
—9% 


17,529 


—93 
19,282 


—9%3 


Budget authority 20,595 








Budget authority: 
40.00 Appropriation 
44.10 Supplemental for wage-board pay 


17,529 18,471 


432 
379 








Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


17,529 
1,369 
—1,245 


19,282 
1,245 


Outlays, excluding pay raise supple- 
17,624 18,491 
91.10 Outlays from wage-board pay raise 
supplemental 
Outlays from civilian pay raise sup- 


plemental 


91.20 





The U.S. Soldiers’ and Airmen’s Home provides medi- 
cal and domiciliary care and other authorized benefits 
for the relief and support of certain retired soldiers of 
the Regular Army and airmen of the Air Force. Funds 
for operation and maintenance of the Home are appro 
priated from the Soldiers’ and Airmen’s home perma 














DEPARTMENT OF DEFENSE—CIVIL 


nent fund (trust fund) and not from the general funds 
of the Treasury. 

The average number of members receiving domicili- 
ary and hospital care are shown below: 








































1979 actual 1980 estimate 1981 estimate 
Domiciliary care 1,863 1,890 1,890 
Hospital Care..........ss+--. $5 346 345 345 
TORE ITS cso asks eects. 2,209 2,235 2,235 
Object Classification (in thousands of dollars) 
Identification code 84-8931-0-7-705 1979 actual ‘1980 est. 1981 est 
Personnel compensation: 

1.1 Permanent POsitions.............c-sessessseeeeee 11,438 12,110 12,100 
11.3 Positions other than permanent..... ” 556 926 898 
11.5 Other personnel compensation ....... 397 420 430 
Total personnel compensation... 12,391 13,456 13,428 
12.1 Personnel benefits: Civilian................. 1,319 1,473 1,516 
21.0 — Travel and transportation of persons........... 2 6 1 
22.0 Transportation Of things ...............sssssssecsse 9 5 4 
23.2 Communications, utilities, and other rent... 505 618 717 
24.0 — Printing and reproduction...................ss 7 7 7 
25.0 Other services ................ = 400 570 581 
26.0 Supplies and materials . 2,596 2,879 3,643 
31.0 Equipment... 62 185 451 
32.0 Lands and structures... ' 331 176 340 
99.0 Total Obligations ............sssscssssseesesssses 17,622 19,375 20,688 





Personnel Summary 








NONMEMBER EMPLOYEES 





Total number of permanent positionS.................0000 712 679 680 
Total compensable workyeaS..............-..:+0+« nee 742 751 751 
Full-time equivalent of other positions (29) (54) (54) 
Full-time equivalent of overtime and holiday 
aaa fase) Meeps, (12) (11) (12) 
PMR DERI cy scasscstcacsaccuscpscnnvinvesscvevonesidinvs 5.90 5.85 5.89 
Average GS Salary.........ssccccsssssesecceeees wu. $14,262 $15,332 $15,474 
Average salary of ungraded positions $15,343 $16,802 $16,936 














MEMBER EMPLOYEES 





Total number of permanent positions................css000 211 214 213 
Total compensable workyealS.................s0e. a 248 253 252 
Full-time equivalent of other positions (39) (36) (36) 
Full-time equivalent of overtime and holiday 
MU ee tet sessa tie caccaesetacsoonenetoces (0) (0) (0) 
Average salary of ungraded positions (full-time per- 
ne eee ee $5,339 $5,778 $5,828 








PAYMENT OF CLAIMS 


Program and Financing (in thousands of dollars) 





\entitication code 84-8930-0-7-705 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Payment of certified claims (costs—obli- 
gations) (object class 44.0)............... 
Financing: 
60.00 Budget authority (appropriation) (per- 
Manent, indefinite) ...........ccccccsecsssecesssees 


ence baiys 20 5 


witadetsssdstas’ 20 5 





Relation of obligations to outlays: 
71,00 Obligations incurred, Net ...........sssssssssesceee 


90.00 TN i OIE i. ccccsnuncescteGiohs 


OE AMS 20 5 
beacuse 20 5 





Refunds are made from the permanent fund of 
amounts of court-martial fines and other charges erro- 
neously deducted from the pay of soldiers and airmen 
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after adjudication of claims therefor by the General 


Accounting Office. 





SoLpIERS’ AND AIRMEN’S HomME PERMANENT FuND (Trust FunNp) 


Amounts Available for Appropriation (in thousands of dollars) 









































1979 actual 1980 est. 1981 est 
Unappropriated balance, start of year ................-.ss00 92,451 94,225 94,405 
Revenues: 
Interest credited 7,965 7,965 7,965 
NUNN RO sche Ncocarcasasconnsscatesaues 6,813 6,813 6,813 
Estates of deceased and other governmental re- 

CR hn as aN cncececomsctsicsce 168 168 168 
Stoppages, fines, and forfeitures 2,403 2,475 2,549 
WDE CUOU aoe corse Sictcccoictncas 1,907 2,437 3,015 
Miscellaneous proprietary receipts ................s0s0 16 10 10 

Total available for appropriation ................... 111,723 114,093 114,925 
Appropriations: 
Operation and maintenance: Authorized.................. —17,529 —18471 —20,595 
Proposed supplemental for paying: 
Wage-board pay raiSes............-sssssccssseecssseecsseees — 432 


General schedule pay raises... 
Increased program costs........ 
Payment of certified claims... 












Total appropriations ..............cccsseccesseeessseecees 
Unobligated balance returned to unappropriated re- 
CRB ee re 30 


94,225 





—17,529 


94,405 





This fund consists of receipts from fines, forfeitures, 
and stoppages of pay of regular enlisted personnel of 
the Army and Air Force, withholding not to exceed 50 
cents per month from the pay of such personnel, estates 
of deceased soldiers and airmen, other receipts consist- 
ing largely of interest paid on the fund, and a fee 
charged to Home members. 








SOLDIERS’ AND AIRMEN’S HoME REVOLVING FuND 


Program and Financing (in thousands of dollars) 





Identification code 84-8463-0-8-705 























1979 actual 1980 est. 1981 est. 
Program by activities: 
Sales program: Cost of goods sold (pro- 
gram Costs, funded) ............cccsssesecessssee 304 304 304 
Change in selected resources (undelivered 
Orders, inventories) .............c.ccccessesseseees Ae) ebtaiog nh soe cass 
10.00 Total obligations ..............ccscssssseeeeseen 317 304 304 
Financing: 
13.00 Offsetting collections from: Trust funds....... —306 —304 —304 
21.98 Unobligated balance available, start of 
year: Fund Balance ............s...ccscccssssesesees —28 —1] —17 
24.98 Unobligated balance available, end of year: 
Fund balance 17 17 17 
IE IN ssscccsccsccccx —~ secrets” “Cia. is 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..................sssccesee Bhi! s.2agct bese! asst) 
72.98 Obligated balance, start of year: Fund bal- 
I a sicscsinicsscnnct teeasnncsensnicasnicii 32 56 56 
74.98 Obligated balance, end of year: Fund bal- 
ih cach ttiiccccsincsccectinss —56 —56 —56 
90.00 MOU issn Aeccconescscnceepnabantns = wosced otek! 





tories of supplies and equipment for use in the operat- 





This fund finances, on a reimbursable basis, inven- 
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Sotprers’ AND AIRMEN’s HoME REvOLvING Funp—Continued 


ing activities of the Soldiers’ and Airmen’s Home. The 
fund does not finance the acquisition of clothing, sub- 


sistence, or major items of equipment. 


Object Classification (in thousands of dollars) 





Identification code 84-8463-0-8-705 1979 actual 1980 est. 


1981 est. 





26.0 — Supplies and materials 299 300 
31.0 — Equipment 


300 
4 





Total costs, funded 
94.0 Change in selected resources 





99.0 Total obligations 


The Panama Canal Treaty of 1977 defines a new 
agency, the Panama Canal Commission, as the succes- 
sor agency to the existing Panama Canal Company- 
Canal Zone Government organization. The Panama 
Canal Commission will operate and maintain the water- 
way. Many functions of the predecessor agencies were 
discontinued or transferred to private or governmental 
agencies in the Republic of Panama or to other USS. 
Government agencies. Legislation was enacted to imple- 
ment the treaty on October 1, 1979. 


Object Classification (in thousands of dollars) 





Identification code 38-0116-0-1-806 1979 actual 1980 est. 1981 est. 





THE PANAMA CANAL 


CANAL ZONE GOVERNMENT 
Federal Funds 
General and special funds: 
OPERATING EXPENSES 


Program and Financing (in thousands of dollars) 





Identification code 38—0116-0-1-806 1979 actual 1980 est. 


1981 est. 





Program by activities: 
1. Civil functions: 

(a) Customs and immigration 
(b) Postal services 
(c) Police protection 
(d) Fire protection... 
(e) Judicial system 
(f) Education, libraries 
(g) Public areas and facilities 
(h) Internal security 
(i) Other civil affairs 

. Health and sanitation: 
(a) Hospitals and clinics 
(b) Other public health services 

. General government expenses: 
(a) Office of the Governor 
(b) Other general government expenses 
(c) Disinterment and reinterment costs. 





Total program costs 
Unfunded adjustments to total program 
costs: Depreciation included above 





Total program costs, funded 
Change in selected resources (stores, un- 
delivered orders, accrued leave) 





10.00 Total obligations 
Financing: 
11.00 Offsetting collections from: Federal funds... 
17.00 Recovery of prior year obligations + 
25.00 Unobligated balance lapsing 


Budget authority 





Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 





43.00 Appropriation (adjusted) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
77.00 Adjustments in expired accounts 





90.00 Outlays 72,823 





* Represents withdrawal of obligations which are to be liquidated by the Panama Canal Commission in fiscal year 1980. 


Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 
Special personal services payments 


Total personnel compensation 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons. 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials... 
Equipment 
Grants, subsidies, and contributions. 
Insurance claims and indemnities 
Interest and dividends 


Total costs, funded 
Change in selected resources (undelivered 
orders) 


Total obligations 








Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average nonmanual grade... 

Average nonmanual salary ... 

Average postal grade 

Average postal salary 

Average salary of ungraded positions: 
$21,497 
$18,532 
$23,498 

$8,349 





om 


CAPITAL OUTLAY 


Program and Financing (in thousands of dollars) 


Identification code 38-0118-0-1-806 1979 actual 1980 est. 1981 est 





Program by activities: 
1. Civil functions: 

(a) Replace and add equipment 

(b) Education: Improvements and re- 
placements to educational facilities... 

(c) Public areas and facilities: 
(1) Additions and replacements to 

municipal systems 

(2) Road and street replacements .... 
(3) Community recreational facilities 





71.00 
72.40 


90.00 


1 Rep 
e 
pur 
requ 
tern 
assu 
the 

tran 
inco 
Pan 


Identificat 


31.0 
32.0 


94.0 


Publi 


— 


\dentificatic 


—_. 


Pr 
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(d) Other civil functions: Improvements 


2. Health and sanitation: 
(a) Replace and add equipment 
(b) Hospitals and clinics: Improvements 
and rehabilitations to health facilities 
3. General Government: Other General Gov- 
ernment: 
(1) Replacements and improvements to 
government buildings 
(2) Minor capital additions and replace- 





Total program costs, funded 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 


Financing: 
17.00 Recovery of prior year obligations + 
21.40 Unobligated balance available, start of year 
25.00 Unobligated balance lapsing 


Budget authority 


Budget authority: 
40.00 Appropriation 
41,00 Transferred to other accounts 


43.00 Budget authority (adjusted) 

















Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 


90.00 Outlays 








Represents withdrawal of obligations which are to be liquidated by the Panama Canal Commission in fiscal year 1980. 


This appropriation provided for the acquisition by 
purchase, construction, or otherwise of capital assets 
required by the Canal Zone Government. Under the 
terms of the new treaty, certain of these programs were 
assumed by the Panama Canal Commission, others by 
the Department of Defense. Projects for those programs 
transferred to the Department of Defense that were 
incomplete at year end will be completed by the 
Panama Canal Commission. 


Object Classification (in thousands of dollars) 





Wentitication code 38-0118-0-1-806 1979 actual 1980 est. 1981 est. 





31.0 Equipment 
320 — Lands and structures 


Total costs, funded 
$4.0 Change in selected resources 








99.0 Total obligations 





PANAMA CANAL COMPANY 
Public enterprise funds: 


CORPORATION 


Program and Financing (in thousands of dollars) 





\entifcation code 38-4060-0-3-403 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs: 
1. Transit operations 133,148 
2. Supporting activities operations 120,325 


310-100 0 - 80 - 23 


3. General corporate expense: 
(a) Net cost of Canal Zone Govern- 
ment 
(b) Interest payable to U.S. Treasury 
) Oth 


Total operating costs. 
Unfunded adjustments to total operating 


Total program costs, funded 
Changes in selected resources 


Total operating obligations 


Capital investment, funded: 
1. Transit operations projects: 
Channel improvements 
Procure additional towing locomotive 
and spare components 
Replace locomotive steam cranes 
Replace launches and launch engine. 
Repowering of dredge, Mindi: 
Replace and add equipment 
Relocation costs—treaty related 
Other transit operations projects 
. Supporting activities projects: 
Acquire military powerplant 
Improvements to oil handling facili- 


Replace and add equipment, support- 
ing services : 
Replace motor vehicles 
Water system improvements 
Improvements to communications 
facilities, phase II 
Minor improvements to quarters 
Modernize existing quarters 
Reroof employees’ quarters 
Other supporting activities projects... 
3. General corporate projects 
4. Acquisition of other assets 


Total capital outlay, funded 
Change in selected resources (undelivered 
orders) 


Total capital investment, obligations .. 
Payment to the Panama Canal Commission 


10.00 Total obligations 
Financing: 
Offsetting collections from: 
11.00 Federal funds: Credits from tolls on U.S. 
Government vessels 
14.00 Non-Federal sources: 
Tolls at current rate 
Other transit operations revenue 
Sales of commodities, supporting ac- 
tivities 
Sales of services, supporting activi- 
ties 
General corporate revenue 
Proceeds from sale of fixed assets .... 
Recovery of prior year obligations 
Unobligated balance available, start of 
year: 
Authority to borrow 
Fund balance 
Unobligated balance available, end of year: 
Fund balance 
Unobligated balance lapsing: Authority to 


Budget authority 








333,100 
—5,742 





327,358 





5,549 


3,692 
1,207 
1,500 
2,063 
1,354 

445 
1,801 


7,899 








360,729 


— 1,069 


— 208,453 
— 35,712 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
Obligated balance, start of year: 
72.47 Authorization to spend public debt re- 
ceipts 
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Public enterprise funds—Continued 
CORPORATION—Continued 


Program and Financing (in thousands of dollars) —Continued 
Identification code 38-4060-0-3-403 


72.98 Fund balance 
74.98 Obligated balance, end of year: Fund bal- 


1980 est. 


49,901 


1979 actual 1981 est. 


70,756 


90.00 —459 





The Panama Canal Treaty of 1977 designates the 
Panama Canal Commission as the successor agency in 
1980 to the Panama Canal Company and Canal Zone 
Government. The primary purpose of the Panama 
Canal Commission is to operate and maintain the inter- 
oceanic waterway. The Commission is expected to be 
financially self-sufficient in its operation and to make 
payments to the Republic of Panama as specified in the 
Treaty of 1977. Fund balances, other assets, and re- 
maining liabilities of the Company have been trans- 
ferred to the Commission. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 








Transit operations: 
245,234 
— 133,148 


112,086 











Supporting activities: 
Revenue 112,148 


—120,325 





Net operating expense (—), supporting 
activities 





General corporate expense: 
Miscellaneous revenue 
Net cost of Canal Zone Government. 
Interest 


General corporate expense, net (—) 
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Net operating result 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 


Assets: 
Fund balance with Treasury 
Accounts receivable, net 
Inventories, net 
Prepayments. 
Properties, plant, and equipment, 
t 


70,756 


521,803 
12,094 


639,485 653,346 








Liabilities: 

Accounts payable and accrued |i- 
69,718 
30,754 


52,260 


Long-term liabilities (unfunded) .... 62,241 





114,501 
8584 


Total liabilities 100,472 





Government equity: 
Unexpended budget authority: 


Unobligated balance 61,315 





Undelivered orders: 
10,850 
Capital investment 10,787 12,597 
Unfinanced budget authority: 
Borrowing authority 


Invested capital 508,459 


524,348 


490,665 


Total Government equity 530,261 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance: 
Net direct investment (interest bearing) .... 
Non-interestbearing investment 


Subtotal 
Transfers to (—) or from other Govern- 
ment agencies 384 
Reactivations 


318,906 
18,052 


336,958 


Closing balance: 
Net direct investment (interest bearing) .... 
Non-interest-bearing investment 


319,298 
18,052 


Total paid-in capital 


Retained earnings: 
Opening balance 
Net income or loss (—) for the year 
Amount payable, if earned, of prior year’s 
unearned costs 


192,911 
530,261 


Closing balance 
Total Government equity (end of year) 





Note.—Effective May 9, 1969, the Company entered into a 25-year contract with the Instituto de Recursos Hidraulicos y 
Electrification, an autonomous agency of the Republic of Panama, for the purchase of electric power to be produced by that 
agency. Effective September 1, 1972 through December 31, 1976, by mutual agreement, the contract was suspended for a 
period of 4 years and 4 months. As of September 30, 1978, the Company's minimum liability over the remaining period of the 
contract amounted to approximately $66.5 million. 

On September 7, 1977, the President of the United States and the Chief of Government of the Republic of Panama signed 
the Panama Canal Treaty of 1977 and a Treaty Concerning the Permanent Neutrality and Operation of the Panama Canal. The 
treaties have been ratified in accordance with the constitutional procedures of the United States and the Republic of Panama 
and entered into force on October 1, 1979. These treaties terminated all existing treaties between the two countries pertaining 
to the Panama Canal and produced major changes in the civil authority and the organization, scope of activities, and 
ownership of property of the Panama Canal enterprise. The Panama Canal Company ceased to exist and was replaced by the 
Panama Canal Commission. The Commission will be responsible for operating the waterway. 

Until the treaties entered into force, the Panama Canal Company operated without material changes in the scope of its 
activities, These financial statements, therefore, do not purport to reflect the effect of the treaties or related legislation and 
administrative decisions on the assets, liabilities, investment of the United States Government, or the operating results of the 
Panama Canal Company. 


Object Classification (in thousands of dollars) 





Identification code 38-4060-0-3-403 1979 actual 1980 est 1981 est 





Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent... 
Other personnel compensation 
Special personal services payments 


113,716 
13,499 
20,883 

2,445 


Total personnel compensation 150,543 
Personnel benefits: Civilian 

Benefits for former personnel 

Travel and transportation of persons. 
Transportation of things 

Communications, utilities, and other rent.... 
Printing and reproduction 

Other services 

Supplies and materials... 

Equipment 

Lands and structures 

Grants, subsidies, and contributions... 
Insurance claims and indemnities 

Interest and dividends 

Administrative expenses 


Total costs, funded 
Change in selected resources 


364,661 
_ = 3,932 


360,729 


Total obligations 71,216 
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Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade..... 
Average GS salary 

Average nonmanual grade 
Average nonmanual salary 





cn 


LIMITATION ON GENERAL AND ADMINISTRATIVE EXPENSES 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Executive direction 
2. Operations direction 
3. Financial management 
4, Personnel administration ... 
5. General services 
6. Employment costs 





Total program costs, funded 
Change in selected resources 





Total general and administrative obligations 
Financing: 
Balance lapsing 





Current authorization: 


Limitation 30,212 





Object Classification (in thousands of dollars) 


Wenttfication code 38-4060-0-3-403 





1979 actual 1980 est. 





Personnel compensation: 
ILl Permanent positions 
11.3 Positions other than permanent 
11.6 Other personnel compensation 
118 Special personal services payments 





Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 — Travel and transportation of persons... 
22.0 — Transportation of things 
23.1 Standard level user charges 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 
25.0 — Other services 
26.0 Supplies and materials 
31.0 — Equipment 
41.0 Grants, subsidies, and contributions 
93.0 Administrative expenses 


99.0 Total obligations 





WILDLIFE CONSERVATION, MILITARY 
RESERVATIONS 


These appropriations provide for a program of devel- 
opment and conservation of fish and wildlife and the 
development of recreational facilities on military reser- 
vations. The proceeds from the sale of fishing and hunt- 
ing permits have been and will continue to be used for 
these programs on the 35 Army, 19 Navy, and 27 Air 
Force bases charging such fees. An appropriation of 
$1.5 million is being requested in 1981. These programs 
are carried out through cooperative plans agreed upon 
by the local representatives of the Secretary of Defense, 


the Secretary of the Interior, and the appropriate 
agency of the State in which the reservation is located. 


Federal Funds 
General and special funds: 
WILDLIFE CONSERVATION, ARMY 


For expenses necessary tc carry out a program of development and 
conservation of fish and wildlife, and the development of recreational 
facilities on military reservations, pursuant to sections 670a-670f of 
title 16, United States Code; $400,000. 


Program and Financing (in thousands of dollars) 





Identification code 21-1500-0-1-303 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Conservation of game (costs—obligations) 
Financing: 
21.40 Unobligated balance available, start of year — 536 
24.40 Unobligated balance available, end of year.. 536 


Budget authority 1,168 


610 743 1,168 








Budget authority: 
Current: 
Appropriation 
Permanent: 
Appropriation 


40.00 


60.00 (indefinite) (special 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40  Obligated balance, end of year 


90.00 





Outlays 





Object Classification (in thousands of dollars) 





Travel and transportation of persons 
Printing and reproduction 

Other services 

Supplies and materials 

Equipment 





Total obligations 





WILDLIFE CONSERVATION, NAvy 


For expenses necessary to carry out a program of development and 
conservation of fish and wildlife, and the development of recreational 
facilities on military reservations, pursuant to sections 670a-670f of 
title 16, United States Code; $500,000. 


Program and Financing (in thousands of dollars) 





Identification code. 17-1501-0-1-303 


1979 actual 1980 est. 1981 est 





Program by activities: 

10.00 Conservation of game (costs—obligations) 76 94 629 
Financing: 

21.40 Unobligated balance available, start of year 

24.40 Unobligated balance available, end of year. 


Budget authority 








Budget auhority: 
Current: 
Appropriation 
Permanent: 
Appropriation 


40.00 


60.00 (indefinite) (special 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
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General and special funds—Continued 


WILDLIFE CONSERVATION, Navy —Continued 


Program and Financing (in thousands of dollars) Continued 
Identification code 17-1501-0-1-303 
74.40  Obligated balance, end of year 
90.00 





1979 actual 1980 est. 1981 est. 
—36 —40 —39 
Outlays 90 630 











Object Classification (in thousands of dollars) 





25.0 
26.0 


99.0 


Other services 
Supplies and materials 





Total obligations 





WILDLIFE CONSERVATION, AIR FORCE 


For expenses necessary to carry out a program of development and 
conservation of fish and wildlife, and the development of recreational 
facilities on military reservations, pursuant to sections 670a-670f of 
title 16, United States Code; $600,000. 


Program and Financing (in thousands of dollars) 





Identification code 57-1502-0-1-303 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Conservation of game (obligations) 140 740 


Financing: 


21.40 Unobligated balance available, start of year — 56 —56 


24.40 Unobligated balance available, end of year.. 56 56 
Budget authority 740 








Budget authority: 
Current: 
Appropriation 
Permanent: 


40.00 


60.00 Appropriation (indefinite) (special 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 





Object Classification (in thousands of dollars) 





Personnel compensation: 
Permanent positions. 
Other personnel compensation 


Total personnel compensation... 
Personnel benefits: Civilian 
Travel and transportation of persons... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 


Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 

Full-time equivalent of other positions 

Full-time equivalent of overtime and holiday 

(0) 

6.33 6.33 
$14,864 $14,864 
$16,342 $16,628 


Average GS grade... 
Average GS salary 
Average salary of ungraded positions 


$13,892 
$15,316 





Identific 


—_————E——E—E——E——————— 
[GENERAL PROVISION] —— 


[Sec. 201. None of the funds appropriated in this title, except as 
specifically contained herein, shall be used to alter, modify, disman- 
tle, or otherwise change any project which is partially constructed but 
not funded for construction in this title without the prior approval of 
the Committees on Appropriations.] (Energy and Water Development 
Appropriation Act, 1980.) 


40.00 
42.00 


43.00 


Distrib 
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Federal Funds 
General and special funds: 
ELEMENTARY AND SECONDARY EDUCATION 


For carrying out, to the extent not otherwise provided, title I, parts A 
and B ($3,686,772,000), title IV, parts C and D, title V, part B and title 
VII of the Elementary and Secondary Education Act, $4,094,172,000: 
Provided, That of the amounts appropriated above the following 
amounts shall become available on July 1, 1981, and shall remain 
available until September 30, 1982; title I parts A and B 
($3,686,772,000 of which $17,000,000 shall be for the purpose of section 
116; $300,000,000 shall be for the purpose of section 117; and of which 
$266,112,000 shall be for the purposes of subpart 1 of such part B, and 
$156,761,000 shall be for the purposes of subpart 2 of such part B, and 
any reduction in entitlements required thereby shall be proportionate 
among the States), title IV, part C ($146,400,000), title IV, part D 
($18,000,000), and title V, part B ($51,000,000) of the Elementary and 
Secondary Education Act. The limitation in section 721(6X5XB) of title 
VII of the Elementary and Secondary Education Act on funds paid to 
State education agencies shall not apply. 


Program and Financing (in thousands of dollars) 

































Apr. 1- 
Identification code 91-0100-0-1-501 1979 actual Sept. 30, 1981 est 
1980 est. 
Program by activities: 
1. Grants for disadvantaged .......... 0 .sscsscsssssssssseeees 3,330,593 3,686,772 
2. Support and innovation grants... ......scecscssssecees IDE ee. | | .ctecaciosds 
(a) Improving local educational 
NN ie eR isd acide achaudsqangianyes isssptiBisay idoens 146,400 
(b) Strengthening State educa- 
tional agency management ... ...ssecseccccssssssece — sessssnnseesesseeesnee 51,000 
3. Guidance, counseling, and 
RSS Bie lis 18,000 18,000 
4. Bilingual education 118,963 192,000 
5. Territorial assistance SMOMIEE Dx; sient cesta 
6. Indochina refugee assistance 
(children) RA aes. 
10.00 NORA OUNRRIONG 3.55.28 OR cleo 3,681,956 4,094,172 
Financing: 
Budget authority .......ccccccssccssss  sscssesessssesnsen 3,681,956 4,094,172 
Budget authority: 
BPN RMN EF ch seca hears 4 csanssssdedittnscnde™, Cenagbaneeesar Abas 4,094,172 
42.00 Transferred from other accounts... ...cccccsccssssssesee DGGE SOG pcangauess 
43.00 Appropriation (adjusted) 00 oo... 3,681,956 4,094,172 
Distribution of budget authority by account: 
Elementary and secondary edUCAtiOn....... cesssssssssssssssssss —seseseseeseeeeeeeeees 4,094,172 
Elementary and secondary education....... JOOS i cscocecoeerdasarneiet 
RENAY EGNOS sccsccossseroocsoosoccconctesocsooee FOUN isecccercsseectee 
Comparable annual amounts.................. (3,730,956) (4,094,172) 
Relation of obligations to outlays: 
11.00 Obligations incurred, net .............. 3,681,956 4,094,172 
1240 Obligated balance, start Of year... ccsccsssssccccssssse  seseesssseseeeeeten 4,298,023 
13.40 Obligated balance transferred, net. PEE covreceisrecerrert 
1440 Obligated balance, end of year....... —4,298,023 —4,760,918 
40.00 Re tee Mrasactccestbiac 1,919,474 3,631,277 
Distribution of outlays by account: 
Elementary and secondary education... cccccscssssssscccsse  sssecesesssssessesee 3,631,277 
Elementary and secondary education... scccssssosensee 1,918,474 





DEPARTMENT OF EDUCATION 





AIRY TOSOUNCRS aiken 
Comparable annual amounts 


(3,058,033) 


1,000 
(3,360,774) (3,631,277) 


Note.—includes $3,681,956 thousand in 1980 (beginning April 1, 1980) and $4,094,172 thousand in 1981 for activities 
previously financed in the following amounts from (in thousands of dollars) : 














Oct. 1- 
1979 Mar. 31, 
Elementary and secondary education, Office of Education, Department of Health and 1980 
Human Services .............:.--- a a ae ema ei a, 3,576,782 49,000 
Library resources, Office of Education, Department of Health and Human Services 18,000 , 
Status of Direct Loans (in thousands of dollars) 
Apr. 1- 
Identification code 91-0100-0-1-501 1979 actual Sept. 30, 1981 est. 
1980 est. 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start Of year ...........ccsssccccssssee —ccssssscecessssee —sesnsessesenssuee 223 
2400 Repayments, prepayments, loan sales............ —60 —55 
2700 Other adjustments ...............ccccccescseeeseee OOF Veit 
2900 Outstanding, end of year...............cccssssseesen 223 168 





Note.—Status of Direct Loan Activities for 1979 and 1980 (through March 31, 1980) is included in the expiring account 
Elementary and secondary education, Office of Education, which appears below. 

This account includes activities previously funded 
under the Department of Health and Human Services 
(formerly Health, Education, and Welfare) that have 
been transferred pursuant to the Department of Educa- 
tion Organization Act (Public Law 96-88). In addition, 
funds for Basic skills, Follow through, Alcohol and drug 
abuse education, Telecommunications demonstrations 
and Ethnic heritage studies, previously shown under 
this account, are included under the School improve- 
ment account. 

1. Grants for disadvantaged.—Title I provides grants 
to State and local educational agencies for compensa- 
tory education for disadvantaged children through 
three programs. Regular grants channel funds to local 
educational agencies based on a legislated formula and 
to State educational agencies for migrant children, and 
for handicapped, neglected and delinquent children in 
State institutions. Concentration grants provide addi- 
tional funds for compensatory education in the counties 
with high concentrations of children from low income 
families. State incentive grants provide a Federal 
match of State expenditures for compensatory educa- 
tion to States with qualifying programs. 

These three programs will serve a total of 6.4 to 7.1 
million children in school year 1981-82. About 14,000 
school districts and more than 325 State agencies will 
participate. The children served include an estimated 
270,000 in nonpublic schools. Contracts are also award- 
ed to support program evaluation and other studies. 

2. Support and innovation grants.—In 1981, grants 
will be made to State educational agencies on a formula 
basis under two separate authorities: 

(a) Improving local educational practices.—Funds are 
provided to State agencies to support projects for the 
development and implementation of innovative solu- 
tions to problems in elementary and secondary educa- 
tion. State education agencies award grants for these 
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General and special funds—Continued 


ELEMENTARY AND SECONDARY EpucaTion—Continued 


projects, on a discretionary basis, to their local educa- 
tion agencies. In school year 1981-82, States are expect- 
ed to place greater emphasis on projects designed to 
implement innovative practices. 

(b) Strengthening State educational agency manage- 
ment.—Funds are provided to State education agencies 
to improve their management and coordination of edu- 
cational programs, including federally funded pro- 
grams. In 1981, the program is funded for the first time 
under the new separate authority included in the Edu- 
cation Amendments of 1978. 

3. Guidance, counseling, and testing.—Grants are 
awarded to States for leadership and supervisory serv- 
ices in guidance, counseling, and testing, and for com- 
prehensive programs in elementary and secondary 
schools. In school year 1981-82, 7,500 local educational 
agency projects and 14 in-service counselor training pro- 
jects will be supported. 

4. Bilingual education.—This program supports the 
development of bilingual education programs in local 
schools to help children of limited English proficiency 
learn English while they develop subject matter skills. 
Aid is also given to build State, local, and university 
capabilities to train bilingual education personnel, and 
for the development, assessment, and dissemination of 
instructional materials. Studies and evaluations are 
supported. 

For school year 1981-82, the program will support an 
estimated 688 classroom projects, including 60 special 
demonstration projects, enrolling 378,000 children; pro- 
vide inservice training for 33,500 teachers, paraprofes- 
sionals, and administrators; supply undergraduate or 
graduate training for 7,700 potential bilingual teachers 
and administrators; and support bilingual education 
training programs in about 148 institutions of higher 
education. In addition, 30 bilingual desegregation 
grants will be made to local school districts, and 49 
State education agencies will receive awards for techni- 
cal assistance and Statewide coordination of federally 
supported bilingual education activities. 

5. Territorial assistance.—Funds are authorized for 
general education assistance for the Virgin Islands and 
for teacher training in the Pacific Trust Territories and 
the Virgin Islands. No funds are requested in 1981. 

6. Indochina refugee assistance (children).—Grants 
are authorized to provide educational services to Indo- 
chinese refugee children who entered or will enter the 
United States on or after January 1, 1977. No funds are 
requested under this authority in 1981. A $23 million 
supplemental appropriation for refugee services in 
school year 1980-81 is requested in the Health and 
Human Services appropriation. In addition, $44 million 
is requested for school year 1981-82 under proposed 
legislation in the Department of Health and Human 
Services. Funds will support special refugee education 
projects to be managed jointly by the Departments of 
Education and Health and Human Services. 


Object Classification (in thousands of dollars) 





























Identification code 91-0100-0-1-501 1979 actual «Soot. 30, 1981 est 
1980 est. 
21.0 — Travel and transportation of persOns........... cesses 137 151 
LO). RICE SRIWIORS 5:csccssassctciosstacesseesotspccorssonsoes 47,729 53,072 
41.0 Grants, subsidies, and contributions............ 3,634,090 4,040,949 
99.0 VORA) OOM GATIONS -s:oeccid Arete aes choclebslel CG Lolacsscctessane 3,681,956 4,094,172 
ELEMENTARY AND SECONDARY EDUCATION 
(Proposed for later transmittal, proposed legislation) 
Program and Financing (in thousands of dollars) 
Identification code 91-0100-2-1-501 1979 actual 1980 est. 1981 est 
Program by activities: 
Youth education and training: 
a. Grants to local educational agencies .. 850,000 
D. Planning grants ............ssssescsceesssneeees 50,000 
10.00 Total obligations (object class 41.0). 900,000 
Financing: 
40.00 Budget authority (appropriation) .......0...0 .cccccsseccsse — csssescsseescnnee 900,000 
Relation of obligations to outlays: 
TLE. UREAUMMES BICUNTOU, INCE sccsctscicctcistsiadéseoncey — sopestiscntescaee sonesesvorocets 900,000 
74.00 Obligated balance, end Of year.........cccscssses csssssescesseesss — sssescessseecenss — 850,000 
90.00 RHITAVS -ancsccscsicssosssasoonnserss eH. AAU RENE UR 50,000 





As part of the President’s initiative to counter the ill 
effects of youth unemployment, legislation will be pro- 
posed to establish a grant program to support special 
supplementary education programs in school districts 
with high concentrations of poor and unemployed 
youth. The purpose of the new program will be to help 
provide needy junior and senior high school students 
with the basic academic and employability skills neces- 
sary to graduate from high school and obtain employ- 
ment. Funds will flow to states and eligible school dis- 
tricts on a formula basis. Within these districts, schools 
with concentrations of needy students will compete for 
available funds. Programs will be closely coordinated 
with local prime sponsors under the Comprehensive 
Employment and Training Act (CETA). 


ScHoo. ASSISTANCE IN FEDERALLY AFFECTED AREAS 


For carrying out title I of the Act of September 30, 1950, as amend: 
ed (20 U.S.C., ch. 18), [[$772,000,000] 439,000,000 of which 
[$70,000,000] $75,000,000 shall be for payments under section 6, and 
(£$690,000,000] $364,000,000 shall be for entitlements under sections 
2 and 8 in accordance with subsections 5(c) (1) and (2) [and 
$12,000,000 shall be for payments under section 7] of said Act: [Pro 
vided, That the total amount paid with respect to entitlements under 
section 3(a) of that title shall not exceed $399,000,000 and any reduc: 
tions required thereby shall be derived by proportionately reducing 
the payments applied for by all local educational agencies under 
section 3(a): Provided further, That entitlements under section 3(b) (1) 
and (2) of that title shall be limited to payments made in accordance 
with the schedule described in section 5(c)(1) and entitlements under 
section 3(b)(3) of that title shall be limited to payments in accordance 
with the schedule described in sections 5(c)(1) and 5(c)(2)(A) of that 
title. The limitations in this Act shall not operate under the last two 
sentences of section 5(c) of the Act of September 30, 1950, to prevent 
the allocations and payments under section 5(c)2\A) provided for in 
this Act: Provided further, That the total amount paid with respect to 
entitlements under section 3(a) attributable to children who reside on, 
or reside with parents employed on, property which is described in 
section 403(1)(C) of said Act shall not exceed the amounts paid under 
that section in fiscal year 1979, and any reductions required thereby 
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shall be derived by proportionately reducing the payments attributa- 
ble to such children applied for by all local educational agencies 
under section 3(a): Provided further, That the provisions of sections 
5(e) shall not apply to this appropriation:] Provided, That funds 
appropriated under Public Law 94-303 for fiscal year 1976 payments 
under subparagraphs (A), (B), (C) and (D) of section 305 of the Educa- 
tion Amendments of 1974 remaining available after all claims have 
been paid shall be available for payments under section 7 of said Act: 
Provided further, That no payments shall be made under section 7 of 
said Act to any local educational agency whose need for assistance 
under that section fails to exceed the lesser of $10,000 or five per 
centum of the district’s current operating expenditures during the 
fiscal year preceding the one in which the disaster occurred: Provided 
further, That notwithstanding any other provision of law, no local 
educational agency shall be entitled to payments with respect to chil- 
dren described in section 3(a) of such Act if its payment with respect to 
such children for fiscal year 1980 represented less than 2% per centum 
of its total currrent expenditures for such year, and further, no local 
educational agency shall be entitled to payments for such children 
which exceed the amount paid for these children in fiscal year 1980: 
Provided further, That no local educational agency shall be entitled to 
payments with respect to children described in section 3(b) of such Act 
if its payment with respect to such children for fiscal year 1980 repre- 
sented less than 5 per centum of its total current expenditures for such 
year, and further, no local educational agency shall be entitled to 
payments for such children which exceed the amount paid for these 
children in fiscal year 1980: Provided further, That none of the 
amounts appropriated herein shall be available for payments under 
section 3e) of such Act: Provided further, That none of the amounts 
appropriated herein shall be available for payments under the second 
paragraph (2) of section 305(a) of the Education Amendments of 1974. 

For carrying out the Act of September 23, 1950, as amended (20 
U.S.C. ch. 19), [$33,000,000] $80,000,000 which shall remain available 
until expended, shall be for providing school facilities as authorized 
by said Act: Provided, That with the exception of up to [$13,000,000] 
$42,000,000 for section 10 and up to [$17,000,000] $25,000,000 for 
section 14 (a) and (b), none of the funds contained herein for provid- 
ing school facilities shall be available to pay for any other section of 
the Act of September 23, 1950, until payment has been made of 100 
per centum of the amounts payable under sections 5 and 14(c): Pro- 
vided further, That, notwithstanding section 421A(c)(2)(A) of the Gen- 
eral Education Provisions Act, the [Commissioner] Secretary of Edu- 
cation is authorized to approve applications for funds to increase 
school facilities in communities located near the Trident Support Site, 
Bangor, Washington, on such terms and conditions as [he] the Secre- 
tary may reasonably require without regard to any provision in law. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


\dentitication code 91-0102-0-1-501 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Maintenance and operations: 























(a) Payments for “‘a”’ children.............. 342,980 399,000 342,000 
(b) Payments for “‘b” children x 320,000 277,000 9,000 
(C) Special provisions ..............scssssseee 14,000 14,000 13,000 
(d) Payments to other Federal agencies 63,500 70,000 75,000 
(e) Hold harmless provisions................. UIE cases "ni ah eae 
(f) Disaster assistance ..............cssssssssse 12,000 12,000 11,298 
OARS esac 8 8 Seb eos hts conostion 786,080 772,000 450,298 
hrs MRTRTNE 2205s sah ahcpeoesnson 24,848 55,809 80,000 
10.00 Total obligations ...............000 810,928 827,809 530,298 
Financing: 
21.40 Unobligated balance available, start of year —28,956 —34,107 
24.40 Unobligated balance available, end of year. 34,107 11,298 
25.00 Unobligated balance lapsing .........ssc.-ssssse DU css panes 
40.00 Budget authority (appropriation) .. 816,100 805,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, met .......c......ssscssssssee 810,928 827,809 530,298 
7240 Obligated balance, start of year................ 327,515 224,608 231,314 





Federal Funds—Contined O09 
74.40 Obligated balance, end of year...............ss0+« —224,608 —231,314 —207,670 
77.00 Adjustments in expired accounts................. — AMM ities accesso 
90.00 IG rhe be ead 911,587 821,103 553,942 





This account was previously funded under the De- 
partment of Health and Human Services (formerly 
Health, Education, and Welfare) and has been trans- 
ferred pursuant to the Department of Education Orga- 
nization Act (Public Law 96-88). 

1. Maintenance and operations.—Direct payments are 
made to school districts when enrollments and the 
availability of revenues from local sources have been 
adversely affected by Federal activities. Funds are dis- 
tributed according to a three-tier payment system. For 
1981, the objective is to limit Federal responsibility to 
districts most seriously burdened by nontaxable lands 
defined as Federal property. Therefore, payments for 
3(a) children (those who live and whose parents work on 
Federal property) will be made at the 1980 payment 
level to districts whose 1980 3(a) payment represented 
2.5 percent or more of their 1980 total current expendi- 
tures. Payments will be made for 3(b) children (those 
who either live, or whose parents work, on Federal 
property) at the 1980 payment level to districts whose 
1980 3(b) payment represented 5.0 percent or more of 
their 1980 total current expenditures. Federal agencies 
(section 6) and certain districts having a partial loss of 
tax base (section 2) will be fully funded. Payments will 
not be made for the hold harmless provisions or for the 
section 3(e) hold harmless-type provision. 


In 1981, payments will be made to 738 school districts 
for 290,000 3(a) children and 40,000 3(b) children. 


Although no budget authority is requested for major 
disasters, payment of claims will be made from the 
$11.3 million unobligated balance of $24 million appro- 
priated for hold harmless payments in 1976. All claims 
against this budget authority have been met. 


2. Construction.—Grants are made to school districts 
for construction of school facilities when enrollments 
and the availability of revenues from local sources have 
been adversely affected by Federal activities. For 1981, 
the objective is to provide funds to construct or replace 
needed school facilities and to repair schools which are 
hazardous to the life and safety of children attending 
them. Under section 10, about 4 projects located on 
Federal installations will be constructed; under section 
14, an estimated 8 grants will be made to districts 
which serve children who reside on Indian lands; and 
under section 5, approximately 10 facilities will be con- 
structed or modified to accommodate an increase in 
federally connected children. In 1981, the construction 
of about 300 classrooms will benefit over 7,000 children, 
compared to 183 classrooms constructed for 4,400 chil- 
dren in 1980. 


Object Classification (in thousands of dollars) 





Identification code 91-0102-0-1-501 





1979 actual 1980 est. 1981 est. 
32.0 Lands and StructUres..........c.-.svsccssssesssneeseese 3,665 33,202 42,000 
41.0 — Grants, subsidies, and contributions............ 807,263 794,607 488,298 
99.0 Total obligations .............cscsssseeecseeeseee 810,928 827,809 530,298 
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Equa EDUCATIONAL OPPORTUNITIES 


For carrying out title IV of the Civil Rights Act of 1964, the Emer- 
gency School Aid Act, and title IX, part C of the Elementary and 
Secondary Education Act of 1965, $359,013,000; Provided, That the 
provisions of section 604(bX2) of the Emergency School Aid Act relat- 
ing to the reservation of funds shall not apply to sums appropriated 
under this Act; Provided further, That $10,000,000 be available under 
title IX, part C of the Elementary and Secondary Education Act of 
1965 to support activities described in section 922aX2) of that Act, 
notwithstanding any other provision of that Act. 


[Emercency Scuoo. Aw} 


[For carrying out title IV of the Civil Rights Act of 1964 and the 
Emergency School Aid Act, $315,298,000: Provided, That the terms of 
the reservations contained in section 604(b\(2) of the Emergency 
School Aid Act and the limitation on the amount authorized to be 
reserved for the purpose of section 613 of such Act shall not apply to 
sums appropriated under this Act.] 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 91-0103-0-1-501 1979 aa 1980 est. 1981 est. 





Program by activities: 
1. Emergency school aid 
2. Training and advisory services.. 
3. Women’s educational equity 


269,623 
45,675 
8,475 


323,773 


284,313 
54,700 
20,000 


359,013 


298,550 
34,994 





10.00 Total obligations 


Financing: 
25.00 Unobligated balance lapsing 


Budget authority 


333,544 


7,806 
341,350 





323,773 359,013 





Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 


341,350 315,298 


323,773 


359,013 





Appropriation (adjusted) 359,013 





Distribution of budget authority by account: 
Equal educational opportunities 
Emergency school aid 
Special projects and training... 
Comparable annual amounts 


359,013 


8,475 


(341,000) (325,298) (359,013) 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance transferred, net 
Obligated balance, end of year 
Adjustments in expired accounts... 


71.00 
72.40 
73.40 
74.40 
77.00 


90.00 


333,544 
383,680 


— 383,965 
— 16,181 


317,078 


323,773 
383,965 
6,789 

— 415,881 


359,013 
415,881 





Outlays 





Distribution of outlays by account: 
Equal educational opportunities 
Emergency school aid 
Civil rights education 
Special projects and training... 
Comparable annual amounts 





Note.—Includes $8,475 thousand in 1980 (beginning April 1, 1980) and $20,000 thousand in 1981 for activities 
previously financed in the following amounts from (in thousands of dollars): 


1979 Oct. 1-Mar. 
31, 1980 


9,000 1,525 


This account includes activities previously funded 
under the Department of Health and Human Services 
(formerly the Department of Health, Education, and 
Welfare), that have been transferred pursuant to the 


Department of Education Organization Act (Public Law 
96-88). 

Under this account, support is provided through the 
Emergency School Aid Act and title IV of the Civil 
Rights Act of 1964 to local and State educational agen- 
cies and nonprofit organizations to meet problems asso- 
ciated with school desegregation. Additionally, funds 
provided under the Women’s Educational Equity Act 
support programs to eliminate sex discrimination 
through awards to State and local educational agencies, 
institutions, and community organizations. 

1. Emergency school aid.—In 1981, Federal desegrega- 
tion assistance under the Emergency School Aid Act 
will continue to focus on newly desegregating districts 
at the time they enter the initial, costly stages of the 
desegregation process. Emphasis will be on the delivery 
of flexible support to meet these needs. 

Two basic types of assistance are provided under the 
legislation: State-apportioned funds and nationally com- 
peted funds. State-apportioned funds are allocated 
among States based on the number of their minority 
children aged 5-17, with school districts applying direct- 
ly to the Department of Education for project approval. 
These funds support districts in all stages of desegrega- 
tion, but place priority on those having the most recent 
desegregation plans. 

Several programs requiring a national competition 
are supported. These include: planning grants to assist 
local districts in developing desegregation plans; emer- 
gency aid for districts which have received court orders 
to develop desegregation plans and did not seek assist- 
ance during the regular funding cycle; awards to plan 
and operate magnet schools providing specialized cur- 
ricula to attract a racially integrated student body; edu- 
cational television and radio projects, assisting the de- 
velopment of specialized national educational program- 
ming; and incentive awards to encourage State educa- 
tional agencies to take a larger role in planning and 
implementing voluntary desegregation. 


Estimated number of grants: 


State-apportioned grants 

Special programs and projects 

Magnet schools, pairing, and neutral site schools 
Grants to nonprofit organizations 

Educational television and radio 

Evaluation 


2. Training and advisory services.—To encourage the 
desegregation of local school districts and assist them in 
addressing problems arising from the elimination of 
race, sex, and national origin discrimination, awards 
are made to State and local educational agencies, deseg- 
regation assistance centers, and training institutes 
under title IV of the Civil Rights Act of 1964. In 1981, 
direct grants to school districts will continue to be em- 
phasized in order to ensure flexibility in meeting their 
needs. Additionally, increased efforts will be made in 
the areas of national origin and sex discrimination. 
Estimated number of LEA’s served by: 1981 

Grants to local educational agencies 140 

Grants to training institutes 780 

Grants to State educational agencies 4,450 

Grants to desegregation assistance centers 9,225 

8. Women’s educational equity.—Funds provided 
under the Women’s Educational Equity Act support in- 
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novative programs aimed at eliminating sex discrimina- 
tion, bias, and stereotyping at all levels of education. 
This program provides grants and contracts for demon- 
stration, development and dissemination activities 
which promote educational equity for women. In 1981, 
priority for funding will be given to projects focusing 
on: leaders in educational policy and administration; 
elementary and secondary education; the problems of 
minority, low-income, and handicapped girls and 
women; and elimination of persistent barriers to sex 
equity in education. In addition, for the first time in 
1981, grants will be made to local educational agencies 
and other educational institutions to assist them in 
complying with title IX of the Education Amendments 
of 1972. Legislation is proposed to allow $10 million of 
the request to be allocated for these compliance proj- 
ects. A total of approximately 133 projects will be sup- 
ported, including 67 grants for the implementation of 
title IX projects at the local level. 


Object Classification (in thousands of dollars) 





Identification code 91-0103-0-1-501 





1979 actual 1980 est. 1981 est. 
FOr” CAUCE SERVICES cis. ukesccckccksssessnneccsczeeszcnsess 36,334 34,920 41,901 
41.0 Grants, subsidies, and contributions............ _297,210 __ 288,853 E 317,112 
99.0 UIE OOEIIENINIS cosixssscscassscsoscuccssteccsses 333,544 323,773 359,013 








LIBRARIES AND LEARNING RESOURCES 


For carrying out, to the extent not otherwise provided, titles I and 
III of ‘the Library Services and Construction Act (20 U.S.C., ch. 16); 
title IT of the Higher Education Act; and title III, part A and title IV, 
part B of the Elementary and Secondary Education Act, $264,488,000: 
Provided, That $171,000,000 for title IV, part B of the Elementary and 
Secondary Education Act shall become available for obligation on July 
1, 1981, and shall remain available until September 30, 1982. (Addi- 
tional authorizing legislation has been proposed for $12,988,000). 


Program and Financing (in thousands of dollars) 

















Wentitcation code 91-0104-0-1-503 1979 actual Sent 30, 1981 est 
1980 est 
Program by activities: 
REMI Sec Gecbepsisbuncatisies| -Glaheosbasiaidaadeccs 74,500 
2. School libraries and instruc- 
TIS lacs sacinscsjnushs) «  sosdaiinsoiecveopoins 171,000 171,000 
3. College library reSOUFCES.........1..  ssssessssseeeeseeeeen 4,988 4,988 
4. Training and demonstrations... .....csssecsssseseee 1,000 1,000 
QE MUEMNRAT WIRNIOS Scczcscssssstecccsssen, | Schevsensosnensarounse 6,000 7,000 
6. Educational television program- 
eee oe a asshccisuet icone 3078 =—=—_—«6,000 
10.00 Total obligationS........ccccccccsse  sesesscecssssssseesses 186,066 264,488 
Financing: 
22.40 Unobligated balance transferred 
PU MNFI MOONS i cccaseos ase) soaesisecdensSipssnees pe PERh 0 pc cesh ithe 
ot 185,988 264,488 
Budget authority: 
IN ad NNN tts Cash VasesdshpsninSbsbinwn >" pleisbahdeyeeliBtie 264,488 
42.00 Transferred from other accounts ....  ..eccccccsssssssessen 185,988 _....... — 
43.00 Appropriation (adjusted) 00... 185,988 264,488 
Distribution of budget authority by account: 
Libraries and learning reSOUFCES............-  sssssssssssssssssssse —sesssessesseeeeeeeees 264,488 
Special projects and training RD eth i ta hee 
Library reSOUFCES................:0000. NIE hae: sscsaiabvnspsickcegside 
Comparable annual AMOUNS.............00. (256,488) (264,488) 
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Relation of obligations to outlays: 
71.00 Obligations incurred, net................. 186,066 264,488 
72.40 Obligated balance, start Of year... ossscsccsssssssessse —ccccsssssnssesseeeeees 334,750 
73.40 Obligated balance transferred, net.. v1. es | 
74.40 Obligated balance, end of year... ...ccsssusscssssseees — 334,750 — 343,437 
90.00 OMIT ist. oor! iste 3 148,195 255,801 
Distribution of outlays by account: 
CWANIRG MOUNTS san, caccachcncthcdcicssce ~ ceoesclesbetbbinbocns 255,801 
Special Projects and Training Saye ee 
Library FESOUFCES...........ecceecseeseee Met *....i0082 
Comparable annual amounts.................... (279,350) (255,801) 





Note.—Includes $185,988 thousand in 1980 (beginning April 1, 1980) and $264,488 thousand in 198] for activities 
previously financed from (in thousands of dollars) 


Oct. I- 
1979 Mar. 31, 
1 
Library resources, Office of Education, Department of Health and Human Services .... 248,475 67,500 
Special projects and training, Office of Education, Department of Health and Human 
PO ciinsnsscssbstecechdindtapessisssetastictleteransih ‘ a ae 6,000 3,000 


This account includes activities previously funded 
under the Department of Health and Human Services 
(formerly Health, Education, and Welfare) that have 
been transferred pursuant to the Department of Educa- 
tion Organization Act (Public Law 96-88). 

1. Public libraries.—Grants are made to States to 
encourage and assist them in the development of public 
library services that can fulfill the educational and in- 
formational needs of the American people. These funds 
will help the States to provide 203 million persons with 
access to services, including over 30 million disadvan- 
taged persons. Also, grants are made to States to en- 
courage cooperative networking among all types of li- 
braries. About 310 cooperative library projects will be 
supported, with each project to include at least one 
public library. 

2. School libraries and instructional resources.—This 
State grant program is a consolidation of two programs, 
giving local educational agencies discretion in the 
amount of funds to be used for the purchase of school 
library resources and textbooks and/or instructional 
equipment. 

Funding of this program is requested on a forward 
funded basis for use in the subsequent year. These 
funds will provide services to about 41.2 million public 
and 4.3 million private elementary and secondary 
school students. 

3. College library resources.—Discretionary grants are 
awarded to institutions of higher education for the ac- 
quisition of books, periodicals, and other printed and 
published materials. Pending legislation will permit 
grants to be limited to the neediest institutions. About 
500 grants would be awarded, averaging $10,000. 

4. Training and demonstrations.—Grants are awarded 
to support the training of paraprofessionals and profes- 
sionals in library and information science for services 
to all types of libraries, through fellowships, trainee- 
ships, and training institutes. Also, grants are awarded 
to improve the Nation’s libraries and training in librar- 
ianship through support of exemplary projects, and the 
dissemination of exemplary practices. The training pro- 
gram will concentrate all its funds on fellowships in 
1981, benefiting 75 persons, particularly women and 
members of minority groups. Approximately four con- 
tracts will be awarded in support of library demonstra- 
tion projects. 
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5. Research libraries.—Grants are awarded to assist 
major research libraries in maintaining and strengthen- 
ing their collections constituting a national resource 
essential to research and scholarship and to assist these 
libraries in making their holdings available to other 
libraries whose users have need for research materials. 
About 23 grants will be awarded, averaging $300,000 
each, with emphasis on projects which would encourage 
cooperation between libraries for the sharing of their 
valuable resource materials. 

6. Educational television programing.—Projects sup- 
port the development, production, installation, and uti- 
lization of innovative television and radio programs for 
use by children and adults in both home and school 
environments. In 1981, six projects will be supported 
including one new program targeted on literacy for 
adults. Currently broadcast series will benefit about 18 
million viewers and post-broadcast activities (reruns, 
audiovisual) will impact approximately 8 million view- 
ers. 


Object Classification (in thousands of dollars) 





Apr. 1- 
1979 actual Sept. 30, 1981 est. 
1980 est. 


Identification code 91-0104-0-1-503 





25.0 — Other services 4,133 7,300 
41.0 Grants, subsidies, and contributions 181,933 257,188 


186,066 264,488 





99.0 Total obligations 





INDIAN EDUCATION 


For carrying out, to the extent not otherwise provided, Part A 
[($52,000,000)] ($74,000,000), and Parts B and C [($21,430,000)] of 
the Indian Education Act, and the General Education Provisions Act, 
[$75,900,000] $100,950,000. (Public Law 96-126, making appropri- 
ations for the Department of the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 91-0101-0-1-501 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Payments to local educational agencies 
(LEA’s) and non-LEA’s 52,000 74,000 
2. Special programs for Indian students 15,433 15,600 19,000 
3. Special programs for Indian adults 5,930 5,830 5,430 
4. Program administration: 
(a) Salaries and expenses 2,359 2,320 
(b) National Advisory Council 200 200 


10.00 Total obligations 100,950 


Financing: 
25.00 Unobligated balance lapsing 


Budget authority 71,735 75,989 








Budget authority: 
40.00 Appropriation 71,735 75,900 
44.20 Supplemental for civilian pay raises 89 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 71,631 75,989 100,950 
72.40 Obligated balance, start of year ate 48,455 57,587 63,720 
74.40 Obligated balance, end of year ane OORT 
77.00 Adjustments in expired accounts 





90.00 Outlays, excluding pay raise supple- 
tal 


69,772 82,934 
91.20 Outlays from civilian pay raise sup- 
plemental 84 5 





This account was previously funded under the De- 
partment of Health and Human Services (formerly 
Health, Education, and Welfare) and: has been trans- 
ferred pursuant to the Department of Education Orga- 
nization Act (Public Law 96-88). 

1. Payments to local educational agencies (LEA's) and 
non-LEA’s.—Entitlement grants are made to local edu- 
cational agencies and tribal schools for supplemental 
elementary and secondary programs to meet the special 
educational needs of Indian children. About 1,210 
grants will be made to LEA’s and tribal schools serving 
356,000 Indian students, with a per pupil expenditure of 
$195. 

In addition, an amount equal to 6.8% of the entitle- 
ment program is reserved for discretionary awards for 
Indian-controlled schools (non-LEA’s). Grants may be 
used for supplementary programs to enrich educational 
experiences for Indian children or to assist in the estab- 
lishment of such schools. About 30 awards serving 5,700 
children will be made. 

2. Special programs for Indian students.—Funds sup- 
port planning, pilot and demonstration programs; edu- 
cational service projects; education personnel training; 
resource and evaluation centers; fellowships; and evalu- 
ation projects. In 1981, a new program will assist State 
educational agencies to provide technical assistance to 
local educational agencies. 

Competitive awards are made to Indian tribes, organi- 
zations, and institutions; institutions of higher educa- 
tion; and State and local educational agencies. About 77 
awards will be made in 1981, including 10 awards to 
State educational agencies. Approximately 6,500 chil- 
dren will be served and 1,132. education personnel 
trained. In addition, 250 fellowship awards will be made 
for study in the areas of medicine, law, education, engi- 
neering, business administration, natural resources, 
and related fields. 

3. Special programs for Indian adults.—Competitive 
grants are made to Indian tribes and organizations and 
to State and local educational agencies for programs to 
improve educational opportunities for Indian adults. 
Objectives are to decrease illiteracy among Indian 
adults, to increase the number of Indian adults who 
earn high school equivalency diplomas, and to encour- 
age the development of programs and curriculum mate- 
rials relevant to Indian culture and heritage. About 51 
awards in 1981 will benefit some 12,375 adults. 

4. Program administration.—Funds support the ad- 
ministrative expenses of the Office of Indian Education 
and the National Advisory Council on Indian Educa- 
tion, as well as planning and evaluation studies to pro- 
vide information for policy decisions and program im- 
provement. 


Object Classification (in thousands of dollars) 





Identification code 91-0101-0-1-501 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 1,039 1,245 1,429 
Positions other than permanent 107 106 85 
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11.5 Other personnel compensation 29 20 


Total personnel compensation 1,380 1,534 
12.1 Personnel benefits: Civilian 131 148 
91.0 Travel and transportation of persons 231 218 
22.0 — Transportation of things 4 4 
23.1 Standard level user charges 60 79 
93.2 Communications, utilities, and other rent... 36 48 
24.0 — Printing and reproduction 35 23 
25.0 Other services 653 1,439 
26.0 Supplies and materials .. i 12 18 
31.0 — Equipment Ls 17 9 
41.0 Grants, subsidies, and contributions 73,430 97,430 


75,989 100,950 








99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 61 
Total compensable workyears s 64 
Full-time equivalent of other positions (4) 
Full-time equivalent of overtime and holiday 
( (2) 
Average ES salary. .. $47,428 $49,001 $49,001 
Average GS grade 9.30 9.38 9.38 
Average GS salary $21,966 $23,503 $24,425 
Average salary of ungraded positions $47,500 $50,112 $50,112 





(ELEMENTARY AND SECONDARY EpuCcATION] 
(Expiring Account) 


{For carrying out, to the extent not otherwise provided, title I, 
parts A and B ($3,330,343,000), title II, title IV, part C, title VII and 
title IX part E of the Elementary and Secondary Education Act; the 
Communications Act of 1934, as amended; the Alcohol and Drug 
Abuse Education Act; part B of the Headstart-Follow Through Act; 
the General Education Provisions Act; and Public Law 92-506, 
$3,794,556,000, of which $5,000,000 shall be for carrying out sections 
1524 and 1525 of the Education Amendments of 1978: Provided, That 
of the amounts appropriated above the following amounts shall 
become available for obligation on July 1, 1980, and shall remain 
available until September 30, 1981: title I, parts A and B 
($3,830,343,000 of which $15,000,000 shall be for the purpose of section 
116 and $200,000,000 shall be for the purpose of section 117; and of 
which $245,000,000 shall be for the purposes of subpart 1 of such part 
B, and $145,000,000 shall be for the purposes of subpart 2 of such part 
B, and any reductions in entitlements required thereby shall be pro- 
portionate among the States), title IV, part C ($190,000,000) of the 
Elementary and Secondary Education Act and section 417(a)(2) of the 
General Education Provisions Act ($250,000). For carrying out title 
IV, part C of the Elementary and Secondary Education Act an addi- 
tional $7,400,000 to become available for obligation on July 1, 1980 
and to remain available until September 30, 1981: Provided, That 
none of such funds may be paid to any State for which the allocation 
for fiscal year 1981 exceeds the allocation for comparable purposes for 
fiscal year 1980.] 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


[To carry out title II of the Indochina Refugee Children Assistance 
Act of 1976 (Public Law 95-561), $12,000,000, notwithstanding the 
provisions of section 106 of this joint resolution: Provided, That this 
amount shall become available for obligation only upon submission to 
Congress by the President of a budget estimate pursuant to law.] 
(Public Law 96-123, making further continuing appropriations for the 
fiscal year 1980.) 


Program and Financing (in thousands of dollars 





Oct. 1- 
Mar. 31, 
1980 est. 


Identification code 75-0279-0-1-501 1979 actual 1981 est. 





Program by activities: 
1. Grants for disadvantaged 
2. Support and innovation grants. 
3. Bilingual education 
4. Basic skills improvement 
5. Follow Through 
6. Alcohol and drug abuse edu- 


2,854,854 
222,428 
149,232 

26,899 
58,155 


1,991 
7. Environmental education 3,200 
8. Educational broadcasting facil- 
18,703 
9. Telecommunications demon- 
strations 
10. Ellender fellowships ...... 
11. Ethnic heritage studies 


1,077 
1,000 
1,997 


3,339,536 





10.00 Total obligations 


Financing: 

Recovery of prior year obligations. 

Unobligated balance available, 
start of year 

Unobligated balance 
from other accounts 

Unobligated balance transferred 
to other accounts 

Unobligated balance available, end 


17.00 
21.40 


16,958 


— 90,221 


22.40 transferred 


23.40 


24.40 
401,707 
3,993 


3,671,282 


25.00 








Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 


3,689,282 
— 18,000 


3,671,282 


3,813,956 
— 3,753,956 





Appropriation (adjusted) ... 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
73.40 Obligated balance transferred, net.. 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts... 


90.00 


3,356,494 
3,523,033 
— 26,059 
— 3,646,908 
— 13,333 


3,133,227 


460,707 
3,646,908 
— 2,618,055 





Outlays 





Note.—Excludes $3,753,956 thousand in 1980 (beginning April 1, 1980) and $4,179,172 thousand in 1981 for activities 
transferred to (in thousands of dollars) 


Apr. 1- 


1981 
Elementary and secondary education, Office of Elementary and Secondary Education, 
Department of Education... 3,663,956 4,076,172 
School improvement programs, Office of Educational Research and — 
Department of Education. 90,000 103,000 
Comparable amounts for these activities for 1979, $3,671,282 thousand and 1980 through March 31, 1980, $60,000 
thousand, are included above 


Status of Direct Loans (in thousands of dollars) 





Oct. 1- 
Mar. 31, 1981 est. 
1980 est. 


Identification code 75-0279-0-1-501 1979 actual 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 


2400 Repayments, prepayments, loan sales... 
2700 Other adjustments 


2900 Outstanding, end of year 





Note.—Status of direct loan activities for 1980 (beginning April 1, 1980) and for 1981 is inciuded in the account, 
Elementary and secondary education, Office of Elementary and Secondary Education, Department of Education. 
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APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 





General and special funds—Continued 


(ELEMENTARY AND SECONDARY EpucaTion]—Continued 


The activities in this account, previously funded 
under the Department of Health and Human Services 
(formerly Health, Education, and Welfare), have been 
transferred to the Department of Education pursuant to 
the Department of Education Organization Act (Public 
Law 96-88). 


Object Classification (in thousands of dollars) 





Oct. 1- 
Mar. 31, 
1980 est. 


Identification code 75-0279-0-1-501 1979 actual 1981 est, 





21.0 Travel and transportation of persons 
24.0 — Printing and reproduction 

25.0 Other services 

26.0 Supplies and materials 

41.0 — Grants, subsidies, and contributions 


99.0 Total obligations 


3 
3,297,772 
3,339,536 





77.00 Adjustments in expired accounts 


90.00 Outlays 





Note.—Excludes $200,988 thousand in 1980 (beginning April 1, 1980) and $276,488 thousand in 1981 for activities 
transferred to (in thousands of dollars): 


1981 


Libraries and learning resources, Office of Elementary and Secondary Education, 
Department of Education 

Elementary and secondary educa 
Department of Education....... 


182,988 258,488 
18,000 18,000 

Comparable amounts for these activities for 1979, $266,475 thousand, and 1980 through March 31, 1980, $67,500 
thousand, are included above. 

This account, includes activities previously funded 
under the Department of Health and Human Services, 
(formerly Health, Education, and Welfare) that have 
been transferred pursuant to the Department of Educa- 
tion Organization Act (Public Law 96-88). 


Object Classification (in thousands of dollars) 





[Lisrary Resources} 
(Expiring Account) 


[For carrying out, to the extent not otherwise provided, titles I and 
III of the Library Services and Construction Act (20 U.S.C., ch. 16); 
title II of the Higher Education Act; and title IV, parts B and D of the 
Elementary and Secondary Education Act, $268,488,000: Provided, 
That $171,000,000 for title IV, part B and $18,000,000 for title IV, part 
D of the Elementary and Secondary Education Act shall become 
available for obligation on July 1, 1980, and shall remain available 
until September 30, 1981.] 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





1981 est. 


Oct. 1- 
March 31, 
1980 est. 


Identification code 75-0212-0-1-503 1979 actual 





Program by activities: 
1. Public libraries 
2. School libraries and instructional re- 
sources 
3. College library resources 
4. Training and demonstrations. 
5. Research libraries 


67,459 


202,331 
9,903 
2,991 
6,000 


288,684 





10.00 Total obligations 


Financing: 
Unobligated balance available, start of year 
Unobligated balance transferred to other 
accounts 
Unobligated balance available, end of year. 
Unobligated balance lapsing 


21.40 
23.40 


— 22,435 


24.40 
25.00 


Budget authority 266,475 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 


266,475 268,488 


— 200,988 





Appropriation (adjusted) 266,475 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year.... 
73.40 Obligated balance transferred, net. 
74.40 Obligated balance, end of year 


288,684 
317,678 


Oct. 1- 
Mar. 31, 
1980 est. 


Identification code 75-0212-0-1-503 1979 actual 1981 est 





25.0 — Other services 
41.0 Grants, subsidies, and contributions 


99.0 Total obligations 


287,615 
288,684 





OFFICE OF SPECIAL EDUCATION AND 
REHABILITATION SERVICES 


EDUCATION FOR THE HANDICAPPED 


For carrying out the Education of the Handicapped Act, 
[[$1,049,025,000: Provided, That funds appropriated under Public Law 
95-480 for part C of Public Law 91-230, Education of the Handi- 
capped Act, as amended, shall remain available through September 
30, 1980: Provided further, That of this amount $874,500,000] 
$1,102,050,000, of which $922,000,000 for part B and $25,000,000 for 
section 619 shall become available for obligation on July 1, [1980] 
1981 and shall remain available until September 30, [1981] 1982. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 91-0300-0-1-501 





1979 actual 1980 esi. 1981 est. 





Program by activities: 
1. State assistance: 
(a) State grant program 
(b) Preschool incentive grants.. 
(c) Deaf-blind centers 
. Special population programs: 
(a) Severely handicapped pro- 
j 4,080 
(b) Early childhood education... 21,960 
. Regional, vocational, adult, and 
postsecondary programs 
. Innovation and development 
. Media and resource services: 
(a) Media services and cap- 
tioned films 
(b) Regional resource centers... 
(c) Recruitment and informa- 
tion 1,000 
. Special education personnel de- 


922,000 
25,000 
16,000 


797,138 
20,863 
14,880 


1,391,539 
36,637 
17,120 


5,920 
20,040 


5,000 
20,000 


2,545 
20,000 


4,000 
20,000 


2,255 
19,995 


19,000 
9,750 


17,312 
9,739 


19,000 
9,761 


1,000 1,006 


58,000 
2,300 


1,102,050 


57,424 
2,282 


968,928 


95,375 
1,000 


1,579,937 


7. Special studies 
Total obligations 





10.00 








488 
3,000 
500 


2,000 
6,000 
6,000 


5,000 
0,000 
4,000 
0,000 
9,000 
9,750 
1,006 


8,000 
2,300 


2,050 








DEPARTMENT OF EDUCATION 


Financing: 

















17.00 Recovery of prior year obligations... a ia htt? Raita lt 
21.40 Unobligated balance available, 
Slant DE YORE iis ees oieshite — 526,909 RGA beeen 
24.40 Unobligated balance available, end 
Da Wedie sh OSL icin ame RS 3k LS. ek bees rare 5 
25.00 Unobligated balance lapsing MEGS cht kd leceecss: 
Budget authority................. 976,637 1,051,260 1,102,050 
Budget authority: 
40.00 Appropriation... eee 976,637 1,049,025 1,102,050 
50.00 Reappropriation ...............ccccccccs  sssesccsssseecscsssees RISE AE ee 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................ 964,476 1,579,937 1,102,050 
72.40 Obligated balance, start of year..... 393,603 769,596 1,560,594 
74.40 Obligated balance, end of year....... —769,596 —1,560,594 —1,694,144 
77.00 Adjustments in expired accounts... GP 2 ee, eee 
90.00 RN cata d chain 589,120 788,939 968,500 





This account includes activities previously funded 
under the Department of Health and Human Services 
(formerly Health, Education, and Welfare) which have 
been transferred pursuant to the Department of Educa- 
tion Organization Act (Public Law 96-88). 

1. State assistance—({a) State grant program.—This 
program assists States in providing a full appropriate 
public education and related services to all handicapped 
children aged 5-18. Handicapped children aged 3-5 and 
18-21 must also be served except when such services 
would be inconsistent with State law or practice or the 
order of any court. To be eligible for grants, each State 
is required to submit an acceptable State plan which 
requires the development and use of individualized edu- 
cation programs for each handicapped student, the es- 
tablishment of procedural safeguards for all handi- 
capped children and their parents, and the inservice 
training of personnel for these special education pro- 
grams. For school year 1981-1982, the request will pro- 
vide an estimated 12% of the excess costs associated 
with educating handicapped children. 

(b) Preschool incentive grants.—Grants are made to 
those States which support special education and relat- 
ed services for handicapped children aged 3-5. Approxi- 
mately 238,000 handicapped children will participate in 
school year 1981-82 with a Federal share of $105 per 
child. 

(c) Deaf-blind centers.—This program has two major 
components: the establishment of 16 single and multi- 
State centers and the support of model programs for 
deaf-blind children. The centers fund and administer 
more than 250 subcontracts with institutions which pro- 
vide direct services to almost 6,000 deaf-blind children. 
Model projects demonstrate best practices for the educa- 
tion of deaf-blind children, including their social inte- 
gration and deinstitutionalization, and also develop and 
validate specialized curricula. 

2. Special population programs—(a) Severely handi- 
capped projects.—Contracts are awarded to establish 
and promote programs and practices, including models 
of deinstitutionalization, designed to meet the educa- 
tional and training needs of severely handicapped chil- 
dren and youth. Projects emphasize skill areas such as 
vocational, domestic living and community integration. 
In school year 1981-1982, about 3,342 children will par- 
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ticipate in 39 projects and about 2,400 teachers and 


aides associated with those projects will receive inser- 
vice training. 


(b) Early childhood education.—Projects are support- 
ed to develop, demonstrate, and disseminate a variety 
of models incorporating educational, therapeutic and 
social services for preschool handicapped children and 
their parents. Other funded activities include research, 
technical assistance to projects, and assistance to States 
in developing and implementing statewide plans to 
serve all preschool handicapped children. In total, 168 
awards will be made. 


3. Regional vocational, adult, and postsecondary pro- 
grams.—Contracts are awarded to develop and operate 
special regional programs for deaf and other handi- 
capped persons at institutions of higher education, voca- 
tional and technical institutions, and other appropriate 
agencies. In school year 1981-1982, 23 projects will be 
supported benefiting 4,000 participants. 


4. Innovation and development.—Grants and con- 
tracts are awarded for model programs, research, and 
development activities. In school year 1981-1982, 175 
projects will be supported, including 70 model programs 
enrolling about 2,100 children and 105 projects designed 
to develop and test alternatives to problems specific to 
the education of the handicapped. 


5. Media and resource services—(a) Media services and 
captioned films.—Specialized educational materials for 
handicapped: persons are produced and distributed. A 
major emphasis is the development and operation of a 
system to caption TV programs that will permit as 
many as possible of the estimated 14 million hearing 
impaired persons in this country to learn through tele- 
vision programing. In addition, personnel are trained in 
the use of educational media for instruction of the 
handicapped, and recorded books for the blind are pro- 
duced and distributed. 


(c) Recruitment and information.—This program 
funds awards offering information about educational 
services and resources for the handicapped to interested 
persons and supports the provision of referral services 
to parents and teachers. In addition, recruitment infor- 
mation to encourage students and professional person- 
nel to enter the career field of special education is 
disseminated to institutions of higher education and the 
media. 


6. Special education personnel development.—Grants 
are awarded to support training of teachers, adminis- 
trators, researchers, and other professional and para- 
professional personnel in fields related to the education 
of the handicapped. An estimated 95,000 people will 
receive preservice or inservice training, including ap- 
proximately 4,400 parents. 


7. Special studies.—Studies are conducted to provide 
information on the effectiveness of education programs 
for handicapped children. These studies measure as- 
pects of State and local compliance with the State grant 
program and are reported annually to Congress as re- 
quired by law. 
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General and special funds—Continued 
EDUCATION FOR THE HANDICAPPED—Continued 


Object Classification (in thousands of dollars) 








Identification code 91-0300-0-1-501 1979 actual 


52,379 
916,549 


968,928 


1980 est. 


$2,412 
1,527,525 


1,579,937 


1981 est. 


52,412 
1,049,638 


1,102,050 





25:05 ‘Other services 003... As as, 
41.0 — Grants, subsidies, and contributions 


99.0 





Total obligations 





REHABILITATION SERVICES AND HANDICAPPED RESEARCH 


For carrying out, to the extent not otherwise provided, the Rehabili- 
tation Act of 1973, as amended, and the International Health Re- 
search Act of 1960, $963,875,000, of which $844,775,000 shall be for 
activities under section 100(bX1), $9,484,000 shall be for activities 
under section 100(bX3), and $18,000,000 shall be for activities under 
section 711 of the Rehabilitation Act of 1973. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4839, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Apr. 1- 
Sept. 30, 
1980 est. 


Identification code 91-0301-0-1-506 1979 actual 1981 est. 





Program by activities: 

1. Rehabilitation services: 
(a) Basic State grants 
(b) Innovation and expansion ... 
(c) Service projects 
(d) Independent living 
(e) Training 

2. National Institute of Handicapped Re- 


326,994 
5,888 
27,214 
12,500 
9,666 


854,259 


13,722 
3. National Council on the Handicapped 





10.00 Total program costs funded—obliga- 


395,984 963,875 


Financing: 


Budget authority 395,984 963,875 





Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 


963,875 
395,984 


395,984 





Appropriation (adjusted) 963,875 





Distribution of budget authority by account: 
Rehabilitation services and handicapped research. 
Human development services 
Comparable annual amounts 


963,875 
395,984 


(931,119) (963,875) 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance transferred, net 
Obligated balance, end of year 


71.00 
72.40 
73.40 
74.40 


90.00 


395,984 963,875 


— 287,175 
449,802 


— 293,716 
957,334 





Outlays 





Distribution of outlays by account: 
Rehabilitation services and handicapped research. 
Human development services 
Comparable annual amounts 


(894,309) (957,334) 





Note.—Includes $395,984,000 in 1980 (beginning April 1, 1980) and $963,875,000 in 1981 for activities previously 
financed in the following amounts from (in thousands of dollars): 


Oct. 1- 
1979 Mar, 31, 
1980 


Human development services, Office of Human Development Services, Department 


of Health and Human Services 926,212 535,135 


This account includes activities previously funded 
under the Department of Health and Human Services 
(formerly Health, Education, and Welfare) that have 
been transferred pursuant to the Department of Educa- 
tion Organization Act (Public Law 96-88). 

1. Rehabilitation services—(a) Basic State grants.— 
The Basic State grant program provides 80% Federal 
matching to State vocational rehabilitation agencies to 
assist physically and mentally handicapped individuals 
to become gainfully employed. A wide range of services 
is provided including counseling, vocational evaluation, 
work adjustment, medical and physical restoration, vo- 
cational training, job placement and post employment 
services. 

In 1981, this program will consolidate activities for- 
merly funded under the Basic State grants and Innova- 
tion and Expansion programs. Priority will be given to: 
(1) serving those with the most severe disabilities; (2) 
accelerating outreach activities for those who have been 
unserved or underserved in the past, especially multiple 
handicapped persons, severely handicapped, poor and 
minorities; (3) serving those who are homebound and 
institutionalized; and (4) improving the quality of voca- 
tional rehabilitation. 


COMPARABLE NUMBER OF HANDICAPPED INDIVIDUALS SERVED AND 
REHABILITATED 


[Caseload in thousands} 
1979 estimate 1980 estimate 1981 estimate 
Referrals, total 1,040 1,003 1,003 
New referrals oe 958 939 939 
Referrals not accepted... bs. 245 242 242 
Applicants, total re 1,013 967 
New applicants 
Applicants not accepted .... 
Extended evaluation, total 
New extended evaluation 
Extended evaluation not accepted ... 
Active cases, total 
New active cases 
Cases closed: ..........0+.... 
Closed, rehabilitated 
Closed, not rehabilitated 
Average months to rehabilitate .. 
Average cost to rehabilitate:....... 
Severely disabled 
Nonseverely disabled 


$4,303 
$2,553 


$4,303 
$2,553 


$4,059 
$2,405 


REHABILITATION RESOURCES 
{In thousands of dollars] 


1979 actual 1981 estimate 
$854,259 


167,759 


1022018 
280 00 


1,302,018 


1980 estimate 
$817,484 
168,293 


985,777 
280,000 


1,265,777 


Basic State grants 
Other Federal programs? 


1 Added resources will be made available to States if individuals meet the special selection criteria of the Social Security 
Administration. 

(b) Innovation and expansion.—Grants are provided 
to State vocational rehabilitation agencies for the pur- 
pose of improving the vocational rehabilitation delivery 
system. Funds for this program have been included in 
the Basic State grant request in 1981. 

(c) Service projects.—Funds are provided through proj- 
ect grants for specialized programs, services, studies, 








$4,303 
$2,553 


1 estimate 
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280,000 
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and activities. In 1981, service projects will continue to 
focus on: (1) expanding services to disability groups who 
have been underserved in the past; (2) developing new 
and innovative approaches toward meeting the needs of 
the severely disabled; (3) developing resources at the 
community level; and (4) providing special training and 
placement opportunities for the severely disabled. 


(d) Independent living.—Project grants are provided 
for comprehensive services to meet the needs of individ- 
uals whose disabilities are so severe that they do not 
have employment potential but who can utilize rehabili- 
tation services to live and function independently. In 
1981, independent living service models will be expand- 
ed. The number of grant awards in 1981 will be 90, 15 
more than in 1980. 


(e) Training.—Grants are made to States and public 
or nonprofit agencies and organizations, including insti- 
tutions of higher education, to pay part of the cost of 
projects to increase the number of rehabilitation per- 
sonnel qualified to provide rehabilitation services to se- 
verely handicapped individuals, and to improve and 
maintain the professional skills of employed rehabilita- 
tion personnel. 


In 1981, priority will continue to be given to training 
personnel required by State vocational rehabilitation 
agencies to serve severely handicapped individuals such 
as the blind, the deaf, the spinal cord injured, and those 
with end-stage renal disease. Traineeship awards will 
be utilized to attract handicapped persons and persons 
from minority groups into rehabilitation professions. 
This program funds 375 grants. 


2. National Institute of Handicapped Research.—Re- 
search and demonstration project grants, research and 
training centers, and rehabilitation engineering centers 
are supported. Emphasis will be placed on developing, 
producing and applying new knowledge, equipment, de- 
vices, and systems suitable for resolving problems en- 
countered in the rehabilitation process by severely dis- 
abled individuals. 

The Institute promotes a comprehensive and coordi- 
nated approach toward rehabilitation research and acts 
as a focal point for distribution of rehabilitation infor- 
mation and devices. 

3. National Council on the Handicapped.—The coun- 
cil, consisting of 15 members appointed by the Presi- 
dent, is authorized by the Rehabilitation Comprehen- 
sive Services and Developmental Disabilities Amend- 
ments of 1978. The council provides advice to the Na- 
tional Institute of Handicapped Research and advises 
the Secretary on the administration of programs for the 
handicapped. The council also issues an annual report 
to the Congress about research and administrative con- 
cerns with respect to rehabilitation. 


Object Classification (in thousands of dollars) 











Apr. 1- 

Wentification code 91-0301-0-1-506 1979 actual Sept. 30, 1981 est 
1980 est. 

an: | Other Aetuioes 2.1 ys BiG Ook. Soak, | Shel scates 2,000 2,256 

41.0 Grants, subsidies, and contributions ............  .....ssscsssseee 393,984 961,619 

99.0 NOOO CMMI 2c csctestececccasstecsscotoecca” sLetemsscteceeces 395,984 963,875 








OFFICE OF VOCATIONAL AND ADULT 
EDUCATION 


Federal Funds 
General and special funds: 
VOCATIONAL AND ADULT EDUCATION 


For carrying out, to the extent not otherwise provided, the Vocation- 
al Education Act of 1963, as amended, the Adult Education Act, the 
Career Education Incentive Act, and title III, part E and title VIII, 
sections 809, 810, and 812 of the Elementary and Secondary Education 
Act, $925,635,000 of which $898,880,000 for the Vocational Education 
Act and the Adult Education Act shall become available for obliga- 
tion on July 1, 1981, and shall remain available until September 30, 
1982, except that $34,794,150 for part B, subpart 2 of the Vocational 
Education Act shall become available for obligation on July 1, 1981, 
and shall remain available until expended and $2,000,000 for section 
309 of the Adult Education Act shall become available for obligation 
on October 1, 1980, and shall remain available until September 30, 
1982: Provided, That $6,500,000 for State advisory councils under sec- 
tion 105 of the Vocational Education Act shall be used to provide to 
each State, the District of Columbia, Puerto Rico, the Virgin Islands, 
American Samoa, Guam, Trust Territory of the Pacific Islands, and 
Northern Mariana Islands an amount equal to the amount it received 
in the previous fiscal year. 


[OccupaTIONAL, VOCATIONAL, AND ADULT EDUCATION] 


[For carrying out, to the extent not otherwise provided, section 523 
of the Education Amendments of 1976, the Vocational Education Act 
of 1963, as amended, and the Adult Education Act, $881,880,000 of 
which $10,000,000 for part B, subpart 2 of the Vocational Education 
Act shall remain available until expended and $6,500,000 for State 
advisory councils under section 105 of the Vocational Education Act 
of 1963 shall be used, first, to provide a basic amount to each State 
equal to the amount it received in the previous fiscal year 
($6,073,000), and secondly, to provide that each State, the District of 
Columbia, Puerto Rico, and the Virgin Islands shall not receive less 
than $94,000, and that American Samoa, Guam, Trust Territory of 
the Pacific Islands, and Northern Mariana Islands shall each receive 
not less than $91,135 ($427,000): Provided, That the amounts appropri- 
ated above shall become available for obligation on July 1, 1980, and 
shall remain available until September 30, 1981, unless otherwise 
specified herein: Provided further, That not to exceed $124,817,000 
shall be for carrying out part A, subpart 3 of the Vocational Educa- 
tion Act: Provided further, That $2,500,000 shall be made available for 
carrying out section 317 of the Adult Education Act, and that 
$2,500,000 shall be made available for carrying out section 318 of the 
Adult Education Act.] 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 91-0400-0-1-501 





1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Vocational education: 
(a) State grants and innova- 
tive programs: 
(1) Basic grants ...............0. 165,460 968,261 528,871 
(2) Program improvement 
and supportive services .... 40,745 220,679 132,218 
(3) Programs of national 
SIQMIFICANCE..........ssseeceseeee 23,615 28,274 34,794 
(b) Special programs for the 
disadvantaged ..............ccssseee 7,382 36,857 20,000 
(c) Consumer and homemaking 
CONNIE ss sscciscncsevasdetticlecs 15,524 80,159 43,497 
(d) State advisory councils....... 2,906 10,625 6,500 
(e) Bilingual vocational train- 
Ws icicssccketlioee 2,749 7,600 6,000 
(f) State planning................... 786 9,214 5,000 
(g) Permanent appropriation 
(Public Law 64-347) .......... 7,161 7,161 7,161 
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Identification code 91-0400-0-1-501 1979 actual 1980 est. 1981 est. 
Subtotal, vocational edu- 
RTM Sanita 85am side 266,328 1,368,830 784,041 
2. Adult education: 
(a) Grants to States............... 47,783 153,724 120,000 
(b) Demonstration, dissemina- 
tion, and related activities... ......scecsseessseccse — sesssneesssecssecenees 2,000 
(c) Indochina refugee program. BOND \: <i vesisicarastegiteatys 
(d) Immigrant program............ . BOON vasherietiths 
Subtotal, adult education ...... 47,783 158,724 122,000 
3. Career education incentives 00... ..ssscccssseesssseeees 1,300 20,000 
4. Community schools................0++. 3,138 3,138 
SP OONSIITS BORICOUON -.cccicssclossec |” sbascccesseneetttooese 2,717 3,617 
6. Consolidated working fund......... 8,421 DACOD y Servrtzccsieorsceas? 
Subtotal............... 8,421 9,394 26,755 
10.00 Total obligations 322,532 1,536,948 932,796 
Financing: 
11.00 Offsetting collections from: Federal 
SUNS cits... pcdemew nace eine ites — 8,849 
17.00 Recovery of prior year obligations. —94 
21.40 Unobligated balance, available, 
SLATB OL VOAT- ves dsissacvcis'Asvdtonyessois — 172,059 
24.40 Unobligated balance, available, end 
TVODE csscs icssrsscts cstochihosnetivicns DS94IG  dvtinsesictsal) thin dates 
25.00 Unobligated balance lapsing........... 668: loccanet dts (ORANG 
Budget authority................. 781,614 896,196 932,796 
Budget authority: 
40.00 Appropriation.............sscscccsssseeeeseen 774,453 881,880 925,635 
42.00 Transferred from other accounts... ......scsssssecsssseee TADS: densi etots 
43.00 Appropriation (adjusted) ... 774,453 889,035 925,635 
60.00 Appropriation (perma- 
FUND ocsieasscssosstcessteesyestne 7,161 7,161 7,161 
Distribution of budget authority by account: 
WOCATIIONAT ANG QOUIL COUCALIN cccscsecosscsss. sescnscscassossscosess, _convenscescussonbvcese 932,796 
Occupational, vocational, and adult edu- 

CONTIN See econ eee rene 781,614 Beas: nis ane 
Special projects and training..........ccsscs. ssscssssesssssssesees TS SL RIRMESIG enen 
Comparable annual amounts.................. (807,905) (915,796) (932,796) 

Relation of obligations to outlays: 

71.00 Obligation incurred, net...............00 313,590 1,535,612 932,796 
72.40 Obligated balance, start of year..... 846,629 386,693 1,103,194 
73.40 Obligated balance transferred, net.  ....s.s.cssssesessseee Bog LD: —sccswscoeetsvasesioests 
74.40 Obligated balance, end of year....... —386,693 —1,103,194 —1,128,077 
77.00 Adjustments in expired accounts... SEAL eaten sin RR sdeasscntoeet 
90.00 PONG is: ycaaceladstossssicsvasess 772,075 854,888 907,913 
Distribution of outlays by account: 

Vocational and adult Cqucation.........0......  cssssssecccsssseesssss —seesssseceesssseessees 907,913 

Occupational, vocational and adult edu- 

DSI sasesdaeldeisckssvanscnsascosedtiodichstins 775,376 BN ei eiiisessesioncecsnrasns 
Consolidated working fund, Office of 

RAMMOOLION ss 1898: Soesscnsscccerseenredtstachov ees — 2,046 Rt ie als ssicssis conceit 
Consolidated working fund, National In- 

Stitute of EGuCation ............ccccsseecsssees 6,336 
Special projects and training................00 11,606 

3,450 
Comparable annual amounts................0++- (792,100) (865,150) (907,913) 





Note.—Includes $7,155 thousand in 1980 (beginning April 1, 1980) and $26,755 thousand in 1981 for activities 
previously financed in the following amounts from (in thousand of dollars): 








APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


Oct. I- 
Mar, 31, 
1979 1980 
Special projects and training, Office of Education, Department of Health and Human 
POND cn hssse sc aphvececltaoneinisheb sh ctlpsasiet dsteennshiletionshcentisedistiadlbavte ead $26,219 $19,600 


This account includes activities previously funded 
under the Department of Health and Human Services 
(formerly, Health, Education, and Welfare) that have 
been transferred pursuant to the Department of Educa- 
tion Organization Act (Public Law 96-88). 

1. Vocational education.—The 1981 budget will reallo- 
cate funds, at the 1980 level, to direct Federal resources 
to areas and activities of high national priority and 
where effective program improvement and innovation 
would be strongest. This reallocation comprises a shift 
of funds from basic grants to program improvement and 
supportive services, programs of national significance, 
and bilingual vocational training. Funds appropriated 
in 1981 will be used in school year 1981-82. 

(a) State grants and innovative programs—(1) Basic 
grants.—Grants to States may be used to support, at 
the discretion of each State, any type of vocational 
education program. Projected enrollment for school 
year 1981-82 for this program is estimated to be 14.6 
million secondary, postsecondary and adult students, 
representing a continuation of the school year 1980-81 
enrollment which was an increase of 1.4 million stu- 
dents over school year 1979-80 enrollment. 

(2) Program improvement and supportive services.— 


States are assisted in improving the quality of their 


vocational education programs. Activities such as cur- 
riculum development, teacher training research, inno- 
vation, and conducting of programs for overcoming sex 
bias in vocational education are supported. For the 
school year 1981-82, these activities will be increased 
and expanded. 

(3) Programs of national significance.—Funds are 
awarded on a competitive basis to promote innovation 
in vocational education. Programs supported include a 
national occupational information coordinating commit- 
tee and 57 State committees, a national center for re- 
search in vocational education, fellowship programs, 
curriculum coordinating centers, and applied projects, 
models and demonstrations of national importance. A 
major purpose of this activity is the provision of leader- 
ship and direction to States for their program improve- 
ment and innovation efforts. During school year 1981- 
82, the number of projects will increase and include 
major areas of national importance such as: (1) educa- 
tion and work; (2) urban/rural programs; (3) expanding 
opportunities for adult learners; and (4) educational 
equity. 

(b) Special programs for the disadvantaged.—Funds 
are allocated to States to support programs for students 
who are academically or economically disadvantaged 
and who require special assistance to enable them to 
succeed in vocational education programs. Projected en- 
rollment for school year 1981-82 is 146,000 students. 

(c) Consumer and homemaking education.—Funds are 
allocated to States to support programs in consumer 
and homemaking educational areas. Projected enroll- 
ment for school year 1981-82 is 3,298,000 students. 

(d) State advisory councils.—Funds are allocated to 
States for support of State advisory councils which rep- 
resent at least 20 distinct interests and are involved in 
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the development and evaluation of State vocational 
education plans and programs. 

(e) Bilingual vocational training.—This activity sup- 
ports bilingual vocational training, vocational instruc- 
tor training, and the development of bilingual instruc- 
tional materials, methods, and techniques. Projected 
number of people trained is 1,555 for the school year 
1981-82, an increase of 313 persons over the previous 
year. The number of projects supported is 32, an in- 
crease of 7. 

(f) State planning.—Funds are allocated to States to 
support vocational education program planning activi- 
ties. 

2. Adult education—(a) Grants to States.—Formula 
grants are made to States to eliminate functional illit- 
eracy among the Nation’s adults 16 years of age and 
older who lack 12th grade level of education. The re- 
quest will fund an expansion of activities to serve an 
estimated 2,253,000 adults in school year 1981-82. This 
implements the Adult Education Act Amendments of 
1978 which expands the adult basic education delivery 
system to include nontraditional providers such as non- 
profit organizations and businesses. 

(b) Demonstration, dissemination and related activi- 
ties.—Initiation of this activity will fund projects for 
improvement of adult education programs nationwide. 
Projects will focus upon two major problems in adult 
basic education: outreach and retention. 

(c) Indochina refugee program.—Basic skills instruc- 
tion is provided to adult Indochina refugees on a tempo- 
rary/transitional basis. No funds are requested under 
this authority in 1981. 

(d) Immigrant program.—Basic skills instruction is 
provided to adult immigrants on a temporary/transi- 
tional basis. No funds are requested under this authori- 
ty in 1981. 

3. Career education incentives.—Formula grants are 
awarded as incentives for State and local educational 
agencies to carry out comprehensive career education 
efforts. In addition, model programs and demonstra- 
tions, information dissemination and a national evalua- 
tion are supported under this program. 1981 will be the 
third year of activities funded under this program. 

4, Community schools.—Projects support the use of 
public schools as centers operated jointly by a local 
educational agency and a community agency for the 
coordinated delivery of educational and social services 
to meet the needs, interests, and concerns of the com- 
munity. In 1981 model projects will be supported in 15 
local educational agencies; increased activities will be 
supported through 32 State educational agencies; and 
training or development materials will be supported 
through grants to 15 institutions of higher education. 

5. Consumers’ education.—Projects support activities 
in State and local educational agencies, universities and 
colleges, and public and private nonprofit organizations 
to prepare people for participation in the marketplace. 
Funded projects include materials research and devel- 
opment, pilot projects, and technical assistance activi- 
ties. In 1981, as in 1980, approximately 69 awards will 
be funded, including the continuation of the design, 
testing, and implementation of materials to be used for 
Mass media activities. 


310-100 0 - 80 = 24 








- a Federal Funds 309 
Object Classification (in thousands of dollars) 
Htticaion code 91-0400-0-1-501 : _1979 actual 1980 est - 198 est 
25.0 OINET SeNVICES eenenenennnmmmnnee 21430 23,822 36,230 
41.0 — Grants, subsidies, and contributions............ 301,102 1,513,126 896,566 
90.0 Total obligationS....................ccccceccceee 322,532 1,536,948 932,796 


322,532 1,536,948 





OFFICE OF POSTSECONDARY EDUCATION 
Federal Funds 


General and special funds: 
STuDENT FINANCIAL ASSISTANCE 


For carrying out subparts 1 [($1,718,000,000)] ($2,309,000,000) ,2 
($370,000,000), and 3 ($76,750,000) of part A, and part[s] C 
($550,000,000) [and E ($300,800,000)] of title IV of the Higher Educa- 
tion Act, $3,305,750,000 [and, to the extent not otherwise provided, 
the General Education Provisions Act, $3,056,935,000 of], which 
[$3,015,550,000] shall remain available until September 30, [1981] 
1982: Provided, That the amount appropriated for Basic Grants 
[under this Act shall be available for paying those grants only when 
the amounts previously appropriated for Basic Grants through Sep- 
tember 30, 1980 under Public Law 95-480 are fully obligated for 
awards: Provided further, That the amount appropriated for Basic 
Grants under Public Law 95-480 shall be available for paying Basic 
Grants only when the amounts previously appropriated for Basic 
Grants through September 30, 1979 under Public Law 95-205 are 
fully obligated for awards: Provided further, That if any Basic Grant 
funds appropriated by Public Law 95-205 remain unobligated on July 
1, 1979, those funds must be used to pay Basic Grants to students for 
the 1979-80 Basic Grant award year notwithstanding section 
411(b\(3\B\ii) of the Higher Education Act] shall provide a maxi- 
mum grant of $1900: Provided further, That amounts appropriated for 
Basic Opportunity Grants shall be available first to meet any insuffi- 
ciencies in entitlements resulting from the payment schedule for 
Basic Opportunity Grants published by the [Commissioner] Secre- 
tary of Education during the prior fiscal year: Provided further, That 
pursuant to section 411(b\4\A) of the Higher Education Act, amounts 
appropriated herein for Basic Opportunity Grants which exceed the 
amounts required to meet the payment schedule published for any 
fiscal year by 15 per centum or less shall be carried forward and 
merged with amounts appropriated the next fiscal year. (Additional 
authorizing legislation has been proposed.) 

Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistant with the amounts that would be provided by the conference 


version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980 


Program and Financing (in thousands of dollars) 
Identification code 91-0200-0-1-502 1980 est 1981 est 





1979 actual 
Program by activities: 

1. Basic opportunity grants...... 1,954,703 2,053,462 2,353,000 

2. Supplemental — opportunity 
OW soci sccsistsin 339,931 370,000 370,000 
Fe ROT SIE sscioscssenseb ; 574,009 550,000 550,000 

4. Direct loans: 

(a) Federal capital contribu- 
fone ea 310,278 TOGO 
(b) Teacher cancellations...... 14,166 MS t.ctisrs, 

5. State student —_ incentive 
WIN ect aa 76,230 76,750 76,750 
6. Administrative support.......... 26,536 ee eee 
10.00 Total obligations................0-«« 3,295,853 3,392,397 3,349,750 

Financing: 

17.00 Recovery of prior year obligations... wm AUIS ve salibaccicgicniameee  “Qitmolldeeliapess 

21.40 Unobligated balance available, 
A | _pogenteciers aimaiaebetae —1,077,767 —1,035,113 —1,243,685 

24.40 Unobligated balance available, end 
OF OE SL). Bid 1,035,113 1,243,685 1,199,685 
25.00 Unobligated balance lapsing........... HAASE os cscs bssecssetan yg sisosocseecebobin 
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General and special funds—Continued 
StupEnt FINANCIAL ASSISTANCE—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 91-0200-0-1-502 





1979 actual 1980 est. 1981 est. 





Budget authority 3,753,650 3,600,969 3,305,750 





Budget authority: 
40.00 Appropriation 3,753,650 3,056,935 
50.00 Reappropriation 544,034 


3,305,750 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year... 
Adjustments in expired accounts... 


3,392,397 
2,548,379 
— 2,528,081 


3,349,750 
2,528,081 
— 2,457,905 


71.00 
72.40 
74.40 
77.00 


90.00 


3,252,270 
2,184,295 
— 2,548,379 
— 16,870 


2,871,316 





Outlays 3,412,695 3,419,926 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation 
on direct loans: 
Limitation on obligations: Appropri- 


1110 


1200 Obligations incurred, gross — 310,278 — 286,000 
1900 Unused balance of limitation, ex- 


—222 





Cumulative balance of direct 
loans outstanding: 
Outstanding, start of year 
Disbursements 
Repayments, 


2100 
2200 
2400 


3,433,134 
164,091 


3,810,728 
301,490 


4,108,618 
274,778 


—2,816 
—1,712 
218,031 


3,810,728 


— 3,600 — 1,000 
2500 


2700 
2900 





4,108,618 25,012 





This account was previously funded under the De- 
partment of Health and Human Services (formerly 
Health, Education, and Welfare), that has been trans- 
ferred pursuant to the Department of Education Orga- 
nization Act (Public Law 96-88). The legislative reauth- 
orization proposed for the programs in this account is 
currently before Congress. 

1. Basic opportunity grants.—Entitlement grants are 
made to students to enable them to attend college and 
to expand their options in selecting an institution. 
Grants, based on financial need, provide the foundation 
of student assistance upon which all other aid is pack- 
aged. Grants are computed on the basis of expected 
family and student contributions, are limited to one- 
half the cost of a student’s education and currently 
range from $200 to $1,800. The maximum award is 
increased to $1,900 in 1981, consistent with new pro- 
posed legislation. Over 2.62 million students will receive 
grants in academic year 1981-82. The average grant is 
estimated at $910. Costs for 1981 reflect anticipated 
savings from management improvements based upon 
the findings of a comprehensive quality control study 
funded in 1979. 

Under the proposed authorizing legislation, the treat- 
ment of Social Security and Veterans Administration 
benefits has been changed in the calculation of a Basic 
grant to insure that a student does not receive an over- 
payment. A new requirement has been proposed for 
single independent students without dependents who 


must now be above the age of 22 to qualify as an 
independent. 

2. Supplemental opportunity grants.—This program 
provides financial aid to supplement the Basic opportu- 
nity grant for students who demonstrate financial need. 
In academic year 1981-82 under proposed legislation, 
grants will range from $200 to a maximum of $2,000. 
This compares to a maximum grant of $1,500 in 1980- 
81. About 623,000 students will receive grants with an 
average award of $570 in school year 1981-82. 

3. Work study.—Part-time employment is provided to 
financially needy students to finance a portion of their 
postsecondary education. Federal funds contribute 80% 
of the student’s wages with 20% paid by the employer. 
To help students persist in attaining a postsecondary 
education, emphasis is placed on Work study awards 
which provide services to the handicapped, which pro- 
vide tutoring to strengthen academic achievement, and 
which perform outreach services to inform prospective 
students of available financial assistance for postsecon- 
dary education. Some 990,000 students will receive 
awards in academic year 1981-82. Awards will average 
$610, the same level as in 1980-81. 

To help them administer student aid programs, over 
7,000 institutions will receive $10 per enrolled Federal 
student aid recipient from funds from the Supplemental 
grant and Work study appropriations. 

4, Direct loans.—Under pending legislation the Direct 
loan program would be transferred to a new Govern- 
ment Student Loan Association under the Department 
of Education to be converted into the new Basic loan 
program. This has been proposed to insure that finan- 
cially needy students may obtain a loan for postsecon- 
dary expenses regardless of the institution at which 
they are enrolled. 

5. State student incentive grants.—This program en- 
courages the expansion of State scholarship programs 
for financially needy students by matching State grants 
with Federal funds. Under proposed legislation, to in- 
crease State contributions to student grants, a new 
basis for determining Federal matching funds will be 
phased in. Dollars in excess of the previous year’s effort 
will be matched 100% with Federal funds, but dollars 
which are not in excess of the previous year’s level will 
be matched 80% in 1981 and decrease by 20% each 
subsequent year until 1985 when only funds above the 
previous year’s effort will receive matching Federal 
funds. 

In academic year 1981-82, about 307,000 students will 
receive average awards of $500. 

6. Administrative support.—Funds under this activity 
are proposed for transfer into the salaries and expenses 
account to centralize the financing of operational and 


management functions. 
Academic year 





1978-79 1979-80 1980-81 1981-82 


Number of students receiving 
assistance: * 

Basic opportunity grants 
Supplemental opportunity grants 
Work study 

Direct loans 883,000 
State student incentive grants 255,000 
* Numbers do not total due to overlap among programs. 


2,620,000 
623,000 
990,000 


1,900,000 
507,000 
855,000 


2,700,000 
573,000 
990,000 
914,000 
307,000 


2,600,000 
623,000 
990,000 

1,000,000 


307,000 307,000 
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620,000 
623,000 
990,000 
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Object Classification (in thousands of dollars) 
Identification code 91-0200-0-1-502 


24.0 — Printing and reproduction 1,900 
25.0 Other services 25,000 
33.0 Investments and loans. 310,500 
41.0 Grants, subsidies, and contributions 2,958,453 


99.0 Total obligations 3,295,853 





1979 actual 1980 est. 198] est. 





3,065,012 
3,392,397 


3,349,750 
3,349,750 








StupENnT LoANn INsuRANCE [FuNpD]* 
* See Part III for additional information. 


For necessary expenses under title IV, part B of the Higher Educa- 
tion Act [[$959,621,000] $1,122,646,000, to remain available until ex- 
pended. (Additional authorizing legislation has been proposed.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Eduation, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 91-0230-0-1-502 


1979 actual 1980 est 1981 est. 





Program by activities: 
Operating costs: 
1. Federal insurance program: 
(a) Death and disability claims 7 
(b) Bankruptcy claims 100 
(c) Contract collections costs 792 
(d) Computer costs 1,500 
(e) Collection costs, transfer to sala- 
ries and expenses 10,500 
. Federal reinsurance: 
(a) Death and disability claims 5 4 
. Interest subsidies program: 
(a) Interest on guaranteed loans 
b) Special allowance claims 


295,884 
( 401,385 
(c) Death and disability claims 5,881 6,748 
(d) Bankruptcy claims 8,306 11,883 
(e) Administrative allowance to 

guaranteed agencies 1,494 11,990 
(f) Supplemental administrative al- 

lowance to guaranteed agencies..... 6,221 
(g) System operation costs 9,940 


Total operating costs 740,54 830,862 


357,987 
418,320 


302,116 
533,750 


Capital investment, funded: 
1. Federal insurance program: 
(a) Acquisition of defaulted loans 96,449 58,968 
(b) Interest on defaulted loans 4,663 6,855 6,488 
2. Federal reinsurance program: 
(a) Acquisition of defaulted loans 
(b) Interest on defaulted loans 
3. Loans advanced to States for reserve 


119,633 160,519 210,653 
46 


32,363 000 5,000 
253,154 297,828 


~-993,703 1,072,204 (1,172,286 


Total capital investment 


Total program costs, funded 
Change in selected resources (deferred 
charges/undelivered orders) 


10.00 Total obligations 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: 
Loans repaid—insured loan program: 
Federal collections 


aR ltt 
999,343 


ee 
1,079,916 1,195,946 


— 34,880 


Contract collections —195 
Loans repaid—reinsured loan program... —22,304 
Insurance premiums, insured loan pro- 


— 2,400 
— 25,000 


— 4,000 
— 32,000 
—2,549 —2,650 


— 30,157 
— 40,000 


— 48,245 
Authority to borrow 

Unobligated balance available, end of 

48,245 

24.47 65,000 


982,503 








Budget authority: 
40.00 Appropriation 957,503 
47.00 Authority to borrow (appropriation acts) 25,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year: Fund bal- 
ance 175,111 
74.40 Obligated balance, end of year: Fund bal- 


939,415 1,007,866 1,122,646 


216,582 248,959 


— 429,944 
941,661 


— 216,582 —248.959 
90.00 897,944 975,489 








Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation 
on direct loans: 
Limitation on obligations: 
1110 Appropriation 
1120 Legislative program items 
1200 Obligations incurred, gross 


900,000 


— 258,794 —296,307 —1,221,488 





Cumulative balance of direct 
loans outstanding: 
2100 Outstanding, start of year 
2200 Disbursements 
(Guarantee claims) 
2400 Repayments, prepayments, loan 


817,403 
253,154 
(216,082) 


1,013,178 
271,957 
(250,102) 


1,215,735 
777,966 
(302,978) 
— 57,379 


— 69,400 — 476,000 


4,357,384 
5,875,085 


2700 Other adjustments 


Outstanding, end of year 





1,013,178 1,215,735 


Status of Loan Guarantees (in thousands of dollars) 
Position with respect to limitation 
on loan guarantees: 
Limitation on commitments: 
3110 Appropriation 
3120 Legislative program items 
3200 Commitments, gross 


2,160,000 


—3,960,000 —2,160,000 





Cumulative balance of guarantees 
outstanding: 

4100 Outstanding, start of year 

4200 New loan guarantees 

4400 Repayments or prepayments 

4500 Terminations for default 


6,825,000 
2,760,000 
— 1,008,000 
— 275,000 


8,302,000 


8,302,000 
3,960,000 
— 1,128,000 
— 275,000 


10,859,000 


10,859,000 
2,160,000 
— 1,367,000 
— 310,000 


11,342,000 





4900 Outstanding, end of year 

This account includes activities previously funded 
under the Department of Health and Human Services 
(formerly Health, Education, and Welfare) that have 
been transferred pursuant to the Department of Educa- 
tion Organization Act (Public Law 96-88). This account 
also has been reclassified from a revolving fund to a 
general fund account and will contain the same activi- 
ties as were contained in the Department of Health and 
Human Services. 

Student loan insurance.—The purpose of this pro- 
gram is to stimulate private lenders to make capital 
available to students to help pay for the costs of educa- 
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tion and training at eligible universities, colleges, and 
vocational schools. The Federal Government pays up to 
7% interest subsidy on behalf of students while they 
are in school, during a maximum 12 month grace 
period following graduation or withdrawal from school 
and during authorized periods of deferment. 

In addition to the interest subsidy, a special interest 
allowance calculated at 3% percent below the 91-day 
Treasury bill is paid to lenders on outstanding loans to 
encourage participation in the program. The Federal 
Government is also liable for costs associated with de- 
faults, death, disability and bankruptcy of insured stu- 
dent borrowers. Noninterest bearing advances also are 
made to State agencies’ reserve funds to encourage 
States to expand their lending programs and to estab- 
lish new State guarantee agencies. 

The 1981 request includes a proposal to create the 
Government Student Loan Association in the Depart- 
ment of Education which would administer the Federal 
student loan programs. The proposal includes restruc- 
turing the Guaranteed student loan program into a 
Supplemental loan program in partnership with State 
agencies. 

In 1979, total costs for claims and interest subsidies 
amounted to $999,343 thousand requiring $982,503 thou- 
sand in budget authority. In 1980, costs for interest 
subsidy and default costs are estimated to be $1,741,714 
thousand. This amount, when offset by the 1980 appro- 
priation of $959,621 thousand and other available funds, 
results in a requirement for a supplemental appropri- 
ation request of $661,798 thousand. The estimates for 
1981 include $1,122,646 thousand for the phase-out of 
the Guaranteed student loan program, which provides 
for no new loan guarantees to be made in 1981. Data on 
loan volume are presented below. 


DATA ON FEDERALLY INSURED AND GUARANTEED LOANS DISBURSED 
[In millions of dollars) 


; 1979 actual 1980 estimate 1981 estimate 

Volume of disbursements: Current 
period $2,760,000 

Number of disbursements: Current 
period (thousands) 

Average disbursements: 


period (dollars) 


$3,960,000 + $(2,160,000) 


1,397 1,823 


$2,172 


1 (1,350) 
$1,976 
DATA ON DEFAULTED LOANS 


[In thousands of dollars} 


1 $(1,600) 


1979 actual 1980 estimate 1981 estimate 
Federal insurance: 
Defaulted loans 


Defaulted interest 


Subtotal 647,571 742,445 833,933 
Federal reinsurance: Defaulted loans... 594,909 774,909 985,780 
Defaulted interest 46 46 46 


Subtotal 594,955 ; 774,955 985,826 
Cumulative defaulted loans 1,242,526 1,517,400 1,819,759 


631,460 
16,111 


720,027 
22,418 


805,027 
28,906 














‘Reflects Loan data included under proposed legislation for the “Government Student 
Loan Association” for Supplemental guaranteed student loans. 

Defaults.—Gross default rates are computed by apply- 
ing the cumulative defaults paid as a ratio of cumula- 
tive matured loans. Net defaults rates includes adjust- 


ments for collection efforts. The rates are reflected 


below: 
1980 estimate 
14.9% 


1981 estimate 
15.1% 
8.0% 7.8% 
9.9% 9.8% 
N/A N/A 


1979 actual 
Federal programs (Gross) 
Federal programs (Net) 
Guarantee agencies (Gross) . 
Guarantee agencies (net) 
Combined programs (Gross) 11.8% 12.6% 
Combined programs (Net) N/A N/A 


Receipts and reimbursements.—Deposits are derived 
from insurance premiums earned from direct Federal 
insurance, which are not to exceed one-fourth of one 
percent per annum of the unpaid principal amount (ex- 
cluding interest added to principal), and from collec- 
tions on defaulted loans. Total deposits are as follows: 
1979, $59,928 thousand; 1980, $72,050 thousand; and 
1981 $73,300 thousand. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Operating income or loss (—): 
Federal insurance program: 


— 66,520 
— 28,738 





Operating loss, Federal insurance program.. 








Federal reinsurance program: 


— 46,100 


~ 74,838 
~729,112 


— 803,950 








Net operating loss for the year 
Other expenses: Interest subsidies programs 








Net income or loss, for the year 





Financial Condition (in thousands of dollars) 





1981 est. 


1978 actual 


1979 actual 1980 est. 


Assets: 


Fund balance with 
205,268 
Accounts _ receivable 
1,217 
Selected assets: De- 
ferred charges: 
Unpaid defaulted 
claims acquired 
(gross): 
Insured — defaulted 
interest 381 
Insured loans 24,591 
Reinsured loans 18,300 
Portion of unpaid de- 
faulted claims al- 
lowed for future 
— 23,799 — 27,074 
Loans receivable 
(net): 
Insured loans 
Reinsured loans 
Advanced to States 
for reserve funds 
Other long-term assets: 
Accrued interest re- 
ceivable on de- 
faulted loans, net... 


214,265 
142,837 


243,983 
186,680 
23,841 96,205 


65,159 
672,060 


92,334 
867,548 





Total assets 


























DEPARTMENT OF EDUCATION 


Liabilities: 



































Current: 
Accounts — payable 
(claims) ............. 44,103 RRsat es Bete al a 
Accrued _ liabilities 
(subsidies) ......... 131,912 MAB tinct Re ee tac, 
Total liabilities... 176,015 PRES 4, sccdeePecactied setboeaetencicse 
Government equity: 
Unexpended budget au- 
thority: 
Unobligated balance. 70,157 
Undelivered orders... 313 
Unfinanced budget au- 
thority: 
Borrowing authority. — 40,000 OOOO ssssssiecczaetTehapellldlbenssrse conseocnessun 
Invested capital............ 465,575 11S: Renee ne Nee er CUR Pe eRe 
Total Government 
eQUItY ............. 496,045 A088 Since. Cong: 
Analysis of changes in Government 
equity: 
Paid-in capital: 
Opening DalaNCe ...........escssssesssessseeeee FiDOR eR © cccectvsdoessstcoe.. ‘cabassasksibesssessaae 
Transactions: Appropriations ............... 957,503 esheets ha cette, 
SIOSHID DAIANICG sisccescsescssssesessasscatanssssss DIT AON Ns. siccci ee. Coenen, 
Retained income: 
Opening balance .............cssssseecsseeessee — 865,936 
Transactions: Net loss for the year..... — 803,950 
Closing Dalance.............scsscssseeesssssnees = OOM | sara dee Otccesk <ossntelcseencsi 
Total Government equity (end of 
WOOO sasicistsricccsiicien ccccsiersesiies Garage cee nine Sis: 





Note.—This statement excludes unfunded contingent liabilities under loan guarantee and insurance program as follows: 
1978, $6,825,000 thousand; and 1979 $8,302,000 thousand. 


Object Classification (in thousands of dollars) 





1979 actual 1980 est 1981 est. 

















Identification code 91-0230-0-1-502 
PONE HOE GOEMMOUIS ons ccssccccssccacsesecancacossssvesorsscss 21,234 12,792 13,320 
33.0 Investments and l0ans.............ssscssseesssseeeees 253,154 241,342 297,828 
41.0 — Grants, subsidies, and contributions. 704,984 799,327 835,866 
42.0 — Insurance claims and indemnities................ __ 14331 2 18,743 25,272 
Total program costs, funded .............. 993,703 1,072,204 1,172,286 
94.0 — Change in selected resources ............ses. 5,640 7,712 J 23,660 
99.0 Total obligations ............scccssssseeesesssees 1,079,916 1,195,946 


999,343 





STuDENT LOAN INSURANCE 


(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 











Identification code 91-0230-2-1-502 1979 actual 1980 est 1981 est. 
Program by activities: 
1. Interest expense On baSiC lOANS............0.  csssecccssccssse — cesseccesneceense 6,000 
2. Special allowance subsidies for supple- 
DENNEN Tass Set at aan | cused. © eo eeeannton 27,000 
3. Administrative cost allowance for sup- 
NER cre on oo aR meester 21,600 
MO CRMMUMNNIE SIEM cc cncccatceccciccasccas: xctsccslutiintia.. Si mcasaecoes 5,300 
IROOM RENNES: COGS he Uses rere onan) recites see, 59,900 
Capital Investment, funded: 
Basic loan prOogram...........ccssssssssssesseseen 463,500 








Total program costs, FUNEG .........c::.  ccsccssssssscesse —seccesessnsessess 523,400 
Change in selected resources (loan obliga- 
UNE RSMUR artes ttc cxt titeeass ee TCIRSATCRCRTOSCTsSess, 044 seansainctias,_—isvdvanesbaapess 436,500 
10.00 ROM CMMI TIONND ctr cxiee7esschovivtnSasasnd sh Seen eATocceaonta | “absaoN ene 959,900 











OFFICE OF POSTSECONDARY EDUCATION—Continued 
Federal Funds—Continued 373 


















Financing: 
Offsetting collections from: Non-Federal 
sources: 
14.00 Loans repaid-basic loans PrOgram..........  csccccsssssscssse — seeseecessneecees — 403,000 
Interest collections OM DaSic lOANS..........  .ccsssssccccssse — seeecessnueseeees — 12,000 
a ean cee eee 544,900 
Budget authority: 
EGU” TRIN 28 ce eeeeeees aera 59,900 
47.00 Authority to borrow (appropriation acts) o....eeecsssse — sseeccssseeesneee 485,000 
Relation of obligations to outlays: 
DECAY CO MCI OE cin, cptemencc yn onan 544,900 
Obligated balance, end of year: 
74.47 TE naneacies eee — 436,500 
74.98 NT DOR cee eee © nee eee —17,151 
90.00 CORN Sse a a ea es ee ae 91,249 





Legislation is being proposed to create within the 
Department of Education a Government Student Loan 
Association to administer the Basic and Supplemental 
student loan programs in 1981 and to assume the re- 
sponsibilities of the Student Loan Marketing Associ- 
ation in 1982. This proposal would: 

1. Reconstruct the Direct loan program into a Basic 
loan program which would serve as the final component 
in a grant-loan package to assist students in covering 
costs of attending post-secondary institutions. The pro- 
gram would be phased in with 60% of the student loan 
need met in 1981. Capital would be borrowed from the 
Treasury, and the students would be subsidized while in 
school. Loan data are presented below: 


1981 est 
HLOOy: WOURINNRES (HGR, TTNCMHIR INES icin ass cbse ccectdteaabhansseapitide atone $900,000 
Number of students 1,250,000 





FR NOI is scaceisids cdeasatsstiaost inn tacelstacearthoinaali etme dees $720 
Collections on old direct loans (in thousands) $415,000 


2. Convert the Federal and State guaranteed student 
loan programs into a Supplemental loan program in 
partnership with the State guarantee agencies by par- 
tially subsidizing private capital for loans to students 
and parents to meet their required contribution to a 
student’s education. Although the students would pay 
interest on the loans, the Federal Government would 
subsidize the students by paying a 24%% special allow- 
ance to the lenders on the loan principal. To assist the 
State guarantee agencies in administering the program, 
the Federal Government would also provide them a 1% 
administrative allowance on loan principal guaranteed 
each year. Loan data are presented below: 


1981 estimate 
Loan volume guaranteed (in thousands) .............cccsssssssssssssssssesceceeceseceeeeeeeee $2,160,000 
Number of students 1,350,000 
TROON WOIIN asi ccecsosces reccacepiiccsercnar tae tesco cor coneeceeeentecueeereacecaeeeean $1,600 





3. Assign responsibility for the phase-out of subsidy 
costs on outstanding Guaranteed student loans under 
the Student Loan Insurance account, to the newly cre- 
ated Government Student Loan Association. 

The proposal assumes that all student loan activities, 
including the phase-out of the Guaranteed student loan 
program, will be merged into one account during 1981. 

The proposal will also include limitations in the ap- 
propriations language for $900,000 thousand in direct 
loan principal and $2,160,000 thousand in commitments 
to guarantee loan principal. 
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Object Classification (in thousands of dollars) 














Identification code 91-0230-2-1-502 1979 actual 1980 est. 1981 est. 
Bis) AICS § ccskcar hvacaitbaneesirrieatsvsniiawlooss 5,300 
33.0 — Investments and l0aNs...............-000 Sa 463,500 
41.0 — Grants, subsidies, and contributions............ 48,600 
43.0 — Interest and dividends ............:....ssssesssssseees 6,000 
MIN MRMM RTE... cccecalccasaccs . ostisvsctincitts |, csstisieccersesict 523,400 
94.0 — Change in selected reSOUFCOS ............ssscccss  csseeccsnsescsste — sessecessseceneee 436,500 
99.0 TOOL OOMTATIONS esscsetsicsisssondsiosecssioasas.. ssnTgaltaebiis asaittiesay 959,900 








HIGHER AND CONTINUING EDUCATION 


For carrying out titles III, VIII, and IX and sections 417, 420, and 
745 of the Higher Education Act; the Mutual Educational and Cultur- 
al Exchange Act of 1961; title VI of the National Defense Education 
Act; the National Science Foundation Act of 1950, section 3(aX1); and 
title III, Part G of the Elementary and Secondary Education Act, 
$390,539,000: Provided, That $26,000,000 made available for interest 
subsidy grants under section 745 shall remain available until expend- 
ed. Payments made under section 420 shall include those made for 
disabled or incarcerated veterans. (Additional authorizing legislation 
has been proposed.) 


[HIGHER AND CONTINUING EDUCATION] 


{For carrying out titles I-A, III, VII-part E, VIII, IX, and XI and 
sections 417, 418, 420, 745, and 1203 of the Higher Education Act; the 
Mutual Educational and Cultural Exchange Act of 1961; section 421 
of the General Education Provisions Act; title VI of the National 
Defense Education Act; and title XV, part B of the Education Amend- 
ments of 1978, $399,730,000 including $10,000,000 for part A of title I 
of the Higher Education Act: Provided, That notwithstanding the 
provisions of section 102(b) of Public Law 92-318, the provisions of 
sections 103(a) and 106 of the Higher Education Act shall apply to 
funds appropriated under this Act, but section 103(a) shall apply only 
to the extent that it provides for the allotment to each State, from 
the sums appropriated for part A of title I of the Higher Education 
Act that are not reserved pursuant to section 106(a) of that Act, of an 
amount which bears the same ratio to such sums as the population of 
such State bears to the population of all the States.] 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. Amounts for 1980 for activities transferred from the National Science 
Foundation were provided by the Department of Housing and Urban Development—Inde- 
pendent Agencies Appropriation Act, 1980. 


Program and Financing (in thousands of dollars) 














Identification code 91-0201-0-1-502 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Student services: 

(a) Special programs for the 
Gisadvantaged ..............sssee 139,742 147,500 159,500 

(b) Veterans’ cost of instruc- 
OD sacs che etececcsiees 19,000 14,380 12,039 

(c) Educational information 
CNINS cicrianieckctcmche 3,000 BOO yc sie Siok hone 
MME scoot coe ets cactea ses 161,742 164,880 171,539 

2. Program development: 

(a) Strengthening developing 
UU a 117,909 110,000 120,000 

(b) Minority institutions  sci- 
NCE IMPFOVEMENE.........ccccccce  seseessssecssssseesene 5,000 5,000 
(c) Cooperative education......... 14,990 15,000 23,000 

(d) International education and 

foreign language studies: 

(1) Centers, fellowships and 
PEON cscs Stati’ ; 16,948 17,000 23,000 





(2) Fellowships, group pro- 







































































jects and research abroad 2,966 3,000 7,000 
(e) University community serv- 
ices and continuing educa- 
RRM Reta asiscschaitvarartsaatenilie 15,995 100. 2~kl& 
(f) State postsecondary educa- 
tion COMMiISSIONS..............++++« 3,495 SPs cosssesnscvin tee 
(g) Aid to land-grant colleges 
(permanent appropriation)... 2,700 2,700 2,700 
RUBIN ciccssessstestsssteocssoscsan 175,003 165,700 180,700 
3. Graduate support: 
(a) Graduate/professional edu- 
cational opportunities............. 7,952 8,850 13,000 
(b) Public service grants and 
FEIOWSHIPS ...........sececcssseeeseeee 3,975 OOO i elicttes cece: 
(c) Mining fellowships.............. 4,500 ORS Ma sa 
SURAT: Scsstses Aivsteccak Gataioee 16,427 17,350 13,000 
4. Construction: 
(a) Interest subsidy grants....... 25,075 30,519 26,000 
(b) Continuing education cen- 
MOOS sss oa vacsss gastbncata Sitiesnctaseds BOD. issiccisntizeyenencs Hi PeRO aaa. 
(c) Architectural barriers re- 
AL Gras atscdosnccose pV GsieRt. ssevericsrvvsniacgoren BOROD ei aieektA ssc 
SUMPPOEAN sissasensccstetals, asks 25,575 55,519 26,000 
5. Special endowments: 
(a) Wayne Morse Chair of Law 
BN: POMTICS navcessasvscsaliobestectee 92 387 
(b) Hubert Humphrey Institute. SBME» cepteesenseteecns cs 
(c) Everett Dirksen Center........ PRRs cncouoptoan. 
(d) National Academy, of 
Peace and Conflict Resolu- 
MN adctisacsrt distance +» cecheiecesseichesbets ION aca cnenntter 
RUPE ces sesvaishssssscsvotiasvsosccoss 7,592 GST. sitssscaseieshs ates 
6. Law and education: 
(a) Legal training for disadvan- 
ROBO sibiaiiccscczsssvssavphovtcctivne 1,000 1,000 1,000 
(b) Law school clinical experi- 
GNCR cesccstes tectrrerstyeeartraratsiers 1,969 WOOO nscccantenee 
(c) Law enforcement education ..........ssssssee SO00U A cossctenes 
(d) Law-related education.........  csssssecssseeesssees 1,000 1,000 
RMN a scncScassR RN ebosssscses 2,969 32,000 2,000 
10.00 Total obligationS...............00 389,308 436,336 393,239 
Financing: 
21.40 Unobligated balance _available, 
AE DING criscresvtivievwesserseniis —3,345 F906. sscsisccsscsssssseoen 
22.40 Unobligated balance transferred 
ATONE CCI 5 sca nsticseénsas | arvcaasin Dovenveavony = 25000 sciesocecast 
24.40 Unobligated balance available, end 
OP VOA Sisal, Matsa G06 2) 61. ADA RRARIO ND i csocante 
25.00 Unobligated balance lapsing........... BUG: -seccccusernoneiiin pigaeceeaienee 
Budget authority................ 396,178 408,430 393,239 
Budget authority: 
Current: 
40.00 Appropriation .........scccccssssssseseseee 393,000 399,730 390,539 
42.00 Transferred from other accounts — ......c..sssseccsseee BODO: Wen Akeaaacasncae 
43.00 Appropriation (adjusted) ... 393,000 405,730 390,539 
50.00 Reappropriation................... MIG. -ccnitenacai leernawas aie 
Permanent: 
60.00 Appropriation .............00s. 2,700 2,700 2,700 
Distribution of budget authority by account: 
Higher and continuing education .............  cssssssssssssssssesss —seseseessesssssssssees 393,239 
Higher and continuing education “af 396,178 402,430 ssaslceusllclen 
Special projects and training....... is: “Sahneeineeoe mens 1,000 
Science Education Activities ........::ccccs0  sesssssssssseesssees 5,000 
Comparable annual amounts.................. (401,178) (408,430) (393,239) 
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Relation of obligations to outlays: 














71.00 Obligations incurred, net................. 389,308. 436,336 393,239 
72.40  Obligated balance, start of year...... 647,580 463,024 527,895 
73.40 Obligated balance transferred, net. o..........ssssese BTN Cute ee 
74.40 Obligated balance, end of year....... — 463,024 — 527,895 — 550,094 
77.00 Adjustments in expired accounts... ONO) clnlasiie | indies 
90.00 NID oases sons nent ence 564,623 376,215 371,040 
Distribution of outlays by account: 

Higher and continuing education ............ cssssccssseeseee — sssseesnseesseten 371,040 

Higher and continuing education............. 564,623 

Science education activitieS................c::0 sccssssessseessesssee 

Law enforcement aSsistance...............s+  cessecsssesssesseeeee CME Fics aie te 
Comparable annual AMOUNTS .............sssssss000 (601,313) (399,117) (371,040) 





Note.—Includes $6,000 thousand in 1980 (beginning April 1, 1980) and $6,000 thousand in 1981 for activities previously 
financed in the following amounts from (in thousands of dollars): 


Oct. 1- 
1979 Mar. 31, 
1980 
Science education activities, National Science Foundation ..........ccsocssssssesssstnsese $5,000 $5,000 


Special projects and training, Office of Education, Department of Health and Human 
Services (hates $1,000 


Status of Direct Loan (in thousands of dollars) 
Mentification code 91-0201-0-1-502 





1979 actual 1980 est. 1981 est. 





Cumulative balance of direct loans, out- 
standing: 





























2100 Outstanding, start of year 129,073 
FIR NNN ei as cccinges, LAO UTD_ ciasovnsesdbaptad 4» vosoinnsntvontiang 
2400 Repayments, Prepayments, Loan Sales........... —600 
2700 Other adjustments (91-0200) ..........0..2.. —218,031 129,073 oo 
2900 Outstanding end Of year..............sssssecccsssseeee 128,473 
Status of Loan Guarantees (in thousands of dollars) 
Cumulative balance of guarantees out- 
standing: 
4100 Outstanding, start of year ............ssccccccssseees 1,325,470 1,304,920 1,282,980 
4400 Repayments or prepayments...............:-ssees00 —20,550 —21,940 —22,452 
4900 Outstanding, end Of year...............ssssesccssseees 1,304,920 1,282,980 1,260,528 
This account includes activities previously funded 


under the Department of Health and Human Services 
(formerly Health, Education, and Welfare) and the Na- 
tional Science Foundation that have been transferred 
pursuant to the Department of Education Organization 
Act (Public Law 96-88). The legislative reauthorization 
proposed for the programs in this account is currently 
before Congress. 

1. Student services—(a) Special programs for the dis- 
advantaged.—Funds support Talent search, Upward 
bound, Special services, and Educational opportunity 
centers programs to encourage and assist low-income 
youths to enter, continue, or resume postsecondary edu- 
cation. Proposed legislation would combine Talent 
search and Educational opportunity centers programs 
to eliminate duplication of activities and increase serv- 
ices to participants. Upward bound and Special services 
projects designed to facilitate graduation of minorities 
and disadvantaged from college will be continued. An 
estimated 419,090 students will be aided by these pro- 
grams which complement the access efforts of the Fed- 
eral student assistance programs. Funds also provide 
training to improve institutional project staff effective- 
ness, 

(b) Veterans’ cost of instruction.—This program pro- 
vides grants to postsecondary institutions to encourage 
recruitment of, and special services to, eligible veterans. 


Proposed legislation expands the bonus payment catego- 
ry to include incarcerated and disabled veterans. Over- 
all decline of veteran enrollment reduces the program 
cost in 1981. In 1981, approximately 276,000 full-time 
equivalent veteran students will be served. 

(c) Educational information centers.—This program 
provides matching grants to States to establish, plan, 
and operate centers to provide educational information, 
guidance, counseling, and referral for all residents. 
Since other programs, such as the Special programs for 
the disadvantaged and the student assistance programs, 
offer these same services, no funding for this program 
is requested in 1981. 

2. Program development—(a) Strengthening developing 
institutions.—This program provides grants to develop- 
ing institutions to help them further strengthen their 
academic and administrative programs. Proposed legis- 
lation would target funds on institutions with student 
populations that are disproportionately financially 
needy. It would also require each participating institu- 
tion to prepare a comprehensive development plan to 
be used to monitor progress under a program grant. 
Approximately 355 institutions will receive grants in 
academic year 1981-82.A new challenge grant program 
is proposed for later transmittal. 

(b) Minority institutions science improvement.—This 
program is designed to effect long-range improvement 
in science education at institutions whose enrollments 
are predominantly (more than 50%) composed of Alas- 
kan Natives, American Indians, Blacks, Mexican 
Americans, Puerto Ricans, or other disadvantaged 
ethnic minorities who are underrepresented in science 
and engineering. Specific objectives include assisting in- 
stitutions to improve the quality of preparation of their 
students for graduate work or careers in science, and 
increasing the number of minority students graduating 
with majors in one of the sciences, mathematics, or 
engineering. 

(c) Cooperative education.—Funds assist institutions 
in planning, establishing, and expanding programs in 
which employers pay students for periods of work alter- 
nated with study. In addition, demonstration, research, 
and training are supported to increase the program’s 
effectiveness. Funds will continue to support new dem- 
onstration projects to help large urban institutions plan 
and initiate comprehensive cooperative education pro- 
grams. A total of 13 of these large demonstration grants 
averaging $1 million will be awarded and 110 adminis- 
tration grants will be supported. 

(d) International education and foreign language stud- 
ies.—(1) Funds support centers, fellowships, and re- 
search programs. These activities are designed to 
strengthen American postsecondary educational institu- 
tions engaged in teaching, research, and dissemination 
activities in modern foreign languages, area studies, 
and to promote increased awareness of international 
issues in professional and graduate education. In 1981, 
the research program will be continued, and support for 
fellowships and graduate centers will be expanded. (2) 
The Fulbright-Hays program provides grants to im- 
prove the capability of U.S. education in those foreign 
languages and studies relating to world areas that have 
been inadequately covered. Faculty and doctoral re- 
search fellowships and group projects support American 
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educators and postsecondary students to conduct re- 
search abroad and provide them the opportunity for 
first-hand experiences in foreign cultures. In addition, 
the expertise of foreign educators is utilized in develop- 
ing postsecondary curriculum materials for American 
students. Support for special bilateral projects fostering 
international academic exchange and mutual under- 
standing will be expanded. 

(e) University community services and continuing edu- 
cation.—This program provides formula grants to 
States for community service and continuing education 
programs of selected colleges. No funds are requested 
for this program in 1981. 

(f) State postsecondary education commissions.—This 
program provides funds which support a State’s postsec- 
ondary education planning establishment. No funds are 
requested for this program in 1981. 

(g) Aid to land-grant colleges.—This permanent ap- 
propriation supports instruction in agriculture, the me- 
chanical arts, the English language, and various 
branches of the sciences in land-grant institutions. 

3. Graduate support—(a) Graduate/professional edu- 
cational opportunities.—Funds support fellowships and 
institutional grants to assure that members of groups, 
especially minorities and women, who have traditional- 
ly been underrepresented in graduate and professional 
education, have access to such training and subsequent- 
ly to postsecondary academic and other professional ca- 
reers in the national interest. In academic year 1981- 
82, about 854 new fellows will be supported, over 650 
more than in 1980-81. In addition, 20 grants to institu- 
tions will provide recruitment, retention, counseling, 
and placement programs for fellowship recipients under 
this program. 

(b) Public service grants and fellowships.—Proposed 
legislation would repeal the authorization for this pro- 
gram. No funds are requested for this activity in 1981. 

(c) Mining fellowships.—Proposed legislation would 
repeal the authorization for this program. No funds are 
requested for this activity in 1981. 

4, Construction—(a) Interest subsidy grants.—In 1981, 
funds will meet mandatory costs of prior year construc- 
tion loan commitments. The fiscal requirements for this 
program will begin to decrease in 1981 as loans are 
retired. 

(b) Continuing education centers.—Funds are not re- 
quested in 1981 for this program which provided funds 
for the final design and architectural plans for three 
continuing education centers. 

(c) Architectural barriers removal.—No funds are re- 
quested in 1981 for this program which is designed to 
help institutions of higher education remove architec- 
tural barriers to the physically handicapped. 

5. Special endowments.—The appropriations for the 
Wayne Morse Chair of Law and Politics, the Hubert 
Humphrey Institute, the Everett Dirksen Center, and 
the Commission for the National Academy of Peace and 
Conflict Resolution fulfilled all statutory funding re- 
quirements. 

6. Law and Education—(a) Legal training for the dis- 
advantaged.—This program serves those persons who 
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desire to become lawyers, but are economically disad- 
vantaged and are unable to gain admission to law 
school under prevailing admissions criteria. In 1981-82, 
7 regional summer institutes will provide intensive 
prelaw training to prepare these students for admit- 
tance to law school. In addition, funds will support 
academic year stipends for 210 new, first-year students 
and 340 continuing students. 

(b) Law school clinical experience.—Proposed legisla- 
tion would repeal the authorization for this program. 
No funds are requested for this activity in 1981. 

(c) Law enforcement education.—This program awards 
grants to accredited insitutions of higher education 
which in turn award grants and loans to criminal jus- 
tice personnel and students preparing for careers in the 
justice field. Funds in 1980 represent unobligated bal- 
ances transferred from the Department of Justice pur. 
suant to the Department of Education Organization Act 
(Public Law 96-88). No funds were appropriated in 1980 
and none are requested in 1981. 

(d) Law-related education.—Program funds support 
activities in State and local educational agencies and 
nonprofit agencies, to provide law-related education 
program primarily in elementary and_ secondary 
schools. Funded projects include technical assistance, 
training, development and demonstration activities. In 
1981, an estimated 30 projects will be supported. 


Object Classification (in thousands of dollars) 





Identification code 91-0201-0-1-502 


25.0 
41.0 


99.0 


1979 actual 1980 est. 1981 est 





Other services 


Grants, subsidies, and contributions 393,239 


393,239 


386,272 
389,308 


436,336 


Total obligations 436,336 





HIGHER AND CONTINUING EDUCATION 


(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 





Identification code 91-0201-2-1-502 1979 actual 1980 est. 1981 est 





Program by activities: 
10.00 Challenge grants 
(object class 41.0) 


Financing: 
40.00 Budget authority (appropriation) 


(costs—obligations) 





Relation of obligations to outlays 
71.00 Obligations incurred, net 
74.40  Obligated balance, end of year 


90.00 Outlays 





Legislation is proposed to support a new program of 
challenge grants under the Strengthening developing 
institutions program. The challenge grant portion of 
this program authorizes matching grants on a one-for- 
one basis. The institutional funds may come from any 
non-Federal source. These grants would increase an in- 
stitution’s self-sufficiency, strengthen its capacity to 
make a substantial contribution to the higher education 
resources of the Nation, and encourage other sources of 
funding. Graduate and professional schools at develop- 
ing institutions are eligible for this new program. 
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HicHer Epucation Faciuities LOAN AND INSURANCE [FuND] 


For the payment of such insufficiencies as may be required by the 
trustee on account of outstanding beneficial interest or participations 
in assets of the [Office] Department of Education authorized by the 
Department of Health, Education, and Welfare Appropriation Act, 
1968, to be issued pursuant to section 302(c) of the Federal National 
Mortgage Association Charter Act (12 U.S.C. 1717(c)), [$2,189,000] 
$1,656,000 to remain available until expended, and the Secretary is 
hereby authorized to make such expenditures, within the limits of 
funds available in [the] Higher Education Facilities Loan and Insur- 
ance [Fund], and in accord with law, and to make such contracts 
and commitments without regard to fiscal year limitation as provided 
by section 104 of the Government Corporation Control Act (31 U.S.C. 
849) as may be necessary in carrying out the program set forth in the 
budget for the current fiscal year [for such fund]. (Additional autho- 
rizing legislation has been proposed.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 
































Identification code 91-0240-0-1-502 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs: 
1. Interest expense on participation cer- 
PM ct csuacses tastbseselesishaite 9,491 9,491 9,491 
2. Interest expenses to Treasury............. 24,519 23,560 22,812 
3. Administrative expenses............ 27 27 27 
Total operating COStS............sssssssssees 34,037 33,078 32,330 
Change in selected resources (deferred 
IIS) ccd Gitte s2. Tis svessanivsvstesicostisssen =? =2 =—2 
Total operating costs, funded............. 34,035 33,076 32,328 
Capital investment, funded: 
Construction loans to higher education 
NOMI ne a cccccrcecsicrn 1,909 2,850 2,850 
Total program costs, funded.......... 35,944 35,926 35,178 
Change in selected resources (loan obliga- 
NNT concrete ee ttsnslecnamterrtene — 1,909 — 2,850 — 2,850 
10.00 Total obligations... 34,035 33,076 32,328 
Financing: 
Offsetting collections from: 
11.00 Federal funds: Investment income from 
participation sales funds ..............0... — 1,934 — 2,265 — 2,688 
14.00 —  Non-Federal sources: 
PO NOON cs sccses ben hecesccoreccclascciasise —15,411 —15,500 — 16,000 
Interest INCOME ..............ssssccccssseeecseen —13,382  —12,811 — 12,430 
21.40 Unobligated balance available, start of 
year: Fund balance ..........c..csssescsseecssseeee —59,009 —52,542 — 47,313 
23.40 Unobligated balance transferred to other 
accounts: Participation sales fund: Fund 
WMO VON Pees cscs ccohcusiceztstsvnnnscoscovsscenicasvsses 6,234 5,750 5,516 
24.40 Unobligated. balance available, end of year: 
RON a ias52Siecsiacs escecccindisviccacosesiek 52,542 47,313 42,951 
Budget authority ...........0....cccce 3,075 3,021 2,364 
Budget authority: 
STEID PUR ODT EIEN cen ronsecvscécacanessnsnsocanedecenensnn 2,204 2,189 1,656 
60.00 Appropriation (permanent, indefinite) ... 871 832 708 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .......ss..000secceseee 3,308 2,500 1,210 
72.40 Obligated balance, start of year: Fund bal- 
OOM i esc caca atc vapSslaainbins 5,915 3,587 1,259 
74.10 Receivables in excess of obligations, end of 
WR EN rei ictetacesvtsstsinisCoisscziccsesicvaniose: | <sollecnasisditana: Iplasgiommsciuons 1,069 


74.40 





90.00 5,636 


Status of Direct Loans (in thousands of dollars) 





Cumulative balance of direct loans out- 














standing: 
2100 Outstanding, start of year .............ssccsssseeeee 440,519 426,377 413,727 
2200 Disbursements ............0...ccssssssesessseeeeseee = 1,909 2,850 2,850 
2400 Repayments, prepayments, loan sales............ —15,411 —15,500 —16,000 
2500  Write-offs for default.............e..ccsssessseeeesseees SU Tene tence 
2900 Outstanding, end of year ...............s.ccccssseeees 426,377 413,727 400,577 





This account includes activities previously funded 
under the Department of Health and Human Services 
(formerly Health, Education, and Welfare) that have 
been transferred pursuant to the Department of Educa- 
tion Act (Public Law 96-88). This account also has been 
reclassified from a revolving fund to a general fund 
account and will contain the same activities as were 
contained in the Department of Health and Human 
Services. 

The Higher education facilities loan program autho- 
rizes loans for construction of academic facilities in 
higher education institutions. Such loans may be made 
for up to 80% of a project’s total development cost and 
must be repaid within 50 years. No new loans are an- 
ticipated in 1981. 

Interest is payable to the Treasury on the cumulative 
amount of appropriations paid out for loans under this 
title or available as capital to the funds less the average 
undisbursed cash balance in the fund during the year. 
The rate certified by Treasury for payment from the 
fund during 1979 was 8%. 

The participation certificates outstanding held by this 
fund were $165,415 thousand at the end of 1979 and are 
estimated to remain at the same level through 1981. 

Insufficiencies appropriations are used to fund the 
deficit resulting from the interest on participation certi- 
ficates (sold during 1967 and 1968 to raise capital) and 
the interest rate received from higher education institu- 
tions on facilities loans. The budget authority required 
for insufficiencies is computed as follows (in thousand 
of dollars): 














1979 actual 1980 estimate 1981 estimate 
Interest accrued on participation certificates ............ 9,491 9,491 9,491 
Interest accrued on an equal amount of loans in 
Ce ace he Ee —4,659 — 4,436 —4,250 
Participation certificates expenses ................scsseeeeee U) ll ll 
OREO estas Si crctealceaeroies 4,842 5,066 5,252 
Financed by: 
Investment income from: Participation sales trust 
TOME Sic icles hcstsbcen i tectnteniucees — 1,934 — 2,265 — 2,688 
Carried forward to subsequent period —20 7 Es 
Brought forward from prior year adjusted............ 187 20 —200 
Budget authority required.................ssscsssee 3,075 3,021 2,364 








Portion of budget authority applicable to: 
Sales authorized in 1967 appropriation act (in- 
definite appropriation) ..........cscc.cscsssessssssseeecsens 871 832 708 
Sales authorized in 1968 appropriation act (defi- 








Mite Appropriation) ..............secccsessseecsseeecsseesseees 2,204 2,189 1,656 
Revenue and Expense (in thousands of dollars) 
1979 actual 1980 est. 1981 est 





Construction loans to higher education institutions: 














































































































































































7 Sree APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 | 
General and special funds—Continued Closing balan ...ssvstnstnststnstntnstnsee Mais USHA ROS 
HicHer Epucation Faciuities LoAN AND INSURANCE [FuND]— wel se 
Continued Retained income: 
QDEIIIE DAAIOC a. :..a0sssconncesccs)dashiesdnsnscosesseves 
Financial Condition (in thousands of dollars) Prior year adjustment 
Transactions: Net operating loss 
1978 actual 1979 actual 1980 est. 1981 est. Replenishment of retained income for operat- 
MIDST cscs keosgeaceiassrotenrteossessiaees Rb seer HUE) ccahecsssccosuvoicy Guba stcaAaat. 
Assets: Appropriations for participation sales insuffi- 
Balance with Treasury...........es.s 64,924 SOLS cciecssseats! Sassnneeeesteoe DN Oe Se sas as me cscanted anomalies 
Accounts receivable (net).............. 8,184 ey “Tiserme Teese se 
Interest collections held by or for CHOSHNDARANCE ee See Se ee TS, Sa ora diibeentate 
TMD: cdi viarehteu deine 164 PASO erect locomrt titeretner se : 
oi Deiat in escrow for LG a0 Total Government equity (end of year) ...... QORHOU > ealscter NOR ascetic 
MOMRIDEE tise batectscettorsctsscteretonces —139 IN ccssceasaseateoss oo tacos hveatonts 
Selected assets: Deferred charges: Object Classification (in thousands of dollars) 
Discounts on participation certi- 
IR as cata fee akcdon 16 1 cece tanta Lopeaeniens Identification code 91-0240-0-1-502 1979 actual 1980 est. 1981 est 
Loans receivable (net): Academic , 
lt 25.0, ARIE SOONONE he aencanseni coi 27 27 7m 2 
facilities construction loans........ 440,519 EOIN O cusssesitocsvetees) sensei Sea L RUIIRENE Mika oo Coleen 1,909 2850 2850 
TORB) QSSCIS. co nscscsnstssnnneossreses 514,668 BOLI RD. oisssisisssans. nepratacateed 43.0 — Interest and dividends..................scsssescsssee 34,010 33,051 32,303 
Liabilities: Total costs, fUnded............seccssseeeceen 35,946 35,928 35,180 
Current: Accounts payable and ac- 94.0 Change in selected resourceS...............000 —1,911 — 2,852 — 2,852 
Crued liabilities .............ssseesccceeee 2,296 PAU be sot ticercae tess casnues hie re 
Long-term: Participation certifi- 99.0 Total obligations Lis trisebuatuctavussennsupieuurts 34,035 33,076 32,328 c 
cates — outstanding—participa- 
tion sales fUNS..........c.cssseccsseee 165,415 TOGHMEIS: Sete ce 
Principal collections in escrow —_—_ 
TTDI) APUSTOO so cnscsd eho essespponssesvense 186 TOs wresissisasglena ibaa cate sare osnsis 
eae , J —_ Public enterprise funds: 
a oe eae CoLLEGE [Houstnc—Loans] Housine Loans [AND OTHER 
COrtCaES 2 Ss ade. 20820") QGO72 sieinilny SL ands EXPENSES] | 
Total net long-term liabilities 144,778 1c] | lil = a a The aggregate amount of commitments for loans made from the 
ae 707 ~~ 1AN02h ~~ SC—C......__ fund established pursuant to title IV of the Housing Act of 1950, as f 
Total liabilities...............sssee 147,074 O88 2 NL d,s satteste “mmm penended (12 U.S.C. 1749), for the fiscal year [1980] 1987 shall not 
Government equity: exceed the total of loan repayments and other income available f 
Unexpended budget authority: during such period, less operating costs. For the payment of such - 
Unobligated balance.................. 59,009 insufficiencies as may be required by the Government National Mort- 
Undelivered orders... 12,828 gage Association, as trustee, on account of outstanding beneficial inter- 
Invested Capital ...........c.cssssesessessees 295,757 ests or participations issued pursuant to section 302(c) of the Federal ; 
t National Mortgage Association Charter Act, as amended (12 U.S.C. ] 
Total Government equity....... 367,594 1717), in assets of the College Housing Loan Fund as authorized by the 
Analysis of changes in Government equity: Independent Offices and Department of Housing and Urban Develop- g 
Pai rl ak — ment Appropriation Act, 1968 (81 Stat. 341, 357), $14,271,000, to : 
Openi sap remain available until expended. During fiscal year 1981 and within 
pening balance............. OD Te B Mites ctasecntssieo kt eskebavten staptacd the it mest oee ‘labl bligation for the princi- 
PREMISE Aue eea ccc Assc, picsotisisiieis ©. cocihmmhecel aancokbsobuaban CE Ee ee ee eee ee ee en 
5 : : pal amount of direct loans shall not exceed $110,000,000. (Department 
Transaction: Capital transferred to retained of Housing and Urban Development—Independent Agencies Appropri- I 
income for operating COStS.............sseecsssee SURGING Ss sasitiesds athe biticbtas, theaits atta ct. 1980. ) Pp P 8 PProP - 
Program and Financing (in thousands of dollars) 
Administrative commitments Costs and obligations z 
Identification code 91-4250-0-3-502 1979 actual 1980 est 1981 est. 1979 actual 1980 est. 1981 est. 
Program by activities: 
Capital investment: 
1. College housing loans (Met) ..........ccsssscssesssssseseessesssees 85,361 BRISA» scosessan ssntasiivanssaie 62,714 75,000 100,000 , 
Administrative commitments, start of year .. te 342,886 251,556 236,420 
Administrative commitments, end of year... Si — 251,556 — 236,420 — 126,420 2 
Cancellation of prior year commitments............ hs WEI FPHN NGS ss svesennssssenevonseoes sc Cesvsbascsptts lacs Ncsasoe = 
Change in selected resources (undisbursed loans) .......ssssssssse sesssssccssssssssssvssssssse —sessessssssessssssusssssssss  sersnessssesessssseesesenens —4,698 25,000 10,000 
Subtotal, capital investment—College housing loans..... 58,016 100,000 110,000 58,016 100,000 110,000 u 
TORI SOCIO UT II esis tics cshiiewtsnhentiestendipilbthiniahdnssnenssevenioihsticlainsbcchommnrsbeisibbsanbtie 676 8,000 8,000 r 





MORE OMEN SMTMOBLIICIG NIOMLSEUNIS «fectesscsritsscossrctassecasassicsvonsivoncussvusuvseneagovisdoniasnscceethecreeeote coeocwenn fice math 58,692 108,000 118,000 

















wy = 
aonm 


180 
852 


328 


the 
0, as 
not 
lable 
such 
fort- 
nter- 
leral 
S.C. 
y the 
elop- 
0, to 
ithin 
rinci- 
ment 
‘opri- 





st. 





00,000 





10,000 
8,000 


18,000 





DEPARTMENT OF EDUCATION 


OFFICE OF POSTSECONDARY EDUCATION—Continued 
Federal Funds—Continued 379 








Program and Financing (in thousands of dollars) —Continued 



















































Administrative commitments Costs and obligations 
Identification code 91-4250-0-3-502 1979 actual 1980 est 1981 est 1979 actual 1980 est 1981 est 
Operating costs, funded: 
IPAM CUNIIRINS Sap e 2s aa sc acenseecanngeo gosansaesgcatn sete oCounsscasnscesddotsbsscag oe ole a oe 66,022 68,200 67,200 
2. Interest expense on mearene UNI asco oereccecepedtrocatasvacrseticcet niaees samen ace ae 28,810 28,809 28,809 
3. Other expenses S&E.... ots vasenuns este Be catenin NM aa 223 230 230 
FIR INPIIINE COGES, . RII csc ncccccececensacsonasncns nnctstpcis es sovanenssapsosipancpdecpabaagaiennscolgeatae meee ausea taeda 95,055 97,239 96,239 
10.00 a ha a EE ee ra etn 153,747 205,239 214,239 
Financing: 
Offsetting collections from: 
11.00 Federal funds: Gross revenue from participation sales fUNG ............sscscssc.ccsssssscssssssssssssessssssssssssscssseessssveceessesssssseeeceessessssusess — 1,651 — 1,834 —2,140 
14.00 - Non-Federal sources: 
Ree 0 dik Sr SR 05 oe creat Se ee ere ee hn Deki —12,405 —75,000 — 90,000 
I asE hes erst cassie ete th LUSTRE RN cic ne aie  ereh aes e! go — 94,322 — 95,000 — 95,000 
21.98 Unobligated balance available, start of year: Fund balance: 
Committed ...............s000 — 342,886 — 251,557 — 236,420 
Uncommitted —11,012 — 129,693 — 123,675 
23.98 Unobligated balance transferred to other accounts: Fund 
balance: 
We NR SM NINN cer 80 ect agcccascastas cas esenacuscouconssnnesscsvbanbeshsincslsscasssieo eels Sivessica ee G18... .c...mce.ta Sele inc ee. 
24.98 Unobligated balance available, end of year: Fund balance: 
MRMININE eerste aearaeee cates cons once tat eaacat tee cioaecad a oe oossa Tete baaaebindbnanssdiccchegioneon nett aaron aea 251,557 236,420 126,420 
RAMON, Lois ccccPORA fotos csS cb Dass cs onhcscuaaeebeaceeveo date eect eat te acta Eek case atee a casseneac esos Goce 129,693 123,675 221,026 
SNE NTMI occ ar- asa; faslansssevseiesscttas otc asteaseceteracgsnoettecetee tm eae eietecishssasseattet cde 13,338 12,251 14,450 
Budget authority: 
Current: 
40.00 Appropriation ............cc.csssecssseccssseeens see seas sagt teat cease nek tana cad cs ARERR a EO RS St eR aco ae ot 14,271 
Nene? SUT UNTPUTTenn TONIY CONIC MCCCUN NES 3iassccchcsscckeccccactcene tay esscocbeenesstscsindaignsudddosdyiageasisassieee Gane aac ttas ccties 13,097 TA oe... 
43.00 I I Cc 50s soy soah4scascosncec onscreen ne eaeicannnce sort eecole ose COG Rea ce cha taccs 13,097 12,117 14,271 
Permanent: 
60.00 NNT TINNUUT COMO IONANID Fn ed aT A dkchusapecscesnsusebckcovateclobesivvonsinsundbpod seletolach eaten tai tk Dewi 241 134 179 
Relation of obligations to outlays: 
IR TN 5 eS secu paps saisinccacdpsniate icc cass sana cealuindipssdbsnceretee ee ace cee, — 14,631 33,405 27,099 
72.98  Obligated balance, start of year: Fund balance 20,027 8,810 33,810 
PPeaO. | URMNERUO OGENNCG, CUES CF VGATS FUE OMIM eas. sscccsassecsceoocancsoaceScncosnssustsscnsnnsanssssncesconsoasssscenshstasusve shesunessvobedesveee —8,810 — 33,810 — 43,810 
90.00 MN a SaaS gee CRE ce A sc ia FesV NS SSVI oC Ta SSE —3,414 8,405 17,099 





Status of Direct Loans (in thousands of dollars) 
Identification code 91-4250-0-3-502 


i estimate 1981 estimate 


1979 actual 





Position with respect to limitation on 
direct loans: 





1110 Limitation on obligations: Appropriation... cccssecscsssssse  sssseeessssssseee 110,000 
1200 Obligations incurred, grOSS .............ccsecssssveee —90,204 —89,131 —110,000 
Cumulative balance of direct loans out- fea, | 
standing: 
2100 Outstanding, start of year ........c.:...ccsssseseen 2,985,626 2,975,989 2,975,989 
POUR MIIMNER os cccessocchesceoccssseecounseccocscesos 62,714 75,000 100,000 
2400 Repayments, prepayments, loan sales............. —72,405 —75,000 —90,000 
2700 Other adjustments ..........ssssssssssssssssssssssssssssee Th cesseetssnten a ee 
2900 Outstanding, end Of year........cccccccccscsssssssese 2. 975,989 2,975,989 2,985,989 





This account includes activities previously funded 
under the Department of Housing and Urban Develop- 
ment that have been transferred pursuant to the De- 
partment of Education Act (Public Law 96-88.) 

Title IV of the Housing Act of 1950 authorized loans 





at 3% interest to colleges and eligible hospitals for the 
construction or acquisition of housing and related facili- 
ties such as student centers, dining halls, and infirma- 
ries. The HUD Act of 1968 amended the program to 
provide an alternate source of assistance by authorizing 
debt service grants which reduced the cost to colleges 
and hospitals of borrowing in the private market. 

Financing.—Funds for the direct loan program have 
been provided primarily from Treasury borrowing and 
from the sale of participation certificates which are 
backed by pools of college housing loans held by the 
Federal Government. Treasury borrowings totaled 
$2,687.38 million as of September 30, 1979. 

Sales of participation certificates, as provided in the 
Participation Sales Act of 1966, totaled $2.2 billion 
through 1969, of which $464.4 million was outstanding 
as of September 30, 1979. In order to pay the interest on 
the participation certificates, funds are appropriated 
annually to match the difference between the interest 
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Government equity: 
Unexpended budget authority: 




































































wv : Unobligated balance................... 353,898 381,249 360,095 347,446 
Rarer nee Undisbursed loan obligations... 37,344 32,647 ~—Ss«57,647 67,647 
due on the participation certificates and the interest ao oe mts: eae — 285,124 —170,824 —162,824 —144,82 
: : : nfinanced budget authority: Bor- 
ae the college housing bonds underlying the TOWING AUtHOTIY .ocsuccsssee  sssessesnnen ~123,675 —123,675 —123,675 
Budget authority required for estimated insufficien- Total Government equity........ 106,118 = 119,397 131,243 146,594 
cies and unfinanced deficits is shown in the following huiliids it diane taneaeh wai. 
table: wna Born 
Paid-in capital: 
PARTICIPATION INSUFFICIENCIES MODINE DASIICE savas jnssacsossastnsesceioesvanssstvascssnnse 274,828 288,166 300,417 
{in thousands of dollars} Transactions: Appropriation 13,338 12,251 14,450 
1979 actual 1980 estimate 1981 estimate Closing: balance.:.c.qhisitewe aedeuleaan 288,166 300,417 314,867 
Interest expense on participation certificates............ 28,810 28,809 28,809 aa 2 a 
Interest earned on pledged DONdS............scecscsssseee 14,154 14,154 14,154 Retained income or deficit: 
DPM ND ERAN NCSO 5s ccsaesssou sss yasauxeeasssenccndesseese —168,710 —168,769 —169,174 
Net interest COStS.......vsesrstnenenenenenen 14,656 = 14,655 14,655 Transactions: Net operating income or loss —59 —405 901 
SOIVICHDE “GRIONGUS sc cessctsshaxsssosscsocsssiscsssoounpautynasponsve 54 60 60 
Investment income from participation sales fund, GUOSHISD APANCD iss cacsiticossctetocsdststrovesctbovaseechos —168,769 —169,174 —168273 
Bo rssssiseoctecstoreeee reeeel pssecvcuceorneeetoreneet iSiee 1,651 1,834 2,140 Total Government ity (endf:year) .. 119,397 131,243 146,594 
RSM IRNOOD 5 asc ancesicjcosooseivtotvodi oc 13,059 12,881 12,575 
Unfinanced deficit, start of year... 1,524 1,245 1,875 : eriaameate 
Unfinanced deficit, end Of year....ssssssssssssssseesseen aie Ne So Object Classification (in thousands of dollars) 
Budget authority ..............sssssscccssssesssenseessees 13,338 12,251 14,450 Identification code 91-4250-0-3-502 1979 actual 1980 est. 1981 est. 
Portion of budget authority applicable to: 7 
Sales authorized in 1967 Appropriation Act (in- 25.0 CRN NR ed eet cece 223 230 230 
definite appropriation) .....csascsssssssssseseseeen 241 134 179 32.0 Lands and structures... = 676 8,000 8,000 
Sales authorized in 1968 Appropriation Act (def- 33.0 — Investments and loans....... i 62,714 75,000 100,000 
inite appropriation) .......mensesensensentnnen 13,097 12,117 14,271 43.0 Interest and dividends .......rmsenenese 94,832 97,009 96,009 
Program operations.—The estimated net operating Total GAS UNNI cas sfasscasreciccers coasts 158,445 180,239 204,239 
income of $901 thousand in 1981 will decrease the cu- 94.0 Change in selected resources as — 4,698 25,000 10,000 
mulative deficit to $168.3 million. 99.0 Total obligations ..........csssssssssssssssseses 153,747 205,239 214,239 


All unobligated balances, as well as all receipts and 
reimbursements anticipated in future years, will be 
used to cover operating expenses and repay Treasury 
borrowing. The budget provides $8 million to fund loan 
management, liquidation, and property disposition ex- 
penses related to possible loan foreclosure actions in 
1981. 


Revenue and Expense (in thousands of dollars) 
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1979 actual 1980 est. 1981 est. EDUCATIONAL STATISTICS 
II ie Bee ETN as 96,032 96,834 97,140 For necessary expenses to carry out section 406 of the General Educa- 
BRAM ESE sss sczvesstehessnscosnsabes ivaga SoaetccanesvissosNengersiave 96,091 97,239 96,239 tion Provision Act, $11,793,000. 
Net income OF 10SS (—) ..essssscsssseessssssseeees —5§9 —405 901 Program and Financing (in thousands of dollars) 
Financial Condition (in thousands of dollars) Apr. 1- 
Identification code 91-0500-0-1-503 1979 actual Sept. 30, 1981 est 
1978 actual 1979 actual ‘1980 est. 1981 est. Scouts me 
Assets: Program by activities: 
Fund balance with Treasury........... 373,925 266,384 270,230 267,581 10.00 Educational statistics (costs—obligations). ................. 7,795 11,793 
Accounts receivable (net).............. 45,974 48,536 48,536 48,536 Financing: 
AdVaNCS MAU ...........sscssssccccsseseen 1,256 284 284 284 UOMRIMETIMETY iho contcnminacon ani 7,795 11,793 
Loans receivable (net).............0.. 2,985,626 2,975,989 2,975,989 2,985,989 
Acquired security and collateral Budget authority: 
INE ets ctattdscocs Rrcoce apicrnearsinsed 527 171 8171 96 1) ARR RIO oracles aah atsdvuries atrimohamnr | Sooners 11,793 
42.00 Transferred f th Rc ae eae TIO9. > voosdana 
ewe ER eAe 3,407,308 3,291,364 3,303,210 3,318,561 wT ere ate at ren dete rit 
as 43.00 Appropriation (adjusted) .........0....0. 0 cscsssssesssssees 7,795 11,793 
Liabilities: 
Accounts payable including funded Distribution of budget authority by account: 
accrued liabiliti€S......rmernsen 29,913 24,983 24,983 24,983 ECMOCATIONAL SUAUISICS fii assccccceccchececachence sscconcancocecre 7,795 11,793 
Debt et under borrowing au- Comparable annual amounts (10,561) (9,947) — (11,793) 
ority: ere 
Borrowing from Treasury............ 2,811,000 2,687,325 2,687,325 + —-2,687,325 Relation of obligations to outlays: 
Other securities issued............... 464,424 464424 464,424 464,424 71.00 Obligations incurred, met ............ccccccccccccsssce  ssssecccecseeeee 7,795 11,793 
Principal repayments on loans 72.40 Obligated balance, start Of year... ccssescsssecsssee — sesecssnecesseess 6,080 
pledged to FAFT and FALT.... —4147 -—4765  —4,765 —4,765 74.40 Obligated balance, end of year..............ss0006 — 6,080 — 12,525 
Total liabilities .................. 3,301,190 3,171,967 3,171,967 3,171,967 90.00 RRND: 2c cssscthtccasniarseovas sia tlccauncs ace nuncio canctaas 1,715 5,348 
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11,793 


11,793 


11,793 
(11,793) 


——— 


11,793 
6,080 
~ 12,525 


5,348 


——e 


DEPARTMENT OF EDUCATION 


Distribution of outlays by account: 
Educational statistics...............sccssseccssecsseecssesesneees 
Comparable annual AMOUNES..............ccccsecsnseeeeees 


1715 
(8,137) 


10,507 
(10,507) 





Note.—Includes $7,795 thousand in 1980 (beginning April 1, 1980) and $11,793 thousand in 1981 for activities 
previously financed in the following amounts from (in thousands of dollars): 


Oct. I- 

Mar. 31, 

Salaries and expenses, Office of the Assistant Secretary for Education, rte 1979 1980 
PI GE CORUNNINY VON csc cnncactacssnvesoccnoncocescocacecoasosscsvsséconnceséndcsnasecs $10,561 $2,152 


In 1980 this activity was transferred from the Office 
of the Assistant Secretary for Education, Department of 
Health and Human Services (formerly Health, Educa- 
tion, and Welfare) to the Department of Education. 

Educational statistics is the primary Federal program 
responsible for the collection, analysis and dissemina- 
tion of statistics about education. It maintains a core of 
education statistics on institutions and individuals to 
monitor trends and address policy issues and supports a 
coordinated program of statistical services which pro- 
vides: (1) assistance to States in developing comparable 
data bases, (2) analyses which illuminate the meaning 
of data and (3) dissemination of timely useful informa- 
tion to the public. It is also responsible for coordinating 
data acquisition of all Federal Agencies in order to 
eliminate unnecessary or redundant information re- 
quests. 

During 1981 this program will continue to maintain 
the data core for elementary-secondary, postsecondary, 
and vocational education data systems to monitor insti- 
tutional trends on enrollments, staffs and finances. 
There also will be the first followup study of the classes 
of 1980 and 1982 to determine the postsecondary enroll- 
ment and work patterns of the class of 1980 and to 
assess the growth and development from the sophomore 
to the senior year of the class of 1982. In addition, this 
program will complete reports to Congress on the dis- 
parities in the State’s distribution of financial resources 
for elementary-secondary education, teacher supply and 
demand, and the condition of education. 

The major increases over 1980 will support efforts to 
reduce data burden, to increase data quality and utility, 
and to contribute to high priority information needs. 
Specifically, this activity will increase the Federal Data 
Acquisition Council’s activities to reduce paperwork 
burden as well as to assist States in instituting a com- 
parable record system to reduce data burden. In the 
area of quality control, this activity will build its analy- 
ses and evaluation capability to improve program plan- 
ning and direction for the entire statistical program. It 
will also address issues related to access to higher edu- 
cation for the handicapped, equal education opportunity 
for language minorities, and the economic needs of mu- 
seums. 


Object Classification (in thousands of dollars) 











Apr. 1- 
\enttication code 91-0500-0-1-503 1979 actual Set 30 1981 est. 
es! 
arr ONC TMR SURI ted clans) | savacoaensnesec 6,704 1,651 
41.0 Grants, subsidies, and contributions ........... ssossssssssseee 1,091 10,142 
99.0 UNTO sc casececcess”  snindasetecone 7,795 11,793 
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RESEARCH AND RELATED ACTIVITIES 


For necessary expenses to carry out sections 404 and 405 of the 
General Education Provisions Act, $105,050,000. (Additional authoriz- 
ing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 



































Identification code 91-0501-0-1-503 1979 acual SL 30, 1981 est. 
1980 est. 
Program by activities: 
1. Research and development............cccccccc  sssssssssesseee 38,557 88,050 
2. Improvement of postsecondary education ..............++. 13,350 17,000 
10.00 NOU URIS icc nc tanta 51,907 105,050 
Financing: 
PCa co ee 51,907 105,050 
Budget authority: 
PUNE IE Se a ee a ee 105,050 
42.00 Transferred from other accounts ............0:...  ccscsssessssseee eR er eeal ie 
43.00 Appropriation (adjusted) 00.0.0... ...csescccsssese: 51,907 105,050 
Distribution of budget authority by account: 
Research and related activities.................ccssssssssse  sessccsssscssccse — sessecensneseenee 105,050 
National Institute of Education .............c.cccsssssscsse  cesesesssseeeeees I i seaisiccsheacntie 
Salaries and expenses, Office of the Assistant 
Secretary for Education..............c:..csssse Son TE kcal 
Comparable annual amounts (90,614) (105,050) 
Relation of obligations to outlays: 
71.00 Obligations incurred, met .............ccccsssssssccece — scssssssseeeseee 51,907 105,050 
72.40 Obligated balance, start Of year... cssssssssssssssse — sessesssseesseses 108,515 
73.40 Obligated balance transferred, net..............  cssssssssseseee ae fe 
74.40 Obligated balance, end Of year...........ccsccc.  scssssssssesecee —108515 —126,561 
90.00 NS id Noa a ee 37,026 87,004 
Distribution of outlays by account: 
Research and related activities ..............scsssscssssss — sssscccnsesceseee — saseecssnsessesee 87,004 
National Institute of Education Se Glee 2s 
Comparable annual AMOUNS.............ccs.cccssssecessseee (86,732) (87,004) 








Note.—Includes $51,907 thousand in 1980 (beginning April 1, 1980) and $105,050 thousand in 1981 for activities 
previously financed in the following amounts from (in thousands of dollars): 


Jl, 
1979 1980 
(ations) nities: of Gtnedtien $80,607 $38,557 
Salaries and expenses, Office of the Assistant Secretary for Education, Department 
GF Ween ent Teammate Sathana sean cncncicncencncnscsnseneenevcreerenencntinais 13,000 150 


In April 1980, the National Institute of Education 
and the fund for the improvement of postsecondary 
education were transferred from the Department of 
Health and Human Services (formerly Health, Educa- 
tion, and Welfare) to the Department of Education. 

1. Research and development.—This activity supports 
research, development, and dissemination activities 
which will aid students, teachers, administrators, and 
decisionmakers at all levels of education. The primary 
goals are furthering educational equity and improving 
local educational practice and are accomplished 
through three programs. 

The teaching and learning program attempts to en- 
large our scientific understanding of human learning 
and development and our knowledge of effective educa- 
tional practices. In 1981, a continuing emphasis will be 
on literacy in the basic skills. Research on cognitive 
skills, staff development, improved instructional prac- 
tices, and uses of tests will also be emphasized. The 
National Assessment of Educational Progress will con- 
tinue to be supported. 
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General and special funds—Continued 
RESEARCH AND RELATED ACTIVITIES —Continued 


The educational policy and organization program sup- 
ports research on how the governance and organization 
of education can be made more effective and equitable 
and assists practitioners who want to take advantage of 
what is learned. Besides continuing efforts in finance, 
urban education, and secondary schools and youth serv- 
ices, the program will expand studies of the processes of 
desegregation, rural education, law, and higher educa- 
tion management. 

The dissemination and improvement of practice pro- 
gram aims to help teachers, schools, and administrators 
obtain and make use of knowledge about education. The 
program translates educational research into forms 
that are useful to educational policymakers, adminstra- 
tors, and practitioners, and makes it available through 
national and regional information systems. The pro- 
gram will work with national, State, regional, and local 
institutions to aid them in obtaining and using informa- 
tion on relevant educational research and development 
and on promising educational practices. A special pro- 
gram will increase the participation of minorities and 
women in educational research. 

2. Improvement of postsecondary education.—This ac- 
tivity was established to encourage reform and improve- 
ment of postsecondary education through grants and 
contracts with public and private postsecondary institu- 
tions for program development and demonstration. 
Awards are made through a competitive process for 
locally designed improvement projects. A recent exter- 
nal evaluation indicates that most projects have contin- 
ued locally without further Federal support and have 
stimulated similar improvements elsewhere in the 
Nation. 

During 1981 this program will continue to focus on 
improving services for previously underserved groups, 
expanding professional education opportunities for mi- 
norities and women, developing more active forms of 
learning, supporting curricular development and in- 
creasing management skills available at the institution- 
al and school system level. In addition, increased efforts 
will be made to disseminate successful approaches to 
teaching basic skills and responsive counseling and in- 
formation approaches for disadvantaged students. The 
$3.5 million increase over the 1980 level will allow this 
program to deal with projects that: (1) help remove 
barriers to graduate and professional educational oppor- 
tunities for currently underserved populations, and (2) 
help a variety of institutions, including traditional 
black colleges and urban universities, better focus on 
their mission. 


Object Classification (in thousands of dollars) 











ie 
Identification code 91-0501-0-1-503 1979 actual on 30, 1981 est. 
1980 est. 
25:0. OUBOG SORVIONS s sscrctscecsvesessSassccsserarenotasectoses 19,807 43,750 
41.0 — Grants, subsidies, and contributions 32,100 61,300 
99.0 Total obligations .............csssssseeeseesssee 51,907 105,050 















ScHooL IMPROVEMENT PROGRAMS 


For carrying out the General Education Provisions Act, to the extent 
not otherwise provided, title II, title III, part A, part B, part C, and 
part L, title IX, parts A and E, and Title XII, section 1203(h) of the 
Elementary and Secondary Education Act, title V, part A and section 
532 of the Higher Education Act; the Alcohol and Drug Abuse Educa- 
tion Act; part B of the Headstart-Follow Through Act; the Communi- 
cations Act of 1934, as amended; section 3(aX1) of the National Science 
Foundation Act of 1950, as amended, and section 303(cX2) of the 
Comprehensive Employment and Training act of 1973, as amended, 
$210,523,000. 


Program and Financing (in thousands of dollars) 





Apr. 1- 















































Identification code 91-0502-0-1-501 1979 actual Sept. 30 1981 est, 
1980 est. 
Programs by activities: 
1. Basic skills improvement........... 24,000 40,000 
2. Follow through..........scsccssssesscssses 59,000 59,000 
3. Special emphases: 
(a) National diffusion program. .....ssessssssseeeees 9,800 16,000 
(b) Biomedical sciences............ 3,000 3,000 
(c) Gifted and talented............. 1,570 6,280 
(d) Alcohol and drug abuse 
BddeatION Datei tAAe the ed. We! 3,000 3,000 
(@) Arts in CUCAtION.......c...cc0:.  cessssessseesseesssees 1,250 3,500 
(f) Metric education................. 1,690 1,840 
(g) Ethnic heritage studies....... 3,000 3,000 
(h) Telecommunications dem- 
QPSTRAUIOS Rts ccostedct atta lcishes ? Cisseaskcscsonedtecbs 2,000 1,000 
CP) RCRA MUMMIES: ccccatvcsoctcses” “cvlaccustscssisibette -<claseanseattosellede 5,000 
4. Communities and schools: 
Pe UTR SIMERS accssossstiiss. . cisicestgcserttseqreanien _exscoveot@ncensatie 3,050 
NEA ONOOMENIGD cosytoosss” -Wstcrmteteciounsecte + ccasierctareaseretnete 1,000 
5. Professional development: 
Ca) TORGNER: COMS aa taisss acne) nied kienscee. 29,940 37,500 
(b) Teacher centers.............+.. 11,700 14,300 
UC) ALMNMMSTTALONS:ATANNINIG -:i5<o.  serconsseopssabigonnes: __.sogoiebtasiexyoebueds 3,000 
(d) Precollege science teacher 
WANUND Jccseciccitccerssschace? ) cnitkseducmie 1,500 2,500 
6. Migrant education: 
(a) High school equivalency 
DON cece AM cnastitina dicubaniatincia 6,160 6,345 | 
(b) College assistance migrant 
PROBE casters sastessaccasentectee” ~ avectcdicnedtttenate 1,173 1,208 
10.00 Total Obligations .........cc:..  csssessssescsseecssees 158,783 210,523 
Financing 
22.40 Unobligated balance transferred 
from Other ACCOUNES ........cccssccc00  sessssecssssseeeseeees 421/000! 82... 22S 
RUUINOE: QUUINOTINY «sccssccceseccad..  veycccnasslonsaspecase 157,783 210,523 
Budget authority: 
ADD ADDTODRTION sts ctecisesscossscacessussysin’y PCeeeaosbecslaaibieniais) } oeacoabbmaazes 210,523 
42.00 Transferred from other accounts... .......sssccsssseeees TSE Fd... :<ictoteceaas 
43.00 Appropriation (adjusted)... ..........c....s 157,783 210,523 
Distribution of budget authority by account: 
School improvement.............. Ree tart aac een ee 210,523 
Special projects and training 58,950 Rushton 
Elementary and secondary education........ 90,000 
Science education activities..............000 1,500 
Employment and training assistance ....... 7,333 
Comparable annual amounts..................+. (182,017) (210,523) 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................ 158,783 210,523 
72.40  Obligated balance, start of year...... 153,416 220,857 
73.40 Obligated balance transferred, net.. 153416 0 éccneee 
74.40 Obligated balance, end of year....... — 220,857 — 245,698 
90.00 DMNIGN: SIR. scascinnooins 91,342 185,682 
Distribution of outlays by account: 
SOMMNITMNOMEIO Ramat iceiucn. ccakeneineane. 1 ywatnamtentens 185,682 
Special projects and training :.:......ccccccc6  sssssecccssssecesssees BC 575 | sxSsaemeoe 
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Elementary and secondary education....... 
Science education activities................s000 
Employment and training assistance ....... 
Comparable annual amounts.................... 








Note—Includes $157,783 thousand in 1980 (beginning April 1, 1980) and $210,523 thousand in 1981 for activities 
previously financed in the following amounts from (in thousands of dollars) 


Oct. I- 
nd , Mar. 31, 
Special projects and training, Office of Education, Department of Health and Human 1979 1980 
Ne cs acca as Oe adorn satcsceieteipnstaloebadahunnboopene 75,514 12,520 
Elementary and Department of Health and 
HOI artisan cee csat sancti 





93,319 11,000 
Science education activities, National Science Founda 1,110 AY) 
Employment and training assistance, Employment and 


De- 
Ie ihe erp etic hsachticncatacesinceascvmntsbernenrecncotocsonoistbomet WOE Giants 


This account includes activities previously funded 
under Department of Health and Human Services, the 
Department of Labor, and National Science Foundation 
that have been transferred pursuant to the Department 
of Education Organization Act (Public Law 96-88). 

1. Basic skills improvement.—Projects support a vari- 
ety of activities designed to improve the capacity of the 
educational system to provide basic skills instruction as 
it relates to reading, written and oral communication, 
and mathematics. In 1981 emphasis will be on the 
States’ role in providing leadership and coordinating 
basic skills activities. Award mechanisms consist of dis- 
cretionary grants, State formula grants, and contracts. 
1981 funds will support 77 new awards and 276 continu- 
ation awards as compared to 284 new awards for 1980. 

2. Follow through.—This program is designed to gen- 
erate knowledge about effective early childhood educa- 
tion practices and educational change strategies, and to 
provide educational, health, and social services to eco- 
nomically disadvantaged children at specific sites. 
About 78,000 children at 155 sites will be served in 
1981. 

3. Special emphases—(a) National diffusion pro- 
gram.—Projects support the systematic dissemination 
and diffusion of a wide variety of exemplary education- 
al practices and products, which have been validated by 
the Joint Dissemination Review Panel, to school dis- 
tricts throughout the country. In 1981, the funds re- 
quested will support the diffusion of 125 exemplary pro- 
grams to 2,640 school districts, compared to the 79 ex- 
emplary programs disseminated to 1,500 districts in 
1980. 58 facilitators, 10 more than in 1980, will work in 
States and large cities to promote the adoption of exem- 
plary programs by local school districts. The variety of 
programs available for diffusion to local districts will be 
expanded. 

(b) Biomedical sciences.—Projects support institutions 
of higher education in working with secondary school 
systems to educate, motivate, and encourage high 
school students from economically disadvantaged back- 
grounds to pursue training in the biomedical sciences. 
In 1981 funds will support two new and 10 ongoing proj- 
ects. It is estimated that a total of 1,100 students will 
participate in these projects. 

(c) Gifted and talented.—Projects support activities in 
State and local educational agencies to strengthen and 
improve programs for gifted and talented children. As 
in 1980, 75% of appropriated funds are awarded by 
formula to States, 90% of which must flow through to 
local educational agencies on a discretionary basis. 
With the remaining 25% of the funds in 1981, 30 discre- 
tionary awards will be made to emphasize the develop- 








ment and refinement of State plans for gifted and tal- 
tented children and youth, curriculum development, 
training of educational personnel, and the development 
of model programs. A priority concern will be the iden- 
tification of and service to minority gifted and talented 
children in the visual and performing arts. 

(d) Alcohol and drug abuse education.—Funds support 
five training centers which prepare teams of teachers to 
deal with alcohol and drug abuse-related problems. The 
teachers develop programs tailored to the needs of indi- 
vidual school districts. Their basic approach is to relieve 
the social and psychological pressures which cause stu- 
dents to turn to alcohol or drugs by instituting peer 
counseling, group counseling, alternative forms of recre- 
ation, and changes in the social structure of the school. 
Teams may also receive technical assistance in imple- 
menting their plans, and they are encouraged to pass 
their newly acquired skills on to other teachers. In 
1981, 80 teams will be trained to work in 20 new school 
districts, and 2,500 days of technical assistance will be 
provided to previously trained teams. 

(e) Arts in education.—Projects support activities to 
encourage and assist State and local educational agen- 
cies and other public and private agencies to establish 
and conduct programs in which the arts are an integral 
part of elementary and secondary school education. In 
1981 as in 1980, funds will support 30 projects that 
focus on a collaborative effort involving all aspects of 
the community. Funds also will continue to support 
efforts of the Kennedy Center and the National Com- 
mittee/Arts for the Handicapped. 

(f) Metric education.—Projects support activities at 
State and local educational agencies, universities and 
colleges, and public and private nonprofit organizations 
to prepare individuals to use the metric system. Funded 
projects include materials and model development and 
dissemination, and national leadership and technical 
assistance activities. In 1981, an estimated 50 awards 
will be made, the same as in 1980. 

(g) Ethnic heritage studies.—Projects support public 
and private nonprofit educational agencies, institutions, 
and organizations in planning, developing, establishing, 
and operating ethnic heritage studies programs. In 
1981, an estimated 75 awards will be supported. 

(h) Telecommunications demonstrations.—Grants are 
awarded to public and private nonprofit organizations 
and institutions for supporting demonstrations of how 
nonbroadcast facilities and methods can be used both to 
distribute information on health, education, and social 
services, and to improve those services. Twelve projects 
will be supported in 1981. 

(i) Special initiatives.—These funds are used by the 
Secretary of Education for innovative activities to meet 
special needs in critical areas not specifically covered in 
other educational programs. Included are funds to sup- 
port studies and surveys relating to the financing of 
elementary and secondary education as mandated in 
Section 1203 of the Elementary and Secondary Educa- 
tion Act. 

4. Communities and schools—(a) Cities in schools.— 
Projects support the development of structures and 
practices which integrate educational and social serv- 
ices already available in the cities, to serve dropouts, 
potential dropouts, and low achievers from disadvan- 
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taged backgrounds. Projects will be continued in seven 
major cities, including the Baltimore project which was 
funded from another account in 1979 and 1980; and two 
expansion sites will be added. 

(b) PUSH for excellence.—Projects support efforts to 
stimulate excellence in education by mobilizing all the 
resources within a community—parents, students, edu- 
cators, clergymen, media, and business—with the objec- 
tives of improving basic skills, improving school attend- 
ance, decreasing dropout rates, and reducing vandalism 
and acts of violence by students. Projects will be contin- 
ued in all nine major cities in which this program was 
operational in 1980. 

5. Professional development—(a) Teacher corps.—Proj- 
ects support efforts to improve the educational opportu- 
nities of children from low-income families by encourag- 
ing broader and improved teacher training programs. 
In 1981, 167 projects will provide training for some 
20,000 educational personnel. Whereas previous projects 
focused on the elementary school, this secondary school 
focus will permit continuity for students K-12. 

(b) Teacher centers.—Projects support the operation of 
centers which are designed to give elementary and sec- 
ondary school teachers maximum control over their 
own inservice training and over the production and 
modification of school curricula to meet the special 
needs of their students. In 1981, 95 operational centers 
and 10 planning grants will provide training for ap- 
proximately 70,300 teachers. 

(c) Administrators’ management training.—Projects 
will support training activities designed to increase the 
effectiveness of Federal and local educational programs 
by expanding the management capabilities of school 
administrators. Training will improve school adminis- 
trators’ ability to respond to changes in the environ- 
ment in which their schools function. In 1981, an esti- 
mated 10 to 15 awards will provide training for approxi- 
mately 2,000-2,500 administrators. 

(d) Precollege science teacher training.—Projects assist 
teachers in grades kindergarten through four to 
strengthen their subject matter competency in science 
and mathematics. All students, regardless of their sub- 
sequent career choices, are provided with the opportuni- 
ty for gaining a deeper appreciation of the interrela- 
tionships among science, society and the environment. 
Awards are made to colleges and universities for the 
support of group teacher education activities and pro- 
jects during the academic year and in summer sessions. 

6. Migrant education—(a) High school equivalency 
program.—Low-income migrant and seasonal farm- 
workers are prepared for general education develop- 
ment tests so that they can obtain high school equiva- 
lency certificates and go on to higher education, skill 
training, or better paying jobs. 

(b) College assistance migrant program.—Grants are 
made to colleges and universities to offer tuition assist- 
ance, tutoring and counseling to low-income migrant 
and seasonal farmworkers and their families. 


Object Classification (in thousands of dollars) 
Identification code 91-0502-0-1-501 


21.0 
24.0 
25.0 
26.0 
41.0 71,972 


99.0 158,783 





1979 actual 1980 est. 1981 est. 








210,523 





EDUCATIONAL DEVELOPMENT 


Program and Financing (in thousands of dollars) 





Identification code 91-0503-0-1-503 1979 actual 1980 est. 1981 est. 





Financing: 
Recovery of prior year obligations 
Unobligated balance available, start of year 
Unobligated balance transferred to other 


17.00 
21.40 
23.40 
25.00 Unobligated balance lapsing 


Budget authority 








Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance transferred, net 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
73.40 
74.40 
77.00 


90.00 Outlays 





Distribution of outlays by account: 
From educational development 
From education professions development 





Activities under this appropriation were transferred 
to other accounts in prior years. Unexpended balances 
are transferred to the Department of Education pursu- 
ant to the Department of Education Organization Act 
(Public Law 96-88). 


[OFFICE OF THE ASSISTANT SECRETARY FOR 
EDUCATION] 


Federal Funds 
General and special funds: 
[SALARIES AND EXPENSES] 
(Expiring Account) 


[For necessary expenses to carry out sections 402, 404 and 406 of 
the General Education Provisions Act, $34,484,000, of which not to 
exceed $1,500 may be for official reception and representation ex- 
penses. ] 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Oct. 1- 
Mar. 31, 198] est. 
1980 est. 


Identification code 75-1401-0-1-502 1979 actual 





Program by activities: 
1. Fund for the improvement of post-sec- 
ondary education 
2. National Center for Education Statistics. 


13,000 
10,979 





Com, 
are incl 
t 
was 
of 1 
and 
fort 
be 
Ass 
Edu 
of 
nev 
the 
Lav 
ferr 
rect 
the 
Resi 


Identifica 


IL. 
ll3 
ILS 
11.8 


12.1 
21.0 
22.0 
23.1 
23.2 
24.0 
25.0 
26.0 
31.0 
41.0 


99.0 
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3. Program direction and support 


10.00 Total obligations 
Financing: 
25.00 Unobligated balance lapsing 


Budget authority 


10,319 
34,298 





2,352 
36,650 








Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 





Appropriation (adjusted) 
Relation of obligations to outlays: 
71.00 Obligations incurred, net 
7240 Obligated balance, start of year 
73.40 Obligated balance transferred net. 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 








Outlays 





Note.—Excludes $26,663 thousand in 1980 (beginning April 1, 1980) and $40,693 thousand in 1981 for activities 
transferred to: 


[In thousands of dollars} 


Apr. I- 

Sept. 30, 
1980 1981 
13,350 17,000 


ote 7,795 11,793 
Salaries and expenses, Departmental Management, Department of Education 5,519 11,900 


Research and related activities, Office of Educational Research and Improvement, 


Comparable amounts for these activities for 1979, $36,808 thousand and 1980 through March 31, 1980, $7,821 thousand 
ae included above, 

The Office of the Assistant Secretary for Education 
was responsible for both the direction and supervision 
of the Education Division as well as the coordination 
and general supervision of education activities per- 
formed elsewhere in the Department. Beginning April 
1, 1980, the activities carried out under the Office of the 
Assistant Secretary, along with the National Center for 
Education Statistics and the Fund for the Improvement 
of Postsecondary Education are transferred to the 
newly established Department of Education pursuant to 
the Department of Education Organization Act (Public 
Law 96-88). Activities under this account will be trans- 
ferred to the new Department as follows: Program di- 
rection and support to Departmental Management and 
the Fund and the Center to the Office of Educational 
Research and Improvement. 


Object Classification (in thousands of dollars) 


Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


(2) (1) 
Average ES salary w- $48,055 = $48,055 
Average GS grade ss 9.91 9.91 
Average GS salary $24,892 $24,892 





ete eee 


[Nationa InstiTuTe or EpucatTion] 
(Expiring Account) 


[For carrying out section 405 of the General Education Provisions 
Act, including rental of conference rooms in the District of Columbia, 
$91,172,000.J 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 75-1296-0-1-503 1979 actual 


Oct. 1— 
Mar. 31, 
1980 est. 





Program by activities: 
1. Research and development 
2. Program direction and administration 


80,154 
13,335 


10.00 Total obligations 93,489 


Financing: 
25.00 Unobligated balance lapsing 644 


Budget authority 94,133 








Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 
42.00 Transferred from other accounts 


43.00 


92,300 





Appropriation (adjusted) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
73.40 Obligated balance transferred, net.. 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 


93,489 
70,212 





Outlays 








Oct. 1- 
Mar. 31, 
1980 est. 


Wentification code 75-1401-0-1-502 1979 actual 1981 est. 





Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 
Special personal services payments 


5,641 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 


Grants, subsidies, and contributions 14,851 


34,298 





Total obligations 





310-100 0 - 80 - 25 


Note.—Excludes $45,291 thousand in 1980 (beginning April 1, 1980) and $88,050 thousand in 1981 for activities 
transferred to: 


[In thousands of dollars} 
Apr. |- 
ut. 30, 
ead 1981 
$88,050 


Research and related activities, Office of Educational Research and Improvement, 
DIINO CN cicessassceresnonstcsnsyscsivicctsecainnieseasadineioinrsseieneteaten 
Salaries and expenses, Departmental Management, Department of Education 

Comparable amounts for these activities for 1979, $94,133 thousand, and 1980 through March 31, 1980, $45,586 
thousand, are included above. 

During 1980, the research and development activities 
carried out under the National Institute of Education 
were transferred to the newly established Department 
of Education, Office of Educational Research and Im- 
provement, pursuant to the Department of Education 
Organization Act (Public Law 96-88) and are included 
in the account Research and related activities. The sala- 
ries and expenses activities carried out under the Na- 
tional Institute of Education were transferred to Sala- 
ries and expenses, Departmental Management, Depart- 
ment of Education. 
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Object Classification (in thousands of dollars) 





Oct. 1— 
Mar. 31, 
1980 est. 


Identification code 75-1296-0-1-503 1979 actual 1981 est. 


6. Planning and evaluation 


10.00 Total obligations 119,923 38,295 


Financing: 
25.00 Unobligated balance lapsing 


Budget authority 


2,349 
122,272 





Personnel compensation: 
Permanent positions 7,812 
Positions other than permanent... 1,332 
Other personnel compensation 110 


Total personnel compensation 9,254 
Personnel benefits: Civilian 970 
Travel and transportation of persons. 440 
Transportation of things 70 
Standard level user charges 903 
Communications, utilities, and other rent... 602 
Printing and reproduction 348 
Other services 27,615 
Supplies and materials 85 
Equipment 82 
Grants, subsidies, and contributions 53,120 


93,489 





18,750 





Total obligations 





Personnel Summary 





Total number of permanent positions 342 

Total compensable workyears 381 
Full-time equivalent of other positions (80) 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 


Average salary of ungraded positions 37,056 





[SpeciaL Prosects AND TRAINING] 
(Expiring Account) 


{For carrying out the General Education Provisions Act, to the 
extent not otherwise provided, title III, part A, part B, part C, part E, 
($3,617,000), part G ($1,000,000), and part L; title VIII, sections 809, 
810, 812, and title IX, parts A and C of the Elementary and Secondary 
Education Act, as amended; title V, part A and section 532 of the 
Higher Education Act of 1965, and the Career Education Incentive 
Act (Public Law 95-207), $118,223,000.] 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code. 75-0270-0-1-503 1979 actual 1981 est. 


Oct. 1- 
Mar. 31, 
1980 est. 





Program by activities: 
1. Special projects: 
(a) Arts in education 
(b) Metric education 
(c) Consumers’ education... 
(d) Gifted and talented 
(e) National diffusion program 
(f) Educational television programing ... 
(g) Cities in schools...’ 
(h) PUSH for excellence 

. Career education incentives 

. Women’s educational equity 

. Community schools 

. Educational personnel training: 
(a) Teacher corps 
(b) Teacher centers 


wn & Ww Pro 


Budget authority: 
40.00 Appropriation 
40.01 Appropriation rescinded (Public Law 96- 
7 


134,772 
— 12,500 


43.00 122,272 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance transferred, net 
Obligated balance, end of year — 127,385 
Adjustments in expired accounts 603 


103,177 


71.00 
72.40 
73.40 
74.40 
77.00 


90.00 


119,923 
110,035 


38,295 
127,385 
— 116,554 


Outlays 





Note.—Excludes $79,928 thousand in 1980 (beginning April 1, 1980) and $145,175 thousand in 1981 for activities 
transferred to (in thousands of dollars): 


Apr. I- 
Sept. 30, 
Higher and continuing education, Office of Postsecondary Education, Department of = i 


ucation 
Vocational and adult education, Office of Vocational and Adult Education, Depart- 
ment of Education 
Equal educational opportunitie: 
tment of Education. 
Libraries and learning resources, Office of Elementary and Secondary Education, 


Department of Education ; 6,000 
Salaries and expenses, Departmental Management, Department of Education e y 6,250 
School improvement programs, Office of Educational Research and impr t, 

Department of Education. d 85,170 


Comparable amounts for these activities for 1979, $122,272 thousand, and 1980 through March 31, 1980, $38,295 thousand, 
are included above. 

This account includes activities previously funded 
under Department of Health and Human Services, (for- 
merly Health, Education, and Welfare) that have been 
transferred pursuant to the Department of Education 
Organization Act (Public Law 96-88). 


Object Classification (in thousands of dollars) 





Oct. 1- 
Identification code 75-0270-0-1-503 1979 actual 


Mar. 31, 
1980 est. 





21.0 Travel and transportation of persons 80 
24.0 — Printing and reproduction 

25.0 — Other services Sy 53,920 
26.0 — Supplies 2 
41.0 Grants, subsidies, and contributions... 65,904 


99.0 Total obligations 119,923 





SPECIAL INSTITUTIONS 


Federal Funds 
General and special funds: 


AMERICAN PRINTING HOUSE FOR THE BLIND 


For carrying out the Act of March 3, 1879, as amended (20 U.S.C. 
101-105, [$4,349,000] $4,921,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 
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Program and Financing (in thousands of dollars) 





\entfication code 91-0600-0-1-501 1979 actual 1980 est. 1981 est. 


Identification code 91-0601-0-1-502 1979 actual 1980 est. 1981 est. 





Program by activities: 
Grants for education of the blind: 
1. Educational materials 
2. Expenses related to advisory commit- 


4,014 4,581 


85 90 

3. Educational and technical research .... 250 250 

10.00 Total obligations (object class 41.0). 4,349 4,921 
Financing: 

40.00 Budget authority (appropriation) 





4,349 4,921 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


4,349 
4,349 


4,921 
4,921 





Outlays 


Program by activities: 
1. Career development 
2. Research 
3. Training 
4. Information dissemination 
5. Management 


11,528 
1,779 
2,200 
1,000 
2,300 


18,807 


12,475 
1,800 
2,274 
1,300 
1,950 


19,799 


14,842 
1,985 
2,480 
1,473 
2,085 


22,865 





10.00 Total obligations (object class 41.0). 


Financing: 
14.00 Offsetting collections from: Non-Federal 
—2,184 
2 


16,625 





40.00 Budget authority (appropriation) .. 





This account includes activities previously funded 
under the Department of Health and Human Services 
(formerly Health, Education, and Welfare) that have 
been transferred pursuant to the Department of Educa- 
tion Organization Act (Public Law 96-88). 

The American Printing House for the Blind, under 
the act “To Promote the Education of the Blind,” pro- 
vides educational materials to students of less than col- 
lege grade who attend public schools and classes with 
sighted children and blind students who attend special 
schools and classes for the blind. 

1. Educational materials.—The request for the educa- 
tional materials will serve an estimated 35,600 eligible 
blind students, an increase of 1,600 over 1980. The esti- 
mated 1981 per capita rate is $129. 

Basic materials provided by the Printing House in- 
cludes textbooks, and literature in braille, including 
braille music, large-type texts, recorded materials, and 
educational aids such as braille writers, talking book 
machines, cassette recorders, braille and relief maps, 
etc. Special materials for the multihandicapped and 
preschool blind children being enrolled in educational 
programs are produced. 

2. Expenses related to Advisory committees.—The 1981 
request for the advisory committees (Publication Com- 
mittee, Educational Aids Committee, and Educational 
Research Committee) will enable these committees to 
continue to evaluate and recommend annually to the 
Board of Trustees educational materials and aids to be 
developed and produced. Printing House representa- 
tives will continue to assist teachers throughout the 
country in the use of aids and materials made available 
under the Act. 

3. Educational and technical research.—The request 
will serve as a base to enable the Printing House to 
develop needed educational materials in a variety of 
subject areas such as reading, mathematics, science, 


a for special groups such as the multihandicapped 
ind. 


NATIONAL TECHNICAL INSTITUTE FOR THE DEAF 


For carrying out the National Technical Institute for the Deaf Act 
(20 U.S.C. 681, et seq.), [$17,349,000] $20,305,000. 


_Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
Priations Act, 1980. 


Relation of obligations to outlays: 
Obligations incurred, net 
Receivables in excess of obligations, start 


71.00 
72.10 


16,622 


72.40 
74.40 
77.00 


90.00 


Obligated balance, start of year 
Obligated balance, end of year 


Adjustments in expired accounts —4] 


* 16,463 





Outlays 





This account includes activities previously funded 
under the Department of Health and Human Services 
(formerly Health, Education, and Welfare) that have 
been transferred pursuant to the Department of Educa- 
tion Organization Act (Public Law 96-88). 

1. Career development.—The National Technical Insti- 
tute for the Deaf (NTID) is a national coeducational 
residential center that provides postsecondary technical 
education for the Nation’s deaf people to prepare them 
for successful employment. In 1981, NTID will continue 
to provide direct technical education, communications 
training, and personal/social development services and 
instructional support services to a full-time equivalent 
student population of 1,050 deaf students. The utility of 
all NTID curriculums will be reviewed on an ongoing 
basis using the curriculum process model and informa- 
tion on the labor market from the graduate feedback 
system. About 531 students will be placed in postgradu- 
ate and work experience situations. 

2. Research.—The 1981 request will support research 
on institutional organization and management, speech, 
audiology, manual communication, English language, 
personal/social accommodation, cognitive strategies, 
career development and decisionmaking, educational 
support services, and instruction technology as they 
relate to the technical and general education of a deaf 
population. 

3. Training.—The 1981 request for training will pro- 
vide sign language and interpreter training programs to 
2,432 students, faculty and staff, and other professionals 
who work with the deaf. In addition, 400 people will be 
trained in conjunction with NTID’s educational exten- 
sion efforts. These efforts provide both onsite and offsite 
practical application training to professionals in the 
fields of higher education, deaf education, and clinical 
speech/audiology using proven methods. Finally, 82 
graduate interns from colleges and universities, as well 
as business and service organizations will come to NTID 
to complete their training and practical application ex- 
perience. 
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4. Information dissemination.—In addition to produc- 
ing the Focus magazines, NTID catalog, placement and 
recruitment modules, alumni newsletters, information- 
series, radio and television spots, and the Annual 
Report, scheduled for national distribution are explana- 
tory materials on the responsibilities and use of inter- 
preters, training methods for student notetakers, multi- 
media technical instruction modules and programed 
English grammar and vocabulary texts. 

5. Management.—In 1981, academic research and dis- 
semination programs will be in operation. The existing 
organizational administration NTID utilizes a compre- 
hensive planning system which provides for informa- 
tion on program planning and reporting, budgeting and 
accounting analyses, personnel administration, space 
utilization, student scheduling, and other data analyses. 


GALLAUDET COLLEGE 


For carrying out the Model Secondary School for the Deaf Act (80 
Stat. 1027) and for the partial support of Gallaudet College authorized 
by the Act of June 18, 1954 (68 Stat. 265), [$48,341,000] $49,768,000, 
of which [$10,730,000] $6,594,000 shall be for construction and shall 
remain available until expended[: Provided, That if]. Jf requested by 
the college, such construction shall be supervised by the General 
Services Administration. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 91-0602-0-1-502 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. College programs 23,178 26,233 30,613 
2. Model Secondary School for the Deaf 9,217 9,681 10,565 
3. Kendall © Demonstration — Elementary 
4,303 5,139 5,780 


14,425 23,490 6,594 


10.00 Total obligations (object class 41.0). 51,123 64,543 


Financing: 
14.00 Offsetting collections from: Non-Federal 





—2,970 —3,442 
21.40 Unobligated balance available, start of year © —16,080 
24.40 Unobligated balance available, end of year.. 12,760 


40.00 Budget authority (appropriation) .. 44,833 ; 49,768 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 48,153 61,101 49,768 
72.40 Obligated balance, start of year 18,146 16,884 25,709 
74.40 Obligated balance, end of year —16,884 —25,709 — 25,709 


90.00 Outlays 49,415 52,276 49,768 








This account includes activities previously funded 
under the Department of Health and Human Services 
(formerly Health, Education, and Welfare) that have 
been transferred pursuant to the Department of Educa- 
tion Organization Act (Public Law 96-88). 

1. College programs.—Gallaudet College is a private, 
nonprofit educational institution which provides an un- 
dergraduate higher education program for deaf persons, 
a preparatory program for students who need such 
training to qualify them for college admission, a gradu- 


ate program in fields of study related to deafness, and 
continuing education and public service programs for 
the deaf community of the United States. Gallaudet 
also provides sign language programs for hearing and 
deaf persons, and an Associate of Arts Degree program 
in interpreting. Sign language training and instruction 
includes basic, intermediate, advanced, and interpreter 
levels of communication. 

The 1981 budget request will provide for continuation 
of ongoing programs, and for selected initiatives which 
will permit the college to provide a quality program of 
instruction to about 1,175 undergraduate and 320 grad- 
uate students, and continuing education opportunities 
for approximately 17,025 enrollees. The funds requested 
will also support: improving the summer school pro- 
gram to make it more responsive to student require. 
ments; continued development toward Gallaudet’s long 
range goals; furthering the aggressive pursuit of private 
funding sources; extending and expanding continuing 
education and public service programs; identifying re. 
search needs and dissemination of research results to 
professionals in the field of education of the deaf; and, 
establishing and supporting the College of Arts and 
Sciences, the School of Communications, and the School 
of Education and Human Services. 

2. Model Secondary School for the Deaf.—The Model 
Secondary School for the Deaf serves as a laboratory for 
educational experimentation and development and dis- 
seminates working models to programs serving deaf stu- 
dents and educational professionals. The school pre. 
pares deaf students for postsecondary academic and/or 
vocational pursuits. 

The 1981 budget request will provide for a continuing 
comprehensive program of instruction for approximate 
ly 410 deaf children, will permit an expansion in enroll- 
ments of multiple-handicapped students, and _ will 
enable the school to expand its work-study program. 
Increased dissemination of course guides, professional 
publications, video tapes and other instructional prod- 
ucts, consultative services and training related to com- 
pliance by the general public with Public Law 94-14 
will be achieved in 1981. 

3. Kendall Demonstration Elementary School.—The 
Kendall Demonstration Elementary School provides an 
educational program for children through the age of 1), 
a diagnostic center, a parent education program, and 
research on the learning problems of young deaf chil: 
dren. 

The 1981 budget request will continue a comprehen 
sive 12-month program of instruction for approximately 
180 deaf children. The request will also support a com- 
prehensive parent education program for the families of 
primary. aged hearing-impaired children and provide for 
operation and maintenance costs of this facility. 

4, Construction.—The 1981 request will provide for 
selected energy conservation programs; _ installing 
smoke detectors in all dormitory rooms; planning the 
construction of a new dormitory for the college; convert 
ing the library to an Information and Visitors Center, 
planning the renovation of Fowler Hall to meet the 
program needs of the School of Education and Human 
Services; improving the athletic fields concurrent with 
the construction in 1980 of a new field house; upgrading 
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power systems in selected buildings; and, relocating cer- 
tain utility systems to better serve the campus. 


Howarp UNIVERSITY 


For partial support of Howard University, [[$121,893,000] 
$133,983,000 of which [$10,000,000] $10,240,000 shall be for construc- 
tio and shall remain available until expended[[: Provided, That if]. 
If requested by the University, such construction shall be supervised 
by the General Services Administration. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


ietification code 91-0603-0-1-502 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Academic program 
2. Howard University Hospital.... 
3. Construction 


10.00 Total obligations (object class 41.0). 
Financing: 
14.00 Offsetting collections from: Non-Federal 


123,096 
61,295 
5,907 


190,298 


131,596 
62,823 
10,000 


204,419 


143,446 
66,459 
10,240 


220,145 





— 80,998 
21.40 Unobligated balance available, start of year © —11,217 
24.40 Unobligated balance available, end of year.. 15,305 
25.00 Unobligated balance lapsing 5 


113,393 


— 82,526 
—15,305 
15,305 


— 86,162 
— 15,305 
15,305 





40.00 Budget authority (appropriation) .. 121,893 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


109,300 
8,962 
— 13,768 


104,494 


121,893 
13,768 
— 23,227 


112,434 


133,983 
23,227 
— 31,750 


125,460 








This account includes activities previously funded 
under the Department of Health and Human Services 
(formerly Health, Education, and Welfare) that have 
been transferred pursuant to the Department of Educa- 
tion Organization Act (Public Law 96-88). 

1. Academic program.—Howard University is a pri- 
vate non-profit educational institution consisting of sev- 
enteen (17) schools and colleges. The 1981 request pro- 
vides instruction costs for each of the schools and col- 
leges. (The School of Religion receives no Federal fund- 
ing.) It also includes costs for the university libraries, 
support services and administrative services related di- 
rectly to classroom instruction and opportunities in un- 
dergraduate, graduate and professional training. Feder- 
al funds provide 56% of total operating costs for the 
academic program. Funds from non-Federal sources are 
realized from tuition and fees, gifts, grants, endow- 
ments, dormitory rents, cafeteria and bookstore sales. 

The 1981 increase of $11,850,000 includes $5,000,000 
for program improvements to meet accreditation defi- 
ciencies in the following academic areas: university li- 
braries, communications, and pharmacy and dentistry. 
The remaining $6,850,000 will meet costs, such as facul- 
ty and staff salary increases, and provide partial sup- 
port of the university’s retirement program. 

The University’s enrollment for 1981 is estimated to 
be 9,687. 

2. Howard University Hospital.—The Hospital fur- 
nishes inpatient and outpatient care and a facility for 


training of physicians and nurses and other profession- 
al and technical health personnel. Operation of the hos- 
pital is financed by Federal appropriation and patient 
fees for medical services including medicaid, medicare 
and contractual services from the D.C. government and 
other local jurisdictions. Federal funds provide 33% of 
the total operating costs. 

3. Construction.—The 1981 request includes funds to 
complete the seventh annual payment on the Dun- 
barton note; to continue ongoing renovations of valua- 
ble space in Freedmen’s Square to meet academic and 
support service facilities; to continue selected energy 
conservation programs; to continue with major renova- 
tions of student residence halls; and to meet safety and 
health requirements. This request also provides for 
space requirements in existing facilities. The Federal 
appropriation is the main source of support for the 
construction program. 


OFFICE OF CIVIL RIGHTS 


Federal Funds 
General and special funds: 


SALARIES AND EXPENSES 


For expenses necessary for the Office of Civil Rights, as authorized 
by section 203 of the Department of Education Organization Act and 
for the Architectural and Transportation Barriers Compliance Board 
as authorized by Section 502 of the Rehabilitation Act of 1973, as 
amended, $49,215,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 91-0700-0-1-751 1979 actual 1981 est 


Apr. 1- 
Sept. 30, 
1980 est. 





Program by activities: 
1. Office of Civil Rights 
2. Architectural and Transportation Carri- 
ers Compliance Board 522 


24,013 


23,491 46,915 
2,300 


49,215 





10.00 Total obligations 


Financing: 


Budget authority 24,013 49,215 





Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 
44.20 





Appropriation (adjusted) 
Supplemental for civilian pay 
raises 





Distribution of budget authority by account: 
Office of Civil Rights 891 
Office for Civil Rights 22,618 
Architectural and Transportation Barriers Compli- 

ance Board 
Comparable annual amounts (estimate) 


(46,981) (49,215) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 


49,215 
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General and special funds—Continued 


SALARIES AND ExpENsES—Continued 
Program and Financing (in thousands of dollars) Continued 





es 
Identification code 91-0700-0-1-751 1979 actual st 30 30, 1981 est. 


1980 
—1,934 





74.40 Obligated balance, end of year — 4321 





90.00 
91.20 


Outlays, excluding pay raise supple- 
21,266 46,750 
Outlays from civilian pay raise sup- 


plemental 813 


Distribution of outlays by account: 
Office of Civil Rights 813 
Office for Civil Rights 21,604 
Architectural and Transportation Barriers Compli- 





475 


Comparable annual amounts (estimate) (44,158) (46,828) 





Note.—Includes $24,013 thousand in 1980 (beginning April 1, 1980) and $49,215 thousand in 1981 for activities 
previously financed in the following amounts from (in thousands of dollars): 
Office for Civil Ries, Departmental Management, Department of Health and 1979 1980 
Human Servic 42,974 22,618 
Architectural a "muita Barriers Compliance Board, Human Development 
Services, Department of Health and Human Services 1,000 504 


This account includes activities previously funded un- 
der the Department of Health and Human Services 
(Health, Educetion, and Welfare) which have been trans- 
ferred pursuant to the Department of Education Organi- 
zation Act (Public Law 96-88). 

1. Office of Civil Rights.—The Office of Civil Rights is 
responsible for carrying out the Department’s enforce- 
ment programs under title VI of the Civil Rights Act of 
1964 (racial and ethnic discrimination), title IX of the 
Education Amendments of 1972 (sex discrimination), 
Section 504 of the Rehabilitation Act of 1973 (discrimi- 
nation against the handicapped) and Public Law 638 
(Indian Preference Act). These statutes require nondis- 
crimination in the employment and service delivery sys- 
tems of every elementary, secondary and postsecondary 
educational system or institution and State and local 
education agency throughout the Nation. The statutes 
require the Department to investigate complaints, con- 
duct periodic reviews, negotiate to secure compliance, 
conduct appropriate enforcement proceedings, and pro- 
mote voluntary compliance by all of these recipients of 
Federal financial assistance. 

The Office is also responsible, under Executive Order 
11914, for providing guidance to and coordinating the 
implementation of section 504 of the Rehabilitation Act 
of 1973 by all Federal departments and agencies em- 
powered to extend Federal financial assistance. 

The 1980 estimate reflects the current estimate of 
transfers to the Department of Education upon its es- 
tablishment. 

The 1981 request of $46,915,000 includes 1,181 author- 
ized positions for the conduct of education-related civil 
rights compliance and monitoring functions in the De- 
partment of Education. 

2. Architectural and Transportation Barriers Compli- 
ance Board.—The board is required to (1) investigate 
and insure compliance with standards for public archi- 
tectural, transportation, and communication barriers, 
including public conveyances, confronting handicapped 
individuals; (2) ensure that measures are being taken by 
Federal, State, and local governments and other public 
of nonprofit agencies to eliminate such barriers; and (3) 
make recommendations and prepare policy reports to 


the President and Congress it deems necessary to elimi- 
nate such barriers. The board is composed of 11 men- 
bers from the general public appointed by the President 
and the heads of 10 Federal agencies. The budget of 
$2,300 thousand includes 32 positions for the conduct of 
these functions in 1981. 


Object Classification (in thousands of dollars) 





r. 1- 
Identification code 91-0700-0-1-751 1979 actual wi 30, 1981 est, 
1980 est. 





Personnel compensation: 
Permanent positions 12,327 24,665 
Positions other than permanent 436 
Other personnel compensation 13 105 


12,501 25,206 
1,140 


Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 — Travel and transportation of persons 
22.0 — Transportation of things 
23.1 Standard level user charges 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 
25.0 — Other services 
26.0 Supplies and materials... 
31.0 — Equipment 


99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary. 





DEPARTMENTAL MANAGEMENT 


Federal Funds 
General and special funds: 


SALARIES AND EXPENSES* 
*See Part III for additional information. 


For carrying out, to the extent not otherwise provided, the Depart: 
ment of Education Organization Act, including rental of conference 
rooms in the District of Columbia and hire of 5 medium sedans, 
$244,181,000. During the current fiscal year up to $10,500,000 in collec- 
tion of Federally insured defaulted loans may be transferred to the 
Salaries and Expenses account for the payment of related collection 
activities; together with not to exceed $600,000 to be transferred and 
expended as authorized by section 201(gX1) of the Social Security Act 
from any one or all of the trust funds referred to therein. 


[LOFFICE OF EDUCATION] 
[SALARIES AND EXPENSES ] 


(For carrying out, to the extent not otherwise provided, the Gener- 
al Education Provisions Act, including rental of conference rooms in 
the District of Columbia, $124,585,000: Provided, That during the 
current fiscal year up to $10,500,000 in collections on federally in- 
sured defaulted loans may be transferred to the Salaries and Ex- 
penses account for the payment of related collection activities.] 

Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 


version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro 
priations Act, 1980. 


Program and Financing 


Identification code 91-0800-0-1-500 


(in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 





Comp 


71.00 
72.40 
74.40 
77.00 


0.00 
91.20 


Distrit 
Sal 
Sal 
Sal 


| 
Sal 
( 


49,215 


1,213 
1,196 
(26) 


(16) 
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1. Program administration: 
(a) General administration 
(b) Student assistance administra- 
tive support 
2. Advisory committees 
3. Planning and evaluation 
4. Analysis of 1980 census data 


160,025 


193,191 


41,430 
2,910 
6,250 
1,000 





Total direct program 
Reimbursable programs 


163,649 
10,925 


244,781 
10,925 





10.00 Total program costs, funded—obliga- 
i 


Financing: 
Offsetting collections from: 
11.00 Federal funds * 
13.00 Trust Funds 
22.40 Unobligated balance transferred from other 


25.00 Unobligated balance lapsing 


174,574 


—10,925 
—300 


255,706 





Budget authority 


163,154 





Budget authority: 
40.00 Appropriation 
41,00 Transferred to other accounts 2... 
42.00 Transferred from other accounts 


124,585 





43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 





Distribution of budget authority by account: 
Salaries and expenses 
Salaries and expenses, Office of Education 
Salaries and expenses, National Institute of Edu- 


126,553 


Salaries and expenses, Office of Assistant Secre- 
tary for Education 

General departmental management, Departmental 
Management, Department of Health and 
Human Services 

Office of the Inspector General, Departmental 
Management, Department of Health and 
Human Services 

Human development services, Department of 
Health and Human Services 

Program administration, Employment and Train- 
ing Administration, Department of Labor 

Research and related activities, National Science 
Foundation 

Salaries and expenses, Management and Admin- 
istration, Department of Housing and Urban 
Development 

Special projects and training, Office of Education, 
Department of Health and Human Services 


Comparable annual amounts (estimate) (231,135) 


7,447 
124,585 


(238,638) 


244,181 


(244,181) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year. 37,802 
74.40 Obligated balance, end of year — 32,138 
77.00 Adjustments in expired accounts 240 


124,877 


163,349 
32,138 
— 34,551 


244,181 
34,551 





90.00 Outlays, excluding pay raise supple- 
130,781 
91.20 Outlays from civilian pay raise sup- 
plemental 


154,834 
6,102 


200,005 
1,345 





Distribution of outlays by account: 
Salaries and expenses 
Salaries and expenses, Office of Education 
Salaries and expenses, National Institute of Edu- 


Salaries and expenses, Office of the Assistant 
Secretary for Education 


6,102 
126,731 


201,350 


General departmental management, Departmental 
Management, Department of Health and 
Human Services 

Office of the Inspector General, Departmental 
Management, Department of Health and 
Human Services 

Human development services, Department of 
Health and Human Services 

Program administration, Employment and Train- 
ing Administration, Department of Labor 

Research and related activities, National Science 
Foundation 

Salaries and expenses, Management and Admin- 
istration, Department of Housing and Urban 
Development 

Law enforcement administration, Office of Justice 
Assistance, Research and Statistics, Depart- 
ment of Justice 

Special projects and training, Office of Educa- 
tion, Department of Health and Human Serv- 


Comparable annual amounts (estimate) (189,440) (195,131) (201,350) 
1 Includes collections on Federal defaulted loans from the Student loan insurance account for related collection activities in 
the amount of $10,000 thousand in 1979, and $10,500 thousand in 1980, and 1981. 


2 Transfer of support for the Educational Broadcasting Facilities Program to the Department of Commerce in the amount of 
$277 thousand. 





NOTES 


Excludes $1,843 thousand in 1980 and 1981 for activities transferred to Student financial assistance. Comparable amount 
for 1979 ($1,843 thousand) is included above 

Includes $33,479,000 in 1980 (beginning April 1, 1980) and $71,540,000 in 1981 for activities financed in the following 
amounts from (in thousands of dollars): 


Oct. 1-Mar. 
jl 


1979 (est) 1980 (est) 
General departmental management, Departmental Management, Department of 0750 
10, 5,657 


Health and Human Services 
Office of the Inspector General, Departmental Management, Department of Health 
and Human Services............. 8,531 4,490 
Human development services, Human Development Services, Department ‘of Health 
and Human Services 13,068 7,074 
— administration, Employment and Training Admini 
27 13 
10,608 


13,686 
137 


Salanes and expenses, Office of the Assistant Secretary for Education, Department 
of Health and Human Services 
National Institute of Education, National Institute of Education ~* of 
Health and Human Services... : 
Research and related activities, National Science III scan ce 
Salaries and expenses, Management and Administration, Department of Housing and 
Urban Development 704 382 
Special projects yaa training, ‘Office of Education, Department of Health and Human 
Services , 1,650 


Note.—Excludes $12 thousand in 1981 for activities transferred to general departmental management, Department of 
Health and Human Services. Comparable amounts for 1979 ($12 thousand) and Oct. 1-Mar. 31, 1980 ($6 thousand) are 
included in the Assistant Secretary for Education, Salaries and expenses account. A comparable amount for Apr. 1-Sept. 30, 
1980 ($6 thousand) is included above. 

This account includes activities previously funded 
under the Department of Health and Human Services 
(formerly Health, Education, and Welfare) that have 
been transferred pursuant to the Department of Educa- 
tion Organization Act (Public Law 96-88). 

1. Program administration activities support a wide 
array of policy and evaluation analyses, special projects, 
advisory services, and program support requirements 
necessary to insure effective Department of Education 
management. 

(a) General administration.—Funds are provided to 
enable the Secretary to carry out the administrative 
duties of the Department of Education and to support 
special purpose activities. The Department administers 
grants-in-aid and other direct programs and provides 
technical assistance to State and local educational and 
rehabilitation agencies, institutions of higher education, 
libraries, and other organizations to promote the im- 
provement of education and rehabilitation services 
throughout the country. In 1981, major efforts will in- 
clude reduction of waste, fraud, and abuse, the reduc- 
tion of the paperwork burden, and more timely process- 
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General and special funds—Continued 
SALARIES AND ExPpENSES—Continued 


ing of grants and contracts. In 1981, this account in- 
cludes a reduction of 500 full-time equivalent positions 
as required by the Department of Education Organiza- 
tion Act. 

The 1980 estimate reflects the current estimate of 
transfers to the Department of Education upon its es- 
tablishment. 

(b) Student assistance administrative support.—These 
funds provide support for programs administered by the 
Assistant Secretary for Postsecondary Education. Funds 
shown here on a consolidated basis were appropriated 
under Student financial assistance, the Student loan 
insurance fund, and the Salaries and expenses accounts. 
Combining these funds under one account avoids dupli- 
cation and provides for a clearer presentation of stu- 
dent aid contractual costs. In 1981, management im- 
provements will be undertaken based on the compre- 
hensive quality control study funded in 1979 and collec- 
tion of funds owed the Government from defaulted 
loans will be improved. These funds include at least 
$2,000,000 to replicate the quality control study for aca- 
demic year 1980-81. 

2. Advisory committees.—Funds are provided for the 
operating expenses of advisory committees. In 1981, 
fourteen advisory committees will be supported. Of 
these, twelve are specifically authorized by Federal stat- 
ute and two are administratively created under the 
general authority vested with the Secretary of Educa- 
tion by General Education Provisions Act. Each com- 
mittee issues an annual report to the Congress and the 
President about the operation and administration of its 
respective program. 

3. Planning and evaluation.—Contracts are made 
with public and private organizations for planning and 
evaluation studies of programs administered by the De- 
partment of Education. In 1981, thirteen studies will be 
continued and twenty-five new studies, including a 
series of exploratory evaluations, will be initiated. 

4. Analysis of 1980 census data.—Funds are provided 
to allow for such analyses as needed to revise States’ 
formula allocations, to determine more precisely demo- 
graphic effects of resource allocations, to serve as a 
basis for developing reauthorization proposals, and for 
other planning and evaluation purposes. 


Object Classification 


Identification code 91-0800-0-1-500 


(in thousands of dollars) 





1979 actual 1980 est 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 6,830 8,194 
Other personnel compensation 1,533 1,690 
Special personal services payments 658 697 


Total personnel compensation 80,234 108,832 115,140 
Personnel benefits: Civilian 9,952 10,005 
Benefits for former personnel... 67 107 
Travel and transportation of persons 5,267 8,882 
Transportation of things 294 531 
Standard level user charges 7,486 11,986 
Communications, utilities, and other rent.... 10,705 21,056 
Printing and reproduction 2,971 9,735 
Other services 16,316 64,451 
Supplies and materials .... 1,168 1,903 


71,213 98,251 99,871 
11,444 
2,710 


1,115 





Equipment 985 


—_—___. 


Total direct obligations 244,78) 


Reimbursable obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials .. 
Equipment 


Total reimbursable obligations 


134,989 


Total obligations 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


5,497 9,333 
(483) (371) 


(102) (145) 
$50,112 $40,112 
9.30 930 
$22,433 $21,579 


Average ES salary... 
Average GS grade... 
Average GS salary 





Reimbursable: 
Total number of permanent positions 4 4 
Total compensable workyears Sd 1,058 1,058 
Full-time equivalent of other positions (1,042) 
Full-time equivalent of overtime and holiday 


(1,042) 


(12) (12) 
Average GS grade .... ied 5.70 5.70 5.10 
Average GS salary $12,145 $12,995 $12,995 





EDUCATIONAL, RESEARCH, AND TRAINING ACTIVITIES OVERSEAS 
(SPECIAL FOREIGN CURRENCY PROGRAM) 


For payments in foreign currencies which the Treasury Department 
determines to be in excess to the normal requirements of the United 
States, for necessary expenses of the Department of Education, as 
authorized by law, $3,000,000 to remain available until expended. This 
appropriation shall be available, in addition to other appropriations to 
such agency. 


(EpucaTionat Activities OveRSEAS (SPECIAL FOREIGN CURRENCY 
PROGRAM) ] 


{For payments in foreign currencies which the Treasury Depart 
ment determines to be excess to the normal requirements of the 
United States, for necessary expenses of the Office of Education, as 
authorized by law, $1,000,000, to remain available until expended: 
Provided, That this appropriation shall be available, in addition to 
other appropriations to such office, for payments in the foregoing 
currencies. ] 


[REsEARCH AND TRAINING ACTIVITIES OVERSEAS (SPECIAL FOREIGN 
CURRENCY PROGRAM)] 


{For payment in foreign currencies which the Treasury Depart- 
ment determines to be excess to the normal requirements of the 
United States, for necessary expenses of the Office of Human Devel- 
opment Services and the Social Security Administration as authorized 
by law, $2,000,000 to remain available until expended: Provided, That 
this appropriation shall be available, in addition to other appropri- 
ations to such office and administration for payments in foregoing 
currencies. ] 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
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resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing 


identification code 91-0802-0-1-500 


(in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Research and demonstration 
2. Grants to American institutions 


10.00 Total obligations 
Financing: 
17.00 Recovery of prior year obligations 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


3,014 
1,027 


2,000 








40.00 Budget authority (appropriation) .. 





Distribution of budget authority by account: 
Educational, research, and training activities 


Research and training activities overseas... 
Educational activities overseas 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year.... 
74.40 Obligated balance, end of year 


90.00 Outlays 


6,852 
—1,320 


3,573 








Distribution of outlays by account: 
Educational, research, and training activities 


Research and training activities overseas... 
Educational activities overseas 





This account includes activities previously funded 
under the Department of Health and Human Services 
that have been transferred pursuant to the Department 
of Education Organization Act (Public Law 96-88). 

1. Research and demonstration.—U.S.-owned foreign 
currency that the Treasury Department determines to 
be in excess of normal requirements is used to support 
overseas research activities which complement, supple- 
ment, and strengthen domestic research and service 
programs. This program enables the United States to 
benefit from progress that other countries are making 
in dealing with mutual problems and policy issues af- 
fecting the handicapped; children, youth, and families; 
the elderly; and the economically disadvantaged. Over- 
seas cooperative research and demonstration projects 
test new approaches and evaluate alternative solutions 
to these problems. 

2. Grants to American institutions.—U.S.-owned for- 
eign currency is used to support significant educational 
activities overseas under the Fulbright-Hays program, 
discussed under the Higher and continuing education 
account. The grants funded under this program are 
awarded to American educational institutions, and will 
support two intensive foreign language schools in other 
countries through the group projects abroad program. 
These projects focus on foreign languages, area studies, 
world affairs, and intercultural understanding. They 
are designed to update the professional competencies of 
American educators, to further foreign language and 
area studies research, and to develop improved curricu- 
la and effective instructional materials. This program 
provides an opportunity for American educators to gain 
first-hand knowledge and experience of the language 


and cultures of other countries and expands the aware- 
ness of the American population in understanding 
other nations. 


Object Classification 


Identification code 91-0802-0-1-500 


(in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





21.0 Travel and transportation of persons 291 
25.0 Other services 56 
41.0 — Grants, subsidies, and contributions 1,108 3,608 2,653 


99.0 Total obligations 1,195 4,041 3,000 








INSTITUTE OF MusEUM SERVICES 


For carrying out title II of the Arts, Humanities, and Cultural 
Affairs Act of 1976, [$10,900,000] $12,900,000: Provided, That none of 
these funds shall be available for the compensation of Executive 
Level V or higher positions: Provided further, That none of the funds 
appropriated to the Institute of Museum Services may be used to 
process any grant or contract documents which do not include the 
text of 18 U.S.C. 1913. (Public Law 96-126, making appropriations for 
the Department of the Interior and related agencies, 1980; additional 
authorizing legislation has been proposed.) 


Program and Financing 


Identification code 91-0801-0-1-503 


(in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Grants to museums 7,397 10,400 12,267 
2. Program administration 378 462 563 
3. National Museum Services Board 50 60 70 


7,825 10,922 





10.00 Total obligations 
Financing: 
25.00 Unobligated balance lapsing 27 


Budget authority 








Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


10,922 
11,169 
—13,141 


13,141 
— 16,085 





Outlays, excluding pay raise supple- 
8,932 
91.20 Outlays from civilian pay raise sup- 


plemental 18 





This account was previously funded under the De- 
partment of Health and Human Services (formerly 
Health, Education, and Welfare) and has been trans- 
ferred pursuant to the Department of Education Orga- 
nization Act (Public Law 96-88). 

1. Grants to museums.—The Institute of Museum 
Services assists museums of all sizes and disciplines to 
maintain, increase, and improve their activities and 
services. In 1981, the Institute plans to initiate the Cor- 
nerstone grant program, to provide multiyear general 
operating support grants to museums. Grants will be 
awarded annually for a 3-year period and will require 
increasing matching rates from non-Federal sources. 
During the first year the Institute expects to award 80 
grants. 

The Institute will continue its l-year general operat- 
ing support program, although at a reduced level. 
About 250 1-year grants will be awarded in 1981. 
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General and special funds—Continued 
INSTITUTE OF MusEeuM SERVICES—Continued 


Under the Institute’s special projects category, there 
will be about 400 model projects awarded. Projects em- 
phasizing assessment and long range planning will re- 
ceive funding priority. The Institute plans to award a 
total of 730 grants in 1981. 

2. Program administration.—Costs of operating the 
Institute as well as funds to support the 20-member 
National Museum Services Board are included. 


Object Classification (in thousands of dollars) 















































Identification code 91-0801-0-1-503 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOSitiOns................scccssseseesees 163 276 285 
11.3 Positions other than permanent as 98 32 52 
11.5 Other personnel compensation................. 8 8 18 
11.8 Special personnel services payments ...... 0... 9 Bsilhehs 
Total personnel compensation............: 269 325 355 
12.1 Personnel benefits: Civilian................. is 22 28 30 
21.0 Travel and transportation of persons........... 52 43 55 
220). eyACRIMIDRAUNO IN EMDR paccestssccbowsscc kiss’ <i sanctetoassontees \sondaenkatchiobé 7 
23.1 Standard level user ChArgeS..........cscsssssccse  cssssscesseseense 34 34 
23.2 Communications, utilities, and other rent... 4 28 43 
24.0 — Printing and reproduction...............ssssssse 10 24 25 
DOT MUUVET UN BIORS ssciscssssssheleccksscossepsssescopsesnoonny 54 33 77 
26.0 Supplies and materials ................scccssseccssees 6 4 4 
SiO Enonent se NL a 10 3 3 
41.0 Grants, subsidies, and contributions............. 7,398 10,400 12,267 
99.0 Total obligations ...........ccsssccssssseeesen 7,825 10,922 12,900 
Personnel Summary 
Total number of permanent positions.................. 12 12 12 
Total compensable WOrkyea'S...............ssessssssesssseseesne 16 13 13 
Full-time equivalent of other positions.................. (5) (2) (2) 
Full-time equivalent of overtime and holiday 
DONG cer inrererrestchrcccattssttcacsorsepirts esecossrtottienss (0) (0) (0) 
Average GS grade 9.17 9.83 9.83 
Average GS salary $21,508 $23,091 $23,091 
Trust Funds 
SPECIAL STATISTICAL COMPILATIONS AND SURVEYS 
Program and Financing (in thousands of dollars) 
Identification code 91-8560-0-7-503 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Total obligations (object class 25.0).......... 84 Bp *hireaatace 
Financing: 
21.40 Unobligated balance available, start of year —132 SOO” stivmngesnisinige 
24.40 Unobligated balance available, end of year.. Oo Glaere | Baty e ee 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. We veigviantins . xcoumaaeeens 



















Relation of obligations to outlays: 








71.00 Obligations incurred, net ..............csssecccssssees 84 85 
72.40 Obligated balance, start of year... in ahelneieiine 9 
74.40 Obligated balance, end of year.................04 nS: cramaneyilbssess 
90.00 a ree ea ee a 75 te ie eae 





This fund has been reclassified as a deposit fund. 





GENERAL PROVISIONS—DEPARTMENT OF 
EDUCATION 


Sec. 301. None of the funds appropriated by this title for grants-in- 
aid of State agencies to cover, in whole or in part, the cost of operation 
of said agencies, including the salaries and expenses of officers and 
employees of said agencies, shall be withheld from the said agencies of 
any State which have established by legislative enactment and have in 
operation a merit system and classification and compensation plan 
covering the selection, tenure in office, and compensation of their 
employees, because of any disapproval of their personnel or the manner 
of their selection by the agencies of the said States, or the rates of pay 
of said officers or employees. 

Sec. 302. Funds appropriated in this Act to the American Printing 
House of the Blind, Howard University, the National Technical Insti- 
tute for the Deaf, and Gallaudet College shall be subject to audit by 
the Secretary of Education. 

Sec. 303. None of the funds provided herein shall be used to pay 
any recipient of a grant for the conduct research an amount equal to 
as much as the entire cost of such research. 

Sec. 304. No part of the funds contained in this title may be used to 
force any school or school district which is desegregated as that term 
is defined in title IV of the Civil Rights Act of 1964, Public Law 88- 
352, to take any action to force the busing of students; to force on 
account of race, creed or color the abolishment of any school so deseg- 
regated; or to force the transfer or assignment of any student attending 
any elementary or secondary school so desegregated to or from a partic- 
ular school over the protest of his or her parents or parent. 

Sec. 305. (a) No part of the funds contained in this title shall be 
used to force any school or school district which is desegregated as 
that term is defined in title IV of the Civil Rights Act of 1964, Public 
Law 88-352, to take any action to force the busing of students; to 
require the abolishment of any school so desegregated; or to force on 
account of race, creed, or color the transfer of students to or from a 
particular school so desegregated as a condition precedent to obtaining 
Federal funds otherwise available to any State, school district or 
school. 

(6) No funds appropriated in this Act may be used for the transpor- 
tation of students or teachers (or for the purchase of equipment for 
such transportation) in order to overcome racial imbalance in any 
school or school system, or for the transportation of students or teach- 
ers (or for the purchase of equipment for such transportation) in order 
to carry out a plan of racial desegregation of any school or school 
system. 

Sec. 306. Funds appropriated to the Department of Education under 
Title III may not be used to pay the compensation of experts or 
consultants (other than full-time employees) or organizations thereof, 
or to procure by contract, the services of experts or consultants, or 
organizations thereof, in excess of $40,000,000 during fiscal year 1981. 
Expenditures for all consultant services in the fourth quarter of fiscal 
year 1981 may not exceed 30 per centum of the total annual fiscal year 
1981 expenditure for such consultant services. 

Sec. 307. The total full-time equivalent employment of the Depart- 
ment of Education during fiscal year 1981 shall not exceed 7,500. 





DEPARTMENT OF ENERGY 


ATOMIC ENERGY DEFENSE ACTIVITIES 


Federal Funds 
General and special funds: 
Atomic ENERGY DEFENSE ACTIVITIES, OPERATING EXPENSES 


For operating expenses of the Department of Energy necessary for 
atomic energy defense activities in carrying out the purposes of the 
Department of Energy Organization Act (Public Law 95-91), 
[$2,371,147,000] $2,794,723,000, to remain available until expended. 
(Energy and Water Development Appropriation Act, 1980; additional 
authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





\dentitication code. 89-0220-0-1-053 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 

Operating costs, funded: 
1. Inertial confinement fusion 
2. Naval reactors development 
3. Weapons activities 
4. Verification and control technology 
5. Materials production 
6. Defense nuclear waste 
7. Nuclear materials security and 

safeguards 


158,770 
259,650 
1,575,659 
39,455 
389,300 
270,356 


102,023 
245,352 
1,206,258 
28,448 
314,668 
152,144 


119,240 
249,567 
1,351,800 
35,600 
339,353 
195,548 


37,773 
2,086,666 


39,612 
2,330,720 


43,404 
2,736,594 





Total operating costs, funded... 
Change in selected resources (undelivered 


orders) 97,832 


2,184,498 


44,105 
2,374,825 


98,129 
2,794,723 





Total direct program obligations 








Reimbursable program: 
2. Naval reactors development 
3. Weapons activities: 
(a) National security manufacture of 
weapons parts and assemblies for 
DOD 


174,961 287,100 162,000 


58,376 50,600 55,000 


52,835 41,800 38,000 


135,000 


(c) Weapons research and develop- 
ment for DOD 


Total 


95,549 103,400 





reimbursable program 


381,721 482,900 390,000 


Change in selected resources (undelivered 
orders) 


30,771 6,600 





Total reimbursable program obliga- 


412,492 
2,996,990 


489,500 
2,864,325 


390,000 
3,184,723 








10.00 Total obligations 


Financing: 
11,00 Offsetting collections from: Federal funds... 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


Budget authority 


—412,492 —489,500 —390,000 





2,185,830 2,373,493 2,794,723 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


2,185,830 2,371,147 ~—.2,794,723 





Distribution of budget authority by account: 
Atomic energy defense activities, operating ex- 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


2,184,498 
713,089 
—810,921 


2,374,825 
810,921 
— 855,026 


2,794,723 
855,026 
— 913,155 





Outlays, excluding pay raise supple- 


2,086,666 2,328,374 2,736,594 


91.20 Outlays from civilian pay raise sup- 


plemental 





Distribution of outlays by account: 
Atomic energy defense activities, operating ex- 


1,373,577 
713,089 





Note.—Includes $2,600,000 in 1981 for activities previously financed from Uranium enrichment, Operating expense. 


1. Inertial confinement fusion.—The objective of this 
program is to develop and demonstrate inertial confine- 
ment fusion in order to utilize it as an aid in nuclear 
weapons development, testing, and simulation, and as a 
potential inexhaustible energy source. 

In 1981 the program provides a balance between ad- 
vanced drivers, target experiments, and support for 
major facility construction. 

2.. Naval reactors development.—This program pro- 
vides for the design, development, and testing of im- 
proved naval nuclear propulsion plants and reactor 
cores having longer fuel life, increased reliability, im- 
proved performance, and simplified operating and 
maintenance requirements. These reactors are neces- 
sary to meet a variety of military requirements. During 
1981 efforts will continue to improve existing subma- 
rine and surface ship reactor cores and plant technol- 
ogy, and to develop new advanced reactor concepts and 
propulsion plants including the completion of propul- 
sion plant testing in the first Trident strategic ballistic 
missile submarine. 

3. Weapons activities.—This program provides for the 
research and development, testing, and manufacturing 
of all U.S. nuclear weapons, maintenance of reliable 
weapons for their stockpile life, and disassembly and 
disposal of nuclear weapons designated for retirement. 
In 1981 this program will continue to provide new tech- 
nology to maintain a modern nuclear force, along with 
the design and development of new weapon systems in 
response to defense requirements. This program also 
provides for the certification of safety, reliability, and 
performance of new weapon systems and surveillance of 
the existing stockpile. Increases are provided for contin- 
ued production of weapon systems as well as initiation 
of production on several new systems. 

4. Verification and control technology.—This program 
provides for the conduct of activities directed toward 
the advancement of verification and control technology 
related to nuclear treaties, data collection, and process- 
ing. The 1981 program provides for continued verifica- 
tion efforts on the limited test ban and proposed com- 
prehensive test ban treaties. The intelligence activities 
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General and special funds—Continued 


Atomic ENERGY DEFENSE ACTIVITIES, OPERATING EXPENSES— 
Continued 


relate to comprehensive test ban and nonproliferation 
issues. 

5. Materials production.—This program provides for 
the production of special nuclear materials to meet 
weapons production requirements. The 1981 estimate 
provides for operation of the N-Reactor at Richland and 
for operation of three production reactors at Savannah 
River. Chemical processing operations, process develop- 
ment, and supporting services will continue in 1981. 

6. Defense nuclear waste.—This program provides for 
the interim storage of nuclear generated waste, and the 
development and demonstration of technologies to im- 
plement long-term waste disposal options. The 1981 pro- 
gram provides for continuation of the waste operations 
program with expanded effort on waste management 
research and development and continued transfer of 
wastes to new tanks. 

7. Nuclear materials security and safeguards.—The 
goal of the program is to deter and prevent malevolent 
acts involving domestic nuclear materials and facilities 
and to support U.S. nonproliferation initiatives and In- 
ternational Atomic Energy Agency safeguards efforts. 
The 1981 program will allow continued support of safe- 
guards responsibilities and nonproliferation policy. 


Object Classification (in thousands of dollars) 
Identification code 89-0220-0-1-053 


Direct obligations: 
Personnel compensation: 
Permanent positions 51,038 57,263 
Positions other than permanent... 486 854 
Other personnel compensation 3,871 3,937 


Total personnel compensation 55,395 62,054 
Personnel benefits: Civilian 6,701 
Travel and transportation of persons. 622 
Transportation of things 130 
Standard level user charges 508 508 
Communications, utilities, and other rent.... 1,035 1,060 
Printing and reproduction 50 60 
Other services 2,303,305 = 2,717,512 

420 420 


Supplies and materials 
2,374,825 2,794,723 





1979 actual 1980 est. 1981 est. 





59,137 
1,007 
4,069 


64,213 
7,058 
3,812 

80 





35 
2,119,045 
416 





Total direct obligations 2,184,498 








Reimbursable obligations: 
Personnel compensation: Permanent posi- 
tions 504 529 
Personnel benefits: Civilian .... 47 49 
Other services 411,967 488,949 389,422 


Total reimbursable obligations 412,492 489,500 390,000 
2,596,990 2,864,325 3,184,723 


11.1 


12.1 
25.0 








99.0 Total obligations 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions... 
Full-time equivalent of overtime and holiday 


2,206 
2,261 
(56) 


(11) (12) 
$50,694 
10.50 
$28,779 


2,250 
2,297 
(59) 


( 
$49,700 
10.40 
$27,409 


Average ES salary 
Average GS grade 
Average GS salary 





Reimbursable: 
Total number of permanent positions 16 16 
Total compensable workyears 16 


Full-time equivalent of other positions ( (0) (0) 
Full-time equivalent of overtime and holiday 
(0) 


10.40 
$28,779 


( 
10.40 
$30,218 





Atomic ENERGY DEFENSE ACTIVITIES, PLANT AND CAPITAL 
EQUIPMENT * 


* See Part III for additional information. 


For expenses of the Department of Energy in connection with the 
purchase, construction and acquisition of plant and capital equipment 
and other expenses incidental thereto necessary for atomic energy 
defense activities in carrying out the purposes of the Department of 
Energy Organization Act (Public Law 95-91), including the acquisition 
or condemnation of any real property or any facility or for plant or 
facility acquisition, construction, or expansion; purchase of passenger 
motor vehicles (not to exceed [264 of which 254] 267 of which 212 
are for replacement only) including [3 police-type vehicles; 
$588,249,000] 7 police-type vehicles; purchase of one aircraft for re- 
placement only and acquisition of one additional aircraft at no cost 
through transfer from the Environmental Protection Agency, 
$648,505,000, to remain available until expended. (Energy and Water 
Development Appropriation Act, 1980; additional authorizing legisla- 
tion to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 89-0221-0-1-053 1979 actual 1980 est. 1981 est, 





Program by activities: 

Capital investment, funded: 
1. Inertial confinement fusion 
2. Naval reactors development . 
3. Weapons activities 
4. Verification and control technology .... 
5. Materials production 
6. Defense nuclear waste 
7. Nuclear materials security and safe- 


38,972 
12,842 
181,005 


49,000 
22,000 54,700 
278,475 288,700 
1,060 800 
138,300 134,988 
125,057 105,386 


93,230 


148'754 
3,539 
454,195 
56,899 

~ 511,094 


3,400 
617,292 


3,400 


Total capital investment, funded... 641,204 
Change in selected resources (undelivered 


orders) 7,301 


648,505 


47,586 


10.00 Total capital investment, obligations .. 664,878 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 


— 105,565 
76,629 


Budget authority (appropriation) .. 482,158 588,249 





Distribution of budget authority by account: 
Atomic energy defense activities, plant and capi- 
tal equipment 
Energy, science, and defense activities, plant 
and capital equipment 


588,249 
482,158 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


511,094 
$38,171 
— 595,070 


454,195 


664,878 
595,070 
— 646,907 


613,041 


648,505 
646,907 
— 654,208 


Outlays 641,204 





Distribution of outlays by account: 
Atomic energy defense activities, plant and capi- 
tal equipment 
Energy, science, and defense activities, plant 
and capital equipment 


613,041 641,204 





1. Inertial confinement fusion.—This program will 
continue the construction of the Antares CO gas laser 
and target fabrication facilities at the Los Alamos Sci- 
entific Laboratory in New Mexico and the NOVA glass 
laser and target fabrication facilities at the Lawrence 
Livermore Laboratory in California, and initiate con- 





93,230 
54,700 
288,700 
800 


134,988 
105,386 


3,400 
541,204 


548,505 
346,907 
354,208 


541,204 


441,204 


DEPARTMENT OF ENERGY 


ENERGY PROGRAMS 
Federal Funds 
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struction of the Particle Beam Fusion Facility at 
Sandia Laboratories in New Mexico. These facilities 
will permit the investigation of the fusion physics nec- 
essary to determine the technical feasibility of employ- 
ing the inertial confinement fusion process as an 
energy source. 

2. Naval reactors development.—This program contin- 
ues test facility upgrading and provides equipment for 
ongoing reactor design and testing activities. 

3. Weapons activities.—This program provides for fa- 
cility construction, maintenance and restoration for the 
weapons research and development, testing and weap- 
ons production activities. 

4. Verification and control technology.—This program 
provides capital equipment for intelligence and verifica- 
tion needs. 

5. Materials production.—This program provides for 
maintenance and restoration of the nuclear materials 
production physical plant, and for continuation of con- 
struction on a facility to process and store a variety of 
irradiated spent fuels. 

6. Defense nuclear waste.—This program includes the 
construction, maintenance, and upgrade of facilities 
providing interim storage for defense wastes. 

1. Nuclear materials security and safeguards.—This 
program provides equipment supporting ongoing safe- 
guards activities. 


Object Classification (in thousands of dollars) 


Identification Code 89-0221-0-1-053 





1980 est. 


171,371 
493,507 


664,878 


1979 actual 


160,736 
350,358 


511,094 


1981 est. 


228,000 
420,505 


648,505 





31.0 Equipment 
32.0 Lands and structures 





99.0 Total obligations 





ENERGY PROGRAMS 


Federal Funds 
General and special funds: 
GENERAL SCIENCE AND RESEARCH, OPERATING EXPENSES 


For operating expenses of the Department of Energy necessary for 
general science and research activities in carrying out the purposes of 
the Department of Energy Organization Act (Public Law 95-91), 
[$336,900,000] $376,695,000, to remain available until expended. 
(Energy and Water Development Appropriation Act, 1980; additional 
authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Wentitication code 89-0222-0-1-251 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 
1. Life sciences research and nuclear 
medicine applications 
2. High energy physics 
3. Nuclear physics 


39,237 
217,624 


79,484 
Total operating costs, funded 336,345 

Change in selected resources (undelivered 
orders) 3,989 6,106 ‘, 5,645 


10.00 Total obligations 308,800 342,451 376,695 
Financing: 

21.40 Unobligated balance available, start of year 

24.40 Unobligated balance available, end of year.. 


Budget authority 


43,850 
240,705 
86,495 


371,050 


193,827 
72,502 


304,811 








341,945 376,695 





Budget authority: 
40.00 Appropriation 309,306 336,900 
42.00 Transferred from other accounts 5,000 


341,900 


376,695 





43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 
i 45 





Distribution of budget authority by account: 
General science and research, operating ex- 
336,945 
General science and research, plant and capital 


Energy, science, and defense activities, operating 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays, excluding pay raise supple- 


308,800 
88,573 
— 92,562 


342,451 
92,562 
— 98,668 


376,695 
98,668 
— 104,313 





304,811 336,300 371,050 
91.20 Outlays from civilian pay raise sup- 


plemental 





Distribution of outlays by account: 
General science and research, operating ex- 


216,238 
88,573 





1. Life sciences research and nuclear medicine applica- 
tions.—This research will support (1) long-term basic 
biological research which provides fundamental infor- 
mation on the normal structure and function of living 
organisms at all levels of organization for an under- 
standing of the health and environmental effects of 
energy-related pollutants and (2) research on the appli- 
cations and clinical feasibility of radiation, radionu- 
clides and stable isotopes for use in diagnosis and treat- 
ment of human diseases in clinical medicine. In 1981, 
increased efforts will be provided for basic biological 
research to determine the structure of genetic material 
and comparison of differences between portions of the 
chromosome which control different functions. In the 
nuclear medicine applications program, an effort will 
be initiated to develop new computer automated tomo- 
graphic techniques for tests of feasibility in clinical di- 
agnosis of human diseases. 

2. High energy physics.—In this program studies are 
conducted of the fundamental building blocks of matter 
and the fundamental forces of nature in an attempt to 
understand more fully the relationships and transfor- 
mations between energy and matter. The method of 
achieving the program objectives involves the use of 
large accelerator facilities to provide various types of 
high-energy particle beams and the use of sophisticated 
detection and analysis apparatus to study the particle 
interactions. In 1981 these facilities will be used to 
search for new physical phenomenon using subnuclear 
particle interaction. 

3. Nuclear physics.—This program is concerned with 
attaining a deeper understanding of the interactions, 
structure, and properties of nuclei through experimen- 
tal medium energy and heavy ion nuclear research and 
theoretical investigations. Plans for 1981 include: ex- 
ploitation of research opportunities at the new Holifield 
Heavy Ion Research Facility and at other nuclear phys- 
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General and special funds—Continued 
GENERAL SCIENCE AND RESEARCH, OPERATING ExPENSES—Continued 


ics facilities and conduct of research and development 
related to a high duty, high current electron linac. 


Object Classification (in thousands of dollars) 


Identification code 89-0222-0-1-251 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 


11.1 Permanent positions......... a 851 887 


11.3 Positions other than permanent. si 
11.5 Other personnel compensation 12 





Total personnel compensation 
12.1 Personnel benefits: Civilian . 
21.0 — Travel and transportation of persons 
25.0 — Other services 


99.0 


307,860 
308,800 


341,401 
342,451 


375,560 


Total obligations 376,695 





Personnel Summary 





Total number of permanent positions 21 25 
Total compensable work-years 22 26 
Full-time equivalent of other positions ( (1) (1) 

Full-time equivalent of overtime and holiday 
(0) (0) 


$50,694 $51,706 
11.40 11.40 
$33,091 $34,746 


(0) 
$49,700 
11.40 
$31,515 


Average ES salary 
Average GS grade..... 
Average GS salary 





GENERAL SCIENCE AND RESEARCH, PLANT AND CAPITAL EQUIPMENT 


For expenses of the Department of Energy in connection with the 
purchase, construction and acquisition of plant and capital equipment 
and other expenses incidental thereto necessary for general science 
and research activities in carrying out the purposes of the Depart- 
ment of Energy Organization Act (Public Law 95-91), including the 
acquisition or condemnation of any real property or facility or for 
plant or facility acquisition, construction, or expansion; purchase of 
passenger motor vehicles (not to exceed [9] 15 for replacement only); 
($135,000,000] $146,200,000, to remain available until expended. 
(Energy and Water Development Appropriation Act, 1980; additional 
authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 89-0223-0-1-251 1979 actual 1980 est. 1981 est. 





Program by activities: 
Capital investment, funded: 
1. Life sciences research and nuclear 
medicine applications 800 
2. High energy physics 100,536 98,582 
3. Nuclear physics 18,905 26,328 


2,050 
109,414 
25,458 





Total capital investment costs, 
funded 120,681 
Change in selected resources (undelivered 
orders) 9 


120,690 


125,710 136,922 


5,558 
131,268 


9,278 
146,200 





10.00 Total obligations 
Financing: 

21.40 Unobligated balance, start of year 
24.40 Unobligated balance, end of year 


Budget authority 


— 258 
1,268 


121,700 





146,200 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 


121,700 135,000 


—5,000 
130,000 


146,200 


Appropriation (adjusted) 








Distribution of budget authority by account: 
General science and research, plant and capital 
equipment 


130,000 146,200 





Energy, science, and defense activities, plant 
and capital equipment 
General Science and basic research 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year. 
74.40 Obligated balance, end of year 


90.00 


131,268 
75,883 
—81,441 


125,710 


146,200 
81,441 
—90,719 


Outlays 136,922 





Distribution of outlays by account: 
General science and research, plant and capital 
equipment 
Energy, science, and defense activities, plant 
and capital equipment 
General science and basic research 


49,827 136,922 





1. Life sciences research and nuclear medicine applica- 
tions.—Laboratory research equipment will be provided 
in 1981 including a proposed beam-line at the national 
synchrotron light source. 

2. High energy physics.—Funds are requested in 1981 
to continue the intersecting storage accelerator Isabelle 
at Brookhaven National Laboratory and the Energy 
Saver project at the Fermi National Laboratory. In ad- 
dition, funds are requested to start the Tevatron, Phase 
I, project at Fermilab. These facilities will be used to 
continue efforts to exploit recent major theoretical and 
experimental advances. 

3. Nuclear physics.—In 1981, construction of the Na- 
tional Superconducting Cyclotron Laboratory at Michi- 
gan State University will continue; construction will be 
initiated on the Argonne Tandem Linac Accelerator 
System project at Argonne National Laboratory; and 
improvements to scientific research equipment will be 
made at the Clinton P. Anderson Meson Physics Facili- 
ty and the William H. Bates Linear Accelerator. 


Object Classification (in thousands of dollars) 





Identification code 89-0223-0-1-251 


31.0 
32.0 


99.0 


1979 actual 


97,842 


1980 est. 


39,500 


1981 est. 


42,400 





Equipment 
Lands and structures 


146,200 


Total obligations 120,690 131,268 


ENERGY SupPPLy, RESEARCH AND DEVELOPMENT ACTIVITIES, 
OPERATING EXPENSES* 


*See Part III for additional information. 


For operating expenses of the Department of Energy necessary for 
energy supply, research and development activities and other activi- 
ties in carrying out the purposes of the Department of Energy Orga- 
nization Act (Public Law 95-91), [$2,048,523,000] $2,349,904,000, to 
remain available until expended: Provided, That during fiscal year 
1981 and within the resources and authority available, gross obliga- 
tions for the principal amount of direct loans for the Hydropower 
Feasibility Studies Loan Program shall not exceed $10,000,000. (Energy 
and Water Development Appropriation Act, 1980; additional authoriz- 
ing legislation to be proposed.) 

[Such amounts as may be necessary for fiscal year 1980 for Depart- 
ment of Energy, Operating Expenses, Energy Supply, Reserarch and 
Development Activities, to carry out the breeder reactor demonstra- 
tion project or project alternative approved by Congress in authoriz- 
ing legislation, and for no other purpose, at the current rate of 
operations notwithstanding the provisions of sections 102 and 106 of 
this joint resolution.] (Public Law 96-86, making continuing appro- 
priations for the fiscal year 1980.) 





36,922 


36,922 


2,400 
sa 


6,200 
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Program and Financing (in thousands of dollars) 


ienttication code 89-0224-0-1-271 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
Operating costs, funded: 
1. Solar applications 
2. Solar technology 
3. Geothermal 
4. Nuclear fission 
5. Magnetic fusion 
6. Electric energy systems 
and storage 56,923 
7. Hydropower 7,750 
8. Environment 193,406 
9. Supporting research 182,096 


124,539 
260,813 
118,138 
935,998 
215,883 


142,821 
331,124 
123,875 
959,964 
243,042 


165,586 
372,000 
132,894 
731,119 
299,047 


96,795 
17,449 
211,571 
224,345 


113,723 

21,000 
235,128 
269,085 





Total operating costs, 

funded 2,095,546 

Change in selected resources (un- 
delivered orders) 


2,350,986 2,339,582 


153,649 


2,249,195 
225,981 


— 82,161 


2,268,825 
280,500 


10,322 


2,349,904 
305,000 





Total direct obligations 
Reimbursable program 
Change in selected resources (un- 


delivered orders) 11,588 





Total reimbursable - obliga- 


237,569 
2,486,764 


281,600 
2,550,425 


305,000 
2,654,904 








10:00 Total obligations 
Financing: 
11.00 Offsetting collections from: Federal 
fund — 237,569 — 281,600 — 305,000 
21.40 Unobligated balance 
start of year 
24.40 Unobligated balance available, end 


of year 


available, 
— 265,466 — 46,232 
46,232 


2,029,961 





Budget authority 2,222,593 2,349,904 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay 


2,029,961 2,220,923 2,349,904 





Distribution of budget authority by account: 

Energy supply, research and develop- 
ment, operating expenses 

Energy, science, and defense activities, 


operating expenses 2,029,961 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays, excluding pay raise 
supplemental 

91.20 Outlays from civilian pay 
raise supplemental 83 


2,249,195 
1,210,589 
— 1,163,947 


2,268,825 
1,163,947 
— 1,152,037 


2,349,904 
1,152,037 
— 1,259,276 





2,295,837 2,279,148 2,242,582 





Distribution of outlays by account: 
Energy supply, research and develop- 
ment, operating expenses 
Energy, science, and defense activities, 
operating expenses 


2,242,665 


1,618,047 
677,790 





Note.—Excludes $891 thousand in 1981 for activities transferred to Uranium enrichment activities—operating expenses 
Status of Direct Loans (in thousands of dollars) 
Wentification code 89-0224-0-1-271 





1979 actual 1980 est. 1981 est. 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 


—20,000 —10,000 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2200 Disbursements 


2900 Outstanding, end of year 


20,000 
20,000 


10,000 
30,000 





The purpose of energy supply research and develop- 
ment is to develop new energy technologies and im- 
prove the efficiency of existing energy technologies. In- 
cluded in this mission are efforts associated with basic 
research, technology development, engineering develop- 
ment, and demonstration. 

1. Solar applications.—For solar applications in 1981 
principal objectives are to stimulate market acceptance 
and demand for solar products for residential, commer- 
cial, industrial, and agricultural applications. This will 
include efforts in passive heating and cooling, active 
heating and cooling, agricultural and industrial process 
heat, photovoltaics, wood and wind. 

2. Solar technology.—The photovoltaics program will 
continue advanced R. & D. in thin films, novel concen- 
trators, advanced materials and the high risk innova- 
tive concepts grant program. Wind systems will empha- 
size development and testing of small scale systems and 
initiate fabrication of advanced intermediate and large 
scale experimental systems. Ocean systems will contin- 
ue operational testing of OTEC-1. The emphasis in 
solar thermal will be on evaluating concentrators and 
receivers for large and small systems, and continuing 
development and testing of collector designs and mate- 
rials. The biomass program will continue to pursue 
technology and engineering development of near-term 
combustion systems, fermentation, gasification and liq- 
uefaction systems, fermentable crops, anerobic diges- 
tors, and on-farm systems. The first tree crop will be 
planted in the 1,200 acre silviculture test farm and 
design of an aquatic biomass facility will begin. Basic 
and advanced research on biomass will be conducted. 
International solar projects will be continued. 

3. Geothermal and Hydrothermal Commercializa- 
tion.—The major objectives of these programs are to 
encourage and stimulate the commercial development 
of geothermal resources for electrical generation, direct 
heat applications, and methane recovery (from geopres- 
sured resources). In 1981, program emphasis is aimed at 
reducing present resource uncertainties and removing 
technological, environmental, economic, and institution- 
al impediments inhibiting private sector development of 
geothermal energy. The 5 megawatt Raft River pilot 
plant will begin operations. The number of on-going 
direct heat demonstrations will be expanded as will the 
number of geopressured wells. The 50 megawatt loop at 
Fenton Hill will continue and development will be initi- 
ated on an additional hot dry rock extraction site. The 
preliminary evaluation of the national hot dry rock 
resources will be completed. The Hydrothermal Com- 
mercialization program will continue site specific devel- 
opment planning, conduct national progress monitoring, 
continue economic analyses, and conduct market analy- 
ses. 

4. Nuclear fission.—Nuclear fission includes the com- 
mercial nuclear waste, spent nuclear fuel, converter 
reactor systems, breeder reactor systems and the ad- 
vanced nuclear systems program. 
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ENERGY Supply, RESEARCH AND DEVELOPMENT ACTIVITIES, 
OPERATING ExPENSES—Continued 


The commercial nuclear waste terminal isolation ac- 
tivities continue the evaluation of the following geolo- 
gies for their suitability as nuclear waste disposal sites: 
basalt at the Hanford site; tuff,at the Nevada test site; 
and domed and bedded salt geologies in the South and 
Southwest. In addition, new nonsalt geologies will be 
identified for evaluation as suitable repository sites. An 
initial operational disposal facility for commercial 
waste is anticipated in the 1990’s. The remedial actions 
activity includes significantly increased efforts in the 
decontamination and decommissioning of formerly used 
government and commercial sites with radioactive con- 
tamination, including uranium mill tailings sites. Initi- 
ation of preliminary work on the cleanup of the nuclear 
facility at West Valley, N.Y., is also planned. 

This program provides for conceptual studies in sup- 
port of a future government-provided facility storing a 
limited amount of commercial spent fuel. The Adminis- 
tration has submitted legislation to permit government 
acquisition and ownership of such a facility. 

A significant increase in the converter reactor pro- 
gram is associated with new efforts in occupational ra- 
diation dose reduction, productivity improvements, and 
light water reactor safety. Efforts will continue in the 
area of increasing uranium utilization 15% by 1988, 
and reducing occupational radiation exposures in oper- 
ating plants. Efforts continue in advanced reactor sys- 
tems to develop. and demonstrate the technology for 
reducing uranium enrichment in research and test re- 
actor fuels so as to reduce the associated proliferation 
risks. The breeder reactor program includes three sub- 
programs: the liquid metal fast breeder reactor, water 
cooled breeder reactor, and the fuel cycle R. & D. pro- 
gram. The liquid metal fast breeder reactor and fuel 
cycle programs show major reductions consistent with 
current information on the timing and need for a breed- 
er reactor. Activities are being focused on the operation 
of the fast flux test facility, at Richmond, Wash., its 
supporting facilities and associated test program. The 
water cooled breeder reactor activity includes continued 
operation of the light water breeder reactor core, proof- 
of-breeding effort and testing of fuel rod bundle con- 
cepts. The effort on the gas cooled breeder reactor is 
being brought to an orderly closeout in 1981. 

The advanced nuclear systems program continues de- 
velopment work on the space power systems for the 
solar polar and Galileo space missions scheduled for 
launch in 1982 and 1983. 

5. Magnetic fusion.—The 1981 budget will enhance 
the program’s ability to assure that the important engi- 
neering decisions are made from the strongest and most 
optimal data base. Specifically, the increase in the 1981 
budget includes work on the operation and upgrade of 
tokamak and mirror experimental devices; continu- 
ation of major device fabrication efforts; continuation of 
efforts on alternate concepts as well as providing the 
underlying theory and experimental support. 

6. Electric energy systems and storage.—The primary 
objectives are to develop the framework for effective 
integration of new technologies and provide technical 





options for increased power transmission and storage. 
The electric energy systems program will promote the 
integration of new electrical generation technologies 
(such as photovoltaics, wind and solar thermal) into the 
national system, the development of ac superconducting 
cables and associated materials, testing of compressed 
gas insulated cable and dc cable prototypes, and contin- 
ued experimentation to determine electric field effects 
on the environment and living organisms. The energy 
storage program will continue development of advanced 
batteries for solar applications and electric hybrid vehi- 
cles, provide increased funding for zinc-nickel and alu- 
minum-air batteries, and continue design and construc- 
tion of the spe electrolyzer for hydrogen production. 

7. Hydropower.—This program is designed to establish 
a small-scale hydroelectric development industry in the 
United States based on both the rehabilitation and retro- 
fitting of existing dams and the development of new 
small power dams. In 1981, activities designed to stimu- 
late private sector development include: Federal finan- 
cial incentives to improve the economics of such projects 
(cost-shared demonstrations); simplifying and shortening 
the development process; and support for identification 
and verification of feasible retrofit sites. 

8. Environment.—The goals of this program are to 
assure that national environmental protection goals are 
incorporated in formulation of energy policies, imple- 
mentation of energy programs, and operation of DOE 
facilities in order to restore, protect, and enhance envi- 
ronmental quality, and to support a comprehensive re- 
search program to obtain scientific data for determina- 
tion of health and environmental effects associated with 
energy technology. Major initiatives planned 1981 in- 
clude strengthening compliance with the National Envi- 
ronmental Policy Act; increased research on fossil 
energy technologies; research to predict and determine 
effects of increased levels of carbon dioxide in the at- 
mosphere; and quantification of the health and environ- 
mental risks of alternative energy development. 

9. Supporting research.—The supporting research pro- 
grams are focused on areas of fundamental science that 
have the greatest potential both for near-term and long- 
term impact on energy production; on the assessment of 
technologies that have potentially high payoff in the 
future; and on the training of future energy profession- 
als. 

Basic energy sciences.—The objective of this program 
is to develop the knowledge base in science and engi- 
neering for all energy production and conservation 
technologies. Basic energy sciences provide fundamen- 
tal input to problems underlying other energy programs 
and attempt to identify knowledge that crosscuts the 
various energy technologies. In 1981, work will continue 
in the materials sciences; the chemical sciences; engi- 
neering, mathematical, and geosciences; nuclear sci- 
ence; biological energy research; and advanced energy 
projects. Research involving chemistry of coal, combus- 
tion, catalysis, novel approaches to the use of solar 
energy and nuclear waste isolation will be increasingly 
emphasized. 

University research support.—The goal of the Univer- 
sity research support program is to fund special univer- 
sity-based research activities on long-range energy prob- 
lems, including long-range implications of increased uti- 
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lization of coal, and to aid in the preparation and train- 
ing of future energy professionals through research par- 
ticipation by advanced graduate students. Emphasis 
will be given to developing closer working relationships 
between universities, the national laboratories, and pri- 
vate industry. The program also is aimed at increasing 
the involvement in the national energy program of re- 
searchers at small minority institutions, and includes 
the support at selected universities of specialized re- 
search facilities which are not duplicated elsewhere in 
national laboratories or private industry. 

Technical assessment projects.—This activity involves 
the independent assessment of existing or proposed 
technological initiatives in the Department, including 
examination of the base of research that underlies 
energy supply and utilization technologies. Also includ- 
ed are efforts undertaken in order to provide a com- 
plete evaluation of the satellite power system (SPS) 

concept, including studies of its environmental, econom- 
‘ic, and societal impact, as well as its merits relative to 
other future energy options. 


Object Classification (in thousands of dollars) 
\denttication code 89-0224-0-1-271 


Direct obligations: 
Personnel compensation: 
Permanent positions 33,807 40,195 41,363 
Positions other than permanent... 485 1,276 1,200 
Other personnel compensation 350 711 610 


34,642 42,182 43,173 
3,416 4,478 4,459 
1,904 172 2,401 

2,209,233 2,201,993 2,289,871 
20,000 10,000 


2,268,825 2,349,904 








1979 actual 1980 estimate 1981 estimate 








Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons. 
Other services 
Investments and loans 


Total direct obligations 


ENERGY SuPPLY, RESEARCH AND DEVELOPMENT ACTIVITIES, PLANT 
AND CAPITAL EQUIPMENT* 


*See Part III for additional information. 


For expenses of the Department of Energy in connection with the 
purchase, construction and acquisition of plant and capital equipment 
and other expenses incidental thereto necessary for energy supply, 
research and development activities and other activities in carrying 
out the purposes of the Department of Energy Organization Act 
(Public Law 95-91), including the acquisition or condemnation of any 
real property or any facility or for plant or facility acquisition, con- 
struction, or expansion; purchase of passenger motor vehicles (not to 
exceed [113 of which 104 are for replacement only) including 10] 139 
of which 131 are for replacement only) including 6 police-type vehicles; 
[$448,478,000] $401,147,000, to remain available until expended. 
(Energy and Water Development Appropriation Act, 1980; additional 
authorizing legislation to be proposed.) 


Program and Financing 


Identification code 89-0225-0-1-271 


(in thousands of dollars) 





1979 actual 1980 est. 198] est. 





Program by activities: 
Capital investment, funded: 

1. Solar applications 586 
2. Solar technology 43,727 
3. Electric energy systems and storage... 2,450 
4. Geothermal 9,050 
5. Nuclear fission .... 145,122 
6. Magnetic fusion... 132,758 
7. Environment 22,709 
8. Supporting research 32,818 
9. General purpose facilities 


2,000 
112,739 
1,720 
20,600 
183,561 
132,400 
18,300 
40,757 


2,000 
85,000 
3,150 
21,156 
182,296 
164,850 
18,220 
32,302 
60,300 





Total capital investment costs, 
389,220 
5,933 


395,153 


512,077 
76,851 


588,928 


569,274 
— 168,127 


401,147 





10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 


—13,474 
140,450 


— 140,450 





Budget authority (appropriation) .. 








Reimbursable obligations: 
Personnel compensation: Permanent posi- 


Travel and transportation of persons 
Transportation of things 

Communications, utilities, and other rent... 
Printing and reproduction 

Other services 


5 
304,035 
Supplies and materials 24 28 30 


236,621 280,616 





Total reimbursable obligations 237,569 


2,486,764 


281,600 
2,550,425 


305,000 
2,654,904 








Total obligations 





Personnel Summary 





Direct: 

Total number of permanent positions 1,329 1,306 
Total compensable workyears : 1,333 1,350 
Full-time equivalent of other positions ( (44) (44) 
Full-time equivalent of overtime and holiday 
seiawentettaseciceda (21) (21) 

$50,694 

11.00 

$30,981 


Average ES salary 
Average GS grade 
Average GS salary 








Reimbursable: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


( 
11.00 
$32,530 


(0) 
11.00 


Average GS grade A 
$29,506 


Average GS salary 








310-100 0 - 80 - 26 


Distribution of budget authority by account: 
Energy supply, research and development, plant 
and capital equipment 
Energy, science, and defense activities, plant 
and capital equipment 455,670 
6,459 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


395,153 
407,280 
— 464,956 


337,477 


588,928 
464,956 
— 592,807 


461,077 


401,147 
592,807 
— 560,175 


433,779 





Outlays 





Distribution of outlays by account: 
Energy supply, research and development, plant 
and capital equipment 
Energy, science, and defense activities, plant 
and capital equipment 


433,779 
331,018 





This account provides funds for capital equipment 
and construction projects necessary for the research 
and technology development and demonstration of the 
various energy technologies under examination in the 
energy supply research and development mission. 

1. Solar applications.—Funding is for capital equip- 
ment for systems development and for market test and 
applications (demonstration) work. 

2. Solar technology.—Construction of the Shenandoah 
total energy project, 10 megawatt Central Solar Receiv- 
er, small community solar thermal power experiment, 
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General and special funds—Continued 


ENERGY SuPPLY, RESEARCH AND DEVELOPMENT ACTIVITIES, PLANT 
AND CaPITAL EQUIPMENT—Continued 


and the Solar Energy Research Institute will continue. 
Construction of a solar industrial cogeneration project 
will be initiated. In the biomass program, architect/ 
engineering work and long-lead procurements for the 
thermochemical gasification experimental facility will 
continue, and the ethanol from biomass production con- 
version system will be initiated in 1981. 

3. Electric energy systems and storage.—Funding will 
be provided for miscellaneous capital equipment neces- 
sary to support the electric energy and storage systems, 
such as battery cycling and control equipment, test 
equipment and measuring devices. 

4. Geothermal.—Construction will continue on the 50 
megawatt geothermal demonstration plant in Valles 
Caldera, N. Mex. Funding will also provide for miscella- 
neous capital equipment to support the geopressured 
resources and geothermal technology development pro- 
grams. 

5. Nuclear fission.—The nuclear fission program in- 
cludes the commercial nuclear waste, spent nuclear 
fuel, converter reactor systems, breeder reactor sys- 
tems, and advanced nuclear systems programs. 

The commercial nuclear waste construction provides 
for the continuation of the near surface test facility— 
phase II, and the initiation of design and construction 
of a salt test facility. Capital equipment funds provide 
support for the terminal isolation and waste treatment 
technology R. & D. efforts. 

Capital equipment for the converter program will be 
utilized in the light water reactor safety program. 

Construction funds in the breeder reactor program 
are primarily in support of the development of the 
liquid metal fast breeder reactor. The fuel and materi- 
als examination facility will continue as the program 
refocuses on the Fast Flux Test Facility. 

6. Magnetic fusion.—Construction funds provide for 
the continuation of construction on all major devices 
and projects consisting of: large coil test facility, mirror 
fusion test facility, fusion materials irradiation test fa- 
cility, and the Tokamak fusion test reactor. Capital 
equipment funds provide support to the basic research 
and technology development efforts in the confinement 
systems, applied plasma physics, development and tech- 
nology and planning and projects subactivities. 

7. Environment.—Laboratory research equipment will 
be provided for continuation of environmental research 
activities. Modifications and additions to research facili- 
ties include a biomedical laboratory addition at Law- 
rence Berkeley Laboratory, California and moderniza- 
tion of laboratories for study of environmental pollut- 
ants, Oak Ridge National Laboratory, Tennessee. 

8. Supporting research.—Under basic energy sciences 
in 1981, the final increment of funding for the Chemical 
and Materials Sciences Laboratory at Lawrence Berke- 
ley Laboratory is provided. 

9. General purpose facilities—Construction funds will 
provide for new common-use projects at multi-program 
laboratories. These Projects will serve purposes 
common to several programs, typically utilities or gen- 
eral office and laboratory space. 


Object Classification (in thousands of dollars) 





Identification code 89-0225-0-1-271 1979 actual 1980 est. 1981 est. 


120,102 123,780 115,350 
275,051 465,148 285,797 


395,153 588,928 401,147 











31.0 Equipment 
32.0 Lands and structures... 


99.0 Total obligations 


91.20 


Distrib 
Ura 
Ene 





URANIUM ENRICHMENT, OPERATING EXPENSES* 
*See Part III for additional information. 


For operating expenses of the Department of Energy necessary for 
uranium supply and enrichment actvities in carrying out the pur- 
poses of the Department of Energy Organization Act (Public Law 95- 
91), [$60,523,000] $208,940,000 and any moneys in excess of 
$487,945,000 received from the enrichment of uranium as authorized 
by section 111(h) of Public Law 93-438, as amended, notwithstanding 
the provisions of section 3617 of the Revised Statutes (31 U.S.C. 484), 
to remain available until expended: Provided, That within the limits of 
this appropriation, obligations may be incurred in advance of uranium 
enrichment revenue collections and shall be liquidated from such col- 
lections. 

[The anticipated revenues from Uranium Enrichment Activities 
for the fiscal year and authorized to be retained by Public Law 93-438 
shall be deemed to have been appropriated to the Department for 
purposes of 31 U.S.C. 665.] (42 U.S.C. 5801, 5821; Energy and Water 
Development Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 89-0226-0-1-271 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 
1. Uranium resource assess- 
69,323 60,932 51,455 


867,972 763,279 898,951 
3. Advanced isotope separation . 46,513 49,218 64,044 


Total operating costs, 
funded 983,808 

Change in selected resources (un- 
delivered orders) 13,517 16,744 —4,410 


10.00 Total obligations 997,325 890,173 1,010,040 





873,429 1,014,450 





Financing: 
14.00 Offsetting collections from: Non- 
Federal sources 
21.40 Unobligated — balance 
start of year 
24.40 Unobligated balance available, end 


— 930,682 — 828,595 — 801,100 
available, 


— 15,875 


400,000 
460,710 


25.00 Unobligated balance lapsing 
Budget authority 








Budget authority: 
40.00 Appropriation 60,523 
44.20 Supplemental for civilian pay 
i 187 
400,000 





Distribution of budget authority by account: 
Uranium enrichment, operating expenses 60,710 
Energy, science, and defense activities, 
operating expenses 51,636 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 66,643 61,578 208,940 
72.40 Obligated balance, start of year 120,385 178,747 238,591 
74.40 Obligated balance, end of year — 178,747 — 238,591 — 234,181 


90.00 Outlays, excluding pay raise 
supplemental 8,281 1,557 213,340 








DEPARTMENT OF ENERGY 


91.20 Outlays from civilian pay 


raise supplemental : 10 





Distribution of outlays by account: 
Uranium enrichment, operating expenses 
Energy, science, and defense activities, 
operating expenses 


213,350 


Note—Excludes $2,200 thousand’in 1981 for activities transferred to Atomic Energy Defense Activities-operating expenses. 





1. Uranium resource assessment.—The 1981 uranium 
resource assessment program continues efforts to pro- 
vide data for use in assessing the nuclear fuel resources 
of the United States, to reduce the uncertainties sur- 
rounding the estimates, and to assess the availability 
and economics of domestic nuclear fuel resources. 

The major program activities in 1981 will provide for 
completion of 116 priority quadrangles; continue sup- 
port of the International Uranium Resource Evaluation 
program; and support application of advanced technol- 
ogy work. 

2. Uranium enrichment activities.—This program pro- 
vides for the enrichment of uranium and uranium com- 
pounds in the isotope U-235. Activities include the op- 
erations of the Department’s three gaseous diffusion 
plants located at Oak Ridge, Tenn., Paducah, Ky., and 
Portsmouth, Ohio; production of feed, recovery of en- 
riched uranium, process and long-range technical sup- 
port, and other supporting activities. 

The gas centrifuge operations and support program 
provides for those activities related to the development 
and operation of the gas centrifuge process for the en- 
riching of uranium compounds in the isotope U-235. 
Specific activities include the operation and mainte- 
nance of pilot and demonstration facilities, process de- 
velopment, technology transfer, and other activities. 

3. Advanced isotope separation technology.—The 1981 
funding level will permit the accelerated development 
of two selected uranium separation processes. Risk 
analysis and cost projections will be performed and de- 
tailed engineering designs will begin on two develop- 
ment modules. 


Object Classification (in thousands of dollars) 








\entification code 89-0226-0-1-271 1979 actual 1980 est. 1981 est. 





lll Personnel compensation: Permanent posi- 

tions 5,889 6,251 
12.1 Personnel benefits: Civilian... 833 758 
21.0 Travel and transportation of persons. 18 475 
22.0 — Transportation of things 5 17 
23.2 Communications, utilities, and other rent... 269 271 
24.0 — Printing and reproduction 30 30 
25.0 — Other services 883,035 1,002,137 
26.0 — Supplies and materials 94 101 


890,173 1,010,040 





99.0 Total obligations 





Personnel Summary 





Direct: 
Total number of permanent positions 197 
Total compensable workyears 205 200 
Full-time equivalent of other positions (8) (8) 
Full-time equivalent of overtime and holiday 
(1) 
$50,694 


(1) 
$51,706 
Average GS grade 11.0 11.0 


Average ES salary 


Average GS salary $30,817 $32,358 
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URANIUM ENRICHMENT, PLANT AND CAPITAL EQUIPMENT 


For expenses of the Department of Energy in connection with the 
purchase, construction and acquisition of plant and capital equipment 
and other expenses incidental thereto necessary for uranium supply 
and enrichment activities in carrying out the purposes of the Depart- 
ment of Energy Organization Act (Public Law 95-91), including the 
acquisition or condemnation of any real property or any facility or for 
plant or facility acquisition, construction, or expansion; purchase of 
passenger motor vehicles (not to exceed 20 for replacement only); 
[$4,000,000] $7,300,000 and $487,945,000 from moneys received from 
the enrichment of uranium as authorized by section 111(h) of Public 
Law 93-438, as amended, notwithstanding the provisions of section 
3617 of the Revised Statutes (31 U.S.C. 484), to remain available until 
expended: Provided, That within the limits of this appropriation, obli- 
gations may be incurred in advance of uranium enrichment revenue 
collections and shall be liquidated from such collections. 

[The anticipated revenues from Uranium Enrichment Activities 
for the fiscal year and authorized to be retained by Public Law 93-438 
shall be deemed to have been appropriated to the Department for 
purposes of 31 U.S.C. 665.] (42 U.S.C. 5801, 5811; Energy and Water 
Development Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 89-0227-0-1-271 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Capital investment, funded: 
1. Uranium resource assessment 
2. Uranium enrichment activities 
3. Advanced isotope separation technol- 


5,415 
393,833 


4,310 
472,148 


2,300 
542,737 


2,522 
401,770 


6,400 
482,858 


14,351 
959,388 





Total capital investment, funded... 
Change in selected resources (undelivered 


orders) 7,814 


490,672 


= 82.436 
339,334 


__ — 70,143 


10.00 Total obligations 489,245 


Financing: 
14.00 Offsetting collections from: Non-Federal 
— 286,400 
—3,392 


—481405 —487,945 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


25.00 Unobligated balance lapsing 
Budget authority 


400,000 
404,000 








Budget authority: 
40.00 Budget authority 
49.00 ‘Contract authority 


4,000 





Distribution of budget authority by account: 
Uranium enrichment, plant and capital equip- 


Energy, science, and defense activities, plant 
and capital equipment 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


— 682,593 
112,733 


— 634,879 —612,736 





Outlays 





Distribution of outlays by account: 
Energy, science, and defense activities, plan and 
capital equipment 
Uranium enrichment, plant and capital equip- 


112,733 
36,981 





1. Uranium resource assessment.—This program pro- 
vides support for the assessment of nuclear fuel re- 
sources of the United States. Specific activities include 
improvements to the Grand Junction, Colo., office and 
lab facility and procurement of exploration and assess- 
ment related capital equipment. 

2. Uranium enrichment activities.—This program pro- 
vides for the enrichment of uranium and uranium com- 
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General and special funds—Continued 
URANIUM ENRICHMENT, PLANT AND CAPITAL EQUIPMENT—Continued 


pounds in the isotope U-235. Activities include the con- 
tinuation of the program to improve and update the 
existing gaseous diffusion cascades to both increase the 
capacity and improve plant efficiency. This activity is 
scheduled for completion in 1982. The Department’s 
three gaseous diffusion plants are located at Oak Ridge, 
Tenn., Paducah, Ky., and Portsmouth, Ohio. 

The gas centrifuge operations and support program 
provides for those activities related to the development 
of the gas centrifuge process for the enriching of urani- 
um compounds in the isotope U-235. Specific activities 
include the procurement of centrifuge hardware and 
the construction of the gas centrifuge enrichment plant 
at Portsmouth, Ohio. 

3. Advanced isotope separation technology.—Capital 
equipment funds support an accelerated technology de- 
velopment program. Construction funds provide for ini- 
tiation of an isotope research and development labora- 
tory providing office and laboratory space at Los 
Alamos, N. Mex., and an advanced isotope separation 
laboratory at Livermore, Calif., to house two isotope 
separation development modules. 


Object Classification (in thousands of dollars) 





Identification code 89-0227-0-1-271 


31.0 — Equipment 32,106 33,930 38,500 
32.0 Lands and structures 307,228 456,742 450,745 


99.0 Total obligations 339,334 490,672 489,245 


1979 actual 1980 est. 1981 est. 














Fossiu ENERGY RESEARCH AND DEVELOPMENT* 
* See Part III for additional information. 


For necessary expenses in carrying out fossil energy research and 
development activities, under the authority of the Department of 
Energy Organization Act (Public Law 95-91), [[$746,627,000] 
$691,650,000, to remain available until expended[: Provided, That no 
part of the sum herein appropriated shall be used for the field testing 
of nuclear explosives in the recovery of oil and gas]. (Public Law 96- 
126, making appropriations for the Department of the Interior and 
related agencies, 1980; additional authorizing legislation to be pro- 
posed.) 


Program and Financing (in thousands of dollars) 


Identification code 89-0213-0-1-271 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Coal 632,335 593,861 605,363 
62,595 69,609 61,143 

30,479 40,448 31,673 


725,409 —- 703,918 698,179 





Total costs, funded 
Change in selected resources (undelivered 
orders) —43,047 83,549 
10.00 Total obligations 682,362 787,467 
Financing: 
21.40 Unobligated balance available, beginning of 


—6,529 
691,650 


— 60,540 
___ 39054 


660,876 


— 39,054 


748,413 691,650 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


746,627 691,650 


Distribution of budget authority by account: 
Fossil energy, research and development 
Energy science and defense activities—Operat- 
ing expenses 


660,443 748,413 691,650 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


682,362 787,467 691,650 
514,921 484,125 918,357 
— 484,125 » —518,357 — —511,828 


90.00 Outlays, excluding pay raise supple- 
tal 


713,158 751,635 697,993 
91.20 Outlays from civilian pay raise sup- 


plemental 1,600 186 





Distribution of outlays by account: 
Fossil energy, research and development 197,759 
Energy 514,966 
Energy, science and defense activities —Operat- 
ing expenses 


753,235 698,179 





1. Coal.—The principal objectives of this program are 
to accelerate the development of environmentally ac- 
ceptable technologies for converting coal to liquid and 
gaseous fuels; to foster development of advanced energy 
conversion systems, including magnetohydrodynamics 
and fuel cells; to stimulate adoption of new methods for 
the direct combustion of coal; to develop improved coal 
mining systems and increase coal use through improved 
coal preparation and environmental control technol- 
ogies. 

Funds are provided in 1981 to complete the donor 
solvent and the H-coal pilot plants and continue the 
solvent refined coal liquefaction plants. Increases in 
coal gasification will provide for accelerated develop- 
ment of in situ gasification technology, completion of 
the catalytic gasification pilot plant and operation of 
the hydrogasification pilot plant. 

2. Petroleum.—This program will develop improved 
technologies for the exploration, development and pro- 
duction of petroleum resources including research and 
demonstration projects to increase the ultimate recov- 
ery of oil using enhanced recovery techniques. The pro- 
gram also includes activities to develop a commercial 
oil shale recovery technology which will assure produc- 
tion of this resource within acceptable economic and 
environmental costs. In 1981 budgetary resources are 
provided to develop modified in situ oil shale technology 
by 1982 and to initiate a micellar polymer test and field 
test down hole steam generators. 

3. Gas.—This program provides for the assessment of 
natural gas resources and the development of advanced 
technologies to produce marginal gas resources using 
enhanced gas recovery techniques. The program is fo- 
cused on research and development of technologies to 
recover Western tight gas sands, coal bed methane and 
Appalachian Basin shales. Funding in 1981 will allow 
completion of Eastern gas shales characterization and 
continue research and demonstration of production 
technology. 


Object Classification (in thousands of dollars) 


Identification code 89-0213-0-1-271 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions. 30,823 37,610 38,208 
Positions other than permanent a 1,337 1,896 2,41 
Other personnel compensation 858 711 371 


—— 


Total personnel compensation 33,018 40,217 40,990 





Identifica 


10.00 


21.40 
24.40 


40.00 


71.00 
72.40 
74.40 


90.00 


Distrib 
Fos 
Ene 


C 
desi 
fine 
stru 
pla 
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12.1 Personnel benefits: Civilian 

21.0 — Travel and transportation of persons 

22.0 — Transportation of things 

23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 

25.0 Other services 

26.0 Supplies and materials ... 

31.0 

41.0 Grants, subsidies, and contributions 


4,107 
1,200 
355 
1,500 
1,325 
724,138 
5,825 
5,600 
3,200 


4,180 
3,550 
390 
1,800 
1,440 
622,380 
6,150 
7,570 
3,200 





99.0 Total obligations 


787,467 


691,650 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 


1,381 
1,379 
(114) 


(20) 
$50,113 
10.66 
$29,746 


1,388 
1,430 
(126) 


(21) 
$50,113 
10.74 

$30,655 





priations for the Department of the Interior and rejated agencies, 1980; 
additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 89-0219-0-1-271 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Coal 3,835 
81,203 
6,362 
3,870 
24,973 
7,873 


5,961 
173,500 
5,836 
6,009 
28,240 
4,787 


2. Naval petroleum reserves. 
3. Oil shale development 
4. Oil and gas development. 


6. Leasing and commercialization support... 7,212 


Total costs, funded 224,333 
Change in selected resources (undelivered 


orders) 


130,841 128,116 


63,103 
193,944 


—4,578 
123,538 


— 45,596 


10.00 178,737 


Total obligations 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


— 33,176 
11,751 


Budget authority 


172,519 


111,787 


178,737 





Fossi. ENERGY CONSTRUCTION 


For necessary expenses in connection with the purchase and con- 
struction of fossil energy plants, including the acquisition of interests, 
including defeasible and equitable interests in any real property or 
any facility or for plant or facility acquisition or expansion, 
[$108,250,000] $449,835,000, to remain available until expended. 
(Public Law 96-126, making appropriations for the Department of the 
Interior and related agencies, 1980; additional authorizing legislation 


to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 89-0214-0-1-271 1979 actual 


1980 est. 


1981 est. 





Program by activities: 
Coal (total costs, funded) 
Change in selected resources (undelivered 
orders) 


24,809 
21,628 


71,360 
227,995 


209,700 
240,135 





10.00 Total obligations (object class 32.0) . 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


46,437 


— 142,833 
196,105 


299,355 


— 196,105 


449,835 





40.00 Budget authority (appropriation) .. 99,709 


103,250 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year.. 
74.40 Obligated balance, end of year 


46,437 
39,096 
—12,609 


299,355 
72,609 
— 232,663 


449,835 
232,663 
— 472,798 





90.00 Outlays 12,924 


139,301 


209,700 





Distribution of outlays by account: 


Fossil energy construction 178 139,301 209,700 





Coal.—Funding in 1981 will provide for the continued 
design and initiation of construction of two solvent re- 
fined coal demonstration plants and design and con- 
struction of a high-Btu coal gasification demonstration 
plant. Modifications to existing research facilities are 
also included. 


ENERGY PRODUCTION, DEMONSTRATION, AND DISTRIBUTION 


For necessary expenses in carrying out energy production, demon- 
stration, and distribution activities, [[$111,221,000, of which 
$88,750,000 shall remain available until expended] $178,737,000, to 
remain available until expended. (Public Law 96-126, making appro- 


Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raise 


178,737 


111,221 
566 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year..... 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


193,944 
91,542 
— 154,645 


123,538 
154,645 
— 150,133 


178,737 
150,133 
— 104,537 





Outlays excluding pay raise supple- 
127,550 224,267 
91.20 Outlays from civilian pay raise sup- 


plemental 66 





Status of Loan Guarantees (in thousands of dollars) 
Position with respect to limitation on loan 
guarantees: 
3110 Limitation on commitments: Appropriation 
3200 Commitments, gross 
Cumulative balance of guarantees out- 
standing: 
Outstanding, start of year 
New loan guarantees 
Repayments or prepayments 


4100 
4200 
4400 


4900 


24,746 
—1,200 
48,400 


Outstanding, end of year 24,854 





1. Coal.—This effort includes the coal loan guarantee 
program designed to increase low-sulfur coal production 
by guaranteeing loans to small coal producers. Other 
program activities include increasing coal production, 
including anthracite, through elimination of institution- 
al barriers, continuation of coal production ombudsman 
activities, and accelerating introduction of new coal 
technologies including production of synthetic fuels and 
direct coal combustion. 

2. Naval petroleum reserves.—This program includes 
those activities necessary to operate, explore, conserve, 
develop, and produce the naval petroleum reserves at 
the maximum efficient rate. This will include routine 
operation and maintenance, drilling, and equipping oil 
and gas wells for production, installation of on-reserve 
facilities and related pipeline systems to handle pro- 
duced petroleum and related products. 
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General and speciak funds—Continued 


ENERGY PRODUCTION, DEMONSTRATION, AND DISTRIBUTION— 
Continued 


3. Oil shale development.—The program’s major objec- 
tive is to coordinate the Federal commitment to develop 
our oil shale resources, including the naval oil shale 
reserves, in an environmentally acceptable manner. 
Long-range goals are to achieve commercial production 
of 400,000 barrels of oil from shale by 1990 and to 
provide a basis for a broad based industry to meet 
national needs. In 1981, funding provides for the devel- 
opment and implementation of Federal plans which ad- 
dress constraints to oil shale development. 

4. Oil and gas development.—Major program objec- 
tives are to promote unconventional gas recovery (UGR) 
and enhanced oil recovery (EOR) techniques by acceler- 
ating exploration and development of oil and gas in 
high potential areas (including Federal lands), insure 
that adequate transportation and refining infrastruc- 
ture exists, and eliminate institutional constraints on 
increased oil and gas production. 

5. Solar.—The solar activity in this appropriation pro- 
vides for the collection and analysis of market data to 
establish cost and performance goals for systems devel- 
opment in all solar technologies, provides support for 
the use of solar technology on Federal buildings, and 
plans for orderly early transfer of federally assisted 
solar technologies to the private sector. 

6. Leasing.—The Federal leasing objectives are to es- 
tablish and develop leasing programs and policies for 
all Federal leasable energy resources and to assess in- 
stitutional barriers which constrain development and 
production. 


Object Classification (in thousands of dollars) 
Identification code 89-0219-0-1-271 


Personnel compensation: 
Permanent positions 8,714 
Positions other than permanent 112 
Other personnel compensation 58 
Special personal services payments 136 


Total personnel compensation 9,020 10,206 
Personnel benefits: Civilian 928 1,059 
Travel and transportation of persons 398 712 
Printing and reproduction l 
Other services 184,233 111,435 





1979 actual 1980 est. 1981 est. 





12.1 
21.0 
24.0 
25.0 
26.0 
41.0 


99.0 


l 
164,661 
Supplies and materials : 491 598 


Grants, subsidies, and contributions 450 
193,944 


1,265 
123,538 


1,500 
178,737 





Total obligations 





Personnel Summary 





Total number of permanent positions 276 277 

Total compensable workyears 287 283 
Full-time equivalent of other positions (11) (6) 
Full-time equivalent of overtime and holiday 


(0) 
$51,706 
10.60 
$30,240 


(0) 
$50,694 
10.60 
$28,800 


(0) 
$49,700 
10.60 
$27,431 


Average ES salary... 
Average GS grade 
Average GS salary 


ENERGY CONSERVATION* 
*See Part III for additional information. 


For necessary expenses in carrying out energy conservation activi- 
ties, [$628,702,000] $1,067,284,000, to remain available until expend- 


ed: Provided, That of the total amount of this appropriation, not to 
exceed [$1,450,000] $1,100,000 shall be available for a reserve to 
cover any defaults from loan guarantees issued for electric or hybrid 
vehicle research, development, and production as authorized by sec- 
tion 10 of the Electric and Hybrid Vehicle Research, Development 
and Demonstration Act of 1976, as amended (15 U.S.C. 2509): [Pro- 
vided further, That the indebtedness guaranteed or committed to be 
guaranteed under said law shall not exceed the aggregate of 
$16,000,000: Provided further, That $141,250,000 appropriated in 
Public Law 95-240 for conservation grants for schools and health care 
facilities and $17,500,000 appropriated in Public Law 95-240 for con- 
servation grants for local government buildings shall remain availa- 
ble until expended: Provided further, That none of the funds provided 
for state energy conservation grants shall be available to any jurisdic- 
tion that has not implemented section 362(c)(5) of Public Law 94-163] 
Provided further, That during fiscal year 1981, the total commitments 
to guarantee loans shall not exceed $30,000,000 of contingent liability 
for loan principal: Provided further, That $151,625,000 for Energy 
Management Partnership Act activities and $150,000,000 for energy 
impact assistance shall not be available until enactment of authoriz- 
ing legislation. (Public Law 96-126, making appropriations for the 
Department of the Interior and related agencies, 1980; additional au- 
thorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 89-0215-0-1-999 





1979 actual 1980 est. 1981 est. 








Program by activities: 
1. Buildings and community systems 
2. Industrial 
3. Transportation 
4. State and local 
5. Energy information campaign 
6. Multi-sector 
7. Energy impact assistance 


60,664 
26,046 
84,170 
75,663 


84,796 
49,935 
97,491 
330,067 


93,108 
51,304 
111,604 
473,581 
30,000 
23,701 
62,100 


845,398 


10,450 


Total costs, funded 590,094 
Change in selected resources (undelivered 


orders) 271,053 


$22,810 


331,552 
921,646 


221,886 


10.00 Total obligations 1,067,284 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsing 


Budget authority 


Budget authority: 
40.00 Appropriation 628,702 
44.20 Supplemental for civilian pay raise 703 
50.00 Reappropriation 158,750 


— 224,477 
133,491 
199,024 


— 133,491 


788,155 1,067,284 





1,067,284 








Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 


71.00 
72.40 
72.40 


90.00 


522,810 
221,666 
— 492,719 


921,646 
492,719 
— 824,271 


1,067,284 
824,271 
— 1,046,157 


Outlays, excluding pay raise supple- 


251,757 = 589,427 845,362 


91.20 Outlays from civilian pay raise sup- 


plemental 36 





Status of Loan Guarantees (in thousands of dollars) 





Position with respect to limitation on loan 
guarantees: 
3110 Limitation on commitments: Appropriation 
3200 Commitments, gross 


4100 
4200 
4400 


4900 


— 30,000 


7,152 
20,540 
—2,178 


25,514 


— 16,000 





Outstanding, start of year 
New loan guarantees 
Repayments or prepayments 


7,517 
— 365 


Outstanding, end of year 7,152 


1. Buildings and community systems. —Major focus 
will continue to be on improvements in the energy effi- 
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ENERGY PROGRAMS—Continued 








ciency of new and existing buildings. Other efforts will 
include energy efficiency from planned community sys- 
tems, energy from urban waste, appliance standards, 
development of more efficient consumer products, 
energy conservation information dissemination and a 
Federal energy management program. 

2. Industrial.—The industrial energy conservation 
program is designed to decrease industrial use of scarce 
fuels by substituting abundent resources and to in- 
crease end-use efficiency. Over 100 projects are focused 
on the primary areas of waste energy reduction, indus- 
trial process efficiency, and cogeneration. 

3. Transportation.—Transportation uses more petro- 
leum-derived fuel than all other energy-consuming sec- 
tors combined. The transportation energy conservation 
program’s goals are improved energy efficiency in 
transportation to reduce the energy consumed by the 
transportation sector and to reduce, to the maximum 
extent practicable, transportation’s nearly complete de- 
pendence on petroleum. Major efforts will continue in 
heat engine development and in electric and hybrid 
vehicles. 

4. State and local.—The proposed Energy Manage- 
ment Partnership Act (EMPA) will provide financial 
and technical assistance to States to develop and broad- 
en their energy planning and management capabilities 
and to develop a State energy strategy as well as plan 
and implement energy conservation programs. It will 
restructure several existing grant programs and consoli- 
date grant administration procedures for other State 
energy conservation programs administered by DOE. 
EMPA proposes to expand current State conservation 
efforts into comprehensive energy programs to include 
supply and demand forecasting; emergency, facility and 
production impact planning; and coordination with 
local and interstate regional energy plans. The legisla- 
tive proposal now pending in the Congress will be 
amended to include grants to support local government 
energy activities. 

Other State and local grant programs in 1981 are 
designed to reduce energy consumption in school and 
health care facilities, and weatherize the homes of the 
poor. 

5. Energy information campaign.—The goal of this 
program is to achieve significant energy savings by pro- 
viding information to consumers. A large scale advertis- 
ing campaign will be conducted using television, radio, 
magazines and newspapers. This campaign will present 
energy information, tell consumers how to use energy 
efficiently, and explain tax credits and other conserva- 
tion incentives. 

6. Multi-sector—The Appropriate Technology pro- 
gram is designed to support and encourage individuals, 
small business, local nonprofit groups and Indian tribes 
to develop and demonstrate energy-related appropriate 
technologies that match community energy require- 
ments with community energy resources. The pro- 
gram’s emphasis is on small scale, low-cost technologies. 
DOE provides funds to groups or individuals who ordi- 
narily would not have access to such support. In addi- 
tion, the Energy-Related Inventions program provides 
for invention evaluation by the National Bureau of 
Standards. Promising inventions are then recommended 
to DOE for support. 


7. Energy impact assistance.—This program provides 
assistance to States experiencing significantly higher 
employment as a result of energy supply development. 
In 1981, funding will be increased to $150 million to 
provide grants for State and local planning and imple- 
mentation grants so States can establish mechanisms to 
help their local communities. The increased funding 
depends upon enactment of legislation authorizing the 
State revolving funds and loan guarantees and extend- 
ing coverage of the assistance to a broader range of 
energy projects. Assistance is provided by the Depart- 
ment of Energy to States through the Farmers’ Home 
Administration. This assistance covers inland energy 
impacts; a separate Department of Commerce program 
provides assistance for coastal energy impacts. 


Object Classification (in thousands of dollars) 


Identification code 89-0215-0-1-999 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions. 14,057 18,548 
Positions other than permanent 671 931 
Oiher personnel compensation 335 465 


Total personnel compensation ; 15,063 19,944 
Personnel benefits: Civilian 1,959 2,720 
Travel and transportation of persons 902 1,193 
Other services 287,662 314,330 
Equipment 2,600 4,450 
Grants, subsidies, and contributions 311,315 613,460 724,647 


522,810 921,646 1,067,284 





Total obligations 





Personnel Summary 





Total number of permanent positions 505 663 
Total compensable workyears 484 691 
Full-time equivalent of other positions ( (27) (28) 
Full-time equivalent of overtime and holiday 
(6) (6) 
Average ES salary = $50,694 $51,706 
Average GS grade =. 10.60 10.60 10.60 
Average GS salary. $27,431 $30,013 $30,243 





STRATEGIC PETROLEUM RESERVE 


For expenses necessary to carry out the provisions of sections 151 
through 166 of the Energy Policy and Conservation Act of 1975 (Public 
Law 94-163), $103,978,000,to remain available until expended, and any 
unobligated balances remaining from funds appropriated under this 
heading in Public Law 95-465, shall remain available until expended. 


Program and Financing (in thousands of dollars) 





Identification code 89-0218-0-1-274 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Storage facility development 
2. Petroleum acquisition and 
transportation 605,274 322,806 1,130,940 
3. Planning 17,223 16,355 10,000 
4. Management 7,606 11,819 11,144 


Total costs, funded 1,064,404 811,337 1,303,071 
Change in selected resources (un- 
delivered orders) 


10.00 Total obligations 
Financing: 
21.40 Unobligated —_ balance 
start of year 
24.40 Unobligated balance available, end 


434,301 460,357 150,987 





— 283,045 
781,359 


— 400,940 
410,397 


— 395,941 
907,130 


available, 


—546,277. = —2,768,191 —2,360,961 


2,768,191 2,360,961 1,557,809 
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General and special funds—Continued 
STRATEGIC PETROLEUM REsERVE—Continued 


Program and Financing (in thousands of dollars) —Continued 





Identification code 89-0218-0-1-274 1979 actual 1980 est. 


1981 est. 





25.00 Unobligated balance lapsing 
25.00 Unobligated balance restored 


Budget authority 


2,300,000 


2,403,978 








Budget authority: 
40.00 Appropriation 
50.00 Reappropriation 


103,978 
2,300,000 





Distribution of budget authority by account: 
Strategic petroleum reserve 
Energy, science and defense, operating 
expenses 


2,403,978 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


781,359 
2,314,720 
— 2,075,352 


1,020,727 


410,397 
2,075,352 
— 1,718,644 


767,105 


907,130 
1,718,644 


1,331,374 


1,294,400 





Distribution of outlays by account: 
Strategic petroleum reserve 939,637 
Energy 80,347 
Energy, science and defense, operating 
expenses 


752,871 
14,234 





1,284,232 
10,168 


The objective of this program is to decrease the vul- 
nerability of the United States to disruptions in world 
petroleum markets by creating an effective stockpile to 


be used in the event such disruptions occur. 


The administration continues to believe that the level 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 





Personnel Summary 








Total number of permanent positions 185 190 202 
Total compensable workyears 224 236 
Full-time equivalent of other positions (30) (32) (32) 
Full-time equivalent of overtime and holiday , 

( (2) 

$50,694 $51,706 

11.20 11.20 11.20 
$29,066 $30,520 $32,046 


Average ES salary 
Average GS grade 
Average GS salary 








ENERGY INFORMATION ADMINISTRATION* 
*See Part III for additional information. 


For necessary expenses in carrying out the activities of the Energy 
Information Administration, [$87,273,000] $116,223,000, to remain 
available until expended. (Public Law 96-126, making appropriations 
for the Department of the Interior and related agencies, 1980; addi- 
tional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 89-0216-0-1-276 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Energy applied analysis 11,131 13,425 
2. Collection, production and dissemination. 17,284 29,646 36,818 
3. Information validation 5,314 13,418 15,256 
4. Data information services 17,991 32,013 50,324 


Total costs, funded 48,810 86,208 115,823 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 


Financing: 
25.00 Unobligated balance lapsing 608 


16,226 2,000 400 
65,036 116,223 


of protection provided by a billion barrel reserve is 
needed. The 1981 budget includes funds for continued 
development of the petroleum reserve on a schedule to 
complete 750 million barrels (MMB) of Government 
storage by the late 1980’s, depending on the availability 
of oil supplies. 

Specifically, $82,834,000 is provided for completion of 
facilities for phase I of the petroleum reserve (the first 
248 MMB), continued facility development of phase II 
(an additional 290 MMB), and detailed planning for 
phase III facilities (an additional 200 MMB). 

Oil acquisition for the SPR could resume in 1980, 
depending on the availability of oil in world oil mar- 
kets. No additional budget authority is requested for oil 
purchases at this time because over $4 billion is cur- 
rently available for this purpose. 


Object Classification (in thousands of dollars) 
Identification code 89-0218-0-1-274 








1979 actual 1980 est. 1981 est. 





Budget authority 65,644 





Budget authority: 
40.00 Appropriation 61,544 
42.00 Transferred from other accounts 4,100 


43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 
raises 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 88,208 
72.40 Obligated balance, start of year... 3,695 
74.40 Obligated balance, end of year —5,742 


90.00 Outlays, excluding pay raise supple- 
85,273 

91.20 Outlays from civilian pay raise sup- 
plemental 888 


116,223 
5,742 


— 5,792 


116,126 
4] 





Note.—Includes $4,100 thousand in 1979 for activities transferred from the Economic Regulatory Administration. 


This program supports the ongoing activities of the 


Personnel compensation: 
Permanent positions 7,056 
Positions other than permanent... 359 
Other personne! compensation 174 


Total personnel compensation 7,589 
Personnel benefits: Civilian 858 
Travel and transportation of persons 343 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 


7,056 
359 
174 


7,589 


Energy Information Administration. It provides for: (1) 
the development of short-, mid-, and long-term econome- 
tric, statistical and structural process models of energy 
supply, demand, price, transportation, and fuel conver- 
sion; (2) substantive information on electric and natural 
gas supply and consumption for analyses of supply, 
costs, consumption patterns, problems, trends, technol- 
ogy, and long-range industry plans and outlook—indus- 
try data is essential for effective and equitable regula- 
tion under the Federal Power Act and Natural Gas Act; 


Total 1 
Total ¢ 

Full 

Full 
f 
Averag 
Averag 
Averag 


\dentificat 


P 


Supplies and materials .. oe 70.000 (3) the analysis of the impacts of national and interna- 


32.0 Lands and structures 322.662 327.612 111,154 tional energy policies, actions, and developments on the 
99.0 Total obligations 781.359 410,397 907 130 national economy, the major economic sectors, the re 
OO” epgions, and specific socioeconomic groups; (4) develop 
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ment and implementation of a detailed financial infor- 
mation reporting system to assess industry performance 
in the area of energy resource production and distribu- 
tion; (5) collection of oil and gas production and re- 
serves data; (6) development and implementation of the 
Emergency Management Information System; (7) vali- 
dation of Federal energy data systems; (8) a national 
energy information system (NEIS) to collect and provide 
energy information to all users; and (9) making availa- 
ble the Department’s energy information resources to 
other Federal agencies, the Congress and the public. 


Object Classification (in thousands of dollars) 


Identification code 89-0216-0-1-276 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
ll Permanent positions 
11.3 Positions other than permanent 


17,831 
1,225 


19,056 


23,267 
1,420 


Total personnel compensation 24,687 29,016 
12.1 Personnel benefits: Civilian 2,044 2,452 
21.0 Travel and transportation of persons 615 648 
22.0 — Transportation of things 75 90 
23.2 Communications, utilities, and other rent... 3,081 3,269 
24.0 — Printing and reproduction 972 1,025 
25.0 — Other services §2,593 77,619 
26.0 Supplies and materials... 1,781 1,897 
31.0 — Equipment 2,360 207 


99.0 Total obligations 88,208 116,223 


27,428 
1,588 











Personnel Summary 








Total number of permanent positions 815 882 
Total compensable workyears 818 892 
Full-time equivalent of other positions (35) (35) 
Full-time equivalent of overtime and holiday 
(14) (17) 


$50,694 
10.55 
$30,110 


Average ES salary 
Average GS grade 
Average GS salary 





Economic [REGULATORY ADMINISTRATION] REGULATION* 
*See Part III for additional information. 


For necessary expenses in carrying out the activities of the Eco- 
nomic Regulatory Administration and the Office of Hearings and 
Appeals, [$152,879,000: Provided, That none of the funds herein ap- 
propriated shall be available to pay the expenses of parties interven- 
ing in regulatory proceedings before the Economic Regulatory Admin- 
istration] $162,471,000, to remain available until expended. (Public 
Law 96-126, making appropriations for the Department of the Interior 
and related agencies, 1980; additional authorizing legislation to be 
proposed.) 


Program and Financing (in thousands of dollars) 


Wentification code 89-0217-0-1-276 





1979 actual 1980 est. 1981 est. 





Program by activities: 


1. Fuels conversion 9,256 19,878 27,142 
13,641 
44,677 
2,761 
6,835 
8,793 


2,668 
88,631 


13,858 
102,489 


33,427 
73,048 
2,663 
5,451 
10,167 
6,177 


150,811 


32,809 
69,668 
3,317 
24,573 
11,452 
8,850 


177,811 


3. Compliance 

4. Regulation development 
5. Emergency preparedness 
6. Fuels regulation 

7. Hearings and appeals 


Total costs, funded 
Change in selected resources (undelivered 
orders) 


Total obligations 





4,591 
155,402 


— 15,340 
162,471 





10.00 


Financing: 
21.40 Unobligated balance available, start of year 
25.00 Unobligated balance lapsing 


Budget authority 


Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 
44.20 


— 6,630 





99,233 155,402 162,471 





103,333 152,879 162,471 





Appropriation (adjusted) 
Supplemental for civilian pay 


152,879 
2,523 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


102,489 
13,324 
—34,114 


155,402 
34,114 
—40,112 


162,471 
40,112 
— 46,397 


Outlays, excluding pay raise supple- 
146,932 156,135 
91.20 Outlays from civilian pay raise sup- 


plemental 51 





Note.—Excludes $4,100 thousand in 1979 for activities transferred to the Energy Information Administration. 


The Economic Regulatory Administration (ERA) has 
responsibility for programs which support national 
energy objectives by controlling petroleum and certain 
petroleum product prices, supplies, and distribution, by 
promoting conservation in usage and end-use alterna- 
tives, and by providing response mechanisms for energy 
emergencies. 

1. Fuels conversion.—The objective of reducing con- 
sumption of petroleum and natural gas in the industri- 
al and utility sectors through increased use of coal and 
other fuels is accomplished through prohibitions on the 
use of oil and gas in new facilities, individual prohibi- 
tion orders given to selected existing facilities, and fur- 
ther limitations on the use of gas in existing facilities. 
Exemptions from the prohibitions can be granted based 
on administrative review. 

2. Utility programs and regulatory intervention.—The 
ERA encourages State public utility commissions and 
nonregulated utilities to adopt utility rate reforms 
through financial and technical assistance and through 
presentation of testimony and other evidence in support 
of such reforms at hearings of State regulatory agen- 
cies. The ERA seeks to assure continued reliability and 
adequacy of the Nation’s electric power supply through 
strategic planning, investigation of outages, and encour- 
agement of power pooling, interconnections, and wheel- 
ing. 

3. Compliance.—To assure industry compliance with 
petroleum and coal regulations, ERA conducts audits of 
targeted firms. As civil or criminal violations are identi- 
fied, ERA initiates necessary enforcement actions 
through administrative and/or judicial proceedings. Re- 
medial action and recovery of petroleum industry over- 
charges result in returns of millions of dollars to con- 
sumers or to the U.S. Treasury. As of September 30, 
1979 some $5 billion in alleged oil industry overcharges 
had been identified. 

4. Regulation development.—ERA is responsible for 
developing price and allocation regulations for crude oil 
and refined petroleum products. ERA is also developing 
regulations to encourage industries and utilities to burn 
coal instead of oil or natural gas. To reduce the regula- 
tory burden on the public and on industry, ERA is 
reviewing, simplifying, and, where possible, eliminating 
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General and special funds—Continued 


Economic [REGULATORY ADMINISTRATION] REGULATION— 
Continued 


several pricing and allocation programs to encourage 
competition in the petroleum industry. 

5. Emergency preparedness.—The ERA will continue 
to maintain appropriate contingency measures for use 
in the event of a severe energy supply interruption. 
These include plans for dealing with national or region- 
al energy emergencies, coordination of Federal and 
State emergency plans, and activities to ready a nation- 
al plan for rationing motor gasoline. 

6. Fuels regulation—The ERA uses its crude oil 
supply, allocation and pricing programs to promote in- 
creased domestic production and equitable distribution 
of crude oil. It administers allocation programs for 
motor gasoline, synthetic natural gas (SNG) feedstocks, 
and propane. ERA is also responsible for issuing liqui- 
fied natural gas (LNG) import/export orders and for 
conducting market and pricing analyses on decontrolled 
petroleum products. 

7. Hearings and appeals.—The Office of Hearings and 
Appeals is located in the Office of the Secretary. It 
reviews and issues all final DOE orders of an adjudica- 
tory nature other than those over which the Federal 
Energy Regulatory Commission has jurisdiction. It con- 
siders and issues decisions on appeals of DOE orders 
and examines exceptions. 


Object Classification (in thousands of dollars) 
Identification code 89-0217-0-1-276 


Personnel compensation: 
Permanent positions 46,762 62,964 69,980 
Positions other than permanent... 509 428 239 
Other personnel compensation ; 509 806 867 


Total personnel compensation 47,780 64,198 71,086 
Personnel benefits: Civilian 4,648 6,036 6,932 
Travel and transportation of persons 4,427 2,279 
Transportation of things 331 472 
Communications, utilities, and other rent... 5,530 8,565 
Printing and reproduction 1,742 
Other services 67,776 
Supplies and materials... 664 
Equipment 670 
Grants, subsidies, and contributions 10,970 3,000 


102,489 155,402 162,471 





1979 actual 1980 est. 1981 est. 








Total obligations 





Personnel Summary 





Total number of permanent positions 2,322 2,338 
Total compensable workyears 2,277 2,346 
Full-time equivalent of other positions ( (20) (8) 
Full-time equivalent of overtime and holiday 
(25) (24) 
Average ES salary $50,694 $51,706 
Average GS grade 0 10.70 10.70 
Average GS salary $28,027 $29,215 





FEDERAL ENERGY REGULATORY COMMISSION* 
*See Part III for additional information. 


For necessary expenses of the Federal Energy Regulatory Commis- 
sion to carry out the provisions of the Department of Energy Organi- 
zation Act (Public Law 95-91), including services as authorized by 5 
U.S.C. 3109, [$67,187,000] $76,374,000, to remain available until ex- 
pended. (Energy and Water Development Appropriation Act, 1980; ad- 
ditional authorizing legislation to be proposed.) 
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Program and Financing (in thousands of dollars) 


Identification code 89-0212-0-1-276 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Hydro regulation 10,338 11,650 12,380 
2. Multiresource regulation 13,237 16,323 17,632 
3. Gas regulation 26,116 38,066 39,728 
4. Oil regulation 5,071 5,601 6,545 


Total costs, funded 54,762 71,640 76,285 
Change in selected resources (undelivered 
orders) — 3,332 682 89 


10.00 Total obligations 51,430 72,322 76,374 





Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


Budget authority 69,622 
Budget authority: 


40.00 Appropriation 67,187 
44.20 Supplemental for civilian pay raises 2,435 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 72,322 
72.40 Obligated balance, start of year 4,473 
74.40  Obligated balance, end of year 


90.00 Outlays, excluding pay raise supple- 
tal 


—9,526  -—10,313 


64,883 75,538 
91.20 Outlays from civilian pay raise sup- 
plemental 49 





The Federal Energy Regulatory Commission (FERC) 
is charged with regulating certain interstate aspects of 
the electric power, natural gas, and oil industries. 

1. Hydro regulation.—The Commission issues permits 
and licenses for hydroelectric projects, enforces the 
terms and conditions of the licenses, and inspects all 
licensed dams or dams for which license applications 
are pending. The Commission has over 550 hydroelec- 
tric projects under license with ultimate generating ca- 
pacity of over 52 million kilowatts. The Commission 
also makes in excess of 1,000 dam safety inspections 
annually. The Commission also performs studies, ap- 
praisals, and assessments of water resources, performs 
headwater benefits investigations, and encourages the 
development of small hydro sites as sources of energy. 

2. Multiresource regulation.—The Commission is re- 
sponsible for determining rates for the interstate sale 
or transmission of wholesale electric energy for 215 
electric utilities and for overseeing electric utility cor- 
porate transactions and interlocking directorates. The 
Commission’s rulemaking and jurisdictional responsibil- 
ities include review of Department of Energy actions 
and proposed rulemakings that affect FERC functions 
and adjudication of appeals from DOE remedial orders 
and denials of adjustments. 

3. Gas regulation.—The Commission regulates 128 
natural gas pipeline companies and approximately 
20,000 producers that either transport or produce natu- 
ral gas for sale in interstate or intrastate commerce 
and companies transporting natural gas in interstate 
commerce. The Federal Energy Regulatory Commission, 
in accordance with its assigned pipeline and producer 
regulation responsibilities, issues certificates of public 
convenience and necessity for the sale of gas by produc- 
ers. Construction of new transportation facilities and 
extensions by interstate natural gas companies is simi- 





Identifi 


11.1 
11.3 
11.5 


Total 
Total | 
Full 
Ful 
| 
Averas 
Averag 
Averas 
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larly regulated. Producer regulation requires the estab- 
lishment and enforcement of appropriate wellhead 
prices for natural gas sold to pipelines or end users and 
acceptable wholesale rates to be charged by the pipeline 
firms for all natural gas sold in interstate commerce for 
resale. 

4. Oil regulation.—The Commission provides enforce- 
ment and compliance with its rules, regulations, and 
orders for oil pipeline regulation. Responsibilities in- 
clude the establishment of economical and reasonable 
transportation rates to provide incentives for increasing 
domestic oil supplies and insuring that consumers are 
not adversely affected by unjustifiably high tariffs. 
About 130 oil pipeline companies are under the jurisdic- 
tion of the FERC, with a basic valuation of more than 
$17 billion. The Commission is reviewing the Trans- 
Alaska Oil Pipeline System to determine the reason- 
ableness of cost overruns, rate schedules, and valuation 
of the system. The Commission seeks to encourage fair 
competition among the oil companies and to foster the 
development of future oil supplies in the Prudhoe Bay 
and North Slope by establishing prudent rate tariffs. 


Object Classification (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 














Identification code 89-0212-0-1-276 
Personnel compensation: 

11.1 Permanent pOSitiOns............:-.sseecssvecessses 34,648 42,872 45,572 
11.3 Positions other than permanent.............. 435 470 529 
11.5 Other personnel compensation................. 440 296 490 
118 Special personnel services payment........ 25 50 50 

Total personnel compensation............. 35,548 43,688 46,641 
12.1 Personnel benefits: Civilian................cccosssee 3,338 4,143 4,442 
21.0 ‘Travel and transportation of persons........... 1,535 2,300 2,925 
22.0 — Transportation of things .................ssesccsssseee 30 81 176 
23.2 Communications, utilities, and other rent... 4,430 5,700 7,015 
24.0 Printing and reproduction ase 859 1,800 1,806 
25.0 Other services.................. is 4,610 13,510 12,271 
26.0 Supplies and materials .............c:.:ccccssssseeees 1,080 1,100 1,098 
99.0 Total Obl gations .............cccssssssssssssslees 51,430 72,322 76,374 





Personnel Summary 





Total number of permanent positions....................0 1,589 1,813 1,813 








Total compensable Workyea'S............ss...-000 ii 1,499 1,804 1,847 
Full-time equivalent of other positions.................. (34) (30) (30) 
Full-time equivalent of overtime and holiday 

I ee acc cclcecchecs nsssosesiasivvrsibvoreose (15) (8) (8) 

Average ES salary... w. $49,700 $50,694 $51,706 

Average GS grade... wae 9.90 10.19 10.19 

BERS occa cs sshrcstcsnsceseseieainrececeatenceceeee $22,746 $22,445 $24,242 














GEOTHERMAL RESOURCES DEVELOPMENT FUND 


GEOTHERMAL LOAN GUARANTEE [AND INTEREST ASSISTANCE ] 
PROGRAM 


For carrying out the Loan Guarantee [and Interest Assistance] 
Program as authorized by the Geothermal Energy Research, Develop- 
ment and Demonstration Act of 1974, as amended, [$181,000] 
$43,266,000, to remain available until expended: Provided, That [the 
indebtedness guaranteed or committed to be guaranteed shall not 
exceed the aggregate of $350,000,000: Provided further, That after 
September 2, 1984, no part of this or any other appropriation for the 
purpose of the Loan Guarantee and Interest Assistance Program shall 
be available for obligation] during fiscal year 1981, total commit- 
ments to guarantee loans shall not exceed $206,000,000 of contingent 
liability for loan principal: Provided further, That in order to enable 
the obligation of funds for any payment of any valid claims against 
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the Geothermal Loan Guarantee Program for those loans still in force 
after September 2, 1984, appropriation acts for the Geothermal Re- 
sources Development Fund for fiscal years 1977, 1978, and 1980, are 
amended by deleting the last proviso contained therein. (Energy and 
Water Development Appropriation Act, 1980; additionai authorizing 
legislation to be proposed.) 


Program and Financing (in thousands of dollars) 














Identification code 89-0206-0-1-271 1979 actual 1980 est. 1981 est. 
Program by activities: 
Geothermal Resources Development Fund 
(program costs, funded) ................0s 582 1,007 1,284 
Change in selected resources (undelivered 
CONS ui: 565 mS 
10.00 Total obligations 1,147 1,207 1,284 
Financing: 
21.40 Unobligated balance available, start of year —43,944 —43,001 oc. 




















24.40 Unobligated balance available, end of year.. MO scx, 41,982 
25.00 Unobligated balance lapsing ................scccs0  ssssseecesseeeeee DSR? sud. 
Budget authority... 204 188 43,266 
Budget authority: 
40.00 Appropriation 0.0... .ssssesccsssseeesesnsees 204 181 1,284 
44.20 Supplemental for civilian pay raises... ................. U Seeeeree 
S00 Re. eee ee 41,982 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............cssseessee 1,147 1,207 1,284 
72.40 Obligated balance, start of year...............0+. 134 905 715 
74.40 Obligated balance, end of year.................0+. —905 —715 —152 
90.00 Outlays, excluding pay raise supple- 
IS hisses sriscschcicssicstacecrntaes 376 1,390 1,247 
91.20 Outlays from civilian pay raise... .sssssesccsssnees Rd oes 
Status of Loan Guarantees (in thousands of dollars) 
Position with respect to limitation on 
loan guarantees: 
3110 Limitation on commitments: Appropriation... ooo sesssseeccsseseee 206,000 
3200 Commitments, gr0Ss ..............:sscessseecsseesseeee —663 —299,653 —206,000 






Cumulative balance of guarantees out- 








standing: 
4100  Qutstanding, start of year.............ssececcsssees 13,684 14,347 333,183 
4200 New loan guarantees.............. 663 329,653 206,000 
4400 Repayments or prepayment’...............ccsece  sesscssseceeenees TNMADEA, —  cicictrancscveens 
4900 Outstanding, end of year..............ccccsseccsenees 14,347 333,183 539,183 


To make available the financial resources needed for 
commercial development of geothermal energy, DOE is 
administering a Federal loan guarantee program. The 
objectives of the loan guarantee program are: (1) to 
encourage and assist the private sector to accelerate 
development of geothermal resources by minimizing 
lenders’ financial risk associated with the introduction 
of new technology; and (2) to develop normal borrower- 
lender relationships that will in time encourage the 
flow of credit without the need for Federal assistance. 


Previous appropriations acts have provided that 
funds will not be available for obligation after Septem- 
ber 2, 1984. A reappropriation is sought in 1981 to 
remove this limitation. 
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General and special funds—Continued 
GEOTHERMAL Resources DEVELOPMENT FunpD—Continued 
GEOTHERMAL LOAN GUARANTEE [AND INTEREST ASSISTANCE] 
PROGRAM—Continued 
Object Classification (in thousands of dollars) 


Identification code 89-0206-0-1-271 

11.1 — Personnel compensation: Permanent posi- 
tions 165 168 

12.1 Personnel benefits: Civilian 15 17 

21.0 Travel and transportation of persons 8 8 

25.0 Other services 1,019 1,091 


99.0 1,207 1,284 


1979 actual 1980 est. 1981 est. 





Total obligations 1,147 


Personnel Summary 


Total number of permanent positions 

Total compensable workyears = 
Full-time equivalent of other positions (0) (0) (0) 
Full-time equivalent of overtime and holiday i is 


$50,694 $51,706 
11.00 11.00 
$28,350 $29,760 


(0) 
$49,700 
11.00 
$27,000 


Average ES salary 
Average GS grade 
Average GS salary 





(ALTERNATIVE FuELs PropuctTIon] 
Enercy Security RESERVE 


[In order to expedite the domestic development and production of 
alternative fuels and to reduce dependence on foreign supplies of 
energy resources by establishing such domestic production at maxi- 
mum levels at the earliest time practicable, there is hereby estab- 
lished in the Treasury of the United States a special fund to be 
designated the “Energy Security Reserve’, to which is appropriated 
$19,000,000,000, to remain available until expended: Provided, That 
these funds shall be available for obligation only to stimulate domes- 
tic commercial production of alternative fuels and only to the extent 
provided in advance in appropriations Acts: Provided further, That of 
these funds $1,500,000,000 shall be available immediately to the Sec- 
retary of Energy to carry out the provisions of the Federal Nonnu- 
clear Energy Research and Development Act of 1974, as amended (42 
U.S.C. 5901, et seq.), to remain available until expended, for the 
purchase or production by way of purchase commitments or price 
guarantees of alternative fuels: Provided further, That the Secretary 
shall immediately begin the contract process for purchases of, or 
commitments to purchase, or to resell alternative fuels to the extent 
of appropriations provided herein: Provided further, That of these 
funds an additional $708,000,000 shall be available immediately to the 
Secretary of Energy, to remain available until expended, to support 
preliminary alternative fuels commercialization activities under the 
Federal Nonnuclear Energy Research and Development Act of 1974, 
as amended, of which (1) not to exceed $100,000,000 shall be available 
for project development feasibility studies, such individual awards not 
to exceed $4,000,000: Provided, That the Secretary may require repay- 
ment of such funds where studies determine that such project propos- 
als have economic or technical feasibility; (2) not to exceed 
$100,000,000 shall be available for cooperative agreements with non- 
Federal entities, such individual agreements not to exceed $25,000,000 
to support commercial scale development of alternative fuels facili- 
ties; (3) not to exceed $500,000,000 shall be available for a reserve to 
cover any defaults from loan guarantees issued to finance the con- 
struction of alternative fuels production facilities as authorized by the 
Federal Nonnuclear Energy Research and Development Act of 1974, 
as amended: Provided, That the indebtedness guaranteed or commit- 
ted to be guaranteed under this appropriation shall not exceed the 
aggregate of $1,500,000,000; and (4) not to exceed $8,000,000 shall be 
available for program management. 

This Act shall be deemed to satisfy the requirements for congres- 
. gional action pursuant to sections 7(c) and 19 of said Act with respect 
to any purchase commitment, price guarantee, or loan guarantee for 
which funds appropriated hereby are utilized or obligated. 

For the purposes of this appropriation the term “alternative fuels’, 
means gaseous, liquid, or solid fuels and chemical feedstocks derived 
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from coal, shale, tar sands, lignite, peat, biomass, solid waste, uncon- 
ventional natural gas, and other minerals or organic materials other 
than crude oil or any derivative thereof. 

Within ninety days following enactment of this Act, the Secretary 
of Energy in his sole discretion shall issue a solicitation for applica- 
tions which shall include criteria for project development feasibility 
studies described in this account. 

Loan guarantees for oil shale facilities issued under this appropri- 
ation may be used to finance construction of full-sized commercial 
facilities without regard to the proviso in section 19(b)(1) of said Act 
requiring the prior demonstration of a modular facility. 

In any case in which the Government, under the provisions of this 
appropriation, accepts delivery of and does not resell any alternative 
fuels, such fuels shall be used by an appropriate Federal agency. Such 
Federal agency shall pay into the reserve the market price, as deter- 
mined by the Secretary, for such fuels from sums appropriated to 
such Federal agency for the purchase of fuels. The Secretary shall 
pay the contractor, from sums appropriated herein, the contract price 
for such fuels. 

All amounts received by the Secretary under this appropriation, 
including fees, any other monies, property, or assets derived by the 
Secretary from operations under this appropriation shall be deposited 
in the reserve. 

All payments for obligations and appropriate expenses (including 
reimbursements to other Government accounts), pursuant to oper- 
ations of the Secretary under this appropriation shall be paid from 
the reserve subject to appropriations.] (Public Law 96-126, making 
appropriations for the Department of the Interior and related agencies, 
1980.) 


Amounts Available for Appropriation (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Unappropriated balance start of 


Transfers from general fund (Public 
Law 96-126) 


Total available for appro- 


19,000,000 





19,000,000 
Appropriation: 
Department of Energy, Energy 
Security Reserve 
Department of Treasury, Invest- 
ment in Energy Security Cor- 
poration (proposed _legisla- 


— 2,208,000 


— 16,792,000 
— 19,000,000 





Total appropriation 








Unappropriated balance 


end of year 





Program and Financing (in thousands of dollars) 





Identification code 89-5180-0-2-271 


1979 actual 1980 est. 1981 est. 





Program by activities: 
104,000 


104,000 
3. Price and loan guarantee con- 
tracts 


Total costs, funded 
Total obligations 


2,000,000 
2,208,000 
2,208,000 





10.00 


Financing: 
40.00 Budget authority (appropri- 
ation) (special fund) 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
74.40 Obligated balance, end of year 
90.00 Outlays 


— 2,053,000  —2,000,000 
155,000 53,000 
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Status of Loan Guarantees (in thousands of dollars) 





Position with respect to limitation 
on loan guarantees: 
3110 Limitation on commitments: 
Appropriation 
Commitments, gross 


1,500,000 


3200 — 1,500,000 





Cumulative balance of guarantees 
outstanding: 
4100 Outstanding, start of year 
4200 New loan guarantees 





4900 Outstanding, end of year 1,500,000 





An “Energy Security Reserve” was established in the 
1980 Appropriation Act for the Department of the Inte- 
rior and related agencies (Public Law 96-126) for the 
purpose of expediting the development and production 
of alternative fuels. Of the $19,000,000,000 set aside in 
this reserve, $2,208,000,006 was made available immedi- 
ately by appropriation to carry out preliminary alterna- 
tive fuels commercialization activities under the Feder- 
al Nonnuclear Energy Research and Development Act 
of 1974, as amended (42 USC 5901, et seq.). The Admin- 
istration is proposing legislation to appropriate the bal- 
ance of the Energy Security Reserve directly to the 
Secretary of the Treasury for loans to the proposed 
Energy Security Corporation. 

1. Cooperative agreements.—This provides support for 
the development of commercial scale alternative fuel 
facilities. Individual agreements with non-Federal enti- 
ties may not exceed $25,000,000. 

2. Project feasibility studies.—This provides for the 
development of feasibility studies of alternative fuel 
production facilities so that project sponsors are able to 
assess the technical needs and economic potential of 
such projects. Individual awards cannot exceed 
$4,000,000. 

3. Price guarantee contracts.—This provides for the 
purchase or production of alternative fuels through pur- 
chase commitments or product price guarantees and 
the financing of alternative fuel facilities through loan 
guarantees. 


Object Classification (in thousands of dollars) 


Identification code 89-5180-0-2-271 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 
11.8 Special personal services payments 





Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 — Travel and transportation of persons 
24.0 Printing and reproduction 
25.0 — Other services 
33.0 Investments and loans 
41.0 — Grants, subsidies, and contributions 


99.0 Total obligations 


100,000 
2,208,000 








Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS salary 
Average salary of ungraded positions 


$20.611 
$28,800 





SoLaR AND CONSERVATION RESERVE 


A “Solar and Conservation Reserve” was established 
in the 1980 Appropriation Act for the Department of 
the Interior and related agencies (Public Law 96-126) 
for the stimulation of solar energy use and conserva- 
tion. Availability of amounts in the reserve is subject to 
additional authorization and appropriation action. Until 
effective projects are developed, the Administration will 
withhold requests for appropriations. 


Amounts Available for Appropriation (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 


1.000,000 





Unappropriated balance, start of year 
Transfers from the general fund (Public Law 96- 


Total available for appropriation 
Appropriation 


Unappropriated balance, end of year 1,000,000 





PAYMENTS TO States UNDER FEDERAL Power Act 
Program and Financing (in thousands of dollars) 


Hetificatin cade 89-5105-0-2-852 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Payments to States of portions of receipts 
as prescribed by law (costs—obliga- 
tions) (object class 41.0) 
Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


60.00 





Budget authority (appropriation) 
(permanent, indefinite, special 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 


90.00 





Outlays 





The States are paid 37.5% of the receipts from li- 
censes for occupancy and use of national forests and 
public lands within their boundaries issued by the Fed- 
eral Energy Regulatory Commission (16 U.S.C. 810). 


SPENT FueL StoraGE FuNpD 


(Proposed for later transmittal, under proposed legislation) 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 


Identification code 89-4011-2-3-271 





Program by activities: 
10.00 Total obligations (object class 32.0) 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources (user fees assessed utilities re- 
quiring government spent fuel storage) . 
21.47 Unobligated balance, start of year 


300,000 200,000 


— 100,000 
— 100,000 
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Program and Financing (in thousands of dollars) —Continued 


Identification code 89-4011-2-3-271 





1979 actual 1980 est. 1981 est. 





24.47 Unobligated balance, end of year 
47.00 Budget authority (authority to 


100,000 





Relation of obligations to outlays: 

71.00 Obligations incurred, net 

Obligated balance, start of year: 
72.47 Authority to borrow 
72.98 Fund balance 

Obligated balance, end of year: 
74.47 Authority to borrow 
74.98 Fund balance 


90.00 Outlays 


100,000 


200,000 
100,000 


— 100,000 
— 100,000 


200,000 


— 100,000 
— 100,000 








Legislation has been proposed to establish a revolving 
fund to finance the acquisition and use of facilities to 
store spent nuclear fuel. This radioactive material 
would be turned over to the Government by the opera- 
tors of public utility nuclear power plants. The utilities 
would pay a fee for this service that would completely 
cover the cost of acquisition and operation of the stor- 
age facilities. Borrowing authority is included to pro- 
vide additional flexibility in managing the program— 
particularly in the earlier years. 


Trust Funds 


ADVANCES FOR COOPERATIVE WORK 


Program and Financing (in thousands of dollars) 





Identification code 89-8575-0-7-271 1979 actual 1980 est. 1981 est. 





Program by activities: 

1. Conservation, evaluation, and develop- 
ment of energy resources 

2. Washington Public Power 


93,549 
730 930 


44,500 
Supply 


3. Construction, operation, and mainte- 


3,925 12,366 


14,373 
10.00 Total obligations 4,423 59,403 


Financing: 
14.00 Offsetting collections from non-Federal 


66,645 


~ 53,549 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


60.00 Budget authority (appropriation) 


(permanent, indefinite) 3,967 12,996 14,903 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 4,423 13,096 14,903 
72.40  Obligated balance, start of year... 271 2,041 1,828 
74.40  Obligated balance, end of year —2,041 — 1,828 — 1,858 


90.00 Outlays 2,653 13,309 14,873 





1. Conservation, evaluation, and development of 
energy resources.—The funds contributed by foreign 
countries, States, counties, municipalities, and private 
sources are used to conduct research and investigations 
to promote the conservatiun, evaluation, and develop- 
ment of energy resources. 


2. Washington Public Power Supply System.—Funds 
are advanced by the Washington Public Power Supply 
System (WPPSS) to pay for services furnished in con- 
nection with the operation of WPPSS electric generat- 
ing facilities at the Richland, Wash., new production 
reactor. The services provided by DOE contractors in- 
clude lease of land, fire protection, utilities, mainte- 
nance of equipment, engineering support and estimated 
reactor costs chargeable to WPPSS. 

3. Construction, operation, and maintenance, Western 
Area Power Administration.—When requested, the 
WAPA performs investigations or construction work 
with the funding provided by non-Federal entities 
under the Contributed Funds Act (43 U.S.C. 395, 396). 


Object Classification (in thousands of dollars) 





Identification code 89-8575-0-7-271 1979 actual 1980 est. 1981 est. 





11.1 Personnel compensation: Permanent posi- 

19 4] 43 
12.1 Personnel benefits: Civilian... 4 4 
25.0 — Other services 4,402 66,600 59,356 


99.0 Total obligations 4,423 66,645 59,403 








Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions.................. (0 (0) 
Full-time equivalent of overtime and holiday 
(0) 


Average GS grade 9.40 
Average GS salary $20,272 





POWER MARKETING ADMINISTRATIONS 
Federal Funds 


General and special funds: 
OPERATION AND MAINTENANCE, ALASKA POWER ADMINISTRATION 


For engineering and economic investigations to promote the devel- 
opment and utilization of the water, power, and related resources of 
Alaska, and for necessary expenses of operation and maintenance of 
projects in Alaska and of marketing electric power and energy, 
[$2,660,000] $3,069,000, to remain available until expended[: Pro- 
vided, That $20,000 of this appropriation shall be transferred to the 
United States Fish and Wildlife Service for studies, investigations, 
and reports as required by the Fish and Wildlife Coordination Act of 
1958 (72 Stat. 563-565)]. (Energy and Water Development Appropri- 
ation Act, 1980; additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 89-0304-0-1-271 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded—obligations: 
1. Operation and maintenance 1,315 2,023 1,909 
2. General investigations 1,061 1,160 


10.00 -Jotal program operating costs, 
funded—obligations 2,376 
Financing: 
11.00 Offsetting collections from: Federal funds ... —13 
21.40 Unobligated balance available, start of year —140 
24.40 Unobligated balance available end of year... 391 


40.00 Budget authority (appropriation) .. 2,614 





71.00 
72.40 
74.40 


90.00 


Distrit 
Op 


Identificat 


11.1 
11.3 
11.5 


12.1 
21.0 
22.0 
23.1 
23.2 
24.0 
25.0 
26.0 
31.0 


99.0 


Total nu 
Total cor 
Full-ti 
Full-ti 
hot 
Average 
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Distribution of budget authority by account: 
Operation and maintenance, Alaska Power Ad- 
ministration 
Power marketing administrations, operations and 
construction 





Relation of obligation to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year.. 
74.40 Obligated balance, end of year... 


90.00 





Outlays 





Distribution of outlays by account: 
Operation and maintenance, Alaska Power Ad- 
ministration 
Power marketing administrations, operations and 
construction 





1. Operations and maintenance.—The Alaska Power 
Administration operates, maintains, and markets hy- 
droelectric power from two Federal hydroelectric pro- 
jects in Alaska—Eklutna and Snettisham. The 30,000- 
kilowatt Eklutna project is located near Anchorage and 
the 47,000-kilowatt Snettisham project near Juneau. 
Each project has over 40 miles of transmission facilities 
and associated switchyard and substation facilities. 
Project power is marketed at wholesale to the utilities 
serving the two market areas with the revenues re- 
turned to the U.S. Treasury. Its long-term contracts 
provide for periodic electric rate adjustments to insure 
that the Administration recovers all costs of operation 
and all capital invested in power with interest in keep- 
ing with statutory requirements. 

2. General investigations.—The Alaska Power Admin- 
istration participates along with State, private, and 
other Federal agencies in conducting general investiga- 
tions involving engineering, economic, and environmen- 
tal studies for water and power development potentials 
and for power marketing and transmission system anal- 
ysis. 


Object Classification (in thousands of dollars) 








Identification code 89-0304-0-1-271 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 1,161 1,266 
113 Positions other than permanent 58 84 
11.5 Other personnel compensation 130 90 


Total personnel compensation 1,349 1,440 
12.1 Personnel benefits: Civilian 286 308 
21.0 — Travel and transportation of persons 100 117 
22.0 Transportation of things 16 36 
23.1 Standard level user charges 100 85 
23.2 Communications, utilities, and other rent... 49 60 
24.0 — Printing and reproduction 19 12 
25.0 — Other services 1,017 793 
26.0 Supplies and materials ... 77 100 
31.0 — Equipment 38 


99.0 Total obligations 3,051 











Personnel Summary 





Total number of permanent positions 38 39 

Total compensable workyears 40 41 
Full-time equivalent of other positions (2) (2) 
Full-time equivalent of overtime and holiday 


(6) 
$51,706 


(6) 
$50,694 


11.10 
$23,363 


11.10 
$24,531 


11.10 
$25,757 


Average GS grade 
Average GS salary 





Public enterprise funds: 
BONNEVILLE PowER ADMINISTRATION FUND 


Expenditures from the Bonneville Power Administration Fund, es- 
tablished pursuant to Public Law 93-454, are approved for construc- 
tion of Southwest Oregon Service—Buckley-Summer Lake 500 KV 
transmission line and related facilities; and for official reception and 
representation expenses in an amount not to exceed $1,000. 

During 1981 and within the resources and authority available, gross 
obligations for the principal amount of direct loans shall not exceed 
$2,400,000. (Energy and Water Development Appropriation Act, 1980; 
additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 89-4045-0-3-271 1979 actual 1980 est. 





Program by activities: 
Direct program: 
Operating costs, funded: 
1. System operation and 
maintenance 
2. Purchase power 
wheeling 
3. Interest expense from 
borrowings 
4. Associated project costs: 


63,210 92,230 96,600 


136,473 152,000 265,000 


24,635 24,000 36,500 


23,301 33,000 33,000 
(b) Corps of Engineers 
operating expenses 
(c) FERC coordination 

agreement 


5. Reserve for contingencies . 


30,035 31,800 32,900 
2,625 


(5,000) 


2,500 
(5,000) 


2,500 
(5,000) 





Total operating costs, 


280,279 335,530 466,500 








Capital investment funded: 
1. Transmission system con- 
struction 
2. Reserve for contingencies 
(31 U.S.C. 665c) 


Total capital _invest- 
ment costs funded... 


117,677 113,184 144,500 


(20,000) (20,000) (20,000) 





117,677 
397,956 


113,184 
448,714 


144,500 
611,000 





Total direct program 








Reimbursable program: 
Reimbursable costs, funded: 
1. Energy purchase agree- 
64,250 
5,183 


93,000 
7,000 


42,000 
4,000 





Total reimbursable 


costs, funded 69,433 100,000 46,000 








Total program costs, 

funded 467,389 

Change in selected resources (un- 
delivered orders) 


548,714 657,000 


— 18,833 
448,556 


—854 
547,860 


49,000 
706,000 





10.00 Total obligations 


Financing: 
Offsetting collections from: 
Federal funds: 
Sales of electric energy 
Lease of facilities and wheel- 


11.00 


—2,416 — 4,000 —5,100 
— 1,383 


—3,555 


—1,500 
—3,000 


—1,700 

— 2,700 

14.00 Non-Federal sources: 
Sales of electric energy 


Lease of facilities and wheel- 


— 274,858 — 518,000 — 600,000 
—32,427 


—16,044 


— 52,000 
— 108,500 


— 60,000 
— 55,000 
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Public enterprise funds—Continued 
BONNEVILLE PowEeR ADMINISTRATION Funp—Continued 


Program and Financing (in thousands of dollars) —Continued 





























Identification code 89-4045-0-3-271 1979 actual 1980 est. 1981 est. 
21.47 Unobligated balance _ available, 
start of year: Authority to 
DOHOW Sterne een heetcks — 888,318 —787,951 —679,391 
24.47 Unobligated balance available, end 
of year: Authority to borrow...... 787,951 679,391 549,791 
27.00 Capital transfer to general fund..... 42,493 247,700 148,100 
TTR Saari etl aarti oe coy cine, aero ien 
Relation of obligations to outlays: ’ 
71.00 Obligations incurred, net................. 57,874 — 139,140 — 18,500 
Obligated balance, start of year: 
72.47 Authority to DOrroW ..............00ee 61,682 52,049 44,239 
72.98 Treasury balance: Fund balance. 24,820 33,190 30,000 
Obligated balance, end of year: 
74.47 Authority to borrow ...............00 — 52,049 —44,239 — 110,239 
74.98 Treasury balance: Fund balance. — 33,190 — 30,000 —30,000 
90.00 UAVS sidecsscadscesccsssassssarstives 59,137 — 128,140 — 84,500 
Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation... ...sssssssssssess —sessscsssssseeess 2,400 
1200 Obligations incurred, QrOSS .............cccssssssssse — sssesssssseeeees 4,360 2,400 
Cumulative balance of direct loan out- 
standing: 
DIOO | ANBLAININD, SUL OT MOON ccstscsosscsssndossevesssip -ropstostpeasessine latatonesessastss 2,400 
2200 Disbursements (Guarantee Claims) .............0.  cssssssssseecsene 2,400 2,400 
2900 Outstanding, end Of year... cesses sseeeesssnseeeees 2,400 4,800 








The Bonneville Power Administration constructs, op- 
erates, and maintains transmission and related facili- 
ties and markets electric power produced at 30 Federal 
hydroelectric generating plants and obtained by pur- 
chase and exchange from 2 thermal plants. Customers 
include public and private utilities, Federal and indus- 
trial customers in the Pacific Northwest. It also sells 
and exchanges power with utilities in California and 
British Columbia, Canada, and wheels power from non- 
Federal hydroelectric and thermal generating plants. 

The estimated amounts of peak hydroelectric generat- 
ing capacity on the Federal system and of other power 
to be transmitted on the system are as follows (in thou- 
sands of kilowatts): 


Oct. 1, 1980 Oct. 1, 1981 

BARIPFON TNLAS « scsticeoshsn te dscossacszcssarsthees oetpronsisstreshyeasiniunsi 20,927 22,319 
Power wheeled and exchanged for non-Federal utilities and 

SION OY MMCTAR GOD isc sativsvss ts sadepsansnceastbaspbyesiovescvess nese 9,857 20,245 

DIN ¥icccoscossssxtietocsosoosatvatrestessua Nctcesie ices nate 30,784 42,564 


The transmission facilities will integrate new gener- 
ating facilities into the system. Additional generating 
units being installed in conformance with National En- 
vironmental Policy Act requirements at new and exist- 
ing Federal projects, will bring the total Federal in- 
stalled capacity from 20.9 million kilowatts to 22.3 mil- 
lion kilowatts. 

Budget program.—BPA’s 1981 program will be fi- 
nanced from revenues and proceeds from the sale of 
revenue bonds or notes to the U.S. Treasury which will 
be repaid from future revenues. 
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BPA fund activities include: 

1. System operation and maintenance.—Provides for 
load forecasting and generation planning, energy con- 
servation, the scheduling and dispatch of power, oper- 
ation and maintenance of the system, and the negotia- 
tion of power sales and wheeling contracts, billing and 
servicing these contracts, energy conservation pilot 
projects and the review and establishment of wholesale 
power and wheeling rates. 

2. Purchase power and wheeling.—Provides for acqui- 
sition of power from other entities by purchase and 
exchange, and use of transmission facilities of others. 

3. Interest on borrowings.—Provides for payments to 
the U.S. Treasury for interest on borrowings to finance 
BPA’s construction program under $1,250,000,000 bor- 
rowing authority provided by Public Law 93-454. 

4. Associated project costs.—Provides for repayment of 
the operation and maintenance costs of the U.S. Corps 
of Engineers and U.S. Bureau of Reclamation power 
generating projects; interest and amortization on the 
U.S. Bureau of Reclamation capital investment in 
power generating facilities; and coordination agreement 
payments to the Federal Energy Regulatory Commis- 
sion. 

1. Transmission system construction.—Provides for 
continuation of construction work on _ transmission 
lines, substations, and related facilities initiated in 
prior years, and initiation of construction on system 
additions. 

2. Reserve for contingencies.—Provides for the pur- 
chase of power in low water years; repair and/or re- 
placement of facilities affected by natural and man- 
made emergencies including the resulting additional 
costs for contracting, construction, and operation and 
maintenance work, unavoidable increased costs for the 
planned program due to necessary but unforeseen ad- 
justments including engineering and design changes, 
contractor and other claims and relocations. 

Reimbursable programs.—Provides for the acquisition 
of energy and other services provided by BPA under 
various types of reimbursable arrangements. 

1. Energy purchase trust agreements.—Provides for 
the purchase of replacement energy from other sources 
for BPA industrial and utility customers during periods 
when nonfirm energy is not available from the Federal 
system, with BPA acting as an agent in acquiring non- 
firm energy in their behalf .for which each customer 
provides funds in advance. 

2. Other.—BPA constructs, operates, and maintains 
transmission facilities which are not provided by BPA 
under its customer service policy when requested and 
financed by other entities. Also, BPA facilities are relo 
cated as required for highway construction and other 
purposes under similar arrangements. 

Financing.—Public Law 93-454, the Federal Colum- 
bia River Transmission System Act, provides for the use 
by the Bonneville Power Administration of all receipts, 
collections, and recoveries in cash from all sources, in- 
cluding the sale of bonds, to finance the annual budget 
programs of the Bonneville Power Administration. 
These receipts result primarily from the sale of power 
and wheeling. Public Law 93-454 also provides for the 

availability of $1,250,000,000 in authority to borrow 
from the U.S. Treasury at rates comparable to borrow: 
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ings at open market rates for similar issues. Operating 
revenues are expected to amount to approximately 
$677,500,000 in 1981. Its long-term contracts provide for 
periodic electric rate adjustments to insure that the 
Administration recovers all costs of operation and all 
capital invested in power with interest in keeping with 
statutory requirements. 

Operating results.—Estimated cumulative retained 
earnings at the close of the budget year are 
$122,338,000 a net increase of $38,500,000 from 1980. 


Revenue and Expense (in thousands of dollars) 
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1979 actual 1980 est. 1981 est. 
Operating income or loss (—): 
308,474 570,400 678,500 
—227,164 —371,300 —503,900 
81,310 199,100 174,600 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with Treasury........... 24,820 33,190 30,000 30,000 
Accounts receivable (net) as 51,126 27,170 30,000 30,000 
Advances made .............:.+0 ee 524 615 400 400 
MIVOONNGS cides csccsascaccsccansetscoccsses 26,008 26,009 27,000 27,000 
Real property and equipment 
MN esate occsetcoseccsstetoooncesis 1,445,262 1,491,201 1,668,000 1,725,000 
Other assets (Met) .........:.sssecssseee 377,060 523,087 398,751 436,751 
a 1,924,800 2,101,272 2,154,151 2,249,151 
Liabilities: ; ; 
Accounts payable and accrued li- 

I I sos cisssinicivcetevssis 29,495 76,451 30,000 30,000 
Advances received..... sce 16,730 27,692 15,000 15,000 
Debt issued under borrowing au- 

thority: Borrowing from Treas- 

EP tae tesctis ticasessccisnscescaneed 300,000 410,000 519,810 576,310 
Deferred operating COStS ...........sc csssssecssesssees GPM sScsccedctrcaaben.. sosscvanatirtivaing 
Less: 

Amounts BPA interest capital- 

BITE ecest vctasctctonsacttioniel seen — 58,839 
FCRPS interest current liability .. — 38,703 
Other liabilities 0.0... cesscsssssssseeeee 55 164 164 
Total liabilities .............cesc000. 514,198 564,974 621,474 
Government equity: 
Unexpended budget authority: 

Unobligated balance................... 888,318 787,951 685,951 563,451 

Obligated balance ...........ssssse... 61,682 52,049 44,239 110,239 
Unfinanced budget authority: 

Borrowing authority —950,000 —840,000 —730,190 —673,690 
Invested Capital ..........sssescccsssssssseees 1,578,309 1,587,074 1,589,177 1,627,677 

Total Government equity ....... 1,578,309 1,587,074 + — 1,589,177 1,627,677 
Analysis of changes in Government equity: 
Paid-in capital: 

RN MMEIMMNENCRS ¢c:<50550iidnscsavccussssasivicce enh 1,509,671 1,564,178 1,505,339 

Transactions: 

Deferred capital transfer ...........sscsecccssssssssveeessssen SS880° SO 8G0 is. 
La ga MT atin ae seater 

ROSIN CUGREN cic ssscaecscccevndactees 1,564,178 — 1,505,339 1,505,339 
Retained income: 

Opening NO rec c5. es atch anssa snes 68,638 22,896 83,838 
Prior year adjustmentt..............cscccccccccsccssscssscsessen BIGRS. ects ccc 

Transactions: 

Net operating inCOME......scsssssssssssssssseesssssee 81,310 199,100 174,600 

Capital transfers: 

RUN Ee oo —42,493 —247,700 —148,100 
ERMNTIE CUED roc osc bch tsddedstyianseiveoniuvis — 97,542 GROME, ivcsdcsdacnsionase 





310-100 0 - 80 - 27 









Other adjustments Os csccliscietec api tsar Suede 
Interest capitalized...... 12,335 12,000 12,000 
Other adjustments ...... SET nccaccceee. ann 
CRON OUI ccs Se ceaiaces 22,896 83,838 122,338 
Total Government equity (end of year) ...... 1,587,074 1,589,177 —‘1,627,677 
Object Classification (in thousands of dollars) 
Identification code 89-4045-0-3-271 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent positionS..................ssssccssseess 67,174 73,790 74,920 
11.3 Positions other than permanent... 5,607 7,070 7,190 
11.5 Other personnel compensation................ 1,638 1,470 1,540 
11.8 Special personal services payments........ 451 eget 
Total personnel compensation............. 74,870 82,830 83,650 
12.1 Personnel benefits: Civilian..................ss 9,225 10,300 10,500 
21.0 Travel and transportation of persons. 4301 4,650 5,150 
22.0 Transportation of thingS ................scccssssssee: 2,969 2,900 3,200 
23.1 Standard level user charges.................csssee- 2,566 2,610 2,660 
23.2 Communications, utilities, and other rent... 2,426 2,870 3,450 
24.0 — Printing and reproduction................sscccsssee 56 70 70 
POU NONE ence cccs cesses 205,831 219,820 400,730 
26.0 Supplies and materials .................sscccsseccssee 19,020 55,350 34,460 
SEO) > Nt es heat 22,725 26,100 57,330 
32.0 — Lands and structures.............s::sccssscscssssseees 10,130 11,950 19,850 
So. . pein and Dan ii ice ce cccectegactaed 4,360 2,400 
42.0 — Insurance claims and indemnities................ 43 50 50 
43.0 Interest and dividends .................cccsssesesssees 24,635 24,000 36,500 
Total direct obligations .................ssse 378,797 447,860 660,000 
Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent pOsitiOns...............sssccssssesses 1,189 1,160 1,180 
11.3 Positions other than permanent............... 76 80 80 
11.5 Other personnel compensation ................ 72 60 60 
Total personnel compensation.............. 1,337 1,300 1,320 
12.1 Personnel benefits: Civilian...............-.seccssee 122 200 300 
21.0 Travel and transportation of persons........... 144 120 150 
22.0 — Transportation of thingS.................cssssssee 16 20 50 
23.2 Communications, utilities, and other rent... 106 140 140 
25.0 OUNCE: SOEVICOS ga acccscciicsintdsccceaccnesnesnscacenes 66,394 96,700 42,790 
26.0 Supplies and materials ... 1,294 1,220 1,000 
SE” BORNE ssc ccxeccescassone 207 200 200 
32.0 — Lands and structures.............c...ssscsssssecsssees 139 100 50 
Total reimbursable obligations............ 69,759 100,000 46,000 
99.0 Total Obligations ..............c..ssecssesesseeeee 448,556 547,860 706,000 
Personnel Summary 
Total number of permanent positions 2,995 3,083 3,083 
Total compensable workyed'S..............v+ 3,343 3,483 3,483 
Full-time equivalent of other positions................... (348) (400) (400) 
Full-time equivalent of overtime and holiday 
ae a ee (45) (36 (37) 
Average ES salary $46,950 $49,700 $49,700 
Average GS grade 9.64 9.64 9.64 
Average GS salary $21,633 $23,350 $23,150 
Average salary of ungraded positions ..................0 $23,219 $24,900 $25,500 








General and special funds: 


OPERATION AND MAINTENANCE, SOUTHEASTERN POWER 
ADMINISTRATION 


For necessary expenses of operation and maintenance of power 
transmission facilities and of marketing electric power and energy 
pursuant to the provisions of section 5 of the Flood Control Act of 
1944 (16 U.S.C. 825s), as applied to the southeastern power area, 
[$1,400,000] $1,552,000, to remain available until expended. (Energy 
and Water Development Appropriation Act, 1980; additional authoriz- 


ing legislation to be proposed.) 
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General and special funds—Continued 


OPERATION AND MAINTENANCE, SOUTHEASTERN POWER 
ADMINISTRATION—Continued 


Program and Financing (in thousands of dollars) 








Identification code 89-0302-0-1-271 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Systems operations and maintenance 440 465 
2. Purchase power and wheeling 4,910 4,840 
3. Power contracts and rates 731 840 


6,081 6,145 





Total program costs, funded .... 
Change in selected resources (undelivered 
orders and accrued annual leave) 


10.00 Total obligations 


Financing: 


14.00 Offsetting collections from: Non-Federal 


21.40 
24.40 
25.00 


40.00 


Unobligated balance available, start of year 
Unobligated balance available, end of year.. 
Unobligated balance lapsing 





Budget authority (appropriation) .. 








Distribution of budget authority by account: 
Operation and maintenance, Southeastern Power 
Administration 
Power marketing administrations, operations and 
construction 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 





Outlays 





Distribution of outlays by account: 
Operation and maintenance, Southeastern Power 
Administration 
Power marketing administrations, operations and 
construction 





The Administration markets power generated at 
Corps of Engineers Hydroelectric generating plants in a 
10-state area of the Southeast. Deliveries are made by 
means of transmission facilities owned by others. There 
are 21 projects now in operation. A schedule of kilowatt 
capacity of projects in operation or under construction 
follows: 


Installed 
capacity 


Projects in operation 2,712,375 


Project under construction: Richard B. Russell (initial operation beginning 
300,000 


3,012,375 


The Administration sells power at wholesale primar- 
ily to publicly—and cooperatively—owned electric dis- 
tribution utilities using wheeling and pooling agree- 
ments with the region’s large private utilities to provide 
firm power to its customers. Southeastern Power Ad- 
ministration does not own or operate any transmission 
facilities. Its long-term contracts provide for periodic 
electric rate adjustments to insure that the Administra- 
tion recovers all costs of operation and all capital in- 
vested in power with interest in keeping with statutory 
requirements. The SEPA program includes the follow- 
ing activities: 

1. System operation and maintenance.—Provision is 
made for investigation and planning of proposed water 


resources projects, scheduling and dispatching power 
generation, scheduling storage and release of water, ad- 
ministering contractual operation requirements, and de- 
termining methods of operating generating plants indi- 
vidually and in coordination with others to obtain maxi- 
mum utilization of resources. 

2. Purchase power and wheeling.—Provision is made 
for the payment of wheeling fees and for the purchase 
of electricity in connection with disposal of power under 
contracts with utility companies. 

8. Power contracts and rates.—Provision is made for 
negotiation and administration of power contracts, col- 
lection of revenue, development of wholesale power 
rates, and determination of adequate provisions for the 
amortization of the power investment. Receipts to be 
deposited in the Treasury are $54,223,000 for 1979, and 
are estimated to be $54,510,000 for 1980, and 
$55,110,000 for 1981. 


Object Classification (in thousands of dollars) 





Identification code 89-0302-0-1-271 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 930 
Positions other than permanent / 


Total personnel compensation 932 
Personnel benefits: Civilian 563 

Travel and transportation of persons.. 

Standard level user charges 

Communications, utilities, and other rent... 

Printing and reproduction 

Other services 

Supplies and materials . 

Equipment 


Total obligations 





Personnel Summary 





Total number of permanent positions 39 
Total compensable workyears 39 
Full-time equivalent of other positions ( (1) 
Full-time equivalent of overtime and holiday 
(0) 
$50,112 


( 
$50,112 
Average GS grade 9.08 9.11 


Average ES salary... 


$23,305 
$11,604 


$23,663 
$12,402 


Average GS salary 
Average salary of ungraded positions 





CONTINUING FUND, SOUTHEASTERN POWER ADMINISTRATION 
Program and Financing (in thousands of dollars) 


Identification code 89-5653-0-2-271 





1979 actual 1980 est. 198] est. 





Program by activities: 
10.00 Emergency expenses (costs—obligations) 
(object class 25.0) 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


60.00 Budget authority (appropriation) 


(permanent, indefinite, special 





Relation of obligations to outlays: 
71.00 Obligations incurred, net .............ssse« 


90.00 Outlays 
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DEPARTMENT OF ENERGY 


A continuing fund of $50 thousand, maintained from 
receipts from the transmission and sale of electric 
power in the southeastern area, is available to defray 
expenses necessary to insure continuity of service (16 
US. Code 825s-2). 













OPERATION AND MAINTENANCE, SOUTHWESTERN POWER 
ADMINISTRATION 






For necessary expenses of operation and maintenance of power 
transmission facilities and of marketing electric power and energy, 
and for construction and acquisition of transmission lines, substations 
and appurtenant facilities, and for administrative expenses connected 
therewith, in carrying out the provisions of section 5 of the Flood 
Control Act of 1944 (16 U.S.C. 825s), as applied to the southwestern 
power area, [including purchase of not to exceed one passenger 
motor vehicle for replacement only, $32,180,000] $28,208,000, to 
remain available until expended. (Energy and Water Development 
Appropriation Act, 1980; additional authorizing legislation to be pro- 
posed.) 












Program and Financing (in thousands of dollars) 



















Mdentification code 89-0303-0-1-271 1979 actual 1980 est. 1981 est 
Program by activities: 
Operating cost, funded: 
1. Systems operation and maintenance .. 4,926 6,713 6,995 
2. Purchase power and wheeling............ 11,192 18,408 19,300 
SFr GUMISUUICTUNVcccecccccessassivaccsccacousaseoconsese ___ 4,656 16,939 10,913 
10.00 Total program costs, funded—obliga- 
MON eens erotic 20,774 42,060 37,208 
Financing: 
PEGE, FREAD TUIS ss coscccssccosesiecscapeveseen 

























































17.00 Recovery of prior year obligations 
21.40 Unobligated balance available, start of year —3,351 —18,672 — 9,000 
24.40 Unobligated balance available, end of year.. 18,672 NO Liscicctedanr cel 
25.00 Unobligated balance lapsing.................00e ROG. nccttepstetsees sex cvtece caer 
Budget authority .............0...ccce 36,077 32,388 28,208 
Budget authority: 
MAUD) (ROSCOE EETCUONY sssexesccossnvessoconsssesconesesossnessescs 36,077 32,180 28,208 
4420 Supplemental for civilian pay raises...... 0... QE cetscicictsecests 
Distribution of budget authority by account: 
Operation and maintenance, Southwestern Power 
PUI MNINE Ss frsrcsciscacssssctecscacivsssscssictctvisses, _» soncesoeccsosbtis 32,388 28,208 
Power marketing administrations, operations and 
RENN lesa detea dads ucceiescvecheosee DOMREY | Suasccntoreda”) eamecccie 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ..........sssssssssecsseeee 20,004 42,060 37,208 
71240 Obligated balance, start of year 3,804 3,912 13,584 
74.40 Obligated balance, end of year....... —3,912 —13,584 — 13,584 
90.00 Outlays, excluding pay raise supple- 
POM Pe ccc as cassactcnccel 19,896 32,190 37,198 
91.20 Outlays from civilian pay raise sup- 
ce Rhea 2, cicdcscetlccscsar, aves aagenanen 198 10 
Distribution of outlays by account: 
Operation and maintenance, Southwestern Power 
REND et rss, oxsechmentreos 32,388 37,208 
Power marketing administrations, operations and 





construction 





The Southwestern Power Administration operates as 
a marketing agent to dispose of hydroelectric power and 
energy produced at Corps of Engineers dams in a six- 
State area. It also operates and maintains some 1,680 
miles of high voltage transmission lines, 32 sub and 
switching stations, and 20 radio and microwave stations 
and sells its power at wholesale primarily to publicly— 
and cooperatively-owned electric distribution utilities. 
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Its long-term contracts provide for periodic rate adjust- 
ments to insure that the Administration recovers all 
costs of operation and all capital invested in power with 
interest in keeping with statutory requirements. 

Southwestern Power Administration is also responsi- 
ble for scheduling and dispatching power, negotiation of 
power sales contracts, and construction of facilities re- 
quired to upgrade the established system to meet 
changing customer load requirements. 

1. System operation and maintenance.—Provision is 
made for investigation and planning of proposed water 
resources projects, scheduling and dispatching power 
generation, scheduling storage and release of water, ad- 
ministering contractual operation requirements, and de- 
termining methods of operating generating plants indi- 
vidually and in coordination with others to obtain maxi- 
mum utilization of resources. Provision is also made for 
maintaining the power transmission system and related 
facilities in accordance with acceptable standards to 
assure reliable service to the interconnected customers. 
Provision is made for negotiation and administration of 
power contracts, collection of revenue, development of 
wholesale power rates, and determination of adequate 
provisions for the amortization of the power invest- 
ment. Estimated proprietary receipts which are deposit- 
ed in the treasury are $45,428,000 for 1979, and are 
estimated to be $59,256,000 in 1980, and $62,704,000 in 
1981. 

2. Purchase power and wheeling.—Provision is made 
for the payment of wheeling fees and for the purchase 
of energy in connection with the marketing of power 
under contracts with utility companies. 

3. Construction.—The construction program provides 
transmission, substation and switching facilities to 
transmit power generated at Corps of Engineers’ hydro- 
electric projects in the Southwest. This program is co- 
ordinated with the Corps of Engineers’ construction 
program and customer requirements in order that 
transmission and related facilities will be in place at 
the time these power projects are completed and availa- 
ble for marketing. This program also provides for the 
purchase of capital electrical equipment used for up- 
grading the established system to meet changing cus- 
tomer load requirements. 

All operation and maintenance activities, with the 
exception of the gross expenses for the purchase of 
power and payment of transmission charges, are fi- 
nanced through direct appropriations. An appropriation 
for the purchase of power and payment of transmission 
expenses is necessary to cover monthly net expendi- 
tures for the thermal power and energy and transmis- 
sion service provided to SWPA. 


Object Classification (in thousands of dollars) 





Identification code 89-0303-0-1-271 1979 actual 1980 est. 1981 est. 





Personnel compensation: 











11.1 Permanent poOsitionS...............cccsssscsessseee 3,212 3,834 3,964 
11.3 Positions other than permanent.............. 258 360 380 
11.5 Other personnel compensation 86 93 103 
11.8 Special Personnel Payments................... 46 38 31 

Total personnel compensation.............. 3,602 4,325 4,478 
12.1 Personnel benefits: Civiliam.............c..cc0000 396 461 473 
21.0 — Travel and transportation of persons........... 380 450 460 
22.0 — Transportation Of thingS ................cscsssseeeen 12 24 10 
23.1 Standard level user charges................:s000 181 241 238 
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420 federal Funds—Continued APPENDIX TO THE BUDGET FOR FISCAL YEAR 198} DEP 
General and special funds—Continued CONSTRUCTION, REHABILITATION, OPERATION AND MAINTENANCE, mis: 
OPERATION AND MAINTENANCE, SOUTHWESTERN POWER WESTERN AREA POWER ADMINISTRATION swit 
ADMINISTRATION—Continued For carrying out the functions authorized by title III, section clud 
302(a)(1(E) of the Act of August 4, 1977 (Public Law 95-91), other , 
Object Classification (in thousands of dollars) —Continued than the Upper Colorado River Storage Project, and for operation and tial 
maintenance of electric power transmission facilities, and power mar- W 
Identification code 89-0303-0-1-271 1979 actual 1980 est. 1981 est. keting including purchase power and wheeling, as authorized by law, oper 
Bi ee including the purchase of passenger motor vehicles (not to exceed [7 long 
23.2 Communications, utilities, and other rent... 162 210 251 of which 5] 17 of which 16 are for replacement only); [including the 
24.0 Printing and reproductioN.....nnmnnnenv 6 16 14 purchase of 3 helicopters (of which 2 are for replacement only) men 
25.0 Other Services ..............000 11,410 19,844 20,667 $122,800,000} $18,502,000, to remain available until expended, of cost: 
26.0 — Supplies and materials .. 250 308 330 ~=which [[$107,400,000] $724,200,000 shall be derived from the Depart- inte 
31.0 — Equipment.................. 1,159 3,427 1,639 ment of the Interior Reclamation Fund and $600,000 shall be derived 1. 
32.0 Lands and structures...... 3,216 12,754 8,648 from the Colorado River Dam Fund for power marketing and trans. | syste 
ei mission expenses of the Boulder Canyon Project. (Energy and Water 
99.0 Total Obligations............ssssnseesusseesn 20,774 42,060 37,208 Development Appropriation Act, 1980; additional authorizing legisla- pow 
tion to be proposed.) aval 
see etircemeid Program and Financing (in thousands of dollars) a ; 
| f A DOGINONS asssccF ccccsceres 163 170 170 
Tt ae SEMA 191 195 ~ wee ee ne ee an 
Full-time equivalent of other positions.................. (18) (18) (18) aed 
Full-time equivalent of overtime and holiday ag te bag 2 publ 
INNS sees iia ocatnre arth itachivesbtabitoccnsevccens (8) , (7) (8) 1 Systems 0 ration and mainte- agen 
Average ES Salaty.nnnnnnnnmnneneneerrnnnnnnn $47,874 $47,874 $47,874 a. 31,888 42,217 + «= og |_stthe ! 
Average GS grade .....vnmensnnnnntnmnnaninnsn 9.67 9.72 9.72 2. Purchase power and wheeling....... 55,807 84,305 7597 | Rive 
ANCIRRR TS SMAI siccisitics AN gatnndeene aie scien $21,693 $23,887 $24,172 ; D 
Average GS salary of ungraded positions............... $16,508 $19,547 $20,915 _ Total operating costs, funded.... 87,695 126,522 116,824 eve 
Capital investment system construction— En 
MDa EAEONRS sssccssecssesysncccnscosvatsssecnenisstsvoaes 9,258 29,569 36,975 ern 
10.00 Total program costs, funded—obliga- Colo1 
CoNTINUING FUND, SOUTHWESTERN POWER ADMINISTRATION BONS era aa et Rene eccttoncacnas 96,953 156,091 153,799 the ] 
inancing: roje 
Program and Financing (in thousands of dollars) wiietie collections from: oo 
sh 14.00 Non-Federal sources: 
Identification code 89-5649-0-2-271 1979 actual 1980 est. 1981 est. Credits from power users and thier 
crs SRR iccescuseigepsitoscsossains ose —8317 —16821 —15,27 Revenue 
Program by activities: ae 21.40 Unobligated balance available, start of year == — 1,854 16,470 anmnnsnn brs) 
10.00 Emergency expenses (costs—obligations) . REO ee etasetes sees tasstensitirtcsoye 24.40 Unobligated balance available, end of year. T6470 wscsciccae” eee : 3 
Financing: ; ss 
21.40 Unobligated balance availabe, start of year 200 _ 300 _ 300 Budget authority... 103,252 122,800 138,502 clade 
24.40 Unobligated balance available, end of year. 300 300 300 Budget authority: whee 
: De. 40.00 Appropriation: billin 
60.00 Budget authority (appropriation) Reclamation fund, special fund.......... 90,007 107,400 124,200 os 
(permanent, indefinite, special KOPOCMEND IVOT LIDII TON cisccssisnnssesasace.. yy sossveanconssiyest’ > dueounochesaiiogs 600 oe 
fund) ensvnoubsbsasosnceusdesoubsssbbosesbossenewes 228 Svetenccsesveeses — obovdsbsovevedacens Garena LOIN cocéssssascvcsassesvssssceeciee 13,245 15,400 13,702 Feder 
Relation of obligations to outlays: = 
elation of obligations to outlays: Distribution of budget authority by account: Sys 
71.00 Obligations incurred, net ashen ication erases sebens Te cep Construction, rehabilitation, operation, and main- studi 
72.40  Obligated balance available, start of year... 100 99 tenance, Western Area Power Administration. <...ssssssss 122,800 138,502 _ 
74.40 Obligated balance available, end of year..... IO. ececnesssssttsas Power marketing administrations, operations and syster 
OE RE iiescraccesecnends 129 Bice cth he... COMSEFUCTION .nnrnnnnnnnnnnnnnnnnnnnnnn VO8,252 avr | 
ae electr 
Relation of obligations to outlays: other: 
This fund, replenished from power receipts, is availa- 71.00 Obligations incurred, net...........sisssssesee 88,636 139,270 138,502 di d 
ble permanently for emergency expenses that would be 20 a in excess of obligations, start oe Bret 
necessary to insure continuity of service (16 U.S.C. 724) pigated tla, dato ye ane 1788 iB Pines 
825s-1; 63 Stat. 767; 65 Stat. 249). 74.40 Obligated balance, end Of Y@AF......nmn ~1,129  —24,199 — - 2418 F consty 
; Alea weet 90.00 UUANS sccscsdetesctnmenk mer: 79,053 122,800 138502 | dispat 
Object Classification (in thousands of dollars) 
Distribution of outlays by account: 
Identification code 89-5649-0-2-271 1979 actual 1980 est. 1981 est. Construction, rehabilitation, operation, and main- 
ae re tenance, Western Area Power Administration. ...........ssses 122,800 138,502  'atiication 
: Power marketing administrations, operations and 
Personnel compensation: : P 
111 Permanent POSITIONS. .crrsosmeoee 57 ONES UCUION ss coassttsactecetsotarreceestatetstsogaseseeies T9053 sascccnimntce: geome i 
11.3 Positions other than permanent... 3 7 aaa a 
11.5 Other personnel compensation... 1 The Western Area Power Administration is responsi f 11.5 
Total personnel compensation... 6] ble for marketing electric power in 15 western States 
12.1 Personnel benefits: Civiliat.....cassstseseen 6 from generating projects of the Water and Power Re J ii p 
23.0 Communications, utilities and other rent..... 60 sources Service (formerly Bureau of Reclamation), J 30 8 
26.0 Supplies and materials .........sanissasseen 1 Corps of Engineers and the International Boundary and - . 
99.0 Total obligatioNS ...ncsnneemnne egg % Scere: Water Commission’s powerplant in Texas. Western oP Jn) 
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DEPARTMENT OF ENERGY 








mission lines and over 200 associated substations/ 
switchyards and constructs transmission facilities in- 
cluding new transmission lines, substations and essen- 
tial additions and modifications to existing facilities. 

Western sells power at wholesale to publicly and co- 
operatively owned electric distribution utilities. Its 
long-term contracts provide for periodic rate adjust- 
ments to ensure that the Administration recovers all 
costs of operation and all capital invested in power with 
interest in keeping with statutory requirements. 

1. Systems operation and maintenance.—A total of 11 
systems will be operated and maintained to market 
power produced by others. In 1981, revenue will be 
available from Boulder Canyon project operations for 
payment of Western’s power marketing transmission 
expenses previously covered by reimbursements. 

Commerical power is sold to wholesale customers 
such as municipalities, cooperatives, irrigation districts, 
public utility districts, State and Federal government 
agencies, and private utilities. Receipts are deposited in 
the Reclamation fund, the General fund, the Colorado 
River Dam fund, and the Lower Colorado River Basin 
Development fund. 

Energy sales and revenues resulting from these West- 
ern power systems operations excluding the Upper 
Colorado River Storage project, the Fort Peck project, 
the Navajo generating plant, and the Central Arizona 
project are as follows: 


1979 actual 1980 est. 1981 est. 
Energy sales (millions of kilowatt hours) ................. 25,287 24,812 24,056 
Revenue from energy sales (in thousands of dol- 
DR Fes sctinsdectocsacecr see calsesetgscosessasacvcsssencnsesesnconssss 205,966 199,167 195,283 


2. Purchase power and wheeling.—The program in- 
cludes $60,700,000 in 1981 for purchase of power and 
wheeling and fuel conservation excluding credits for net 
billing. The establishment in 1961 of a net billings pro- 
cedure for certain of these power transactions between 
Federal Government and non-Federal utilities precludes 
the need for an additional $15,297,000 in 1981. 

System construction.—Construction and engineering 
studies will continue in 1981 on Western’s transmission 
systems. Construction of transmission facilities is neces- 
sary to maintain system reliability and for marketing of 
electric power produced from generating plants of 
others. Funding is provided for replacement of deterio- 
rated wood poles, replacement of damaged wood or steel 
structures, reconditioning, and upgrading transmission 
lines to increase system capacity and reliability and for 
construction operation and maintenance control and 
dispatch facilities. 


Object Classification (in thousands of dollars) 

















Wenttication code. 89-5068-0-2-271 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
IL Permanent positions............sssssccssssssesees 17,181 19,874 20,403 
13 Positions other than permanent............... 429 985 1,038 
ILS Other personnel compensation ............... 548 744 813 
Total personnel compensation.............. 18,158 21,603 22,254 
12.1 Personnel benefits: Civilian................cccssee 2,148 2,196 2,226 
13.0 Benefits for former personnel ..............c... 9 12 8 
2.0 Travel and transportation of persons........... 1,134 1,381 1,560 
2.0 — Transportation of things .......c..scsssssssseee 303 300 370 
231 Standard level user charges 477 953 1,064 
23.2 Communications, utilities, and other rent... 848 1,089 1,069 























POWER MARKETING ADMINISTRATIONS—Continued 
Federal Funds—Contied 41 
24.0 — Printing and reproduction.................sccc000 55 210 45 
25.0 Other services ..............000 64,633 92,848 84,192 
26.0 Supplies and materials .. 3,526 4,033 3,043 
31.0  Equipment..................... 2,870 7,556 6,921 
32.0 Lands and structures... 2,787 23,906 31,043 
33.0 Investments and loans..................... 5 SRE cence 
42.0 — Insurance claims and indemnities................ 4 4 4 
Total obligations .................ssecssseeeceeee 96,953 156,091 153,799 

Personnel Summary 
Total number of permanent positions........................ 867 852 864 
Total compensable workyedIS................... 863 946 987 
Full-time equivalent of other positions (59) (62) (88) 
Full-time equivalent of overtime and holiday 

POG chee oe tS (24) (33) (36) 
Average GS grade 9.6 9.6 9.6 
Average GS salary $19,292 $23,063 $23,872 
Average salary of ungraded positions ....................... $20,295 $21,886 $22,319 








EMERGENCY FUND, WESTERN AREA POWER ADMINISTRATION 


For the “Emergency Fund”, as authorized by the Act of June 26, 
1948 (43 U.S.C. 502), to remain available until expended for the pur- 
poses specified in that Act, $200,000, to be derived from the Depart- 
ment of the Interior Reclamation Fund. (Energy and Water Develop- 
ment Appropriation Act, 1980; additional authorizing legislation to be 
proposed.) 


Program and Financing (in thousands of dollars) 











Identification code 89-5069-0-2-271 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Operating costs (costs—obligations) (ob- 
Wr Se OF ae 600 200 
Financing: 
21.40 Unobligated balance available, start of year —200 wo MAD ies sceraatactecee 
24.40 Unobligated balance available, end of year.. MOP <ocsigcte «. anccataratal 
40.00 Budget authority (appropriation) 
(reclamation fund)...............-ssee0 200 200 200 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 600 200 








72.40  Obligated balance, start Of year... cssssecccssnseese — sesseeeeeccsnnecs 400 
74.40 Obligated balance, end Of year... ssssesscsssneeess — 400 — 400 
90.00 COR ns insides SNES 200 200 





This fund is used to assure continuous operation of 
power systems in the event of droughts, damage to 
transmission facilities, or other emergencies. 





Public enterprise funds: 


CoLorADO RiveR Basins PowER MARKETING FUND, WESTERN AREA 
PowER ADMINISTRATION 


For carrying out the functions authorized by title III, section 302(a) 
(WE) of the Act of August 4, 1977 (Public Law 95-91), for the Upper 
Colorado River Storage Project, as authorized by the Act of April 11, 
1956, as amended (43 U.S.C. 620d), [5,152,000] $3,548,000, to remain 
available until expended. (Energy and Water Development appropri- 
ation Act, 1980; additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 89-4452-0-3-271 











1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Upper Colorado River storage project. 36,914 50,197 68,400 
2. Colorado River Basin project ..........c.c0  cssssssssseeeeees 200 400 
J POPU PGI NON seco an cacccecerensene 4,759 5,285 5,700 
Total program operating costs, fund- 
Cd—Obi gations ............sssecccsssseeeee 41,673 55,682 74,500 




















POWER MARKETING ADMINISTRATIONS—Continued 
Federal Funds—Continued 
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Public enterprise funds—Continued 


Cotorapo River Basins Power MARKETING FUND, WESTERN AREA 
Power ADMINISTRATION—Continued 


Program and Financing (in thousands of dollars) —Continued 





























Identification code 89-4452-0-3-271 1979 actual 1980 est. 1981 est. 
Captial investment system construction- 
DROS scsi iii ccnsmranrsioractiocure 2,781 5,959 3,548 
10.00 Total program costs, funded—obliga- 
MOS eiecvanenitiessautlueie 44,454 61,237 78,048 
Financing: 
Offsetting collections from: 
11.00 Federal funds: : 
Power program reVENUe .............-sseee — 1,638 —1,700 —1,700 
Undistributed receipts: non-operating 
NII sscsiasgcehneicbescsoscavnctssienss — 4,667 —4,600 —4,500 
14.00 Non-Federal sources: Power program 
CIVINUID cssicsnssonsvcnosonssesicsSSiCaGeCeNteS —54,554 —42,185 —72,800 
21.98 Unobligated balance available, start of 
year: Fund balance .............sscsccssssescssseee —3,014 —14,705 —500 
24.98 Unobligated balance available, end of 
year: Fund balance..............seccsseesseeees 14,705 500 500 
27.00 Capital transfer to general fund.................. 7,000 6,605 4,500 
40.00 Budget authority (appropiation).... 2,286 5,152 3,548 
Distribution of budget authority by account: 
Colorado River basins power marketing fund, 
WVESHENT) Parca LOWEN PRMIMTIIGETEUAON 22, .ccsatasctetc > Acbsbesrttadess” SCIURsshasasses,sessenssecaesbaoees 
Power marketing adminstrations, operations and 
PRIN oe ccrtes schon res ormerettististectsusentiess — sirssscnistiicie.” eaerticn | een ei ene 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ...........sssscccssesssee — 16,405 12,752 —952 
72.10 Receivables in excess of obligations, start 
NAIDU eacat abscess reestccecccozca tszitsanccsvsvcoceinne —3,014 —12,120 —4,520 
74.10 Receivables in excess of obligations, end of 
POT cae ape ewioh coh onttaec Ale Nirees 12,120 4,520 9,020 
90.00 RNS sccsssssesiaccspcestaasaeszascceaststinnese — 1,299 5,152 3,548 
Distribution of outlays by accounts: 
Colorado River Basins power marketing fund, 
Western Area Power Administration............00:.  sssssseeesseeens 5,152 3,548 
Power Marketing Administration, operations and 
DONS IMION tx mebsciceo serrccactaroanseeecbosnstitseos aeRO? LOUIE SE 





Western’s operation and maintenance and power 
marketing expenses for the Upper Colorado River stor- 
age project, the Colorado River Basin project and the 
Fort Peck project will be financed from revenues col- 
lected by the Department of Energy. Appropriations are 
required for transmission system construction on the 
Upper Colorado River storage project. Revenues may 
not be used to finance construction activities for this 
project. 

Western operates and maintains approximately 3,000 
miles of transmission lines and over 40 substations asso- 
ciated with these projects. Wholesale power is provided 
to utilities over the interconnected high-voltage trans- 
mission systems. Long-term contracts provide for peri- 
odic rate adjustments to ensure that the Administration 
recovers all costs of operation and all capital invested 
in power with interest in keeping with statutory re- 
quirements. 

Energy sales and revenues from power operations as- 
sociated with these projects are as follows: 


1979 actual 1980 estimate 1981 estimate 

Energy sales (millions of kilowatt hours)................. 10,842 11,100 11,949 
Revenue from energy sales (in thousands of dol- 

BOUE) ss cistsovssinsaicenysivare ecssmsasaclgovisorvtercneecenessoe 112,699 120,580 148,118 









APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 








1. Upper Colorado River storage project.—Western 
markets power and operates and maintains the power 
transmission facilities of units of the Upper Colorado 
River storage project and the Seedskadee participating 
project. Provision is made for payment for purchase of 
electricity and wheeling fees to meet contractual obliga- 
tions and fuel conservation. 

2. Colorado River Basin project.—The 1981 program 
provides for Western’s power marketing and operation 
and maintenance costs for the Navajo project participa- 
tion agreement and Central Arizona project. Financing 
will be from revenue. 

3. Fort Peck praject.—Revenue collected by Western is 
used to defray construction, operation and maintenance 
and power marketing expenses associated with the 
power generation and transmission facilities of the Fort 
Peck pruject, Corps of Engineers—Civil, and emergency 
expenses to ensure continuous operation. The Corps op- 
erates and maintains the power generating facilities 
and the Department of Energy operations and main- 
tains the transmission system and performs power mar- 
keting functions. Funding is provided for reconstruction 
of the Fort Peck-Harve transmission line. 

Construction.—Construction and engineering studies 
will continue on power transmission facilities of the 
Upper Colorado River storage project including pur- 
chase of capital electrical equipment used for upgrading 
the existing power system to maintain system reliabil- 
ity. 

























Revenue and Expense (in thousands of dollars) 



































































1979 actual 1980 est. 1981 est. 

Operating income or loss( —): Power income.......... 59,290 77,168 105,173 
Expense: ° 

Operating and depreciation expense ................00 43,908 50,627 69,085 

Interest, Treasury 4,897 4,720 4,620 

Interest charged to COnStrUCtiOn.............sssssee mAh tae aie 

MTOPAIS ONIONS ss); iepcsestelsorrceesbaacaiOtcssassvave 48,595 55,347 73,705 

Net operating income or loss (—) total... 10,695 21,821 31,468 


























Nonoperating income or loss (—): Net income 
HOV GIIG WOOT saisves. Pie ntttresoceieremcmtnnetess 





10,695 21,821 






Financial Condition (in thousands of dollars) 
































1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with Treasury ....ccssssssssssssssasse 6,558 2,500 2,500 
Accounts receivable .......ss.sssssscssssssssesssseesecnsesee 15,085 8,000 8,000 
PEIN ER caicaets ettrcssavtacsaiuisasictscrotipecsschcsnssscapteee 755 769 168 
Real property and equipment .............ssssssssseeccsseee 164,732 210,335 229,723 
PCH NT OC OREN ARES fe ciessssiassoesrsstcicrsnietinksoonictsceatiev 5,809 6,008 6,008 
UV ASSES crt cslsssaucritccoeccsrriihs esrsccrsnamneatee 2,942 2,500 2,50 
IPORINFOGSENG sts ssceesccassoraahhcteccsmscetaccetenier 195,881 230,112 249 50 
Liabilities: 
Liabilities payable 2,864 5,000 5,00 
Advances received 3,305 5,000 5,00 
RITA MOENWINES crocs sisstcuscegs casnrcetnseisercomeint ees 4,523 5,000 500 
TORAH BOCMNILIOS Ss cscxsfetetotasocsachsctd buctvsssnedd 10,692 15,000 15,00 
Government equity: 
Unexpended budget authority: Unobligated balance . 14,705 500 5 
Undelivered Orders ..........sssssssssssssscsssssesessssseesesees T69: | cstuisthaaics seashunssemnee 
Invested capital and @arningS ............ssccccsssececessee 169,715 214,612 __ 234,000 
Total Government @QUItY ....c.csocsssscseseenee 185,189 215,112 234,500 
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Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 
Appropriations (available) 
Interest during construction (capitalized) 
Interest accrued on investment 
Capital transfer 
Contributions 
Funds returned to U.S. Treasury.. 
Transfer of cost or property 


181,568 
2,286 
—210 
4,890 
—7,000 
24,222 
—4,667 
— 176,918 


24,171 


24,171 





Closing balance 33,475 








Retained income or deficit (—): 
Opening balance 
Transactions: 

Operating income 
Revenue transfers. 
Interest on investment 
Operating expense 
Depreciation expense 

Prior year adjustment 


—18,844 161,018 181,637 
59,290 
175,386 
—4,897 
— 42,998 
—910 

— 6,009 


161,018 
185,189 


77,168 
—1,202 
—4,720 

— 49,737 


105,173 
— 14,200 
—4,620 
— 68,175 





181,637 
215,112 


198,905 
234,500 


Closing balance 





Total Government equity (end of year) 





Object Classification (in thousands of dollars) 
Mentfication code 89-4452-0-3-271 


Personnel compensation: 
Il Permanent positions 5,914 6,026 
113 Positions other than permanent .. 127 132 
11.5 Other personnel compensation 769 828 


Total personnel compensation 6,810 6,986 
121 — Personnel benefits: Civilian 739 758 
13.1 Benefits for former personnel 2 
21.0 — Travel and transportation of persons 350 
22.0 — Transportation of things 48 
23.1 Standard level user charges 
23.2 —_- Rents, communications, and utilities 
24.0 — Printing and reproduction 
25.0 — Other services 
26.0 Supplies and materials ... 
31.0 — Equipment 
32.0 Lands and structures. 
420 — Insurance claims and indemnities.... 
43.0 Interest and dividends 


99.0 Total obligations 





1979 actual 1980 est. 1981 est. 











44,454 





Personnel Summary 





Total number of permanent positions 275 
Total compensable workyears 304 321 314 
Full-time equivalent of other positions (15) (13) (14) 
Full-time equivalent of overtime and holiday 
(14) (34) (36) 
Average GS grade 9.60 9.60 9.60 
Average GS salary $19,292 $23,063 $23,872 
Average salary of ungraded positions $20,295 $21,886 $22,319 





DEPARTMENTAL ADMINISTRATION 


Federal Funds 
General and special funds: 
DEPARTMENTAL ADMINISTRATION* 
* See Part III for additional information. 


For salaries and expenses of the Department of Energy necessary for 
departmental administration and other activities in carrying out the 
Purposes of the Department of Energy Organization Act (Public Law 
9-91), including the acquisition or condemnation of any real property 
or any facility or for plant or facility acquisition, construction or 
expansion or for the purchase, construction or acquisition of capital 


equipment and other expenses incidental thereto, the hire of passenger 
motor vehicles; official entertainment expenses (not to exceed $35,000); 
and any moneys received as authorized by section 201 of Public Law 
95-238, notwithstanding the provisions of section 3617 of the Revised 
Statutes (31 U.S.C. 484), $361,168,000 to remain available until expend- 
ed. 


[DEPARTMENTAL ADMINISTRATION, OPERATING EXPENSES] 


{For salaries and expenses of the Department of Energy necessary 
for departmental administration and other activities in carrying out 
the purposes of the Department of Energy Organization Act (Public 
Law 95-91), including the hire of passenger motor vehicles; official 
entertainment expenses (not to exceed $35,000); $228,279,000, of which 
$6,165,000 shall be for the Office of Inspector General and any 
moneys received as authorized by section 201 of Public Law 95-238, 
notwithstanding the provisions of section 3617 of the Revised Statutes 
(31 U.S.C. 484), to remain available until expended.] 


[DEPARTMENTAL ADMINISTRATION, PLANT AND CAPITAL EQUIPMENT] 


[For expenses of the Department of Energy necessary for depart- 
mental administration and other activities in carrying out the pur- 
poses of the Department of Energy Organization Act (Public Law 95- 
91), including the acquisition or condemnation of any real property or 
any facility or for plant or facility acquisition, construction, or expan- 
sion, or for the purchase, construction or acquisition of capital equip- 
ment and other expenses incidental thereto $36,015,000, to remain 
available until expended.] (Energy and Water Development Appropri- 
ation Act 1980; additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 89-0228-0-1-999 1979 actual 1980 est. 





Program by activities: 
1. Policy analysis and system studies 
2. International affairs 
3. Management and support 
4. Intergovernmental and institutional rela- 


12,678 
3,851 
227,111 


3,500 


, 5,100 
261,440 


292,265 


29,030 

3,417 
14,560 
62,606 


353,253 
59,058 


412,311 


33,206 
18,180 
16,400 
54,496 


403,722 
26,944 


430,666 


37,308 
36,600 
17,012 
69,478 


477,363 
15,625 


492,988 


5. In-house energy management .. 
6. Security investigations 
7. Other departmental administration 





Total program costs, funded 
Change in selected resources 





10.00 Total obligations 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year . 


Budget authority 


—1,386 
— 154,113 
— 57,948 
38,316 


231,180 


— 12,653 
— 109,007 
— 38,316 


— 13,652 
— 117,615 








Budget authority: 
43.00 Appropriation 
44.20 Supplemental for civilian pay raises 


231,180 





Distribution of budget authority by account: 
Departmental administration 
Energy, science, and defense activities, operating 


expenses 231,180 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


250,812 
74,950 
— 86,609 


309,006 
86,609 
—119,187 


361,721 
119,187 
— 141,360 


Outlays, exclusive pay raise, supple- 


239,153 270,332 339,248 


91.20 Outlays for civilian pay raise supple- 


mentals 6,096 300 





Distribution of outlays by account: 
Departmental administration 
Energy, science, and defense activities, operating 


276,428 339,548 


229,233 
9,920 
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General and special funds—Continued 
DEPARTMENTAL ADMINISTRATION—Continued 


Note—Excludes $3,884 thousand in 1981 for activities transferred to: 


Fee En) Regery Comms 
Fossil Energy Research and Development .... 

Departmental administration.—This account includes 
funds for a wide array of policy development and analy- 
sis activities, institutional and public liaison functions, 
and other program support requirements necessary to 
insure effective DOE operation and management. Spe- 
cific activities provided for are: 

1. Policy analysis and systems studies.—Resources are 
dedicated to the development of the National Energy 
Plan, as mandated by Public Law 95-91; analysis and 
development of basic energy policies and program strat- 
egies; energy supply disruption contingency planning; 
promotion of competition among energy industries; im- 
provement of departmental planning and management 
through the planning, programming and budgeting 
system; and analysis of topics of Congressional and 
Presidential concern. 

2. International affairs.—This program supports the 
formulation of international energy policy; analyses 
and assessments of the current world energy situation, 
and international ccoperation in energy matters. 

3. Management and support.—Salaries, travel, con- 
tracts, capital equipment, and other costs associated 
with the management and support functions are carried 
under this activity. 

4, Intergovernmental and institutional relations.— 
These activities include consumer, public and intergov- 
ernmental affairs, technical assistance for Indian tribes 
considering energy development, manpower, assess- 
ments of developing energy industries, a technical infor- 
mation clearinghouse, and evaluation and support for 
energy-related inventories. 

5. In-house energy management.—This program funds 
energy conservation surveys of existing facilities to de- 
termine conservation investment opportunities and cen- 
tral plant fuel conversion studies to develop fuel conver- 
sion requirements. These studies identify cost-effective 
energy saving projects and determine the most economi- 
cal fuel conversion alternatives. This program also 
funds energy conservation retrofit projects selected in 
order to achieve a 20% reduction in DOE energy con- 
sumption by 1985 as mandated by Executive Order No. 
12003, and fuel conversion projects to eliminate the use 
of scare oil or natural gas and substitute coal and other 
renewable energy resources. Both efforts are designed 
to improve DOE energy management and set an exam- 
ple for other Federal agencies. 

6. Security investigations.—This activity covers the 
costs related to performance of security investigations 
for persons with access to restricted data. 

7. Other departmental administration.—This activity 
includes cost of work for others, inventories, plant engi- 
neering and design, and miscellaneous revenues. Cost of 
work for others is work performed under orders placed 
with Department of Energy by other organizations. 
Revenues derived under this activity offset the request- 
ed appropriations. Inventories are general purpose 
items maintained in field organizations. Plant engineer- 


ing and design furnishes architectural and engineering 
services for planning and design of major construction 
projects under consideration for future authorization. 
Miscellaneous revenues are derived from the sale of 
Department of Energy products and services (including 
Cost of work for others). These revenues directly offset 
the funds appropriated to this account. 


Object Classification (in thousands of dollars) 








Identification code 89-0228-0-1-999 


Personnel compensation: 
Permanent positions 133,155 142,022 152,983 
Positions other than permanent... 5,280 6,294 7,510 
Other personnel compensation 1,852 2,446 3,088 


Total personnel compensation... 140,287 150,762 163,581 
Personnel benefits: Civilian 12,986 16,472 18,040 
Travel and transportation of persons. 4,580 6,033 6,119 
Transportation of things 1,197 1,689 1,633 
Communications, utilities, and other rent... 29,440 34,035 36,927 
Printing and reproduction 4,847 5,547 5,630 
Other services .. 193,324 157,019 187,919 
Supplies and materials... 7,127 7,089 7,105 
Equipment 5,999 10,900 14,165 
Lands and structures. 35,120 45,669 
Investments and loans, 3,000 3,200 
Grants, subsidies, and contributions 3,409 3,000 3,000 


412,311 430,666 492,988 


1979 actual 1980 est. 1981 est. 





Total direct obligations 





Personnel Summary 





Total number of permanent positions 5,162 5,301 
Total compensable work-years 0 

Full-time equivalent of other positions (329) (330) (340) 

Full-time equivalent of overtime and holiday hours . (151) (155) (155) 
Average ES salary 49,700 50,694 51,706 
Average GS grade 10.70 10.70 10.70 
Average GS salary 27,200 28,650 29,988 





SPECIAL FOREIGN CURRENCY PROGRAM 


Program and Financing (in thousands of dollars) 





Identification code 89-0205-0-1-271 1979 actual 1980 est. 1981 est. 





Program by activities: 
Policy and management (program costs, 
funded) 69 
Change in selected resources (undelivered 
orders) 6 


10.00 Total obligations (object class 25.0) . 75 


Financing: 
21.40 Unobligated balance available, start of year —1,362 
24.00 Unobligated balance, end of year 1,287 
25.00 Unobligated balance lapsing 


40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 Outlays 40 





Special foreign currency funds are used for foreign in- 
country activities and travel to support international 
cooperation in nonnuclear technologies (country energy 
assessment program). These cooperative efforts are de 
signed to improve the economic and social development 
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DEPARTMENT OF ENERGY 


Title V—General Provisions 425 








of selected less developed countries by providing alter- 
native energy options. 


ADMINISTRATIVE PROVISIONS 


Appropriations to the Department of Energy under this Act for the 
current fiscal year shall be available for hire of passenger motor 
vehicles; hire, maintenance, and operation of aircraft; purchase, 
repair, and cleaning of uniforms; and reimbursement to the General 
Services Administration for security guard services. 

From this appropriation, transfers of sums may be made to other 
agencies of the government for the performance of work for which 
this appropriation is made. 

None of the funds made available to the Department of Energy 
under this act shall be used to implement or finance authorized 
price support or loan guarantee programs unless specific provision is 
made for such programs [in this or future appropriations Acts.] in 
an appropriation act. 

The Secretary is authorized to accept lands, buildings, equipment 
and other contributions from public and private sources and to pros- 
ecute projects in cooperation with other agencies, Federal, State, or 
private: [Provided, That revenues received from the sale of any 
products produced in facilities operated as part of Department of 
Energy programs appropriated under this Act shall be covered into 
the Treasury as miscellaneous receipts.] (Public Law 96-126, making 
appropriations for the Department of the Interior and Related Agen- 
cies, 1980.) 


GENERAL PROVISIONS, DEPARTMENT OF 
ENERGY 


Sec. 101. Appropriations to the Department of Energy under this 
title for the current fiscal year shall be available for hire of passenger 
motor vehicles; hire, maintenance and operation of aircraft; purchase, 
repair and cleaning of uniforms; and reimbursement to the General 
Services Administration for security guard services. From these ap- 
propriations, transfers of sums may be made to other agencies of the 
United States Government for the performance of work for which this 
appropriation is made. None of the funds made available to the 
Department of Energy under this Act shall be used to implement 
or finance authorized price support or loan guarantee programs 
unless specific provision is made for such programs in [this] an 
appropriation Act. The Secretary is authorized to accept lands, build- 
ings, equipment and other contributions from public and private 


sources and to prosecute projects in cooperation with other agencies, 
Federal, State or private. 

[Sec. 102. None of the funds appropriated for Department of 
Energy activities by this Act shall be available for any purpose relat- 
ed to the obtaining or issuing of a license to operate the Waste 
Isolation Pilot Plant, Delaware Basin, Southeast New Mexico (Project 
77-13-f), or for any purpose related to the storage at such plant of 
radioactive waste not resulting from the national defense activities of 
the Department of Energy.] 

Sec. 102. The Secretary is authorized, in any fiscal year, to transfer 
funds from any appropriation available for the Department of Energy 
to the account under the heading “Strategic Petroleum Reserve,” to the 
extent needed to withdraw oil from the Strategic petroleum reserve. 

Sec. 103. None of the funds appropriated for Department of Energy 
activities by this Act shall be used to pay expenses of, or otherwise 
compensate, parties intervening in regulatory or adjudicatory pro- 
ceedings funded in this Act. 

Sec. 104. Not to exceed 5 per centum of any appropriations made 
available for the current fiscal year for Energy Supply, Research and 
Development Activities; Uranium Supply and Enrichment Activities; 
General Science and Research Activities; Atomic Energy Defense Ac- 
tivities; and Departmental Administration Activities may be trans- 
ferred between such appropriations, but no such appropriation, except 
as otherwise provided, shall be increased or decreased by more than 5 
per centum by any such transfers, and any such proposed transfers 
shall be submitted promptly to the committees on Appropriations 
and the appropriate authorizing committees of the House and Senate 
for approval. (Energy and Water Development Appropriation Act, 1980.) 


TITLE V—GENERAL PROVISIONS 


Sec. 501. No part of any appropriation contained in this Act shall 
remain available for obligation beyond the.current fiscal year unless 
expressly so provided herein. 

[Sec. 502. There is appropriated, out of any money in the Treasury 
not otherwise appropriated, for an additional amount for “Construc- 
tion of an Extension to the New Senate Office Building” $52,583,400 
toward finishing such building and to remain available until expend- 
ed: Provided, That the amount of $137,730,400 shall constitute a ceil- 
ing on the total cost for construction of the Extension to the New 
Senate Office Building. 

It is further provided that such building and office space therein 
upon completion shall meet all needs for personnel presently supplied 
by the Carroll Arms, the Senate Courts, the Plaza Hotel, the Capitol 
Hill Apartments and such building shall be vacated.] (Energy and 
Water Development Appropriation Act, 1980.) 
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DEPARTMENT OF HEALTH[, EDUCATION,] AND [WELFARE] HUMAN SERVICES 


FOOD AND DRUG ADMINISTRATION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses, not otherwise provided for, of the Food and 
Drug Administration; for payment of salaries and expenses for serv- 
ices as authorized by 5 U.S.C. 3109, but at rates for individuals not to 
exceed the per diem rate equivalent to the rate for GS-18; for rental 
of special purpose space in the District of Columbia or elsewhere; for 
miscellaneous and emergency expenses of enforcement activities, au- 
thorized or approved by the Secretary and to be accounted for solely 
on [his] the Secretary’s certificate, not to exceed $10,000; 
[$312,796,000] $332,779,000. (Public Law 96-108, making appropri- 
ations for Agriculture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 75-0600-0-1-554 





1979 actual 1981 est. 


1980 est. 


Program by activities: 
Direct program: 
1. Foods 
2. Drugs and devices 
3. Radiological products 
4. National Center for Toxicological Re- 


92,678 
131,029 
23,781 


93,839 
150,430 
22,123 


96,507 
154,962 
23,273 


14,239 
39,511 


14,827 
42,429 


324,248 
1,992 


326,240 


15,158 
42,899 


332,799 
1,992 


334,791 


5. Program management 





301,238 
1461 


302,699 


Total direct program 
Reimbursable program 





Total program costs, funded # 
Change in selected resources (undelivered 
orders) 44] 


303,140 





10.00 Total obligations 334,791 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
25.00 Unobligated balance lapsing 


Budget authority 


326,240 


—1,700 — 1,700 





324,248 332,799 





Budget authority: 
40.00 Appropriation 
44.10 Supplemental for wage-board pay 


312,796 332,799 
276 

44.20 Supplemental for civilian pay raises 10,420 

44.30 Supplemental for military pay raises 756 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligate balance, end of year 
77.00 Adjustments in expired accounts 


90.00 


301,679 
66,626 

— 68,072 
—2,422 


324,248 
68,072 
— 88,382 


332,799 
88,382 
— 115,256 





Outlays, excluding pay raise supple- 


297,811 292,773 305,638 


91.10 Outlays from wage-board pay raise 

supplemental 4 
91.20 Outlays from civilian pay raise sup- 
91.30 Outlays from military pay raise sup- 


plemental 





"Includes capital investment as follows: 1979, $14,340 thousand; 1980, $14,340 thousand; 1981, $14,340 thousand. 


NOTES 


Excludes $53 thousand in 1981 for activities transferred to General departmental management, Department of Health and 
Human Services. Comparable amounts for 1979 ($41 thousand) and 1980 ($48 thousand) are included above. 


Excludes $144 thousand in 1981 for activities transferred to Health services, Health Services Administration. Comparable 
amounts for 1979 ($90 thousand) and 1980 ($144 thousand) are included above. 


The Food and Drug Administration (FDA) is charged 
with the administration and enforcement of laws con- 
cerning dangerous, misbranded, and adulterated foods, 
drugs, human biologics, medical devices, cosmetics, and 
manmade sources of radiation. 

1. Foods.—FDA is responsible for insuring the safety 
and quality of a major segment of the Nation’s food 
supply and the safety of the Nation’s cosmetic supply. 
FDA reviews industry petitions and publishes toler- 
ances for the safe use of food additives, conducts re- 
search, develops analytical methods to detect and pre- 
vent food and cosmetic adulteration, sets standards for 
classes of food and defines good manufacturing and 
sanitary practices. To insure cooperation and compli- 
ance with the foregoing, FDA inspects food and cosmet- 
ic processing plants and marketing establishments, ana- 
lyzes collected samples to verify that these products are 
safe and properly labeled and—when necessary—takes 
regulatory action to obtain compliance with the law. 

2. Drugs and devices.—FDA is charged with insuring 
that human and animal drugs, human biologics, and 
medical devices are safe, effective, and properly labeled. 
FDA reviews research and manufacturing data to sup- 
port the safety and efficacy of these products prior to 
marketing, evaluates literature and experience reports 
submitted by industry and the medical profession, and 
conducts research. FDA also inspects manufacturing 
firms, reviews labeling, analyzes samples, and—when 
necessary—takes regulatory action to enforce the legal 
requirements. 

3. Radiological products.—FDA is responsible for 
eliminating unnecessary exposure to electronic product 
radiation through research, surveillance, and perform- 
ance standards. 

4. National Center for Toxicological Research.—FDA 
conducts research programs to study the biological ef- 
fects of potentially toxic chemical substances found in 
man’s environment. 

5. Program management.—This activity 
FDA’s executive and administrative functions. 


includes 


Object Classification (in thousands of dollars) 


Wentiicaton code 75~0600-0-1-554 





1979 actual 1980 est. 1981 est 





Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 


160,401 
5,767 
2,172 


168,340 


169,552 
5,923 
2,153 


177,628 
19,546 


174,299 
5,923 
2,153 


182,375 
20,048 


Total personnel compensation. 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent.... 


17,818 


10,844 11,707 12,363 
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General and special funds—Continued 
SALARIES AND ExpENSES—Continued 


Object Classification (in thousands of dollars) —Continued 












































Identification code 75-0600-0-1-554 1979 actual 1980 est. 1981 est. 
24.0 — Printing and reproduction...............sssssese 4,304 4,634 4,634 
DED) PARDEE NUDES - 65 sccshosc a cochecssassicassncesinsous> 47,403 54,910 55,462 
26.0 Supplies and materials ...............ccccsseccsseesene 11,588 12,582 13,302 
ED RIN aes ccseagateccacs Faconcasccdeacios 14,340 14,340 14,340 
41.0 — Grants, subsidies, and contributions. 1,896 2,496 2,496 
42.0 — Insurance claims and indemnities................ 221 277 385 
Total direct obligations.................. 301,679 324,248 332,799 

Reimbursable obligations: . 
11.1 Personnel compensation: Permanent posi- 
RIMS 5 scars ia cis ass pesccsssseanneali ssctarestesiess 415 415 415 
21.0 Travel and transportation of persons........... 8 38 38 
23.2 Communications, utilities, and other rent.... 2 294 294 
2B» + QUOT: SOWMCOS «cision dsaa decdecssinebiainnssnteate 709 918 918 
26.0 Supplies and materials... 195 195 195 
BU) RMNNO ic Siscstes aroccssastteas 132 132 132 
Total reimbursable obligations............ 1,461 1,992 1,992 
99.0 Total obligations 303,140 326,240 334,751 
Personnel Summary 
Total number of permanent positions..................0 7,656 7,654 7,643 
Total compensable WOrkyeaS............csssssssesssessssnees 7,899 7,179 7,770 
Full-time equivalent of other positions.................. (417) (417) (417) 
Full-time equivalent of overtime and holiday 

WOWNS ROS Re cieda SEDER eee aee ( (92) (92) 
Average ES salary $49,085 $49,085 
Average GS grade 9.60 9.60 
Average GS salary $23,523 $24,342 








(a meme 


BUILDINGS AND FACILITIES 


For construction, repair, improvement, extension, alteration, and 
purchase of fixed equipment or facilities of or used by the Food and 
Drug Administration, where not otherwise provided, [$4,372,000] 
$29,663,000. (Public Law 96-108, making appropriations for Agricul- 
ture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 

















Identification code 75-0603-0-1-554 1979 actual 1980 est. 1981 est. 
Program by activities: 
Total program costs, funded............scsssee 2,095 8,597 15,755 
Change in selected resources (undelivered 
MRIS) settee alertness 846 12,716 13,908 
10.00 Total ObIigatiOnS...........sccsccccsssssseeeees 2,941 21,313 29,663 
Financing: 
21.40 Unobligated balance available, start of 
EM ca setesssvaua ci toensenisipevtesossmmauitsettvcrnsss 9,423 — — 16,941 n.rrrssscescccseens 
24.40 Unobligated balance available, end of year. RGRORE ap cintente ecient 
40.00 Budget authority (appropriation) .. 10,459 4,372 29,663 





Relation of obligations to outlays: 








71.00 Obligations incurred, Met ...............sseecsssee 2,941 21,313 29,663 
72.40  Obligated balance, start of year. 965 1,810 18,322 
74.40  Obligated balance, end of year —1,810 —18322 — 40,188 
90.00 RULED ossucississesteastinvon sseosssanssebenteereas 2,096 4,801 7,797 





The Buildings and facilities appropriation provides 
funds for projects related to the repair, alteration, and 
improvement of all buildings and facilities of FDA. In 
addition, the appropriation for 1981 includes funding to 
intitiate construction of new FDA Headquarters labora- 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


tories, which are essential for the effective conduct of 
research to support regulatory decisions. 


Object Classification (in thousands of dollars) 





Hentiication cote 75-0603-0-1-554 











1979 actual 1980 est. 1981 est. 
PED INGE SOUUNOGS ssscssectesscasscconssssrosssjossi opasveacks 2,941 21,313 4,663 
O20" TRANS raINSITURTINGS <. --s.ccccnuigesiniintes Gauonsseihs jetinmuinie 25,000 
99.0 Total obligations... 2,941 21,313 29,663 





Public enterprise funds: 
REVOLVING FUND FOR CERTIFICATION AND OTHER SERVICES 


Program and Financing (in thousands of dollars) 
































Identification code 75-4309-0-3-554 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs: Certification services: 
(2) AND DIOUCS ei sssscasdesttavecedsenstcektnas 5,447 6,052 6,149 
(b) Color additives. 1,203 1,337 1,358 
CO) LIQUID coxsic3stacsocstconssn tpseinesoomcbeensss 229 254 259 
Total operating COStS..........c.css0ee 6,879 7,643 7,766 
Capital investment, funded: Purchase of 
MMIII ccccestoscccrorut nacre ferccnveptntteatvcsesee 286 300 300 
Total program costs, funded.............. 7,165 7,943 8,066 
Change in selected resources (undelivered 
orders) aa 198 svneneonenne—_sntnnnnnnn 
10.00 Total obligations ...............ssecccsseessssees 7,363 7,943 8,066 
Financing: 
14.00 Offsetting collections from: Non-Federal 
ROU FRGRR cocci oavcibsaysosstspsuaparsctcxcccvessssseschces —7,381 —1,943 —8,066 
21.98 Unobligated balance available, start of 
year: Fund balance ...........sccsssescsssescsssees =f737 — 1,755 — 1,755 
24.98 Unobligated balance available, end of year: 
PUN DARMNCS sccscsnscescontersevenespecccteonveiiel 1,755 1755 1,755 
BERMPOL MUUNOTIY, sssssssssssisinscetcarsscocte: Ccetcsteerccosnjee’  ecttosacetincitus’ eisai 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............scssssseeceen Gi cua Na Ora 
72.98 Obligated balance, start of year: Fund bal- 
MAN scons tescehssesiancssernienectieodivecgrtonco oo 1,636 1,691 1,691 
74.98 Obligated balance, end of year: Fund bal- 
McA cee i cccsscrtbasiiee kasd siete —1,691 _ —1,691 — 1,691 
90.00 SOG sstsscantace’, Scene 





FDA certifies batches of antibiotics, insulin, and color 
additives for use in foods, drugs, and cosmetics. It also 
lists color additives for use in foods, drugs, and cosmet- 
ics (21 U.S.C. 346a, 356, 357, 376). These services are 
financed wholly by fees paid by the industries affected. 


Object Classification (in thousands of dollars) 























Identification code 75-4309-0-3-554 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent positions...........csssssscsssseessssses 4,563 4,968 4,998 
11.3 Positions other than permanent.............. 4] 43 43 
11.5 Other personnel compensation................ 121 129 129 
Total personnel compensation 4,725 5,140 5,170 
12.1 Personnel benefits: Civiliat......cssssssossssceees 421 458 461 
21.0 Travel and transportation of persons. 73 84 84 
22.0 Transportation of things .........csssssssssssssssees 2 3 j 
23.1 — Standard level user charges 501 543 543 
23.2 Communications, utilities, and other rent... 66 70 14 
24.0 Printing and reproduction 5 5 5 
25.0 Other Services .......:.scsssssses 341 350 371 
26.0 Supplies and materials ........ssssssssssssssssssee 608 638 670 
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DEPARTMENT OF HEALTH AND HUMAN SERVICES 



























Far aed AMON TNIN aca chgradisecteccaeosglcionsovecacabt 621 652 685 
99.0 Total obligations .........sssscsscssssceseeee 7,363 7,943 8,066 
Personnel Summary 
Total number of permanent positions....................02.. 235 235 235 
Total compensable workyeal..............000 230 230 230 
Full-time equivalent of other positions (4) (4) (4) 

Full-time equivalent of overtime and holiday 
Pee aceteaps sti sacssscesscdacrtcsassscestottiay piessdsovescceree (5) (5) (5) 
PSUS 11.3 11.3 11.3 
Average GS salary... Bes ccccsecteoie sive $21,132 $22,991 $23,129 








HEALTH SERVICES ADMINISTRATION 


Federal Funds 
General and special funds: 
HEALTH SERVICES* 
*See Part III for additional information. 


For carrying out titles III, V, VII, X, [and] XZ, and XII of the 
Public Health Service Act, the Act of August 8, 1946 (5 U.S.C. 7901), 
section 1 of the Act of July 19, 1963 (42 U.S.C. 253a), section 108 of 
Public Law 93-358, section 427(a) of the Federal Coal Mine Health 
and Safety Act as amended, and titles V and XI of the Social Security 
Act, [[$1,825,278,000] $1,437,280,000, of which $1,800,000 shall be 
available only for payments to the State of Hawaii for care and 
treatment of persons afflicted with Hansen’s disease and 
[$3,000,000] $6,969,000 to be available until expended, shall be [for 
the renovation of the National Hansen’s Disease Center] used to 
renovate the Public Health Service hospitals and the National Han- 
sen’s Disease Center; Provided, That this appropriation shall be availa- 
ble for payment of the costs of medical care, related expenses, and 
burial expenses hereafter incurred by or on behalf of any person who 
has participated in the study of untreated syphilis initiated in Tuske- 
gee, Alabama, in 1932, in such amounts and subject to such terms and 
conditions as prescribed by the Secretary of Health[[, Education, and 
Welfare] and Human Services and for payment, in such amounts and 
subject to such terms and conditions, of such costs and expenses 
hereafter incurred by or on behalf of such person’s wife or offspring 
determined by the Secretary to have suffered injury or disease from 
syphilis contracted from such person: Provided further, That when 
the Health Services Administration operates an employee health pro- 
gram for any Federal department or agency, payment for the estimat- 
ed cost shall be made by way of reimbursement or in advances to this 
appropriation: [Provided further, That none of the funds appropri- 
ated under section 314(d) of the Public Health Service Act may be 
used for the payment of salaries or expenses for any State-level 
administrative employee:] Provided further, That when the Health 
Services Administration provides health care services to active duty 
Department of Defense uniformed services personnel and their de- 
pendents, to retired uniformed services personnel and their depend- 
ents, and to the dependents of deceased uniformed services personnel 
in a Public Health Service medical facility, payment for the estimated 
cost shall be made by way of reimbursement to this appropriation. 
During 1981 and within the resources and authority available, (section 
335, Public Health Service Act) gross obligations for the principal 
amount of direct loans shall not exceed $1,000,000. (Additional autho- 
nizing legislation to be proposed for $133,832,000.) 


Note——The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980. For those activities or 
portions of activities of this account that were deferred from regular appropriation considera- 
tion, Public Law 96-123 provides funding at the current rate. For all other activities or 
portions of activities of this account, Public Law 96-123 provides funding at a rate consistent 
with amounts that would be provided by the conference version of H.R. 4389, the Depart- 
ments of Labor, and Health, Education, and Welfare Appropriations Act, 1980. 


Program and Financing (in thousands of dollars) 





Mentfication code 75-0350-0-1-551 1979 actual 1980 est 1981 est 


Program by activities: 
Direct program: 
1. Community health services: 
(a) Community health centers: 
(1) Primary health care centers... 254,075 320,000 374,402 








(2) Primary care research and 
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Gemonstration ............ssscececsssseee 366 14,000 9,064 
(3) Black lung clinics...... 438 7,500 7,500 
(b) Home health services 5,910 SD eaesnecicin 
(c) Comprehensive health grants to 
Ocenia. 76,751 Cie 2.5 
(d) Hypertension ..............ssccssessssessone 11,299 20,000 20,000 
(e) Maternal and child health: 
(1) Grants to States...............:000 318,479 345,500 360,500 
(2) Training...............0. x 22,668 26,543 25,743 
(3) Research 4921 5,300 5,300 
(f) Sudden infant death syndrome... 2,547 2,802 2,802 
(g) Genetic services 4,073 11,567 11,945 
(h) Hemophilia......... 3,003 3,000 3,000 
(i) Family planning...... ay 133,903 165,000 176,875 
(j) Migrant health ............eccccsssseeees 31,058 39,700 44,700 
(k) National health service corps...... 56,639 71,675 133,832 
(I) Program Support..............ccccseecoee 28,623 34,178 42,492 
2. Direct delivery of medical services 
and emergency medical services 
systems development: 
(a) PHS hospitals and clinics............ 173,906 173,302 165,031 
(b) Federal employee occupational 
MINN ee es eit te Te he 664 758 792 
(c) Payment to Hawaii for treatment 
Of Hansen’s disease...............-.0ssu+« 1,348 1,800 1,800 
(d) Emergency medical services sys- 
tems development demonstration... 34,024 42,625 26,500 
(@) Program SUpPOFt.............ce:-cssee00- 7,374 9,151 10,078 
3. Buildings and facilities ss 1,480 10,287 6,969 
4. Program management ..............ccc000-« 6,997 7,755 7,955 
Total direct program.............-.ss. 1,180,546 1,385,443 —-1,437,280 
Reimbursable program: 
1. Community health services: 
(a) Community health centers........... 25 25 25 
(e) Maternal and child health........... 555 750 750 
(2) Genetic ServiceS............ccsecsssee GND 6 cacti creel raat 
(i) Family planning...... ah 65 50 50 
(j) Migrant health ...........sceccccssseeees 25 25 25 
2. Direct delivery of medical services: 
(a) PHS Hospitals and clinics........... 35,902 64,567 64,313 
(b) Federal employee occupational 
WOO Se ag as 10,066 10,300 10,350 
Total reimbursable program....... 50,245 75,717 75,513 
Total program costs, funded*... 1,230,791 1,461,160 = 1,512,793 
Change in selected resources (undelivered 
orders, stores, advance funding)............. SO oct cecal 
10.00 Total obligations ............sccccssseseeeesnes 1,311,308 1,461,160 1,512,793 
Financing: 
Offsetting collections from: 
11.00 POLO ONE TOs ccccccheles —44,681 —69,929 — 69,694 
14.00 Non-Federal SOUFCES..............scsssseecssecesnes —§,564 — 5,788 — 5,819 
21.40 Unobligated balance available, start of year — 9,493 —17,408 —121 
24.40 Unobligated balance available, end of year.. 7,408 121 121 
25.00 Unobligated balance lapsing................--sss«- CS ecictan  ecauteniens 
Budget authority ..................cccsssee- 1,265,311 1,378,156 1,437,280 
Budget authority: 
40.00 Appropriation .................ccccccssssessccessseesees 1,265,311 1,367,903 — 1,437,280 
44.10 Supplemental for wage-board pay 
NG sickens hcsasi tile ict leairecsnatie tach a tiaucaa gel 1,378 
44.20 Supplemental for civilian pay raises... ............sss- 6,692 
44.30 Supplemental for military pay raises..... — ................. 2,183 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...........sccccsssseesses 1,385,443 —-:1,437,280 
72.40  Obligated balance, start of year 805,275 953,115 
74.40 Obligated balance, end of year.................. : —953,115 —1,130,167 
77.00 Adjustments in expired accounts................. OLDE acauececaga’  tacaciaanents 
90.00 Outlays, excluding pay raise supple- 
WI Selkrgtetcona eee 1,183,174 1,227,660 1,259,918 
91.10 Outlays from wage-board pay raise 
SUNUIUIIN Ls 2. cceatetcciieactoces? Adee lace 1,325 53 


* Includes capital investment as follows: 1979, $9,763 thousand; 1980, $19,207 thousand; 1981, $11,545 thousand 
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Program and Financing (in thousands of dollars) —Continued 


Identification code 75-0350-0-1-551 





1979 actual 1980 est. 1981 est. 





91.20 Outlays from civilian pay raise sup- 


91.30 Qutlays from military pay raise sup- 
plemental 





Obligations incurred under allocations from other accounts are included in the schedules of the parent appropriations as 
follows: Salaries and expenses, Bureau of Prisons; Appalachian regional development programs; Supplemental security income 
program; Health Care Financing Administration. 

Excludes $41 thousand in 1981 for activities transferred to General Departmental Management, Department of Health and 
Human Services. Comparable amounts for 1979 ($37 thousand) and 1980 ($41 thousand) are included above. 

Excludes $52,000 thousand in 1981 for activities transferred to “Center for Disease Control, Preventive health services.” 
Comparable amounts for 1979 ($90,000 thousand) and 1980 ($68,000 thousand), are included above. 

Excludes $3,000 thousand in 1981 for activities transferred to “Office of the Assistant Secretary for Health, Salaries and 
Expenses.” Comparable amounts for 1979 and 1980 ($3,000 thousand), are included above. 


Includes $891 thousand in 1981 for support of students and faculty members in the Uniformed Services University of the 
Health Sciences activities transferred from (in thousands of dollars): 


Food and Drug Administration 
Indian Health Servi 

Center for Disease Control... 
National Institutes of Health. 
Alcohol, Drug Abuse, and Me 

Health Resources Administration....... 


Status of Loan Guarantees (in thousands of dollars) 


Identification code 75-0350-0-1-551 





1979 actual 1980 est. 1981 est. 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 


1200 Obligations incurred, gross —7719  —1,000 





Cumulative balance of direct loan out- 
standing: 
2100 Outstanding, start of year 
2200 Disbursements + 1,320 
2400 Repayments, prepayments, loan sales —195 


2900 Outstanding, end of year 459 1,584 





This appropriation includes activities that provide 
health services primarily to low income people and 
their families through categorical project and formula 
grant programs. Emphasis will be placed on ambulatory 
health care projects in urban and rural areas currently 
underserved by health professionals. In addition, serv- 
ices are provided directly to certain Federal beneficia- 
ries through the Public Health Service hospital system. 
These health services program are: 

1. Community health services—(a) Community health 
centers.—The request supports 886 Community Health 
Centers serving 5.2 million medically underserved 
urban and rural users; 132 black lung clinics serving 
69,000 urban and rural users; and 52 primary care re- 
search and demonstration projects. 

(c) Comprehensive health grants to States—Trans- 
ferred to the Center for Disease Control. 

(d) Hypertension.—The request supports 57 State and 
territorial programs serving 7,800,000 persons with hy- 
pertension screening, referral, and follow-up services 
when necessary. 

(e) Maternal and child health.—The request supports 
formula allocations to States and discretionary project 
grants to State agencies and institutions of higher 
learning promoting the health of medically underserved 


mothers and children and crippled children. A total of 


397,000 women will receive physician maternity serv- 
ices; 75,000 infants will receive intensive care services; 
and 2,789,000 children will be provided physician sery- 
ices. Maternal and Child Health Research and Training 
funds will support 52 research projects and 54 training 
grants to train 7,369 health professionals and provide 
services to 88,000 persons. 

(f) Sudden infant death syndrome (SIDS) counseling 
program.—32 SIDS projects will provide counseling to 
8,800 families. 

(g) Genetic services.—Screening, education, and coun- 
seling, and referral services will be provided to 
1,263,000 persons at risk or who are victims of genetic 
disease. 

(h) Hemophilia.—24 diagnosis and treatment centers 
will serve 2,400 patients. 

(i) Family planning.—This request will support 235 
family planning grants funding 5,125 family planning 
clinics serving 4,088,800 adults and adolescents; 19 
training projects to train 13,740 professional clinic staff 
members; 15 services delivery improvement projects; 
and 10 information and education projects. 

(j) Migrant health.—The request will support 112 cen- 
ters providing comprehensive primary health services 
to 223,296 migrants and 367,704 seasonal farmworkers. 
In addition, 4,200 persons will receive inpatient hospi- 
talization services. 

(k) National Health Service Corps.—The request sup- 
ports the placement of 4,528 NHSC assignees in 1,498 
sites in Health Manpower Shortage Areas. The assign- 
ees will provide health care services to 2,836,900 per- 
sons. Loans are made to community organizations to 
meet the initial costs of establishing National Health 
Service Corps health care delivery sites. 

2. Direct delivery of medical services and emergency 
medical services systems development—(a) PHS hospitals 
and clinics.—The request will support the operation of 
a national system of health service comprising eight 
general hospitals, the National Hansen’s Disease 
Center, 27 free-standing clinics, and nearly 400 contract 
health care providers. The system is designed to make 
services accessible to 450,000 statutory beneficiaries. 

(d) Emergency medical services systems development 
demonstration.—This request will support 51 operation- 
al emergency medical services systems serving a popu- 
lation of 35,700,000 persons. After providing grant as- 
sistance to 292 EMS regional systems, the Administra- 
tion proposes phasing out the EMS program by 1982. 

Object Classification (in thousands of dollars) 
Identification code. 75-0350-0-1-551 


1979 actual 1980 est. 1981 est 





Personnel compensation: 
11.1 Permanent positions 155,845 198,242 229,622 
11.3 Positions other than permanent sits 9,192 9,617 9,205 
11.5 Other personnel compensation 8,550 11,955 13,174 
11.8 Special personal services payments 43 44 42 


Total personnel compensation 173,630 219,858 252,043 
12.1 Personnel benefits: Civilian si 34,106 40,945 
13.0 — Benefits for former personnel 836 10 
21.0 — Travel and transportation of persons 5,532 5,887 
22.0 Transportation of things 2,001 2,055 
23.1 — Standard level user charges 5,042 6,439 
23.2 Communications, utilities, and other rent... 8,466 9,738 
24.0 — Printing and reproduction 1,152 1,347 
25.0 — Other services 65,435 63,936 





Total | 
Total 
Ful 
Ful 


Avera} 
Avera 
Avera} 
Avera| 


\dentific 
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24,124 
6,099 
6,969 
1,000 

1,065,796 


26.0 Supplies and materials 22,119 
31.0 f 5,634 
32.0 Lands and structures. 10,287 
33.0 — Investments and loans 1,000 
41.0 Grants, subsidies, and contributions 1,071,905 
42.0 Insurance claims and indemnities 


99.0 Total obligations 





1,461,160 1,512,793 





Personnel Summary 





11,904 
10'584 
(476) 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


9,130 
9,575 
(476) 


(96) (107) 
$50,067 $50,112 
8.40 8.80 
$18,732 $20,029 
$16,154 $16,723 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 





INDIAN HEALTH SERVICES 


For expenses necessary to carry out the Act of August 5, 1954 (68 
Stat. 674), the Indian Self-Determination Act, the Indian Health Care 
Improvement Act, and titles III and V and section 757 of the Public 
Health Service Act, including hire of passenger motor vehicles and 
aircraft; purchase of reprints; payments for telephone service in pri- 
vate residences in the field, when authorized under regulations ap- 
proved by the Secretary, [$538,874,000] $601,819,000: Provided, That 
funds made available to tribes and tribal organizations through 
grants and contracts authorized by the Indian Self-Determination and 
Education Assistance Act of 1975 (88 Stat. 2203; 25 U.S.C. 450) shall 
remain available until September 30, [1981] 1982. Funds provided in 
this Act, and those provided in fiscal year 1980, for the Indian Health 
Service, may be used for one-year contracts and grants which are to be 
performed in two fiscal years, so long as the total obligation is record- 
ed in the year for which the funds are appropriated. (Department of 
the Interior and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 75-0390-0-1-551 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 

1. Clinical services 
2. Preventive health 
3. Urban health projects 
4. Indian health manpower 
5. Tribal management 
6. Program management 


358,004 
44,714 
6,892 
6,312 
4,661 
44,762 


465,345 


422,345 
57,424 
8,000 
6,688 
2,968 
51,352 


548,777 


466,680 
63,236 
8,000 
6,688 
5,229 
51,986 


601,819 





Total direct program 








Reimbursable program: 
1. Clinical services 3,860 4,916 4,916 
2. Preventive health 623 479 479 


4,483 5,395 5,395 
469,828 554,172 607,214 





Total reimbursable program 








Total program costs, funded * 
Change in selected resources (undelivered 


orders) 25,376 


495,204 





10.00 554,172 


Total obligations 
Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
25.00 Unobligated balance lapsing 


Budget authority 


607,214 


— 2,659 
— 1,824 
1,472 


492,193 


—3,419 —3,419 


548,777 





Budget authority: 
40.00 Appropriation 


492,193 
44.10 Supplemental for wage-board 


538,874 


44.20 Supplemental for civilian pay raises 
44.30 Supplemental for military pay raises 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year.... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


490,721 
122,640 
— 145,957 


548,777 
145,957 
— 168,495 


601,819 
168,495 
— 181,693 





Outlays, excluding pay raise supple- 
516,543 
91.10 Outlays from wage-board pay raise 
supplemental 
91.20 Outlays from civilian pay raise sup- 
91.30 Outlays from military pay raise sup- 


plemental 





* Includes capital investment as follows; 1979, $4,500 thousand; 1980, $4,220 thousand; 1981, $8,031 thousand. 


NOTES 


Excludes $47 thousand in 1981 for activities transferred to General Departmental Management, Department of Health and 
Human Services. Comparable amounts for 1979 ($47 thousand) and 1980 ($47 thousand) are included above. 

Excludes $225 thousand in 1981 for activities transferred to Health services, Health Services Adm‘nistration. Comparable 
amounts for 1979 ($117 thousand) and 1980 ($171 thousand) are included above. 

This program provides medical care and public health 
services for American Indians and Alaska Native 
people. 

1. Clinical services.—This activity provides a wide 
range of comprehensive health care services to over 
750,000 American Indians and Alaska Natives, includ- 
ing: inpatient and outpatient health services through 50 
hospitals and their outpatient departments, 103 health 
centers (including 19 school health centers) and several 
hundred small health stations and satellite clinics; con- 
tracts with non-Federal hospitals, clinics, private physi- 
cians and dentists; and contractual arrangements with 
state and local health organizations. It is expected that 
449,730 inpatient days and 3,411,000 outpatient visits 
will be provided. An increase in the quality and quanti- 
ty of health services provided in IHS hospitals will be 
experienced in 1981 as a result of increased resources to 
newly constructed facilities completed in 1980 at Ada, 
Okla.; Cherokee, N.C.; Bethel, Alaska; and Red Lake, 
Minn. In 1981, new federally recognized Tribes (Pascua 
Yaqui of Arizona; Modoc, Wyandotte, Ottawa, and 
Peoria Tribes of Oklahoma) will receive health services 
through increased funds contained in the 1981 request. 

2. Preventive health.—This includes programs in sani- 
tation, health education, nutrition, maternal and child 
health, school health, tuberculosis and other communi- 
cable disease control, medical social services, public 
health nursing, and family planning. 

3. Urban health projects—This activity contains the 
resources to fund contracts with 41 urban Indian health 
organizations located in various cities throughout the 
United States. These organizations make health serv- 
ices more accessible to the urban Indian population. 

4. Indian health manpower.—This activity provides 
primarily for the training of scholarship recipients in 
health care fields. It also provides for identification and 
recruitment of scholarship recipients, and experimental 
summer employment. Approximately 2,000 students 
will receive assistance in 1981. 

5. Tribal management.—This activity is the primary 
source of resources for strengthening Tribal capacity to 
man and manage their own health care delivery 
systems. 
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Personnel Summary 





















































Direct: 
6. Program management.—This activity includes aa number tea POSILIONS errr pio te see 
headquarters and area office staffs required for pro- Re Ea ; / 0,838 
auarrer q Pp Full-time equivalent of other positions............ (317) (443) (443) 
gram direction and support. Full-time equivalent of overtime and holiday 
Object Classification (in thousands of dollars) siuaagete Weis iia I Hey 
re Average GS salary $13,880 $14,802 $14,754 
teatticaton cade 79-0990-0-1-551 eee. een 1961 est Average salary of ungraded positions .....sacsn:n $15,738 $16,954 $16,893 
Direct obligations: Reimbursable: caleba 
Personnel compensation: ; Pr 
LLL Permanent positioN.. 0.1mm 151,901 174699 186,206 fat eit eh at wire _ : 
11.3 Positions other than permanent. nee 3,466 5,193 5,193 Full-time equivalent of other positions (0) (0) (0) 
11.5 Other personnel compensation................ 7,459 7,497 7,497 Full-time equivalent of overtime and holiday 
Total personne! compensation............. 162,826 187,389 198,916 FHOUNS sssnosssscheerstoesezoresesctatorcesesniesnssesto (0) (0) (0) 
12.1 Personnel benefits: Civilian............sss.ss00000 30,176 33,426 35,141 cs 
21.0 — Travel and transportation of persons........... 15,113 13,254 14,493 
22.0 Transportation of things ..............scssssescssses 5,193 4,306 4,780 
23.1 Standard level user charges 2,773 3,626 4,590 
23.2 Communications, utilities, and other rent.... 16,230 16,332 18,131 met 
24.0 Printing and reproduction............cccsssssssssses 1,183 1,079 1,093 
ZOD | TOE SUT PIOES 320555. ccuscrtteaatinhsbissbessestsenens 191,292 225,002 250,441 
26.0 Supplies and materials ............cc..csssseecsssssees 34,845 39,279 44,539 
31.0 — Equipment..................... A 10,346 4,220 8,031 
32.0 Lands and Structures......eesssoosscsscsssssssssssees 864 1,293 1,293 InDIAN HEALTH FACILITIES 
41.0 — Grants, subsidies, and contributions........... 19,869 19,571 20,371 For construction, major repair, improvement, and equipment of 
42.0 Insurance claims and indemnities DL sevitatsnive. ea ouietrentin health and related auxiliary facilities, including quarters for person- 
, cat nel; preparation of plans, specifications, and drawings; acquisition of 
Total direct obligations...............ssee 490,721 548,777 601,819 shinee: desstinne: eas ateeiion. ak mastalie balidinas saeehann of Rik 
Reimbursable obligations: er] trailers, and for provision of domestic and community sanitation 
Personnel compensation: Permanent posi- facilities for Indians, as authorized by section 7 of the Act of August 
MOOG fs csssassss tas cxesseasbies cavsvessckasnssorsesipsss 2,822 3,084 3,084 5, 1954 (42 U.S.C. 2004a), the Indian Self-Determination Act and the 
12.1 — Personnel benefits: Civiliat.............sssesessseee 251 261 261 Indian Health Care Improvement Act, [$74,302,000] $76,670,000, to 
21.0 Travel and transportation of persons........... 173 141 141 remain available until expended: Provided, That not to exceed 
22.0 — Transportation of thingS................ssssscccssssees 23 29 29 $20,000,000 of the amounts collected by the Secretary of Health[, 
23.2 Communications, utilities, and other rent.... 127 127 127 Education, and Welfare] and Human Services under the authority of 
25.0 Other services......... Sesbotnscenssbunccpesccbesdedenssotep 711 1,377 1,377 title IV of the Indian Health Care Improvement Act shall be availa- 
26.0 — Supplies and materials sss 242 242 242 ble until September 30, [1981] 1982, for the purpose of achieving 
SSRI 5 SEMRUM DONDE tis cannscscvussetayescparsoueninsocsrerss 134 134 134 compliance with the applicable conditions and requirements of titles 
‘ + ati : XVIII and XIX of the Social Security Act (exclusive of planning, 
Total reimbursable Obligations... 4,483 9,399 9,395 design, construction of new facilities, or major renovation of existing 
99.0 Total obligations ......cosssssssssseessses 495,204 $54,172 607,214 Indian Health Service facilities). (Department of the Interior and Re- 
lated Agencies Appropriation Act, 1980.) 
Program and Financing (in thousands of dollars) 
Costs to this appropriation Analysis of 1981 financing 
Deduct Add 
selected selected 
resources resources Appropri- Appropri- 
Identification code 75-0391-0-1-551 Total To Sept. 1979 1980 1981 and un- and un- ation ation re- 
estimate 30, 1978 actual estimate estimate obligated obligated required, quired to 
balance, balance, 1981 complete 
start of end of 
year year 
Program by activities: 
Direct program: 
1. Hospitals: 
(a) New and replacement...........:.:c+s000 205,642 104,287 30,249 16,898 21,400 22,128 24,908 24,180 7,900 
(b) Modernization and repdir................... 25,099 17,996 446 2,227 2,750 2,180 1,680 BJGB”  .\sscsceucectsanens 
2. Outpatient care facilities ................sssce 29,424 16,641 3,407 2,993 5,100 6,383 
3. Grants to community facilities................. 7,619 7,585 5 Dein cdbeapcet penny Necivassvingais 
4. Sanitation facilities............ssssssccssssssssseeees 589,391 333,551 60,383 71,984 57,700 73,233 
5. Personnel quarters ........ss..ssssscssseesssseesessee 48,347 31,486 1,128 5,181 8,900 10,552 
Total direct program... 905,522 511,546 95,618 99,312 95,850 114,476 95,296 76,670 7,900 
Reimbursable program: 
6. Indian health facilities improvement fund MBL: sssucssasicresantete 1,513 20,000 20,000 7,098 DROBO’ sescsnssrstetocesh tae sseriesns oom 
Total program costs, funded *............. 954,133 511,546 97,131 119,312 115,850 = 121,574 102,394 76,670 7,900 
Change in selected resources (StOrES)?............cccssssssessssessssssssnssssessessssssussesssees — 23,554 —3,878 —19,180 





10.00 TOUS ORMAUOHS os cccteccststosssestoovestusssossastoaveecosesstecbetisssutubsbestanstestandsetsavets 


73,577 115,434 96,670 
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Program and Financing (in thousands of dollars)—Continued 


Identification code 75-0391-0-1-551 Total 


estimate 


Costs to this appropriation 


Analysis of 1981 financing 
Deduct Add 
selected selected 
resources resources 
1980 and un- and un- 
estimate = obligated 
balance, balance, 
start of end of 
year year 





Financing: 
Offsetting collections from: 
13.00 Trust funds. 
14.00 — Non-Federal sources 
21.40 Unobligated balance available, start of year... 
24.40 Unobligated balance available, end of year 


40.00 Budget authority (appropriation)... 


—4,262 

—2,240 

— 16,608 
26,493 


76,960 





—12,000 
— 8,000 
— 26,493 
5,361 


74,302 


— 12,000 
— 8,000 
—5,361 

5,361 


76,670 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 


74.40 Obligated balance, end of year 
90.00 Outlays 


* Includes capital investment as follows: 1979, $4,928 thousand; 1980, $13,989 thousand; 1981, $9,300 thou: 


67,075 
142,426 
—119,392 


90,110 


95,434 
119,392 
— 138,134 


76,691 


76,670 
138,134 
— 130,680 


84,124 


Selected resources as of September 30 are as follows: Stores; 1978, $143,645 thousand; 1979, $120, 09), Waiais 1980, $116,213 thousand; 1981, $97,033 thousand 


1. Hospitals—(a) New and replacement.—A request of 
$14,180,000 will provide for completing the construction 
of the comprehensive health facility at Chinle, Ariz., 
and provide for the purchase of movable groups II and 
III equipment. In addition, $10,000,000 is proposed for 
continued construction of the Tahlequah, Okla. hospi- 
tal. 

(b) Modernization and repair.—The request of 
$2,250,000 will provide for alterations to the Winnebago 
health facility ($650,000) and miscellaneous alterations 
to the Sells health facility ($1,600,000). 

4. Sanitation facilities—The 1981 request of 
$50,240,000 will provide sanitation facilities projects to 
serve 6,200 new and improved Indian homes. 

6. Indian health facilities improvement fund.—During 
1981 the IHS will maintain accreditation of 32 hospitals 
that were accredited at the end of 1979 and will seek to 
attain accreditation of 4 additional hospitals. Labora- 
tory services will continue to receive emphasis to main- 
tain the College of American Pathologists accreditation 
that was attained during 1980. The emergency services 
department of each hospital will be assessed and defi- 
ciencies corrected. The IHS will continue to maintain 
all of its facilities (hospitals and clinics) as providers 
under Medicare and Medicaid. Billing procedures will 
continue to maximize the collections for services ren- 
dered to Title XVIII and XIX eligible Indian patients 
treated in IHS facilities. 

Object Classification (in thousands of dollars) 


Identification code 75-0391-0-1-551 


Direct obligations: 
3 Personnel compensation: 
than permanent 9,650 
Personnel benefits: Civilian 390 
Travel and transportation of persons 800 
Transportation of things 1,233 
Communications, utilities, and other rent... 480 
Printing and reproduction 40 
Other services ses 8,395 
Supplies and materials . 18,300 
9,632 
46,514 


1979 actual 1980 est. 1981 est 


Positions other 


Lands and structures 


95,434 





310-100 0 - 80 - 28 


Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent 





Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
22.0 — Transportation of things 
23.2 Communications, utilities, and other rent..... 
24.0 — Printing and reproduction 
25.0 Other services 
26.0 Supplies and materials 1,600 
31.0 — Equipment 4,300 
32.0 Lands and structures 700 


20,000 
115,434 


5,756 














Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Reimbursable: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 





ADMINISTRATIVE PROVISIONS, HEALTH SERVICES ADMINISTRATION 


Appropriations in this Act to the Health Services Administration, 
available for salaries and expenses, shall be available for services as 
authorized by 5 U.S.C. 3109 but at rates not to exceed the per diem 
equivalent to the rate for GS-18, for uniforms or allowances therefor 
as authorized by law (5 U.S.C. 5901-5902), and for expenses of attend- 
ance at meetings which are concerned with the functions or activities 
for which the appropriation is made or which will contribute to 
improved conduct, supervision, or management of those functions or 
activities: Provided, That none of the funds appropriated under this 
Act to the Indian Health Service shall be available for the initial 
lease of permanent structures without advance provision therefor in 
appropriations Acts. (Public Law 96-126, making appropriations for 
the Department of the Interior and related agencies, 1980.) 
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General and special funds—Continued 
EMERGENCY HEALTH 


Program and Financing (in thousands of dollars) 
Identification code 75-0315-0-1-054 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 





1979 actual 1980 est. 1981 est. 








Outlays 





The activities carried out under this account have 
been assumed by other Federal agencies and other pro- 
grams within the Department. Therefore, no additional 
funds will be provided for this activity. 


CENTER FOR DISEASE CONTROL 


Federal Funds 
General and special funds: 
PREVENTIVE HEALTH SERVICES 


To carry out [title] titles III and XVII of the Public Health Serv- 
ice Act, title IV of the Health Services and Centers Amendments of 
1978, the Federal Mine Safety and Health Act of 1977, and the 
Occupational Safety and Health Act of 1970; including insurance of 
official motor vehicles in foreign countries; and purchase, hire, main- 
tenance, and operation of aircraft, [$282,415,000] $391,036,000 of 
which [$11,436,000] $20,951,000 shall remain available until expend- 
ed and shall be for construction and equipment of facilities of or used 
by the Center for Disease Control ($29,951,000) and for providing 
assistance in health emergencies ($1,000,000): Provided, That training 
of employees of private agencies shall be made subject to reimburse- 
ment or advances to this appropriation for the full cost of such 
training: Provided further, That none of the funds appropriated under 
Section 314(d) of the Public Health Service Act may be used for the 
payment of salaries or expenses for any State-level administrative em- 
ployee. (Additional authorizing legislation to be proposed for 
$3,000,000.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980. For those activities or 
portions of activities of this account that were deferred from regular appropriation considera- 
tion, Public Law 96-123 provides funding at the current rate. For all other activities or 
portions of activities of this account, Public Law 96-123 provides funding at a rate consistent 
with amounts that would be provided by the conference version of H.R. 4389, the Depart- 
ments of Labor, and Health, Education, and Welfare Appropriations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 75-0943-0-1-550 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 

1. Basic preventive health: 
(a) Prevention formula grants 
(b) Health incentive grants 
(c) Risk reduction health education .. 

. Disease prevention: 
(a) Venereal diseases 
(b) Immunization 
(c) Fluoridation 

. Control of chronic conditions: 
(a) Chronic diseases 
(b) Environmental hazards 

. Occupational safety and health: 
(a) Research 
(b) Training. 
(c) Scientific/technical services 

. Epidemic services 

. Technology development and applica- 
tion 22,818 
. Buildings and facilities 


10,000 

52,000 

13,575 16,541 
47,616 
30,384 
6,785 


47,749 
30,491 
9,584 


18,499 
30,022 


19,526 
31,028 


62,724 
13,905 

4,357 
28,054 


26,785 
11,436 


63,429 
14,688 

4,588 
30,147 


27,336 
29,951 


25,121 


8. Program management 3,933 


298,075 
30,000 


328,075 


3,978 


391,036 
30,000 


421,036 


233,649 
st 


250,903 


Total direct program 
Reimbursable programs 


Total program costs, funded * 
Change in selected resources (undelivered 


orders) 25,433 


10.00 Total obligations 276,336 328,075 421,036 


Financing: 
Offsetting collections from: 
Federal funds 
Non-Federal sources 
Unobligated balance available, start of 
WEN rcresssessitvatonsresabinateieccueeecsttiase —21,652 
Unobligated balance available, end of year.. 24,538 
Unobligated balance lapsing 581 


263,972 


11.00 
14.00 
21.40 


— 15,231 
— 600 


— 29,400 
— 600 


— 29,400 
— 600 


— 24,538 
1,887 
15,991 


291,415 


— 1,887 
24.40 1,887 


25.00 
40.00 


391,036 


Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 


260,505 
154,547 
— 174,696 
—2,021 


238,335 


298,075 
174,696 
— 226,847 


391,036 
226,847 
—314,557 


Outlays 245,924 303,326 





1 Includes capital investment as follows: 1979, $7,624 thousand; 1980, $13,308 thousand; 1981, $35,681 thousand. 
NOTES 


Includes $52,000 thousand in 1981 for activities previously financed from “Health Services Administration”. Comparable 
amounts for 1979 ($90,000 thousand) and 1980 ($68,000 thousand) are excluded above. 


Excludes $53 thousand in 1981 for activities transferred to General Departmental Management, Department of Health and 
Human Services. Comparable amounts for 1979 ($41 thousand) and 1980 ($53 thousand) are included above. 


Excludes $117 thousand in 1981 for activities transferred to Health services, Health Services Administration. Comparable 
amounts for 1979 ($90 thousand) and 1980 ($117 thousand) are included above. 

The Center for Disease Control conducts activities to 
assist State and local health authorities and other 
health related organizations in stemming the spread of 
communicable diseases, protecting against other dis- 
eases or conditions amenable to reduction, providing 
protection from certain environmental hazards, occupa- 
tional safety and health in the workplace, and prevent- 
ing unnecessary illness and death through improved 
health education and health promotion. 

1. Basic preventive health—(a) Prevention formula 
grants.—This program provides grants to States for tar- 
geting preventive health services on the leading causes 
of morbidity and mortality. 

(b) Health incentive grants——This program makes 
grants to provide a Federal sharing in the costs of those 
broad areas of public health for which State and local 
health agencies have the primary responsibility. 

(c) Risk reduction and health education.—This activi- 
ty builds capability for improved health education in 
Federal, State, and local programs and in the private 
sector. 

2. Disease prevention—(a) Venereal diseases.—Efforts 
supported in this activity are directed toward reducing 
morbidity and mortality from venereal diseases by pre- 
venting cases and complications. In 1981 the Center’s 
objectives are to prevent about 5,500 cases of syphilis 
and 255,100 cases of gonorrhea through disease moni- 
toring, screening, and contact referral services focused 
on high-risk populations. 

(b) Immunization.—The long range goal is to elimi- 
nate poliomyelitis, rubella, mumps, diphtheria, pertus- 
sis, and tetanus as significant public health problems 
and eliminate indigenous measles from the United 
States. 
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(c) Fluoridation.—This activity is directed toward the 
goal of near-universal fluoridation of community and 
independent rural school water supplies which will 
reduce the incidence of dental caries in children by 65 
percent and reduce the cost of dental treatment in chil- 
dren by 50 percent. 

3. Control of chronic conditions—(a) Chronic dis- 
eases.—Efforts in this activity are directed toward re- 
ducing or preventing the burden of illness associated 
with certain chronic diseases and other conditions. In 
1981 technical and financial assistance would be pro- 
vided to 20 States for the purpose of planning, organiz- 
ing, conducting, and evaluating community based con- 
trol programs aimed at reducing excessive morbidity 
and mortality from the complications of diabetes. The 
nutrition surveillance system will be expanded and 
technical assistance in the area of nutrition will be 
provided to 5 additional States. 

(b) Environmental hazards.—This activity supports 
project grants for urban rat control and the prevention 
of lead-based paint poisoning in children, and carries 
out activities to deal with the human health aspects of 
exposure to toxic chemicals. 

4. Occupational safety and health—(a) Research.— 
These research activities are directed toward the elimi- 
nation or control of factors in the work environment 
which are harmful to the health and safety of workers 
by (1) developing criteria documents for standard set- 
tings, (2) conducting health hazard evaluations, (3) pub- 
lishing an annual list of toxic substances, (4) conducting 
industry-wide epidemiological studies, and (5) certifying 
personal protective devices and industrial hygiene in- 
struments. 

(b) Training.—This activity directs efforts to maintain 
an adequate supply of occupational safety and health 
professionals. In 1981, 13 educational resource centers 
will be supported. 

5. Epidemic services.—This activity supports efforts to 
prevent and control infectious and vector-borne dis- 
eases, and to prevent the importation of diseases from 
foreign countries. 

6. Technology development and application.—Efforts 
supported in this activity are directed toward working 
with States, communities, hospitals, and other parts of 
the Nation’s health system to bring about more speedy 
and general application of current prevention technol- 
ogy. 

7. Buildings and facilities.—This activity is directed 
to the protection of the Center’s facility investment and 
to assure that the facilities and equipment are ade- 
quate. The funding level requested in 1981 would pro- 
vide repairs and improvement of existing facilities, 
design of a laboratory complex that conforms to the 
latest concepts in maximum biological containment, 
bring the Center’s facilities into conformance with life 
safety requirements and make them more accessible or 
“barrier free’ to the physically handicapped, design 
and construction of a new modern animal facility, and 
esha of a new laboratory in Morgantown, 

. Va. 


8. Program management.—This activity provides the 


leadership and administrative management for all pro- 
grams of the Center. 
Object Classification (in thousands of dollars) 


lenticaton code 75-0943-0-1-550 


1979 actual 1980 est 1981 est 


Direct obligations: 
Personnel compensation: 
Permanent positions. 
Positions other than permanent... 
Other personnel compensation 


69,604 
3,985 
1,476 


75,065 
12,984 
4,488 
1,095 
2,941 
6,128 
1,405 
36,478 
16,594 
6,360 
2,406 
94,541 


77,629 
4,869 
1,807 


84,305 
13,739 
5,091 
1,376 
3,608 
6,333 
1,751 
51,253 
17,124 
9,418 
7,330 
100,747 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials .... 
Equipment 
Lands and structures 
Grants, subsidies, and contributions... 


Insurance claims and indemnities 20 
260,505 





Total direct obligations 391,036 


298,075 





Reimbursable obligations: 
Personnel compensation: 
Permanent positions. 7,920 7,920 
Positions other than permanent 140 140 
Other personnel compensation 80 80 


Total personnel compensation 8,140 8,140 
Personnel benefits: Civilian 700 700 
Travel and transportation of persons ; 1,339 1,339 
Transportation of things 100 100 
Communications, utilities, and other rent... 300 300 
Printing and reproduction 120 120 
Other services 17,721 17,721 

1,020 1,020 
560 560 


30,000 30,000 
328,075 421,036 





Total reimbursable obligations 








Total obligations 276,336 


Personnel Summary 
Total number of permanent positions 
Total compensable workyears 

Full-time equivalent of other positions 

Full-time equivalent of overtime and holiday 


4,051 4147 
4,289 4337 
(439) (439) 


(51) (51) 
$49,248 $49,248 
9.10 9.16 
$22,528 $23,043 


(5 
$46,433 

9.08 
$20,576 


Average ES salary 
Average GS grade 
Average GS salary 





NATIONAL INSTITUTES OF HEALTH 


Federal Funds 
General and special funds: 


NATIONAL CANCER INSTITUTE* 


*See Part III for additional information. 


For carrying out, to the extent not otherwise provided, title IV, 
Parts A and I, of the Public Health Service Act with respect to 
cancer, [$1,000,000,000] $1,007, 800,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
eecount at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 
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General and special funds—Continued 
NATIONAL CANCER INsTITUTE—Continued 
Program and Financing (in thousands of dollars) 







































































Identification code 75-0849-0-1-550 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Research: 
(a) Cause and prevention research... 253,101 290,744 313,545 
(b) Detection and diagnosis re- 
NNN 2h O kes, cacsssonns 52,409 57,545 57,796 
(c) Treatment research ... oot 281,715 315,368 318,418 
(d) Cancer biology...............sssssssssee 123,108 141,854 142,832 
Total research ............sssccsseeseseee 710,333 805,511 832,591 
2. Resource development: 
(a) Cancer centers support............... 62,279 68,144 68,371 
(b) Research manpower develop- 
WNDU scat se eabicucenncoerns 35,219 43,752 37,790 
CC) IGONSTICLON 55s. ctsnassecesssttseunttess 22,937 15,926 3,941 
Total resource development....... 120,435 127,822 110,102 
Bs MORON CONNIE 22 suncessiaseedsvveevensvescesne 66,033 70,348 65,107 
Total direct program ........sssssscssssseeee 896,801 1,003,681 1,007,800 
Reimbursable program.............ccssssssssssseseeees 378 500 500 
Total program costs, funded ?............ 897,179 1,004,181 1,008,300 
Change in selected resources (undelivered 
UTI aia Rh csccuss heater b eve esdhacectioeanssd Bo te erate as initia) 
10.00 Total obligations............ ; 937,116 1,004,181 1,008,300 
Financing: 
Offsetting collections from: 
11.00 FRM oss Sees .b cscaoninssiosovvenccseene — 332 —450 —450 
14.00 Non-Federal SOUFCES...........c:-sssessseessseeeese —46 —50 —50 
21.40 Unobligated balance available, start of year —42 
25.00 Unobligated balance lapsing.. 4} 
Budget authority ..................ccce 936,737 1,003,681 1,007,800 
Budget authority: 
DDD: AIM NODEIN TION icc. ssssssrseaseetecaicevcias sasnssietl 937,129 1,000,000 — 1,007,800 
41.00 Transferred to other account ................0000 EEIUL. cehinisieeestsid. Russdaartsneuns 
43.00 Appropriation (adjusted) ................ 936,737 1,000,000 1,007,800 
44.20 Supplemental for civilian pay 
SRD hs isreniinvarest sith teks iia hades aaeeatess hi cdcéncsacinoceee BIO etic deaatin 
44.30 Supplemental for military pay 
BND castrecweee WEBS eerctswettistdaates. ¢ avisssasoetions Wee. pinta 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ..............sssessssees: 936,738 1,003,681 1,007,800 
72.40 Obligate balance, start of year....... 495,354 565,242 672,985 
74.40  Obligated balance, end of year........ —565,242 —672,985 —761,783 
77.00 Adjustments in expired accounts SOM seasiiesien Gail asmavaeHnin 
90.00 Outlays, excluding pay raise supple- 
NPRM castes xtc thicscassssissivaissscovese 861,205 892,388 918,871 
91.20 Outlays from civilian pay raise sup- 
TNE is prastsseeLessssysacssnosenss  ovsavsiassonendse 3,125 131 
91.30 Outlays from military pay raise sup- 
PIII SRG sssycashuccsosbisdisesiuceedice..- -ankvesacdsvaenve MED) astascascnvens 
1 Includes capital investment as follows: 1979, $7,751 thousand; 1980, $8,400 thousand; 1981, $8,400 thousand. 


NOTES 


Excludes $710 thousand in 1981 for safety functions transferred to the new Division of Safety financed through the NIH 
Management Fund. The funds have been transferred to the following NIH appropriations for subsequent reimbursement to the 
NIH Management Fund: 










National Heart, Lung, and Blood a petetets $165,000 
National Institute of Dental Research........... 50,000 
National Institute of Arthritis, Metabolism and Digestive Diseases 148,000 
National Institute of Neurological and Communicative Disorde: 121,000 
National Institute of Aer and Infectious Diseases... 112,000 
National Institute of Child Health and Human Develop 80,000 
National Eye Institute 34,000 





Comparable amounts for 1979: ($710 thousand) and 1980 ($710 thousand) are included above, 
Excludes $36 thousand in 1981 for activities transferred to Health services, Health Services Administration. Comparable 
amounts for 1979 ($36 thousand), and 1980 ($36 thousand) are included above. 


1. Research—(a) Cause and prevention research.—To 
prevent the occurrence or reduce the incidence of 


human cancer by developing the means to prevent the 
initial development of cancer, identifying cancer caus- 
ing agents through bioassay testing, or halt or reverse 
the progression of the disease, through research in 
physical and chemical carcinogenesis, epidemiology, bio- 
logical carcinogenesis, and nutrition. 

(b) Detection and diagnostic research.—To develop 
better ways of finding cancer at an early stage when 
treatment methods have a better chance of success by 
improving methods for determining the presence, 
nature, location, and extent of a patient’s disease and 
by identifying risk factors and high-risk groups through 
research in epidemiology, immunology, and detection 
and diagnosis. 

(c) Treatment research.—To develop the means to cure 
cancer patients, maintain control of cancer in patients 
who are not cured and improve the rehabilitation of 
cancer patients through the conduct of preclinical treat- 
ment, clinical treatment, and rehabilitation research. 

(d) Cancer biology.—To provide a better understand- 
ing of basic biological mechanisms involved in control 
of normal and malignant cell growth and behavior. This 
knowledge is important to develop effective approaches 
to the prevention, detection, diagnosis, and treatment of 
cancer. 

2. Resource development—(a) Cancer centers support.— 
To develop and maintain cancer centers as a national 
resource for the conduct of multidisciplinary cancer re- 
search, control, public and professional education, and 
training; and to serve as a focal point for reaching out 
and responding to community needs in cancer. 

(b) Research manpower development.—To assist in 
providing education and training on a continuing basis 
to individuals and institutions to insure an adequate 
supply of highly specialized professional personnel for 
both basic and clinical cancer research. 

(c) Construction.—To assist in providing the biomedi- 
cal facilities needed to safely implement the activities 
necessary to achieve the objectives and goals of the 
national cancer program. 

3. Cancer control.—To facilitate the widespread appli- 
cation of available new, proven, and practical cancer 
knowledge and technology into the general practice of 
medicine through the conduct of identification, field 
test, demonstration, evaluation, and promotion efforts 
in the intervention areas of: (1) prevention; (2) detec- 
tion, diagnosis, and pretreatment evaluation; and (3) 
treatment, rehabilitation, and continuing care. 


Object Classification (in thousands of dollars) 

















Identification code 75-0849-0-1-550 1979 actual 1980 est. 1981 est 
Direct obligations: 
Personnel compensation: 

11.1 Permanent pOsitiOns........::-sssssessssseeseees 47,271 52,692 54,729 
11.3 Positions other than permanent... 4,071 4,655 4,815 
Ye Other personnel compensation................ 1,428 1,567 1,847 
11.8 Special personnel services payments ...... 2,098 2,145 2,220 

Total personnel compensation.............. 54,868 61,059 63,611 
12.1 Personnel benefits: Civiliat...............sssssssee 7,965 8,600 8,895 
21.0 — Travel and transportation of persons........... 3,652 3,724 4,300 


22.0 — Transportation of thingS...............sssesssssseee 429 429 460 


23.2 Communications, utilities, and other rent..... 4,677 5,300 5,500 
24.0 — Printing and reproduction.............s:.sssse 2,960 3,400 3,540 
25.0 Other Services .........ccscss0eeee 353,811 374,557 365,728 
26.0 — Supplies and materials 25,833 29,732 30,990 
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SACD? a PAMMURYUON EG scaai ti cssasiy sicrccarcacstaaiactecasstedcroadecse 7,751 8,400 8,400 
32.0 Land and Structures .............cscsssessssseesssssees TOE» ccc WAR. cote 
41.0 Grants, subsidies, and contributions............. 474,688 508,480 516,376 
42.0 — Insurance claims and indemnities................. 2 eS Ree : 
Total direct obligations...............s0e. 936,738. 1,003,681 1,007,800 
Reimbursable obligations: 
21.0 ‘Travel and transportation of persons........... 31 50 50 
EE CORY: SUNN vs ccci cs Kec ccacsies seicssccvcssucnea 347 450 450 
Total reimbursable obligations............. 378 500 500 
99.0 Total obligations .............csssssessssseeeeeen 937,116 1,004,181 1,008,300 
Personnel Summary 
Total number of permanent positions.................s0e 2,060 2,066 2,066 
Total compensable workyears. 2,432 2,455 2,932 
Full-time equivalent of other positions.................. (437) (484) (501) 
Full-time equivalent of overtime and holiday 
cis ieee as cericainettessscacsiesaiaietbive (27) (27) (27) 
Average ES salary $47,500 $47,734 $47,696 
Average GS grade 8.88 8.89 8.89 
Average GS salary $20,561 $21,036 $21,364 
Average salary, grades established by act of July 1, 
RRMA PLUG, CUR) ccsssstan asesdusscavioccnancebareasbici $25,292 $25,505 $25,972 
Average salary, grades established under sec. 
208(g) of the PHS Act (42 U.S.C. 210(g))...... $47,500 $47,500 $47,500 
Average salary of ungraded positions .................c.000 $18,007 $19,066 $19,917 








NATIONAL Heart, LUNG, AND BLoop INsTITUTE* 
*See Part III for additional information. 


For expenses, not otherwise provided for, necessary to carry out 
titles IV and XI of the Public Health Service Act with respect to 
heart, lung, blood vessel, and blood diseases, [[$527,544,000] 
$548,399,000. $ 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Hentfiaton code 75-0872-0-1~550 





1979 actual ie est. 1981 est 




















Program by activities: 
Direct program: 
1. Heart and vascular diseases............... 261,715 307,721 317,162 
ZERME MRORSOG So csevcs ce cass acssssiSsisovauve 65,103 76,700 79,053 
3. Blood diseases and resources............. 66,956 74,864 77,160 
4. Intramural research.............cccsssseeesssvee 32,872 39,586 42,777 
5. Direct operations........... 19,693 24,533 26,459 
6. Program management 4,119 5,457 5,788 
Total direct program ...............ccsccssse 450,458 528,861 = 
Reimbursable programs ............cs.sssseseeeeeeeen 84 4 75 = ‘ 
Total program costs, funded ?............ 450,542 528,936 548, 474 
Change in selected resources (undelivered 
Ne cite decck fects concent oe saecapensoncsenactice =) 59,538 scoenannennnen—_seneenssnennnn 
10.00 Total obligations ............sscscssssseccsssseee 510,080 528,936 548,474 
Financing: 
Offsetting collections from: 
11.00 NNN TON oa ccckcsicescscacisssenics —74 —65 — 65 
14.00 Non-Federal sources........... —10 —10 —10 
25.00 Unobligated balance lapsing BIB nneeeree es 
Budget authority ............0.....ccen 510,134 528,861 548,399 
Budget authority: 
NUN PONS. csc fccisacssvosecccodasbiaiss 510,526 527,544 548,399 
41.00 Transferred to other ACCOUNTS .......sssssessee.... ITE eT | scesiessicsacre 





43.00 Appropriation (adjusted) ................ 510,134 = 527,544 548,399 


—Continued 
44.20 Supplemental for civilian pay 
WP ccicctecbicdckat igus cee REE i nuadtnurs 
44.30 Supplemental for military pay 
Wea ee.” Sas WO craton 





Relation of obligations to outlays: 








71.00 Obligations incurred, net ............cccsssseseeseee 509,996 528,861 548,399 
72.40 Obligated balance, start of year... 321,076 377,323 429,131 
74.40 Obligated balance, end of year...... —377,323  —429,131 —485,795 
77.00 Adjustments in expired accounts PAD ileee | Renee eee 
90.00 Outlays, excluding pay raise supple- 

UN icici 453,997 475,783 491,688 
91.20 Outlays from civilian pay raise sup- 

MUM cr, nes 1,124 4] 
91.30 Outlays from military pay raise sup- 

RNR crete sil Cee oe Mle Yass 





+ Includes capital investment as follows: 1979, $2,000 thousand; 1980, $1,500 thousand; 1981, $2,750 thousand. 


NOTES 


Includes $165 thousand in 1981 transferred from the National Cancer Institute for subsequent reimbursement to the NIH 
management fund for the new Division of Safety 


Excludes $27 thousand in 1981 for activities transferred to Health services, Health Services Administration. Comparable 
amounts for 1979 ($27 thousand), and 1980 ($27 thousand) are included above. 


1. Heart and vascular diseases.—Grant, contract, and 
training programs in heart and vascular diseases en- 
compass basic and targeted research, clinical trials and 
demonstrations, cardiovascular centers, technological 
development, and application of research findings. 

2. Lung diseases.—Grant, contract, and training pro- 
grams in lung diseases encompass basic and targeted 
research, clinical trials and demonstrations, pulmonary 
centers, technological development, and application of 
research findings. 

3. Blood diseases and resources.—Grant, contract, and 
training programs in blood diseases and resources in- 
clude sickle cell disease, Cooley’s anemia, hemophilia, 
and activities to improve national systems of blood pro- 
curement, management, and distribution. 

4. Intramural research.—Conducts a program of labo- 
ratory and clinical research in heart, blood vessel, lung, 
and kidney diseases, certain blood diseases, and technol- 
ogy related to cardiovascular and pulmonary diseases. 

5. Direct operations.—Provides support for overall ad- 
ministrative management, including grant and contract 
administration. 

6. Program management.—Provides support for the 
Institute’s Office of the Director, and centralized plan- 
ning and administrative functions. 


Object Classification (in thousands of dollars) 














identification code & 15- 0872-0-1-550 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent POSitiOns.............-.ssecssecsseeees 17,517 19,321 19,715 
11.3 Positions other than permanent... 1,195 1,293 1,319 
11.5 Other personnel compensation ................ 625 788 889 
11.8 Special personnel service payments........ 397 397 400 

Total personnel compensation............. 19,734 21,799 22,323 
12.1 Personnel benefits: Civilian.............csssesse00e 2,695 2,955 3,015 
21.0 — Travel and transportation of persons. 905 920 1,100 
22.0 — Transportation of things .............ssscsssseee 108 115 140 
23.2 Communications, utilities, and other rent... 1,585 1,700 1,905 
24.0 — Printing and reproduction.............sscssssesse 877 900 1,010 
25.0 Other services ............ccssse+« 128,839 109,798 112,127 
26.0 Supplies and materials... 5,599 6,000 6,900 
31.0 Equipment ..............cc....00 2,000 1,500 2,750 
32.0 — Lands and structures............c:.cssscccssssecesssees 22 200 1,000 
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General and special funds—Continued 
NaTIONAL Heart, LUNG, AND BLoop INstituTE—Continued 


Budget authority: 
40:00 Anpronriation ..62608o kant. 65,213 68,318 70,451 
44.20 Supplemental for civilian pay raises...... 494 

























































Object Classification (in thousands of dollars) —Continued 44.30 Supplemental for military pay raises..... 89 
Identification code 75-0872-0-1-550 1979 actual 1980 est. 1981 est. Relation of obligations to outlays: 
: 71.00 Obligations incurred, Net .............:sscssssscseeee 64,999 68,901 70,451 
41.0 Grants, subsidies, and contributions............ 347,632 382,974 396,129 72.40 Obligated balance, start of year .............0.. 32,638 30,350 30,380 
; ‘nati 74.40 Obligated balance, end of year................... —30,350 —30,380 — 31,389 
scam niece, qcasnieabagemamenna — dt Pie ned 77.00 Adjustments in expired accounts................. POON aineccate eis 

Reimbursable obligations: : cok Wik 
21.0 Travel and transportation of persons........ 15 10 19 90.00 Prens, see pay raise supple- 66.623 6p 204 dite 
25.0 Other services Seis se heeteuiel et isussonsceaseonwnnse 50 65 65 91.20 Outlays from civilian pay raise sup- ’ , 
ZOD! ANIINDS ss, Biesscssnvinsatesccpsocesessssccecn nena scotty 2S? UA AME nncsadned See. Coker eee Schl 488 5 

Total reimbursable obligations............. 84 75 75 91.30 Outlays from miliary pay raise sup- 
: DEMIR icnccprcannetnorncuaiie seaitanianiees O00 concen 
99.0 TOtAL ODI AION iscsi. sssocsssedsccssestocssss 510,080 528,936 548,474 
1 Includes capital investments as follows: 1979, $615 thousand; 1980, $900 thousand; 1981, $900 thousand. 
Personnel Summary Note.—Includes $50 thousand in 1981 transferred from the National Cancer Institute for subsequent reimbursement to the 
NIH management fund for the new Division of Safety. 
a number . ptt POSIONS ss assssoscastorsoresis> a se 1. Caries.—The National Caries Program is an orga- 
7 reaper Se nized research and development effort to develop meth- 
ull-time equivalent of other positions.................. (148) (162) (182) ee . z 
Full-time equivalent of overtime and holiday ods to eliminate caries as a major health problem. 

Raid ecccaiacakcaamnenacengar (7) (7) (7) 2. Periodontal diseases.—The periodontal disease pro- 
Average ES salary.... - $47,500 $47,734 $47,696 ~=gram develops new knowledge which may lead to a 
oe = at i sone: Po as prevention and eradication of these diseases. 
jaan salary Sis; kabel iy 30a |, : . , 8. Restorative materials.—The restorative materials 

“Se DT TT | eae $25,292 $25,505 $25,972 program aids the development of improved materials 


Average salary, grades established under section 
208(g) of the PHS Act (42 U.S.C. 210(g))...... $47,500 $47,500 $47,500 
Average salary of ungraded positions ...............sssseee $18,007 $19,066 $19,917 








NATIONAL INSTITUTE OF DENTAL RESEARCH* 
*See Part III for additional information. 


For expenses, not otherwise provided for, to carry out title IV of the 
Public Health Service Act with respect to dental diseases, 
[$68,318,000] $70,451,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 






























Identification code 75-0873-0-1-550 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
EN eee a le 10,603 11,629 11,628 
2. Periodontal diseases....... iS 7,651 8,210 8,948 
3. Restorative materials....... i 3,655 4,237 4,170 
4. Craniofacial anomalies 8,750 8,249 8,501 
5. Pain control and behavioral studies. 2,490 3,369 3,798 
6. Soft tissue, stomatology and nutri- 
RON caastosdscidstecctsoneacarescsce eek 6,420 6,386 6,859 
7. Dental research institutes... A, 7,408 7,976 7,476 
8. Intramural research............ Sis 12,367 13,652 13,902 
9. Direct operations........... te 3,406 3,915 3,887 
10. Program management .................000 1,224 1,278 1,282 
Total direct program.............sssce0. 63,974 68,901 70,451 
Reimbursable program..............sssssseesssseesees 70 77 77 
Total program costs, funded ?............ 64,044 68,978 70,528 
Change in selected resources (undelivered 
I NMNIEE ass cata cinch couse Sadhaesscon iprotceasccovsssonve> DUES) csrancabstces bhanisitioiiveiede 
10.00 Total ObIIgationS ............cssccsssseecssseeens 65,069 68,978 70,528 
Financing: 
11.00 Offsetting collections from: Federal funds... —70 —]] —/1 
25.00 Unobligated balance lapsing............:.....0 DUA hadiectc ithe stcspubbeiastiovinltoh 
Budget authority 0.0.0.0... 65,213 68,901 70,451 





and methods to restore lost oral tissues to normal form 
and function. 

4, Craniofacial anomalies.—The craniofacial anoma- 
lies program is focused on improvement of treatment 
and understanding of the basic mechanisms to prevent 
such developmental aberrations. 

5. Pain control and behavioral studies.—The pain con- 
trol program supports investigations into the nature, 
etiology, pathophysiology, and treatment of the major 
pain problems associated with the oral facial complex. 

6. Soft tissue, stomatology and nutrition.—The soft 
tissue program focuses on developing knowledge in the 
areas of soft tissue diseases, nutrition, salivary glands 
and mineralization that can be applied to research. 

7. Dental research institutes.—The dental research in- 
stitutes bring together universities to focus upon the 
problems of oral health. 

8. Intramural research.—Intramural laboratory and 
clinical research is concerned with the causes, treat- 
ment, control, and prevention of diseases and disorders 
of the oral cavity and facial region. 

9. Direct operations.—This program supports scientific 
and administrative management of grants and con- 
tracts, program evaluation and general expense. 

10. Program management.—This activity provides 
support for the overall administrative management and 
scientific direction of institute programs. 


Object Classification (in thousands of dollars) 
Identification code. 75-0873-0-1-550 
Direct obligations: 


Personnel compensation: 
Tl Permanent poOSitionS..............sssveessssssvees 6,951 7,821 7,875 





1979 actual 1980 est. 1981 est. 














11.3 Positions other than permanent 1,108 1,262 1,270 
Other personnel compensation................ 212 285 320 

Special personnel services payments ...... 336 350 350 

Total personnel compensation 8,607 9,718 9,815 

12.1 — Personnel benefits: Civilian... 1,392 1,507 1,516 
21.0 Travel and transportation of persons........... 312 321 321 


22.0 — Transportation of things .........csssssssscssssssee 21 55 60 
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23.2 Communications, utilities, and other rent... 432 502 503 
24.0 — Printing and reproduction...................-0ssve-- * 170 200 200 
25.0 Other services................... a 10,444 10,983 10,047 
26.0 Supplies and materials . a 1,758 1,900 1,900 
RE I ERR NN cioccscsessnscsstaopsissnvosisiecteorttorione 615 900 900 
41.0 Grants, subsidies, and contributions............ 41,248 42,815 45,189 

Total direct obligations..................sse-. 64,999 68,901 70,451 

Reimbursable obligations: 

DED a UINGE GER WNOOS ccesccessiccsssasavcancancuncsscncespensess 70 77 77 
99.0 Total obligations .............sssssscsseseerssee 65,069 68,978 70,528 
Personnel Summary 
Total number of permanent positions....................00+« 287 284 284 
Total compensable Workyear.............sssse000 oe 366 363 363 

Full-time equivalent of other positions (43) (43) (43) 
Full-time equivalent of overtime and holiday 
BS cRNA td cicellkosctshesctnobcadastsicccctssteocerectecs (2) (2) (2) 
Average ES salary $47,500 $47,734 $47,696 
Average GS grade 8.88 8.89 8.89 
Average GS salary $20,561 $21,036 $21,364 
Average salary, grades established by act of July 1, 


Re CE UN QUID: ciccencetenndnstat¥ecbancccesscnnnstbes $25,292 $25,505 $25,972 
Average salary, grades established under section 

208(g) of the PHS Act (42 U.S.C. 210(g))...... $47,500 $47,500 $47,500 
Average salary of ungraded positions ..............ssseseee $18,007 $19,066 $19,917 





NATIONAL INSTITUTE OF ARTHRITIS, METABOLISM, AND DIGESTIVE 
DISEASES* 


*See part III for additional information. 


For expenses necessary to carry out title IV of the Public Health 
Service Act with respect to arthritis, rheumatism, metabolic diseases, 
and digestive diseases, [$341,246,000] $365,711,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Department of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





























Identification code 75-0884—0-1--550 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Arthritis, bone and skin diseases........ 42,136 56,322 61,266 
2. Diabetes, endocrinology and metabo- 
eee 97,549 125,707 132,652 
3. Digestive diseases and nutrition.......... 38,498 52,577 57,366 
4. Kidney disease, urology and hema- 
MMO space choke eacceecssscekeonoascconsson 40,216 53,841 58,493 
5. Intramural research. 36,990 40,586 42,242 
6. Direct operations .............scssssssseseeseen 10,321 12,394 12,268 
7. Program management...............s00 1,189 1,403 1,424 
Total direct program 266,899 342,830 365,711 
Reimbursable program.............c.-cssssesscessesee a. 60 10 
Total program costs, funded ?............ 266,950 342,890 365,721 
Change in selected resources (undelivered 
ON cries cane see tet aac sassscipsnescsinnn ; 35,793 sseicemaetie ees 
10.00 Total Obligations .............ssssesesscsscessee 302,743 342,890 365,721 
Financing: 
Offsetting collections from: 
BRON: EORMEDD FURS ccciscsssscssscsvesescsssnnsvncivorseee —50 EOD © ccctccscsccserccee 
14.00 Non-Federal sources —1 —10 —10 
25.00 Unobligated balance lapsing...............e : TS, sevserernsne sepneenseie 
Budget authority 302,767 342,830 365,711 
Budget authority: 
40.00 Appropriation ..........cccccsssssssssssssssssssesesesee 302,767 341,246 365,711 
44.20 Supplemental for civilian pay raises......  ............0 PAE ecwcanteetass 
44.30 Supplemental for military pay raises... ............0.. TO ctte: 





Relation of obligations to outlays: 
71.00 Obligations incurred, Net .................s0:-0seeee 302,692 342,830 365,711 
72.40 Obligated balance, start of year... 167,134 207,065 225,491 








74.40 Obligated balance, end of year..... —207,065 -—225,491 —244,910 
77.00 Adjustments in expired accounts................. Es a cieataih 
90.00 Outlays, excluding pay raise supple- 

Ee ee 263,015 322,888 346,224 
91.20 Outlays from civilian pay raise sup- 

I oii ct Rat ie 1,366 68 
91.30 Outlays from military pay raise sup- 

POUND csc css casscecsastataans ceaceahatacscnat BOD cesscscdsesees 





* Includes capital investment as follows: 1979, $838 thousand; 1980, $1,510 thousand; 1981, $1,620 thousand. 


NOTES 


Includes $148 thousand in 1981 transferred from the National Cancer Institute for subsequent reimbursement to the NIH 
management fund for the new Division of Safety. 

Excludes $27 thousand in 1981 for activities transferred to Health services, Health Services Administration. Comparable 
amounts for 1979 ($27 thousand), and 1980 ($27 thousand) are included above. 


1-4. Categorical research programs.—These programs, 
groups of interrelated diseases and disciplines will sup- 
port biomedical research and training projects in over 
400 non-federal institutions. The vast majority of these 
awards are made to universities and medical schools. 

5. Intramural research.—The Institute’s intramural 
research programs, conducted at the National Institutes 
of Health and field stations in Arizona, include basic 
and applied laboratory and clinical research and epide- 
miological studies of the fundamental biological process- 
es underlying the major diseases within the Institute’s 
purview. Research is conducted in the fields of arthritis, 
rheumatism, digestive diseases, nutrition, diabetes, and 
other metabolic disorders, as well as studies in the 
major disciplines including pharmacology, physiology, 
biochemistry, chemistry, pathology, endocrinology, 
physical biology, molecular biology, chemical biology, 
hematology, and biomathematics. 

6. Direct operations.—This activity provides support 
for the review, approval and management of the Insti- 
tute’s grant and contract programs. 

7. Program management.—This activity provides sup- 
port for overall administrative management and scien- 
tific direction of Institute programs. 


Object Classification (in thousands of dollars) 





Identification code 75-0884-0-1-550 

















1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent POSitiOnS...............ssscscsssseeessee 15,210 15,267 15,083 
11.3 Positions other than permanent... 1,157 1,180 1,186 
11.5 Other personnel compensation................ 392 466 553 
11.8 Special personnel services payments ...... 630 630 630 

Total personnel compensation............. 17,389 17,543 17,452 
12.1 Personnel benefits: Civilian...............sssseee 2,445 2,204 2,221 
21.0 — Travel and transportation of persons........... 677 740 932 
22.0 — Transportation of things ..............cccssseeesssses 49 45 80 
23.2 | Communications, utilities, and other rent... 937 950 1,050 
24.0 Printing and reproduction...............-ssssssssee 527 550 480 
GER Ont CRIN GIN ccacacaes dS das siacexeceseocncessnis 36,577 40,040 40,028 
26.0 Supplies and materials ................secccssseesesnee 5,017 5,110 5,600 
SR CRI iscsi can ccccscccasecctereneness 838 1,510 1,620 
32.0 Lands and structures.............ccscssscccsssseseessee 46 50 50 
41.0 — Grants, subsidies, and contributions............ 228,190 274,088 296,198 

Total direct obligationS................0e. 302,692 342,830 365,711 


Reimbursable obligations: 


21.0 Travel and transportation of persons........... l 10 10 
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Identification code 75-0884-0-1-550 1979 actual 1980 est. 1981 est. 

41.0 — Grants, subsidies and contributions.............. 50 50 0 
Total reimbursable obligations............ 51 60 10 

99.0 Total obligations ..............cssssesscssssssees 302,743 342,890 365,721 








Personnel Summary 








Total number of permanent positions................000+- 642 629 628 
Total compensable workyed'S...............++ 697 677 673 
Full-time equivalent of other positions (48) (52) (52) 
Full-time equivalent of overtime and holiday 
BM etre rirscterta vesieuttcteiotesccartsmere nett ance (10) (15) (18) 
Average ES salary $47,500 $47,734 $47,696 
Average GS grade 8.88 8.89 8.89 





Average GS salary $20,561 $21,036 $21,364 
Average salary, grades established by act of July 1, 

We CAD UDG? DOT) 4. sess bsievesccdsbesicosessertondetnn $25,292 $25,505 $25,972 
Average salary, grades established under section 

208(g) of the PHS Act (42 U.S.C. 210(g))...... $47,500 $47,500 $47,500 


Average salary of ungraded positions .................0ves« $18,007 $19,066 $19,917 








NATIONAL INSTITUTE OF NEUROLOGICAL AND COMMUNICATIVE 
DISORDERS AND STROKE* 


*See Part III for additional information. 

For expenses necessary to carry out, to the extent not otherwise 
provided, title IV of the Public Health Service Act with respect to 
neurological and communicative disorders and stroke, [$242,000,000] 
$249,807,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 
































Identification code 75-0886-0-1-550 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Communicative disorders................ 25,000 33,691 35,150 
2. Neurological disorders .............ssssssssee 51,200 78,414 80,073 
3. Stroke, nervous system trauma.......... 30,700 42,203 42,956 
4. Fundamental neurosciences................ 27,225 34,440 37,100 
5. Intramural research............... Feat 37,030 39,647 40,266 
6. Direct operations.......... ES 10,526 12,460 12,334 
7. Program management 1,707 1,902 1,928 
Total direct program............sssssseceseee 183,388 242,757 249,807 
Reimbursable programs ............ssssssesessseesees 3 80 90 
Total program costs, funded ?............ 183,391 242,837 249,897 
Change in selected resources (undelivered 
HOODY icitansinlelts ovascovsoustenlodeastestonnsies POMEL ac whisents tisecame bie 
10.00 Total obligations ............sssscccccsssssseeees 212,082 242,837 249,897 
Financing: 
14.00 Offsetting collections from: Non-Federal 
NMI acssisesseiBahoossvvupsaatecsscshvtoyeiene —3 —80 —90 
25.00 Unobligated balance lapsing ............sssse.. BUD cussscttesiaie avait cael coiees 
Budget authority 0.0.0.0... 212,365 242,757 249,807 
Budget authority: 
40.00 Appropriation .............cccccccccsssssseeesccsesssees 212,365 242,000 249,807 
44.20 Supplemental for civilian pay raises...... eek 704 
44.30 Supplemental for military pay raises..... 53 








Relation of obligations to outlays: 
71.00 Obligations incurred, net ...........ssssssesesseeee 212,079 242,757 249,807 


72.40 Obligated balance, start of year.................. 91,872 109,618 132,733 
74.40 Obligated balance, end of year...........ssuses.. —109,618 —132,733 —145143 
77.00 Adjustments in expired accounts................. LOU.» seeps. Weanicciithencs 
90.00 Outlays, excluding pay raise supple- 

OEE ete co A attacssiccsasddasi sorties 194,234 218,899 237,383 
91.20 Outlays from civilian pay raise sup- 

HOMOTMNLUG cS. carbo staci tbs pcnnstsssipesisss> /\-vonsahtodb rots 690 14 
91.30 Outlays from military pay raise sup- 

RTE is Vassisscsde Se bes osaddesbaaaticae’ — -dinwcsemalats SS Wee 





1 Includes capital investment as follows: 1979, $3,558 thousand; 1980, $5,130 thousand; 1981, $3,701 thousand. 


NOTES 


Includes $121 thousand in 1981 transferred from the National Cancer Institute for subsequent reimbursement to the NIH 
management fund fer the new Division of Safety. 


Excludes $27 thousand in 1981 for activities transferred to Health services, Health Services Administration. Comparable 
amounts for 1979 ($27 thousand), and 1980 ($27 thousand) are included above. 

1. Communicative disorders.—This program supports 
research on improving the diagnosis, treatment, and 
prevention of diseases and disorders which affect hear- 
ing, language, and speech. 

2. Neurological disorders.—Research iis_ directed 
toward neurological diseases including epilepsy, muscu- 
lar disorders, multiple sclerosis, Huntington’s disease, 
minimal brain dysfunction, neurological aspects of 
learning and behavior, slow virus infections of the cen- 
tral nervous system, Parkinson’s disease, and genetic 
and developmental disorders. 

3. Stroke, nervous system trauma.—Research is direct- 
ed toward cerebrovascular disease and stroke, head 
injury, spinal cord injury, nerve growth and regenera- 
tion, and brain tumors. 

4. Fundamental neurosciences.—Support of research 
in the fundamental neurosciences explores the mecha- 
nisms responsible for normal functioning of the human 
nervous system and the nature of its diseases and disor- 
ders. 

5. Intramural research.—Research efforts of this pro- 
gram embrace the entire range of neurological and 
communicative disorders. The scientific staff will 
pursue the most promising lines of research in neuro- 
chemistry, neuropharmacology, immunology, and virol- 
ogy. 

6. Direct operations.—This activity supports the scien- 
tific direction, administration, and review and approval 
functions of the Institute’s research programs. 

7. Program management.—This activity supports the 
immediate Office of the Director and those staff units 
which assist the Director in management and direction 
of the total program. 


Object Classification (in thousands of dollars) 

















Identification code 75-0886-0-1-550 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

Le} Permanent poSitiOnS.............ssecssseeessseesees 12,162 14,432 14,651 
11.3 Positions other than permanent... 1,705 2,563 2,573 
11.5 Other personnel compensation................ 264 613 661 
11.8 Special personal services payments........ 696 800 800 

Total personnel compensation............. 14,827 18,408 18,685 
12.1 Personnel benefits: Civilian.............ssseess0e 1,844 2,329 2,355 
21.0 — Travel and transportation of persons........... 632 593 668 
22.0 — Transportation of things ............ssssssesesessseees 86 80 90 
23.2 Communications, utilities, and other rent.... 1,052 1,264 1,285 
24.0 — Printing and reproduction...............ssssssse 313 400 400 
25.0 Other Services 0... 40,440 35,608 36,435 
26.0 — Supplies and materials .. 2,345 3,100 3,200 





TED I hic sececcrnsratinsnancien 3,558 5,130 3,701 
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32.0 Lands and structures...........cc..ssscsssssseeesseees 6 2 2 
41.0 Grants, subsidies, and contributions... 146,975 175,841 182,984 
42.0 Insurance claims and indemnities................ l 2 2 











Total direct obligations ................00e. 212,079 : 242,757 249,807 
Reimbursable obligations: 

21.0 ‘Travel and transportation of persons........... 3 80 90 

99.0 Total obligationS................cccssseecesssees 212,082 242,837 249,897 





Personnel. Summary 











Total number of permanent positions...................0+... 567 552 551 
Total compensable workyeafS.................00++ 703 710 717 
Full-time equivalent of other positions.................. (170) (176) (159) 
Full-time equivalent of overtime and holiday 
MM resets ccesSsasscs sitsessascccensests cas sscscsasins ( (6) (6) 
Average ES salary $47,734 $47,696 
Average GS grade 8.89 8.89 
Average GS salary $21,036 $21,364 
Average salary, grades established by act of July 1, 
SER (GEARS ies LOM) crcccstoveh Sescansesiaocossossossnesis $25,292 $25,505 $25,972 
Average salary, grades established under section 
208(g) of the PHS Act (42 U.S.C. 210(g)........ $47,500 $47,500 $47,500 
Average salary of ungraded positions ..............c000 $18,007 $19,066 $19,917 





NATIONAL INSTITUTE OF ALLERGY AND INFECTIOUS DISEASES* 
*See Part III for additional information. 


For expenses not otherwise provided for, to carry out title IV of the 
Public Health Service Act with respect to allergy and infectious dis- 
eases, [$215,402,000.] $228,412,000. 


Note.—The regular appropriation for this acoount for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 75-0885-0-1-550 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Immunology, allergic and immuno- 




















RI SUNS soos onic cns adasssacdocoussins 46,359 64,641 68,923 
2. Microbiology and infectious diseases... 78,680 102,778 109,471 
3. Intramural reSearch.............secccssseeesnnes 34,863 36,918 38,047 
4. Direct operations............ 8,393 9,560 9,587 
5. Program management 1,982 2,350 2,384 
Total direct program..............cs00 170,247 216,247 228,412 
Reimbursable program .............ccssssescssssees: 765 424 75 
Total program costs, funded *............ 171,012 216,671 228,487 
Change in selected resources (undelivered 
APART sar adic cath cos ioecasesaintthccsh anes QUGIS  ccscsscsee ” sicdbedaceaeeona 
10.00 Total obligations ...........c.cccssssssseesseee 191,884 216,671 228,487 
Financing: 
11.00 Offsetting collections from: Federal funds ... —165 —424 —15 
25.00 Unobligated balance lapsing ..............sssss000» DER Saal aren eee tg: 
Budget authority .................c.cceee 191,328 216,247 228,412 
Budget authority: 
40.00 Appropriation ..............ccsssssescsscsssssssseeseen 191,328 215,402 228,412 
44.20 Supplemental for civilian pay raises...... 724 
44.30 Supplemental for military pay raises..... 121 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ..........cssssssevsssesss00 191,119 216,247 228,412 
72.40 Obligated balance, start of year... 79,001 102,348 124,201 





74.40 Obligated balance, end of year......... —102,348 —124,201 —137,665 
77.00 Adjustments in expired accounts................ es Tatl  cirmainustgeany. c. soescoertinsaltes 
90.00 Outlays, excluding pay raise supple- 

WR eee secscctssaccatcevionss 167,871 193,555 214,941 








91.20 Outlays from civilian pay raise sup- 

OR osictrt itera te ae 717 7 
91.30 Outlays from military pay raise sup- 

DOO GNscsissistestcsccatcsececnance Secteaesateecs Ae «caus 





* Includes capital investment as follows: 1979, $1,087 thousand; 1980, $1,020 thousand; 1981, $1,080 thousand. 


NOTES 


Includes $112 thousand in 1981 transferred from the National Cancer Institute for subsequent reimbursement to the NIH 
Management Fund for the new Division of Safety. 


Excludes $27 thousand in 1981 for activities transferred to Health services, Health Services Administration. Comparable 
amounts for 1979 ($27 thousand), and 1980 ($27 thousand) are included above. 

1. Immunology, allergic and immunologic diseases.— 
Research is supported pertaining to the causes, charac- 
teristics, mechanisms of disease production, prevention, 
control and treatment of a wide variety of diseases 
believed to result from abnormalities, malfunctions, or 
inappropriate responses of the body’s complicated 
immune mechanisms. 

2. Microbiology and infectious diseases.—Research is 
supported pertaining to the causes, characteristics, 
mechanisms of disease production, and prevention and 
control in three major areas—bacterial and fungal dis- 
eases, viral diseases, and parasitic diseases. 

3. Intramural research.—Intramural efforts embrac- 
ing both basic and applied research in allergic, immun- 
ologic, and infectious diseases are supported. 

4. Direct operations.—Includes such activities as the 
scientific and administrative management of grants and 
contracts, program evaluation, and general expense. 

5. Program management.—Includes funds and posi- 
tions to provide overall direction and management for 
the Institute. 


Object Classification (in thousands of dollars) 

















Identification code 75-0885-0-1-550 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent pOSitiOns..............cceccsssseeesseee 13,381 15,162 15,419 
11.3 Positions other than permanent.............. 925 1,018 1,039 
11.5 Other personnel compensation wi 707 849 929 
11.8 Special COMpENSALION..............sescccessseees 468 538 552 

Total personnel compensation............. 15,481 17,567 17,939 
12.1 Personnel benefits: Civilian.............csecsssesseee 2,436 2,812 2,880 
21.0 Travel and transportation of persons........... 565 612 647 
22.0 — Transportation Of thingS ..............scccssssesee 94 102 110 
23.0 Communications, utilities, and other rent... 999 1,049 1,084 
24.0 — Printing and reproduction..................:sssve 273 286 300 
25.0 — Other services = 33,959 34,790 32,973 
26.0 Supplies and materials ..............cssssssesessuees 5,266 5,529 5,805 


ED — | EGN sctlecrsccccecctiattaccecsnccoccasies 1,809 1,700 1,800 
32.0 Lands and structures...............cccsessee: si 3 

41.0 — Grants, subsidies, and contributions............ 130,233 151,799 164,873 
42.0 — Insurance claims and indemnities................. l l l 


Total direct obligationS................s 191,119 216,247 228,412 


Reimbursable obligations: 
11.5 Personnel compensation: Other personnel 





























CII scien seescstszceccxennvact asoines RES? tee Bee 

21.0 — Travel and transportation of persons........... S72 Gee. 

22.0 — Transportation Of things ............sscscssssseseee OD Sis aden 

25.0 Other services ...............0+- a 625 75 
26.0 Supplies and materials . it 72 
SU A RI ns ec 2 

Total reimbursable obligations............ 765 424 75 

99.0 TO CNN ances 191,884 216,671 228,487 
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Personnel Summary 












Direct: 

Total number of permanent positions................00. 649 648 651° 
Total compensable WOrk-YeaTS............esssesssessseesees 698 701 707 
Full-time equivalent of other positions............. (32) (32) (32) 

Full-time equivalent of overtime and holiday 
SWDMITS 220 yst xk avvsoesbduayiansnes MOMMIES LI (17) (17) (17) 
Average ES salary $47,500 $47,734 $47,696 
Average GS grade 8.88 8.89 8.89 
Average GS Salary ..........sscsssssssssessssecssescssecsssecesees $20,561 $21,036 $21,364 

Average salary, grades established by act of July 
Dah 944 (8D, US.C.2207), ssssossrsiovioresrs wate $25,292 $25,505 $25,972 


Average salary, grades established under 
208(g) of the PHS Act (42 U.S.C. 210(g)). $47,500 $47,500 $47,500 








Average salary of ungraded positions.................... $18,007 $19,066 $19,917 
Reimbursable: 
Total number of permanent positions................... 0 
Total compensable WOrkyearS ............scsssseeessseeeees 0.6 
Full-time equivalent of other positions............. Dit; sixes 
Full-time equivalent of overtime and holiday 
NES NGA cision, Lad RY). cnctvtatealie. p sncctuaeenpats 


Average GS grade 
Average GS salary 











NATIONAL INSTITUTE OF GENERAL MEDICAL SCIENCES 


For expenses not otherwise provided for, necessary to carry out title 
IV of the Public Health Service Act with respect to general medical 
sciences, [$312,478,000] $331,639,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priation Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 75-0851-0-1-550 1979 actual 1980 est. 1981 est 


Program by activities: 
Direct program: 
1. Cellular and molecular basis of dis- 





Mss cas Corser oveseaisnuaticencceoestrvtrets 78,974 106,465 119,708 
DRMBUIOS sicees ete ct Se cssoasstecstietscistsce 75,914 103,327 111,780 
3. Pharmacological sciences 29,659 41,272 41,272 
4. Physiology and biomedical engineer- 

ONE ien sss ae tiatie ttalacl ness 40,958 47,939 44,964 
5. Minority access to research careers... 2,354 3,621 3,621 
6. Intramural research.............seccssseessseee 377 586 589 
7. Direct operations ............csccccsssssseeees 5,908 7,800 8,045 








72.40  Obligated balance, start of year................. 166,037 192,976 243,773 
74.40  Obligated balance, end of year..............000 —192,976 —243,773 —273,994 
77.00 Adjustments in expired accounts................. SPORE bem uamnalvanns, langhilndlee 
90.00 Outlays, excluding pay raise supple- 

MBIT osschsceksconactrececcsscich nssts asia 246,509 261,681 301,418 
91.20 Outlays from civilian pay raise sup- 

BROMO ssscccssseceeurssansessvnagivesntenie” Maacuee ite FOR Riccio 





1 Includes capital investment as follows: 1979, $40 thousand; 1980, $50 thousand; 1981, $50 thousand. 


1. Cellular and molecular. basis of disease.— The cel- 
lular and molecular basis of disease program provides a 
central point within NIH to which scientists conducting 
cellular and molecular research can turn for program 
support in the search for a deeper understanding of 
disease. 

2. Genetics.—The genetics program is directed toward 
gaining a better understanding of the fundamental 
processes and mechanisms of inheritance in health and 
disease. Its ultimate objectives are the prevention, ther- 
apy, and cure of genetic ills in man, including those 
multifactorial diseases with a strong hereditary compo- 
nent, such as diabetes, atherosclerosis, hypertension, 
and schizophrenia. 

3. Pharmacological sciences.—The pharmacological 
sciences program embraces all aspects of drug-related 
research from synthesis and development of new phar- 
macologically active chemical structures, through eluci- 
dation of the mechanisms and sites of action of drugs, 
to improvement of therapeutic approaches. The multi- 
disciplinary nature of drug research calls for the par- 
ticipation of chemists, basic and clinical pharmacolo- 
gists and toxicologists, and computer scientists, as well 
as clinical specialists in diverse areas. 

4, Physiology and biomedical engineering.—The physi- 
ology and biomedical engineering program is directed 
toward broadly based studies in physiology; coordinated 
basic and clinical investigations relating to burns, 
trauma, and anesthesiology; and the application of engi- 
neering science to the solution of significant physiologi- 
cal and biomedical problems. 

5. Minority access to research careers (MARC).—The 
minority access to research careers program is designed 
to increase the number of biomedical scientists from 
minority groups. In addition to strengthening the sci- 
ence teaching at minority colleges by offering fellow- 
ships to faculty members who wish to expand their 
background, support is provided for pregraduate train- 
ing to students intending to go on to graduate study in 
the biomedical sciences. 


Object Classification (in thousands of dollars) 























8. Program management ............:........ 1,247 1,618 1,660 
Total direct program .............sssecssssee 235,391 312,628 331,639 
Reimbursable program .............ssssssessesseseen SU iqrciisuchty due osiadeuceatices 
Total program costs, funded *............ 235,441 312,628 331,639 
Change in selected resources (undelivered 
TBD A Bt sanisn sats sh oasisscscbeiccvesoonss MBB i estbrine — siccscawttis 
10.00 Total obligations ............csssesseesseessseee 277,309 312,628 331,639 
Financing: 
11.00 Offsetting collections from: Federal funds... Sa) ss RRNAEEE Wetrosseeancoserev 
25.00 Unobligated balance lapsing .................000 DOS years date basics, ctbstel 
Budget authority ............00...c.cc0e 277,628 312,628 331,639 
Budget authority: 
40.00 Appropriation .................csssecccccssseessssssseeees 277,628 312,478 331,639 
44.20 Supplemental for civilian pay raises... ...........0... Pe, dassntyetien 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............ssssssseeese 277,259 312,628 331,639 














Identification code 75-0851-0-1-550 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent pOsitiOnS.............scscssessssseesees 3,437 3,640 3,668 
11.3 Positions other than permanent 103 160 160 
11.5 Other personnel compensation ................ 50 104 153 
11.8 Special personnel services payment........ ia: vehi tecdiboanrat enacts 

Total personnel compensation............. 3,595 3,904 3,981 
12.1 Personnel benefits: Civiliaf.............sssec000 419 541 543 
21.0 Travel and transportation of persons........... 128 130 134 
22.0 Transportation of thingS........:..c.ssssseseeen 23 23 25 
23.2 — Communications, utilities, and other rent... 256 285 293 
24.0 — Printing and reproduction...............ssssesesse 344 350 350 
25.0 Other Services ..........cccccssseee dies 4,590 5,451 5,548 
26.0 — Supplies and materials 65 70 70 
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UU * ROMINONG iets Sc cease hs sige 40 50 50 

41.0 Grants, subsidies, and contributions............ 267,799 301,824 320,645 

Total direct obligations...............000 277,259 312,628 331,639 
Reimbursable obligations: 

41,0 Grants, subsidies, and contributions............ ino Reretace Seimee eee 

99.0 Total obligations ..........ssssecssscccssssssssees 277,309 312,628 331,639 





Personnel Summary 










Total number of permanent positions..................-00+« 179 170 166 
Total compensable workyears................. - 168 177 173 
Full-time equivalent of other positions (6) (7) (7) 
Full-time equivalent of overtime and holiday 
PM crac as rere eactenscecssavirinases (1) (1) (1) 
Average ES salary... wv. $47,500 = $47,734 $47,696 
Average GS grade... - 8.88 8.89 8.89 
MMO Ga SOU cis sss5sssissisessossiascncsbantesbigessssssses $20,561 $21,036 $21,364 
Average salary, grades established by act of July 1, 
BME CAP USC. 200} <scscccostsecocscsoracunnsasesceeeoscee $25,292 $25,505 $25,972 


Average salary, grades established under sec. 
208(g) of the PHS Act (42 U.S.C. 210(g))...... $47,500 $47,500 $47,500 
Average salary of ungraded positions ..........ssssssssss $18,007 $19,066 $19,917 








NATIONAL INSTITUTE OF CHILD HEALTH AND HUMAN DEVELOPMENT* 
*See Part III for additional information. 


To carry out, except as otherwise provided, title IV and title X of 
the Public Health Service Act with respect to child health and human 
development, [$208,981,000] $217,531,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4889, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 75-0844—-0-1-550 1979 actual 1980 est 1981 est. 
Program by activities: 
Direct program: 











1, Research for mothers and children..... 84,260 102,612 106,846 

BP FNMALMN (chicas sees ccaustcacSascicsccnceseons 53,049 73,791 76,830 

3. Intramural research....... ssa 20,805 21,664 22,459 

4, Direct operations........... 8 8,205 9,626 9,294 

5. Program management 1,798 2,092 ___ 2,102 

Total direct program............sssee 168,117 209,785 217,531 

Reimbursable programs ..............scssssssessessee reer 8 a. 

Total program costs, funded *....... 168,125 209,800 217,546 
Change in selected resources (undelivered 

MMe ooh cesacteschs cassia catssors 29,232 sp raiitie, . aeeeasceia “s 

10.00 Total obligations .............sssssescccssssssees 197,357 209,800 217,546 

Financing: 

14.00 Offsetting collections from: Non-Federal 

Fanci puayatebaianv elaeata sstplevicclese —8 —15 —15 

25.00 Unobligated balance lapsing.............scsss FORD «ccd -Siccat 








197,630 209,785 217,531 





Budget authority: 
$0.00 Appropriation ...........cccccocssscssssssssssseseessen 
44.20 Supplemental for civilian pay raises....... 
44.30 Supplemental for military pay raises...... 


217,531 








Relation of obligations to outlays: 
71.00 Obligations incurred, net ......sc.ssssssssssessseses 197,349 209,785 217,531 
72.40 Obligated balance, start of year.......... 94,331 127,129 150,737 





74.40 Obligated balance, end of year........... —127,129 —150,737 —167,382 
77.00 Adjustments in expired accounts................ SAG U ONE 5 ike cess ths, lacie linea 
90.00 Outlays, excluding pay raise supple- 

NING RAN fess cccsclb cea resccen decssarteliscoaaets 164,252 185,408 200,851 


91.20 Outlays from civilian pay raise sup- 

cesses eats, cuataiacctasa 672 35 
91.30 Outlays from military pay raise sup- 

EE icc tac ces apts eee = 





* Includes capital investment as follows: 1979, $287 thousand; 1980, $400 thousand; 1981, $400 thousand. 


NOTES 


Includes $80 thousand in 1981 transferred from the National Cancer Institute for subsequent reimbursement to the NIH 
Management fund for the new Division of Safety. 

Excludes $27 thousand in 1981 for activities transferred to Health services, Health Services Administration, a comparable 
amount for 1980 ($27 thousand) is included above 


1. Research for mothers and children.—The objective 
of research for mothers and children is to assure the 
birth of healthy babies through investigations on nutri- 
tion, normal and abnormal fetal development and prob- 
lems of pregnancy and birth. Efforts are also directed 
toward providing all children the opportunity for pro- 
ductive and healthful adulthood through research to 
prevent problems in childhood such as smoking, obesity, 
environmentally induced mental retardation, and learn- 
ing disorders that contribute to adult disease and dis- 
ability. Specific attention will be placed on prevention 
of prematurity and low birth weight, multidisciplinary 
research on the impact of maternal smoking on embry- 
onic and fetal development, or the effects of oxygen 
deprivation on brain development. A research effort 
will be initiated on aspects of weight gain during preg- 
nancy and cerebral control of food intake. In the area of 
learning, emphasis will focus on studies of maternal- 
infant relationships and family life styles. Studies in 
mental retardation and basic studies on the underlying 
gene-controlled cellular and molecular processes that 
contribute to congenital defects will be expanded. 

2. Population.—Efforts in population research are di- 
rected toward assuring the birth of wanted babies 
through studies on human fertility and infertility, con- 
traceptive development and safety, and the reduction of 
unwanted pregnancies, particularly among adolescents. 
Areas to be emphasized include the role of hormones in 
fertilization and implantation, immunological ap- 
proaches to fertility regulation, and processes of male 
and female reproduction. Special studies will concern 
the fertilization of the egg by the sperm and its subse- 
quent development and transport to the uterus. Studies 
will be expanded on the relation of nutritional factors 
to fertility, and a substantial effort will also focus on 
research on changes in the structure of the American 
family as these affect patterns of fertility and the well- 
being of children. 

3. Intramural research.—The intramural research 
program carries out both basic and clinical research in 
population and maternal and child health through indi- 
vidual research projects conducted by National Insti- 
tute of Child Health and Human Development’s staff in 
the Institute’s own facilities. Emphasis will be placed 
on research studies on methods for monitoring the prog- 
ress of pregnancies, including development of indices 
for evaluating fetal growth, placental function, and 
uterine competence. Research plans also include the 
development and implementation of studies in the field 
of mental retardation and related aspects of human 
development. The epidemiology and biometry program 
within this activity will continue its research on the 
epidemiology of disorders of mothers and children, of 
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NATIONAL INSTITUTE OF CHILD HEALTH AND HUMAN 
DEVELOPMENT —Continued 


perinatal mortality and morbidity and of abnormalities 
of human growth and development. 

4. Direct operations.—This activity supports adminis- 
trative and scientific management of the Center for 
Research for Mothers and Children and the Center for 
Population Research, program planning and evaluation, 
research conferences, and scientific and administrative 
review and management of grants and contracts. 

5. Program management.—The overall administra- 
tion, direction and coordination of the Institute’s pro- 
grams are provided for in this activity. 


’ 


Object Classification (in thousands of dollars) 


Identification code 75-0844-0-1-550 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 8,570 9,264 9,310 
Positions other than permanent 919 1,037 1,042 
Other personnel compensation 472 533 
Special personnel services payments 532 532 532 


Total personnel compensation 11,305 11,417 
Personnel benefits: Civilian 1,657 1,662 
Travel and transportation of persons 472 485 
Transportation of things 50 60 
Communications, utilities, and other rent.... 650 661 
Printing and reproduction 295 310 
Other services 36,430 43,204 37,275 
Supplies and materials . sis 2,636 2,700 2,850 
Equipment i 262 
Lands and structures 
Grants, subsidies, and contributions 





25 
144,680 
197,349 


149,052 
209,785 


162,411 
217,531 





Total direct obligations 





Reimbursable obligations: 
Travel and transportation of persons 8 15 15 


197,357 209,785 217,531 


21.0 
99.0 





Total obligations 





Personnel Summary 





Total number of permanent positions 400 386 385 
Total compensable workyears B55 451 451 
Full-time equivalent of other positions (75) (75) 
Full-time equivalent of overtime and holiday 
(10) (10) 
$47,734 $47,696 
8.89 8.89 
$21,036 $21,364 


Average ES salary... 

Average GS grade... 

Average GS salary 

Average salary, grades established by act of July 1, 
1944 (42 U.S.C. 207) 

Average salary, grades established under section 
208(g) of the PHS Act (42 U.S.C. 210(g) 

Average salary of ungraded positions 


$25,505 


$47,500 
$19,066 


$25,972 


$47,500 


$18,007 $19,917 





NATIONAL EyE INsTITUTE* 
*See Part III for additional information. 


For expenses necessary to carry out title IV of the Public Health 
Service Act, with respect to eye diseases and visual disorders, 
£$113,000,000] $716,562,000 [of which $3,000,000 shall remain avail- 
able until expended to carry out a program of grants for public and 
nonprofit private vision research facilities]. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 75-0887-0-1-550 





1979 actual 1980 est. 1981 est. 





Program by activities: 

1. Retinal and choroidal diseases 

2. Corneal diseases 

3. Cataract 

4. Glaucoma 

5. Sensory-motor disorders and rehabilita- 
tion 19,961 

6. Intramural research... 9,825 

7. Direct operations 3,083 

8. Program management... 1,262 

9. Construction 3,000 


113,449 


41,618 
13,815 

9,781 
11,104 


44,141 
14,871 
10,217 
11,773 


20,881 
10,343 
3,063 


Total direct program 
Reimbursable program: 
Program management 


Total program costs, funded * 88,795 
Change in selected resources (undelivered 


16,057 


10.00 Total obligations 104,852 


Financing: 


14.0 Offsetting collections from: Non-Federal 


d 
25.00 Unobligated balance lapsing 


Budget authority 113,449 116,562 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raise 
44.30 Supplemental for military pay raise 9 


113,000 116,562 
440 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


113,449 
85,587 
— 82,066 


116,562 
82,066 


Outlays, excluding pay raise supple- 

116,530 
91.20 Outlays from civilian pay raise sup- 
91.30 Outlays from military pay raise sup- 


plemental 





1 Includes capital investment as follows: 1979, $906 thousand; 1980, $733 thousand; 1981, $740 thousand. 
Note.—Includes $34 thousand in 1981 transferred from the Naitonal Cancer Institute for subsequent reimbursement to the 


NIH management fund for the new Division of Safety. 

1. Retinal and choroidal diseases.—The retina pro- 
gram supports research to acquire knowledge of how 
both the retina functions normally and how the retina 
is damaged by disease; applied studies to develop meth- 
ods of prevention, early detection, and treatment of 
retinal disease; and development of animal models of 
various retinal diseases to facilitate research. 

2. Corneal diseases.—Corneal disease research is 
aimed at reducing the impact of corneal diseases 
through improved methods of treatment, prevention, 
and diagnosis. 

3. Cataract.—Cataract research attemps to identify 
the causes of cataract and develop methods for its pre- 
vention and improved treatment. 

4. Glaucoma.—Glaucoma research studies the cause 
of glaucoma, development of techniques for prevention 
and early detection of glaucomatous disease and im- 
proved methods of treatment. 

5. Sensory motor disorders and rehabilitation.—This 
program supports laboratory and clinical studies on the 
development and function of those activities of the 
brain and the eye muscles that make vision possible. 





DEPARTMENT OF HEALTH AND HUMAN SERVICES 


The goal of these efforts is a better understanding of 
the causes of low vision and blindness which cannot be 
traced to specific dysfunctions of the eye itself. 

6. Intramural research.—Laboratory and clinical re- 
search is focused on developing new and improved tech- 
niques for the prevention, diagnosis, and treatment of 
vision disorders. Included hére is the Office of Biometry 
and Epidemiology which conducts studies in conjunc- 
tion with collaborative investigations and other Insti- 
tute programs. 

7. Direct operations.—This activity provides funds for 
salaries and other expenses connected with personnel 
engaged in activities relevant to the award of research 
grants and contracts. 

8. Program management.—This activity provides sup- 
port for the overall administrative management and 
scientific direction of Institute programs. 


Object Classification (in thousands of dollars) 





\dentification code 75-0887-0-1-550 1979 actual 1980 est 1981 est. 


Direct obligations: 
Personnel compensation: 
Permanent positions 4,134 4,192 
Positions other than permanent. i 227 231 
Other personnel compensation 296 324 
Special personnel services payments 56 56 


Total personnel compensation 4,713 4,803 
Personnel benefits: Civilian 517 532 
Travel and transportation of persons 189 220 
Transportation of things 8 ll 
Communications, utilities, and other rent... 281 320 
Printing and reproduction 102 110 
Other services ? 12,991 13,152 
Supplies and materials ses 586 592 
Equipment = 733 
Lands and structures 7 
Grants, subsidies, and contributions 


2 
is 
104,850 


93,329 96,082 


Total direct obligations 113,449 116,562 
Reimbursable obligations: 


21.0 Travel and transportation of persons 2 
99.0 Total obligations 


104,852 





Personnel Summary 


Total number of permanent positions 171 171 
Total compensable workyears 208 208 
Full-time equivalent of other positions (13) (13) 
Full-time equivalent of overtime and holiday 
(2) (2) 


Average ES salary..... a $47,734 $47,696 

Average GS grade..... saat ; 8.89 8.89 

Average GS salary $21,036 $21,364 

Average salary, grades established by act of July 1, 
1944 (42 U.S.C. 207) 

Average salary, grades established under section 
208(g) of the PHS Act (42 U.S.C. 210(g)) 

Average salary of ungraded positions 


$25,505 $25,972 


$47,500 $47,500 
$18,007 $19,066 


$47,500 
$19,917 


NATIONAL INSTITUTE OF ENVIRONMENTAL HEALTH SCIENCES 


To carry out, except as otherwise provided, sections 301, 311 and 
472 of the Public Health Service Act with respect to environmental 
health sciences, [$83,912,000] $97,269,000. 


Note.—The regular appropropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 
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Program and Financing (in thousands of dollars) 


Identification code 75-0862-0-1-550 1979 actual 1980 est 1981 est 





Program by activities: 
Direct program: 

1. Prediction, detection, and assessment 
of environmentally caused diseases 
and disorders 

2. Mechanisms of environmental dis- 
eases and disorders 

3. Environmental health research and 
manpower development resources 

4. Intramural research 

5. Direct operations 

6. Program management 


17,120 25,370 


11,376 18,061 
12,976 
19,253 
1,814 
1,792 


64,331 
3,507 


67,838 


17,387 
31,478 
2,615 
2,358 


97,269 
5,000 


102,269 





Total direct program... 
Reimbursable program 





Total program costs, funded + 
Change in selected resources (undelivered 


orders) 12,748 


80,586 





10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds... —3,123 
25.00 Unobligated balance lapsing 617 


Budget authority 








Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 
44.30 Supplemental for military pay raises 


Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


77,463 
27,972 
—40,407 
—300 


40,407 
— 46,024 





Outlays, excluding pay raise supple- 


64,728 78,310 


91.20 Outlays from civilian pay raise sup- 


366 


91.30 Outlays from military pay raise sup- 


plemental 


‘Includes capital investment as follows: 1979, $4,377 thousand; 1980, $4,700 thousand; 1981, $4,800 thousand. 


1. Prediction, detection, and assessment of environ- 
mentally caused diseases and disorders.—This activity 
supports research which will lead to improved ability to 
predict, detect, and assess the health effects of various 
levels and kinds of environmental pollutants and toxic 
agents present in the environment. 

2. Mechanisms of environmental disease and disor- 
ders.—This activity supports research by grants and 
contracts which will improve medicine’s ability to pre- 
vent and treat diseases and disorders resulting from 
exposure to toxic environmental agents. Research will 
improve understanding of mechanisms of toxicity and 
metabolism and, therefore, allow development and as- 
sessment of preventive and therapeutic measures. 

3. Environmental health research and manpower de- 
velopment resources.—This activity provides for the de- 
velopment of research and manpower resources 
throughout the Nation in order to improve and expand 
efforts on environmental health sciences centers, 
marine biomedical research centers, and postdoctoral 
training in environmental sciences. 

4. Intramural research.—This effort consists of a 
range of complex investigations and studies with major 
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Continued 


emphasis in toxicology, genetics, pharmacology, physiol- 
ogy, biophysics, and biostatistics. 

5. Direct operations.—This activity supports the scien- 
tific and administrative management of the Institute’s 
grants program and the Institute’s assessment for pro- 
gram evaluation and general expense. 

6. Program management.—This activity provides for 
the overall administration, coordination, and direction 
of the varied programs and activities of the Institute. 


Object Classification (in thousands of dollars) 




























































Identification code 75-0862-0-1-550 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent pOsitions...............sessseecsseeesses 7,364 8,937 9,817 
11.3 Positions other than permanent.............. 1,338 1,792 1,823 
11.5 Other personnel compensation................ 197 214 282 
1.8 Special personnel service payments........ 607 650 690 
Total personne! compensation............. 9,506 11,593 12,612 
12.1 Personnel benefits: Civilian... 1,043 1,329 1,435 
21.0 Travel and transportation of persons. 564 610 675 
22.0 — Transportation of thingS ..............ccssssesssneee 84 95 120 
23.2 Communications, utilities, and other rent.... 1,670 2,485 5,835 
24.0 — Printing and reproduction................ssseccssses 193 250 250 
END © SAVIN GOPWIOOS ssscnnseseuettvca¥s vo cnsassonssvvpsbunsinss 13,215 14,303 17,000 
26.0 Supplies and materials ...........ccccsssseescesseeee 2,778 3,990 4,240 
BUDD: pRRINNONR casch loss, vista ieosncss vias 3,670 3,900 4,000 
32.0 Lands and structures.............ccssssscssseeseseee Meat Latter! cleaataies ae 
41.0 — Grants, subsidies, and contributions............ 43,367 45,751 51,102 
Total direct obligations................ss00 77,463 84,306 97,269 
Reimbursable obligations: 
Personnel compensation: 
11.3 Positions other than permanent.............. 56 261 261 
11.5 Other personnel compensation................ l l l 
Total personnel compensation............. 57 262 262 
12.1 — Personnel benefits: Civilian.............ssceccsssees 2 26 26 
21.0 Travel and transportation of persons........... 9 9 9 
23.2 Communications, utilities, and other rent... 7 10 10 
24.0 Printing and reproduction.................c.sseccsse 10 10 10 
25.0 Other services .............se0 1,589 1,800 1,983 
26.0 Supplies and materials... 135 583 1,200 
SEU RRMNIIC ccs esecsteast ea resect esate totctaocavc 707 500 700 
41.0 Grants, subsidies, and contributions............ 607 800 800 
Total reimbursable obligations............. 3,123 4,000 5,000 
99.0 Total obligations ..............sccccsssesessseeees 80,586 88,306 102,269 
Personnel Summary 
Total number of permanent positions..................00. 405 439 494 
Total compensable WOrkyeaS............ss:-ssssssssssesesssees 526 585 611 
Full-time equivalent of other positions.................. (152) (172) (172) 
Full-time equivalent of overtime and holiday 
ROUTES REIS check tha teehee (8) (8) (8) 
Average ES salary $47,500 $47,734 $47,696 
Average GS grade 8.88 8.89 8.89 
POPE aD SAIN sais Ssrsssaaiorartestunncasonasvessvqeiarnyes $20,561 $21,036 $21,364 
Average salary, grades established by act of July 1, 
9044442 US.G. 207) rer $25,292 $25,505 $25,972 
Average salary, grades established under section 
208(g) of the PHS Act (42 U.S.C. 210(g))...... $47,500 $47,500 $47,500 
Average salary of ungraded positions ..................0. $18,007 $19,066 $19,917 


NATIONAL INSTITUTE OF AGING 


To carry out, except as otherwise provided, title IV of the Public 
Health Service Act with respect to aging, [$70,000,000] $75,217,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. ‘ 


Program and Financing (in thousands of dollars) 

















Identification code 79-0843-0-1-550 « 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
A PMPaae Niseko etesacatosccorsiveuisisintsassceibsestes 29,794 51,998 56,393 
2. Intramural research....... th 7,551 13,258 13,516 
3. Direct operations.......... wi 1,942 3,295 3,553 
4. Program management 921 1,677 1,855 
Total direct program ..........cccsescseeeee 40,208 70,228 75,317 
Reimbursable program...........cc-sssesssseessssvees 58 50 50 
Total program costs, funded ?............ 40,266 70,278 75,367 
Change in selected resources (undelivered 
NESS) scsstcsteasectcresteeen caine ttentiesewessineis GU) ssstncwicnses: deta 
10.00 Total obligations .............sssecccssseeeeees 56,473 70,278 75,367 
Financing: 
Offsetting collections from: 
11.00 SAAMI cascade sac nscesiesuscvoesvayscsts —42 


14.00 Non-Federal funds............ —8 
25.00 Unobligated balance lapsing 


Budget authority 0.0.0.0... 








Budget authority: 
MUU) PAIN AMERONN i csosing ses nseovosessssssvazonstocesere 56,911 70,000 
44.20 Supplemental for civilian pay raise........ pe 184 
44.30 Supplemental for military pay raise....... 44 








Relation of obligations to outlays: 
71.00 Obligations incurred, Net.............ssssscssseesee 56,471 70,228 75,317 
72.40 Obligated balance, start of year..... 27,207 41,797 53,357 





74.40 Obligated balance, end of year....... —41,797 —53,357 — 59,296 
77.00 Adjustments in expired accounts................. BR caeagtes Sicahineete 
90.00 Outlays, excluding pay raise supple- 

RUMI E cj sssetsttarscssasjeercionstiiseaveinxs 41,906 58,443 69,375 
91.20 Outlays from civilian pay raise sup- 

PROORI Aceen oS ett iaaie, " dantua aaa 18] 3 
91.30 Outlays from military pay raise sup- 

PROONMNsscchtendetnGactavaisiiee <iistinneane ARS ccsssccuccan 


1 Includes capital investment as follows: 1979, $1,101 thousand; 1980, $1,863 thousand; 1981, $1,593 thousand. 


1. Aging.—This activity supports grants, contracts, 
and training awards which have as their goal the devel- 
opment of knowledge on the aging process and the 
health of the elderly. Particular emphasis will be 
placed on research on or related to the dementias of 
aging. 

2. Intramural research.—This activity supports the 
work of approximately 100 government scientists and 
distinguished visiting researchers. Approximately 55 
projects are supported at the Baltimore Gerontology 
Research Center in an: interdisciplinary environment. 
The Baltimore Longitudinal Study of Aging, which cur- 
rently has 180 women and 650 men enrolled, is a major 
part of this research effort. 

3. Direct operations.—This activity supports the 
review, approval, and monitoring of grant awards; the 
printing and dissemination of public information pam- 
phlets; and the development of consensus development 
statements when and where appropriate. 

4. Program management.—This activity supports the 
overall direction and coordination of the institute’s re- 
search programs. In addition, staff in this -area fre- 
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quently collaborate with approximately 20 other Feder- 
al organizations with an interest in aging research. 


Object Classification (in thousands of dollars) 












































identification code 75-0843-0-1-550 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent positions.............:-..++:. 4,862 5,461 5,863 
11.3 Positions other than permanent... 813 952 1,024 
11.5 Other personnel compensation................ 201 339 377 
118 Special personnel services payments ...... 225 250 268 
Total personnel compensation............. 6,101 7,002 7,532 
12.1 — Personnel benefits: Civilian.................s00 807 979 1,049 
21.0 — Travel and transportation of persons........... 166 170 170 
22.0 Transportation of thingS ...............sscssseee 17 19 19 
23.2 Communications, utilities, and other rent... 241 360 360 
24.0 — Printing and reproduction...............csssses 179 295 307 
25.0 Other Services ...............sssee- 6,763 11,954 11,975 
26.0 Supplies and materials ... 1,507 2,609 2,650 
31.0 Equipment... 1,098 1,843 1,573 
32.0 Lands and Structures...............sccscssseccssneesen 3 20 20 
41.0 Grants, subsidies, and contributions............. 39,589 44,977 49,662 
Total direct obligations..................0c 56,471 70,228 75,317 
Reimbursable obligations: 
21.0 Travel and transportation of persons........... LY acetal dopants 
ie OO ssc Siecsdaes hi tacc<cvesstaacie, . xonscicdtessucion 50 50 
Total reimbursable obligations 2 50 50 
99.0 Total Obligations ..............sseccssescssessnees 56,473 70,278 75,367 
Personnel Summary 
Total number of permanent positions....................0+« 258 303 303 
Total compensable workyeaiS.................++- “ 291 313 320 
Full-time equivalent of other positions (26) (26) (26) 
Full-time equivalent of overtime and holiday 
NOUFS ..........06 nt ( (4) (4) 
Average ES salary $47,734 $47,696 
Average GS grade 8.89 8.89 
Average GS salary $21,036 $21,364 
Average salary, grades established by act of July 1, 
IMAM CHE) Get LUD P cxsccdesssscesnesscacononcsccacoruesecss $25,292 $25,505 $25,972 
Average salary, grades established under section 
208(g) of the PHS Act (42 U.S.C. 210(g))...... $47,500 $47,500 $47,500 
Average salary of ungraded positions ................... $18,007 $19,066 $19,917 








RESEARCH RESOURCES 


To carry out, except as otherwise provided, sections 301 and 472 of 
the Public Health Service Act with respect to research resources and 
general research support grants, [$169,199,000] $184,439,000: Pro- 
vided, That none of these funds, with the exception of funds for the 
Minority Biomedical Support program, shall be used to pay recipients 
of the general research support grants programs any amount for 
indirect expenses in connection with such grants. 

Note.—The regular appropriation for this account for 1980, had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 


version of H.R. 4889, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





1981 est. 








Identification code 75-0848-0-1-550 1979 actual 1980 est. 
Program by activities: 
Direct program: 
1. Glinical research ..........secsccssseecccsssseees 48,755 56,335 61,984 
2. Biotechnology research................+0 13,413 17,258 22,774 
3. Laboratory animal sciences and pri- 
a ee 22,245 24,569 26,359 


4. Biomedical research support... “ 42,269 47,516 48,840 
5. Minority biomedical support............... 13,710 18,089 18,852 





























Funds—Continued 
6. Direct operations .............:cccccsseeesseees 3,683 4,350 4,415 
7. Program management ae 1,079 1,185 1,215 
Total direct program ...............ssssssee 145,154 169,302 184,439 
Reimbursable programs ..............0:c-cceeessssees 4,596 5,510 5,731 
Total program costs, funded * 149,750 174,812 190,170 
Change in selected resources (undelivered 
WD soccer eta ree nte yt i Re ln ican oe NE 
10.00 Total Obligations ..............ccsscsccsseeeesen 158,665 174,812 190,170 
Financing: 
11.00 Offsetting collections from: Federal funds ... — 4,596 — 5,510 — 5,731 
25.00 Unobligated balance lapsing..................00 Tl comgtis: tiaemeate 
Budget authority 0.0.0.0... 154,164 169,302 184,439 





Budget authority: 


40:00" Ropreprietan a. sk. 154,164 169,199 184,439 





44.20 Supplemental for civilian pay raises... ................. By) ences 

44.30 Supplemental for military pay raises..... ................. BE scapes 
Relation of obligations to outlays: 

71.00 Obligations incurred, net .............scssssseees 154,069 169,302 184,439 


72.40 Obligated balance, start of year...... 97,689 91,340 99,792 








74.40 Obligated balance, end of year....... —91,340 —99,792 —121,094 
77.00 Adjustments in expired accounts mst Wccestccea esis geiko 
90.00 Outlays, excluding pay raise supple- 

I eshte haere oictawoben 159,255 160,754 163,130 
91.20 Outlays from civilian pay raise sup- 

SNES ccccnaankokcieskes utcecase 85 7 
91.30 Outlays from military pay raise sup- 

NE oe ee Bb ieee 





* Includes capital investment as follows: 1979, $21 thousand; 1980, $25 thousand; 1981, $25 thousand. 


The Division of Research Resources develops and sup- 
ports specialized transdisciplinary research resources in 
the Nation’s academic and research institutions. These 
resources are used by Public Health Service grantees 
and contractors in their biomedical and behavioral re- 
search efforts, in basic, applied, and developmental re- 
search projects. 

1. Clinical research.—This program develops and sup- 
ports general clinical research centers which are locat- 
ed in university-affiliated hospitals. These funds provide 
the unique settings required for the performance of 
controlled studies by clinical investigators. Specially 
trained research nurses, dietitians, and support person- 
nel, and special information handling systems are just 
two important characteristics of the centers. 

2. Biotechnology research.—This program provides, 
develops, and supports unique technological resources 
such as mass spectroscopy, high voltage electron micros- 
copy, nuclear magnetic resonance technology, bioengin- 
eering resources, and many complex state-of-the-art 
computer applications to biomedical research. These 
one-of-a-kind resources offer investigators opportunities 
to collaborate with resource personnel to discover new 
and more effective applications of these technologies to 
their research problems. 

3. Laboratory animal sciences and primate research.— 
This activity supports the seven Primate Research Cen- 
ters. It develops and supports animal diagnostic labora- 
tories, new animal models of human disease, special 
unique colonies of research animals, primate breeding 
initiatives, specifically trained animal directors, and 
other vital research resources. 

4. Biomedical research support.—This program makes 
grants to health professional schools, hospitals, univer- 
sities and research institutions for research and re- 
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General and special funds—Continued 
ResEARCH REesources—Continued 


search resource activities concerned with the develop- 
ment of new knowledge about fundamental processes 
related to health. The program’s flexible support fund- 
ing is used to meet such research needs as support of 
pilot research projects, shared research equipment, cen- 
tralized research services, and start-up costs for young 
investigators. The biomedical research development 
grant program helps to establish the institutional re- 
search capability necessary for significant involvement 
in biomedical and/or behavioral research in new, small, 
and developing institutions. 

5. Minority biomedical support.—This program’s mis- 
sion is to increase the number of minority faculty, stu- 
dents, and investigators engaged in biomedical re- 
search. Institutional grants provide support for biomedi- 
cal and behavioral research projects carried out by fac- 
ulty and investigators. Student research participants 
receive invaluable training and experience through 
direct research involvement. 

6. Direct operations.—This activity supports scientific 
and administrative staff who manage the Division’s re- 
search resource grants and contracts. 

7. Program management.—This program provides the 
administrative management and scientific planning, di- 
rection and coordination of the Division’s programs. 

















Object Classification (in thousands of dollars) 
Identification code 75-0848-0-1-550 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent pOSitiOnS............cssssessssecsseeees 1,888 2,024 2,037 
11.3 Positions other than permanent.............. 144 160 165 
11.5 Other personnel compensation................ 72 91 115 

Total personnel compensation............. 2,104 2,275 2,317 
12.1 — Personnel benefits: Civilian................ 270 288 289 
21.0 Travel and transportation of persons. 184 192 215 
22.0 Transportation of thingS ................sssssessse 4 4 5 
23.2 Communications, utilities, and other rent... 214 230 230 
24.0 — Printing and reproduction.............cccsssseeee 139 150 150 
BON): MOMMA CUMNMNOOS orcs. esrsccceasdurcesreesciaevtoetroo 5,444 5,179 6,093 
26.0 Supplies and materials .............sccsscsssescsssees 28 30 30 
SED RIANA RE akin anid. Ski eah os 21 25 25 
32.0 Land and Structures ..........ccc..sssssesescssseeeseees l l 1 
41.0 — Grants, subsidies, and contributions............ 145,660 160,928 175,084 























Total direct obligationS................00 154,069 169,302 184,439 
Reimbursable obligations: 

41.0 Grants, subsidies, and contributions............ 4,596 5,510 §,731 
99.0 Total obligations .............ssssseesssseeen 158,665 174,812 190,170 
Personnel Summary 
Total number of permanent positionS................0.00 80 78 78 
Total compensable workyeaS...............s0++.. 89 90 93 

Full-time equivalent of other positions (9) (11) (13) 
Full-time equivalent of overtime and holiday 
DONS cee cress iwhmeciva wacker itentieen (2) (2) (2) 
Average ES salary.. $47,500 $47,734 $47,696 
Average GS grade........ 8.88 8.89 8.89 
PIVENTEDD CAS TOMMY icscescrcscsicyschisshescteecetaticcanirodrnantes $20,561 $21,036 $21,364 
Average salary, grades established by act of July 1, 
BONS CAP USG 207) scssssscssicsscosssiopnstac BT $25,292 $25,505 $25,972 
Average salary, grades established under sec. 
208(g) of the PHS Act (42 U.S.C. 210(g))...... $47,500 $47,500 $47,500 
Average salary of ungraded position ..............ssvsvseses $18,007 $19,006 $19,917 





Joun E. FoGarty INTERNATIONAL CENTER FOR ADVANCED STUDY IN 
THE HEALTH SCIENCES 


For the John E. Fogarty International Center for Advanced Study 
in the Health Sciences, [$8,989,000], $9,181,000 of which $1,700,000 
shall be available for payment to the Gorgas Memorial Institute for 
maintenance and operation of the Gorgas Memorial Laboratory. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 















































Identification code 75-0819-0-1-552 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Gorgas Memorial Institute.................. 1,700 1,700 1,700 
2. Direct operations............... oe 6,188 7,083 7,132 
3. Program management....... oh 302 312 349 
Total direct program .... he 8,190 9,095 9,181 
Reimbursable program...........ecscsssseessessseees 515 600 600 
Total program costs, funded '............ 8,705 9,695 9,781 
Change in selected resources (undelivered 
PRIS rete sss cabscbitiassancsssencicrtosa poor Tle ewotites,  sinasnntee 
10.00 Total Obligations ..........ccssssescssssseeeee 9,417 9,695 9,781 
Financing: 
11.00 Offsetting collections from federal funds..... —515 —600 —600 
25.00 Unobligated balance lapsing .............ssssseee Ol .keeaaadte Caaneneee 
Budget authority .................:.ccccsceue 8,989 9,095 9,181 
Budget authority: 
A000: ADORORTIORION oiisisissscssssisscrsosesonsceesesicsanniss 8,989 8,989 9,181 
44.20 Supplemental for civilian pay raises... .............0 WW isnhinastes 
44.30 Supplemental for military pay raises... ................ Gi dkanedk 





Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............ccsssseeeee 8,902 9,095 9,181 








72.40 Obligated balance, start of year 4,594 6,551 6,845 
74.40  Obligated balance, end of year...............000. —6,551 — 6,845 —1,146 
77.00 Adjustments in expired accounts................. —aZ00' | Shiliccae “naghintens 
90.00 Outlays, excluding pay raise supple- 

TEMG scoassscoccstaterssenaerteyinncan 6,706 8,697 8,878 
91.20 Outlays from civilian pay raise sup- 

PHESIVETIEA ccseossvshlciersthcatteserareniouchiee' Ata iaadovenosesse 98 2 
91.30 Outlays from military pay raise sup- 

BPE TVNTOA csseciccs Sed ecteas tvep Sentech « cenptiovsaestiies § <véshstomen 





1 Includes capital investment as follows: 1979, $32 thousand; 1980, $30 thousand; 1981, $30 thousand. 


The Fogarty International Center administers pro- 
grams of advanced study and related international ac- 
tivities. 

1. Gorgas Memorial Institute.—Provides funds for 
core support of the Gorgas Memorial Laboratory which 
operates research programs in tropical medicine in 
Panama. 

2. Direct operations.—Provides support for approxi- 
mately 159 international scholars and fellows in both 
1980 and 1981. Conducts international seminars and 
conferences, the special foreign currency program, a 
program for over 800 visiting scientists and bilateral 
scientific exchange programs with selected foreign 
countries. 

3. Program management.—Provides for program di- 
rection and administration of the Center. 
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Object Classification (in thousands of dollars) 
Identification code. 75-0819-0-1-552 


Direct obligations: 
Personnel compensation: 
11.1 Permanent positions 
113 Positions other than permanent... 
11.5 Other personnel compensation 





1979 actual 1980 est. 1981 est. 





1,358 





Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 Travel and transportation of persons. 
22.0 — Transportation of things 
23.2 | Communications, utilities, and other rent... 
24.0 — Printing and reproduction 
25.0 Other services 
26.0 Supplies and materials... 
31.0 Equipment 
41.0 Grants, subsidies, and contributions 





Total direct obligations 





Reimbursable obligations: 
Personnel compensation: 
Special personnel services payments 
Personnel benefits: Civilian 
Travel and transportation of persons. 
Printing and reproduction 32 
Other services 356 434 434 


Total reimbursable obligations 515 600 600 
9,417 9,695 9,781 











Total obligations 





Personnel Summary 





Total number of permanent positions 51 4] 
Total compensable workyears sh 63 59 
Full-time equivalent of other positions ( (10) (10) 
Full-time equivalent of overtime and holiday 
(2) 


(2) 
$47,696 


2 
$47,734 
Average GS grade . 8.89 8.89 


Average ES salary 


Average GS salary 

Average salary, grades established by act of July 1, 
1944 (42 U.S.C. 207) 

Average salary, grades established under section 
208(g) of the PHS Act (42 U.S.C. 210(g)) 

Average salary of ungraded positions 


$21,036 $21,364 


$25,505 $25,972 


$47,500 
$18,007 


$47,500 
$19,066 


$47,500 
$19,917 





NATIONAL LIBRARY OF MEDICINE 


To carry out, to the extent not otherwise provided for, section 301 
with respect to health information communications and parts I and J 
of title III of the Public Health Service Act, [$44,000,000] 
$44,730,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4889, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 75-0807-0-1-550 





1979 actual 1980 est. 


1981 est. 





Program by activities: 
Direct program: 
1. Medical library assistance 
2. Intramural programs 
(a) Lister Hill National Center for 
Biomedical Communications 
(b) National Medical Audiovisual 


8,069 
24,807 


9,925 
30,278 


9,831 
30,308 
(5,320) (5,714) (4,805) 
(3,575) 
(13,975) 
(1,937) 

1,613 

2,376 


36,865 


(4,450) 

(16,746) 

(3,368) 
1,808 
2,646 


44,657 


(4,518) 

(17,599) 

(3,386) 
1,827 
2,764 


44,730 


(d) Toxicology information. 
3. Direct operations 
4. Program management 


Total direct program 





310-100 O - 80 - 29 


Reimbursable programs 931 
37,796 


2,000 


Total program costs, funded * 46,657 
Change in selected resources (undelivered 


orders) 





10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds ... —931 
25.00 Unobligated balance lapsing 892 


Budget authority 


41,469 








Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 
44.30 Supplemental for military pay raises 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 


40,539 
19,597 
— 20,536 


20,536 


—23,805  —25,696 





Outlays, excluding pay raise supple- 
40,731 


91.20 Outlays from civilian pay raise sup- 


91.30 Outlays from military pay raise sup- 


plemental 


* Includes capital investment as follows: 1979, $3,166 thousand; 1980, $2,130 thousand; 1981, $2,020 thousand. 


1. Medical library assistance.—This activity funds six 
grant and contract programs which are designed to sup- 
port the performance of the Nation’s medical libraries 
by providing fiscal and other assistance in developing 
better health information services. 

2. Intramural programs.—This includes the following 
activities: 

(a) Lister Hill National Center for Biomedical Com- 
munications.—This research and development compo- 
nent of the Library is responsible for exploring the 
application of advances made in the fields of computer 
and communications technology to health information 
handling, processing and transfer problems. 

(b) National Medical Audiovisual Center.—The 
Center is responsible for stimulating the development 
and use of non-print media in furtherance of national 
health goals with particular emphasis on applying 
audiovisual technology to the instructional needs of the 
health community. 

(c) Library operations.—This component acquires, or- 
ganizes, and maintains the Library’s archival and refer- 
ence collection of biomedical literature. It also provides 
access to that collection through the provision of sever- 
al services including operation of a nationwide online 
computerized bibliographic retrieval service. 

(d) Toxicology information.—This activity operates 
specialized data bases on drugs and chemicals toxic to 
man. It collects and organizes toxicology data from the 
files of collaborating organizations and prepares and 
publishes bibliographies and reports, operates online 
files, and has the responsibility of coordinating toxicol- 
ogy activities for DHHS. 

3. Direct operations.—This activity is responsible for 
the administrative management, including review and 
approval, of the medical library assistance program. 

4. Program management.—This activity provides the 
overall executive direction and administrative manage- 
ment necessary for the effective operation of all NLM 
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450 ESS. APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 | pg 
General and special funds—Continued Change in selected resources (undelivered 
d 876 : 
NATIONAL Liprary or MeEpicinE—Continued INNS) csacesceyscacszcsstte eA olan Te OED. cn isscasenceitbeves~ +, coecreeaaen 
i . ‘ : 10.00 Total obligations .....cacasnesnees 30,611 4,7 Aver 
activities. It also coordinates the NLM’s international a ere 5 ae os Aver 
ncing: Aver 
ee 11.00 Offsetting collections from: Federal funds... —10,791 —12,793 — —12,793 a 
Object Classification (in thousands of dollars) 25.00 Unobligated balance lapsing..............ssssssss0 OT Saetiestiinee nani cee 1! 
: Averg 
identification code 75-0807-0-1-550 1579 chal 1980 et 1981 eat Budget authority .................ccssssseeee 20,457 21,969 22,549 0 
a. au ‘ Avere 
Direct obligations: Budget authority: sae 
Personnel compensation: Re UMMMIMRSAANY 6 sceestcesertenecovenpppcileccxtonroe ees 19,673 21,062 22,549 
111 Permanent pOSitiOns....c.csaccsnvecvserenve 10,820 11,820 11,968 42.00 Transferred from other accounts.............. Rn Vegeta eat eae 
11.3 Positions other than permanent.............. 1,010 1,414 1,421 as : 
11.5 Other personnel compensation................. 127 " 156 191 on ancaaia — Se an = ane 22st 
Total personnel compensatign............. 11,957 13,390 13,580 NORE cases ss soA Poop tas cari Uavabiewionsicissss) mceeeiovassroensnp Soe witls....aet ~ 
12.1 Personnel benefits: Civiliat..........ssssssssseeen 1,178 1,321 1,337 44.30 Supplemental for military pay 
21.0 — Travel and transportation of persons. 215 264 264 TAISOS.....eesvssssssssssesssnssssssnsnscnnsnee —seesusssssneene DDN a snes 
22.0 Transportation of thingS................scsssessse 27 31 31 : a = 7 
23.2 Communications, utilities, and other rent.... 1,584 2,662 2,927 Relation of obligations to outlays: enti 
24.0 Printing and reproduction 696 631 631 71.00 Obligations incurred, Net .....-...sssseesseessee 19,820 21,969 22,549 
25.0 Other SrVICES ......sescscessne 14,118 15,445 14,991 72.40 Obligated balance, start of year 1,865 3,200 3,666 
26.0 Supplies and materials .... 447 449 449 74.40 Obligated balance, end of year....... is —3,200 — 3,666 — 4,553 id 
31.0 Equipment: 77.00 Adjustments in expired accounts................. 250 seenonenne ccthoncd he 
ther Tans ggg $200. tags, exc pay rae supe 
41.0 Grants, subsidies, and contributions 7,149 7,125 1631 gio A aig; gies 18,735 20,613 21,645 
42.0 Ins BINS Sicccsns seahieakaonstinnaniiew Wis statins: eyeitiecsuiene ; 
eee DRMNIUM ceepactivasiacsiiionae octet 868 1 
Total direct obligationS.................00 40,539 44,657 44730 91.30 Outlays from military pay raise sup- 

Reimbursable obligations: i DIONUN TU bc cciciereNorreBTiavteninscesiiassss « oselebsscats 22 aaa 10.00 
21.0 ‘Travel and transportation of persons........... SOR eri mat hc ere 1 Includ ital investment as follows: 1979, $287 thousand; 1980, $547 thousand; 1981, $347 thousand 
23.2 Communications, utilities, and other rent... 140 360 360 c ae pens : pa «hla ; + accent oc ) Department of he 
25.0 Other SOFVICES ........sscserssseecssetsesesssssessesene 787 1,640 1,640 Health and Human Services. Comparable amounts for 1979 ($98 thousand) and 1980 ($67 thousand) are inched above. 24.40 

Total reimbursable obligations............. 931 2,000 2,000 a , ‘ 
7 1. Direct operations.—Provides for accounting and T 
99.0 Total Obligations .............sseesssssescssseeees 41,469 46,657 46,730 personnel services, payments for other centrally fur- 400 
Peitiinhl’ Sichamaory oo services, and payments for standard level user 4001 
Ss. 
he number . pent POSITIONS ......esssssssesssesene . 495 495 2. Program management.—Provides overall leader- 43.00 
Otal compensable WOrkYCAFS.............-cssssessssssseeeeesees 49 594 594 , i i ini : 
Full-time equivalent of other positions (82) (90) (90) eee si > na % me Mie cad 71 w 
Full-time equivalent of overtime and holiday ac ri 108. .@ e National Institutes o ealth and sup- 72.40 

PTS rs Ec eeaet be Ataaacttethcdonthtitonastsitcions (8) (9) (9) porting services. 74.40 
PVGTAROSEDS GAIRYS,5...68 02, Ebi sccklisssosddesdplcsotatoes $47,500 $47,734 $47,696 
AvOTaBC. GS QIANG. ovens csessarnichespsiese ittdcrossarssstssines 8.88 8.89 8.89 : ifieation (1 90.00 
Average GS salary... aa $20,561 $21,036 $21,364 ee Oe 5 — 
ba at OR by act of July 1, 95.292 $25,505 $25,972 Identification code 75-0846-0-1-550 1979 actual 1980 est 1981 est 
Average salary, grades established under sec. i . Direct obligations: T 

208(g) of the PHS Act (42 U.S.C. 210(g))...... $47,500 $47,500 $47,500 Personnel compensation: prog 
Average salary of ungraded positions ................000 $18,007 $19,066 $19,917 11.1 Permanent positions..............-ssesssseeesseee 11,397 12,622 12,819 Fed 
> LS Positions other than permanent 1,116 1,195 1,203 oth 
11.5 Other personnel compensation................ 280 301 395 : 
OFFICE OF THE DIRECTOR “al ee ik ee Nat 

For expenses necessary for the Office of the Director, National 121 P cay ae —, S dann: wae — — 

: : 5 ersonnel benefits: Civiliat.......ccccccc.ccc0000 1,203 1,330 1,340 
Institutes of Health, [$21,062,000] $22,549,000, including purchase of 21.0 Travel and transportation of persons 119 124 124 2)> 
not to exceed thirteen passenger motor vehicles for replacement only. 2.0 Transportation of things Pere 4 5 5 tae 

“UEP ANSPOPLAUON OF UNITES ce ceeeeeserseeeeeeneeeeee Identifi 
ears regular Sora for this account for 1980 had not been enacted at the 23.2 Communications, utilities, and other rent... 589 641 662 _ : 
time this budget w . 1980 ts shown below based inui inti i 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 44 aoe ned! = - et 
account at a rate consistent with the amounts that would be provided by the conference : er Services ach iS idee e 4,163 4,640 , 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 26.0 Supplies and materials . 289 137 150 22.0 
priations Act, 1980. 31.0 Equipment... a 287 547 34] 23.2 
Program and Financing (in thousands of dollars) 32.0 — Lands and Structures.............ccssecssseecsssees Se 1 seesnenenennee —_samnnnn es 
= ae Total direct obligations..............0000 19,820 21,969 22,549 3 ; 
Identification code 75-0846-0-1-550 1979 actual 1980 est 1981 est. Reimbursable obligations: 0 
es 25.0 Other SerViCES ...nmnnnnnnenenneseee 10791 12793 ©1278 F %2 
Program by activities: eee ee 
Direct program: 99.0 Total obligations ...........ssssssssssssseseeseees 30,611 34,762 35,342 
1. Direct operations ............sssecssssssesesseene 9,696 11,518 11,878 = ees a 
2. Program management ............:.-ssssee 9,248 10,451 10,671 Personnel Summary 
Total direct program...........c.ssssssee: 18,944 21,969 22,549 es — oe 
Reimbursable boa POE 10.791 12.793 12.793 Total number of permanent pOsitiONs...........sccssss00 559 553 991 
= Total compensable WOrkyears.......scssssssssssssssseseeeeen 630 630 628 50 
Total program costs, funded '............ 29,735 34,762 35,342 Full-time equivalent of other positions................. (75) (81) (81) 
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Full-time equivalent of overtime and holiday 3 BUILDINGS AND FACILITIES* 
(34) (34) ee 
Average FS salary $47,734 $47,696 *See Part III for additional information. 
Average GS grade : 8.89 8.89 For construction of, and acquisition of sites and equipment for, 
Average GS salary j $21,036 $21,364 facilities of or used by the National Institutes of Health, where not 
Average salary, grades established by act of July 1, otherwise provided, [$3,250,000] $11,750,000 to remain available 
1944 (42 U.S.C. 207) $25, $25,505 $25,972 until expended. 


Average a rag) Peteh ain i $47,500 $47,500 Note.—The regular appropriation for this account for 1980 had not been enacted at the 
208(g) of the C ( te pp 8 ) ’ ’ time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
Average salary of ungraded positions $18,907 $19,066 $19,917 resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
— ~ account at a rate consistent with the amounts that would be provided by the conference 





version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Costs to this appropriation Analysis of 1981 financing 


Deduct Add 
selected selected ‘ 
resources resources Appropria- 
identification code. 75-0838-0-1-552 Total To Sept. 1979 1980 1981 and un- and un- tion 
estimate 30, 1978 actuai estimate estimate obligated obligated required, 
balance, balance, 
start of end of 
year year 








Program by activities: 
1. Research facilities. 202,076 42,157 50,721 37,660 22,403 61,038 
2. Service and administrative ___ 33,290 4,854 5,214 9,094 7 3,861 12,878 10,267 


Total program costs, funded 235,366 47,011 55,935 46,754 26,264 73,916 59,402 
Change in selected resources (undelivered orders) — 6,839 
10.00 Total obligations ‘ : 19,425 
Financing: 
21.40 Unobligated balance available, start of year 3 J — 12,833 
tment of 24.40 Unobligated balance available, end of year 


ed above 
Budget authority 


- Budget authority: 
; udget authority: 
fur 40.00 Appropriation 
user 40.01 Appropriation rescinded (Public Law 96-7) 


43.00 Appropriation (adjusted) sense ; 11,750 








der- 


and Relation of obligations to outlays: 

sup- 71.00 Obligations incurred, net 18,069 19,425 
72.40 Obligated balance, start of year.. ‘ 89,768 61,083 
74.40 Obligated balance, end of year ; —61,083 — 54,244 


0.00 Outlays 46,754 26,264 








The National Institutes of Health direct construction Total obligations, General Services 
program provides for the design and construction of hdminictraten __ 108 L7al 
Federal laboratories, libraries, office buildings, and Total obligations 30,297 18,069 
other facilities essential to carry out the mission of the Ain | oiler : 
National Institutes of Health. 








Object Classification (in thousands of dollars) Intragovernmental funds: 





Identification code. 75-0838-0-1-552 1979 actual 1980 est 1981 est GENERAL RESEARCH SuPPORT GRANTS 


oe inancing (in thousands of doll 
NATIONAL INSTITUTES OF HEALTH a ee ee 


22.0 Transportation of things identification code 75-3968-0-4-552 ons 1979 actual ‘1980 est 1981 est 


23.2 Communications, utilities, and other rent.... ei 
250 Other. services Relation of obligations to outlays: 


: : 71.00 Obligations incurred, net 
26. : 
a Supplies and materials 72.98 Obligated balance, start of year: Fund bal- 








320 Lands and structures 


Total obligations, National Institutes 
of Health ; ; 90.00 





ALLOCATION TO GENERAL SERVICES 
ADMINISTRATION 


Other services 


General research support programs were transferred 
to Research resources in 1974. Outlays in later years 
reflect expenditure of prior year obligations. 
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Intragovernmental funds—Continued 
NATIONAL INSTITUTES OF HEALTH MANAGEMENT FUND 


Program and Financing (in thousands of dollars) 

































Identification code 75-3966-0-4-552 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Computer S@rviceS...........sssssssesssecccssssneees 6,074 5,927 5,956 
2. RESCAFCH SOFVICES ..........ssccccsseeseseenseessees 12,491 13,121 14,679 
3. Engineering Services ...........ssssessssssseeeseees 27,078 31,476 32,933 
RPMI NINOS oc sccksccssonssuccocssSucssessveies 58,287 65,082 70,786 
5. Grant review and approval..............ssssee 12,262 14,827 14,276 
6. Administrative Services ..........ssscsscceseee 12,401 13,630 13,616 
7. Standard level user charges................000 4,793 6,204 5,760 
Total program costs, funded ?............ 133,386 150,267 158,006 
Change in selected resources (undelivered 
orders/unfilled customers orders) .......... SCPE s auedatertreaeise <busdiisesevtosnits 
10.00 Total obligationS.............sssessssccsesseeee 121,256 150,267 158,006 
Financing: 
11.00 Offsetting collections from: Federal funds... —123,264 —150,267 —158,006 
25.00 Unobligated balance lapsing ..................ssee PRONG.  cccisukjncwiss” -vteasnesstttsens 
MOONE MMMUTIDINEY i -ScWievtestcsscesestascscee™ iasPtaqeceaestoit dh baensesensnsissde? ~ ntncssiconsananeete 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met .............ssscssssseeee Be) | Reenter eeepc nea 
72.40 Obligated balance, start of year: Fund bal- 
MUR ID ossecsesssosviontsrechissconvewnt icoeobsnvaesaayss 17,261 28,039 28,039 
74.40 Obligated balance, end of year: Fund bal- 
NO Scrssh alice Sh ERE sninesconsses —28,039 —28,039 — 28,039 
77.00 Adjustments in expired accounts................. SMS Occitan, setieceisteitiecs 
90.00 RNTRADS oscstess ssceazaziocsoseis  tsatenyanssesast a MNO = —srassresiertviany. = posvianiconictinage 





1 Includes capital investment as follows: 1979, $5,756 thousand; 1980, $8,235 thousand; 1981, $7,974 thousand. 


The NIH management fund was established to facili- 
tate the conduct of NIH central operations. Fund activi- 
ties are financed primarily from advances and reim- 
bursements from the several Institutes. Formulas for 
determining each Institutes’ contribution reflect usage 
of services provided by the fund. 

1. Computer services provide a central scientific re- 
search and computational resource in support of the 
NIH programs. 

2. Research services provide centralized and collabora- 
tive engineering, scientific, and technical support for 
research activities. 

3. Engineering services provide engineering, architec- 
tural, craft, utility and labor services required for all 
the Institutes. In the budget year, services will be ex- 
tended to the Ambulatory Care Research Facility, a 
structure covering 689,000 square feet with 399 diagnos- 
tic units. 

4. Clinical services provide facilities and services, 
other than physician care, for an integrated operation 
of its 541 bed facility servicing nine Institutes; develop- 
ing and recommending policies and rules for the protec- 
tion and welfare of patients; and conducting research in 
methods and techniques of hospital administration. 
Budget year plans include the opening of the Ambula- 
tory Care Research Facility (ACRF), providing a full 
range of diagnostic facilities and services on an out- 
patient basis. 

5. Grant review and approval provides staff support 
services in formulating National Institutes of Health 
grant award policies and procedures relating to re- 
search and training programs; serves as a staff resource 
for central receipt and referral of all applications for 


Public Health Service research and training grant sup. 
port; provides for the initial scientific review of NIH l 
research and training grant applications; and collects, 
analyzes, and evaluates management and program data = 


needed in the management of extramural programs, 11 
1981 plans include the automation of several steps in 12 
the initial grant application review process. 

6. Administrative services include plant and office 14 
housekeeping, protection and security services. Budget 
year plans include an extension of services to the ACRF 90 


and the implementation of parking management serv- = 
ices. 


7. Standard level user charges provide for the pay- ul 
ment to the General Services Administration for rental st 
space occupied by the National Institutes of Health. ro 

Object Classification (in thousands of dollars) a 





Identification code 75-3966-0-4-552 


Personnel compensation: th 


1979 actual 1980 est 1981 est. 

























































11.1 Permanent positiOns.............sssssessssseeseee 58,139 62,294 64,118 
11.3 Positions other than permanent... 5,532 6,740 an 
11.5 Other personnel compensation................ 3,597 4,350 4,42] he 
11.8 Special personnel services payments ...... SO) RS. cccceeeaie ar 
Total personnel compensation............. 67,288 73,384 75,421 te 
12.1 Personnel benefits: Civiliat.......csasccsesssee 7,865 8,746 8,965 Op 
21.0 — Travel and transportation of persons........... 1,104 1,173 1,196 se. 
22.0 — Transportation of thingS..............ccssssesees 143 127 104 | 
23.1 Standard level user charges.............cs.ss00 4,359 4,837 4,955 th 
23.2 Communications, utilities, and other rent... 11,893 14,047 14,505 In 
24.0 — Printing and reproduction..................ssssseeee 1,157 775 18 ” 
ZED: AONE SOIVIORS cectscccstuciszessicosssassccrsesconstussesse 6,360 21,404 24,205 tic 
26.0 Supplies and materials ..............scssssesccsseeees 15,325 17,539 19,893 
310 cAI losartan, ssdatosciss. quseeaanantaiar. 4,157 7,696 7,435 J 
32.0 Lands and Structures...............cssscecsecsseesnes 1,599 539 539 seat 
42.0 — Insurance claims and indemnities................ 6 riiatcnaread . icine ae 
99.0 Total obligatioNS ...nsnemmnnnn 121,256 150,267 15808 | Fer 
26.0 
Personnel Summary 31.0 
4]. 
Total number of permanent positionS.................s0e 3,43 3,413 3,419 
Total compensable WOrky@ars............sssssssssssssssssseeee 3,993 4112 4,133 99.0 
Full-time equivalent of other positions.................. (496) (539) (557) =. 
Full-time equivalent of overtime and holiday 
MOU afar atecaucsnccderiarattapchtesetal tosasapsaptod vectesioe (168) (168) 
Average ES salary..... $47,734 $47,696 
Average GS grade... 8.89 8.89 
PPBTEUG CS GANALY ssssssesasssscsssccsenpurscnsan cclovosnusveeeseors $21,036 $21,364 
Average salary, grades established by act of July 1, “a, 
OMA CATS. GU. SLUT) vssscssinsaicgscsasacstnasarcccottettcee 25,292 $25,505 $25,972 —_ 
Average salary, grades established under sec. 
208(g) of the PHS Act (42 U.S.C. 210(g))...... $47,500 $47,500 $47,500 
Average salary of ungraded positions ............ssesee $18,007 $19,066 $19,917 
CoNSOLIDATED WoRKING FUND 
Program and Financing (in thousands of dollars) 
Identification code 75-3908-0-4-552 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Research on health effects of pollutants. 1G: ccsecccassiaies- eames 
2. National influenza immunization pro- 
QF icc iacescscest ce A etasvocesscocsss tetas AGH. ease es sense 
Total program costs, funded.......... UEO, scssizcaysescsies 
Change in selected resources (undelivered 
RUNS) sosassctcsarrcsarersvcsyssstibetercrovstvossasisetcs LG See cancestvcne assem 
10.00 Total Obl gations 0... OL. vasaneartenvess 





198,006 


3,419 
4,133 
(557) 


(168) 
547,696 


521,364 
$25,972 


$47,500 
$19,917 





1981 est. 











DEPARTMENT OF HEALTH AND HUMAN SERVICES 


Financing: 
11.00 Offsetting collections from: Federal funds ... 


Budget authority 0.0.0... eee 








Relation of obligations to outlays: 
71.00 Obligations incurred, net ................cccsssseeeee 
72.98 Obligated balance, start of year: Fund bal- 





90.00 MEU i Sidi ed Sapiro chasecarseeat 342 44 2 








The Consolidated working fund supports research 
under interagency agreements between the National In- 
stitute of Environmental Health Sciences and the Envi- 
ronmental Protection Agency and between the National 
Institute of Allergy and Infectious Diseases and the 
Center for Disease Control. 

Research on health effects of pollutants.—Studies 
under this agreement are currently being conducted by 
the National Institute of Environmental Health Sci- 
ences. They are designed to explain and predict the 
health effects of pollutants and other potentially haz- 
ardous byproducts associated with the various energy 
technologies and conservation proposals being devel- 
oped in response to the nation’s drive toward energy 
self-sufficiency. 

National influenza immunization program.—Under 
this agreement, the National Institute of Allergy and 
Infectious Diseases supports research related to the na- 
tional influenza immunization program. 


Object Classification (in thousands of dollars) 














Identification code 75-3908-0-4-552 1979 actual 1980 est. 1981 est. 
21.0 — Travel and transportation of persons........... Br eee tne 
Pee CNN SINC on fckcsieckssadcansncecsincsooconcin 437 

26.0 Supplies and materials 24 

SPUD Mat ECE oars saok elas acecespsactbacsicvScecenvos:a0ce 159 

41.0 Grants, subsidies, and contributions............ 30 

99.0 Total obligations .............csseecsssssseecssen OE er ee 








SERVICE AND SuppLy FuND 


Program and Financing (in thousands of dollars) 


























Identification code 75-4554-0-4-552 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs, funded: 
1. Administrative services: 
(a) Cost of goods Sold...........sses00 14,743 15,237 16,133 
(b) Other 30,343 39,797 41,139 
2. Data processing ServiceS................s00» 22,140 24,609 24,977 
3. Instrumentation: 
(a) Cost of goods sold 621 750 825 
MIN ose ccd cecavce MR ccacotsonsec 3,312 3,855 3,950 
4. Research animals: 
(a) Cost of goods Sold............sse000 571 520 520 
Oot Sena sv 5,763 6,123 6,438 
Total operating costs................. 77,493 90,891 93,982 
Unfunded adjustments to total operating 
NE i RE a spac scence — 1,578 —2,148 —1,473 
Total operating costs, funded............. 75,915 88,743 92,509 
Capital investment, funded: 
1. Administrative services: Purchase of 
equipment and systems design.......... 115 535 258 
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2. Data processing services: Purchase 



































OE OU ict ce AO caipentes wrist ne 
3. Instrumentation: Purchase of equip- 
WN ase hess chsseatlntn dcicnant 785 1,667 1,639 
4. Research animals: Purchase of equip- 
WOME ii. ee als 10 138 15 
Total capital investment................. 4,144 2,340 1,912 
Total program costs, funded.......... 80,059 91,083 94,421 
Change in selected resources (increase/ 
decrease in inventory and undelivered 
el ia ee Cr ee ee 
10.00 Total obligations ...............sscsscsssssessee 86,530 91,083 94,421 
Financing: 
11.00 Offsetting collections from: Federal funds: 
Sales program: 
Administrative Services ...............s-sssee-- — 55,034 —57,272 
Data processing services .... — 24.609 —24,977 
Instrumentation.................. —4,605 —4,775 
Research animals..............cccsccsssseeseeeeees — 6,643 — 6,958 
Change in unfilled customers’ orders...... RII iis taceseice tax srameisiauatier- 
21.98 Unobligated balance available, start of 
year: Fund balance ............c.scsssssesscesseesee — 5,608 —3,910 —3,717 
24.98 Unobligated balance available, end of year: 
Fund balance 3,910 3,717 3,278 
rene SUI ee ee ee ee 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..................ccccccssee 1,698 192 439 
72.98 Obligated balance, start of year: Fund bal- 
Wena arte ree, 1,455 1,356 1,670 
74.98 Obligated balance, end of year: Fund bal- 
Sees tisnea deeaceciaasad ; — 1,356 —1,670 —2,109 
90.00 Rassias tect ic hs Ss 1,798 mG Seti 





The National Institutes of Health Service and supply 
fund provides a single means for consolidated financing 
and accounting of business-type operations involving 
the sale of services and commodities to customers. 

1. Administrative services.—These services include 
the sale of commodities from inventory, printing and 
reproduction services, and other similar services. 

2. Data processing services.—This central facility is 
expected to provide data systems design and consulta- 
tion, key punching, computer programing, and comput- 
er processing services to National Institutes of Health 
research components. 

3. Instrumentation.—The biomedical instrumentation 
and engineering branch maintains, repairs, and fabri- 
cates scientific laboratory apparatus and equipment for 
use in the research laboratories at National Institutes 
of Health. 

4. Research animals.—The National Institutes of 
Health animal facilities provide small and large re- 
search animals to the research laboratories. 


Revenue and Expense (in thousands of dollars) 

















1979 actual 1980 est. 1981 est. 
Sales program: 
Ras costo access eee eames 78,856 90,891 93,982 
CUE ct enccsectcte cea tee asec aes 77,493 90,891 93,982 
Net income for the yeaT.............ssscccsssseeee POO i ssn cachaiacbealh x neascaehieace 
Financial Condition (in thousands of dollars) 
1978 actual ‘1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with Treasury............ 7,063 5,265 5,387 4,703 
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Intragovernmental funds—Continued 
SERVICE AND SuppLy Funp—Continued 


Financial Condition (in thousands of dollars) —Continued 





1978 actual 1979 actual 1980 est. 


1981 est. 





10,896 
4,604 


11,360 
5,289 


5,957 
473 


8,184 
5,289 


Accounts receivable (net) 

Inventories 

Real property and equipment 
net 


8,429 
5,289 





28,344 








Liabilities: 

Accounts payable and accrued |i- 
iliti 9,854 
3,335 


Advances received... 1,699 





Total liabilities 12,351 13,189 9,854 








Government equity: 
Unexpended budget rors Un- 
obligated balance 
Undelivered orders 
Unfinanced budget authority: Un- 
filled customers’ orders 
Invested capital 


5,608 
12,399 


3,909 
13,115 


3,717 
13,115 


— 12,399 
8,237 


—13,115 
11,246 


—13,115 


13.115 


—13,115 
11,877 





11438 


Total Government equity 13,845 15,155 15,155 


15,155 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 
Transactions: Other 





Closing balance 5,124 5,124 








Retained income: 
Opening balance. 
Transactions: Net operating income and ad- 
justments 


8,525 10,031 


1,506 





Closing balance 10,031 10,031 


10,031 





Total Government equity (end of year) 15,155 15,155 


15,155 





Object Classification (in thousands of dollars) 





Identification code 75-4554-0-4-552 1979 actual 1980 est. 


1981 est 





Personnel compensation: 
Permanent positions 14,125 
Positions other than permanent a 994 1,002 
Other personnel compensation 1,493 
Special personal services payments 293 


Total personnel compensation 16,693 17,910 
Personnel benefits: Civilian R.. 1,513 1,640 
Travel and transportation of persons 197 239 
Transportation of things bis 126 74 
Standard level user charges 258 269 
Communications, utilities, and other rent.... 22,264 20,158 
Printing and reproduction 4,916 3,691 
Other services 14,317 21,278 
Supplies and materials 21,332 23,370 
Equipment 4,914 2,454 


15,122 


15,708 
1,044 
1,590 

303 


18,645 
1,784 
265 

78 

269 
20,793 
449 
25,472 
24,634 
2,032 





Total obligations 86,530 91,083 


94,421 





Personnel Summary 





793 798 
940 960 
(98) (100) 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
(77) (78) 
$47,500 $47,734 
8.88 


: 8.89 
$20,561 $21,036 
$25,292 $25,505 


Average ES salary... 

Average GS grade 

Average GS salary 

Average salary, grades established by act of July 1, 
1944 (42 U.S.C. 207) 


798 
959 
(100) 


(78) 
$47,696 
8.89 
$21,364 


$25,972 


Average salary, grades established under section 
208(g) of the PHS Act (42 U.S.C. 210(g)) 
Average salary of ungraded positions 


$47,500 
$19,066 


$47,500 
$19,917 


$47,500 
$18,0 





ALCOHOL, DRUG ABUSE, AND MENTAL 
HEALTH ADMINISTRATION 


Federal Funds 
General and special funds: 
ALCOHOL, DruG ABUSE, AND MENTAL HEALTH* 
*See Part III for additional information. 


For carrying out the Public Health Service Act with respect to 
[mental health and drug abuse, and the Community Mental Health 
Centers Act, as amended (42 U.S.C. 2681, et seq.), $630,148,000] 
mental health, drug abuse, and alcoholism; the Comprehensive Alco- 
hol Abuse and Alcoholism Prevention, Treatment and Rehabilitation 
Act of 1970, as amended; the Drug Abuse Prevention, Treatment, and 
Rehabilitation Act; and the Community Mental Health Centers Act as 
amended (42 U.S.C. 2681, et seq.); $1,163,396,000 of which $5,425,000 
for design and modernization and improvement of government owned 
or leased intramural facilities shall remain available until expended. 
(Additional authorizing legislation has been proposed for 
$367, 755,000.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980. For those activities or 
portions of activities of this account that were deferred from regular approriation considera- 
tion, Public Law 96-123 provides funding at the current rate. For all other activities or 
portions of activities of this account, Public Law 96-123 provides funding at a rate consistent 
with amounts that would be provided by the conference version of H.R. 4389, the Depart- 
ments of Labor, and Health, Education, and Welfare Appropriations Act, 1980. 


Program and Financing (in ‘thousands of dollars) 


Identification code 75-1361-0-1-550 


1979 actual 1980 est. 1981 est 
Program by activities: 
Direct program: 
. Mental health: 
(a) Research 
(b) Training 
(c) Services: 
(1) Community programs 
(2) State programs 
(3) Grants to states... 
(d) Program support 


120,633 
79,619 


146,033 
90,354 


162,964 
90,354 


273,056 
6,698 


290,343 322,155 
45,600 
12,117 


38,113 


_m, 303 


36,396 


Total mental health 570,726 


. Drug abuse: 
(a) Research 
(b) Training 
(c) Services: 
(1) Community programs 
(2) Grants to states 
(d) Program support 


46,080 
8,680 7,644 
161,000 
35,902 
19,488 


; 0, 4\d 


141,877 
35,256 
16,007 


_ 239,765 


161,000 
40,000 
19,017 


Total drug abuse 274,777 
. Alcohol abuse: 
(a) Research 
(b) Training 
(c) Services: 
(1) Community programs 
(2) Grants to states 
(d) Program support 


19,562 22,317 


7,200 5,821 
78,706 
56,800 
10,515 


108,308 
50,981 
10,957 


201,235 


5,425 
11,019 


1,163,396 


Total alcohol abuse 


. Buildings and facilities 
. Program management 


1,032,246 


Total direct program 


Reimbursable program: 
1. Mental health: 


(a) Research 1,264 
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(d) Program support 532 705 
Total mental health 











2. Drug abuse: 


(d) Program support 
Total drug abuse 361 472 472 
3. Program management 2 30 30 
1,921 2,471 2,471 
910,748 1,034,717 1,165,867 

















Total reimbursable program 








Total program costs, funded * 
Change in selected resources (undelivered 


orders) 121,780 


1,032,528 





10.00 Total obligations 


Financing: 
Offsetting collections from: Federal funds... 
Non-federal sources —46 
Unobligated balance available, start of year — 6,287 
Unobligated balance available, end of year.. 792 
Unobligated balance lapsing 417 


Budget authority 1,025,530 
Budget authority: 


40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 
44.10 


1,034,717 ‘1,165,867 


11.00 
14.00 
21.40 
24.40 
25.00 


— 1,874 


— 2,385 
— 86 
—192 


— 2,385 


1,031,454 1,163,396 


1,028,958 
—3,428 


1,025,530 


1,027,777 —-1,163.396 





Appropriation (adjusted) 
Supplemental for wage-board pay 


1,027,777 


64 

44.20 
3,297 
44.30 Supplemental for military pay 


raises 316 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 


1,030,607 
789,081 

— 873,899 
— 19,537 


1,032,246 
873,899 
—954,737 


1,163,396 
954,737 
— 1,123,678 


Outlays, excluding pay raise supple- 


926,252 994,119 


91.10 Outlays from wage-board pay raise 


supplemental 6 


91.20 Outlays from civilian pay raise sup- 


91.30 Qutlays from military pay raise sup- 


plemental 


‘Includes capital investment as follows: 1979, $3,056 thousand; 1980, $4,120 thousand; 1981, $4,280 thousand. 


NOTES 


Excludes $21 thousand in 1981 for activities transferred to General Departmental Management, Department of Health and 
Human Services. Comparable amounts for 1979 ($37 thousand) and 1980 ($21 thousand) are included above. 

Excludes $117 thousand in 1981 for activities transferred to Health Services, Health Services Administration. Comparable 
amounts for 1979 ($90 thousand) and 1980 ($117 thousand) are incuded above 


1. Mental health—(a) Research.—Through grants and 
contracts and through intramural laboratories, research 
is conducted to advance knowledge of the major mental 
disorders, maladaptive behavior and the associated 
basic biological and biochemical processes. The 1981 
budget supports expanding research in the neuro- 
sciences, treatment assessment, epidemiology, health 
services, prevention, and special population needs. 

(b) Training.—Awards are made to improve the pool 
of mental health researchers and health service person- 
nel in priority service areas; to develop and evaluate 
training and personnel development models; and to 
work with States in meeting their personnel needs. 

(c) Services.—This activity supports project grants for 
the provision of mental health services and awards to 
States to assist them in developing support systems for 


chronically mentally ill adults and children, prevention 
programs, and data collection and management sys- 
tems. Support is also included for formula grants to 
States to support mental health activities. 

(d) Program support.—This activity supports the re- 
gional and central office staff and related costs for the 
planning, development and administration of the Insti- 
tute’s grants and contracts programs. 

2. Drug abuse.—(a) Research.—Through grants and 
contracts and through intramural laboratories, research 
is conducted to develop the knowledge which will result 
in effective methods of treating and preventing drug 
abuse and related addictive behavior. The 1981 budget 
will allow expanded studies on the health effects of 
marijuana, biomedical factors predisposing individuals 
to drug abuse, special problems of women and drug 
abuse, and basic and clinical research on dependence 
and tolerance. 

(b) Training.—Awards are made to encourage the de- 
velopment of skilled manpower to enhance the delivery 
of drug abuse services within the national health care 
delivery system and to assure the production of skilled 
researchers in priority areas relating to drug abuse. 

(c) Services.—Project grants and contracts are award- 
ed to support an effective drug abuse prevention and 
treatment network responsive to national and commu- 
nity needs. Formula grants to States support a variety 
of drug abuse treatment programs and other drug 
abuse activities. 

(d) Program support.—This activity provides funding 
for Institute staff who are responsible for the planning, 
coordination, analysis, evaluation, and general adminis- 
trative management of Institute activities, as well as 
funding for information programs for the prevention 
and control of drug abuse. 

3. Alcohol abuse—(a) Research.—Research is conduct- 
ed through grants and contracts and intramural labora- 
tories to support and stimulate the development of new 
knowledge on the causes and consequences of harmful 
alcohol use as a means of reducing the incidence and 
prevalence of alcohol abuse and alcoholism. 

(b) Training.—Awards are made to improve the abili- 
ty of health and social service personnel to deal effec- 
tively with the problems of alcohol abuse and alcohol- 
ism and to assure an adequate supply of skilled re- 
searchers in alcoholism and related areas. 

(c) Services.—Project grants and contracts are award- 
ed in order to reduce the prevalence of alcohol related 
problems by increasing the availability and utilization 
of treatment and by improving the quality and cost 
effectiveness of such treatment. A variety of alcoholism 
treatment, prevention, and related activities are also 
supported through a program of formula grants to 
States. 

(d) Program support.—This activity provides funding 
for the overall planning, direction, and coordination of 
Institute programs, as well as funding for information 
programs for the prevention and control of alcoholism 
and alcohol abuse. 

4. Buildings and facilities.—Funds for maintenance 
and improvements to existing agency research facilities 
are included in this activity. In 1981 new funds are 
requested for design and renovation of space for the 
alcoholism and mental health intramural facilities at 








4 56 ALCOHOL, DRUG ABUSE, AND MENTAL HEALTH ADMINISTRATION—Continued 
Federal Funds—Continued 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 











General and special funds—Continued 
ALcoHOL, DruGc ABUSE, AND MentaLt HeattH—Continued 


the National Institutes of Health, as well as renova- 
tions necessary to house the drug abuse Addiction Re- 
search Center at Baltimore City Hospital. 

5. Program management.—This activity provides over- 
all direction and management of the agency including 
development, analysis, and coordination of national 
policies and programs across the three Institutes in the 
areas of research, training, services and prevention. 


Object Classification (in thousands of dollars) 


Identification code 75-1361-0-1-550 





1979 actual 1980 est. 1981 est. 








Direct obligations: 
Personnel compensation: 
11.1 Permanent poSitiOns................sseccsssesesees 43,313 50,230 51,514 
11.3 Positions other than permanent... 6,512 7,552 7,779 
11.5 Other personnel compensation 699 813 957 




















11.8 Special personal services payments........ 299 347 357 

Total personnel compensation............. 50,823 58,942 60,607 
12.1 Personnel benefits: Civiliat.............ssscsssseeee 6,125 7,080 7,351 
21.0 Travel and transportation of persons. 2,510 2,547 2,924 
22.0 — Transportation of thingS .............ssscsssssseeee 119 76 96 
23.1 Standard level user charges.................sssse 3,042 3,397 3,917 
23.2 Communications, utilities, and other rent... 3,596 4,189 4,289 
24.0 — Printing and reproduction 2,673 2,893 3,096 
25.0 — Other Services ...........sssss000 109,939 92,098 100,825 
26.0 Supplies and materials... 3,278 3,179 3,313 
UD EMM Basis asecsaraoy tennis esp 3,056 4,120 4,280 
41.0 Grants, subsidies, and contributions............. 845,446 853,725 972,698 

Total direct obligationS.................000 1,030,607 1,032,246 1,163,396 








Reimbursable obligations: 
11.1 Personnel compensation: Permanent posi- 
SN ue barpiacennnebrarbitonds BER ee scsnicsspiviise 


Total personne! compensation 








12.0 — Personnel benefits ...............ssseccccsssees 7 
21.0 Travel and transportation of persons........... 61 
ZOD AOR BONIORS ccscsaripasscnrstnsanncsrasaseisssonesvaes 881 


41.0 Grants, subsidies, and contributions............. 728 





























Total reimbursable obligations............ 1,921 
99.0 Total obligations 1,032,528 1,034,717 ~—:1,165,867 
Personnel Summary 
Total number of permanent positionS................000 1,893 1,924 1,947 
Total compensable WorkyearS............ssssse 2,250 2,311 2,337 
Full-time equivalent of other positions (327) (327) (327) 
Full-time equivalent of overtime and holiday 
ive eexepheta een paielacieny (27) (27) (27) 
POPEND EN SOY ss sesestcsrtstssetpsotasssecsvssenreceosaccrommtirse $49,957 $50,113 $50,113 
PVGRIIBO GS IOTOUD 65.5.5} cbchvocldescccbsstdnsasducsiclictholocs 10.03 10.06 10.06 
ACTER GS SAAIY. 6 ccscsin oo nipeinsaeizhesinbapgeateistsoctnses $17,583 $18,871 $18,871 
Average salary, grades established by act of July 1, 
BOD TAL ULUL) vssrsses cipsssscosisaartsssisvectesesise $19,769 $20,830 $20,830 





(a emai 


CONSTRUCTION AND RENOVATION, SAINT ELIZABETHS HOosPITAL 


For construction, alterations, repair, improvement, extension, and 
equipment of facilities for or used by Saint Elizabeths Hospital: 
$1,500,000 to remain available until expended. 


Program and Financing (in thousands of dollars) 








Identification code 75-1312-0-1-551 1979 actual 1980 est. 1981 est. 
Program by activities: 
Construction and renovation: St. Elizabeths 
SIOSUIN  .s cassisie cece assaapibestelooner eccbacs 2,142 31,418 24,814 








Change in selected resources (undelivered 





OUUURN BD ceastescatiososasareresivsurepiasiteleassessi coun» SSO csnsistinaivicsta! — /ssobssstarcee 

10.00 Total obligationS...........ssccccssssseeeeen 5,473 31,418 24,814 
Financing: 

21.40 Unobligated balance available, start of year —60,205 —54,732 —23,314 

24.40 Unobligated balance available, end of year.. 54,732 COUT * seca 

40.00 Budget authority (appropriation)... cssssessssseeees 1,500 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ..........cccccsssseccssseee 5,473 31,418 24,814 
72.40 Obligated balance, start of year at 1,955 5,265 34,053 
74.40 Obligated balance, end of year................4... —5,265 — 56,470 


90.00 UAVS oe pe PRES oS sore 2,163 2,630 2,397 








This activity supports construction, maintenance, and 
upgrading of buildings and facilities housing the pa- 
tients of St. Elizabeths Hospital. Using funds appropri- 
ated in prior years, the hospital has made sufficient 
progress in major renovation and facility improvement 
programs to regain a l-year accreditation from the 
Joint Commission on Accreditation of Hospitals. In 
1981, new funds will be used to make routine repairs 
and improvements to existing hospital facilities to pre- 
vent plant deterioration. 


Object Classification (in thousands of dollars) 














Identification code 75-1312-0-1-551 1979 actual 1980 est. 1981 est. 

23.0 — Rent, communications, and utilities 24 138 102 
DE) > ONG: BERWICOS sansassssoactscosctssettipbssscbesstsesseecs 5,148 29,553 23,430 
32.0 — Lands and Structures...........ccscssecsscssseesseeense 301 1,727 1,282 
99.0 Total Ob gations .............ssssccccssseecsessseeee 5,473 31,418 24,814 








Saint EuizaBetus HospiTau 


For expenses necessary for the maintenance and operation of the 
hospital, including clothing for patients, and cooperation with organi- 
zations or individuals in scientific research into the nature, causes, 
prevention, and treatment of mental illness, [$85,119,000] the lesser 
of $96,206,000 or such amounts as may be necessary to provide a total 
appropriation equal to the difference between the amount of the 
reimbursements received during the current fiscal year on account of 
patient care provided by the hospital during such year and 
[$108,260,000] $720,528,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4889, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 












Identification code 75-1300-0-1-551 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
L. ANRRUONU CATQ Si: scasaiteosistesseststsnsssstes 47,687 50,349 54,550 
2. Outpatient care ... sé 3,382 5,819 7,937 
Ss ROMO ie ct se 307 613 1,094 
4. Outplacement...... sn 410 716 1,569 
5. Research........ tt 1,845 2,082 2,193 
6. Training............... 2,870 3,247 3,447 
7. Administration........ be 23,720 26,472 25,416 
Total direct program ..........ssssecsssesssee 80,221 89,298 96,206 
Reimbursable program: 
1. Inpationt C€re............sscsccsssesccsssseesseeee 15,859 16,484 17,709 














lie 
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7. Administration ............sssssessscssssssseeesee 6,414 6,657 6,613 
Total, reimbursable program............... 22,273 23,141 24,322 
Total program costs, funded *............ 102,494 112,439 120,528 
Change in selected resources (undelivered 
NUNN sccbetas doccdahcoteit Sacco tenttuceciods IO n) namtein? ‘Ldaieeias 
10.00 Total obligations ..............sesscsssseesesoe 101,916 112,439 120,528 
Financing: 
Offsetting collections from: 
BUD Ghes | 2 EMEA TIMING a icpcconesschescvusccscccsdshescone —807 —1,012 —812 
13.00 Trust funds................ —334 —380 —312 
14.00 Non-Federal sources —21,132  —21,749 — 23,198 
21.40 Unobligated balance available, start of year — 539 — 539 —539 
24.40 Unobligated balance available, end of year.. 539 539 539 
25.00 Unobligated balance lapsing....................00. Sa eheaea) AC 
Budget authority 00.0.0... 79,947 89,298 96,206 
Budget authority: 
UDO ADTODTIATION c.2..ocesicclciccececcsnescessonusssoecanase 76,519 85,119 96,206 
42.00 Transferred from other accounts................. SAID: i caciccsinsisccs Sac easce 
43.00 Appropriation (adjusted) ................ 79,947 85,119 96,206 
44.10 Supplemental for wage-board pay 
Wes haces Notes Sots assessed senccnatsadiva ee 
44.20 Supplemental for civilian pay 
WM i cceist te ai siecatitovesecsann, __assvraanvenerones SSF sccsustccodatontes 
44.30 Supplemental for military pay 
DO iiacavcssidininehaluavwievinsiie.  ” svssuitebtciores OP ccceutecns 
46.20 Transfers in for: Civilian pay 
WO eaccre deci diesecessts tesccs lob tanedasissie: ~ staincttnsasitios IN > veiscacietarcesetes 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............ssccccsseee 79,643 89,298 96,206 
72.40 Obligated balance, start of year.................. 11,021 7,673 15,929 
74.40 Obligated balance, end of year..............ss00 —17,673 —15,929 — 30,002 
77.00 Adjustments in expired accounts................. —tRAMAD ince cayie ie etelbetocteanines 
90.00 Outlays, excluding pay raise supple- 
NMEA riascteasitecicrccrsasconectecteoomate 80,488 77,264 81,732 
91.10 Outlays from wage-board pay raise 
NN TICI APE, 8 Scacctacckeetseressease’ "" Ghesecbbosesteoss 527 58 
91.20 Outlays from civilian pay raise sup- 
RN ecg cela. sso rcateseece 3,084 343 
91.30 Outlays from military pay raise sup- 
I pee eases cease ese teoiecnacn Ts spate ciask 





1 Includes capital investment as follows: 1979, $916 thousand; 1980, $1,718 thousand; 1981, $1,718 thousand. 
Note—Excludes $35 thousand in 1981 for activities transferred to General Departmental Management, Department of 


Health and Human Services. Comparable amounts for 1979 ($13 thousand) and 1980 ($35 thousand) are included above. 

1. Inpatient care.—The hospital provides for the treat- 
ment of inpatients who are either beneficiaries of the 
Federal Government or residents of the District of Co- 
lumbia. Included are costs for direct treatment, dietary 
and general medical services, operation of a forensic 
treatment facility, and special services for the elderly, 
children and youth, the deaf, and patients with drug or 
alcohol problems. The average daily inpatient load was 
2,182 in 1979, and is expected to decrease to 1,967 in 
1980 and 1,860 in 1981. These reductions represent the 
combined result of outplacement efforts, and further 
shortening of the average length of stay. 

2. Outpatient care.—A major function of the hospital 
is the treatment of outpatients. The dollar levels reflect 
direct treatment costs for an average of 3,407 outpa- 
tients in 1979, 3,800 in 1980, and 4,100 in 1981. The 
increase reflects implementation of court-ordered ef- 
forts to place patients in the least restrictive treatment 
facilities commensurate with their mental condition. 

3. Day care.—The hospital operates a transitional 
treatment program which has many of the structured 
features of inpatient care, but which permits partici- 
pants to live outside of the hospital. The program will 
treat 117 patients in 1980 and 156 in 1981. 
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4. Outplacement.—This program provides for cost of 
the social service, direct treatment, and administrative 
staff whose mission is to prepare patients currently in 
the hospital for placement in the community or into 
less restrictive treatment settings. Emphasis is placed 
upon long-term, institutionalized patients, who have 
been identified by a special survey on level-of-care 
needs. The hospital will outplace 200 patients in 1980 
and an additional 200 in 1981. 

5. Research.—This activity supports the cost of clini- 
cal research programs, utilizing the varied clinical base 
of the hospital and concentrating on studies which will 
enhance the quality of treatment at Saint Elizabeths. 
Also included are support services for the William A. 
White Division which houses patients who are the sub- 
ject of studies conducted by the National Institute of 
Mental Health. 

6. Training.—Included in this activity are programs 
which (a) provide accredited multidisciplinary mental 
health and related training for interns, residents, hospi- 
tal staff, students, community groups, and volunteers; 
(b) offer annual and periodic staff development activi- 
ties and educational programs on contemporary mental 
health issues for members of the hospital staff, interest- 
ed citizens, public officials, and mental health profes- 
sionals from outside the hospital; and (c) provide profes- 
sional mental health consultation to other Federal de- 
partments and agencies. In 1979, there were 135 multi- 
disciplinary trainees. The trainee level is expected to 
remain stable in 1980 and 1981. 

7. Administration.—This activity includes all pro- 
gram support costs not directly related to patient care. 
The functions supported include personnel and finan- 
cial management, engineering and maintenance, pro- 
gram planning, industrial and environmental activities, 
logistical support, and information services. 

Management of Saint Elizabeths Hospital is proposed 
to be transferred by the end of 1981 from the Federal 
Government to a public corporation, accountable to the 
Secretary of the Department of Health and Human 
Services and the Mayor of the District of Columbia. 


Object Classification (in thousands of dollars) 





























Identification code 75-1300-0-1-551 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent positionS................csscscsseessseee 66,977 75,069 77,793 
11.3 Positions other than permanent 4,479 4,001 4,210 
11.5 Other personnel compensation ................ 4,509 4,940 5,167 
11.8 Special personal services payments........ 1,156 987 987 
Total personnel compensation............. 77,121 84,997 88,157 
12.1 Personnel benefits: Civilian.............scccsssssee 7,876 8,153 8,516 
21.0 Travel and transportation of persons............ 339 433 604 
22.0 — Transportation Of things .............sssssssssseese 95 96 96 
23.2 Communications, utilities, and other rent... 2,058 2,900 2,900 
24.0 — Printing and reproduction 92 57 57 
25.0 Other Services ..........c...sses 4,526 3,368 7,799 
26.0 Supplies and materials... 8,696 10,422 10,386 
31.0  Equipment..................0. 916 1,718 1,718 
32.0 — Lands and structures...............ccccscccssecsseees 189 280 280 
42.0 Insurance claims and indemnities................ 8 15 15 
99.0 Total obligations .............sssccssssseeeeeees 101,916 112,439 120,528 
Personnel Summary 
Total number of permanent positionS...............:...00 4,297 4,254 4,113 


Total compensable WOrkyeaIS..............ssssesssssssseeseseene 4,481 4,204 4,204 
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General and special funds—Continued 
Saint Exizasetus Hosprrat—Continued 


Personnel Summary—Continued 





(194) (194) 


(99) (99) (99) 
Average ES salary... vw. $49,766 $50,113 $50,113 
Average GS grade... ie 7.73 7.68 7.74 
Average GS salary it -14816)583 $17,479 $17,479 
Average salary of ungraded positions $14,210 $17,360 $17,360 


Full-time equivalent of other positions (194) 


Full-time equivalent of overtime and holiday 





HEALTH RESOURCES ADMINISTRATION 


Federal Funds 
General and special funds: 
HEALTH RESOURCES* 
*See Part III for additional information. 


For carrying out titles [III and] J/Z, VII, VII, and XV of the 
Public Health Service Act and section 1122 of the Social Security Act, 
[$405,243,000] $529,692,000, of which $4,300,000 shall remain availa- 
ble until expended for loan guarantees made prior to fiscal year 1981 
and interest subsidies under part B of title VII[: Provided, That 
section 788(b)(4) of the Public Health Service Act shall not apply to 
any grant made under section 788(b) of that Act from funds appropri- 
ated under this provision: Provided further, That the Secretary shall 
give special attention under section 788(d) of the Public Health Serv- 
ice Act to programs which address health manpower shortages in 
medically underserved areas]. (Additional authorizing legislation to 
be proposed for $325,691,000.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through Sepember 30, 1980. For those activities or 
portions of activities of this account that were deferred from regular appropriation considera- 
tion, Public Law 96-123 provides funding at the current rate. For all other activities or 
portions of activities of this account, Public Law 96-123 provides funding at a rate consistent 
with amounts that would be provided by the conference version of H.R. 4389, the Depart- 
ments of Labor, and Health, Education, and Welfare Appropriations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 75-0712-0-1-550 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 

1. Health planning 

2. Health professions education 

3. Health facilities: 
(a) Conversion and closure 
(b) Medical facilities construction 
(c) Health teaching facilities 
(d) Special medical facilities 
(e) Program support 


Subtotal, health facilities 
4. Program management 


152,162 
499,350 


167,389 
500,035 


170,649 
325,691 


7,125 
1,500 
4,350 


13,211 
13,079 


693,714 





12,713 
717,846 


14,307 
529,692 





Total direct program 








Reimbursable program: 
2. Health professions education 8 500 275 
3. Health facilities a 1,068 1,120 1,174 
4. Program management 1,008 1,900 2,157 


Total reimbursable program 2,084 3,520 3,606 





10.00 Total program costs, funded—ob- 


ligations * 719,930 697,234 533,298 


Financing: 
11.00 Offsetting collections from: Federal funds... 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsing 


Budget authority 


— 2,084 
—6,372 
3,764 
1,324 


716,562 


—3,520 
—3,764 


—3,606 
— 203 


529,692 








Budget authority: 
40.00 Appropriation 
40.01 Appropriation rescinded (Public Law 96- 
7) 


722,972 688,202 929,692 


— 46,350 


43.00 676,622 


46.20 


Appropriation (adjusted) 
Transfers in for: Civilian pay 


50.00 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year. 
74.40 Obligated balance, end of year 
77.00 Adjustment in expired accounts 


90.00 


717,846 
562,680 
—109,660 
— 15,378 


693,714 
709,660 
— 825,361 


929,692 
825,361 
— 841,866 


Outlays, excluding pay raise supple- 


555,488 576,103 913,146 


91.20 Outlays from civilian pay raise sup- 


plemental 1,910 4] 





* Includes capital investment as follows: 1979, $569 thousand; 1980, $580 thousand; 1981, $489 thousand. 


NOTES 


Excludes $70 thousand in 1981 for activities transferred to General Departmental Management, Department of Health and 
Human Services. Comparable amounts for 1979 ($75 thousand) and 1980 ($70 thousand) are included above. 

Excludes $250 thousand in 1981 for activities transferred to the Office of the Assistant Secretary for Health, Salaries and 
Expenses. Comparable amounts for 1979 ($250 thousand) and 1980 ($250 thousand) are included above. 

Exludes $117 thousand in 1981 for activities transferred to the Health Services Administration, Hospitals and Clinics. 
Comparable amounts in 1979 ($63 thousand) and 1980 ($117 thousand) are included above. 


Status of Direct Loans (in thousands of dollars) 
Identification code 75-0712-0-1-550 





1979 actual 1980 est. 1981 est. 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 





Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year 
Disbursements 
Repayments, prepayments, loan sales 


2100 
2200 
2400 


2900 


564,887 
35,644 
— 1,094 


599,437 


599,437 
21,218 
— 1,187 


619,468 


619,468 
6,767 
—1,307 


Outstanding, end of year 624,928 





Status of Loan Guarantees (in thousands of dollars) 





Cumulative balance of guarantees out- 
standing: 
4100 Outstanding, start of year 
4400 Repayments or prepayments... 


74,955 
—997 


73,958 


73,958 
—1,077 


72,881 


72,881 
— 1,163 


4900 Outstanding, end of year 71,718 





1. Health planning.—This activity provides Federal 
funds to support local and State health planning agen- 
cies. These agencies are charged with improving the 
quality and delivery of health services, containing 
health costs, and preventing the duplication of health 
services. 

2. Health professions education.—This activity pro- 
vides institutional support grants, service-connected stu- 
dent assistance, and special project programs to allevi- 
ate the geographic and specialty maldistribution of 
health professionals. Special project programs include 
area health education centers, family medicine/ primary 
care residencies, family medicine departments, nurse 
practitioners and physician assistants. Other student 
assistance programs will be supported to enable those 
who are in exceptional financial need to pursue a 
health career. Capitation grants for health professions 
schools will be terminated in 1981 due to the current 
and projected improved supply of health professionals. 
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3. Health facilities.—This program carries out activi- 
ties to support programs that are concerned with mod- 
ernization, utilization, construction and conversion or 
closure of health facilities. Support is provided for in- 
terest subsidy payments to meet previous commitments 
on long-term guarantees to medical facilities and health 
professions schools and default payments on federally 
guaranteed loans. This activity also enforces compliance 
by institutions with the assurances that are required 
for receipt of Federal funds and promotes more efficient 
use of energy in health institutions. 

4. Program management.—This activity supports the 
staff and operating expenses related to the program 
direction and extramural management of health re- 
sources programs. 


Object Classification (in thousands of dollars) 


Kdentitication code. 75-0712-0-1-550 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 28,689 26,783 
Positions other than permanent 1,611 1,675 
Other personnel compensation 371 373 
Military personnel 2,486 2,182 


33,157 31,013 





2,674 2,525 

Military personnel 724 651 
Travel and transportation of persons. 1,284 1,206 
Transportation of things 46 45 
Standard level user charges 2,186 3,286 
Communications, utilities, and other rent... 1,610 1,517 
Printing and reproduction 1,162 943 
Other services 3,176 3,241 
Project contracts 31,900 10,800 
Supplies and materials 511 470 
Equipment 570 
Investments and loans 30,000 
Grants, subsidies, and contributions 584,714 


693,714 


611,361 
717,846 


473,510 
529,692 





Total direct obligations 








Reimbursable obligations: 
Personnel compensation: 
Permanent positions 1,241 
Positions other than permanent 54 
Other personnel compensation l 


Total personnel compensation 1,296 
12.1 Personnel benefits: Civilian 123 
21.0 Travel and transportation of persons 116 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 
25.0 — Other services 
26.0 — Supplies and materials 
31.0 — Equipment 








Total reimbursable obligations 2,084 


719,930 


3,606 
533,298 








99.0 Total obligations 


697,234 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


1,208 
1,308 
(126) 


(13) (13) 
$48,169 $49,020 
9.70 9.73 
$23,611 $23,826 


1,063 
1,101 
(126) 


Average ES salary 

Average GS grade 

Average GS salary 

Average grade, grades established by act of July 
1, 1944 (42 U.S.C. 207) 


4.75 5.13 


Average salary, grades established by act of July 
1, 1944 (42 U.S.C. 207) 


Reimbursable: 
Total number of permanent positions 25 29 
Total compensable workyears 25 29 
Full-time equivalent of other positions (0) (0) 
Full-time equivalent of overtime and holiday 


$26,783 $28,558 $29,934 


(0) (0) 
11.28 11.28 
$25,595 $25,595 


Average GS grade 
Average GS salary 





eR 


PAYMENT OF SALES INSUFFICIENCIES AND INTEREST LOSSES 


[For the payment of such insufficiencies as may be required by the 
trustee on account of outstanding beneficial interest of participations 
in the Health Professions Education Fund assets or Nurse Training 
Fund assets, authorized by the Department of Health Education, and 
Welfare Appropriation Act, 1968, to be issued pursuant to section 
302(c) of the Federal National Mortgage Association Charter Act, 
$110,000, and for payment of amounts pursuant to 42 U.S.C. 294(q) or 
42 U.S.C. 297(f) to schools which borrow any sums from the Health 
Professions Education Fund or Nurse Training Fund, $1,890,000: Pro- 
vided, That the amounts appropriated herein shall remain available 
until expended.] 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 75-0720-0-1-551 





1979 actual 1980 est. 1981 est. 





Financing: 
25.00 Unobligated balance lapsing 


Budget authority 








Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts: Health pro- 
fessions education fund 





43.00 
45.00 


Appropriation (adjusted) 
Transfer out for pay raise 





Relations of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 





Outlays 





In 1980, a plan has been implemented to eliminate 
the need for an appropriation for the payment of sales 
insufficiencies and interest losses. This plan involves 
terminating interest payments by the Department of 
Health and Human Services to the Treasury Depart- 
ment and depositing sufficient funds to the Government 
National Mortgage Association to cover the amount of 
outstanding participation certificates. As a result of this 
arrangement, it will no longer be necessary to request 
an appropriation for this activity. 


Public enterprise funds: 
HEALTH EpucaTION LOANS 


[The Secretary is hereby authorized to make such expenditures, 
within the limits of funds available in the Health Professions Educa- 
tion Fund and the Nurse Training Fund, and in accord with law, and 
to make such contracts and commitments without regard to fiscal 
year limitation as provided by section 104 of the Government Corpo- 
ration Control Act, as amended, as may be necessary in carrying out 
the programs set forth in the budget for the current fiscal year.] 
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Public enterprise funds—Continued 


Heattu Epucation Loans—Continued 
" Note.—The regular appropriation language for this account for 1980 had not been enacted 
at the time this budget was prepared. A continuing resolution (Public Law 96-123) in effect 
through September 30, 1980, provides for this account in a manner consistent with the 


provisions that would be provided by the conference version of H.R. 4389, the Departments of 
Labor, and Health, Education, and Welfare Appropriations Act, 1980. 


Program and Financing (in thousands of dollars) 


\dentification code 75-4307-0-3-553 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Interest (operating costs, funded—obliga- 
tions) (object class 43.0) 


Financing: , 
14.00 Offsetting collections from: Non-Federal 
sources: 

Interest on loans outstanding 
Interest on investments 

Unobligated balance available, start of 
year: Fund balance 

Unobligated balance transferred to other 
accounts: Participation sales fund: Fund 


10.00 


—425 
—31,394 


Unobligated balance available, end of year: 
Fund balance 
Capital transfer to general fund 


Budget authority 274 


29,111 





Budget authority: 
42.00 Transferred from other accounts 274 


43.00 Appropriation (adjusted) 274 








Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year: Fund bal- 
ance — 28,622 
Obligated balance, end of year: Fund bal- 
30,651 


—2,859 


71.00 
72.98 


—4,888 —1,800 


—30,651 —30,651 
74.98 


30,651 
— 1,800 


30,651 


90.00 —1,770 





Status of Direct Loans (in thousands of dollars) 


Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2400 Repayments, prepayments, loan sales 
2500  Write-offs for default 


2900 Outstanding, end of year 


19,889 17,381 


— 7188 


16,593 
—800 


17,381 16,593 15,793 





Title VII, part C of Public Health Service Act estab- 
lished a revolving fund from which health professions 
schools could borrow in order to provide loans to their 
students. Public Law 89-751, the Allied Health Profes- 
sions Personnel Training Act of 1966, amended the 
Public Health Service Act to authorize the Federal Gov 
ernment to pay the difference between the interest paid 
by students to the schools and the interest payable by 
the schools to the Government National Mortgage Asso- 
ciation (GNMA) and the Treasury. 


Revenue and Expense (in thousands of dollars) 


1979 actual 1980 est. 1981 est. 


Operating income or loss (—): 
Revenue. 1,803 


—654 
1,149 


1,800 
—2,041 


—241 


1,770 
—2,040 


—270 


Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 
Interest receivable 
Loans receivable 


10,792 743 743 143 
12,598 13,379 13,816 13,065 
19,889 17,381 16,593 15,793 


43,279 31,503 31,152 29,601 





Total assets 
Liabilities: 
Interest payable 867 109 
Participation certificates outstand- 
ing 9,729 
Principal payment held by or for 
trustee 


Total liabilities 








2,041 2,040 


9,729 9,729 9,729 


—9,729 
2,041 


—6,731 —9,729 
3,865 109 


—9,729 
2,041 











Government equity: 


Unobligated balance 39,414 31,394 29,111 27,561 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 
Transactions: Appropriation 


Closing balance 


Retained earning: 
Opening balance 
Transactions: 
Net income for the year 
Participation sales fund transfer. 


—241 
— 2,042 


4,289 
29,111 


Closing balance 


Total Government equity (end of year) 





Nurse TRAINING FuND 
Program and Financing (in thousands of dollars) 


Identification code 75-4306-0-3-553 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Interest (operating costs, funded—obliga- 
tions) (object class 43.0) 
Financing: 
Offsetting collections from: Non-Federal 
sources: 
Interest on loans outstanding 
Unobligated balance available, start of 
year: Fund balance 
Unobligated balance available, end of year: 
Fund balance 
Capital transfer to general fund 


Budget authority 


10.00 


—11,562 —10,556 


10,556 9,581 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98  Obligated balance, start of year: Fund bal- 
ance —12,036 —11,460 
74.98 Obligated balance, end of year: Fund bal- 


11,460 
—807 


11,460 


90.00 —475 





Status of Direct Loans (in thousands of dollars) 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2400 Repayments, prepayments, loan sales 


2900 Outstanding, end of year 


5,109 
—495 


4,614 


6,414 
—805 


5,609 


5,609 
—500 


5,109 
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Title VIII, part B, of the Public Health Service Act 
established a revolving fund from which schools of 
nursing could borrow in order to provide loans to their 
students. Public Law 89-751, the Allied Health Profes- 
sions Personnel Training Act of 1966, amended the 
Public Health Service Act to authorize the Federal Gov- 
ernment to pay the difference between the interest paid 
by students to the schools and the interest payable by 
the schools to the Government National Mortgage Asso- 
ciation (GNMA) and the Treasury. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Operating income or loss (—): 
366 475 375 
—136 —505 —480 


230 —30 —105 








Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 102 102 102 
Interest receivable 5,881 5,850 5,345 
Loans receivable 5,609 5,109 4,614 


11,592 11,061 10,061 





Total assets. 





2. Direct loan program: 
(a) Interest expense paid to FFB 
(b) Principal disbursements to FFB... 


10,461 
3,577 


50,624 


12,200 
4,911 


52,036 


11,400 
4,426 


Total operating costs, funded 48,941 
Capital investments, funded: Direct loan 


program: Direct loans 2,708 250 250 


53,332 52,286 49,191 





10.00 Total obligations 


Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: Direct loan program: 
Interest repaid on loans sold to FFB 
Interest repaid on loans not sold 
Collection on loan principal paid to FFB : 
Unobligated balance available, start of 
year: 
Appropriation 
Fund balance 
Unobligated balance available, end of year: 
Appropriation 
Fund balance 


— 10,976 
—1,330 
—3,397 


—8,200 
—1,220 
—4,161 


21.40 
21.98 


—19,719 
—57,191 


— 28,026 
— 53,255 


39,321 
48,255 


45,000 


24.40 
24.98 


40.00 


28,026 
93,255 


42,000 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obligations, start 


37,629 38,705 35,565 


—7,437 = =—9,385 —12,271 


9,385 
39,577 


12,271 
41,591 


8,906 
32,200 








Liabilities: 
Interest payable 31 505 480 

Government equity: 
Unobligated balance 


11,561 10,556 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 
Closing balance 


8,313 
8,313 


8,313 
8,313 








Retained earning: 
Opening balance 
Transactions: 
Net income for the year 
Participation sales fund transfers 


3,018 3,248 


—30 
—975 


2,243 
10,556 





Closing balance 3,248 


11,561 





Total Government equity (end of year) 





MEDICAL FaciLitiEs GUARANTEE AND LOAN FUND 


{For carrying out title XVI of the Public Health Service Act, 
$45,000,000 shall be available without fiscal year limitation for the 
payment of interest subsidies. The total principal amount of loans to 
be guaranteed or directly made, which may be allotted among the 
States, pursuant to titles VI and XVI of the Public Health Service 
Act shall not exceed a cumulative amount of $1,500,000,000.] During 
fiscal year 1981, no commitments for direct loans or loan guarantees 


shall be made. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





\entification code 75-4430-0-3-551 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 
1. Interest subsidy program: 
(a) Interest subsidies, public 
(b) Interest subsidies, private 


2,895 
33,691 


2,900 
32,025 


2,800 
30,315 


Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 


1200 Obligations incurred, gross 





Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year 
Disbursements 
Repayments, prepayments, loan sales. 
Outstanding, end of year 


24,850 24,390 





Status of Loan Guarantees (in thousands of dollars) 





Cumulative balance of guarantees out- 
standing: 
Outstanding, start of year 
New loan guarantees 
Repayments or prepayments... 
Terminations for default 


4100 
4200 
4400 
4500 


4900 


1,347,037 
14,874 

— 38,306 
— 3,000 


1,320,605 


1,320,605 
12,000 
— 34,000 


1,298,605 


Outstanding, end of year 1,298,605 1,273,511 





Title VI and subsequently title XVI of the Public 
Health Service Act established a loan and loan guaran- 
tee fund for medical facilities with a maximum amount 
allowable for the Government’s liability. Direct loans 
were made available for public facilities and loan guar- 
antees for private, nonprofit facilities. 

Funds under this authority were established in the 
amount of $50 million for use in fulfilling guarantees in 
event of default, $30 million as a revolving fund for 
direct loans and an amount for interest subsidy pay- 
ments on guaranteed loans. Default and interest subsi- 
dy funds are replenished as necessary through the 
annual appropriation process. 

No additional funds are requested because the revolv- 
ing fund and interest subsidy fund will have sufficient 
carryover to cover 1981 obligations. 
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Public enterprise funds—Continued 
MEpIcaL FaAciLities GUARANTEE AND LOAN Funp—Continued 


About $1.3 billion in direct and guaranteed loans will 
be outstanding in 1981. 


Revenue and Expense (in thousands of dollars) 




















































































































1979 actual 1980 est. 1981 est. 
Operating income or loss (—): 
Direct loan program: 
Revenue 12,306 11,500 12,350 
Expense —10,461 —13,000 — 12,800 
Net operating income, direct loan program. 1,845 — 1,500 — 450 
Interest subsidy program: EXpense......,.........-ss0e- —36,586 —34,127 —33,471 
Net operating loss, total..............ssssscsssseees —34,741 —35,627 — 33,921 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with Treasury............ 69,473 71,896 75,305 43,105 
Accounts receivable (net).............. 11,701 12,696 15,150 14,980 
Loans receivable (net)................. 22,157 25,045 21,850 21,390 
ONIN ROIS ocacccascssseccasstiasrse 103,331 109,637 112,305 79,475 
Liabilities: * 
Accounts payable, including funded 
accrued liabilities 4,264 BRE); Riptatanins. . Lean aNN 
Total liabilities 4,264 MN a carats anraisitreenipreaietabnelly 
Government equity: 
Unexpended balances: Unobligated 
balance........ 76,910 81,281 93,258 58,758 
Invested capital 22,157 25,045 21,850 21,390 
Total Government equity ....... 99,067 106,326 115,108 80,148 
Analysis of changes in Government equity: 
Paid-in capital: 
NM EN occas ccs ccsacencovatscnchsvcavcass 196,244 238,244 283,244 
Transactions: Appropriation ..............0:ssssssseese 42,000 ORD ceatotcccltronctis 
NORM II ORIN oes ac ccs Severusasvepviarsones\eps 238,244 283,244 283,244 
Retained income or deficit (—): 
> a a —97,177 —131,918 —168,136 
Transactions: Net operating loss................0 —34,741 —36,218 — 34,960 
AWOSMNE MIMOINCR 5 acssccssecdelofeaPedpossvnscscsscessnnsveceras —131,918 — 168,136 — 203,096 
Total Government equity (end of year) ...... 106,326 115,108 80,148 
* Unfunded contingent liabilities: 
1978 1979 1980 1981 
actual actual actual estimate 
Interest subsidies expense to 
maturity of loan... es 320,864 291,950 316,056 308,152 
Loans guaranteed 1,347,037 1,320,605 1,298,605 1,273,511 
Total contingent liabil- 
Saar Tare 1,667,901 1,612,550 1,614,661 —+1,581,663 
Object Classification (in thousands of dollars) 
Identification code 75-4430-0-3-551 1979 actual 1980 est. 1981 est. 
33.0 Investments and J0aMs.............seccssseecsseeeesaee REID x Biss es adtsis  aichegionsamenins 
41.0 — Grants, subsidies, and contributions............ 50,332 92,286 49,191 
99.0 Total ObligationS...............csssssesssesssee 53,332 52,286 49,191 





HEALTH PROFESSIONS GRADUATE STUDENT LOAN INSURANCE FUND 


During 1981, total commitments to guarantee loans shall not exceed 
$48,000,000 of contingent liability for loan principal. 





Program and Financing (in thousands of dollars) 


Identification code 75-4305-0-3-553 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Capital investment.............sssessssssseccessnee 45 187 





























2. Death and disability... 245 153 
10.00 Total costs (funded—obligations) ..... ese. 290 340 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: Insurance premiums...............0.. —42 —276 —312 
Unobligated balance available, start of 
year: 
21.47 Authority to borrow... — 2,500 —2,500 
21.98 EUUND DANNCG ass s cate E Ati saaisczisesseteoets —42 —8 
Unobligated balance available, end of year: 
24.47 Authority to DOrOW ...........ssssesccssseescsssnes 2,500 2,500 2,500 
24.98 BUM RMICG csicicstrnytrscssdicicoassssateionaees 42 Pet ene 
47.00 Authority to borrow (appropriation 
EN) rccisasi er acuncatn sini es CON idence: 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............c:ssseccssse —42 14 28 
72.98 Receivables in excess of obligations, start 
DEMS cudicietincaliniitoaa: nee eS cece 
74.98 Receivables in excess of obligations, end of 
WOOT SE: sssscsssciscicithel ce casseersesssnicseorttinses PY ae Pe Re, 
90.00 UTA 5 ssinnssscsflNothevisiszetsecsheetoacbsons —3l 3 8 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 



































1110 — Limitation on obligations: Appropriation... ..escsscsssesssse  ssesccssssesecsss — sessseeesstnn 
1200 Obligations incurred, QrOSs ........c....sssessesssseees —45 —18] 
Cumulative balance of direct loans out- 
standing: 
DIOGO QUISTARNG Start OF YORK: cciscssisncsisssssaseaiccs? reseanesnecccrtbes “ ~lagceiteseeeees 45 
AAW ik INOMMUN TENET ES acs ecartaetoasax wcceceds csr ccketocecovrstes rec torioabensstees 45 187 
2900 Outstanding, end Of year.....esessseccssecsse —cssseeccsseessnee 45 232 
Status of Loan Guarantees (in thousands of dollars) 
Position with respect to limitation on loan 
guarantees: 
3110 Limitation on commitments: Appropriation... ......csccssssee — sesssueeesssnnees 48,000 
3200 Commitments, gr0Ss............sscccssseccsssecesseeeeeee —9,016 —40,000 —48,000 
Cumulative balance of guarantees out- 
standing: 
4100 Outstanding, start Of year .........cssssssssccccsssssse — sessesesssssseess 9,006 48,562 
4200 New loan guarantees............... 8 9,016 40,000 48,000 
4400 Repayments or prepayments... Ad —10 — 399 —906 
4500 Terminations for default ..............ccccccssssecccssse —cescssnseseessees —45 —18) 
4900  Qutstanding, end of year..............ssssssseseseesen 9,006 48,562 95,469 





The health education assistance loan program en- 
ables students to borrow from private lenders to help 
pay for the cost of their health professions training at 
over 300 universities. Although the principal amount of 
the loans will be insured by the Federal Government, 
the students will be required to pay up to 12% interest 
per year. Loans will be made primarily by commercial 
lenders, State agencies, and educational institutions. 

In case of default, death or total and permanent dis- 
ability the Federal Government pays the outstanding 
amount of the loan. The Federal Government also pays 
bankruptcy claims if the discharge is granted 5 years 
after the first date repayment was required. 
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It is anticipated that 328 eligible universities will 
participate in the program and that loans totaling 
$48,000 thousand will be made to 6,000 students, aver- 
aging $8 thousand each, in 1981. During 1980, loans 
totaling $40,000 thousand will be made to 5,000 stu- 
dents, averaging $8 thousand each. No more than 50% 
of the students in each class in schools of medicine, 
osteopathy, or dentistry may receive loans. 

No appropriation is requested for 1981 since receipts 
of $312 thousand and $28 thousand in funds from 1980 
will be sufficient to cover required payments of $340 
thousand. 

The activities included in this account have been 
transferred to the Health Resources Administration 
from the Department of Education pursuant to the De- 
partment of Education Organization Act (Public Law 
96-88). 


DATA ON LOANS 



























































1979 actual 1980 estimate 1981 estimate 
Dollar volume of loans disbursed (in millions) ......... 9,016 40,000 48,000 
Number of students ............c:csseee 1,152 5,000 6,000 
Average value of loans (dollars) 7,826 8,000 8,000 
Revenue and Expense (in thousands of dollars) 
1979 actual 1980 est 1981 est. 
Operating income or loss: 
MEM Coe scs Pov os4 acevo case sstcs<G chain scons caveestousreces 42 276 312 
RMR cece ce lsc aseascssct cidecsess canstctans eR ON  icaascagaiace —245 eo 153 
NO MORON ccs cctcied cS cssssaitesstccen 42 31 159 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with Treasury........... 31 CFE lances 
Account receivable .............-.seccssee« RY wcscaansie Senne 
BENNER MOMNT TORING cxscsccscseseas:  ccareseossooacess, _ sanaceesecsacerss 45 232 
IMME BSOEUD fee Sectors sectnattosk mw beteteentcedesans 42 73 232 
Liabilities: 
NEN MMENETCCUMINOL 2 c.ccn lccnttntlc  ccaesntioniie “s teetioaegcee,  rectecoocmomen 
Government equity: 
Unexpended budget authority: 
Unobligated balance... ssseccssssesssnee 2,542 2,528 2,500 
Unfinanced budget authority: 
Borrowing authority..........ccccccc0  sesescesssseeeen — 2,500 — 2,500 — 2,500 
Invested Capital ..............ssecccssecessnee seenounenere sessonnoanne 45 232 
Total Government equity... esses. 42 73 232 
Analysis of changes in Government equity: 
Retained income: 
RUN MI occas et dconlecosauss UU Ma ele DaeacccNy 42 73 
Transactions: Net operating income or loss 
(—) ee 42 31 159 
MIDNA INI in sncetieatiecesinssdovsiescostcssersonnd 42 73 232 
Total Government equity (end of year) ...... 42 73 232 


Note.—This statement excludes unfunded contingent liabilities under loan guarantees and insurance programs as follows: 
1979, $9,006 thousand; 1980, $48,562 thousand; and 1981, $95,469 thousand. 


Object Classification (in thousands of dollars) 


Identification code 75-4305-0-3-553 1979 actual 1980 est. 1981 est 











33.0 Investments and l0aNs..............sssscsccsseeeseeee 45 187 
42.0 — Insurance claims and indemnities................. 245 153 
99.0 Total obligations .............sccssssessssseeee 290 340 





ASSISTANT SECRETARY FOR HEALTH 


Federal Funds 
General and special funds: 


ASSISTANT SECRETARY FOR HEALTH 
SALARIES AND EXPENSES 


For expenses necessary for the Office of the Assistant Secretary for 
Health and for carrying out titles [III and XIII} J//, XIJ, XIII, and 
XVII of the Public Health Service Act, titles IV, VI, VII, and VIII of 
the Health Services and Centers Amendments of 1978, [and section 
222 of the Social Security Amendments of 1972, $188,695,000, includ- 
ing $1,500,000 for projects authorized under section 1317 of the Public 
Health Service Act] $214,781,000: Provided, That funds contained 
herein for carrying out sections 1303(i) and 1304(k) of the Public 
Health Service Act which are unobligated on September 30, [1980] 
1981, shall remain available through September 30, [1981] 1982. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980. For those activities or 
portions of activities of this account that were deferred from regular appropriation considera- 
tion, Public Law 96-123 provides funding at the current rate. For all other activities or 
portions of activities of this account, Public Law 96-123 provides funding at a rate consistent 
with amounts that would be provided by the conference version of H.R. 4389, the Depart- 
ments of Labor, and Health, Education, and Welfare Appropriations Act, 1980. 


Program and Financing (in thousands of dollars) 























Identification code 75-1101-0-1-550 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
A. Program operations: 
1. Health research, statistics and 
technology: 
(a) Health services research......... 22,169 30,084 34,617 
(b) Health statistics: 
(1) Surveys and analysis......... 19,796 27,414 31,665 
(2) Cooperative health statis- 
6.2 11,136 14,629 6,673 
(3) Program support................ 2,943 3,116 3,237 
Subtotal health statistics...... 33,875 45,159 41,575 
(c) Health care technology............ 303 3,250 7,822 
(d) Program management............ 32) 709 732 





Subtotal health research, sta- 
tistics and technology........... 56,668 79,202 84,746 


. Health maintenance organizations. 20,010 61,768 69,293 














rR 














Ww 


. Health initiatives: 
(a) Adolescent health........ 466 17,524 17,524 
































(b) Smoking and healthy... ccsssssscccsseees 12,531 13,042 
(c) Health promotion.................... 1,790 1,672 5,278 
(d) Physical fitness and sports..... 801 899 942 
(@) International health 2... sssseceeesnssee 754 790 
(f) Special health initiatives ......... WE cencccusicsines’ - - ptsmunnnstanscshic 
Subtotal health initiatives.......... 3,457 33,380 37,576 
Total program operations.......... 80,135 174,350 191,615 

B. Public Health Service management: 
1. Regional management.................... 5,212 5,387 5,482 

2. Program direction and support 
SIGNS SSL kk cond 16,575 16,880 17,684 
Total PHS management................. 21,787 22,267 23,166 
Total direct program..............ccsssse« 101,922 196,617 214,781 
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General and special funds—Continued 
ASSISTANT SECRETARY FOR HEALTH—Continued 
SALARIES AND EXPENSES—Continued 


Program and Financing (in thousands of dollars) —Continued 





Identification code 75-1101-0-1-550 















































1979 actual 1980 est. 1981 est. 
Reimbursable program: 
A. Program operations: 
1. Health research, statistics and 
technology: 
(a) Health services research......... 351 300 300 
(b) Health statistics ..............c000 4,182 7,300 4,700 
CG) FUCRIUNHCATO CECINNOMODY <cafeoossss, ” céscpataseascvees. soscznstecesennse 100 
Subtotal, Health research sta- 
tistics and technology........... 4,533 7,600 5,100 
2. Health maintenance organizations. 10 32 Ss iedoteosi th 
3. Health initiatives: (b) Smoking 
ORT NBA 8. ek 2,697 7 a 
Total program operations ......... 7,240 7,882 5,100 
B. Public Health Service management: 
2. Program direction and support 
BOIVICGS a eae ees 1,508 7,973 9,081 
Total reimbursable program....... 8,748 15,855 a 14,181 
Total program costs, funded ..... 110,670 212,472 228,962 
Change in selected resources (undeliv- 
SMI sis cstass acasscssttencantnttncdcs BIEOU! * lis cccsichs. . eenpunioewen 
10.00 Total obligations... 137,370 212,472 228,962 


Financing: 
Offsetting collections from: 























11.00 BUNA RUN sic cccasasescssiserssegpicancdicdoonots —8,661 
14.00 Non-Federal SOUFCES..........ssssssssssesseessneee —87 
21.40 Unobligated balance available start of year. — 1,547 
24.40 Unobligated balance available end of year... 3,207 
25.00 Unobligated balance lapsing..................00 ROBO 8 os. lesetesvexs ihn cesisvavondli 
Budget authority... sess 131,308 193,410 214,781 
Budget authority: 
Appropriations..................sssssssssessseesssees 131,308 191,195 214,781 
44.10 Supplemental for wage-board pay 
BD As Saxspssyenscuhbetisboteasictavsscvssvdsnsisses 45 
44.20 Supplemental for civilian pay raises...... 2,044 
44.30 Supplemental for military pay raises..... 126 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............cccccssseee 128,622 196,617 214,781 
72.40 Obligated balance, start of year..... ee 53,911 93,520 163,633 
74.40 Obligated balance, end of year....... ...  —93,520  —163,633 —228,166 
77.00 Adjustments in expired accounts BP Ae rel se hichctshoas {Utovsecatieansshetss 
90.00 Outlays, excluding pay raise supple- 
ROME Ss OIL ss csces sass 89,220 124,401 150,136 
91.10 Outlays from wage-board pay raise 
DNNONINN ci. csscinccstssesssina --sireruansctnarne 42 3 
91.20 Outlays from civilian pay raise sup- 
PRIONUIN scnsrcoconvecésinsesebtscasuiesisteisien’ "Mecebeatasabaters 1,935 109 
91.30 Outlays from military pay raise sup- 
PIOTMOTIN Soo Soni cosscoccsceseteeey. lepbecteaies. BO Srerasceveciceys 





* Funds for this activity in the amount of $652 thousand in 1979 are included in subactivity B. 2. 


NOTES 


Excludes $47 thousand in 1981 for activities transferred to General Departmental Management, Department of Health and 
Human Services, Comparable amounts for 1979 ($35 thousand) and 1980 ($47 thousand) are included above. 

Includes $250 thousand in 1981 for activities previously financed from the Health Resources Administration. Comparable 
amounts for 1979 ($250 thousand) and 1980 ($250 thousand) are excluded above. 

Includes $3,000 thousand in 1981 for Emergency Medical Services. Comparable amounts in 1979 ($3,000 thousand) and 
1980 ($3,000 thousand) financed from the Health Services Administration are excluded above. 


A. Program operations—l. (a) Health services re- 
search.—This activity supports research on problems in 
the delivery of health services. New areas of research 
include disease prevention and health promotion, man- 


power modeling, hospital productivity, and ethical 
issues in health services delivery. 

(b) Health statistics.—This activity develops and 
maintains general purpose health data programs and 
the cooperative health statistics system. Studies of envi- 
ronmental effects on health will be expanded in 1981. 

(c) Health care technology.—This activity provides a 
central focus for the evaluation of the benefits, risks, 
cost effectiveness, and societal side effects of health 
care technologies. 

2. Health maintenance organizations.—This program 
administers grants, contracts, and loans to support the 
development of prepaid group practices and includes 
qualification and compliance monitoring. 

3. (a) Adolescent health.—This activity provides grant 
funding to approximately 48 comprehensive adolescent 
health centers to help prevent initial and repeat adoles- 
cent pregnancies and provide care to the already preg- 
nant adolescent. 

(b) Smoking and health.—This activity is the focal 
point of efforts to coordinate a national smoking and 
health program. 

(c) Health promotion.—This activity directs and sup- 
ports programs in health promotion and disease preven- 
tion, including an information clearinghouse. 

(d) Physical fitness and sports.—This program pro- 
vides staff support for the President’s Council on Physi- 
cal Fitness and Sports. 

(e) International health.—This program coordinates 
the development of international health policy. 

B. Public Health Service management—1. Regional 
management.—This activity provides the overall man- 
agement capability to administer the decentralized 
health programs of the Public Health Service. 

2. Program direction and support services.—This activ- 
ity provides staff support for the Assistant Secretary for 
Health. 


Object Classification (in thousands of dollars) 















































Identification code 75-1101-0-1-550 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent poOsitionS............scsssssssssesesnes 35,612 40,562 42,158 
11.3 Positions other than permanent 4,188 4,150 4,468 
11.5 Other personnel compensation................. 527 533 559 

Total personnel compensation............. 40,327 45,245 47,185 
12.1 Personnel benefits: Civilian 4,239 4,724 §,331 
13.0 Benefits to former personnel...............-.sses Li) LORS NRRL cs ssceceoge 
21.0 Travel and transportation of persons........... 2,504 3,390 3,622 
22.0 — Transportation of things......... 107 169 293 
23.1 Standard level user charges 2,901 3,152 3,748 
23.2 Communications, utilities, and other rent... 2,917 3,350 3,728 
24.0 — Printing and reproduction.................sseec 1,329 1,529 1,695 
25.0 Other services ..............ssee. 36,153 45,010 46,716 
26.0 Supplies and materials .. 484 619 650 
SED) SERMIIOIG sscsisinsseh Stes osaccsbosesiadbtcties 704 714 721 
41.0 Grants, subsidies, and contributions............. 36,955 88,715 101,092 

Total direct obligationS..................0000 128,622 196,617 214,781 

Reimbursable obligations: 
Personnel compensation: 

11.1 Permanent positions.............ssssssecssssssseees 1,692 1,804 1,802 
11.3 Positions other than permanent.............. 312 217 219 
11.5 Other personnel compensation ................ 60 42 42 

Total personnel compensation............. 2,064 2,063 2,063 
12.1 Personnel benefits: Civilian............cssssee 209 200 215 
21.0 Travel and transportation of persons............ 199 231 239 
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92.0 — Transportation of thingS .............cc..csssse. 45 29 29 
93.1 Standard level user charges .................s.. *: OV sssucsescaumucica~ ~ caresssinicszscatia 
93.2 Communications, utilities, and other rent.... 396 324 324 
24.0 — Printing and reproduction................csssssee 195 80 75 
25.0 Other Services ............ss00 5,423 12,802 11,113 
26.0 Supplies and materials .. 44 93 88 
POET © EONMNTIONE 2. scssassscoonetscsccensscessoeesés 36 33 35 
41.0 Grants, subsidies and contributions............. TOG eae ielltesstbitoes 
Total reimbursable obligations............. 8,748 15,855 14,181 
99.0 Total Obligations ...............ccccssseccsseeeees 137,370 212,472 228,962 
Personnel Summary 
Direct: 
Total number of permanent positions................... 1,577 1,589 1,601 
Total compensable workyeaiS................... 1,756 1,768 1,781 
Full-time equivalent of other positions (154) (154) (154) 
Full-time equivalent of overtime and holiday 
A a ee (25) (25) (27) 
RMS ES CRIS scissile cawcasscsceesaceeeseccesenes $47,500 $50,112 $50,112 
Average GS grade ............sccccssssessssescecccsssueseeeeeee 10.40 10.40 10.20 
BNE Gass SNOW so cslchpcisysciacrectnceastestsiiasctecole $22,960 $25,250 $25,935 
Reimbursable: 
Total number of permanent positions................... 68 65 65 
Total compensable workyears..................+ 68 65 65 
Full-time equivalent of other positions (2) (2) (2) 
Full-time equivalent of overtime and holiday 
Maha sdicescthscsesh cd accicclssas Atasstet Cetsorbaaee ( (0) (0) 
Average GS grade 11.70 11.50 
Average GS salary $22,754 $22,570 








RETIREMENT Pay AND MEDICAL BENEFITS FOR COMMISSIONED 
OFFICERS 


For retired pay of commissioned officers, as authorized by law,and 
for payments under the Retired Serviceman’s Family Protection Plan; 
Survivor Benefit Plan and payments for medical care of dependents 
and retired personnel under the Dependents’ Medical Care Act (10 
U.S.C., ch. 55), such amounts as may be required during the current 
fiscal year. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 

















Identification code 75-0379-0-1-551 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Retirement payments ...............cccssseeeee 34,435 38,632 43,117 
2. Survivors’ benefits............. 1,306 1,160 1,359 
3. Dependents’ medical care } 30,320 37,133 47,482 
10.00 Total obligations ..............scccsccscsssseeeees 66,061 76,925 91,958 
Financing: 
21.40 Unobligated balance, start of year.............. SOU ccoeaicesesratcet in eaeonpastreatseg 
40.00 Budget authority (appropriation) 
MNMINUNT Pccisah ec Rticennsstcvcsstvsicios 65,555 76,925 91,958 





Relation of obligations to outlays: 
71.00 Obligations incurred, Net ...............ssssseesee 66,061 76,925 91,958 
72.40 Obligated balance, start of year. 24,254 33,706 37,760 
74.40 Obligated balance, end of year................... —33,706 —37,760 —45,275 


90.00 Me estas 6 ac hsstoicea Sivek 56,609 72,871 84,443 











In 1981, this activity will provide payments to retired 
PHS commissioned officers and survivors of retirees 
who received reduced retirement payments while alive. 
In addition, funds for medical care and related costs 
will be provided to retirees of and dependents of mem- 


310-100 0 - 80 - 30 


bers and retirees of the Coast Guard, the Public Health 
Service Commissioned Corps and the National Oceanic 
and Atmospheric Administration Commissioned Corps. 


Object Classification (in thousands of dollars) 








Identification code 75-0379-0-1-551 1979 actual 1980 est. 1981 est. 

13.0 Benefits for former personnel..................... 35,741 39,792 44,476 
Baie, «CE RN a i 30,320 37,133 47,482 
99.0 Total obligations .................:ccssessesseee: 66,061 76,925 91,958 








Screntiric Activities OversEAS (SPECIAL FoREIGN CURRENCY 
PROGRAM) 


[For payments in foreign currencies which the Treasury Depart- 
ment determines to be excess to the normal requirements of the 
United States, for necessary expenses for conducting scientific activi- 
ties overseas, as authorized by law, $6,520,000, to remain available 
until expended: Provided, That this appropriation shall be available 
in addition to other appropriations for such activities, for payments in 
the foregoing currencies. ] 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 











Identification code 75-1102-0-1-552 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Foreign health research (costs—obliga- 
WS Ss chased 6,039 9,960 10,000 
Financing: 
21.40 Unobligated balance available, start of year —8,092 —13,440 — 10,000 
24.40 Unobligated balance available, end of year.. 13,440 ee 
40.00 Budget authority (appropriation) .. 11,387 I crenissieacceny 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............cccsssesceeee 6,039 9,960 10,000 
72.40  Obligated balance, start of year... 35,231 35,327 39,320 
74.40 Obligated balance, end of year.................... —35,327 —39,320 — 45,781 


90.00 NI ss ssisnrnccarerosacacoeecessrenieasan 5,942 5,968 3,539 











Scientific activities overseas (special foreign currency 
program) are supported entirely by foreign currencies 
owned by the United States abroad. These currencies 
are available for the Department’s use in those coun- 
tries where the supply of U.S.-owned currency exceeds 
normal U.S. Government needs for at least 2 years. 

The general objective of this program is to support 
health research and related activities which will con- 
tribute to U.S. health programs, while being of mutual 
interest to the host country, its institutions, and scien- 
tists. 

The 1981 program will be carried out from appropri- 
ated, but unused funds from prior years. 


Object Classification (in thousands of dollars) 








Identification code 75-1102-0-1-552 1979 actual 1980 est. 1981 est. 
PUBLIC HEALTH SERVICE 

21.0 Travel and transportation of persons........... 478 513 564 

25.0: OU SONNE on eee 5,361 9,247 9,186 
Total obligations, Public Health Service.. 5,839 9,760 9,750 
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General and special funds—Continued 


Screntiric ACTIVITIES OVERSEAS (SPECIAL FOREIGN CURRENCY 
ProGRAM)—Continued 


Object Classification (in thousands of dollars) —Continued 











Identification code 75-1102-0-1-552 1979 actual 1980 est. 1981 est. 
ALLOCATION TO NATIONAL SCIENCE FOUNDATION 

PN) NNN OMNIS ieisscscss evastcspsenss consi stortevsorrote 200 200 250 
99.0 Total obligations ...........ssssscsssccsssssseees 6,039 9,960 10,000 








Public enterprise funds: 


HEALTH MAINTENANCE ORGANIZATION LOAN AND LOAN GUARANTEE 
FuND 


Any amounts received by the Secretary in connection with loans 
and loan guarantees under title XIII of the Public Health Service Act 
and any other property or assets derived [by him] from [his] 
operations respecting such loans and loan guarantees, including any 
money derived from the sale of assets, shall be available to the 
Secretary without fiscal year limitation for direct loans and loan 
guarantees as authorized by said title XIII, in addition to funds 
specifically appropriated for that purpose. During 1981, and within 
the resources and authority available, gross obligations for the princi- 
pal amount of direct loans shall not exceed $155,000,000, and total 
commitments to guarantee loans shall not exceed $210,000,000 of con- 
tingent liability for loan principal. 

Note.—The regular appropriation language for this account for 1980 had not been enacted 
at the time this budget was prepared. A continuing resolution (Public Law 96-123) in effect 
through September 30, 1980 provides for this account in a manner consistent with the 


provisions that would be provided by the conference version of H.R. 4389, the Departments of 
Labor, and Health, Education, and Welfare Appropriations Act, 1980. 


Program and Financing (in thousands of dollars) 

































Identification code. 75-4435-0-3-551 1979 actual 1980 est. 1981 est. 
Program by activities: 
Capital investment funded: 
Direct loan program: 
ee a re 36,087 113,000 155,000 
Interest earned by FFB.................sses:. 5,895 18,950 36,392 
Principal disbursements to FFB.......... 108 757 1,637 
10.00 Total obligations (object class 
Dincceotetaceatreriatterrtrne tosses 42,090 132,707 193,029 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: 
Interest earned on loans sold to FFB...... —5,895 —18,950 — 36,392 
Direct loan program: 
Loans sold............. . w.  —21,784 —115,000 —140,000 
Interest CArned............sssssssesesscessssssees —l/] — 2,987 — 3,590 
Collections on loan principal paid to 
FPP eetrere este wcteetiecteonss —12 —157 — 1,637 
21.98 Unobligated balance available, start of 
year: FUN balance ............cssssssseseeseeeseees —25,503 —11,240 — 16,227 
24.98 Unobligated balance available, end of year: 
FA MEMIC  iprctasds dsbivesesvseynehsdheseavnsee 11,240 16,227 4,817 
BOGS DUIDONY Sissies AT CL GDA Ll odeadwdn:  beenalakens 
Relation of obligations to outlays: 
71.00 Obligations incurred, net... 14,262 — 4,987 11,410 
72.10 Receivables in excess of obligations, start 
MOM ssscescciteel eg ae eee oabicedl is —296 —816 —436 
74.10 Receivables in excess of obligations, end of 
MM oar teomitiareenunticineter te 816 436 527 
90.00 DUUINS ssosricssisoceiomonnvaiondisuetionincven 14,782 — 5,367 11,501 
Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation... cece ccssseecesseeeens 155,000 




















1200 Obligations incurred, QrOSS ............scsssseeceee —36,087 —113,000 —155,000 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start Of year ..............ccsssessseecene 11,429 25,768 23,768 
BZO0 ~ “DISDNTSENNONES ssgesssccsBccsscscceccsecesaticssSenctecons 36,087 113,000 155,000 
2400 Repayments, prepayments, loan sales —21,784 —115,757 —141,637 
2700 Other adjustments ..............ssscscsssseecessssseesesens 36 157 ___ 1,637 
2900 Outstanding, end Of year ..............ssccsseeecsnee 25,768 23,768 38,768 
Status of Loan Guarantees (in thousands of dollars) 
Position with respect to limitation on loan 
guarantees: 
3110 Limitation on commitments: Appropriation... ccs sssssessssneesnne 210,000 


3200 Commitments, gr0SS.............sssecssessseeescssneeees —23,896 —165,000 —210,000 





Cumulative balance of guarantees out- 
standing: 











4100 Outstanding, start of year ........:...cssseessseees 59,847 83,635 247,878 
4200 New loan guarantees.............. 23,896 +165,000 210,000 
4400 Repayments or prepayments... —108 —157 —1,637 
4900 Outstanding, end of year............sscsssseecssseeee 83,635 247,878 456,241 





+ Loan guarantees include new construction authority, Public Law 95-559. 


This is a public enterprise revolving fund. Direct 
loans will be sold to the Federal Financing Bank to 
provide funds for new loans and loans thus sold will be 
guaranteed. In 1975, $35,000 thousand was appropriated 
to the Health Services Administration as capital for the 
revolving fund. 

It is anticipated that 23 loans averaging $2,500 thou- 
sand per loan will be made during 1980. In addition, to 
implement the new authority to provide loans and loan 
guarantees for acquisition and construction of ambula- 
tory health care facilities, about 25 loans averaging 
$2,000 thousand per loan will be made in 1980. 

In 1981, it is anticipated that 35 initial operating 
loans and loan guarantees will be made at $3,000 thou- 
sand per loan. In addition, to implement the new au- 
thority to provide loans and loan guarantees for acquisi- 
tion and construction of ambulatory health care facili- 
ties, about 25 loans averaging $2,000 thousand per loan 
will be made in 1981. 


Revenue and Expense (in thousands of dollars) 
































1979 actual 1980 est 1981 est 
Operating income or loss: 
Direct loan program: 
BQVENTDG caer stastibsscciecscccaennscuautdseatesSisssenspaypeee 27,756 134,937 194,982 
ROVE see oat coc cactaceceer a tea CeaN hadiestiiesnes 27,679 131,950 191,392 
Net operating income or loss, direct loan 
BORON NN 2 55, SRR aa ocsaxcvsnsosaentenseosone 77 2,987 3,590 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est 
Assets: 
Fund balance with Treasury............ 25,207 10,424 15,791 4,290 
Note inVentOry..........cc:csssecssseeesseees 11,429 25,768 23,768 38,768 
Accounts receivable..........ccssseee. 296 816 436 521 
1 ed 36,932 37,008 39,995 43,585 
Government equity: 
Unexpended budget authority: 
Unobligated balance...............0 25,503 11,240 16,227 4,817 
Invested Capital .............cecceseee 11,429 25,768 23,768 38,768 
Total Government equity........ 36,932 37,008 39,995 43,585 
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Analysis of changes in Government equity: 
Retained income: 











IN MN ocx siccecasccassssadasscoecranssneesve 36,931 37,008 39,995 
Transactions: Net income for the year............. y 77 2,987 3,590 
MINE OMNMCD cssssssceccssspecpresacnsscinsChetaccocsipane 37,008 39,995 43,585 

Total Government equity: (end of year) ..... 37,008 39,995 43,585 





Note.—This statement excludes unfunded contingent liabilities under loan guarantees as follows: 1978, $59,847 thousand; 


1979, $83,635 thousand; 1980, $247,878 thousand; 1981, $456,241 thousand; 1982, $699,297 thousand. 


(ee 


Intragovernmental funds: 


SERVICE AND SuPpPLY FUND 


Program and Financing (in thousands of dollars) 
























































Identification code 75-4552-0-4-551 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs: 
1. Supply distribution sales: Cost of 
ND co 8 acs. ousdinidssi nivacandescs 5,772 6,138 6,670 
2. Data management services: Cost of 
SNM eyconcscss oie Ft issexe vss iaiisteaoeeent 9,716 10,847 11,769 
3. Fiscal services: Cost of services......... 2,688 3,857 3,547 
4. Parklawn services: Cost of services ... 8,481 10,515 11,524 
5. Central personnel services: Cost of 
SORIOES sais recess cbeisccbesedie 481 559 601 
6. Commissioned officer personnel: Cost 
NINN a noeas Ss caisifcaicseosnnceessets 1,826 2,314 2,452 
Total operating COStS .............s00 28,964 34,230 36,563 
Unfunded adjustments to total operating 
NE car eada lB cea Losincccnsenicc —349 —334 —392 
Total operating costs, funded............. 28,615 33,896 36,171 
Capital investment, funded: 
1. Supply distribution sales: Purchase of 
RENNIN cc MURINE acecassccusiisisese 60 167 32 
2. Data management services: Purchase 
Ne TN ccc cseccnsnascccncsosonsnedonis 767 446 421 
3. Fiscal services: Purchase of equip- 
I case goes ccssecscnceneeacanescencia 7 5 1,180 
4. Parklawn services: Purchase of 
CINE i sicisicccictcccsurcsces Mocecbagehs 63 123 142 
5. Central personnel services: Purchase 
RMIT Ess caceatannacssanidisaraeocage 2 3 3 
6. Commissioned officer personnel: Pur- 
chase of equipment 12 135 33 
Total capital investment................. 911 879 1,811 
Total program costs, funded.......... 29,526 34,775 37,982 
Change in selected resources (undelivered 
CUED os egos cess oKasvdecGhihsvsivannicesonvcssvnecis pad | Soabebdernaletmapebn ae ae 
10.00 Total obligations 29,342 34,775 37,982 
Financing: 
11.00 Offsetting collections from: Federal funds: 
Supply distribution sales: Revenue.......... — 6,248 — 6,138 — 6,670 
Data management services: Revenue...... —9,742 —10,847 — 11,769 
Fiscal services: REVENUE .............ss:sees00 — 2,676 — 3,857 —3,547 
Parklawn services: ReVenue.................. —8494  —10,515 —11,524 
Central personnel services: Revenue........ —479 —§59 —601 
Commissioned officer personnel: Reve- 
PUB issics Semen es steeetasecicectesacabeceas — 1,849 —2,314 —2,452 
Increase or decrease in unfilled custom- 
NE sects cascavscsivancossboesins —780 16 — 523 
21.98 Unobligated balance available, start of 
year: Fund balance .............ssssveccssssseesee —691 —1,617 — 1,056 
24.98 Unobligated balance available, end of year: 
UNF INVER css ects cstoccourovsssonctcsoveessetsve 1,617 1,056 160 
ME NI as ccaccestscastistzea”” accacsbcostaselaer = teacabetebeeagse |" eSpeoesveteonsatite 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ........sscsssecseseceeee —926 561 896 


72.98 Obligated balance, start of year: Fund bal- 





I Sacre cach canna ths ante tediees 573 —125 —164 
74.98 Obligated balance, end of year: Fund bal- 

ceed tne Lonnie 725 164 —132 
90.00 NO occ PE este, ee oe 





This fund finances common user supply and service 
operations of PHS. It is reimbursed from the appropri- 
ations supporting the programs benefited (42 U.S.C. 
231). 

1. Supply distribution sales.—This activity maintains 
inventories of medical stock and supplies to meet, in 
part, the requirements of PHS and other Government 
agencies. 

2. Data management services.—This activity provides 
data processing services for PHS and other Federal 
agencies. 

3. Fiscal services.—This activity provides accounting 
services for three of the PHS agencies and the Office of 
the Assistant Secretary for Health. 

4. Parklawn services.—This activity provides central- 
ized services to occupants of the Parklawn complex con- 
sisting of procurement, motorpool, Parklawn Library, 
tort claims, printing and reproduction, mail and mes- 
senger, and building and space management. 

5. Central personnel services.—This activity provides 
centralized training and education services for PHS em- 
ployees housed in the Parklawn complex. 

6. Commissioned officer personnel.—This activity rep- 
resents the personnel management program for the 
PHS Commissioned Corps. 


Revenue and Expense (in thousands of dollars) 





























1979 actual 1980 est. 1981 est. 
Operating income or loss (—): 
Supply distribution sales: 
SIN oes ons icccdn erence ieee 6,248 6,138 6,670 
CRIS ck, See —5,772 — 6,138 —6,670 
Net operating income, supply distribution 
SN en. sce apnoea NIG” comethaeic?. --Seaeniveinaies 
Data management services: 
TON ass cr vcccecietenvesacrsacresoeieseecncomcsoner 9,742 10,847 11,769 
OU 2 scees OR os eneesne as —9716 —10,847 — 11,769 
Net operating income, data management 
NS 22. a EE 26 seeenenennee_seeneneneunn 
Fiscal services: 
GN oes cscincsacccecectcatediaioeanc 2,676 3,857 3,547 
EON nossa ee — 2,688 —3,857 —3,547 
Net operating loss, fiscal services............... sas NA i te Aa lisa alhade 








Parklawn services: 




















Net operating income, Parklawn services... IN a iccsins chiens a Aalicanan 
Central personnel services: 
NONI eee aces 479 559 601 
RRNNE a Nike cee — 48] —559 —601 
Net operating loss, central personnel serv- 
RO adicessciicsceclelttialesecatanscitctdetecateti Be Ne We! be 





Commissioned officer personnel: 
SONI Soc eaitensssssscescle nich wstecsanasssdbocoaotae 1,849 2,314 2,452 





ASSISTANT SECRETARY FOR HEALTH—Continued 
Federal Funds—Continued 


468 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 











Intragovernmental funds—Continued 
SERVICE AND SuppLy Funp—Continued 
Revenue and Expense (in thousands of dollars) —Continued 





1979 actual 1980 est. 


1981 est. 





—1,826 —2,314 





Net operating income, commissioned offi- 
cer personnel 








Net operating income, total 





Financial Condition (in thousands of dollars) 


94.0 Change in selected resources 
99.0 Total obligations 





29,342 34,775 37,982 





Personnel Summary 





Total number of permanent positions 584 597 
Total compensable workyears 628 628 628 
Full-time equivalent of other positions ( (48) (48) 
Full-time equivalent of overtime and holiday 
(30) (30) (30) 
Average GS grade 8.22 8.22 
Average GS salary $18,218 $19,837 
Average salary of ungraded positions $19,858 $21,622 








1978 actual 1979 actual 1980 est. 


1981 est. 





Assets: : 
Fund balance with Treasury 891 891 
Accounts receivable (net) 3,134 1,564 
Selected assets: 
Advances made 113 113 
Inventories (net) 1,389 1,944 
Real property and equipment 


1,573 2,786 


891 
743 


113 
1,944 


2,941 





Total assets 7,100 7,298 


6,632 








Liabilities: 
Accounts payable including funded 
accrued liabilities 
Unfunded liabilities 


2,691 
1,003 





Total liabilities 3,694 





Government equity: 
Unexpended balances: 
Unobligated balance 
Undelivered orders 
Unfilled customers’ orders 
Invested capital and earnings 


1,617 1,056 
2,508 950 
—2,677 —2,661 


___ 2,880 1,958 4,061 





Total Government equity 2,988 3,406 3,406 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 1,990 
Donated capital during year —67 


1,923 





Closing balance 1,923 1,923 








Retained income: 
Opening balance. 998 
Net operating income 524 
Credits applicable to prior years —39 


1,483 





Closing balance 1,483 








Total Government equity (end of year) 3,406 3,406 





Object Classification (in thousands of dollars) 


Identification code 75-4552-0-4-551 1979 actual 1980 est. 


1981 est. 





Personnel compensation: 
Permanent positions 9,478 10,949 
Positions other than permanent... 558 1,105 
Other personnel compensation 283 274 
Special personal services payments 1,009 1,158 


Total personnel compensation 11,328 13,486 
Personnel benefits: Civilian 1,210 1,332 
Travel and transportation of persons 129 222 
Transportation of things 102 137 
Standard level user charges 184 252 
Communications, utilities, and other rent... 7,036 7,163 
Printing and reproduction 513 347 
Other services 2,770 4,412 
Supplies and materials .. 5,343 5,945 
Equipment 911 879 


Total costs, funded 29,526 «34,775 


11,704 
1,153 
289 


1,158 


14,304 
1,412 
262 
158 
278 
8,152 
364 
4,627 
6,614 
1,811 


37,982 


GRANTS MANAGEMENT FUND 
Program and Financing (in thousands of dollars) 
Identification code 75-3963-0-4-551 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 





1979 actual 1980 est. 1981 est. 








90.00 





The grants management fund serves as a mechanism 
for financing Health Services Administration activities 
with State agencies through letters of credit, pursuant 
to Public Law 89-105 (81 U.S.C. 553). 


MISCELLANEOUS CONSOLIDATED WORKING FUNDS 
Program and Financing (in thousands of dollars) 


Identification code 75-9941-0-4-552 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Total obligations (costs—obligations) 
Financing: 
11.00 Offsetting collections from: Federal funds ... 
21.98 Unobligated balance available, start of 
year: Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 


16,648 


— 18,549 
—10,974 —12,876 


12,876 








Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year: Fund bal- 
ance 22,408 
Obligated balance, end of year: Fund bal- 
5 — 16,677 
Adjustment in expired accounts ... —4] 


3,783 


71.00 
72.98 
16,677 
74.98 


77.00 
90.00 





Outlays 12,190 





The consolidated working funds support research and 
other activities which simultaneously affect a number 
of the Public Health Service programs. 


Object Classification (in thousands of dollars) 


Identification code 75-9941-0-4-552 





1979 actual 1980 est. 1981 est. 





21.0 Travel and transportation of persons 

23.2 Communications, utilities, and other rent... 
24.0 Printing and reproduction 

25.0 Other services 

26.0 Supplies and materials... 

31.0 — Equipment 

32.0 — Lands and structures 


10,235 3,493 
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41.0 — Grants, subsidies, and contributions............ 1,145 





99.0 Total obligations ..............:.sseccsssecsseeen 16,648 3,493 1,174 








Trust Funds 
MISCELLANEOUS TRUST FUNDS 


Program and Financing (in thousands of dollars) 























Identification code 75-9971-0-7-551 1979 actual 1980 est. 1981 est 
Program by activities: 
TEIPARINMS ENGINES sscnacaeesdeccteccsbuasesesoneses 114 120 120 
ZeiGM OD cdechcstc\sscrsdeisccectcoone a 552 510 510 
3. Special statistical work 26 48 48 
4. Contributions, Indian health facilities....... 4,400 3,942 3,942 
Total program costs, funded.............. 5,092 4,620 4,620 
Changes in selected resources (undelivered 
WO sec ioe eta ct nee, _ 1,103 iter ce _sseeennennannee 
10.00 Total obligations ................ccccsssseessees 3,989 4,620 4,620 
Financing: 
21.40 Unobligated balance available, start of 
year: 
Treasury Dalance.............:-ssecssesseesseesseesee —916 —989 — 989 
U.S. securities (Par) .........ss-ssssescsseeeseee — 282 — 282 — 282 
24.40 Unobligated balance available, end of year: 
Treasury Dalance.............ssccscsseeccesssseessees 989 989 989 
U.S. securities (Par) ........s:.cssssscssescsseees eee. nae _ 282 282 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. 4,062 4,620 4,620 
Distribution of budget authority by account: 
POMS | UMN Goose ics csthaanssttctosacecvnioe Scacbvus 94 114 114 
Renee ek 2 cecceeeetc ke cclacchcteacecela css cosstissosdcope 583 624 624 
Special statistical WOTK ..........scescssseee ~ 64 64 64 
Contributions, Indian health facilities 3,320 3,818 3,818 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ............c..cccssseecceee 3,989 4,620 4,620 














72.40 Obligated balance, start of year x. 2,542 1,873 1,712 
74.40 Obligated balance, end of year.................0+« — 1,873 —1,712 — 1,783 
90.00 MME eh Cec ttcectstctioasitciclciy 4,658 4,781 4,549 
Distribution of outlays by account: 
WIS IMMA 54: thes capsies ccs csntg ccc ansccgcpviuscovoe 114 114 114 
NN es accscsstenaccaes a 536 520 520 
Special statistical WOTK ............0:..00s0ee« act 26 48 48 
Contributions, Indian health facilities.................... 3,982 4,099 3,867 


Gifts to the PHS, some of which are limited to specif- 
ic uses by the donors, are expended for the benefit of 
patients at PHS hospitals, and for research (42 U.S.C. 
219). Donations are also received by Saint Elizabeths 
Hospital and used for patients’ benefits as provided by 
the donors (24 U.S.C. 165). 

Contributions are made by Indians and others to be 
used toward the construction, improvement, extension, 
and provision of sanitation facilities (42 U.S.C. 2001- 
2004). 


Object Classification (in thousands of dollars) 


















Identification code 75-9971-0-7-551 1979 actual 1980 est. 1981 est. 
Personnel compensation: 

11.1 Permanent positions...............sscssssseeessess 24 48 48 

11.3 Positions other than permanent. nis 590 542 542 

11.5 Other personnel compensation............... ll 13 13 
Total personnel compensation............. 625 603 603 

12.1 Personnel benefits: Civilian............. i 8 9 9 

21.0 Travel and transportation of persons............ 89 97 97 


























22.0 Transportation of thingS ...............ccsseeccsese 208 175 175 
23.2 Communications, utilities, and other rent.... 19 6 6 
24.0 — Printing and reproduction..................:...sss0e« 20 2 2 
25.0 — Other services 752 1,168 1,168 
26.0 Supplies and materials ..................sessseesenee 1,329 1,500 1,500 
Gee eR ott se 84 110 110 
32.0 Lands and structures.................cscscsseeessseee 855 950 950 
99.0 Total obligations .................:cssescsseeeees 3,989 4,620 4,620 
Personnel Summary 
Total number of permanent positions...................... 1 1 1 
Total compensable WOrkyear............00..ccesscsssessesseees 28 28 28 
Full-time equivalent of other positions.................. (34) (34) (34) 
Full-time equivalent of overtime and holiday 
RN eet a Ne ic ee meet (0) (0) (0) 
ere Crs WR ne a, 11.1 11.2 11.3 
PIII OU ns ee $20,576 $22,528 $23,279 








HEALTH CARE FINANCING ADMINISTRATION 


Federal Funds 
General and special funds: 
GRANTS TO STATES FOR MEDICAID* 


*See Part III for additional information. 


For carrying out, except as otherwise provided, title XIX of the 
Social Security Act, [[$12,616,799,000] $15,739,557,000 to remain 
available until expended. 

For making, after June 30 of the current fiscal year, payments to 
States under title XIX of the Social Security Act, for the last three 
months of the current fiscal year; and for making after July 31 of the 
current fiscal year, payments for the first quarter of the succeeding 
fiscal year; such sums as may be necessary, the obligations incurred 
and the expenditures made thereunder for payments under such title 
to be charged to the subsequent appropriation therefor for the cur- 
rent or succeeding fiscal year. 

In the administration of title XIX of the Social Security Act, pay- 
ments to a State under such title for any quarter in the period 
beginning July 1 of the prior year and ending September 30 of the 
current year may be made with respect to a State plan approved 
under such title prior to or during such period, but no such payment 
shall be made with respect to any plan for any quarter prior to the 
quarter in which a subsequently approved plan was submitted. 

Such amounts as may be necessary from this appropriation shall be 
available for grants to States for any period in the prior fiscal year 
subsequent to June 30 of that year. No payment shall be made from 
this appropriation to reimburse State or local expenditures made 
prior to [September 30, 1978.] October 1, 1978; except that payment 
shall not be denied with respect to court-ordered retroactive payments 
or audit exceptions or as otherwise provided in authorizing legislation. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 














Identification code 75-0512-0-1-551 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Medicaid vendor payments......... 11,559,804 11,250,501 14,773,368 
2. State and local administration ... 706,763 768,000 816,189 
Total program costs, funded . 12,266,567 12,018,501 15,589,557 
Changes in selected resources 
(undelivered Orders).............-.0+« 567,400 462,905 497,000 
10.00 Total obligations (object 
tt SED) asiccceacc.. 12,833,967 12,481,406 16,086,557 
Financing: 
21.47 Unobligated balance _ available, 
OG PUN isininsneiicncccehescn “cineca Ie acres 
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GRANTs TO STaTES FOR Mepicaip—Continued 


Program and Financing (in thousands of dollars) —Continued 








Identification code 75-0512-0-1-551 1979 actual 1980 est. 1981 est. 





24.47 Unobligated balance available, end 
of year 


Budget authority 


Budget authority: 
Appropriation 
Appropriation available from subse- 
quent year 
Appropriation available in prior 
* —2,709,695 
— 8,500 


13,125,305 


291,338 
13,125,305 





12,190,068 16,086,557 





40.00 
40.20 


11,708,929 12,466,799 15,739,557 


4,134,571 3,890,000 4,237,000 
40.30 
— 4,134,571 


— 32,160 
12,190,068 


— 3,890,000 





43.00 Appropriation (adjusted) ... 16,086,557 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


12,833,967 
2,709,695 
—3,136,345 


12,407,317 


12,481,406 
3,136,345 
— 3,781,250 


11,836,501 


16,086,557 
3,781,250 
— 4,395,250 


15,472,557 





Outlays 





Note.—The 1980 budget authority for this account has been reduced by $150 million pursuant to Public Law 96-123. 


1. Medicaid vendor payments.—The purpose of the 
medicaid program, which became effective January 
1966, is to assist States in providing medical care to 
their low-income population. Federal matching pay- 
ments for medical assistance under title XIX of the 
Social Security Act (medicaid) are authorized for States 


having plans approved by the Department of Health 
and Human Services. 


All AFDC recipients are eligible for medicaid bene- 
fits. In addition, of the 53 States, territories, and the 
Commonwealth of Puerto Rico with medicaid programs, 
36 jurisdictions provide coverage to all persons receiv- 
ing supplemental security income (SSI) payments. In 17 
jurisdictions medical coverage of SSI recipients is limit- 
ed to those who can meet additional eligibility criteria, 
although those persons may deduct their medical ex- 
penses from their incomes to establish eligibility. Also, 
32 jurisdictions have elected to cover medically needy 
persons. 


2. State and local administration.—Efforts to assist 
States to improve administration of the medicaid pro- 
gram is a major thrust of the Department of Health 
and Human Services. Assistance is being provided to 
States in the establishment of more effective manage- 
ment systems in such areas as claims processing, eligi- 
bility, and third party liability. 

The following data include the proposed supplemen- 
tal appropriation for 1980: 


MEDICAL ASSISTANCE PROGRAM COSTS 


{In thousands of dollars} 
1979 actual 
20,582,392 
11,559,804 


Vendor payments: 
Total payments 
Federal share 

Administrative cost: 
Total payments 
Federal share 

Total medical assistance: 
Total program 
Federal share 


1980 estimate 
24,022,957 
13,524,925 


1981 estimate 
26,240,440 
14,773,368 


1,173,054 1,293,801 
706,763 783,066 


1,353,790 
816,189 


21,755,446 
12,266,567 


25,316,758 
14,307,991 


27,594,230 
15,589,557 


PERSONS RECEIVING MEDICAL ASSISTANCE 


(In thousands) 

1979 actual 1980 estimate 
Age 65 and over 3,690 
Blind 98 
Permanently and totally disabled .... 3,160 
Adults in AFDC families 5,245 
Children under 21 10,688 


Total all recipients 22,881 


1981 estimate 


10,802 
22,894 


10,598 
22,899 











GRANTS TO STATES FOR MEDICAID 


(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 





Identification code 75-0512-2-1-551 1979 actual 1980 est. 1981 est. 





Program by activities: 

. Hospital cost containment 

. CHAP/Low income pregnant women 
. Common audit 

. Use of SSA wage information 

. Civil money. penalty 

. Hospital based physicians... 

. Disability initiative (SSA) 

. Eliminate chiropractic benefits 

. Increased matching for territories 

. Coverage of newborns 

. Comprehensive clinic service 

. Fee schedules for physician services 
. Welfare program reform 

. Competitive bid purchasing 

. Medicaid home health 


52,000 
—1,000 
— 35,000 
—3,000 
15,000 


— 
nN & WRK COWCOCONMDON ES WHF 





10.00 


34,000 295,500 


Financing: 


40.00 Budget authority (appropriation) 34,000 295,500 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


295,500 
295,500 


34,000 
34,000 





Outlays 





Legislation will be proposed to improve the Medicaid 
program. This legislation would: 

1. Curb the rate of inflation in hospital costs by limit- 
ing the annual increase in acute hospital inpatient rev- 
enues. 

2. Expand the availability and improve the quality of 
health care for financially needy children by extending 
medicaid coverage to over two million low-income chil- 
dren in intact families and by improving the delivery of 
health care to children currently eligible. Expand the 
availability and improve the quality of health care for 
low-income pregnant women by providing prenatal 
medicaid coverage for an additional 100,000 women. 

3. Require the use of medicare audit findings in the 
administration of the medicaid and maternal and child 
health programs. 

4. Permit the Secretary to release social security 
wage information to States for use in determining med- 
icaid eligibility, and permit State unemployment agen- 
cies to release wage information to the State medicaid 
agencies. 

5. Authorize the Secretary to assess a civil money 
penalty against any person who she determines, after 
notice and opportunity for a hearing, has filed a fraudu- 
lent claim under the medicaid program. 

6. Eliminate the excessive reimbursement to hospital- 
based radiologists, anesthesiologists, and pathologists 
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that has resulted from existing reimbursement prac- 
tices. 

7. Improve work incentives in the SSI disability pro- 
gram by eliminating the abrupt and complete cutoff of 
medicaid benefits which occurs when recipients exceed 
the substantial gainful activity (SGA) level ($240 per 
month). 

8. Assure that reimbursement under the medicaid 
program is made only for services which are medically 
helpful to beneficiaries by eliminating reimbursement 
for chiropractic services. 

9. Increase the medicaid ceiling of Puerto Rico, 
Guam, and the Virgin Islands. Also establish a ceiling 
for the Northern Mariana Islands. 

10. Correct an oversight in current law which causes 
certain otherwise eligible newborns to be denied medic- 
aid coverage for pediatric services received in the first 
few weeks of life. 

11. Increase the availability of primary care services 
to medicaid beneficiaries by requiring that States cover 
the services of comprehensive care clinics under their 
medicaid plans and that reimbursement rates and 
methods for such services be subject to review and ap- 
proval by the Secretary. 

12. Correct a technicality in current law which does 
not permit State medicaid programs to use fee sched- 
ules to reimburse physicians. 

18. Make improvements in the standards for eligibil- 
ity and benefits, and improve administration. 

14. Allow medicare and State medicaid programs to 
take advantage of the savings from bulk purchasing by 
permitting HCFA programs to employ competitive pro- 
curement procedures for the bulk purchase of labora- 
tory services, durable medical equipment, and other 
medical services and supplies. 

15. Create equity among medicaid recipients by cover- 
ing a class of individuals who are eligible for medicaid 
if they receive care in a nursing home, but who are not 
eligible if they receive care in the community. 


PAYMENTS TO HEALTH CARE TRUST FUNDS 


For payment to the Federal Hospital Insurance and the Federal 
Supplementary Medical Insurance Trust Funds, as provided under 
section 217(g), 229(b), 1168 and 1844 of the Social Security Act, and 
sections 103(c) and 111(d) of the Social Security Amendments of 1965, 
[$7,968,156,000] $9,589, 120,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Wentitication code 75-0580-0-1-551 





1979 actual 1980 est. 1981 est 





Program by activities: 
1. Military service credits (HI) 
2. Supplemental medical insurance 
3. Hospital insurance for uninsured 
4. Professional standards review organiza- 
tions (PSRO’s) activities 


Total program costs, funded—obliga- 


141,000 
6,853,064 
733,849 


141,000 
7,097,000 
696,906 


141,000 
8,737,000 
659,000 
33,000 


33,250 92,120 





10.00 


7,760,913 7,968,156 9,589,120 


Financing: 


40.00 Budget authority (appropriation) 7,760,913 7,968,156 9,589,120 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
77.00 Adjustments in expired accounts 


90.00 


7,760,913 7,968,156 9,589,120 





Outlays 7,747,968 7,968,156 9,589,120 





This appropriation provides for payments from Feder- 
al funds to the health care trust funds for certain types 
of benefits and related administrative costs not fi- 
nanced by contributions from workers and employers. 
Part of the cost of utilization reviews by professional 
standards review organizations and delegated hospitals 
will be paid to the trust funds by this appropriation. 
The 1981 request is for $9,589,120 thousand and covers 
the following payments: 

1. Military service credits (HI.—A payment of 
$141,000 thousand to the Federal Hospital Insurance 
Trust Fund is requested as reimbursement for benefits 
based on noncontributory military service credits of vet- 
erans of World War II and certain veterans of the post- 
World War II period. Sections 217(g) and 229(b) of the 
Social Security Act authorize such payments, including 
reimbursement for administrative expenses and inter- 
est lost to the trust funds. 

2. Supplementary medical insurance (SMI).—An esti- 
mated $8,737,000 thousand will be required in 1981 to 
finance the Government’s contribution to the Federal 
Supplementary Medical Insurance Trust Fund. Federal 
payments, combined with premiums from enrollees and 
interest earned by the Supplementary Medical Insur- 
ance Trust Fund, must be sufficient to finance the esti- 
mated incurred cost of benefits and administration. The 
standard monthly premium rate, which is updated 
every July, will be increased to $9.60 effective July 
1980, and is expected to be $10.60 effective July 1981. 

3. Hospital insurance for uninsured.—A payment of 
$659,000 thousand to the Federal Hospital Insurance 
Trust Fund is budgeted for 1981 to cover the costs of 
hospital and related care for certain individuals aged 65 
and over who are not insured under the social security 
or railroad retirement systems, but who meet certain 
transitional insured status requirements for hospital in- 
surance. 

4. Professional standards review organizations 
(PSRO’s) activities Funds are budgeted for review of 
the quality and appropriateness of health care services 
provided under the medicaid and maternal and child 
health programs. Appropriated funds are required to 
restore to the trust funds the share of costs related to 
the number of admissions reviewed by PSRO’s. 


Object Classification (in thousands of dollars) 





Identification code 75-0580-0-1-551 


41.0 
42.0 


99.0 


1979 actual 


6,853,064 
907,849 


7,760,913 


1980 est. 


7,097,000 
871,156 


7,968,156 


1981 est. 


8,737,000 
852,120 


9,589,120 





Grants, subsidies, and contributions 
Insurance claims and indemnities 





Total obligations 
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General and special funds—Continued 


PayMENTs TO HEALTH CaRE TRUST FUNDS 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 





Identification code 75-0580-2-1-551 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 1. Supplementary medical insurance—gen- 
eral revenue  (costs—obligations) 
(object class 41.0) 
Financing: 
40.00 Budget authority (appropriation) 


— 92,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





The amounts in this schedule reflect the impact of 
legislative proposals in the Hospital Insurance and Sup- 
plementary Medical Insurance Trust Fund accounts. 


PROGRAM MANAGEMENT 


For carrying out, except as otherwise provided, titles XI, XVIII, and 
XIX of the Social Security Act, and sections 1526 and 1533(d) of the 
Public Health Service Act, [$126,195,000] $142,560,000, together with 
not to exceed [[$835,319,000] $925,054,000, to be transferred to this 
appropriation as authorized by section 201(g)(1) of the Social Security 
Act, from the Federal Hospital Insurance and the Federal Supple- 
mentary Medical Insurance Trust Funds referred to therein: Pro- 
vided, That such amounts as are required shall be available to pay 
travel expenses either on an actual cost or commuted basis, to an 
individual for travel incident to medical examinations, and to parties, 
their representatives and all reasonably necessary witnesses for 
travel within the United States, Puerto Rico, and the Virgin Islands 
to reconsideration interviews and to proceedings before administra- 
tive law judges under title XVIII of the Social Security Act: Provided 
further, That $20,000,000 of the foregoing amount shall be appor- 
tioned for use pursuant to section 3679 of the Revised Statutes (31 
U.S.C. 665), only to the extent necessary to process workloads not 
anticipated in the budget estimates and to meet mandatory increases 
in costs of agencies or organizations with which agreements have 
been made to participate in the administration of title XVIII and 
after maximum absorption of such costs within the remainder of the 
existing limitation has been achieved. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 75-0511-0-1-550 





1979 actual 1980 est. 1981 est. 





Program by activities: 

1. Professional standards review organiza- 
tions (PSRO’s) 

2. Research, demonstrations, and evalua- 
tion projects 

3. Medicare contractors . 

4. State certification 

5. Administrative costs. 


64,630 58,650 65,000 
57,982 
719,609 
34,260 


190,763 


30,657 
602,932 
25,666 
156,169 


46,782 
661,800 
29,645 
180,630 





10.00 


Total program costs, funded—obliga- 


880,054 977,507 —:1,067,614 


Financing: 
13.00 Offsetting collections from Trust funds —173,877 
25.00 Unobligated balance lapsing 3,035 


Budget authority 109,212 


—848,111 —925,054 





126,127 


Budget authority: 


40.00 Appropriation 109,212 126,127 


44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


129,396 
55,383 
— 66,326 


106,177 
80,820 
— 55,383 


142,560 
66,326 
— 18,446 


Outlays, excluding pay raise supple- 


91.20 Outlays from civilian pay raise sup- 


plemental 





Note.—Excludes $68 thousand in 1980 and 1981 for activities transferred to General departmental management, 
Department of Health and Human Services. Comparable amount for 1979 included above. 

1. Professional standards review organizations 
(PSRO’s).—These organizations conduct activities to 
assure that health care services provided under medi- 
care, medicaid, and other Federal programs are medi- 
cally necessary and are furnished in the most economi- 
cal manner consistent with recognized professional 
standards of care. 

2. Research, demonstrations, and evaluation pro- 
jects.—This activity supports research to improve the 
organization, delivery, quality, and financing of health 
care services. 

3. Medicare contractors.—Funds for this activity are 
to support medicare claims processing payment func- 
tions performed by contract. 

4. State certification.—This activity supports con- 
tracts and grants to State agencies for the survey and 
certification of medicare providers. 

5. Administrative costs.—This activity supports the 
staff and operating expenses related to the administra- 
tion of the health care financing programs. 


Object Classification (in thousands of dollars) 





Identification code 75-0511-0-1-550 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 


11.1 
11.3 
11.5 


114,124 
3,763 
1,169 


119,056 


116,162 
3,73] 
1,307 


121,206 
12,318 12,516 
5,857 5,978 
1,504 398 
5,360 5,905 
4,250 11,429 


101,879 


Total personnel compensation 107,539 
Personnel benefits: Civilian 11,251 
Travel and transportation of persons 5,842 
Transportation of things 774 
Standard level user charges 4,718 
Communications, utilities, and other rent... 3,825 
Printing and reproduction 10,887 11,815 13,570 
Other services 657,209 745,438 814,968 
Supplies and materials 677 598 630 
Equipment 2,613 1,175 2,010 
Grants, subsidies, and contributions 74,719 70,136 79,004 


880,054 977,507 —_‘1,067,614 


12.1 
21.0 
22.0 
23.1 
23.2 
24.0 
25.0 
26.0 
31.0 
41.0 


99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


4,997 
4,494 
(143) 


5,187 
4,884 
(145) 


(45) (44) 
$47,500 $47,500 
9.94 9.94 
$24,408 $24,652 


Average ES salary... 
Average GS grade 
Average GS salary 


$47,226 
9.94 
$22,600 





6,162 
3,737 
1,307 


1,206 
2,516 
5,978 
398 
5,905 
1,429 
13,570 
14,968 
630 
2,010 
19,004 


57,614 
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PROGRAM MANAGEMENT 


(Proposed for later transmittal, proposed legislation) 
Program and Financing (in thousands of dollars) 


Mdentitication code 75-0511-2-1-550 





1979 actual 1980-est. 1981 est. 





Program by activities: 
1. Hospital cost containment 7,525 
2. Child health assurance program (CHAP) ss 440 
3. Civil money penalty 2 2,500 
4. Abolish PSRO statewide councils —1,600 
5. Medicare contractors initiative — 23,100 
6. Medigap information disclosures sei 75 


10.00 Total obligations — 14,160 


Financing: 
13.00 Offsetting collections from: Trust funds 





16,815 
2,655 





40.00 Budget authority (appropriation) . 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 496 


2,655 
2,655 








These administrative costs relate to legislative pro- 
posals in the medicare and medicaid programs which 
would: 

1. Curb the excessive rate of inflation in hospital 
costs by limiting the annual increase in acute hospital 
inpatient revenues. 

2. Expand the availability and improve the quality of 
health care for financially needy children. 

3. Authorize the Secretary to assess a civil monetary 
penalty against any persons who she determines, after 
notice and opportunity for a hearing, has filed a fraudu- 
lent claim under the medicare or medicaid programs. 

4, Eliminate the requirement that a Statewide Profes- 
sional Standards Review Council be established in all 
States with three or more Professional Standards 


Financing: 


11.00 Offsetting collections from: Federal funds ... 


Budget authority 


—3,118 


—4,139 
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Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 


72.98 


77.00 
90.00 


Receivables in excess of obligations, start 


Obligated balance, start of year: Fund bal- 
ance 
74.98 Obligated balance, end of year: Fund bal- 





This fund is reimbursed from other appropriation ac- 
counts for related Health Care Financing Administra- 


tion activities. 


Trust Funds 
FEDERAL HospirAL INSURANCE Trust FuND 


Program and Financing (in thousands of dollars) 





Identification code 20-8005-0-7-551 


1979 actual 


1980 est. 


1981 est. 





Program by activities: 
1. Benefit payments 
2. Administration 
3. Experiments and demonstrations 


10.00 Total program 
® funded—obligations 
Financing: 
21.40 Unobligated balance _ available, 
start of year: U.S. securities 


costs, 


of year: U.S. securities (par)... 


60.00 Budget authority (appro- 


priation) (permanent, in- 


19,931,589 
491,106 
7,079 


22,762,600 
467,568 
8,146 


25,834,000 
492,726 
11,596 





20,429,774 


—11,500,142 
12,980,067 


23,238,314 


— 12,980,067 
15,258,909 


26,338,322 


— 15,258,909 
21,459,707 





Review Organizations (PSRO’s). 


5. Make changes in the provisions of the statute 
under which medicare contracts with outside organiza- 


tions. 


6. Assure senior citizens, considering the purchase of 
insurance to supplement medicare, are provided with 
accurate and reasonably complete information needed 


for rational decisionmaking. 


Object Classification (in thousands of dollars) 





Identification code 75-0511-2-1-550 1979 actual 1980 est. 


1981 est. 





11.1 Personnel compensation: Permanent posi- 
tions 

12.1 Personnel benefits: Civilian 

25.0 — Other services 


5,356 
509 
— 20,025 





99.0 Total obligations 


— 14,160 





Intragovernmental funds: 


MISCELLANEOUS CONSOLIDATED WORKING FUNDS 


Program and Financing (in thousands of dollars) 





Kdentification code 75--9942-0-4-551 1979 actual 1980 est. 


1981 est. 





Program by activities: 


10.00 Costs—obligations (object class 25.0) 3,118 4,139 


4,139 


definite) 21,909,699 25,517,156 32,539,120 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance available, start 
of year: 
Treasury balance 
U.S. securities (par) 
74.40  Obligated balance available, end of 
year: 
Treasury balance 
U.S. securities (par) 


20,429,774 23,238,314  —26,338,322 


38,725 
257,164 


199,161 
183,471 


20,000 
381,607 


— 199,161 
— 183,471 


20,343,031 


— 20,000 
— 381,607 


23,219,339 


— 20,000 
— 406,924 


26,313,005 





90.00 Outlays 





The hospital insurance program affords protection 
against the high costs of hospital and related care to 
most individuals age 65 and over, and to disabled people 
under age 65 entitled for at least 24 months to social 
security or railroad retirement cash benefits. The pro- 
gram also covers treatment of end-stage renal disease 
for people entitled to monthly social security benefits, 
for insured workers, and for spouses or dependent chil- 
dren of such insured or entitled individuals. 

For persons on the social security and railroad retire- 
ment rolls, the hospital insurance program is financed 
by contributions based on earnings from workers, em- 
ployers, and self-employed individuals. The maximum 
taxable earnings base is the same for the hospital insur- 
ance program as for the social security old-age, survi- 
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FEepERAL HospitaL INSURANCE Trust Funp—Continued 


vors, and disability insurance programs. Under present 
law, the rate applied to earnings up to this maximum 
was 1.05% through calendar year 1980. Beginning Jan- 
uary 1, 1981, the rate increases to 1.30%. Costs for 
uninsured persons 65 or older in 1974, who met certain 
transition insured status requirements, are financed 
from general revenues of the Treasury. Uninsured per- 
sons reaching age 65 who cannot be covered under this 
provision of the law can enroll in the program on a 
voluntary basis, but must pay the full cost of the pro- 
tection. The monthly rate was $69 for the year begin- 
ning July 1, 1979. Effective July 1, 1980, the rate is 
expected to increase to $78, and on July 1, 1981, to $89. 

1. Benefit payments.—The hospital insurance program 
provides protection against the cost of inpatient hospi- 
tal services, posthospital home health services, and 
posthospital skilled nursing facility services, with speci- 
fied deductibles and coinsurance amounts. Benefit pay- 
ments beginning in 1977 also include funding of the 
direct review costs for PSRO’s. The following table 
shows comparative data for 1979 through 1981 (in thou- 
sands) on hospital insurance beneficiaries and on bene- 
fit payments classified by type of coverage: 


Beneficiaries: Persons with hospital insurance pro- 











tection (average): 1979 actual 1980 estimate 1981 estimate 
I ea slaps Nt Sesh sSisaschebatactteceses 23,814 24,301 24,779 
2,882 2,972 3,047 

5,490 5,750 5,930 

750 800 850 

16,735,459 19,104,600 21,634,000 

DM cette BAe UMN cor neaico Meters 2,351,000 2,746,000 3,170,000 
355,000 365,000 378,000 


13,000 14,000 15,000 


411,000 492,000 588,000 
33,000 41,000 49,000 











IN ase ikcstyeesccrsashssbsisnnssensee sssosortnese 17,501,459 19,961,600 22,600,000 
RMN Sess oscsscussitscsocissncetctotssneteaeBet sks 2,397,000 2,801,000 3,234,000 
MORN: casein Be be A 19,898,459 22,762,600 25,834,000 





The growth in benefit payments from 1979 to 1981 
results primarily from increases in the cost of medical 
services and in the size of the covered population. 

2. Administration.—This activity reflects administra- 
tive expenses attributable to the hospital insurance pro- 
gram by the Health Care Financing Administration, 
the Social Security Administration, other components 
of the Department of Health and Human Services, and 
by the Treasury Department. 

3. Experiments and demonstrations.—The Health 
Care Financing Administration supports experiments 
and demonstration projects to improve the efficiency of 
the medicare program. 

The status of the trust fund is as follows (in thou- 
sands of dollars): 


Unexpended balance, start of period: 1979 actual 1980 estimate 1981 estimate 


199,161 20,000 


SN FR ss ARR EN, 38,725 














US. sOourities (par) :iii..:..cR MAURER Mies. 11,757,306 13,163,538 15,639,115 
Balance of trust fund, start of year............ 11,796,031 13,362,699 15,659,115 
Cash income during period: 
Governmental receipts: 
Contributions on earnings: FICA and SECA 
MORES ironeercrecthonitetroctsacte a anitbiasdaticnstaunt 17,814,376 20,448,000 26,720,000 
FTOROSOULMROISIRION ssssas;icsicsssnsreccsatoveusaccussex - vessesusesosocsec UES COTE Iee Wie 45,000 
Refund of contributions..............ccsssssessssssesssees —105,390 —90,000 — 87,000 
DeOOSiES DP STAIGS oous.ccsvs eccsnesaciocsnasersosttotiovee 1,989,592 2,690,000 3,008,000 
Transfer from railroad retirement account....... 175,600 213,000 252,000 


Premiums collected from uninsured individuals 16,507 20,000 24,000 
Intrabudgetary transactions: 


Federal employer contributions ..............scccsssecssssee 228,000 249,000 318,000 
Federal payment for transitional coverage for the 

NNN alessio Rs accecaed Stax Acesarice 733,849 696,906 659,000 
Federal payment for noncontributory military 

BEAVERE: CLONER 25%. onsscesurertvcwrePhctadiessccsseurhcvtees 141,000 141,000 141,000 





Federal payment for hospital reviews 32,334 33,250 §2,120 
Interest payment from railroad retirement ac- 
OMAN estoy, ei caseands cvxcoptcstbes ann crassa cohtantadese 15,549 18,000 22,000 


868,493 1,098,000 — 1,430,000 





Proposed legislation 
Interest on reimbursements among the trust 
TUM RS isieeae hres ccsera erica ence 
Proprietary receipts: Other receipts .............0s000 


seesseeltseiss 26,000 


Total annual income: 











HU MMSIESLMIN sss 44 as snashcscssaxsoves csstauvastoces 32,539,120 
Proposed legislation 71,000 
Cash outgo during period: 

For benefit payments........ 25,834,000 
Proposed legislation — 837,000 
For administrative expenses: Authorized program. 437,828 450,222 469,728 
FADS TORMIMUMNT ssvosssiscssstcstccneonagarctdes t cansnicsaasties 1,401 —5,215 

Transfers among trust funds for prior year’s 
administrative EXPENSES ...........s..sesssseesseesseeense 5500. SALA Re Mate ape 

For health insurance experiments and demon- 
SU GUONS (issn ba ting cecraiesoiBierantara diesels 1,150 6,517 9,277 

Total annual outgo: 

PIOSent WE ci AOR ae 20,343,031 23,219,339 26,313,005 
Proposed legislation.............ssccsssecscse — sssseessnsesssaee 1401 —842,215 








Unexpended balance, end of year: 











ES i ceeasctehoccssdbrasittbee thera lonat ses 199,161 20,000 20,000 
AUS: SOCUTTTIES «(DAN AEAtibsassestosstistenctbslcchiseslacedc 13,163,538 15,639,115 22,778,445 
Balance of trust fund, end of year............ 13,362,699 15,659,115 22,798,445 
Object Classification (in thousands of dollars) 
Identification code 20-8005-0-7-551 1979 actual 1980 est. 1981 est. 





25.0 — Other services: 
Health Care Financing Administration, 


SOOT MUIES fsck csSestensayssstausssseerneveveau dc iste 279,242 233,482 257,483 
Departmental management, Department 
of Health and Human Services........... 911 1,344 1,344 
Office for Civil Rights, Office of the 
Secretary of Health and Human Serv- 
WI Fis re cava onecsotiasshancadniosnieus 972 1,904 1,904 
Office of the Inspector General, Depart- 
ment of Health and Human Services. 623 704 1,001 
41.0 Payment for health insurance experi- 
ments and demonstration projects ..... 7,079 8,146 11,596 
Payment for professional standards 
review (PSRO) activities ................00 34,625 29,600 34,391 
42.0 Insurance claims and indemnities................. 19,931,589 22,762,600 25,834,000 


92.0 — Undistributed: 
Reimbursement for administrative ex- 
penses of Department of the Treas- 
RY sissies netomat a 17,354 33,336 32,713 
Adjustment of Program Costs 5,594 2,616 
93.0 Administrative expenses: 














0,000 
9,000 
7,000 
8,000 
2,000 
4,000 


8,000 
9,000 


1,000 
2,120 


2,000 


30,000 
6,000 


13,005 
42,215 


20,000 
78,445 


98,445 


257,483 
1,344 


1,904 
1,001 
11,596 


34,391 
834,000 


32,713 
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Portion of limitation on salaries and 
expenses: 
Social Security Administration 


‘151,785 164,582 —«:163,890 


Object Classification (in thousands of dollars) 
Identification code 20-8005-2-7-551 





1979 actual 1980 est. 1981 est. 





Total obligations 20,429,774 23,238,314 26,338,322 





FEDERAL HospitaL INSURANCE TRUST FUND 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 


Identification code 20-8005-2-7-551 





1979 Actual 1980 est. 1981 est. 





Program by activities: 
1. Hospital cost containment — 680,000 
2. Eliminate/shorten waiting period .. 25,000 
3. Coverage for working aged —170,000 
4. Common audit —4,000 
5. Disability initiative (SSA) ats iy 6,000 
6. Health maintenance organizations aise es 3,000 
7. Reimbursement based on level of care... — 20,000 
8. Nursing differential — 191,000 
9. Medicare home health. a in 194,000 
10. Administration ‘gis sie 1,401 —5,215 
10.00 Total obligations 1,401 —842,215 
Financing: 
21.40 Unobligated balance available start of year: 
U.S. Securities (par) 


24.40 Unobligated balance available end of year: 
U.S. Securities (par) 911,814 


40.00 Budget authority (appropriation) .. 71,000 











Relation of obligations to outlays: 
71.00 Obligations incurred, net 1,401 


90.00 Outlays 1,401 


— 842,215 
— 842,215 








Proposed legislative items that affect the Federal hos- 
pital insurance trust fund would: 

1. Curb the excessive rate of inflation in hospital 
costs by limiting the annual increase in acute hospital 
inpatient revenues. 

2. Eliminate the additional 24-month waiting period 
for medicare coverage for reentitled disabled individ- 
uals. 

3. Restructure medicare coverage for the working 
aged to reduce the costs of medicare benefits. 

4. Require the use of medicare audit findings in the 
administration of the medicaid and maternal and child 
health programs. 

5. Extend medicare coverage for disabled workers 
who return to work but are not medically recovered. 

6. Bring the method of paying qualified HMO’s under 
medicare into conformance with the customary HMO 
payment. 

7. Reduce medicare expenditures by reimbursing hos- 
pitals only for the reasonable cost of providing long- 
term care in an acute care setting to patients awaiting 
placement in a long-term facility. 

8. Eliminate the routine nursing salary cost differen- 
tial in determining medicare reimbursement until evi- 
dence is produced which supports its use. 

9. Amend the medicare program to make home 
health benefits available without co-insurance or de- 
ductible under Part A, and to eliminate the require- 
ment that a patient be hospitalized for three days 
before being eligible for home health benefits. 

10. Provide Federal administration costs associated 
with the above proposals. 


25.0 — Other services 1,401 
42.0 Insurance claims and indemnities 


99.0 Total obligations 1,401 


—5,215 
— 837,000 


— 842,215 








FEDERAL SUPPLEMENTARY MEDICAL INSURANCE TRUST FUND 
Program and Financing (in thousands of dollars) 
Identification code 20-8004-0-7-551 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Benefit payments 8,313,781 9,663,000 11,413,000 
2. Administration 546,749 691,109 734,942 
3. Experiments and demonstrations 7,079 8,146 11,597 


10.00 Total program _costs, 
funded—obligations 
Financing: 
21.40 Unobligated balance available, 
start of year: U.S. securities 





8,867,609 10,362,255 = 12,159,539 


—3,868,490  —4,840,463 —4,883,208 


of year: U.S. securities (par).... 4,840,463 


60.00 Budget authority (appro- 
priation) (permanent, in- 
definite) 


4,883,208 5,191,669 





9,839,582 10,405,000 12,468,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year: 
Treasury balance 
U.S. securities (par) 
74.40 Obligated balance, end of year: 
Treasury balance 
U.S. securities (par) 


90.00 Outlays 


8,867,609 10,362,255 = 12,159,539 


— 45,370 36,183 5,000 
152,203 133,560 205,929 


— 36,183 
— 133,560 


8,804,699 


—5,000 
— 205,929 


10,321,069 


— 5,000 
— 253,838 


12,111,630 








The supplementary medical insurance program af- 
fords protection against the costs of physician services 
and certain other medical services. Most individuals age 
65 and over are eligible for this protection, and about 
95% of those eligible have elected coverage. Disabled 
people under age 65 entitled for at least 24 months to 
monthly social security or railroad retirement cash 
benefits also are eligible for this protection. The pro- 
gram also covers treatment of end-stage renal disease 
for eligible people who elect to enroll. 

The cost of supplementary medical insurance is fi- 
nanced by premium payments from enrollees together 
with contributions from the general revenues of the 
Treasury. The Secretary of Health and Human Services 
is required by law to promulgate the standard monthly 
premium rate to be paid by enrollees. The SMI premi- 
um rate can rise by no more than the percentage by 
which cash benefits increased since the last premium 
raise. Effective July 1, 1979, the premium rate has been 
$8.70. The rate for enrollees included in this budget is 
$9.60, effective July 1, 1980, and an estimated $10.60, 
effective July 1, 1981. 

1. Benefit payments.—The supplementary medical in- 
surance program provides protection against the cost of 
physician services, home health services not covered 
under the hospital insurance program, outpatient serv- 
ices, and certain other medical costs, with specified de- 
ductibles and coinsurance. The following table shows 





HEALTH CARE FINANCING ADMINISTRATION—Continued 
476 Trust Funds—Continued 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 




















FEDERAL SUPPLEMENTARY MEDICAL INSURANCE TRUST FUND— 
Continued 


comparative data for 1979 through 1981 (in thousands) 
on supplementary medical insurance beneficiaries and 
benefit payments, classified by type of coverage. 














Beneficiaries: 1979 actual 1980 estimate 1981 estimate 
Persons enrolled (average): 
ata rs aircon 23,839 24,452 25,041 
2,650 2,748 2,820 
14,399 15,111 15,901 
1,618 1,717 1,811 
Benefit payments: 
For physician services: 
NL css ater caste lnsceyssvacsarsekny dotipontShoos?> 5,161,077 5,940,000 7,018,000 
SBME cops crs tires suoatasnesiapaaseesA ou inverted 680,000 800,000 946,000 
For home health services: 
PMN eae rcar ccrcaonsoscittarse ic osevechsavsitsvorttoses 175,000 197,000 233,000 
BRINN te ence hc th Minn teeerteaets 15,000 18,000 20,000 
For outpatient services: 
ADO... SRR ES, NAL G MEAG Si cessactes 950,000 1,149,000 1,370,000 
PRION sc, dacrcart te Strict sapcaliicisedeSions 605,000 740,000 882,000 
For other medical and health services: 
PR Screen civarc ecisict tsssatvthcictponioaass 607,000 739,000 851,000 
BRIM shoe cesreecizsticscndieccscenctonvdas trite iaceioe 66,000 80,000 93,000 
Total benefit payments: 
BIND cat ass Bcascestaaayevrseshcssavine enayreaoniveestt 6,893,077 8,025,000 9,472,000 
IRON sido on casitan aceaulipinintn 1,366,000 1,638,000 1,941,000 
(1 Renan ceyroveerer terre 8,259,077 9,663,000 11,413,000 








The growth in benefit payments from 1979 to 1981 
results primarily from increases in the cost and utiliza- 
tion of covered services and in the size of the covered 
population. 

2. Administration.—This activity reflects administra- 
tive expenses attributable to the supplementary medi- 
cal insurance program by the Health Care Financing 
Administration, the Social Security Administration, 
other components of the Department of Health and 
Human Services, the Treasury Department, the Rail- 
road Retirement Board, and the Office of Personnel 
Management. 

3. Experiments and demonstrations.—The Health 
Care Financing Administration supports experiments 
and demonstration projects to improve the efficiency of 
the medicare program. 

The status of the trust fund is as follows (in thou- 
sands of dollars): 


Unexpended balance, start of year: 1979 actual 1980 estimate 1981 estimate 














RONSH ss dusstosela ype loons meas evtsciSpaesbsectapssetsabevbeiendhtooss — 45,370 36,183 5,000 
RUSH SPMANTUURS -sccctekcsssaseessccasertotszeiclspsctertbsesehetiov 4,020,692 4,974,022 5,089,136 
Balance of trust fund, start of year............ 3,975,322 5,010,205 5,094,136 
Cash income during year: 
Governmental receipts: 
Premiums from aged participants................... 2,373,192 2,621,000 2,978,000 
Premiums from disabled participants............... 262,813 295,000 335,000 
Intrabudgetary transactions: 
Federal contributions..............:scsssssssssssesses Sra 6,840,785 7,097,000 8,737,000 
FHT MERGIE INI cs toscscisatss ssoiscosneatvotossctha! | Vachoscerapecsoit balgotggsbtoosves — 92,000 
Interest on investments 362,357 392,000 418,000 
PHOS WODISINUIOND schcbstdetctsapisslctestssnstatetie” Abibcvensechonsbe sabacectoatetians 4,000 
interest on reimbursements among the trust 
DINE chased osscecressripsstisbioccinnstinabidesestaty 1 7) {MOL Ie Oxnbaiine Be ithemiawee 





Proprietary receipts: 











RIRIVN TCM a ccosesiasccovsssactensaagsessssvorntoosecss O” angwmees. antconccancae 
Total annual income: 
PIOSNE TAI oes Ea delesat tocedsspcososssee 9,839,582 10,405,000 12,468,000 
PORNO HODIBIA LION ccsvssosensitisesivevssssve— *-sacheeveveasewier~ ~“escrietvoessvenve — 88,000 
Cash outgo during year: 
For benefit payments............sssssssssessecssseessssssseees 8,259,077 9,663,000 11,413,000 
PANIED MRIS Rircsc sc sssccaischissassczioonsecevnniw’ asouresteRlooWh | | Svevssseettoeodis — 222,300 


For administrative expenses: 
Authorized program .........ssscscscsssssssesseeesssssees 541,856 651,552 689,353 





























Proms POGIS TION sickle Recccesatscsocttsssiness;. sessisosonsSbvcbsy ~easalescncolbeoes — 11,600 
Transfers among trust funds for prior year’s 
administrative EXPENSES...............ssveecseeeneees BBB ates hb AUN ccc 
Experiments and demonstrations ............cssssssessse 1,150 6,517 9,277 
Total annual outgo: 
PYOSRTI IAW: csscsssalecsertstisssstottticssssneritiose 8,804,699 10,321,069 12,111,630 
PROPOSED TOGISAION sicsssssssacssviccsvenssss:\ | -easasnendiptateys <\/ guabbavnectobaee — 233,900 
Unexpended balance, end of year: 
MSM becrntshs gs scarststecssserstsssscoseasoteossestiacssuesosseereaess 36,183 5,000 5,000 
USS RACUINIDS = CORH,)icstsbupasncasesovsncctecossssssonsceeaeecats 4,974,022 5,089,136 5,591,406 
Balance of trust fund, end of year.............. 5,010,205 5,094,136 5,596,406 
Object Classification (in thousands of dollars) 
Identification code 20-8004-0-7-551 1979 actual 1980 est. 1981 est. 
25.0 — Other services: 
Health Care Financing Administration, 
Department of Health and Human 
SOLVICES.........sc00000 Rantrusaitinieredis 431,060 568,737 614,587 
Departmental Management, Department 
of Health and Human Services........... 1,880 2,016 2,016 


Office for Civil Rights, Office of the 
Secretary of Health and Human Serv- 
BEG scissstonsenintetteiieriecer mate eristaeste 108 211 211 


of the Secretary of Health and 


Human Services ........se--sssessssseesssveseene 1,283 1,057 1,501 
Salaries and expenses, Office of Person- 
Nel Management...........scsccssssescsssnseees 62 86 86 
Salaries and expenses, Railroad Retire- 
Montoatd :. <i tee crsidin..ndbinte 5,234 1,200 1,200 
Payment for health insurance experi- 
ments and demonstration projects ..... 7,079 8,146 11,597 
42.0 — Insurance claims and indemnities................ 8,313,781 9,663,000 11,413,000 


92.0 — Undistributed: 
Reimbursement for administrative ex- 
penses of Department of the Treas- 


UY nT RL eee eet ccab ot 67 74 16 
Adjustment of program costs.................. 4,888 DOSE  cinstsapsionnsre 
93.0 Administrative expenses: 


Portion of limitation on salaries and 
expenses; Social Security Administra- 
MUNYA de. Misia ster ten Siaty ctomtes Boiss 102,167 111,029 115,265 


99.0 Total Obl gations........ssssssssesceccesessssee 8,867,609 10,362,255 — 12,159,539 








FEDERAL SUPPLEMENTARY MEDICAL INSURANCE TRUST FUND 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 





Identification code 20-8004-2-7-551 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Eliminate or shorten 24-month waiting 








ON aes inc REA Gv wiecthecs 10,000 
2. Reimbursement on reasonable cost basis —6,000 
3. Outpatient psychiatric services ............... 18,000 
4. Civil money penalty................004 ssck —9,300 
5. Hospital-based physicians ..... — 12,000 
6. Disability initiative (SSA)........... 2,000 
7. Eliminate chiropractic benefits....... Li — 30,000 
8. Repeal plantars wart exclusion............... 2,000 





, i Sa eee 
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9. Health maintenance orgamizationS...........  ..cccssssessssse — sessensssneeeenes 2,000 
10. Reimbursement of freestanding ambu- 
Gi icccaM Mc klcsccac. Seteadis) “LeeSen. —3,000 
11. Competitive bid purchasing and lab 
SOMPIDUSEMCME ....0:t5:.sccosssisscsasecsocssncssess —9,000 
12. Medicare home health...............ccccssece — 187,000 
13. Administration.............csssscscssssseeccssssseees — 11,600 
NP LCRMR MNOS 5. ssasescssssrRtsdonsssssrsicecscctonce.. _siassensciiiviies cuucaiseancdted — 233,900 
Financing: 
24.40 Unobligated balance available, end of year: 
U.S. SeCUritieS (Par) ......sscsccssssssescessneees sesnanesnonee —_srnannnsnnon __ 145,900 
40.00 Budget authority (appropriation). oo... cssssescesssseee — 88,000 
Relation of obligations to outlays: 
T00s; ODMGAUORS WNCINTOR, THOR sicsscsossconsesssocnncson: “)stisiecncecacesbc> /deutinndpeoasst — 233,900 
90.00 Ne ee ecto RA — 233,900 





There are a number of legislative proposals which 
affect the Federal supplementary medical insurance 
trust fund. These proposals would: 

1. Eliminate or shorten the 24-month waiting period 
for medicare coverage for re-entitled disabled individ- 
uals. 

2. Provide for medicare reimbursement on the basis 
of reasonable costs in cases where providers who are 
normally reimbursed on the basis of costs have been 
reimbursed on the basis of charges. 

3. Increase the rate of medicare program payment for 
outpatient psychiatric services from 50% to 80% of rea- 
sonable charges and increase the maximum amount 
payable in a calendar year from $250 to $750. 

4. Authorize the Secretary to assess a civil money 
penalty against any person who she determines, after 
notice and the opportunity for a hearing, has filed a 
fraudulent claim under the medicare program. 

5. Eliminate the excessive reimbursement to hospital- 
based radiologists, anesthesiologists, and pathologists 
that has resulted from existing reimbursement prac- 
tices. 

6. Extend medicare coverage for disabled workers 
who return to work but are not medically recovered. 

7. Assure that reimbursement under the medicare 
program is made only for services which are medically 
helpful to beneficiaries by eliminating reimbursement 
for chiropractic services. 

8. Delete wart removal as one of the routine foot care 
exclusions. 

9. Bring the method of paying qualified Health Main- 
tenance Organizations (HMO’s) under medicare into 
conformance with the customary method of HMO pay- 
ment. 

10. Permit medicare reimbursement of freestanding 
ambulatory surgery centers for surgical procedures 
specified by the Secretary. 

11. Provides the Secretary authority to employ com- 
petitive procurement procedures for the bulk purchase 
of laboratory services, durable medical equipment, and 
other medical services and supplies. 

12. Amend the medicare program to make home 
health benefits available without coinsurance or deduct- 
ible under part A, and to eliminate the requirement 
that a patient be hospitalized for 3 days before being 
eligible for home health benefits. 





13. Provide Federal administration costs for imple- 
menting the civil money penalty proposal and the medi- 
care contractors initiative. 


Object Classification (in thousands of dollars) 











Identification code 20-8004-2-7-551 1979 actual 1980 est. 1981 est. 

2a GRR eres oo es See eee een eee — 11,600 
42.0 — Insurance claims and indemmities................  scsscssecssseees ae — 222,300 
99.0 CORRE CIN assssscriccenacttirgitccines ete 4 eteinh — 233,900 








[OFFICE OF EDUCATION] 


[Inp1an Epucation] 


Note.—The activities formerly included in this account, in the amount of $71,735,000 for 
1979 and $75,935,000 for 1980, will be transferred to the Department of Education, Office of 
Elementary and Secondary Education, pursuant to the Department of Education Organiza- 
tion Act (Public Law 96-88) and are included in the account Indian education. 





[ScHoo. AssIsTANCE IN FEDERALLY AFFECTED AREAS] 


Note.—The activities formerly included in this account, in the amount of $816,100,000 for 
1979 and $805,000,000 for 1980, will be transferred to the Department of Education, Office of 
Elementary and Secondary Education, pursuant to the Department of Education Organiza- 
tion Act (Public Law 96-88) and are included in the account School assistance in federally 
affected areas. 





[EMeErGENcy Scuoot Ar] 


Note.—The activities formerly included in this account, in the amount of $341,350,000 for 
1979 and $315,298,000 for 1980, will be transferred to the Department of Education, Office of 
Elementary and Secondary Education, pursuant to the Department of Education Organiza- 
tion Act (Public Law 96-88) and are included in the account Equal educational opportunities. 





(EpucaATION FOR THE HANDICAPPED] 


Note.—The activities formerly included in this account, in the amount of $976,637,000 for 
1979 and $1,049,025,000 for 1980, will be transferred to the Department of Education, Office 
of Special Education and Rehabilitative Services, pursuant to the Department of Education 
Organization Act (Public Law 96-88) and are included in the account Education for the 
handicapped. 





[OccuPaTIONAL, VOCATIONAL, AND ADULT EDUCATION] 


Note.—The activities formerly included in this account, in the amount of $781,614,000 for 
1979 and $889,041,000 for 1980, will be transferred to the Department of Education, Office of 
Vocational and Adult Education, pursuant to the Department of Education Organization Act 
(Public Law 96-88) and are included in the account Vocational and adult education. 





[Srupent AssisTaANcE] 


Note.—The activities formerly included in this account, in the amount of $3,753,650,000 for 
1979 and $3,056,935,000 for 1980, will be transferred to the Department of Education, Office 
of Postsecondary Education, pursuant to the Department of Education Organization Act 
(Public Law 96-88) and are included in the account Student financial assistance. 





(HicHER AND ConTINUING EDUCATION] 


Note.—The activities formerly included in this account, in the amount of $395,700,000 for 
1979 and $408,430,000 for 1980, will be transferred to the Department of Education, Office of 
Postsecondary Education, pursuant to the Department of Education Organization Act (Public 
Law 96-88) and are included in the account Higher and continuing education. 





[EpucaTionat Activities Overseas (Special Foreign Currency 
Program)] 


Note.—The activities formerly included in this account, in the amount of $500,000 for 1979 
and $1,000,000 for 1980, will be transferred to the Department of Education, Departmental 
Management, pursuant to the Department of Education Organization Act (Public Law 96-88) 
and are included in the account Educational, research, and training activities overseas 
(Special foreign currency program). 
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[Sauaries AND ExpPENsEs] 


Note.—The activities formerly included in this account, in the amount of $126,553,000 for 
1979 and $127,756,000 for 1980, will be transferred to the Department of Education, Depart- 
mental Management, pursuant to the Department of Education Organization Act (Public 
Law 96-88) and are included in the account Salaries and expenses. 


[EpucaTionaAL DEVELOPMENT] 


Note.—The activities formerly included in this account will be transferred to the Depart- 
ment of Education, Office of Educational Research and Improvement, pursuant to the De- 
partment of Education Organization Act (Public Law 96-88) and are included in the account 
Educational development. 


[Srupent Loan INsuRANCE FunpD] 


Note.—The activities formerly included in this account, in the amount of $982,503,000 for 
1979 and $959,621,000 for 1980, will be transferred to the Department of Education, Office of 
Postsecondary Education, pursuant to the Department of Education Organization Act (Public 
Law 96-88) and are included in the account Student loan insurance. 


(Hicuer Epucation Faciuities LOAN AND INSURANCE FuND] 


Note.—The activities formerly included in this account, in the amount of $3,075,000 for 
1979 and $3,021,000 for 1980, will be transferred to the Department of Education, Office of 
Postsecondary Education, pursuant to the Department of Education Organization Act (Public 
Law 96-88) and are included in the account Higher education facilities loan and insurance. 


(HeattH Proressions GRADUATE STUDENT LOAN INSURANCE FUND] 


Note.—Schedules for this account formerly shown in this place are included in the Health 
Resources Administration by this Department. 


[ConsoLipaTED WorKING FunpD] 


Note.—The activities formerly included in this account will be transferred to the Depart- 
ment of Education, Office of Vocational and Adult Education, pursuant to the Department of 
Education Organization Act (Public Law 96-88) and are credited to the account Vocational 
and adult education. 


[NATIONAL INSTITUTE OF EDUCATION] 


[ConsoLipaTeD WorkKING FunpD] 


Note.—The activities formerly included in this account will be transferred to the Depart- 
ment of Education, Office of Vocational and Adult Education, pursuant to the Department of 
Education Organization Act (Public Law 96-88) and are credited to the account Vocational 
and adult education. 


[OFFICE OF THE ASSISTANT SECRETARY FOR 
EDUCATION] 


[Institute or Museum Services] 


Note.—The activities formerly included in this account, in the amount of $7,852,000 for 
1979 and $10,913,000 for 1980, will be transferred to the Department of Education, Depart- 
mental Management, pursuant to the Department of Education Organization Act (Public 
Law 96-88) and are included in the account Institute of Museum Services. 


SOCIAL SECURITY ADMINISTRATION 


Federal Funds 
General and special funds: 
PAYMENTS TO SociAL Security Trust FuNDS 


For payment to the Federal Old-Age and Survivors Insurance and 
the Federal Disability Insurance Trust Funds, as provided under sec- 
tions 201(gXD), 217(g), 228(g), 229(b), 702, and 1131(b\(2) of the Social 
Security Act, [$676,933,000] $675, 790,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 75-0404-0-1-601 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Military service credits 526,120 510,795 520,516 
2. Special payments for certain 
uninsured persons 230,461 164,069 149,809 
3. Pension reform 1,900 
4. Survey of income and program 
participation 3,565 


10.00 Total obligations 756,954 675,790 


Financing: 
25.00 Unobligated balance lapsing 3,820 


40.00 Budget authority (appro- 
priation) 760,774 











Relation of obligations to outlays: 
71.00 Obligations incurred, net 756,954 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 756,892 676,995 675,790 








This appropriation provides for payments from Feder- 
al funds to the Federal old-age and survivors and dis 
ability insurance trust funds for certain types of bene- 
fits and related administrative costs not financed by 
contributions from workers and employers. The 1981 
request is for $675,790 thousand and covers the follow- 
ing payments. 

1. Military service credits.—$520,516 thousand for 
benefits based on noncontributory military service cred- 
its for veterans of the World War II and post-World 
War II periods. Payment is prescribed in sections 217(g) 
and 229(b) of the Social Security Act and includes reim- 
bursement for administrative expenses and interest lost 
to the trust funds. 

The payment to each trust fund is (in thousands of 
dollars): 


Old-age and survivors insurance 390,127 
Disability insurance 130,389 


$20,516 


2. Special payments for certain uninsured persons.— 
$149,809 thousand for benefits paid in 1979 to certain 
uninsured individuals aged 72 and over, related admin- 
istrative expenses, interest lost to the trust fund, and 
adjustments for prior years’ costs. The benefits were 
established to afford some protection for certain per- 
sons, or their surviving dependents, who retired before 
the enactment of social security legislation or before 
their occupations were covered by social security. 

3. Pension reform.—$1,900 thousand for the cost in- 
curred by the Social Security Administration in fur- 
nishing information to individuals who have left a pen 
sion fund, of their vested rights in those funds. 

4. Survey of income and program participation.—A 
payment of $3,565 thousand is requested to reimburse 
the Federal old-age and survivors insurance trust fund 
for research expenses incurred by this study and 
chargeable to Federal funds. 


a © 4 =~ rH 
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Object Classification (in thousands of dollars) 





denifcatn code 75~0404-0-1-999 1979 actual 


25.0 Other services 373 
42.0 Insurance claims and indemnities 756,581 


99.0 Total obligations 756,954 


1980 est. 


2,069 
674,864 


676,933 


1981 est. 


5,465 
670,325 


675,790 











SPECIAL BENEFITS FOR DISABLED CoAL MINERS 


For carrying out title IV of the Federal Mine Safety and Health 
Act of 1977, including the payment of travel expenses either on an 
actual cost or commuted basis, to an individual, for travel incident to 
medical examinations, and to parties, their representatives and all 
reasonably necessary witnesses for travel within the United States, 
Puerto Rico, and the Virgin Islands, to reconsideration interviews and 
to proceedings before administrative law judges, [[$1,005,202,000] 
$1,097,751,000: Provided, That after July 31, such amounts for benefit 
payments as may be necessary may be charged to the subsequent 
year appropriation. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. s 


Program and Financing (in thousands of dollars) 


Identification code 75-0409-0-1-601 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Benefit payments 
2. Administration 
3, Reimbursable administrative costs 


985,288 
6,861 
4196 


1,035,000 1,054,000 
7,653 6,300 
1,179 905 





10.00 Total program costs, funded—obliga- 


996,345 1,043,832 = 1,061,205 


Financing: 
11.00 Offsetting collections from: Federal funds... 
25.00 Unobligated balance lapsing 


Budget authority 


—4,196 
3,232 


995,381 





1,042,653 = 1,060,300 





Budget authority: 
40.00 Appropriation 
40.20 Appropriation available from subsequent 


1,016,608 1,005,202 1,097,751 


37,451 





43.00 995,381 1,042,653 — 1,060,300 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 


992,148 
74,942 
—74,198 
— 3,505 


989,387 


1,042,653 
74,198 
—18,198 


1,060,300 
78,198 


1,038,653 


1,057,300 


Outlays 


BENEFITS AND BENEFICIARIES, AVERAGE FOR FISCAL YEAR 


1979 actual 1980 estimate 
Benefit payments (in thousands) 985,288 1,035,000 1,054,000 
Beneficiaries 440,000 416,000 391,000 


The law prescribes an October 1980 automatic benefit 
increase, with benefits 50% of the amount for a totally 
disabled GS-2 Step 1 Federal employee. 

2. Administration.—Administrative costs in 1981 are 
for monitoring and making changes to the beneficiary 
rolls and authorizing payments to entitled beneficiaries 
monthly. The reduction from the 1979 and 1980 levels 
of cost is due to a decline in the size of the beneficiary 
roll. 

The district offices of the Department of Health and 
Human Services will continue to take claims for bene- 
fits, mostly on behalf of the Department of Labor. In 
addition, the Department of Health and Human Serv- 
ices will complete the search of its records of coal mine 
employment for the Department of Labor. This results 
from the Black Lung Benefits Reform Act of 1977. The 
Department of Health and Human Services is reim- 
bursed for these costs, estimated to total $905 thousand 
for 1981, from funds appropriated to the Department of 
Labor. 


1981 estimate 


Object Classification (in thousands of dollars) 





Identification code. 75-0409-0-1-601 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 5,526 5,029 
11.3 Positions other than permanent 145 140 
11.5 Other personnel compensation 262 227 


Total personnel compensation : 5,933 5,396 
12.1 Personnel benefits: Civilian 513 521 
21.0 Travel and transportation of persons 39 35 
22.0 — Transportation of things 101 92 
23.1 — Standard level user charges ae 532 
23.2 | Communications, utilities, and other rent... 281 
24.0 — Printing and reproduction 36 
25.0 — Other services a 260 
26.0 Supplies and materials . a 37 
31.0 — Equipment <i 15 
42.0 — Insurance claims and indemnities 985,288 1,035,000 1,054,000 


99.0 996,345 1,043,832 — 1,061,205 








Total obligations 


Personnel Summary 





Total number of permanent positions 434 332 298 
Total compensable workyears s 542 375 314 
Full-time equivalent of other positions (30) (13) (12) 
Full-time equivalent of overtime and holiday . 
(11) 


$18,107 


(18) (12) 


Average GS salary $19,444 $17,870 








Note.—Excludes $953 thousand in 1981 for activities transferred to General departmental management, Department of 
Health and Human Services. Comparable amounts for 1979 ($953 thousand) and 1980 ($953 thousand) are included above. 

1. Benefit payments.—Title IV of the Federal Mine 
Safety and Health Act authorizes monthly benefits to 
living coal miners who are totally disabled from pneu- 
moconiosis resulting from employment in coal mines 
and to surviving widows. Benefit payments to miners 
and surviving widows are increased for dependents and 
others in certain circumstances. 

After 1973, the jurisdiction for payment of claims and 
most survivor claims shifted to the Department of 
Labor. However, Health and Human Services pays 
benefits to individuals who filed before 1974. 


(eee 


SUPPLEMENTAL SECURITY INCOME PROGRAM 


For carrying out the Supplemental Security Income program under 
title XVI of the Social Security Act, section 401 of Public Law 92-603, 
section 212 of Public Law 93-66, as amended, and section 405 of 
Public Law 95-216, including payment to the social security trust 
funds for administrative expenses incurred pursuant to section 
201(g\(1) of the Social Security Act, [$6,323,436,000] $6,925,517,000, to 
remain available until expended: Provided, That for carrying out 
these activities after July 31, such sums as may be necessary shall be 
available, the obligations and expenditures therefor to be charged to 
the appropriation for the succeeding fiscal year: Provided further, 
That any portion of the funds provided to a State in the current fiscal 
year and not obligated by the State during that year shall be re- 
turned to the Treasury. 
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Federal Funds—Continued 





General and special funds—Continued 
SUPPLEMENTAL SEcURITY INCOME PRoGRAM—Continued 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 
































Program and Financing (in thousands of dollars) 
Identification code 75-0406-0-1-604 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Federal benefit payments...... 5,173,739 5,590,000 6,085,000 
2. Federal hold harmless pay- 
MBIIS.. As bccitcdisaesecicatc Aiton i 41,274 45,000 45,000 
3. Beneficiary services............... 29,067 29,205 29,247 
4. Payments to the trust funds 
for administrative costs......... 603,398 640,301 713,094 
5. Federal fiscal liability ............ 5,781 39,800 4,000 
Total direct program......... 5,853,259 6,344,306 6,876,341 
Reimbursable program: 
1. State-financed State supple- 
mentation payments.............. 1,326,122 1,637,200 1,637,200 
2. Federally financed State sup- 
Plementation............0...sesessse 2,877 2,800 2,800 
Total program costs, 
TUMIOUS oescsho ite lee 7,182,258 7,984,306 8,516,341 
Change in selected resources (re- 
ceivables and — undelivered 
DRS scisparssceaniecncses cote — 353,525 26,953 26,953 
10.00 Total obligationS...............s00+ 6,828,733 8,011,259 8,543,294 
Financing: 
Offsetting collections from: 
11.00 Federal funds: Federally fi- 
nanced supplementation to 
Indo-Chinese refugees ........... —2,877 — 2,800 — 2,800 
14.00 Non-Federal sources: State-fi- 
nanced State supplementa- 
BUMP escsecctisestn rsastcksnt cies —1,326,122 —1,637,200 . —1,637,200 
25.00 Unobligated balance lapsing........... BGI) See Uk ee HAY EGE sceotebe 
Budget authority................ 5,505,409 6,371,259 6,903,294 
Budget authority: 
40.00 Appropriation.............ssssecccsssseeeessee 5,557,854 6,323,436 6,925,517 
40.20 Appropriation available from subse- 
RU DIES, B02 GIES, SE. Biche > at sasctisieiiiesinas DOPOD cs ctarudndennhe 
40.30 Appropriation available in prior 
DOM siccsctitastnesatvinsieote Cetilnasiece SEM val sscevssisiacgistsie — 22,223 
43.00 Appropriation (adjusted) ... 5,505,409 6,345,659 6,903,294 
44.20 Supplemental for civilian 
NING sai pcsstestaucitel PRU Seasie een boas OO Ui cccvadteaaneess 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................ 5,499,734 6,371,259 6,903,294 
72.10 Receivables in excess of obliga- 
tions, start Of year ..........c — 293,568 — 196,803 — 199,064 
74.10 Receivables in excess of obliga- 
tions, end Of year... 196,803 199,064 203,609 
77.00 Adjustments in expired accounts... RIG BSP TPRSRAEEREIAEL. . sccccsssccconcernadnsn 
90.00 Outlays, excluding pay raise 
supplemental..............s 5,471,126 6,349,838 6,905,921 
91.20 Outlays from civilian pay 
raise Supplemental.............  eccsssecsssseccsseess 23,682 1,918 


Title XVI of the Social Security Act established the 
Federal supplemental security income (SSI) program for 
the aged, blind, and disabled. In 1980, the supplemental 
security income program provides a minimum income 
of $208.20 per month for an eligible individual and 
$312.30 per month for an eligible couple. Public Law 














93-368 requires that SSI benefit levels be increased 
each July by the same cost-of-living percentage as social 
security benefits. 
SSI is administered by the Federal Government 
under national uniform eligibility requirements and 





payment support levels. States are required to supple- 
ment the Federal benefit to assure that recipients of 
benefits under the former State-administered programs 
suffered no loss of income under SSI. States may make : 
additional supplementary payments, and may enter 
into agreements with the Federal Government to ad- 


minister their supplementary payments. The Federal 
cost of administering the State’s supplementary pay- 
ment is financed from Federal funds. | 
This appropriation request includes: (1) $6,085 million 
in Federal payments to 3.7 million aged, blind, and 
disabled recipients; (2) $45 million in Federal hold 
harmless subsidy payments to three States; (3) $56.2 |. 
million to reimburse State agencies for providing serv- | 
ices to and planning and monitoring for treatment of | 
disabled SSI recipients; (4) $713 million to reimburse | : 
the social security trust funds for costs of administra- | 
tion; and (5) $4 million for Federal fiscal liability (FFL) | 
settlements with States which result from erroneous | 
payments of federally administered State supplements. 
State supplements financed by the States and adminis- 
tered by the Federal Government as a reimbursable 
program are estimated to cost $1.64 billion in 1981. 


AVERAGE SSI RECIPIENTS 
[In thousands} 





























1979 actual 1980 estimate 1981 estimate 
RNP ese oa htc asa csSstan peneicicaunt ih 1,625 1,580 1,532 | 
BSW ENCL IML CMGEIMIEL osasosnscccocectotssstacsopsoucseansscicsceviseecs 2,075 2,166 2,200 | 
TOTAL POURIAD:, csccsiieva Rhea arvesindicevccaciscins 3,700 3,746 3,732 
State supplementation recipients...............ssssesseee 510 442 438 
Total:SSH recipients ..sssssssessosessasscssbabsonsonses 4,210 4,188 4,170 
Object Classification (in thousands of dollars) | 
Identification code 75-0406-0-1-604 1979 actual 1980 est. 1981 est. | 
Direct obligations: | 
LOA. MIMI cscs Sacansxissastanigbouinsaisovisinxtin 632,465 669,506 742,341 
41.0 — Grants, subsidies, and contributions............. 5,215,013 5,635,000 6,130,000 
42.0 Insurance claims and indemnities................ 5,781 39,800 4,000 
Total direct costs, funded..........ssssse 5,853,259 6,344,306 6,876,341 , 
94.0 Change in selected resources..... — 353,525 26,953 26,953 . 
Total direct obligations..............e000 5,499,734 6,371,259 6,903,294 
Reimbursable obligations: 
41.0 — Grants, subsidies, and contributions............ 1,328,999 1,640,000 1,640,000 
99.0 Total obligations .............csssecccssseesssee 6,828,733 8,011,259 8,543,294 





SUPPLEMENTAL SECURITY INCOME PROGRAM 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 





Identification code 75-0406-2-1-604 1979 actual 1980 est. 1981 est 
Program by activities: 
10.00 Proposed social security _legislation 
EONS = RMIT J esses scsusteranastssbeslad, |) vovoapeisd sscacty + © stzaayysscouctard 17,000 
Financing: 
40.00 Budget authority (appropriation) ....0...... 0 ccccsceccccssee, cscssseeseesssees 17,000 








1ent 
and 
ple- 
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ams 
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ad- 
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pay- 
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and 
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56.2 
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t of 
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stra- 
FL) 
20us 
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estimate 
1,532 
220 


3,32 
cz... 


4,170 





1 est. 





42,341 
30,000 
om 


76,341 
2598 


03,294 


not 
43,294 





1 est. 





17,000 


17,000 


DEPARTMENT OF HEALTH AND HUMAN SERVICES 


SOCIAL SECURITY ADMINISTRATION—Continued 
Federal Funds—Continued 481 








Relation of obligations to outlays: 
70.00 Obligations incurred, net ...............ccsssssseeeee 


fs coornesen: sonemnressere 17,000 
90.00 OU iz. rhasvieealiibele.ssideccdO LMEELLII AER she 17,000 








There are several disability proposals which will 
affect the SSI program: 

Limit title II disability benefits which would increase 
benefits for certain SSI recipients. (Outlay increase of 
$1 million in 1981.) 

Change computation for title II disability benefits 
which would increase SSI costs. (Outlay increase of $10 
million in 1981.) 

Periodic reexaminations for disabled SSI recipients. 
(Outlay increase of $6 million in 1981.) 


Object Classification (in thousands of dollars) 











Kdentification code 75-0406-2-1-604 1979 actual 1980 est. 1981 est. 

OY man MNOO oe cae Sis ksiate eo esancncacet”\ |. seobsaetcncsecoc Ted aoend —4,000 
41.0 Grants, subsidies, and contributions............ ervecseeneneee_useunnnnut 21,000 
99.0 OROINMAUINNG tn iiorctlilijanatecon “ahastamadiey smmaeoosiens 17,000 


ASSISTANCE PAYMENTS PROGRAM* 
*See Part III for additional information. 


For carrying out, except as otherwise provided, titles I, IV, X, XI, 
XIV, and XVI of the Social Security Act, and the Act of July 5, 1960 
(24 U.S.C., ch. 9), [$7,072,210,000] $8, 145,689,000, to remain available 
until expended. 

For making, after June 30 of the current fiscal year, payments to 
States under titles I, IV, X, XIV, and XVI, respectively, of the Social 
Security Act for the last three months of the current fiscal year and 
for making after July 31 of the current fiscal year payments for the 
first quarter of the succeeding fiscal year such sums as may be 
necessary, the obligations incurred and the expenditures made there- 
under for payments under each of such titles to be charged to the 
subsequent appropriations therefor for the current or succeeding 
fiscal year. No payment shall be made from this appropriation to 
reimburse State or local expenditures made prior to [September 30, 
1978] October 1, 1978; except that payment shall not be denied with 
respect to court-ordered retroactive payments or audit exceptions, or as 
otherwise provided in authorizing legislation. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





1981 est. 




















Identification code 75-0412-0-1-604 1979 actual 1980 est. 
Program by activities: 
1. Maintenance assistance: 
(a) Aid to families with de- 
pendent children...............s0+«. 5,818,877 6,300,000 6,864,000 
(b) Adult categories 12,456 4,500 4,446 
(c) Emergency assistance......... 40,628 43,000 46,200 
(d) State and local administra- 
tion and training ..............00... 690,106 747,600 811,500 
(@) Repatriation ........cssccsveesseee 939 1,284 1,369 
Subtotal, maintenance as- 
SO i ist ssnivsiere 6,563,006 7,096,384 7,727,515 
2. Child support enforcement: 
() Collections .........cccc.ccssesceee — 230,460 — 293,000 — 352,000 
(b) State and local administra- 
MN sacccisncieapesedicicsssecantes 252,425 280,000 310,000 
Subtotal, child support 
enforcement ...........:..00. 21,965 — 13,000 — 42,000 












310-100 0 - 80 - 31 



































3. Research and evaluation............ 2,650 3,500 3,500 
4. Administrative expenses............. 26,968 45,000 47,000 
Total program costs, funded . 6,614,589 7,131,884 7,736,015 
Adjustment for amounts previously 
financed from: Public assist- 
MI gcse Ain ticsessenns TIE ccsssscisnvesapctesos: Geach Sanrateaies 
Change in selected resources (un- 
delivered orders) ..............scs.s0- 47,823 182,443 61,914 
10.00 Total obligations.................0+. 6,658,313 7,314,327 7,797,929 
Financing: 
25.00 Unobligated balance lapsing........... SEROUS TORE, ccssssssnsssinintes 
Budget authority................. 6,688,047 7,314,327 7,797,929 
Budget authority: 
40.00 Appropriation ..............sscccccssseesceess 6,628,305 6,722,210 8,145,689 
40.20 Appropriation available from subse- 
OID codec ceieeesiaccs 1,669,436 2,261,553 1,913,793 
40.30 Appropriation available in prior 
Wiirestates fot. —1,609,694 —1,669,436 —2,261,553 
43.00 Appropriation (adjusted) ... 6,688,047 7,314,327 7,797,929 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................. 6,658,313 7,314,327 7,797,929 
72.40 Obligated balance, start of year...... 1,677,656 1,725,479 1,992,922 
74.40 Obligated balance, end of year....... —1,725,479  —1,992,922 —2,109,836 
90.00 NOD oe 6,610,490 7,046,884 7,681,015 





Note.—The 1980 budget authority for this account has been reduced by $350 million pursuant to Public Law 96-123. 


Grants to States for assistance payments are made 
for the Federal share of State expenditures for mainte- 
nance assistance and child support enforcement. Re- 
search and training projects are also supported. 

Estimates of requirements are based on an evaluation 
of the States’ latest estimates together with national 
trends of historic data adjusted by socioeconomic factors 
which will have an impact upon these trends. 

1. Maintenance assistance.—Maintenance payments 
provide needy persons with resources to assist in meet- 
ing the costs of daily living. 

Federal matching for Aid to Families With Depend- 
ent Children (AFDC), the major portion of the mainte- 
nance assistance activity, averages 53.8%. The Federal 
matching for State and local administration is 50% and 
the matching share for State and local training is 75%. 

The SSA has initiated efforts to improve administra- 
tion of the AFDC program through technical assistance 
to States and closer Federal monitoring of States’ per- 
formance, including claims for Federal financial partici- 
pation. 


MAINTENANCE ASSISTANCE PROGRAM COSTS 
[In thousands of dollars} 





AFDC: 1979 actual 1980 estimate 1981 estimate 
TORRE OOVIIINS ae oon eae 10,788,000 11,709,000 12,759,000 
FOIFUN SROs cinctasiccbiccssnccaLined 5,818,877 6,300,000 6,864,000 

Adult categories: 

TOUR IN oo acicinaccieaacscatcinscoreccoctoomcsntor 18,000 9,000 8,900 
Federal share.......... 12,456 4,500 4,446 
Adult phaseout a aes thecdhasesnabenies 

Emergency assistance: 

SOUT UNINC criss Se ceca ccsenstvctectnsasertenleocntal 80,800 86,100 92,500 
FONE Msi shh hha 40,628 43,000 46,200 

State and local administration: 

EE sak cecanceontasonscsicunipeeusnrbeaocsaanguanins 1,318,800 1,441,200 1,564,400 
Ga, kL ee cane 663,974 720,600 782,200 

State and local training: 

NORD RI ioe aiccastent i eecidukcaaleea eens 31,500 36,000 39,100 
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MAINTENANCE ASSISTANCE PROGRAM COSTS—Continued 
[In thousands of dollars} 








1979 actual 1980 estimate 1981 estimate 
Pe EIN ee ae a eee Cenc 26,132 
Repatriation of U.S. Nationals—total.....................006 939 1,284 1,369 
Total maintenance assistance: 
BORM-ONDONGES iss sctesececsancescevsoonsssnvosszofontoonssevnses 12,238,039 13,282,584 14,465,269 
PRIMA NINE aides seb chpenchoek Bhsscsscsesvssnccsctcsc ba 6,563,006 7,096,384 7,727,515 
MAINTENANCE ASSISTANCE RECIPIENT CASELOAD 
Average monthly number 
1979 1980 1981 
Ne I ssc cass aheRgk ee esuedin 10,319,000 10,505,000 10,763,000 
ER MN sch RRS adi sscisoet erie ch tenoysbostts (3,496,000) (3,586,000) (3,689,000) 
I MINIS ssid csapiansoncenitsbisigiasonorevvssesnses 38,000 38,000 38,000 
Emergency assistance familieS..................ssssscsssseeees 35,200 35,500 36,000 


BURNT R MENON. Sessa, tac ads aka sbisttuacvanatasapa stsvapsnessvcins 275 275 275 
10,392,475 10,578,775 10,837,275 











2. Child support enforcement.—The purpose of the 
child support enforcement program, in effect since 
August 1, 1975, is to assist States in enforcing the sup- 
port obligations owed by absent parents to their chil- 
dren, locating absent parents, establishing paternity, 
and obtaining child support. Federal grants for State 
and local administration of the program are made to 
States having plans approved by the Department of 
Health and Human Services; at a Federal matching 
rate of 75%. 

Costs and collections are expanding as State and local 
governments increase the number of absent parents 
who are providing child support under this program. 
The Federal Office of Child Support Enforcement has 
begun a major effort to increase the level of collections, 
by means of the following steps: Training for Federal, 
State, and local staffs; technical assistance to States; 
and model computer systems for the use of the States. 


CHILD SUPPORT ENFORCEMENT COLLECTIONS AND COSTS 





[In thousands of dollars} 

Child support collections: 1979 1980 1981 
Total collections. 582,000 715,000 858,000 
RNIN OTN 8a sacle apankei ts cdbapisianos soi shvnns 230,460 293,000 352,000 

State and local administration: 
ea 331,000 374,000 413,000 
ROIS SIE ois ca ctsccsssstarrein coasterrtsrasvcssen 252,425 280,000 310,000 

CHILD SUPPORT ENFORCEMENT CASELOAD 
NIE cscs cietian bali sbstoasercchas eceabaasiesttontkcessbateaveose 529,000 581,000 639,000 


3. Research and evaluation.—The public assistance 
research and evaluation program is authorized by the 
Social Security Act under sections 1110 and 1115. Pro- 
jects are supported to develop knowledge needed to 
evaluate and implement major policy and program 
changes. 


Research and evaluation (costs in thousands of 1979 1980 1961 
ONITE) ss cccnt eRe a csssessencostle abate toses hot beosaceycossinns 2,650 3,500 3,500 


4. Administrative expenses.—The administrative costs 
budgeted for the assistance payments programs provide 
for Federal direction of the various grant programs that 
provide maintenance assistance to the needy. Activities 
include grants for management and consultative serv- 
ices to State and local governments and other grantees. 
Related activities are: monitoring and reviewing to 





insure effective and prudent use of Federal funds by 
grantees; the conduct of research; the collection, proc- 
essing, and dissemination of statistical data; and the 
review of accomplishments of program activities. 


Object Classification (in thousands of dollars) 















































Identification code 75-0412-0-1-604 1979 actual 1980 est. 1981 est 
Personnel compensation: 
11.1 Permanent pOSitions.............-ssssecsseesesseeee 19,573 23,693 26,127 
11.3 Positions other than permanent.............. 538 578 593 
11.5 Other personnel compensation................. 135 197 113 
Total personnel compensation 20,246 24,468 26,833 
12.1 Personnel benefits: Civilian...............s--ssee 1,994 2,447 2,683 
21.0 — Travel and transportation of persons........... 2,377 3,369 3,457 
22.0 Transportation Of thingS ...........:.csssseseccsssees 64 152 64 
23.1 Standard level user charges...............ssss00 1,439 1,718 2,063 
23.2 | Communications, utilities, and other rent... 662 860 900 
24.0 Printing and reproduction 122 193 195 
25.0 Other Services ..........sscsesse000 3,839 11,310 10,377 
26.0 Supplies and materials... 196 215 228 
SAO AEM Leis cosas bocsanntPoaarlonediuinsidiids 190 268 200 
41.0 — Grants, subsidies, and contributions............ 6,627,184 7,269,327 7,750,929 
99.0 Total obligations ............scscsssecssseecsssees 6,658,313 7,314,327 —*7,797,929 
Personnel Summary 
Total number of permanent positions................se00 976 1,076 1,076 
Total compensable WOrKYE4IS.............sssssssssssseeessssseee 937 995 1,063 
Full-time equivalent of other positions.................. (30) (48) (48) 
Full-time equivalent of overtime and holiday 
FUNG Ss SLL Reps paes bial sssheh stoveveastobastbcbeats lovvenpse (6) (7) (4) 
PN RR SUNY osc ssascecstvststensssacecsinssitecensissjiicsscs  _ <jaberecsbosse $49,000 $49,000 
Average GS grade ll 12 12 
Average GS salary. $22,946 $25,205 $25,843 
ASSISTANCE PAYMENTS PROGRAM 
(Proposed for later transmittal, proposed legislation) 
Program and Financing (in thousands of dollars) 
Identification code 75-0412-2-1-604 1979 actual 1980 est. 1981 est. 
Program by activities 
1. Assistance payments legislative propos- 
MB cise ccccntsi hao GEE ARR ma tea eben —81,000 —253,000 
2. OASDI proposals affecting assistance 
PAayMeNtS PrOraAM COSE..........sseeccseccrseee — sseessseeersneer 2,000 4,000 
10.00 Proposed social security (costs—ob- 
ligations) (object class 41.0)... cscs —79,000 —249,000 
Financing: 
40.00 Budget authority (appropriation) .......0...0 0... —79,000 —249,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net... ssneessssneeesees —79,000 _ — 249,000 
90.00 MEN oa csccasecasl pvsasatdicatsnveielsiosste: scdkepmaxlabeess —79,000 —249,000 





Many of the following items are included in and inte- 
gral to the Administration’s welfare reform proposal, 
which is substantially embodied in the House bill, H.R. 
4904. They are being requested as part of that larger 
proposal. 

1. Standardize work expenses, revise treatment of the 
earned income tax credit, and adjust earnings disre- 
gards. These changes would simplify the administration 
of the AFDC program, reduce State costs in determin- 
ing benefits, reduce the amount of benefit payments in 
error, and aid in further reform of the welfare system. 
(Outlay reduction of $141 million in 1981.) 

2. Require that the earnings disregard not be applied 
to any earned income which is reported late. Timely 
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reporting of income will enhance the administrative 
capability to make correct payments and thereby 
reduce possible sources of error. (Outlay reduction of 
$26 million in 1981.) 

3. Permit States to prorate shelter, utilities and simi- 
lar expenses in the case of an AFDC child living with a 
nonlegally responsible relative. Benefits would more ac- 
curately reflect the need and the relative burden of the 
AFDC beneficiary on the household. Also, permit States 
to count stepparent income in determining AFDC eligi- 
bility and benefit amount. This provision will permit 
consideration of the full resources of a family with 
which an AFDC child resides and forms an integral 
part. (Outlay reduction of $31 million in 1981.) 

4, Improve the child support enforcement program by 
a series of proposals, including: States would become 
eligible for intrastate incentive payments, AFDC fami- 
lies would receive an extra 3 months of AFDC entitle- 
ment following the time such families would otherwise 
become ineligible due to child support payments in 
order to ensure that such support remains regular, ali- 
mony payments would be enforced and collected for 
AFDC cases, States would be able to receive wage infor- 
mation from the Social Security Administration, the 
requirement for incentive payments to States in inter- 
state child support cases would be eliminated, and Fed- 
eral matching would be made permanent for non-AFDC 
cases if a fee equal to 10% of collections were charged. 
These changes are designed to enhance the effective- 
ness of making collections and increasing the provision 
of legally required support, simplify and improve the 
administration of the program, and reduce the public 
welfare burden. (Outlay reduction of $65 million in 
1981.) 

5. As a result of the above changes, State and local 
administrative costs will decrease. (Outlay reduction of 
$16 million in 1981.) 

6. Double the ceiling (to $52 million) on Federal 
matching funds in Guam, Puerto Rico, and the Virgin 
Islands and increase match from 50% to 75%, and re- 
quire the territiories to maintain their contributions 
under this program so that the increase in Federal 
support may be passed through to the poor. (Outlay 
increase of $26 million in 1981.) 

A provision in the Administration’s disability bill 
which revises benefits for families of title II disabled 
workers will increase benefits for certain AFDC recipi- 
ents. (Outlay increase of $2 million in 1980 and $4 
million in 1981.) 





REFUGEE ASSISTANCE* 
“See Part III for additional information. 


For expenses necessary to carry out the provisions of the Migration 
and Refugee Assistance Act of 1962 (Public Law 87-510), as amended 
relating to aid to Cuban Refugees within the United States and other 
domestic refugee assistance, [$75,540,000] $87,200,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980. For those activities or 
portions of activities of this account that were deferred from regular appropriation considera- 
tion, Public Law 96-123 provides funding at the current rate. For all other activities or 
Portions of activities of this account, Public Law 96-123 provides funding at a rate consistent 
with amounts that would be provided by the conference version of H.R. 4389, the Depart- 
ments of Labor, and Health, Education, and Welfare Appropriations Act, 1980. 


Program and Financing (in thousands of dollars) 














Identification code 75-0473-0-1-604 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. State-administered programs..................« 147,910 pepeee 8 
2. Voluntary agency programs 26,208 20,000 36,000 
3. Cuban program phasedown 53,269 53,308 44,800 
A, ECAC ARO SOSESEAIGE FOE COON nS caceceepsscensn oy cacsncensibane 5. "Zeoonnomesininnen 
IE icons caus | aigeinitin 4 eon | cebbceeee: 
6. Federal administrative expenses.............. 2,064 3,500 6,500 
10.00 Total Obligations .............susccccssssseceees 229,451 416,900 87,300 
Financing: 
25.00 Unobligated balance lapsing.....................00« DANS es ee 





Budget authority 00.0.0... 235,264 416,900 87,300 





























Budget authority: 
40.00 Appropriation ..............cc.ccssccssccssessseecsseessseees 215,264 416,900 87,300 
42.00 Transferred from other accounts................. Oe e228) Gi See 
43.00 Appropriation (adjusted) ................ 235,264 416,900 87,300 

Relation of obligations to outlays: 
71.00 Obligations incurred, net ................:sccsssse 229,451 416,900 87,300 
72.40 Obligated balance, start of year..... 79,295 154,924 205,491 
74.40 Obligated balance, end of year....... —154,924 —205,491 —102,423 
77.00 Adjustments in expired accounts <a BRIT hy secsccchatt tncceeteets 
90.00 COA dhe Poh 140,625 366,333 190,368 

Status of Direct Loans (in thousands of dollars) 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 27,285 26,486 25,486 
LAR, «SIS 555s sxcsssssshnetascsaicrcatovonancsartnn Sea cccaeamtceban-proractennien, 
2400 Repayments, prepayments, loan sales............ —852 —1,000 — 1,000 
26,486 25,486 24,486 


2900 Outstanding, end Of year............scccccssseeeseeens 





This appropriation provides assistance for resettle- 
ment of certain refugees in the United States based on 
the Migration and Refugee Assistance Act of 1962, as 
amended, and the Indochina Migration and Refugee 
Assistance Act of 1975, as amended. The assistance pro- 
vided includes cash assistance, medical assistance, edu- 
cation (including vocational training), social services, 
and employment services. The principal objective of the 
program is to help refugees become independent, self- 
sufficient members of American society without unduly 
burdening States and localities. The appropriation also 
includes funds for administration of the program at the 
Federal, State and local levels. 

1. State-administered programs.—Aid to Indochinese 
refugees expired at the end of 1979. Congress has ex- 
tended it through 1981. Funds are provided to State 
agencies to pay costs for cash assistance, medical assist- 
ance, English language training, vocational training, 
employment counseling, and a variety of other social 
services. All State administrative costs are reimbursed 
from this activity. 

Legislation has been proposed by the Administration 
to change the Indochinese program to provide welfare 
assistance for 2 years after a refugee’s entry into the 
United States. This coverage would be extended to all 
refugees for whom voluntary agencies cannot provide 
matching funds. After the 2 years of special Federal 
funding, refugees still in need of assistance could be 
served under the regular Federal and State domestic 
assistance progams. The Administration will request 
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funds for State-administered programs in 1981 when 
this legislation is enacted. 

2. Voluntary agency programs.—This activity provides 
assistance for the resettlement of Soviet and other refu- 
gees. Funds are provided to voluntary resettlement 
agencies on a dollar-for-dollar matching basis for the 
purpose of assisting refugees in resettlement. A wide 
range of activities are covered, including training, pro- 
fessional recertification, social services, maintenance as- 
sistance, and health care. Funds were appropriated for 
this purpose for the first time under the Foreign Assist- 
ance and Related Programs Appropriations Act for 1979 
(Public Law 95-481). This Act provided that these funds 
were to be expended only by the Department of Health, 
Education, and Welfare. 


3. Cuban program phasedown.—Under this program 
the Federal Government reimburses the States for 
Cuban refugee cash assistance, medical assistance and 
administrative costs not covered by Federal funding 
under the public assistance titles of the Social Security 
Act. Dade County (Miami, Fla.) is also reimbursed to 
offset the cost of educating refugee school children. Be- 
ginning in 1978, the Federal share of these activities 
will decline until it is terminated in 1983. The only part 
of the program not being phased down is reimburse- 
ment of Medicaid costs for those refugees eligible for 
SSI; however, this will also be terminated in 1983. 


4, Educational assistance for children.—Special project 
grants are provided to selected school districts with large 
numbers of refugee children. Grants are intended to 
offset costs of training and hiring bilingual teachers and 
of acquiring bilingual teaching materials. This activity is 
managed jointly by the Social Security Administration 
and the Department of Education. Funds requested in a 
1980 supplemental will support the 1980-81 school year; 
1981 funds requested under proposed legislation will 
support the 1981-82 school year. 


5. Preventive health.—This activity provides for the 
Public Health Service to conduct health screenings of 
Indochinese refugees both abroad and in the United 
States. These health screenings have two basic pur- 
poses: (1) To ensure detection and treatment of commu- 
nicable diseases which could otherwise pose a public 
health threat; (2) to provide basic health assessments 
for all refugees to identify other health problems which 
would adversely impact the individual although they do 
not pose a significant public health threat. These latter 
problems include such things as anemia, malnutrition, 
dental disease, and intestinal parasites. 


6. Federal administrative costs.—This activity pro- 
vides for Federal administrative expenses of the Social 
Security Administration. It includes direction and tech- 
nical assistance provided to State employment training 
programs and social service agencies. In addition, nego- 
tiations are conducted to ensure adherence to Federal 
law and regulations through the review of State plans, 
grant requests and onsite review of procedures. Finally, 
it includes information and referral services and infor- 
mational publications provided directly by the Federal 
Government. 





Object Classification (in thousands of dollars) 























Identification code 75-0473-0-1-604 1979 actual 1980 est. 1981 est, 
Personnel compensation: 

aA Permanent pOSItiONS..............sscssseecsnsees 509 625 2,800 
11.3 Positions other than permanent... 644 840 840 
11.5 Other personnel compensation................ 4 10 10 
Total personnel compensation............. 1,157 1,475 3,650 
12.1 Personnel benefits: Civilian..............csssee 118 150 400 
21.0 Travel and transportation of persons........... 125 213 300 
22,05 ¥ -< UEATISDOECALION OF, MINTS sysc stesysbveongessyscangsrcesvvvoopnscssendesse 10 10 
23.1 Standard level user charges ............sssscsssee- 35 45 45 
23.2 Communications, utilities, and other rent... 119 130 130 
24.0 — Printing and reproduction................ssecssseee 33 57 5] 
25:0" cOther. SORVICESH catia ins Gathiiss BGudaiie 10,977 10,548 9,334 
26.0 Supplies and materials ............sssssseseseesneee 3 225 30 
SUD) AR ERUNIIMINL 2: cteca.cndecedsaeabassssavenssoussscasconieviass 10 30 30 
41.0 Grants, subsidies, and contributions............ 216,874 404,017 73,294 
99.0 Total obligations...........cc.sssssesssssseeees 229,451 416,900 87,300 





Personnel Summary 








Total number of permanent positionS...............s000 37 37 101 
Total compensable workyeas................0s+: 60 89 124 
Full-time equivalent of other positions (42) (60) (30) 
Full-time equivalent of overtime and holiday 
LET SE TR eee at a ee (1) (1) (1) 
RUCQOCTENTOUIALY c rceuteacnciescostearaacannat, usceoncs $50,000 $50,000 
Average GS grade 9.80 9.55 9.71 
Average GS salary $28,277 $30,100 $30,100 








REFUGEE ASSISTANCE 
(Proposed for later transmittal under proposed legislation) 


Program and Financing (in thousands of dollars) 

















Identification code 75-0473-2-1-604 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. State administered programs ...........ssccc.  ssssesssssssssese — sssseeceenssesee 459,030 
4. Education assistance for Children............ cscs 44,268 
Si PPHOVORUIVO MOAN cxlstscscsesssvlccststwsscantscen “iathctteastateats 7,859 
10.00 HEM RRIKODM GATIONS s tisttiecetie A ctettsas Scepunisasecisese — “sspcgvoconscntany 1,157 
Financing: 
40.00 Budget authority (appropriation) 0.0.0.0... cesses sssseessnsecennes 511,157 
Relation of obligations to outlays: 
TALZOD,. ORMIBAUN ES UNCUNTER, SIDCL catsscscsessSeivssncisssssiied p sspigeessonsessomanpsarcpeseepsbntnges 511,157 
74.40 Obligated balance, end of year... « veensntnen _soneunoeneen — 214,686 
90.00 OUD ite Aciamenatinas.dROE ichubsoeled nels 296,471 





Legislation has been proposed to provide a compre- 
hensive refugee program to provide welfare assistance 
for the first two years after a refugee’s entry into the 
United States and to provide social services and train- 
ing which will help the refugee to become independent 
and self-sufficient. This will enable refugees to become 
integrated into American society without unduly bur- 
dening States and localities. 


Object Classification (in thousands of dollars) 








Identification code 75-0473-2-1-604 1979 actual 1980 est. 1981 est 
Personnel compensation: 
‘ Racer ane LRT eas LEIS vaeas vss tansvissacasiassekiba ssadh*assitansamie alot nichiooa 764 
11.3 Positions other than permanent... sccssssssssssssse —sesssssssessenees 100 
Total personnel compensation... scsssseecsssssee — sssseessssseseen 864 
12.1 Personnel benefits: Civilian... 670 
21.0 Travel and transportation of persons........... 479 





22.0 Transportation Of things ............ssvssssesssssseees 
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npre- 
ance 
> the 
rain- 
ident 
come 

bur- 
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23.2 Rent, communications, and utilities 
Printing and reproduction 
Other services 
Supplies and materials 


Grants, subsidies, and contributions 508,157 


511,157 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 


Average GS salary $19, 100 





PAYMENT TO STATES FROM RECEIPTS FOR CHILD SUPPORT 


Program and Financing (in thousands of dollars) 


ldentitication code 75-5734-0-2-604 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Payments to States (costs—obligations) 
(object class 42.0) 450 
Financing: 
60.00 Budget authority (appropriation) (per- 
manent) 450 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 450 
72.40 Obligated balance, start of year 3 3 
74.40 Obligated balance, end of year —3 =J 


90.00 Outlays 350 450 








This fund makes payments to States for their share 
of amounts collected on their behalf by the Internal 
Revenue Service under the provisions of the child sup- 
port enforcement program, title IV-D of the Social Se- 
curity Act. 


Trust Funds 
FEDERAL OLD-AGE AND Survivors INSURANCE TRUST FUND 


Program and Financing (in thousands of dollars) 


Identification code 20-8006-0-7-601 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 

1. Benefit payments 

2. Administration 

3. Payment to railroad retire- 
ment account 

4. Vocational 
services 


88,458,617 
1,107,222 


103,202,497 
1,217,144 


119,649,000 

1,276,019 
1,447,532 1,468,000 1,551,00 
rehabilitation 


12,657 
91,026,027 


15,472 
105,903,114 


15,169 
122,491,188 





Total direct program 
Reimbursable program: 
Program administration 


10.00 Total program —_ costs, 
funded—obligations 
Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 —_Non-Federal sources 
17.00 Recovery of prior year obligations. 
21.40 Unobligated balance available, 
start of year: U.S. securities 


608,720 656,158 733,262 





91,634,747 106,559,272 = 123,224,450 


— 606,214 — 645,375 —719,548 


—24,102,306 —20,008,440 —13,630,636 


24.40 Unobligated balance available, end 
of year: U.S. securities (par)... 


60.00 Budget authority (appro- 
priation) (permanent, in- 
definite) 


20,008,440 13,630,636 3,023,040 





86,892,957 99,525,310 111,883,592 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year: 
Treasury balance 
U.S. securities (par) 
74.40 Obligated balance, end of year: 
Treasury balance 
U.S. securities (par) 


90.00 Outlays 


90,986,823 


23,179 
6,864,509 


105,903,114 122,491,188 


425,752 
7,319,907 


400,000 
9,219,545 


— 425,752 
—1,319,907 


90,128,853 


— 400,000 
—9,219,545 


104,029,228 


— 400,000 
— 10,547,752 


121,162,981 








Direct program.—The old-age and survivors insurance 
(OASI program protects individuals and families from 
the risk of economic loss resulting from old age and 
death by providing income to retired workers, their 
dependents, and their dependent survivors. The pro- 
gram is financed by contributions to the trust fund 
which are made by employers, employees, and self-em- 
ployed individuals based on earnings. The contribution 
rate on taxable earnings for employers and employees 
was 4.275% in calendar year 1978, 4.330% in 1979 and 
1980, and will be 4.525% in 1981. The rate for self- 
employed persons was 6.0100% for calendar years 1978 
through 1980 and becomes 6.7625% in 1981. 

The contribution rates are applied to taxable earn- 
ings up to a specified maximum. The maximum was 
$17,700 in 1978, $22,900 in 1979 and will increase to 
$25,900 in 1980 and $29,700 in 1981. The benefit pay- 
ments are based on average taxable earnings. 

1. Benefit payments.—Benefits are paid to retired 
workers, their dependents, and their survivors. The 
average number of persons receiving payments and the 
benefit amounts classified by major types of beneficia- 
ries for 1979-81 follow: 

Beneficiaries (millions): 1979 actual 1980 estimate 1981 estimate 

Retired workers ; 19.2 19.8 


Dependents of retired workers .... ; 3.7 3.7 
Survivors ; 7.6 77 


Total beneficiaries ; 30.5 31.2 





Benefit payments (billions): 
Retired workers ; 69.0 81.3 
Dependents of retired workers .... " 7.1 8.1 
Survivors ‘ 25.3 29.0 


Total benefit payments i 101.3 ___ 1183 








Benefit outlays continue to rise because: (1) the 
number of aged persons in the population and the pro- 
portion of the aged who are insured rise; (2) average 
monthly benefits are adjusted automatically as price 
levels rise; and (3) newly entitled beneficiaries have 
higher initial benefits reflecting the growth in general 
wages during their careers. 

Automatic cost-of- living benefit increases are trig- 
gered annually by increases in the consumer price 
index and are effective for June of each year. Benefit 
payments were increased 6.5% in June 1978, and to 
9.9% in June 1979, and are projected to increase to 
13.0% in June 1980 and 9.9% in June 1981. 

In calendar year 1978, the annual exempt amount of 
earnings under the retirement test for beneficiaries age 
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FEDERAL OLD-AGE AND Survivors INSURANCE TRUST FUND— 
Continued 


65 and over was $4,000 and for 1979, $4,500. This 
amount will increase to $5,000 for 1980 and $5,500 for 
1981. For beneficiaries under age 65 this amount was 
$3,240 for 1978 and increased to $3,480 for 1979. For 
1980, this amount is projected to increase to $3,720 and 
to $4,080 for 1981. 

2. Administration.—This activity reflects administra- 
tive expenses attributable to the retirement and survi- 
vors’ insurance program by the Department of Health 
and Human Services, and by the Department of the 
Treasury. 

3. Payment to railroad retirement account.—Annual 
payments averaging $1.5 billion are made from the 
OASI trust fund to the railroad industry pension fund. 
The annual OASI payment to the railroad industry pen- 
sion fund places the funds in the same position they 
would have been in if railroad employment were treat- 
ed like other private sector employment and covered 
under social security (45 U.S.C. 228g). Estimates are 
made of the yearly amounts of additional contributions 
SSA would have collected, the additional benefits it 
would have paid, and the additional administrative 
costs it would have incurred if railroad employees were 
covered under social security. Each year’s payment is a 
settlement for the prior year, representing the amount 
by which the estimated benefit payments and adminis- 
trative costs exceed the estimated contributions, and 
includes interest through the date of transfer. The 
annual OASI payment to the railroad industry pension 
includes funds for some benefits which are not, in turn, 
paid to railroad workers and their families. The compo- 
nents of the net transfers in 1979-81 follow (in millions 
of dollars): 








1979 actual 1980 estimate 1981 estimate 

RN NE eS a scsagis shes ctteaaisSisiSacoaiee yaoi 2,057.0 2,216 2,448 
Administrative costs 16.3 18 19 
TAUOF ESE.) oiscucsstbete bonis 145.7 116 125 
Less contributions........ —771.5 — 882 —1,041 
Net transfer 1,447.5 1,468 1,551 


4. Vocational rehabilitation services.—Payments may 
be made from the OASI and the Disability Insurance 
(DI) trust funds for rehabilitation services available to 
individuals who are entitled to social security cash 
benefits because of a disability. The payments are made 
in expectation that savings will accrue to the trust 
funds as a result of rehabilitating disabled beneficiaries 
into productive activity. The OASI trust fund bears the 
cost of rehabilitation services provided to disabled re- 
tirement and survivors insurance beneficiaries, and the 
DI trust fund bears the cost of such services provided to 
disability insurance beneficiaries. 

Reimbursable program.—Advances are made from the 
OASI trust fund for the administrative expenses of the 
general fund programs administered by SSA with full 
reimbursement to the trust fund (including interest 
when appropriate). Under 42 U.S.C. 1306(b), SSA is au- 
thorized (within limits set by the Privacy and Freedom 
of Information Acts) to provide information or services 
to other governmental organizations or private organi- 
zations on a reimbursable basis. Reimbursable work in- 





cludes providing information from our records such as 
data relating to earnings, periods of employment, ad- 
dresses of reporting employers, and employment data 
for pension funds and unions. Services provided on a 
reimbursable basis include printing and reproduction, 
processing data, and use of data processing equipment. 


STATUS OF FUNDS 
[In thousands of dollars} 



























































Unexpended balance, start of year: 1979 actual 1980 estimate 1981 estimate 
OSI i ecrrarth kre me ote ie keg ie ae, pce ales 23,179 425,752 400,000 
U.S. SOOUNTIOS: (DAK) sicsccscssicnisssosonnseescansies 30,966,815 27,328,347  22,848,18) 

Balance of trust fund, start of year............ 30,989,994 27,754,099 23,248 18) 

Cash income during year: 

Governmental receipts: 
Contributions on earnings: 
FOI SINT RUA ABNOS. 5s ccacisvcccacsstcecseisesbonniss 75,178,738 85,540,000 98,287,000 | 
HIQPOSGD IMC ISILUIOND }..crrcavis scxcteespedsavatcdeeest0 (skeen RAEN scimes TENET 161,000 
Refund of contributions... —449,013 —372,000 —357,000 
Deposits by States......... 8,680,185 11,096,000 10,984,000 
GS a canceam taste aieousrccccctsousecns MO Sahel 
Interbudgetary transactions: 
Federal employer contributions...............sesssss0« 948,000 1,029,000 1,151,000 
Federal payment for noncontributory military 
ARVN CRONE yccsassiscvaaczsiejstsbastvsnnssrcterections 384,457 392,968 390,127 
Federal payment for special benefits for the 
Ee eee 230,461 164,069 149,809 
PORNO BOHOIN ss ssiscoccsvssnusssesescssnrssscnsvssedttleossens 311 2,069 1,900 
Survey of income and program participation... .ecccccssseessss — ssessessssseeeen 3,565 
Interest on investments ............cssssecccssseeesesssees 1,919,228 1,672,000 + —-1,273,19) 
PROPOSED TOCISIALION ssc sssracitaintecdtnas (Adon TRB | 2,000 
Intrafund receipts: 
Interest on reimbursements among the trust 
FNS atts ob tesisetcsac aah cotamnecarancanceaarrane 435 LE rd ene 
Proprietary receipts: 
RUIN TODEMME S355 dhccsasstetestinactosaasaienaicocestsesns AY scalitdetsssssiit, cee erene 
Total annual income: Present law........... 86,892,957 99,525,310 111,883,592 
PTDORE AAIRIAUOR  citicascis:sasitspssstiins ssn tacciaier_. {Saraaerebuahin 163,000 

Cash outgo during year: 

BONEN TAVIS cxtotssctbctseosbeocaslastabvooansbossanibeccty 101,334,000 118,322,000 
Proposed legislation 20,000 38,000 
Administrative expenses: 

Authorized program ........ssssssssssssssssseecssssseeseees 1,081,169 1,223,865 = 1,274,743 
PL MRRNT UMIRTEDONT catsscethsswclccoscsncecrdtaccssornoistas.- “asosstpoosesscons — 18,000 —4,000 

Transfers among trust funds for prior year’s 
Administrative EXPENSES............scsccrsseeceessnee 4A VAT = 13,376 recccecesssrsanen 

Payment to railroad retirement account (net set- 
tlement) (45 U.S.C. 228g) ........sssssssssccssssssseee 1,447,532 1,468,000 — 1,551,000 
Vocational rehabilitation ServiceS............c:.ssess0e 12,330 16,739 15,239 
Total annual outgo: Present law............. 90,128,853 104,029,228 121,162,981 
PLODOGOE: MAMIRATION sisi ssssscesscraccetini:aclssucbccsossnnsa 2,000 34,00 

Unexpended balance, end of year: 

NGM icctssasosevodetdaayae Kosashstinatsccterseotbaacdetobutbedonudals 425,752 400,000 400,000 
APS SOCUPATIOR CIDGL) sis ccsnnshiedsescxapaearenstes elsoseest 27,328,347 22,848,181 13,697,792 
Balance of trust fund, end Of year..............000 27,754,099 23,248,181 14,097,792 
Object Classification (in thousands of dollars) 
Identification code 20-8006-0-7-601 1979 actual 1980 est. 1981 est. 
Direct obligations: 
25.0 — Other services: 
General departmental management, De- 
partment of Health and Human Serv- 
MOEN cosissarxcciicscestt cao eateries 2,951 3,429 3,377 
Office for Civil Rights, Department of 
Health and Human Services............. 88 88 8 
Office of the Inspector General, Depart- 
ment of Health and Human Services. 2,015 1,796 2,033 


Salaries and expenses, Department of 
ERMISR ORL AG aicsssssf Mfr OE Aiasccsss... serenssiivorvesen..._ ovonrvninioved 8 





9 








estimate 


00,000 | 


48,181 


87,000 
61,000 
197,000 
184,000 


151,000 
390,127 


149,809 
1,900 
3,565 

273,191 
2,000 


883,592 
163,000 


322,000 
38,000 


274,743 
— 4,000 


951,000 
15,239 


162,981 
34,000 


400,000 
697,792 


097,792 





181 est. 





3,377 


2,633 
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Salaries and expenses, Office of the 
Assistant Secretary for Human Devel- 
opment, Department of Health and 
Human Services ..........ccssssseccssseescsssees 62 82 
Vocational rehabilitation services............. 12,657 15,472 
42.0 Insurance claims and indemnities: 


88,458,617 103,202,497 119,649,000 
92.0  Undistributed: 
Reimbursement for administrative ex- 
penses of Department of the Treas- 


97,448 69,930 67,927 
(net settlement) (45 U.S.C. 228g) .. 
Adjustment in prior year’s cost.............. 

93.0 Administrative expenses: 
Portion of limitation on Salaries and 
expenses, Social Security Administra- 
PPh ctelidhincs Pes ablseseadtchiesannisssnsisosn 
Portion of limitation on research and 
statistics, Social Security Administra- 
Tee cascsssscheebcaadeedccaccocchsyassevssovn 


1,447,532 
—4,147 


1,468,000 
— 13,376 


1,551,000 


1,008,804 1,155,196 1,194,882 


pcitcneastis 7,130 
91,026,027 105,903,114 122,491,188 





Total direct program..............ssssee«« 
Reimbursable obligations: 
93.0 Program administration ...............sscsssseeee 


99.0 Total obligations ............ssccccssssseeeeseee 


608,720 656,158 
91,634,747 106,559,272 


733,262 
123,224,450 








FEDERAL O_p AGE AND Survivors INSURANCE TRUST FUND 


(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 

















Identification code 20-8006-2-7-601 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Proposed social security _legislation 
(costs—obligations) (object class 
ee as oa pea atehnti usin, PuNiiahinietatoe 2,000 34,000 
Financing: 
21.40 Unobligated balance available, start of 
PRMD SSCCUTIEINS: (MEY scccscsccsoccscoss  ecconecceohechdec |. g5cabisasdbcuets 2,000 
24.40 Unobligated balance available, end of 
period: U.S. securities (Par) ......ccc.cccse — sescsssseeesceees — 2,000 127,000 
40.00 Budget authority (appropriation). oo... ssssssesseeessene 163,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ...........ccsssecccsssssese — csssseesesssseees 2,000 34,000 
90.00 RIN otros oesscocchrcesecsediseescvesce, URGE CA 2,000 34,000 





A number of legislative proposals would affect the old 
age and survivors insurance and disability insurance 
trust funds. Most of these are technical in nature, have 
little or no budgetary impact and are designed to facili- 
tate routine operation of the program or improve 
equity. Below are the proposals which have budgetary 
consequences: 

1. Provide 1 month’s retroactivity for a widow(er) who 
files an application for reduced benefits after the month 
the spouse died. This would allow an exception from the 
general bar against retroactive payment of reduced 
benefits. It would allow a reasonable period of time for 
the widow(er) to file for benefits. 

2. Change the rules for reduction of social security 
disability benefits when the worker also received work- 
er’s compensation by: (a) applying the reduction in the 
month the worker receives both kinds of benefits in- 
stead of the month after the worker notifies the Depart- 
ment of Health and Human Services of receipt of work- 
er’s compensation as under present law and (b) apply- 


ing the reduction to those over age 62 instead of ending 
the reduction at age 62 as under present law. 

3. Require that employers pay the full employer 
share of FICA contributions on all tips earned by their 
employees. 

4. Require a flat rate tax of 10% be withheld from 
compensation for services paid to certain independent 
contractors, in order to prevent tax noncompliance. 

Among the other proposals without major budgetary 
impact are changes to: (a) Reimburse the trust funds for 
providing private pension plan information; (b) modify 
penalties for failure to make a timely report of post- 
retirement earnings; (c) eliminate several gender based 
distinctions from the social security law; and (d) modify 
the retirement test provisions to apply the retirement 
test on a monthly basis in certain circumstances and 
make the application for medicare independent of the 
application for retirement benefits. 





FEDERAL DisaBiLiry INSURANCE TRUST FUND 


Program and Financing (in thousands of dollars) 























Identification code 20-8007-0-7-601 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Benefit payments.................c.ve 13,487,377 15,263,536 17,013,000 
2. Administration..............0c.sseesse 375,255 415,734 460,775 
3. Payment to railroad retirement 
MO i asta sist hd 29,906 —1,000 —9,000 
4. Vocational rehabilitation serv- 
WON nen ties 84,216 97,796 95,881 
10.00 Total © program _costs, 
funded—obligations ......... 13,976,754 15,776,066 17,560,656 
Financing: 
17.00 Recovery of prior year obligations. BOMUE  sickiccneiccspcasetgs' = dececeiecbep oereceoey 
21.40 Unobligated balance _ available, 
start of year: U.S. securities 
BU ake andy incesenhecd eee —3,457,316 —4,649,673 —6,280,273 
24.40 Unobligated balance available, end 
of year: U.S. securities (par).... 4,649,673 6,280,273 9,301,006 
60.00 Budget authority (appro- 
priation) (permanent, in- 
OT oa che Sctccianasscsse’ 15,195,984 17,406,666 20,581,389 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................ 14,003,627 15,776,066 17,560,656 
72.40 Obligated balance available, start 
of year: 
Treasury Dalance...............csssssee- 20,913 42,553 30,000 
U.S. securities (par) .............00 894,985 932,948 1,356,641 
74.40 Obligated balance available, end of 
year: 
Treasury balance...........-.svcscsssee: — 42,553 — 30,000 — 30,000 
U.S. securities (par) .. —932,948  —1,356,641 —1,518,303 
90.00 RII cicincssnunciaminsciox 13,944,024 15,364,926 17,398,994 





The disability insurance (DI) program protects indi- 
viduals and families against the risk of economic loss 
resulting from disability by providing income to insured 
workers (and their dependents) who are unable to 
engage in substantial gainful activity by reason of medi- 
cal impairment. This program is financed by contribu- 
tions to the trust fund made by workers, employers, 
and self-employed individuals based on earnings. In cal- 
endar year 1978, the contribution rate was 0.775% each 
for employers and employees. The rate was 0.750% in 
1979 and is the same for 1980. In 1981 it will be 0.825%. 
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For self-employed persons the contribution rate was 
1.090% in 1978 and decreased to 1.040% for 1979 and 
1980. In 1981 it will increase to 1.28375%. The contribu- 
tion rates are applied to earnings up to a maximum 
level which is the same for this program as for the old- 
age and survivors insurance (OASI) program. 

1. Benefit payments.—Disability insurance benefits 
are made to certain disabled individuals and their de- 
pendents. The average number of persons receiving pay- 
ments and the benefit amounts, classified by major 
types of beneficiaries for 1979-81 follows: 


Beneficiaries (millions): 


Disabled workers : d ; 
Dependents of disabled workers 4 1.9 18 


Total beneficiaries : 48 47 


Benefit payments (billions): 
Disabled workers j ; 14.0 
Dependents of disabled workers : : 2.9 


1979 actual 1980 estimate 1981 estimate 
2.9 














Total benefit payments ; : 16.9 








Benefit payments will continue to increase because: 
(1) the population insured for disability benefits contin- 
ues to rise, especially at ages 50 to 64 where disability 
incidence rates are highest; and (2) the average monthly 
benefits will increase as general earnings levels rise. 
Automatic cost-of-living benefit increases are the same 
as for the OASI program. 

2. Administration.—This activity reflects similar ad- 
ministrative expenses, as for the OASI program attrib- 
utable to the DI program. 

3. Payment to railroad retirement account.—Annual 
payments are made from the DI trust fund to the rail- 
road retirement fund. This payment is computed on the 
same basis as the payment from the OASI trust fund. 


{In millions of dollars] 


; 1979 actual 1980 estimate 1981 estimate 
Benefit payments 


Administrative costs. 





4. Vocational rehabilitation services.—Payments may 
be made from the DI insurance trust fund for the pur- 
pose of making rehabilitation services available to indi- 
viduals who are entitled to social security cash benefits 
because of a disability. The payments are made in the 
same way as those made from the OASI trust fund. 


STATUS OF FUNDS 


(In thousands of dollars} 


1981 estimate 


30,000 
7,652,914 


7,682,914 


1979 actual 


20,913 
4,352,301 


4,373,214 


1980 estimate 


42,553 
5,582,621 


5,625,174 


Unexpended balance, start of year: 


U.S. securities (par) 





Balance of trust fund, start of year 





Cash income during year: 
Governmental receipts: 
Contributions on earnings: 
FICA and SECA taxes 
Proposed legislation 


14,811,000 17,683,000 


29,000 


Refund of contributions 
Deposits by States 
Interbudgetary transactions: 
Federal employer contributions 
Federal payment for noncontributory military 
service credits 
Interest on investments 
Proposed legislation 
Intrafund receipts:Interest on reimbursements 
among the trust funds 
Proprietary receipts: Other receipts 


— 82,032 
1,474,907 


— 64,000 
1,922,000 


— 62,000 
1,972,000 
166,000 178,000 207,000 
141,663 
303,126 


117,827 
442,000 


130,389 
651,000 


Total annual income: 
Present law 
Proposed legislation 


20,581,389 
33,000 








Cash outgo during year: 

Benefit payments 
Proposed legislation 

Administrative expenses: 
Authorized program 
Proposed legislation 
Transfers among trust funds for prior 

year’s administrative expenses 

Payment to railroad retirement account (net 
settlement) (45 U.S.C. 228g) 

Vocational rehabilitation services 


16,855,000 
— 205,000 


14,860,000 
— 25,000 


408,741 
9,000 


456,674 


1,789 


29,906 
83,536 


—1,000 


95,396 96,320 





Total annual outgo: 
Present law 
Proposed legislation 


13,944,024 15,364,926 


— 16,009 


17,398,994 
— 133,000 





Unexpended balance, end of year: 
42,553 
5,582,621 


5,625,174 


30,000 
7,652,914 


7,682,914 


30,000 
11,001,309 


11,031,309 











Object Classification (in thousands of dollars) 





Identification code 20-8007-0-7-601 


1979 actual 1980 est. 1981 est 





Direct obligations: 
25.0 — Other services: 
General departmental management, De- 
se of Health, and Human 
Office for Civil Rights, Department of 
Health and Human Services 
Office of the Inspector General, Depart- 
ment of Health and Human Services.. 
Salaries and expenses, Department of 


Salaries and expenses, Office of the 
Assistant Secretary for Human Devel- 
opment, Department of Health and 
Human Services 

Vocational rehabilitation services 

Insurance claims and indemnities: 

Disability insurance benefits 

Undistributed: 

Reimbursement for administrative ex- 
penses of Department of Treasury 

Payment to railroad retirement account 
(net settlement) (45 U.S.C. 228g) .. 

Adjustment in prior years costs 

Administrative expenses: 

Portion of Limitation on Salaries and 

expenses, Social Security Administra- 


84,216 97,796 95,881 


13,487,377 15,263,536 — 17,013,000 


20,123 15,382 15,351 
29,906 


— 4,063 


— 1,000 
1,798 
93.0 


442,508 


17,560,656 


356,670 396,045 
13,976,754 15,776,066 








DEPARTMENT OF HEALTH AND HUMAN SERVICES 


FEDERAL DisaBiLiry INSURANCE TRUST FUND 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 


Identification code 20-8007-2-7-601 





1979 actula 1980 est. 


1981 est. 





Program by activities: 
10.00 Proposed social security 
(costs—obligations) 


legislation 
(object class 
— 133,000 
Financing: 
21.40 Unobligated balance available, start of 
period: U.S. securities (par) 
24.40 Unobligated balance available, end of 
period: U.S. securities (par) 


— 16,000 


182,000 
33,000 





40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


— 133,000 
— 133,000 





Outlays — 16,000 





This proposal would reform the disability program by 
setting a new limit on the amount of monthly benefits; 
scaling to the worker’s age the number of earnings 
years that can be disregarded when computing benefits; 
increasing work incentives for those on the disability 
rolls and improving the administration of the program. 
These proposals are currently pending in Congress. 


LIMITATION ON ADMINISTRATIVE EXPENSES 


For necessary expenses, not more than [$2,354,100,000] 
$2,671,650,000 may be expended as authorized by section 201(g)(1) of 
the Social Security Act, from any one or all of the trust funds re- 
ferred to therein: Provided, That such amounts as are required shall 
be available to pay travel expenses either on an actual cost or com- 
muted basis, to an individual for travel incident to medical examina- 
tions, and to parties, their representatives and all reasonably neces- 
sary witnesses for travel within the United States, Puerto Rico, the 
Virgin Islands, Guam, American Samoa, and the Northern Mariana 
Islands, to reconsideration interviews and to proceedings before ad- 
ministrative law judges under titles II, XVI, and XVIII of the Social 
Security Act: Provided further, That [$30,000,000] $50,000,000 of the 
foregoing amount shall be apportioned for use pursuant to section 
3679 of the Revised Statutes (31 U.S.C. 665), only to the extent neces- 
sary to process workloads not anticipated in the budget estimates and 
to meet mandatory increases in costs of agencies or organizations 
with which agreements have been made to participate in the adminis- 
tration of titles XVI and XVIII and section 221 of the Social Security 
Act, and after maximum absorption of such costs within the remain- 
der of the existing limitation has been achieved: Provided further, 
That [$27,792,000] $13,500,000 authorized herein shall be available 
only for acquisition of sites, construction, renovation, and equipment 
of facilities and for payments of principal, interest, taxes and any 
other obligations under contracts entered into pursuant to the Public 
Buildings Purchase Contract Act of 1954 and the Public Building 
Amendments of 1972, and shall remain available until expended. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





1980 est. 1981 est 


1979 actual 





Program by activities: 
Direct program: 
1. Old-age and survivors insurance 
2. Disability insurance 
3. Health insurance: 
(a) Hospital insurance 


829,336 
637,447 


934,052 
720,993 


950,830 
807,043 
38,588 


32,573 36,351 
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(b) Supplementary medical insurance 
4. Supplemental security income 603,398 
5. Annual reporting of earnings 49,816 
6. Pension reform 140 
7. Construction 13,308 


2,232,580 
3,684 


2,236,264 
(undelivered 


60,547 56,134 
640,301 
59,982 
2,069 


33,096 


2,479,200 
15,857 


2,495,057 


57,234 
713,094 
57,747 
1,900 
20,767 


2,644,966 
20,168 


2,665,134 





Total direct program 
Reimbursable program 





Total program costs, funded 
Change in selected resources 


orders) —8,118 


2,228,146 


— 12,047 
2,483,010 


— 15,327 
2,649,807 





Total obligations 
Financing: 

Offsetting collections from: 

Federal funds 

Non-Federal sources 
Unobligated balance available, start of year 
Unobligated balance available, end of year 
Unobligated balance lapsing 


—1,179 
—2,505 —10,783 —13,714 
—17,351 —20,143 —8,000 
20,143 ll 
44,833 50,000 


—5,074 — 6,454 





Limitation: 
Budget authority (appropriation) 
Transferred to other accounts 


2,272,087 2,671,650 


—7,290 
2,346,810 





Appropriation (adjusted) 
Supplemental for civilian pay 


raises 108,200 





Distribution of budget authority by account: 
Limitation on administrative expenses 
Limitation on construction 


2,257,287 
14,800 


2,427,218 
27,192 


2,658,150 
13,500 





Note.—Excludes $2,061 thousand in 1981 for activities transferred to General departmental management, Department of 
= and Human Services. Comparable amounts for 1979 ($2,061 thousand) and 1980 ($2,061 thousand) are included 

The Social Security Administration administers pro- 
grams of old-age, survivors, and disability insurance, 
and supplemental security income. In addition, it ad- 
ministers some health insurance activities, as well as 
annual reporting of earnings and pension reform activi- 
ties. The principal costs for administration of these pro- 
grams are financed by this appropriation; however, 
there are costs of other components of the Department 
of Health and Human Services and of the Treasury 
Department which relate to administration of these 
programs shown elsewhere in the budget. 

Administrative costs are related to workloads gener- 
ated by the statutory provisions of social security pro- 
grams. These workloads depend upon factors not sub- 
ject to administrative control, such as population 
growth, level of employment, economic conditions, 
income levels, incidence of illness, and mortality rates. 

1. Old-age and survivors insurance.—The administra- 
tive costs provide for making initial determinations of 
eligibility, reevaluating initial determinations and 
maintaining the beneficiary rolls to assure proper bene- 
fit payments, and continuing entitlement tc benefits. 

2. Disability insurance.—The administrative costs 
provide for processing and reviewing initial claims, de- 
termining the continuing disability of beneficiaries, and 
maintaining the beneficiary rolls to assure proper bene- 
fit payments. Determinations regarding the existence or 
continuation of a disability are made by State agencies 
under contract with the Social Security Administration, 
and these costs are included in the budget. 

3. Health insurance.—While the Health Care Financ- 
ing Administration (HCFA) is responsible for medicare 
administration, the Social Security Administration per- 
forms certain administrative functions, such as premi- 
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LIMITATION ON ADMINISTRATIVE ExpENSES—Continued 


um billing and collection, and maintenance of the data 
base on entitlement and premium information. 


4. Supplemental security income.—The administrative 
costs provide for making initial determinations of eligi- 
bility, reevaluating the initial determination when re- 
quested by the claimant, maintaining the recipient rolls 
to assure proper payment of benefits, and investigating 
continuing entitlement to benefits through periodic re- 
determinations of eligibility. Determinations of the ex- 
istence or continuation of a disability are made by State 
agencies under contract with the Social Security Ad- 
ministration, and these costs are included in the 
budget. : 

5. Annual reporting of earnings.—Public Law 94-202, 
enacted January 2, 1976, authorized a single annual 
wage reporting system to serve the data needs for both 
the Social Security Administration and the Internal 
Revenue Service. It gave the Secretaries of Treasury 
and HHS authority to use form W-2, “Statement of 
Earnings,” as an annual report of wages for both social 
security and income tax purposes. The new system went 
into effect in 1978. 

The administrative costs budgeted for the system in- 
clude the following activities: receiving source docu- 
ments; examining them for adequacy; microfilming 
them; converting data from documents to magnetic tape 
by optical scanners or through key-to-tape data conver- 
sion; and balancing processed data to assure accuracy. 

Funding for all annual reporting activities will be 
shared by the trust funds and general revenues. 

6. Pension reform.—Public Law 93-406, the “Employ- 
ee Retirement Income Security Act of 1974” (ERISA) 
requires the Secretary of HHS to maintain files to fur- 
nish information regarding deferred vested pension 
rights to plan participants upon request, or to the par- 
ticipant (and his dependents or survivors) automatically 
when applying for social security benefits. 

The administrative costs budgeted for work related to 
pension reform include: (1) Establishing an automated 
record system for pension fund administrators identify- 
ing information on individuals who leave the jurisdic- 
tion of a pension fund; (2) responding to earnings infor- 
mation requests from the pension funds; (8) providing 
individual earnings histories from SSA records as re- 
quested by the pension funds. Costs incurred by the 
Department of Health and Human Services for provid- 
ing information to the pension funds are recouped, 
within limits set by the Privacy and Freedom of Infor- 
mation Acts, on a reimbursable basis. Unrecouped costs 
are absorbed by this limitation account. 


7. Construction.—Construction of three Program Serv- 
ice Centers and the new Headquarters buildings was 
financed by the purchase contract method. Budget au- 
thority of $11,000 thousand is requested for purchase 
. contract payments in 1981 and $2,500 thousand for 
other building renovations with the funds for these pay- 
ments reflected as a transfer to GSA. 


8. Reimbursable program.—Under 42 U.S.C. 1306(b), 
the Social Security Administration is authorized (within 
limits set by the Privacy and Freedom of Information 
Acts) to provide information for services to other gov- 


ernmental organizations or private organizations on a 
reimbursable basis. The major reimbursable activities 
include providing data related to earnings, periods of 
employment, and addresses of reporting employers; and 
taking applications for food stamps from supplemental 
security income applicants and recipients. 


Object Classification (in thousands of dollars) 



































Identification code 75-8007-0-7-601 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent positions ................0. 1,241,328 1,331,561 1,356,316 
11.3 Positions other than permanent. 80,730 99,730 107,574 
11.5 Other personnel compensation ... 50,733 64,719 61,815 
11.8 Special personal services pay- 
IPOS cieatrccsechccsieinssnssateciorec 1,175 550 550 
Total personnel compensa- 
BeM scence ectescsersossinesss 1,373,966 1,496,560 1,526,255 
12.1 Personnel benefits: Civilian............. 137,984 150,911 153,838 
21.0 Travel and transportation of per- 
REM es ctessccrlssssatssasecs dacs tear 20,039 21,631 21,736 
22.0 Transportation of things................. 7,262 8,055 7,761 
23.1 Standard level user charges........... 112,803 123,993 139,355 
23.2 Communications, utilities, | and 
Other rent ............ssese00 oS 120,720 137,013 146,936 
24.0 — Printing and reproduction 16,693 15,953 15,953 
25.0” CNET SRLVIORS sacsescvsenssssegroreeoneassees 409,279 469,710 582,615 
26.0 Supplies and materials 17,777 18,245 20,626 
31.0  Equipment.................... ah 14,575 17,544 25,061 
32.0 Lands and structures...............000 1,460 19,581 4,830 
42.0 Insurance claims and indemnities... 22 Bs “aaeceanietente 
93.0 Administrative expenses................. —2,224,462 —2,467,153 —2,629,639 
Total costs, funded................ 8,118 12,047 15,327 
94.0 Change in selected resources......... —8,118 — 12,047 —15,327 
Ta CIR POGT ORMNEATIINIS oscacsacs 4. psharasgsscshivdaedag. 2 spssiasianhiG{a Asa ce intvetagiceceorae 
Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent positions .................. 2,464 11,000 13,605 
11.3 Positions other than permanent. 201 443 714 
11.5 Other personnel compensation... 98 628 682 
Total personnel compensation 2,763 12,071 15,061 
12.1 Personnel benefits: Civilian............. 271 1,186 1,481 
21.0 Travel and transportation of per- 
GOB cis vsinadsiontinda sto cweanenes@eAabtaees 18 53 220 
22.0 — Transportation of things 13 24 99 
23.1 Standard level user charges........... 236 1,100 1,516 
23.2 Communications, utilities, | and 
QUIET FONT ceaiasd. cists cesision doniictsd 124 818 882 
24.0 — Printing and reproduction............... 43 32 39 
25.0 — Other SOrviceS .........cs.cssssescsssseeseees 168 487 716 
26.0 Supplies and materials.................... 35 48 114 
31.0 Equipment... ee i 13 38 80 
93.0 Administrative expenses —3,684 — 15,857 — 20,168 








Total reimbursable obliga- 
































99.0 
Personnel Summary 
Direct: 
Total number of permanent positions.................. 78,568 76,743 76,430 
Total compensable WOrkyears .........sssssssssessessseees 85,996 86,546 86,709 
Full-time equivalent of other positions............. (7,720) (8,846) (9,345) 
Full-time equivalent of overtime and holiday 
MPa iernsursssiisivconisucunra enitomiiccas (2,691) (3,244) (3,034) 
Average ES salary 0 $49,083 $49,458 
Average GS grade 8.10 7.80 7.80 
AVEFAGO GS SBIATY ons, .ceesscnssecdeasctctetooonsssconielenssence $16,416 $18,140 $18,672 
Reimbursable: 
Total number of permanent positions ...............0e+. 180 872 972 


Fin 
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74 
15 
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DEPARTMENT OF HEALTH AND HUMAN SERVICES ate 401 
Total compensable Workyears.............csssssseessesee 219 677 895 23.1 Rent, communications, and utilities............. 8 
Full-time equivalent of other positions............. (28) (41) (55) 24.0 — Printing and reproduction 30 
Full-time equivalent of overtime and holiday 5 25.0 Other services ...............00- 5,285 
ROSARY REGS es eee (7) (44) (37) 26.0 — Supplies and materials ...00.............ccsssssceseee 6 
Average ES salary .. sai 0 $49,083 SIS ASS = - SEO Rapemanies ec tess et 5 ey tag See 8 
Average GS grade....... Sica 8.10 7.80 7.80 93.0 Administrative expenses ..........ccsssvscccscssccsce scsssssccsssssssn seseeseseseseeee —7,130 
ae MIN goers se cececoesacazecsscosessicbesscovsnensnce $16,416 $18,140 $18,672 hei 
99.0 IO I ic tscsaaeessdnaeedinl dovisceniennpaiicn Ritenttnlite Cl Gata tamieeca 
Personnel Summary 
LimiraTIon ON RESEARCH AND STATISTICS S 
+ aoe Direct: 
(Survey of Income and Program Participation) Total number of permanent positions ................... 9 
For necessary expenses, not more than $16,000,000 to be available Total compensable WOFKYC€TS .....cssoeeeeernsnee - se 8 
until expended as authorized by sections 201(gX1) and 702 of the Social Full-time equivalent of other positions (0) 
Security Act, from any one or all of the trust funds referred to therein, Full-time equivalent of overtime and holiday 
and as authorized herein, from payments by way of advancements or TONES cerns wt pcan cba ccecectnanecsasce (0) 
reimbursements to the Social Security Trust Funds for the Survey of ER I sae ecinivcsi ince saeecenssvcee 12 
Income and Program Participation as it relates to titles I, II, IV (Parts PITA GS: SIO a sex cnssssstscnssscsccssnnesece $27,628 


A and D) X, XI, XIV, XVIII and XIX of the Social Security Act: 
Provided, that each of the Social Security Trust Funds and the general 
fund of the Treasury bear its proper share of the costs in a manner 
consistent with the provisions of section 201(g)1) of the Social Security 
Act. 


Program and Financing (in thousands of dollars) 

















Identification code 1979 actual 1980 est. 1981 est. 
Program by activities: 
Survey of income and program participation ........  ...scccsscsssee — secsssseeeesessee 6,415 
INAibe PRIN CONG, UME asssccisisostsceacss. — ‘scsscénondshcines . ancussiansesioned 6,415 
Change in selected resources (undelivered 
RRM ah Are ARSE, Se. EEL. "© ssetlnestinncdial | avast 715 
HIRI NR tartar etsieiswis. caging. weanoapees 7,130 
Financing: 
Unobligated balance available, end Of year... cecssecccsssesese — cesssseccesnesees 8,870 
Limitation: 
Budget authority (appropri- 
MOD ir hstcteaXecettsletceavecencl)  ctcatdacaadus) » eecdeicidetedes 16,000 





Survey of income and program participation.—The re- 
quest will provide funds to conduct the first multi-year 
panel of this continuing national longitudinal house- 
hold survey of income, net worth, and program eligibil- 
ity and participation. The survey will provide an on- 
going social research data gathering mechanism, de- 
signed to be flexible so that. data on new programs or 
other new areas of interest can be collected. Each panel 
will repeatedly survey the same sample of individuals 
at regular intervals over a period of several (probably 4) 
years. A new survey panel will begin each year. In the 
first year of operation, 15,000 households will be sur- 
veyed twice. The survey will provide information on 
program participation rates, multiple program partici- 
pation, and statistics on economic circumstances of the 
population. These data will be used to support policy 
analysis, estimate future program costs and coverage, 
and assess the effects of alternative policy decisions for 
the Department’s income security programs. In addi- 
tion, these data will benefit the planning arms of the 
Office of the Secretary and the Departments of Com- 
merce, Labor, Education, Agriculture, and others. 


Object Classification (in thousands of dollars) 








Identification code 75-8007-0-7-601 1979 actual 1980 est 1981 est 
11.1 Personnel compensation: Permanent posi- 

Lt SOL es Se 5) a 967 
12.1 Personnel benefits: Civilian.................. pak. Ai 95 
21.0 — Travel and transportation of persons 16 














[SPECIAL INSTITUTIONS] 


[AMERICAN PRINTING HousE FoR THE BLIND] 


Note.—The activities formerly included in this account, in the amount of $3,906,000 for 
1979 and $4,349,000 for 1980, will be transferred to the Department of Education, Special 
Institutions, pursuant to the Department of Education Organization Act (Public Law 96-88) 
and are included in the account American Printing House for the Blind. 





[Nationa TECHNICAL INSTITUTE FOR THE Dear] 


Note.—The activities formerly included in this account, in the amount of $16,625,000 for 
1979 and $17,349,000 for 1980, will be transferred to the Department of Education, Special 
Institutions, pursuant to the Department of Education Organization Act (Public Law 96-88) 
and are included in the account National Technical Institute for the Deaf. 





[GaAtLaupet CoLLecE] 


Note.—The activities formerly included in this account, in the amount of $44,833,000 for 
1979 and $48,341,000 for 1980, will be transferred to the Department of Education, Special 
Insitutions, pursuant to the Department of Education Organization Act (Public Law 96-88) 
and are included in the account Gallaudet College. 





({Howarp University] 


Note.—The activities formerly included in this account, in the amount of $113,393,000 for 
1979 and $121,893,000 for 1980, will be transferred to the Department of Education, Special 
Institutions, pursuant to the Department of Education Organization Act (Public Law 96-88) 
and are included in the account Howard University. 





HUMAN DEVELOPMENT SERVICES 


Federal Funds 
General and special funds: 
GRANTS TO STATES FOR SOCIAL AND CHILD WELFARE SERVICES* 
*See Part III for additional information. 


For carrying out activities authorized by sections 420, 1110, and 
2001 of the Social Security Act, [$2,606,500,000] $2,675,000,000, to 
remain available until expended, of which $56,500,000 shall be for 
child welfare services authorized by section 420, and of which not to 
exceed [$75,000,000] $116,000,000 may be used for training author- 
ized by section 2001. 

For making, after June 30 of the current fiscal year, payments to 
States authorized by section 2001 of the Social Security Act, for the 
last three months of the current fiscal year, and for making after 
July 31 of the current fiscal year, payments for the first quarter of 
the succeeding fiscal year; such sums as may be necessary, the obliga- 
tions incurred and the expenditures made thereunder to be charged 
to the subsequent appropriations therefor for the current or succeed- 
ing fiscal year. No payment shall be made from this appropriation to 
reimburse State or local expenditures made prior to [September 30, 
1978] October 1, 1978; except that payment shall not be denied with 
respect to court-ordered retroactive payments or audit exceptions, or as 
otherwise provided in authorizing legislation. 
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General and special funds—Continued 


GRANTS TO STATES FOR SOCIAL AND CHILD WELFARE SERVICES — 
Continued 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 



































Identification code 75-1634—0-1-506 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Grants to States for social services........ 2,725,814 2,350,696 2,500,000 
PMN IAM CMO ss coscctcssspnsinssssscotrenennceeys PURON. \oacratigts & ceieitissis 
3. State and local training... ne 90,032 75,000 116,000 
4. Child welfare services........ 56,493 56,500 56,500 
SE VOMMBTIONL asc eubircesis conte itesbo in aromas Srna L] eaten oeactaree 2,500 
Total program costs, funded.............. 3,074,143 2,482,196 2,675,000 
Change in selected resources (undelivered 
HONTIEYS) 5 iss hs eases Sacbake dh cesbcate ads caerndeons 14,037 26,168 35,000 
10.00 Total obligations .............ssssssssecseessee 3,088,180 2,508,364 2,710,000 
Financing: 
25.00 Unobligated balance lapsing .............ssess Ti Sante cress set snneneneneen 
Budget authority... 3,088,187 2,508,364 2,710,000 
Budget authority: 
MOO; RUNNIN STUDON anus consis svssanttoonsscteesaioess 2,964,900 2,606,500 2,675,000 
40.20 Appropriation available from subsequent 
DN Sespcivveraes auld as AGaverssctesbtesdii 778,137 680,000 715,000 
40.30 Appropriation available in prior year............ —654,850 —778,136 —680,000 
43.00 Appropriation (adjusted)................ 3,088,187 2,508,364 2,710,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............sccssseccseee 3,088,180 2,508,364 2,710,000 
72.40 Obligated balance, start of year.................. 652,762 652,139 726,811 
74.40 Obligated balance, end of year.............s.ss00 —652,139 —726,811 —809,811 
77.00 Adjustments in expired accounts DEAL: Weeleositts ssssieaped tid baa toscie 
90.00 ANAS cs cssoouskazesttssvecristncsucssseestoax 3,090,730 2,433,692 2,627,000 





1. Grants to States for social services.—The basic title 
XX program had a $2.7 billion ceiling limitation in 
1979, but returned to $2.5 billion in 1980 and subse- 
quent years. An authorization is requested for 1980 
which would raise the ceiling to $2.7 billion, exclusive 
of the special child day care authorization, and create a 
separate authorization for the territories of $16.1 mil- 
lion. Currently the territories can participate in the 
program only when States relinquish a portion of the 
authority to fund under their own individual ceilings. 

Grants to States for social services assist eligible per- 
sons to become or remain economically self-supporting 
and self-sufficient; protect children and adults who 
cannot protect themselves from abuse, neglect, and ex- 
ploitation, and help families stay together; prevent or 
reduce inappropriate institutional care by providing 
community-based care, home-based care, or other forms 
of less intensive care; and arrange institutional place- 
ment, when appropriate and services to individuals in 
institutions. 

Within the basic program, grants are made to States 
based on Federal matching rates of 75% for all services 
except family planning services which are matched at 
90%. 

A supplemental appropriation of $200 million is also 
requested in 1980 to compensate for 1980 budget au- 
thority used in 1979 to complete 1979 requirements and 


to provide for unanticipated growth in States’ programs 
in 1980. 


SOCIAL SERVICES COSTS (INCLUDING CHILD DAY CARE) 


[In millions of dollars) 










Total costs: 1979 1980 1981 
PAV UMESCNMOTEN srrrscssasticctisicscnsmatcerstoaseetisnncce $803 $876 $1,015 
FUOTVOIAANET CIN isis dtsncincsitesase Uneneseestsasspbive 516 566 635 
Education, training, and employment................... 358 396 452 
Protective SOrViCES .........sscsssssesssssesssssescsssecssneessene 349 481 525 


Foster care-Children ........cccssccssssssssssssosssssossassorseses 217 250 279 














COUNSELING SELVICES ..........ssccccsssscssseccssseecssseecssnees 263 301 342 
PICANTO LALOR 5/2 alfsdtcecBieaas, chub dis cccededscditconasonsee 142 158 175 
Residential care and treatment...........-scsseecsseen 150 177 197 
PANT ADNAN si ctsfescecsalacophsosketss os cecdbesngiteaeltgoged 71 80 96 
REN cate Cer eM rae REN, as ascstesaceseens (et, SFE 95 1,127 

MAMIE <p Boectycrtcttiatertrcistfistemestcce 3,740 4,260 4843 

Federal Shar@.ecscsnssetnsensvntvsentsnse (2,928) (2,850) (2,916) 


AVERAGE NUMBER OF PRIMARY RECIPIENTS PER QUARTER 


{In thousands] 
Selected services (nonadditive: recipients may re- 








ceive more than one service): 1979 1980 1981 
DAVE CATOCCINNMDND Garr, 5c s1800253,cesaczsssassesiasvconscaeet 448 452 49] 
Homemaker/chore 345 350 368 
Education, training, and employment................... 356 364 390 
PHOTROLIVERGOIMICES cole tclsNEDsssnssecsssnonscesessnssssaveeose 494 630 644 
POSTEF CAFO CIMMIIEN  o.c0.ccesoneseaecutanescavstsessesscoacasahea 184 196 205 
AOMINTSDNINGy SOEWIGOG tPoesaicisssssssccsteuscsoassaseanvasssnince 604 640 682 
PUG NEIAROG isssassscssicsssosscscussssnsceucctanssensceasceseis 401 4i1 426 
Residential care and treatment.............sssseesssvee 101 110 115 
FAAP ANTONIN css scstss cB cticccta ens nccevescoct 344 359 405 


2. Child day care.—From 1977 to 1979 an additional 
$200 million has been authorized each year above the 
basic title XX ceiling for the purpose of providing 100% 
Federal funding of child day care services. An authori- 
zation is requested to extend this funding in 1980 and 
1981. A supplemental appropriation of $22 million is 
also requested in 1980 to compensate for 1980 budget 
authority utilized in 1979 and 1980 to complete 1979 
requirements. 

3. State and local training.—The 1974 social services 
amendments to the Social Security Act authorized 75% 
Federal financial participation in costs associated with 
providing training to staff of title XX agencies, service 
delivery personnel of provider agencies, persons prepar- 
ing for employment in title XX agencies, and individual 
providers. The 1980 appropriation limits funding for 
this training to $75 million. The 1981 budget request 
increases this limitation to $116 million. An authoriza- 
tion is requested which would provide that any State 
could become entitled to 4% of its allotment limitation 
for social services. The estimated cost of this proposal in 
1981 is $116 million. The 4% limitation represents an 
additional 1% over an earlier proposal to limit funding 
to 8% of each State’s ceiling. This 1% is to enable 
States to finance training associated with the imple- 
mentation of Federal child day care standards. A 1980 
supplemental of $14 million is requested in order to 
offset prior year claims and provide a 1980 operating 
level of $75 million. 


STATE AND LOCAL TRAINING COSTS 


[Dollars in thousands} 


1979 1980 1981 
NRC sis ceca se et Oe LAR UES $120,043 $118,667 $154,667 
Federal Share .......ccsssssssssssssees $90,032 $89,000 $116,000 
Number of persons trained 397,500 389,500 349,400 
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4, Child welfare services.—Under title IV-B of the 
Social Security Act, grants are made to States to help 
establish, extend, and strengthen services to support 
and strengthen parental care of children in their own 
homes, to return foster children to their homes, and to 
facilitate adoption when such return is not feasible. 
Child welfare services are available to all children who 
need such services without regard to the economic cir- 
cumstances of their families. 

Federal financial participation represents about 7% 
of total program costs. States are encouraged to coordi- 
nate child welfare services with the social services pro- 
gram. Legislation is proposed for 1980 that would 
modify the present program to provide for the develop- 
ment of State systems for tracking, case review, and 
due process protections for children in foster care. The 
legislation will also provide preventive or restorative 
services for children and aid the adoption of children 
with special needs. 


CHILD WELFARE SERVICES, CURRENT LEGISLATION 


[Dollars in thousands} 






1979 1980 1981 
NMI Sas aera cact ct hs taa Od one ontsstafes buss ict els $800,000 $800,000 $800,000 
PI NO a8 a hscneiqesedbehinscenpesteoocfepice Scenes $56,500 $56,500 $56,500 
Average number of children served..............ccsssess 201,100 201,100 201,100 


5. Evaluation.—In 1981 funds are requested specifi- 
cally for the evaluation of title XX and related activi- 
ties. 


Object Classification (in thousands of dollars) 





Identification code 75-1634-0-1-506 1979 actual 1980 est. 


i ee 500 


1981 est. 








MMMM RMEG  ciaccssicsstreespinciccorccscccs  nasticcapreseos é 
41.0 Grants, subsidies, and contributions............ 3,088,180 2,508,364 2,707,500 
99.0 Total obligations .............cc.ccssseccssssseee 3,088,180 2,508,364 


2,710,000 





GRANTS TO STATES FOR SOCIAL AND CHILD WELFARE SERVICES 


(Proposed for later transmittal, proposed legislation) 
Program and Financing (in thousand of dollars) 


Identification code 75-1634-2-1-506 1979 actual 1980 est. 1981 est. 





Program by activities: 














1. Grants to States for social services........ 0 sss 175,000 216,100 
PRIMM CAVE CANCE AE csasdead 200,000 200,000 
3. Child welfare Services ..........sssseesssccsesseee 62,850 107,050 
10.00 Total program costs, funded—obliga- 
tions (Object class 41.0) oe, cessssseessseee 437,850 523,150 
Financing: 
40.00 Budget authority (appropriation) 000000... occ. 437,850 523,150 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ........ccccccccccccccsses — sessseeeeesessen 437,850 523,150 
90.00 RE: Sica tceete Se a cnaces 437,850 


523,150 


Legislation is proposed for 1980 which will increase 
the ceiling for social services to $2.9 billion. Of this 
amount, $2.7 billion would be available at a 75% Feder- 
al matching rate for all services except family planning 
services which are matched at 90%. Child day care 
activities would receive 100% Federal funding up to 
$200 million. A separate funding authorization of $16.1 
million would also be provided for Guam, Puerto Rico, 





the Virgin Islands, and the Northern Mariana Islands. 

The 1980 appropriation limits obligations for the rap- 
idly growing State and local training program to a 
maximum of $75 million, without specifying the criteria 
for distributing funds. Legislation is proposed which 
will permit greater control, better utilization, and im- 
proved management of funds in the program. This pro- 
posal would more closely and appropriately tie the level 
of training funds to the level of the title XX social 
services program to which training is supposed to be 
linked. The amount of State and local training funds 
available to any State would be a percentage of the 
amount available under the State’s ceiling for services. 
The original proposal for this level was based on 3% of 
the amount available for services. Since that proposal 
was made, the percentage has been increased to 4% for 
such training of staff as may be desired by the States to 
enhance effective implementation of child day care reg- 
ulations. 

Additional funds are also to be requested for the child 
welfare services activity for the implementation of pro- 
posed legislation which will broaden the scope of child 
welfare services in general, protect and enhance the 
status of children in foster care, safeguard their par- 
ents’ rights, reunite families where feasible, provide 
permanent placement of foster care children as soon as 
possible if reuniting them with their families is not 
feasible, and provide assistance for adoption. Encour- 
agement will be provided to the States to improve legal 
procedues and systems to care for and monitor the 
status of foster care children. 





HuMAN DEVELOPMENT SERVICES 


For carrying out except as otherwise provided, sections 426, 1110, 
and 1115 of the Social Security Act, the Older Americans Act of 1965, 
as amended, the Child Abuse Prevention and Treatment Act, title II 
of Public Law 95-266 (Adoption Opportunities), the Runaway Youth 
Act, the Community Services Act of 1974, as amended, sections 106, 
107, and 306 of the Comprehensive Employment and Training Act of 
1973, [the Rehabilitation Act of 1973, as amended, the International 
Health Research Act of 1960,] and the Developmental Disabilities 
Services and _ Facilities Construction Act, as amended, 
($2,557,981,000] $7,778,511,000, of which $6,000,000 shall be available 
for title VI of the Older Americans Act of 1965 as amended; [of 
which $808,000,000 shall be for activities under section 100(b)(1) of the 
Rehabilitation Act of 1973; $9,484,000 shall be for activities under 
section 110(b\(3) and $15,000,000 shall be for activities under section 
711 of such Act; $3,000,000 to remain available until expended shall 
be for a White House Conference for Children and Youth; and 
$43,180,000] $42,181,000 shall be for grants under part C of the 
Developmental Disabilities Services and Facilities Construction Act, 
[as amended; together with not to exceed $600,000 to be transferred 
and expended as authorized by section 201(g)(1) of the Social Security 
Act from any one or all of the trust funds referred to therein;] and 
$7,500,000 shall be for section 113 of [the Developmental Disabilities 
Services and Facilities Construction Act, as amended] such Act; and 
$3,000,000 to remain available until expended shall be for the White 
House Conference on Aging. (Additional authorizing legislation to be 
proposed for $11,000,000.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 
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Program and Financing (in thousands of dollars) 






































Identification code 75-1636-0-1-500 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Administration for Children, 
Youth, and Families: 
(a) Head Start.........ssce-csssseeeee 680,842 735,000 825,000 
(b) Research and demonstra- 
TN ee casera ecssaeccscscoss 17,555 14,700 17,978 
(c) Child abuse........ 18,891 22,928 22,928 
(d) Runaway youth 10,844 11,000 11,000 
(e) Child welfare training......... 8,111 7,575 7,000 
(f) Adoption opportunities......... : 4,978 5,000 5,000 
2. Administration on Aging: 
(a) State agency activities....... 22,464 22,500 22,675 
(b) Area agency services and 
PEURRES IS... Bare tedlan, fh hive 196,503 246,970 280,000 
(c) Nutrition 264,277 320,000 350,000 
EOUMIRENS RBM Caceres Mcsostretesavrecrsasest 6,000 6,000 
(e) F.. uch, training, and 
SPF STOJOCES ......esesseeeessnee 44,225 54,300 52,800 
f) Fe. Council on Aging... 469 450 581 
(2) Nationa: clearinghouse........ 775 2,000 2,000 
3. Rehabilitation Services Adminis- 
tration: 
(a) Rehabilitation services and 
facilities: 
(1) Basic State grants......... 817,484 MMO. Sotcscsccwshoscctosons 
(2) Innovation and expan- 
BONS cekeb habia 18,000 5,887 
(3) Service projects............. 30,737 1,354 
(4) Independent living.......... 2,000 2,500 
(OP ORTMNINID .sscoscssvschsessessnce 30,486 18,834 
4. Grants for the Developmentally 
Disabled: 
(a) State grants and advocacy. 39,118 50,681 50,681 
(b) Service projects.................. 12,132 4,756 4,756 
(c) University affiliated facili- 
 ABRARREE  c nte oe ae 7,420 7,000 7,000 
5. National Institute of Handi- 
Capped RESCACN............cseeeseeee 32,315 PETG vy cs arteanidphets 
6. Administration for Public Serv- 
ices: 
(a) Research and evaluation..... 4,777 5,000 5,000 
(b) Innovation and expansion... cece sesssesssseesssseeeens 2,500 
7. Administration for Native Ameri- 
ONG SS EIGER Siskin 34,290 33,800 33,800 
8. White House conferences: 
(a) Families conference............ 323 ZOLU LD os scssteen eee 
(b) Aging Conference... sessssssseesscsssseees 1,141 3,251 
(c) Children and youth confer- 
ONO... dettela.nishrwsuse | ination 1,396 1,604 
9. Salaries and expenses................ 69,419 69,442 68,812 
10.00 Total program _costs, 
funded—obligations ......... 2,368,435 2,160,993 1,780,366 
Financing: 
Offsetting collections from: 
11.00 Federal fUnds..........ccssssesssecsseees —7,191 
13.00 Trust funds............... a —600 
14.00 Non-Federal sources —48 
21.40 Unobligated balance —_ available, 
SUM OF OME co ccosspacsysesvssosesaodes —8,138 —7,219 —3,463 
24.40 Unobligated balance available, end 
EW 2s tient wisiciiiie 7,219 3,463 1,608 
25.00 Unobligated balance lapsing........... BO AEYS = ansahcbi tins hin | nilleahinstbaainbiain 
Budget authority................. 2,376,568 2,156,937 1,778,511 
Budget authority: 
40.00 Appropriation ...........ssscscssssecsssssseees 2,376,568 2,557,981 1,778,511 
41.00 Transferred to other accounts... .csssssssssseeesssseee CMOS OCG Fo secesdbeeelonee 
43.00 Appropriation (adjusted) ... 2,376,568 2,154,895 1,778,511 











44.20 Supplemental for civilian 

RON ROO Sinisa issiaps Clone cataercepaene® BWOA, «se scihesckucsts 

Relation of obligations to outlays: 

71.00 Obligations incurred, net................ 2,360,596 2,160,693 1,780,366 
72.40  Obligated balance, start of year..... 959,019 1,046,361 901,349 
73.40  Obligated balance transferred, net.. ......ssssssseccesen = FAD,993 — .rrseccssosessrseons 
74.40  Obligated balance, end of year....... — 1,046,361 — 901,349 — 995,346 
77.00 Adjustments in expired accounts... MEU LE ISD cictcccneeh nite 
90.00 Outlays, excluding pay raise 

supplementil...............00 2,241,227 1,962,670 1,686,369 
91.20 Outlays from civilian pay 

raise Supplemental ............  cssssssessessseeesees CORES ail 

NOTES 


Excludes $27 thousand in 1981 for activities transferred to General departmental management, Department of Health and 
Human Services. Comparable amounts for 1979 ($27 thousand) and 1980 ($27 thousand) are included above. 
Excludes $403,086 thousand in 1980 (beginning April 1, 1980) and $978,050 thousand in 1981 for activities transferred 
to (in thousand of dollars): 
, to 
30, 


t. 30, 
1980 





1981 
Rehabilitation services and handicapped research, Office of Special Education and 
Rehabilitative Services, Department of Education.......................:sesssseeseesssnseeeseenee 395,984 963,875 
Salaries and expenses, Departmental Management, Department of Education 6,598 13,167 
Salaries and expenses, Office of Civil Rights, Department of Educatton...................... 504 1,008 


Comparable amounts for these activities for 1979, $940,280 thousand and 1980 through March 31, 1980, $542,436 
thousand, are included above. 


1. Administration for Children, Youth, and Fami- 
lies.—The programs supported by the Administration 
for Children, Youth, and Families are designed to pro- 
vide services to enhance the development and well 
being of children and youth, and to strengthen family 
stability. In 1981, the Head Start program will continue 
to emphasize improving the delivery of services which 
are cost effective and responsive to children’s needs and 
improving local capacity to plan and manage these 
services. 

A level of $825,000 thousand will provide comprehen- 
sive Head Start services to 386,300 children, at least 
10% of whom are handicapped. A level of $17,978 thou- 
sand will continue support for research and demonstra- 
tion projects in the areas of child welfare, day care, and 
child, youth, and family development. Included in this 
amount is $5,750 thousand for implementation of Feder- 
al day care Standards. A level of $22,928 thousand will 
support programs designed to prevent and treat child 
abuse and neglect. A level of $11,000 thousand will 
support 165 runaway youth projects providing tempo- 
rary shelter, counseling, and aftercare services to 42,500 
youth and their families. 

A level of $7,000 thousand will provide traineeships, 
teaching grants and training center grants to train 
15,000 people for work in the field of child welfare. A 
level of $5,000 thousand will continue support for adop- 
tion opportunity activities designed to eliminate bar- 
riers to adoption and to facilitate the adoption of par- 
ticularly hard to place children. 

2. Administration on Aging.—A level of $714,056 
thousand will support programs to continue the devel- 
opment and operation of a system of community-based 
services to meet the needs of older persons, with em- 
phasis on assisting those elderly with the greatest eco- 
nomic and social needs. A level of $22,675 thousand will 
support State agency activities which provide leader- 
ship and technical assistance to area agencies in their 
efforts to develop more comprehensive and coordinated 
service delivery systems and to increase the generation 
of additional resources. A level of $280,000 thousand 
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will support 700 area agencies and over 2,100 senior 
centers. A level of $350,000 thousand will provide ap- 
proximately 410,000 meals per day, 5 days per week. 
Approximately 57,000 of these meals will be delivered 
to home-bound elderly. A level of $6,000 thousand will 
provide grants to Indian tribes. A level of $52,800 thou- 
sand will support training, research, discretionary pro- 
grams, and multidisciplinary centers of gerontology. 
These programs are designed: to assure an adequate 
number of trained personnel in the field of gerontology; 
to increase the knowledge base of the service needs of 
the elderly; and to test and demonstrate systems to 
improve the quality of services for the elderly, with 
particular emphasis on assessing and addressing the 
needs of long-term care patients. A level of $2,581 thou- 
sand will continue support for the National Clearing- 
house on Aging and the Federal Council on Aging. 


TITLE III—NUTRITION PROGRAM 


[In thousands of dollars] 


1979 actual 1980 estimate 1981 estimate 





HHS nutrition program funding *..... 251,535 289,872 317,047 
Department of Agriculture commod- 
OC a a a ee 47,000 55,000 60,500 
Non-Federal Support............:sccsssseee 30,000 33,000 36,000 
Program funding................ 328,535 377,872 413,547 








10f the amounts appropriated for nutrition up to 8%% may be used to support administration of area plans, and up to 
1% may be used for evaluation. 

3. Rehabilitation Services Administration.—Rehabili- 
tation services and facilities activities are transferred to 
the Department of Education, Office of Special Educa- 
tion and Rehabilitative Services, Rehabilitation Serv- 
ices and Handicapped Research account effective April 
1, 1980. 

4, Grants for the Developmentally Disabled.—Grants 
for the developmentally disabled were formerly admin- 
istered by the Rehabilitation Services Administration 
along with rehabilitation services and facilities activi- 
ties. The rehabilitation services and facilities activities 
are transferred to the Department of Education while 
the developmental disabilities activities will remain 
within the Office of Human Development Services. Pro- 
grams for the developmentally disabled focus on in- 
creasing the provision of quality services to the develop- 
mentally disabled through State grants, special projects, 
and university-affiliated facilities. Efforts to develop 
Community-based programs for care, habilitation, and 
deinstitutionalization will be continued to foster the 
independence of those served. 

5. National Institute of Handicapped Research.—The 
National Institute of Handicapped Research will be 
transferred to the Department of Education, Office of 
Special Education and Rehabilitative Services, Rehabili- 
tation Services and Handicapped Research account 
starting April 1, 1980. 

6. Administration for Public Services.—A level of 
$5,000 thousand will support research activities under 
title XX of the Social Security Act and cross-cutting 
research related to all Human Development Services 
programs. A level of $2,500 thousand will support a new 
innovation and expansion program which will address 
social services issues of national significance. 

7. Administration for Native Americans.—A level of 
$33,800 thousand will support community projects 





which serve American Indians, Hawaiian natives and 
Alaskan natives to promote the goal of social and eco- 
nomic self-sufficiency. Related research, evaluation, 
technical assistance, and training activities will also be 
supported. A priority emphasis will be on assisting 
native American groups establish and maintain the 
structures and mechanisms needed for planning and 
coordinating categorical Federal resources and other 
non-Federal resources. The efforts relating to Indian 
and Alaskan native groups are directed toward support- 
ing the Federal policy of Indian self-determination. 

8. White House conferences.—In 1981 the White 
House Conference on Children and Youth will be con- 
vened in Washington, D.C. Following the conference, a 
final report will be prepared which will make recom- 
mendations affecting Federal, State, and local programs 
which are concerned with the development and well- 
being of children and youth. 

The budget request includes an additional $3,000 
thousand for the White House Conference on Aging. 
During 1981 conference delegates will be selected; ex- 
tensive analysis of State and local conferences will be 
made for incorporation into the National conference 
agenda; and final logistical arrangements will be made 
for the Washington conference to be held in the late 
fall of 1981. 

9. Salaries and expenses.—The level requested for sal- 
aries and expenses will support administrative expenses 
to carry out all Office of Human Development Services 
programs. Administrative support for programs trans- 
ferred to the Department of Education is included 
through April 1, 1980. A level of $1,398 thousand and 60 
new positions is requested to provide for effective ad- 
ministrative support for congressionally mandated pro- 
gram changes. A level of $2,000 thousand is included to 
assist States in the development of management infor- 
mation systems to improve the quality, scope and con- 
sistency of information for Office of Human Develop- 
ment Services programs. An increase of $1,250 thou- 
sand and 40 positions is included to support implemen- 
tation of the Federal day care standards. 


Object Classification (in thousands of dollars) 























Identification code 75-1636-0-1-500 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOSitionsS................ccsssesscessssee 46,261 45,468 42,165 
11.3 Positions other than permanent.............. 3,868 5,774 6,322 
11.5 Other personnel compensation................ 232 229 252 
11.8 Special personal services payments......... 306 548 548 
Total personnel compensation............. 50,667 52,019 49,287 
12.1 Personnel benefits: Civilian............:...ssese0e« 4,596 4,815 4,568 
21.0 Travel and transportation of persons........... 3,662 3,886 3,764 
22.0 Transportation of things ..................seccsssses 107 70 65 
23.1 Standard level user charges .................ssss0 3,563 3,894 4,452 
23.2 Communications, utilities, and other rent.... 2,569 2,519 3,706 
24.0 Printing and reproduction 1,772 1,746 2,067 
25.0 Other S@rvices ........csssesecsseeee 49,759 48,651 50,039 
26.0 Supplies and materials.......... 418 369 369 
31.0 tenho eet: 413 332 733 
41.0 — Grants, subsidies, and contributions............ 2,250,909 2,042,692 1,661,316 
99.0 Total obligations ..............sssccsssseeeseees 2,368,435 2,160,993 1,780,366 
Personnel Summary 
Total number of permanent positions.................00e 1,992 1,498 1,597 
Total compensable WorkyearS...............sccssvsscsseeeseees 2,071 1,940 1,814 
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Personnel Summary—Continued 
Full-time equivalent of other positions.................. (234) (285) (289) 
Full-time equivalent of overtime and holiday 
ON ia Sach lity isstovs Rrusurseapseiaeyia (9) (8) (7) 
Average GS grade . 10.27 10.22 10.25 
Average GS salary $25,856 $27,938 $28,231 








HuMAN DEVELOPMENT SERVICES 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 





Identification code 75-1636-2-1-500 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Administration for Children, Youth and 
Families; Domestic Violence (costs— 
Obligations) (Object Class 41.0) oe sesccsssssessesse — sussessssnnessee 10,000 
Financing: 
40.00 Budget authority (appropriation) 00.0.0... eee seseecssseeeneee 10,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ............ssssssssssssssee 10,000 
74.40 Obligated balance, end of year... us —8,000 


90.00 (1 1) Ren Senedd empl ‘eet Srrieatinlernt tee AR AERTS a 2,000 











Legislation is proposed to create a program to in- 
crease the participation by States, local public agencies, 
private nonprofit organizations and individual citizens 
in preventing domestic violence and providing shelter 
and other services to its victims and their families. 
Funds will be allocated to States for project grants and 
for administrative purposes. In addition, funds will sup- 
port training, technical assistance, information gather- 
ing and reporting programs, and the creation of a Fed- 
eral Interagency Council on Domestic Violence. 





Work INCENTIVES 


For carrying out a work incentive program, as authorized by part C 
of title IV of the Social Security Act, including registration of individ- 
uals for such program, and for related child care and other supportive 
services, as authorized by section 402(a)(19\G) of the Act, including 
transfer to the Secretary of Labor, as authorized by section 431 of the 
Act, [[$365,000,000} 385,000,000, which shall be the maximum 
amount available for transfer to the Secretary of Labor and to which 
the States may become entitled pursuant to section 403(d) of such Act, 
for these purposes and of which $10,885,000 shall be available only to 
the extent necessary to meet increased salary costs resulting from 
changes in State salary compensation plans embracing employees of 
the State generally over those upon which the State’s basic grant was 
based, which cannot be provided for by normal budgetary adjustments: 
Provided, That any portion of the funds granted to a State in the 
budget year and not obligated by the State in that year shall be 
returned to the Treasury. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent h the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 











Program and Financing (in thousands of dollars) 
Identification code 75-1639-0-1-504 1979 actual 1980 est 1981 est. 
Program by activities: 
LAGOS 90 SEANCS 0. uss: NAS. 0 368,427 351,615 371,383 
2. Program direction and evaluation........... 13,248 13,385 13,617 
Total program costs, funded.............. 381,675 365,000 385,000 





Change in selected resources (undelivered 











NOES) cnssastsrsiasisesessiensscicisssieiciveahy PERUEE | Giciesncete” ‘sisissmmaccseis 
10.00 Total obligations ...........sccscsssseeccsssseees 380,053 365,000 385,000 
Financing: 

25.00 Unobligated balance lapsing.................s000 BRT 0. SithG sae’ mitered 

40.00 Budget authority (appropriation) .. 385,000 365,000 385,000 
Relation of obligations to outlays: 

.00 Obligations incurred, Net.............sscccssseeee 380,053 365,000 385,000 

72.40 Obligated balance, start of year... 94,886 100,268 100,268 

74.40 Obligated balance, end of year...... —100,268 —100,268 —100,268 





77.00 Adjustments in expired accounts................. __ 10,370 sssnnonnesne " ssnantnsnenn 
90.00 ULC peteeeehnestprenesaeines saree el rh rite 385,042 365,000 385,000 





The work incentive (WIN) program is designed to 
encourage and assist individuals receiving support from 
the aid to families with dependent children (AFDC) pro- 
gram to achieve self-support through a program for 
employment, work experience, training, and support 
services. Employment, work experience, and training 
are administered by the Department of Labor; support- 
ive services by the Department of Health and Human 
Services. State expenditures are matched by Federal 
participation at the rate of 90%. 

Funding provided to the States allows them maxi- 
mum flexibility to design the program mix most suit- 
able to their population and priorities. 

1. Grants to States.—The program includes registra- 
tion, callup for appraisal and employability planning, 
counseling and development, direct placement, follow- 
up of all employed registrants, and adjudication of the 
work test. Individuals are prepared for self-supporting 
employment through on-the-job training, public service 
employment, work experience, and institutional train- 
ing. Child care and other services necessary to enable 
WIN participants to accept training or employment are 
also provided. In 1981, approximately one million new 
applicants for AFDC will register with the WIN pro- 
gram. During the course of the year, about 280,000 
registrants will be placed in jobs. The program objec- 
tives to be accomplished during 1981 are to enter 
280,000 registrants into full- or part-time employment 
expected to last 30 days or more, achieve an employ- 
ment retention rate of 80 percent or more, enter 32,000 
participants into employment resulting from labor 
market exposure, and reduce welfare payments by 
saving $560 million through annualized welfare grant 
reductions. 

2. Program direction and evaluation.—This activity 
provides for the administration and evaluation of the 
WIN program. 


Object Classification (in thousands of dollars) 





1980 est 





Identification code 75-1639-0-1-504 1979 actual 1981 est 
41.0 Grants, subsidies, and contributions............. 119,176 117,000 120,700 
94.0 Change in selected resOUrces.............:...000 — 11,504 seesenonnnnee_snquennnnnt 
Total obligations, Department of 
Health, Human Services................. 107,672 n 117,000 106,700 








ALLOCATION TO DEPARTMENT OF LABOR 


Personnel compensation: 
11.1 Permanent positions............ccsseccsesesseesees 6,446 5,931 5,981 
11.3 Positions other than permanent 45 38 38 
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DEPARTMENT OF HEALTH AND HUMAN SERVICES — ase 40 
11.5 Other personnel compensation............... 76 12 24 (d) Regional Services .............cscccsss 25,016 26,754 26,492 
, : - (e) Employee systems center............ 10,898 11,442 11,636 
Total personnel compensation 6,567 5,981 6,043 : 
121 Personnel benefits: Cla... mg 603 586 584 (f) Legal Services..............cscccssseccsseee 15,283 16,124 18,287 
91.0 Travel and transportation of persons........... 417 438 437 Total direct program..............-00e- ; 133,652 142,086 144,372 
22.0 Transportation of thingS..................0+ 3 5 14 14 J = 
93,1 Standard level user charges 981 1,197 1,190 Reimbursable program: 
93.2 — Communications, utilities, and other rent.... — 298 52 52 1. Departmental direction: 
24.0 Printing and reproduction 117 172 186 ts + ogre Me coiittiee satan 
a seclheapa are eae ay > oe a (c) Management and budg€t. cemmmnnoe 398 548 
31.0 i me Snes | 19 48 48 (d) Personnel administration... 1,244 9,457 4,429 
41.0 Grants, subsidies, and contributions... 250,224 234,615 250,683 ‘ oo i ceeaans rn 298 392 352 
Total costs, fUNGEd............cssssssseeeeeee 262,499 248,000 264,300 (a) Facilities engineering................. 234 844 844 
94.0 Change in selected resOUrCeS ...........ssssesesee Chie ink eee ee (b) Administrative services .... 143 630 630 
he kis Ses Ses () GaRES PONE SANII id - Accent), Sc ee 
Total obligations, allocation to De- (d) Regional services............. WOE ie ric eos 
partment Of Labor ...............--ssee- 272,381 248,000 278,200 (e) Employee systems center. i 25 16 16 
99.0 Total obligation .....cccoecnssenn 380,053 365,000 385,000 I ee -” neem 
. : = : Total reimbursable program............ 4,549 23,332 19,584 
Personnel Summa 
pee eae .. eae z — 10.00 Total obligations ............cccccccccsseee 138,201 165,418 163,956 
ALLOCATION TO DEPARTMENT OF LABOR one 
Total number of permanent pOsitioNS.......0.0.0.000.0« 255 242 a of ao ia ae otal 
Total compensable WOrkyeaTs.........-secsssu e 240 238 a we wire |. oo 6390 8000 ~ 3.000 
Fulltime equivalent of other positions............ (1) (1) (1) 14.00 Non-Federal sources... heya: —114 —114 
— equivalent of overtime and holiday , . 1g) 21-40 Unobigated balance available, start of year Vt. SARs <0 
a errr (0) (0) (0.5) 24.40 Unobligated balance available, end of year. 1,719 1,719 1,719 
Average ES salary ~~ $47,500 $50,112 $50,112 95.00 Unobligated balance lapsing......nnnmne eee sea ator 
Average GS grade... 9.96 10.26 10.25 — 
Average GS salary $25,545 $25,708 $26,000 Budget authority ................cccccccsseee- 131,956 134,086 136,372 
Budget authority: 
RESEARCH AND TRAINING ACTIVITIES OVERSEAS (SPECIAL FOREIGN Pr as ee ro hee a —— 136,372 
cee Haeamadil .00 Transferred to other accounts ...............ss00+ - BO?) -carxtcatees 
Note.—The activities formerly included in this account, in the amount of $1,000,000 for 43.00 Appropriation (adjusted) ee ee 130,237 127,829 136,372 
1979 and $2,000,000 for 1980, will be transferred to the Department of Education, Depart- 44.20 Supplemental for civilian pay 
mental Management, pursuant to the Department of Education Organization Act (Public Sasi Sich eh tice ead: eases 6,257 
Law 96-88) and are included in the account Educational research and training activities 50.00 Reappropriation .. WRN te i) 
overseas (special foreign currency program). ree Te Se 2 tea i RET 2 
‘Relation of obligations to outlays: 
71.00 Obligations incurred, met ...............ccssssseseeee: 126,762 134,086 136,372 
72.40 Obligated balance, start of year. ‘ 15,275 17,335 22,978 
DEPARTMENTAL MANAGEMENT 74.40 Obligated balance, end of year...... ~17335 22978  —25,081 
Federal Funds 77.00 Adjustments in expired accounts IIT sseeeseenesse _sqenennntnnnne 
General and special funds: 90.00 Outlays, excluding pay raise supple- 
Geunesi, Desamnaerrs, Manacuicner mental .......... roieepieomeaniermnibnensst 122,105 122,999 133,456 
. ; 91.20 Outlays from civilian pay raises sup- 
For expenses not otherwise provided, necessary for general depart- DRNNOND oeerce. eene 5,444 813 
mental management, including hire of six medium sedans, : 
NOTES 


[$133,500,000] $7.36,372,000 together with not to exceed $8,000,000 to 
be transferred and expended as authorized by section 201(g)(1) of the 
Social Security Act from any one or all of the trust funds referred to 
therein. 

Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of doliars) 


1979 actual 1980 est. 1981 est. 

















Identification code 75-0120-0-1-604 
Program by activities: 
Direct program: 

1. Departmental direction: 
(a) Executive direction..........cccsssee 14,202 14,294 13,302 
AL) RUMI ADAMS cass cain cenictvsisssostsasis 1,963 2,057 1,961 
(c) Management and budget............. 18,235 20,241 20,893 
(d) Personnel administration............. 6,409 6,472 7,177 
(e) Field management.................000 10,139 10,698 10,653 
(f) General COUNSEL ............ssssseeeseees 3,253 3,406 3,378 

2. Departmental operations: 
(a) Facilities engineering................... 22,603 24,201 24,829 
(b) Administrative services 3,470 3,685 3,548 
(c) Grants payment system.............. 2,181 2,712 2,216 


310-100 O - 80 - 32 


Excludes $5,657 thousand in 1980 (beginning April 1, 1980) and $12,202 thousand in 1981, and 339 positions in each year, 
for activities transferred to Salaries and expenses, Departmental Management, Department of Education. Comparable amounts for 
these activities for 1979 ($11,540 thousand) and 1980 through March 31, 1980 ($5,942 thousand) are included above. 

Excludes $54 thousand and 3 positions in 1980 and 1981 for functions transferred to the Department of Commerce and the 
Department of Labor 

Includes $3,602 thousand and 104 positions in 1981 for functions previously financed from: 











Department of Health and Human Services: 1979 1980 
Social Security Administration, Limitation on administrative expenses ; 2,061 2,061 
Social Security Administration, Special benefits for disabled coal miners. . 953 953 
Human Development Services, Human development services ............ ag 27 27 
Health Care Financing Administration, Program management... Llp 68 68 
Departmental Management, Office for Civil Rights ees 30 30 
Food and Drug Administration, Salaries and expenses... [ese 41 53 
Health Services Administration, Health services................... eslenicaneadihic 37 41 
Health Services Administration, Indian Health Services. Sectoid 47 47 
Center for Disease Control, Preventive health services... wgekaiiidictneien 41 53 
National Institutes of Health, Office of the Director.......... 84 84 
Alcohol, Drug Abuse, and Mental Health Administration, Alcohol, drug abuse and 

WU Ici a cksdetceinenrees 37 21 
Alcohol Drug Abuse and Mental Health Adminstration, “St. Elizabeth's Hospital ‘ 13 35 
Health Resources Administration, Health resources i 15 70 
Assistant Secretary for Health, Salaries and weneal.: oodswcbahdeeebane 35 47 

Department of Education 
Assistant Secretary for Education, Salaries and expenses ...................cssssssssseseeseeeee 12 6 
Departmental Management, Salaries and expenses seen eer = ae 

Total. secede s ; SE eb til 3,561 3,602 


i feed aii: activities provide policy or 
administrative guidance to HHS components: 

(a) Executive direction provides leadership and policy 
direction for HHS programs; coordinates depart- 
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mentwide planning and evaluation activities, including 
welfare reform and national health insurance; develops 
the Department’s legislative program. The budget re- 
flects a reduction of 10 term positions related to welfare 
reform activities which have been completed. An addi- 
tional 24 term positions are planned for elimination in 
1982. 

(b) Public affairs gives overall guidance to HHS 
public relations and provides information to the press, 
public and private groups, and individuals. 

(c) Management and budget formulates policy for 
budget, finance, grants and procurement, and manage- 
ment information systems. The budget includes $1 mil- 
lion in additional funds to continue implementation of 
checks-paid letters of credit and delay-of-drawdown let- 
ters of credit. Together with $1 million appropriated in 
1980, this would permit implementation of delay-of- 
drawdown letters of credit in all 50 states, an increase 
of 40 States over the 1980 level. Total 1980-81 outlay 
savings are estimated at $495 million. An additional 
$500 thousand is included to prepare the regional ac- 
counting, central registry, and financial assistance re- 
porting systems for inclusion in the new departmental 
management accounting system. 

(d) Personnel administration plans and implements 
policy for personnel management, training, career de- 
velopment, and equal employment opportunity. 

(e) Field management supports the 10 principal re- 
gional officials who represent the Secretary, serve con- 
gressional district offices, coordinate media and inter- 
governmental relations, assess service delivery for HHS 
programs, and help resolve problems involving Depart- 
ment components. 

(f) General counsel acts as legal adviser to the Secre- 
tary and provides legal services related to management 
of the Department. 

2. Departmental operations activities provide services 
to HHS components and perform work related directly 
to the public: 

(a) Facilities engineering coordinates construction sup- 
port services and facilities policies and procedures; su- 
pervises design, construction, and use of funds for spe- 
cial purpose projects; oversees payments to the General 
Services Administration for standard level user charges 
and reimbursable service costs. An additional 438 term 
positions are included in the reimbursable portion of 
this account to perform on-site supervision of $400 mil- 
lion of construction directly funded by HHS. 

(b) Administrative services provides HHS headquar- 
ters with the following services: mail and messenger; 
congressional materials; purchasing, supply, and labor- 
ing; reproduction services including offset printing, pho- 
tography, visual exhibits, and collating; procurement of 
printing from the Government Printing Office and 
other sources; and inventory management. 

(c) Grants payment system centrally pays most HHS 
grants, contracts, and loans which are classified as Fed- 
eral assistance. 

(d) Regional services provides common administrative 
services including personnel, finance, indirect cost nego- 
tiation, and general office services. 


(e) Employee systems center provides central payroll 
services for HHS employees and automated personnel 
data services for HHS components. 

(f) Legal services performs legal workloads associated 
with HHS program operations. This budget provides an 
additional $569 thousand for increased use of equip- 
ment and technology which will allow reductions in 
clerical positions and the hiring of about 70 new 
attorneys. 


Object Classification (in thousands of dollars) 


































































Identification code 75-0120-0-1-604 1979 actual 1980 est. 1981 est 
Direct obligations: 
Personnel compensation: 
11.1 Permanent pOSItiONS..............ss:-sseeecsseeeees 79,900 86,951 84,903 
11.3 Positions other than permanent 5,826 5,790 6,603 
11.5 Other personne! compensation................ 1,560 1,574 1,974 
11.8 Special personal services payments........ 336 29 29 
Total personnel compensation............. 87,622 94,344 93,536 
Personnel benefits: 
12.1 CUMRBIREI ccaesscscesesceetsdRetassasdcconsosssdiovonse 7,803 8,761 8,670 
12.2 Military persOnnel .............csssssssessscessssseee 87 93 89 
13.0 Benefits for former personnel.................... NG Liao Ghuak | scnrcneeiac 
21.0 Travel and transportation of persons........... 2,120 2,342 2,754 
22.0 — Transportation Of thingS ............ssssssssscesssee 135 189 208 
23.1 Standard level user charges..............ssss 11,002 11,511 11,919 
23.2 Communications, utilities, and other rent... 5,643 5,490 6,019 
24.0 — Printing and reproduction..............sssssssessee 1,308 1,277 1,277 
25.0 Other Services ............sssesseseee 13,682 14,295 16,032 
26.0 Supplies and materials 1,342 1,305 1,330 
BUG0;~ MERRIRNNRH Ua ssaiees crssinven ca sstasishunoeersoeacteacione 2,889 2,479 2,538 
Total direct obligations...............se0 133,652 142,086 144,372 
Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent poOsitiOns.............sscscsssseessssnee 149 1,794 203 
11.3 Positions other than permanent.............. 2,729 3,445 2,479 
11.5 Other personnel compensation................ 35 36 36 
Total personnel compensation............. 2,913 5,275 2,718 
12.1 Personnel benefits: Civilian............:..ssesssee- 273 503 280 
21.0 Travel and transportation of persons........... 350 452 215 
2210!“ *TTRMEDOFEMION OP LIMNES sssscctssreccectsesseertreese,stoseessaescoeats 35 9 
23.2 Communications, utilities, and other rent... 409 819 734 
24.0 — Printing and reproduction............c...ssssescce 180 196 171 
25.0 — Other Services ...........ssssccssseee 325 15,766 15,222 
26.0 Supplies and materials 80 90 54 
SEO! SSRORNOMMOIE ea2. seek ssecchdesesstSeeleontsncbhes 19 196 121 
Total reimbursable obligations............ 4,549 23,332 19,584 

















99.0 Total Obligations ............sssssssccsseseeeeeee 138,201 165,418 163,956 








Personnel Summary 





Direct program: 

















Total number of permanent positions................... 3,983 3,579 3,673 
Total compensable workyeaS................ssse ie 4,205 3,966 3,929 
Full-time equivalent of other positions (340) (327) (365) 
Full-time equivalent of overtime and holiday 
UNIS ins cede Yeu son sscsn AOR MIRE osejesvscensccoces (8 (78) (74) 
Average ES salary $50,113 $50,113 
Average GS grade 9.52 9.55 
Average GS salary $22,623 $22,652 
Average salary of ungraded positions................... $17,601 $18,809 $18,833 
Reimbursable program: 
Total number of permanent positions................... 5 109 48 
Total compensable WOrkyearS ...........sssssssseesssssseess 76 197 90 
Full-time equivalent of other positions.............. (71) (92) (42) 
Full-time equivalent of overtime and holiday 
BROS scitchnss hx rvassvcrsosbncaivebslttayervtenh esi ees (0) (0) 
Average GS grade 9.52 9.55 
Average GS salary $22,623 $22,652 
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OFFICE OF THE INSPECTOR GENERAL 


For expenses necessary for the Office of the Inspector General, 
[$39,868,000] $32,275,000, together with not to exceed $6,000,000 to 
be transferred and expended as authorized by Section 201(g)(1) of the 
Social Security Act from any one or all of the trust funds referred to 
therein. For making payments to States for Medicaid State fraud 
control units under Sections 1903(aX6) and 1903(aX7) of the Social 
Security Act for fiscal year 1981 $22,210,000; and for the fourth quar- 
ter of fiscal year 1980 and, after June 30, 1981, for the first quarter of 
fiscal year 1982, such sums as may be necessary, to be charged to the 
subsequent appropriation therefor for fiscal year 1981 or 1982. Funds 
provided for making payments for the first quarter of fiscal year 1981, 
shall be available for payments during the last quarter of fiscal year 
1980. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 




















Identification code 75-0128-0-1-604 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Executive management................ssssee 3,351 3,391 4,305 
2. Health care and systems review........ 1,141 1,261 1,222 
TMT IN cea sasescasiss sane 29,266 30,947 27,973 
4. Office of investigations 4,795 5,563 4,775 
5. State medicaid fraud units................. 6,550 38,610 23,810 
Total direct program...............sssee« 45,103 79,772 62,085 
Reimbursable programs 3,492 3,800 3,800 
10.00 Total obligations ...........ccccccscssssseeeeeees 48,595 83,572 65,885 
Financing: 
Offsetting collections from: 
EOD BQO TONOS cis scssicescsgsssssscicccenssopssossessese —3,492 —3,800 —3,800 
BPE Fe SNNMR INOS oa. ticcccgnetrtnes-sssnncscesccntcccesses —4,705 —4,194 — 6,000 
21.40 Unobligated balance available, start of year ............... — 1,950 


24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsing 

















1. Executive management oversees the audit, investi- 
gations, and systems review staffs of the Inspector Gen- 
eral and provides a wide range of administrative serv- 
ices. An increase of $1,000 thousand is provided for 
special projects designed to finance special cooperative 
Federal, State and local projects targeted against fraud 
and abuse in departmental programs. 

2. Health care and systems review provides an over- 
sight capability to identify and correct inefficiencies, 
waste and fraud in all the Department’s operations, 
including those health programs specifically cited in 
Public Law 94-505; coordinates activities in HHS princi- 
pal operating components designed to promote efficient 
program operations and to eliminate fraud and abuse; 
coordinates relationships with Federal, State, and local 
governments and nongovernmental entities. 

3. Audit agency provides policy guidance for all HHS 
audit activities and coordinates audits within HHS, and 
with the Defense Contract Audit Agency and other 
agencies, through a central office in Washington, D.C.; 
regional offices perform internal and external audits of 
all Department activities to assure that Federal funds 
are used for intended purposes. The 1981 Budget pro- 
vides 25 new positions to strengthen audit efforts in 
Medicaid and Public assistance programs. 

4. Office of Investigations investigates fraud and 
abuse in the management of HHS programs and in the 
utilization of Federal assistance funds provided by the 
Department; serves as the HHS liaison with the Depart- 
ment of Justice and U.S. attorneys on criminal investi- 
gation matters; directs and coordinates criminal investi- 
gations task forces involving HHS programs; coordi- 
nates Federal-State investigative efforts involving HHS- 
funded programs. The Office of Investigations is admin- 
istered from headquarters in Washington, D.C., with 
investigations directed by regional field staff. 

5. State medicaid fraud control units are funded from 
the Office of the Inspector General. The Federal Gov- 
ernment pays 90% of the cost of units (up to specified 
dollar limits) during their first 3 years of operations. 
These units investigate health care provider fraud and 
patient abuse cases and make recommendations to state 
medicaid agencies for improvements in their programs. 


Object Classification (in thousands of dollars) 





Budget authority .................0....00.0 45,092 73,628 56,085 
Budget authority: 
PII cise cactancssselbongaas Ssoanass 36,606 39,854 54,585 
40.20 Appropriation available from subsequent 
a eee iso aces cecincnioccgoncccss.” acaesontaonnntony 4,500 6,000 
40.30 Appropriation available in prior year... cescssessccsseese — seccesseecenseess — 4,500 
41.00 Transferred to other accounts ..................00 —14 I oc csseconseases 
42.00 Transferred from other accounts.................. 8,500 DERROUNT) « vcssosnecteence 
43.00 Appropriation (adjusted)................ 45,092 72,024 56,085 
44.20 Supplemental for civilian pay 
kind sds hentdcacinceedialfon wosyveci torte RG ci Sid comes 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .................:ccsssseeeee 40,398 75,578 56,085 


72.40 Obligated balance, start of year.................. 2,718 11,290 10,311 








74.40 Obligated balance, end of year.................0+« —11,290  —10,311 —11,558 
77.00 Adjustments in expired accounts................. SEOEE) “Sa batkees U dnctbbctrenane 
90.00 Outlays, excluding pay raise supple- 

NNN rari Soncerscssk Pe ccostcstesaitece 31,497 75,145 54,646 
91.20 Outlays from civilian pay raise sup- 

OTN ccs cases Se jenssatet Moonah dios | | avsapessonnsoeie 1,412 192 





NOTES 


Excludes $4,490 thousand in 1980 (beginning April 1, 1980) and $9,442 thousand in 1981, and 275 positions in each 
year, for activities transferred to Salaries and expenses, Departmental Management, Department of Education. Comparable 
amounts for these activities for 1979 ($8,531 thousand) and 1980 through March 31, 1980 ($4,689 thousand) are included 
above 


Excludes $14 thousand in 1980 and 1981 for functions transferred to the Department of Commerce. 

The Office of the Inspector General, created by Public 
Law 94-505, includes the Executive Management Office, 
the Office of Health Care and Systems Review, the 
Audit Agency, and the Office of Investigations. 
























Identification code 75-0128-0-1-604 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent POSitiOns...........c.ssscssseeeerese 24,420 26,465 23,550 
11.3 Positions other than permanent.............. 793 857 748 
11.5 Other personnel compensation................ 122 126 139 

Total personnel compensation............. 25,335 27,448 24,437 
12.1 Personnel benefits: Civilian................»vc 2,759 2,730 2,424 
21.0 Travel and transportation of persons 3,001 2,891 2,794 
22.0 — Transportation of things ..............ss. sis 113 136 119 
23.1 Standard level user charges 1,780 1,583 1,705 
23.2 Communications, utilities, and other rent.... 1,008 947 841 
24.0 — Printing and reproduction.................ssssee 116 100 89 
25.0 — Other services 3,846 4,942 5,520 
26.0 Supplies and materials ................ssscccsssseeee 182 157 139 
OED G OIE sacocicscecvnseicsctascarcssacancecaareecensonsin 413 228 207 
41.0 — Grants, subsidies and contributions............. 6,550 38,610 23,810 

Total direct obligationS...............sss 45,103 79,772 62,085 
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Identification code 75-0128-0-1-604 1979 actual 1981 est. 
Reimbursable obligations: 
11.1 Personnel compensation: Permanent  posi- 
MARE SY. IS) el 2,584 2,799 
12.1 Personnel benefits: Civilian.................. 0. 244 264 
21.0 Travel and transportation of persons.......... 261 283 
22.0 Transportation Of things .............sccccsssecscsses — sssescssneesesees 4 
23.2 Communications, utilities, and other rent.... 60 65 
24.0 — Printing and reproduction.............cccscsssssese — cesssseccesnsseee 14 
25.0 Other services.............. Bs 279 302 
26.0 Supplies and materials . 2 21 23 
SEO EITC oa cates oivsds Sossopscpash elas coose ah cooase 43 46 
Total reimbursable obligations............ 3,492 3,800 
99.0 Total obligationS..............ssesccssseseee 48,595 65,885 
Personnel Summary 
Direct program: 
Total number of permanent positions.................... 1,224 994 
Total compensable workyealS.................s0e hs 1,232 987 
Full-time equivalent of other positions............. (50) (39) 
Full-time equivalent of overtime and holiday 
NOUNS. csiesscsess. (5) (4) 
Average ES salary... eT arnt $50,113 
Average GS grade......... i 10.21 10.21 
Average GS Salary .........sscccsssssssssssssescssssseeeseessnes $21,907 $23,440 
Reimbursable program: 
Total number of permanent positions................... 113 93 
Total compensable workyeaS...............:s.s00e si 103 93 
Full-time equivalent of other positions.............. (0) (0) 
Full-time equivalent of overtime and holiday 
TRAM SE a bos. fecotR iss tasks cseaprescashee tren (0 (0) 
Average GS grade... sis 10.21 10.21 
Wverabe GS Saban 5.) jesse isindskiciacsistdstsssodentteensd $21,907 $23,440 





OFFICE OF THE INSPECTOR GENERAL 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 




















Identification code 75-0128-2-1-604 1979 actual 1981 est. 
Program by activities: 
10.00 State Medicaid fraud control units 
(costs—c)ligations) (object class 
BA MIB Cina eos iesscessisvsanaaihaceooscobssncatetteaseas’ > aa Gstdivcentnses 18,140 
Financing: 
BRE MUMONIED  sosvssconsisicostssovvasvocexesecstuss | avayiatesconvstre 18,140 
Budget authority: 
BOAR) A EMEIOD 5 nets hss Samsbisrb ores dibie, auudsrspentrs 21,580 
40.20 Appropriation available from subse- 
NNN ois vesecste tM pP cogs 9senfiscaszeds non. cus,Gessppaersaxnned 860 
40.30 Appropriation available in prior year... ..........ssse... — 4,300 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...........ssscscsscceessee 18,140 
72.40 Obligated balance, start of year ... 4,300 
74.40 Obligated balance, end of year....... Lesecitia aii} — 860 
90.00 OUUAVS ET Lae OR. aaee Gaeldshaiat 


21,580 





Legislation will be proposed to extend for 2 years 
(through 1982) the authority in section 1903(a) of the 
Social Security Act to provide 90% Federal funding for 
establishing and operating State Medicaid fraud control 
units. The 90% rate is designed to encourage States to 
develop such units and to compensate for the greater 


costs incurred during the first years of operation. Au- 
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thorization for the 90% Federal match expires at the 


end of 1980. 


State fraud control units have exceptional potential 
for detecting, prosecuting, and deterring fraud and 
abuse in the Medicaid program. As of June 30, 1979, 
there were 25 certified State units comprised of 750 
attorneys, investigators, and auditors. As many as 16 
additional States are expected to establish fraud control 
units if 90% funding is available. 

The proposal would allow for 90% Federal funding of 
each State fraud control unit up to a maximum of 3 


years. 





OFFICE FoR CiviL RIGHTS 


For expenses necessary for the Office for Civil Rights [$65,092,000] 
$21,931,000, together with not to exceed $2,350,000, to be transferred 
and expended as authorized by section 201(g)(1) of the Social Security 
Act from any one or all of the trust funds referred to therein. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4889, the Departments of Labor, and Health, Education, and Welfare Appro- 


priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 75-0135-0-1-751 





Program by activities: 


10.00 Office for Civil Rights (costs—obligations) 


Financing: 


13.00 Offsetting collections from: Trust funds...... 
25.00 Unobligated balance lapsing................s0 


Budget authority... 





Budget authority: 
40.00 Appropriation ............cccssssescsesessseee 
41.00 Transferred to other accounts......... 


43.00 Appropriation (adjusted) 


Relation of obligations to outlays: 


71.00 Obligations incurred, Net............csssssseceeeee 
72.40 Obligated balance, start of year...............0.. 
74.40 Obligated balance, end of yeaF................000 
77.00 Adjustments in expired accounts................. 


OBOE AMA gn scan asin ’ 





NOTES 


Excludes $30 thousand and 1 position in 1981 for activities transferred to General departmental management, Department 
of Health and Human Services. Comparable amounts for 1979 ($30 thousand) and 1980 ($30 thousand) are included above. 
Excludes $22,618 thousand in 1980 (beginning April 1, 1980) and $45,135 thousand in 1981 and 1,181 positions in each 
year for activities transferred to Salaries and expenses, Office of Civil Rights, Department of Education. Comparable amounts 
for these activities for 1979 ($42,974 thousand) and 1980 through March 31, 1980, ($22,618 thousand) are included 


above. 


The Office for Civil Rights is responsible for carrying 
out the Department’s enforcement programs under title 
VI of the Civil Rights Act of 1964 (racial and ethnic 
discrimination), Section 504 of the Rehabilitation Act of 
1973 (discrimination against the physically and mental- 
ly handicapped), Public Law 93-638 (Indian Preference 
Act), sections 704 and 855 of the Public Health Service 
Act of 1972 (sex discrimination in medical education 
and nurse training programs), section 407 of the Drug 
Abuse Office and Treatment Act of 1972 (discrimination 
in the admission of drug addicts to hospitals), section 
321 of the Comprehensive Alcohol Abuse and Alcohol- 
ism Prevention, Treatment and Rehabilitation Act of 
1970 (discrimination in the admission of alcoholics to 
hospitals), and certain provisions of the Age Discrimina- 
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DEPARTMENT OF HEALTH AND HUMAN SERVICES 


DEPARTMENTAL ee tries 50 1 








tion Act of 1975 (discrimination because of age). These 
statutes require nondiscrimination in the employment 
and service delivery systems of virtually every hospital, 
nursing home, child care or other medical institution, 
and every State and local health, welfare social service 
‘agency throughout the Nation. The statutes require the 
Department to investigate complaints, conduct periodic 
reviews, negotiate to secure compliance, conduct appro- 
priate enforcement proceedings, and promote voluntary 
compliance by all of these recipients of Federal finan- 
cial assistance. 

The Office is also responsible, under Executive Order 
11914, for providing guidance to and coordinating the 
implementation of section 504 of the Rehabilitation Act 
of 1973 by all Federal departments and agencies em- 
powered to extend Federal financial assistance. 

The Director, Office for Civil Rights, also serves as a 
special assistant to advise the Secretary on all civil 
rights-related policies and programs. The 1981 budget 
includes 100 new positions to increase compliance 
review activities in health and human services pro- 
grams. 


Object Classification (in thousands of dollars) 





1981 est. 






























Identification code 75-0135-0-1-751 1979 actual 1980 est. 
Personnel compensation: 
11.1 Permanent pOSitiOnS...............sscccssseeeesseee 28,798 22,618 12,858 
11.3 Positions other than permanent 1,390 246 122 
11.5 Other personnel compensation................ 541 26 20 
Total personnel compensation........... : 30,729 22,890 13,000 
12.1 Personnel benefits: Civilian....:..........ss0ee. 2,885 2,058 1,175 
21.0 ‘Travel and transportation of persons........... 2,606 2,374 1,342 
22.0 — Transportation of thingS...................00 as 156 100 27 
23.1 Standard level user charges ............cscssssee: 2,302 2,356 1,415 
23.2 Communications, utilities, and other rent... 1,994 1,717 921 
24.0 — Printing and reproduction................ssssce00 342 252 162 
25.0 Other Services .............cccsss00 15,781 11,947 5,983 
26.0 Supplies and materials 628 305 138 
Pa raed MIMI sc sceysagsevcasvondacddcaavtodichebecss 1,808 825 118 
99.0 Total obligations ............scssccssseeeeessee 59,231 44,824 24,281 
Personnel Summary 

Total number of permanent positions.................. 1,906 590 690 

Total compensable workyealS........... cscs: 1,500 1,158 674 
Full-time equivalent of other positions (31) (20) (10) 

Full-time equivalent of overtime and holiday 

WN ceases eceaevscnsnpcoussetinsaiinciesscnsee ice (24) (16) (8) 

Average ES salary Sagenclkeb bees $50,113 $50,113 

Average GS grade 9.03 9.03 9.03 

Average GS salary $19,218 $20,537 





$20,537 








OFFICE OF CONSUMER AFFAIRS 


For necessary expenses of the Office of Consumer Affairs, including 
services authorized by 5 U.S.C. 3109, [$1,861,000] $2,489,000. (Depart- 
ment of Housing and Urban Development—Independent Agencies Ap- 
propriation Act, 1980.) 


Program and Financing (in thousands of dollars) 
























Funds—Continued 
Financing: 
Offsetting collections from: 
11.00 FORAY TUNIS 5s. EA! HO ene - ccgceltees 
14.00 i RC ET Ye —2 2 
25.00 Unobligated balance lapsing.....................+-« OB oo ining Rca cist Ma 
Budget authority 00... 1,732 1,946 2,489 
Budget authority: 
40.00 Appropriation ...................cscscccssseeeccessseeees 1,732 1,861 2,489 
44.20 Supplemental for civilian pay raises... .............0.-- __ end 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...................sessssee 1,707 1,946 2,489 
72.40  Obligated balance, start of year.. 112 131 123 
74.40 Obligated balance, end of year.................... —131 —123 —149 
77.00 Adjustments in expired accounts................. SOF seco, le 
90.00 Outlays, excluding pay raise supple- 
ON eccnnce 1,587 1,873 2,459 
91.20 Outlays from civilian pay raise sup- 
nnn go Pe 5 dee, RRS 81 4 





The staff of the United States Office of Consumer 
Affairs advocates consumer needs and viewpoints in the 
Federal Government, fosters consideration of the con- 
sumer viewpoint by other Government agencies, volun- 
tary groups and business, and seeks to inform and edu- 
cate individual citizens to deal more effectively in the 
marketplace. The Director is also Special Assistant to 
the President for Consumer Affairs. 

The 1981 Budget includes 7 new positions to imple- 
ment Executive Order No. 12160 of September 26, 1979, 
providing for enhancement and coordination of Federal 
consumer programs, and $177 thousand for new activi- 
ties involving consumers. 


Object Classification (in thousands of dollars) 





Identification code 75-0137-0-1-506 

















1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent pOSitions.............sessecssesssesenees 1,115 1,228 1,433 
11.3 Positions other than permanent.............. 189 161 161 
11.5 Other personnel compensation ................ 4 5 5 
11.8 Special personnel services payments ...... 16 10 10 
Total personnel compensation............. 1,324 1,404 1,609 

12.1 Personnel benefits: Civiliam................sseccsseee 110 115 133 
21.0 Travel and transportation of persons........... 37 40 65 
22.1 — Transportation Of thingS .............csscssssseee Dae ae en 
23.1 Standard level user charges................me 120 120 120 
23.2 Communications, utilities, and other rent... 4} 64 170 
24.0 — Printing and reproduction..............:..sssssse 28 52 137 
DO CI WN cs crc ccvecesusecovsecebccoseccerene 24 122 219 
26.0 Supplies and materials ...0.............cccsssessseeees 16 20 27 
PR ON aac eso ean nanascocnthcnssics 14 9 9 

Reimbursable obligations: 

23.1 Standard level user Charges .............scscssese — ssesccssseeesseee 2 2 
99.0 Total obligations ..............ccccsssssessseees 1,715 1,948 2,491 





Personnel Summary 





Wentification code 75-0137-0-1-506 1979 actual 1980 est. 1981 est. 


Program by activities: 
Direct program: 
Office of Consumer Affairs................0006 1,715 1,946 2,489 
Reimbursible program: 
Office of Consumer Affairs............scsscssse  sessssssseesesone 2 2 





10.00 Total Obligations..............ccsssseeseseeeee 1,715 1,948 2,491 





Total number of permanent positionS................s0000 50 50 57 
Total compensable workyeaS................0++« 52 52 59 
Full-time equivalent of other positions (6) (6) (6) 
Full-time equivalent of overtime and holiday 
NOES icicctoncc econ et eS ee, (0) (0) (0) 
ORIN Bet IN cciscsiccckeccsccomcunetemennn  eceeeanee $47,889 $47,889 
Average GS grade 10.70 10.79 10.94 
Average GS salary $25,248 $27,109 $27,091 











DEPARTMENTAL MANAGEMENT—Continued 
Federal Funds—Continued 


502 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 











General and special funds—Continued 


Poticy RESEARCH 


For carrying out, to the extent not otherwise provided, research 
studies under section 1110 of the Social Security Act, [$24,000,000] 
$24,000,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


entiation code 75-0122-0-1-604 








1979 actual 1980 est. 1981 est. 
Program by activities: ' 
10.00 Policy research (costs—obligations) .......... 28,879 31,459 31,459 
Financing: 
11.00 Offsetting collections from: Federal funds... —4,215 —7,459 —7,459 
25.00 Unobligated balance lapsing...................00ee BR arr reerree rears 





40.00 Budget authority (appropriation) .. 25,000 24,000 24,000 





Relation of obligations to outlays: 








71.00 Obligations incurred, net ...............ssssseee 24,663 24,000 24,000 
72.40  Obligated balance, start of year................... 20,312 19,626 17,514 
74.40 Obligated balance, end of year...............0e+.. —19,626 —17,514 — 16,798 
77.00 Adjustments in expired accounts................. MOS +; Lmaciane i fysemooubsors 
90.00 UINYS sicher cee tctbcs Deere canerstsuwsis 26,442 26,112 24,716 





This activity supports research into the causes and 
cures of poverty. The research includes studies of 
income maintenance and work incentives, alternative 
health insurance plans, varieties of human resource de- 
livery systems, income reporting methods, and other 
poverty related research. 

In 1981, the income maintenance research and 
income repairing survey development activities will ap- 
proach completion, and funding will be reduced. In- 
creased activity will be supported in the areas of work 
patterns and retirement needs of the aged, long term 
care financing and services research, and disability 
issues. 


Object Classification (in thousands of dollars) 






























Identification code 75-0122-0-1-604 1979 actual 1980 est. 1981 est. 
Direct obligations: 

.3 Positions other than permanent................... 335 448 467 
12.1 Personnel benefits: Civiliat............s:..sssess00ee 24 32 26 
21.0 — Travel and transportation of persons........... 43 40 33 
23.2 Communications, utilities, and other rent.... 31 25 20 
24.0 — Printing and reproduction............ccsssssesssee 7 7 6 
DGD RRRAMUIOES 5 SssesscicBdessscsossecosesioasosesessossess 7,446 7,423 6,628 
26.0 — Supplies and materials ...............csssssssesseeen 2 5 5 
DAO RNIN es ccsrtsciesisissies sscnssvtehivbavisnsonbaseceess 80 15 15 
41.0 Grants, subsidies, and contributions............ 16,695 16,005 16,800 

Total direct obligationS...............0000 24,663 24,000 24,000 
Reimbursable obligations: 

ZOD INCL SETWIOGS. cessssssossonnnissesirsstTeditaied «stintts 4,216 7,459 7,459 
99.0 Total Obligations ............sssssssseesessssee 28,879 31,459 31,459 
Personnel Summary 
Total number of permanent positions............0000 15 15 15 
Total compensable workyeaS................ss0e«« 26 26 26 

Full-time equivalent of other positions (11) (11) (11) 

Full-time equivalent of overtime and’ holiday 

ONS ccssearvitnctns pheno cticodsbitinieiptetante (0) (0) (0) 


Auperage GS R600 :,..23....cisssassosarssessssbesscovenncssbusaeses 10.40 10.40 10.40 
AVEUROE GS SAR... -scoassdbepecesogssssecpuseettionersonrperenaS $23,372 $24,976 $25,008 





Intragovernmental funds: 


WorkING CapiTaL FuND 


Program and Financing (in thousands of dollars) 












































Identification code 75-4503-0-4-506 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs, funded: 
1. Data management services................ 7,878 8,409 9,041 
2. Printing and reproduction ae 2,304 3,288 3,220 
FAR eee en POOR igceecctensanes ew aniisnetiane 
Total operating COStS ............sss 12,351 11,697 12,261 
Capital investment, funded: 
1. Data management center: Purchase 
OF QUINONE acini vescsossovsssesennsvecss 1,041 785 285 
2. Printing and reproduction: Purchase 
OF CMON S.cisscesssteteciittesaisedcassidi 16 15 5 
Total capital investment................. 1,057 ; 800 290 
Total program costs, funded.......... 13,408 12,497 12,551 
Change in selected resources (undelivered 
MGS) sccstcsdsectsoslsdetossvwessitaccstunsviovapaconss SOD cite Sesisin no sealife 
10.00 Total obligations .............cssscecsseeecsseees 12,742 12,497 12,551 
Financing: 
11.00 Offsetting collections from: Federal funds.. —11,602 —12,497 —12,551 
21.98 Unobligated balance available, start of 
year: Fund Dalance ..........ssccccssssessessseeees —4,844 —3,704 1,000 
23.98 Unobligated balance transferred to other 
QCCOUTS: FUNG DALRIVCE ..cs0nssssssscosvacnnsases...:.aessoosoonnesiall CIO eal scaascttetee 
24.98 Unobligated balance available, end of year: 
Fund balance 3,704 1,000 1,000 
NOMINOE MUNN S-Sscccosscccteosssvcssiose. ». axsssbeconictinty /adneppamninen tpbtpanine 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ............c.sssssccssseees DINOS aciccsccsestas, ctvkosccatee ten 
72.98 Obligated balance, start of year: Fund bal- 
WOOD fst cc tsa lbcisiteacccatcccsseceanitucs 1,805 SANG — sicciwenhed 
74.98 Obligated balance, end of year: Fund bal- 
POA BE PR icectdcsrveassscicen AAD D —— nin ersisnss im ienspnsii 
77.00 Adjustments in expired ACCOUNKS.............cc  ssescsssscsssese — seesesseecsnnecse  saneseessnees sn 
90.00 NIEINS 35sec sectoral acs bcatcmcatiicosstsits — 551 FRO a secsccunstbeai 





+ Operating costs in 1979 represent the liquidation of 1977 and prior year obligations for activities being transferred from 
the Working capital fund. 


Note.—Excludes obligational authority of $189 thousand in 1980 (beginning April 1, 1980) and $378 thousand in 1981, 
and 14 positions in each year, for activities transferred to Salaries and expenses, Departmental Management, Department of 
Education. Comparable amounts for these activities for 1979 ($180 thousand) and 1980 through March 31, 1980 ($189 
thousand) are included above. 

The HHS Working capital fund, originally authorized 
by Public Law 82-452 (66 Stat. 369) to finance central 
departmental services, provides a single means for con- 
solidated financing and accounting of business-type op- 
erations involving the sale of services to customers. 

The fund operates two activities: 

1. Data management provides data systems design 
and consultation, key punching, and computer process- 
ing to HHS components. A fully competitive reprocure- 
ment of the data management center computer is 
planned for 1981-82. 

2. Printing and reproduction provides offset printing, 
photography, visual exhibits, collating and addresso- 
graph services, and procurement of printing from the 
Government Printing Office and other sources. 





D 


\| 


Identific 


lh. 
11.3 
115 


12.1 








} 1981, 
($189 


zed 
‘ral 
on- 


sign 
eSs- 
ure- 
- is 


ing, 
SS0- 
the 





DEPARTMENT OF HEALTH AND HUMAN SERVICES 


GENERAL PROVISIONS 503 



















































































































































































Revenue and Expense (in thousands of dollars) 21.0 Travel and transportation of persons........... 18 26 30 
22.0 — Transportation of thingS..................ssecsssssse« Micra 10 
1979 actual 1980 est. 1981 est. 23.2 Communications, utilities, and other rent... 4,683 3,885 3,483 
eT 24.0 — Printing and reproduction.................::..csssee« 530 541 590 
wae wa geo 25.0 Other Services ....cccocon 2,554 2,605 3,718 
ata m : 26.0 Supplies and materials . we 290 296 987 
MI isacccscssnia osetsacvthckdnu batuhnbeten ia 9,507 9,046 9,177 31.0 Equipment tees tl oes! Nee 2 1,057 800 290 
PRO eer en S i dcalcts .ce.siacehicctsciccentee 7,911 9,046 9,177 - 
Hing 99.0 Total obligations ..............ssccsssesessseeeee 12,742 12,497 12,551 
Net operating income, data management 
SE acctha eoadvanaibsasespsnadisnanssdesesinisovnsssos 1,596 eccesccaccccoeses —_eeceanecsosecoesess Personnel Summary 
Printing and reproduction: ov 
Rs i Se 2 one: 2,091 3,085 2.964 10a pon rly 5 gga an a is a 
REE 2,595 3,035 2,964 nes ye coe ore “ 
; : , Full-time equivalent of other positions (15) (15) (15) 
Net operating income, printing and repro- Full-time equivalent of overtime and holiday 
MN arises bhai Saseiiie UG. gah ai Sgitiie 2 OS bass acini hab occas (8) (8) (8) 
Average GS grade..... Se 10.80 10.80 10.80 
Other: Average GS Salary............ssssssssseccessses ww $22,786 $24,350 $24,381 
MN ge Lacy cs snes vegecangascgsacesroaseg or Ieee rae ecter ioe Average salary of ungraded positions ................c0s00 $17,601 $18,809 $18,833 
NN acai ctecac ches eiccckocrseessssinosessSaivsts stole me BANDO < casieceararesile < eisbiicarscesontes 
Net operating income, other...............::.000 ROGF ek. son! kee 
Net operating income, total..........s..cssee RNID i inci Re shealcatcaies CoNSOLIDATED WorKING FuND 
Nonoperating inCOME l0SS.............ssscscceeeee — 831 Ss Brogan. sed. tlubaaien (le. beseanda sf. dilesd 
Net income or loss (—) for the period..... 1,332 BORNE atstesutesa, 
Identification code 75-3901-0-4-506 1979 actual 1980 est. 1981 est. 
Financial Condition (in thousands of dollars) Program by activities: 
dea dahil ‘ites cats 10.00 Total costs—obligationS................:-cssssee A aed. ane es 
Financing: c 
Assets: 11.00 Offsetting collections from: Federal funds...  —15,690  oeccecccccsse  scsssssessensseeess 
Fund balance with Treasury............ 6,648 7,200 4,533 4,533 17.00 Recovery of prior year obligations................ GED iicsind Siescky ~cuntbenetgcl 
Accounts receivable (net) 382 494 494 494 21.98 Unobligated balance available, start of 
Advances made .............0000 PO Yr hee hee sae Neha ee yaei: Faad WG 2 ce) kh ek —1,900 —1,900 
Real property and equipment 24.98 Unobligated balance available end of year... 1,900 1,900 1,900 
De ce scenes 1,531 2,337 2,337 2,337 25.00 + Unobligated balance lapsing .................svvve+« i mei cocadi it oss 
Other assets (Met) .........ssssssecccsssee 1,078 1,083 1,083 1,083 : 
MUNG UO oo iscecescsecessanssnitd su, | SensSacenasenicl |W daleiitnaDeedhy« UlnbonaabariBiicas 
9,937 11,114 8,447 8,447 
Bet Relation of obligations to outlays: 
Liabilities: tes 71.00 Obligations incurred, Net nme EINE a enetacs, secdimamiae 
Accounts payable including funded 72.98 Obligated balance, start of year: Fund bal- 
ACCrUEd libilities..........scsesseeee 2,356 2,211 2,211 2,211 10,773 9,296 2,802 
Government equity: 
Unobligated balance .....ceceene 4,844 3,703 1,000 1,000 —3,296 — —2,802 —— — 1,000 
Undelivered orders............... 2,481 1,815 1,815 1,815 45 
Unfilled customers’ orders... — 2,353 Be Aer, Miers ene = — = 
Invested Capital ..........ssssccssssseecsseee 2,609 3,421 3,421 3,421 
; , The Consolidated working fund receives advances 
Total Government equity ....... 7,581 8,903 6,236 6,236 
— from HHS components and other Federal departments 
Analysis of changes in Government equity: for the purpose of funding projects under the Economy 
_ pee 619 69 9 Act. The obligations appear in the budget schedules of 
a entries the appropriated accounts and are reimbursed from the 
I ai eth Rial cccsdasd sais Yaasca W Mpuadindaribath., Geena Mcstan tanatacons t = 
Consolidated working fund advances. 
MIAN TIRING ossnsschcvcvspesccnesassecsssosscléeosseone 572 572 572 
mee Object Classification (in thousands of dollars) 
Retained income: 
MAINE OIDINCD ES. Gi ds csccdcsnsiscinecsvecssacobosecacee 7,009 8,331 5,664 Identification code. 75-3901-0-4-506 1979 actual 1980 est. 1981 est. 
Transactions: 
Net operating iMCOME .........sscssssssueeue ROR: ~cschcuhansle,* sasittzbnsabhe 21.0 — Travel and transportation of persons........... BUM ncesesssseen 
Net nonoperating 10SS.......c.csssssssssssssesseeen G50 | if ZGOP) Alsscn line 22.0 Transportation Of things .........csseeseesseen Lf ssaepmienuh 
: 23.2 Communications, utilities, and other rent.... iss Gnbincsepeahe 
INR NONI oi chias sy sa cick cessdetocnspenschobdon 8,331 5,664 5,664 940 Printing and reproduction.............svsvecssseeee ed eh 
. 25.0 — Other services is NBER sinistecean 
Total Government equity (end of year)... 8,903 6,236 6,236 26.0 Supplies and materials ...............scccsssseeeeee Bebb reosccschaeadina tek petlaneceencatiod 
SEG.» CORIIINIIE esresicconsiansciciccctrmecteacesscoreanccicis ey estemntcsaies, CS icaeiseptat 
Object Classification (in thousands of dollars) 41.0 — Grants, subsidies, and contributions............ Wstentts saci Sanat 
Mdentification code 75-4503-0-4-506 1979 actual 1980 est. 1981 est. 99.0 Total ObIigationS.............sssssssecssssssseeees Fa coricecnuties Sabrina 
Personnel compensation: 
lll Permanent positions................csssssssesse 2,892 3,488 2,727 
113 Positions other than permanent... 206 251 176 GENERAL PROVISIONS 
11.5 Other personnel compensation ................ 208 277 267 
Total personnel compensation........ 3,306 4,016 3.190 sated wes poepecel Wer TS taipnee hae Bib tuned cage: eat adie ane 
12.1 Personnel benefits: Civiliat........sss.s0sscccsseee 294 328 273 (Public Law 96-123) in effect through September 30, 1980, that provides for language consist- 
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ent with that which would be provided by the conference version of H.R. 4389, the Depart- 
ments of Labor, and Health, Education, and Welfare Appropriations Act, 1980, except for 
section 205 below where the language shown is that which is contained in section 109 of the 
continuing resolution. 


[Sec. 201. Notwithstanding any other provision in this Act, the 
total amount of budget authority provided in this Act for the Depart- 
ment of Health, Education, and Welfare is hereby reduced in the 
amount of $500,000,000: Provided, That this reduction shall be 
achieved by the reduction of fraud, abuse, and waste as defined and 
cited in the annual report, dated March 31, 1978, of the Inspector 
General of the Department of Health, Education, and Welfare: Pro- 
vided further, That this section shall not be construed to change any 
law authorizing appropriations or other budget authority in this Act: 
Provided further, That the requirements pertaining to AFDC and 
Medicaid error rates, as specified in the conference report on the 
fiscal 1979 Supplemental Appropriations Act (Public Law 96-38), shall 
be carried out except where the Secretary determines, in certain 
limited cases, that States are unable to reach the required reduction 
in a given year despite a good faith effort.] 

Sec. [202] 201. None of the funds appropriated by this title for 
grants-in-aid of State agencies to cover, in whole or in part, the cost of 
operation of said agencies, including the salaries and expenses of 
officers and employees of said agencies, shall be withheld from the 
said agencies of any State which have established by legislative enact- 
ment and have in operation a merit system and classification and 
compensation plan covering the selection, tenure in office, and com- 
pensation of their employees, because of any disapproval of their 
personnel or the manner of their selection by the agencies of the said 
States, or the rates of pay of said officers or employees. 

[Sec. 203. Funds appropriated in this Act to the American Printing 
House for the Blind, Howard University, the National Technical Insti- 
tute for the Deaf, and Gallaudet College shall be awarded to these 
institutions in the form of lump-sum grants and expenditures made 
therefrom shall be subject to audit by the Secretary of Health, Educa- 
tion, and Welfare.] 

Sec.[204] 202. None of the funds provided herein shall be used to 
pay any recipient of a grant for the conduct of [a] research [proj- 
ect] an amount equal to as much as the entire cost of such [proj- 
ect] research. 

Sec. [205] 203. None of the funds contained in this title shall be 
available for additional permanent positions in the Washington area 
if the total authorized positions in the Washington area is allowed to 
exceed the proportion existing at the close of fiscal year 1966. 

Sec. [206] 204. Appropriations in this Act for the Health Services 
Administration, the National Institutes of Health, the Center for 
Disease Control, the Alcohol, Drug Abuse, and Mental Health Admin- 
istration, the Health Resources Administration, the Office of the As- 
sistant Secretary for Health, the Health Care Financing Administra- 
tion, and Departmental Management shall be available for expenses 
for active commissioned officers in the Public Health Service Reserve 
Corps and for not to exceed two thousand eight hundred commis- 
sioned officers in the Regular Corps; expenses incident to the dissemi- 
nation of health information in foreign countries through exhibits 
and other appropriate means; advances of funds for compensation, 
travel, and subsistence expenses (or per diem in lieu thereof) for 
persons coming from abroad to participate in health or scientific 
activities of the Department pursuant to law: expenses of primary 
and secondary schooling of dependents in foreign countries, of Public 
Health Service commissioned officers stationed in foreign countries, 
at costs for any given area not in excess of those of the Department of 
Defense for the same area, when it is determined by the Secretary 
that the schools available in the locality are unable to provide ade- 
quately for the education of such dependents, and for the transporta- 
tion of such dependents, between such schools and their places of 
residence when the schools are not accessible to such dependents by 
regular means of transportation; expenses for medical care for civil- 
ian and commissioned employees of the Public Health Service and 
their dependents, assigned abroad on a permanent basis in accord- 
ance with such regulations as the Secretary may provide; rental or 
lease of living quarters (for periods not exceeding 5 years), and provi- 
sion of heat, fuel, and light and maintenance, improvement, and 
repair of such quarters, and advance payments therefor, for civilian 
officers, and employees of the Public Health Service who are United 
States citizens and who have a permanent station in a foreign coun- 
try, purchase, erection, and maintenance of temporary or portable 
structures; and for the payment of compensation to consultants or 
individual scientists appointed for limited periods of time pursuant to 


section 207(f) or section 207(g) of the Public Health Service Act, at 
rates established by the Assistant Secretary for Health, or the Secre. 
tary where such action is required by statute, not to exceed the per 
diem rate equivalent to the rate for GS-18; not to exceed [$9,500] 
$12,500 for official reception and representation expenses related to 
any health agency of the Department when specifically approved by the 
Assistant Secretary for Health. 

[Sec. 207. No part of the funds contained in this title may be used 
to force any school or school district which is desegregated as that 
term is defined in title IV of the Civil Rights Act of 1964, Public Law 
88-352, to take any action to force the busing of students; to force on 
account of race, creed or color the abolishment of any school so 
desegregated; or to force the transfer or assignment of any student 
attending any elementary or secondary school so desegregated to or 
from a particular school over the protest of his or her parents or 
parent.] 

[Sec. 208. (a) No part of the funds contained in this title shall be 
used to force any school or school district which is desegregated as 
that term is defined in title IV of the Civil Rights Act of 1964, Public 
Law 88-352, to take any action to force the busing of students; to 
require the abolishment of any school so desegregated; or to force on 
account of race, creed, or color the transfer of students to or from a 
particular school so desegregated as a condition precedent to obtain- 
ing Federal funds otherwise available to any State, school district or 
school. 

(b) No funds appropriated in this Act may be used or the transpor- 
tation of students or teachers (or for the purchase of equipment for 
such transportation) in order to overcome racial imbalance in any 
school or school system, or for the transportation of students or 
teachers (or for the purchase of equipment for such transportation) in 
order to carry out a plan of racial desegregation of any school or 
school system.] 

[Src. 209. None of the funds contained in this Act shall be used to 
require, directly or indirectly, the transportation of any student to a 
school other than the school which is nearest the student’s home, 
except for a student requiring special education, to the school offering 
such special education, in order to comply with title VI of the Civil 
Rights Act of 1964. For the purpose of this section an indirect require- 
ment of transportation of students includes the transportation of 
students to carry out a plan involving the reorganization of the grade 
structure of schools, the pairing of schools, or the clustering of 
schools, or any combination of grade restructuring, pairing, or cluster- 
ing. The prohibition described in this section does not include the 
establishment of magnet schools.] 

Sec. [210] 205. [Notwithstanding any other provision of this joint 
resolution except section 102, none] None of the funds provided by 
this [joint resolution] Act shall be used to perform abortions except 
where the life of the mother would be endangered if the fetus were 
carried to term; or except for such medical procedures necessary for 
the victims of rape or incest when such rape or incest has been 
reported promptly to a law enforcement agency or public health 
service; 

Nor are payments prohibited for drugs or devices to prevent im- 
plantation of the fertilized ovum, or for medical procedures necessary 
for the termination of an ectopic pregnancy. 

Sec. [211] 206. Funds advanced to the National Institutes of 
Health Management Fund from appropriations in this Act shall be 
available for the expenses of sharing medical care facilities and re- 
sources pursuant to section 328 of the Public Health Service Act. 

[Sec. 212. None of the funds appropriated or otherwise made avail- 
able in this title shall be used to implement section 15(d) and (e) of 
the Small Business Act, as amended, or Executive Order number 
12073, dated August 16, 1978, in regard to requests for proposals for 
research, rehabilitation, training, or other highly professional health, 
education and social services which will not substantially affect em- 
ployment levels.] 

Sec. [213] 207. Funds appropriated to the Department of Health[, 
Education, and Welfare] and Human Services under title II may not 
be used to pay the compensation of experts or consultants (other than 
full-time employees) or organizations thereof, or to procure by con- 
tract the services of experts or consultants or organizations thereof, 
in excess of [$170,000,000] $710,000,000 during fiscal year [1980.] 
1981. Expenditures for all consultant services in the fourth quarter of 
fiscal year [1980] 1981 may not exceed 30 per centum of the total 
annual fiscal year [1980] 1981 expenditure for such consultant serv- 
ices. 
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DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT 


This chapter presents the budget and program esti- 
mates for the Department of Housing and Urban Devel- 
opment. Most of the Department’s programs are also 
discussed in Part 5 of the budget (the Federal program 
by function) under one of three headings: Commerce 
and housing credit (mortgage credit and thrift insur- 
ance)} Community and regional development; and 
Income security (public assistance and other income 
supplements). 

The major divisions of this chapter conform to the 
Department’s activities, as set forth below: 

1. Housing programs cover the Department’s major 
housing subsidy programs as well as the mortgage in- 
surance activities of the Federal Housing Administra- 
tion, including loan management and property disposi- 
tion activities. Other activities included under this 
heading are community disposal operations and liqui- 
dating programs. 

2. Government National Mortgage Association 
(GNMA) covers the Department’s programs to increase 
the availability of mortgage credit and stabilize the 
financing of selected types of mortgage loans. This 
heading also covers GNMA management and liquidat- 
ing functions, the guarantee of mortgage-backed securi- 
ties, and trustee activities in connection with participa- 
tion certificates that are backed by loan obligations of 
various trustor agencies. 

3. Community planning and development covers the 
community development grant and urban development 
action grant programs authorized by the Housing and 
Community Development Act of 1974, as amended. This 
heading also covers the comprehensive planning grant 
(section 701) program, rehabilitation loans (section 312), 
and the urban homesteading program as well as the 
closeout of projects under terminated categorical com- 
munity development programs. 

4. Policy development and research includes the policy 
development, economic analysis, program evaluation, 
and research activities of the Department. 

Other major divisions within the Department include 
the New Community Development Corporation; Neigh- 
borhoods, Voluntary Associations and Consumer Protec- 
tion, including the Office of Interstate Land Sales Reg- 
istration; Fair Housing and Equal Opportunity; and De- 
partmental Management. 

Day-to-day administration, processing, and funding 
decisions for programs of the Department of Housing 
and Urban Development are carried out in field offices 
located within the geographical boundaries of 10 region- 
al offices. 


HOUSING PROGRAMS 


Federal Funds 
General and special funds: 
Supsip1zED HousinG PROGRAMS* 


*See Part III for additional information. 


[ANNUAL CONTRIBUTIONS FOR ASSISTED HOUSING] 


The amount of contracts for annual contributions, not otherwise 
provided for, as authorized by section 5 of the United States Housing 
Act of 1937, as amended (42 U.S.C. 1437c), and heretofore approved in 
annual appropriations acts, is increased by [[$1,140,661,000 of which 
not less than nor more than $50,000,000 shall be for the moderniza- 
tion of existing low-income housing projects] $1,552,661,000: Pro- 
vided, That budget authority obligated under such contracts shall be 
increased above amounts heretofore provided in annual appropri- 
ations acts by [[$26,680,128,000] $33,196,631,000: Provided further, 
That any balances of authorities remaining at the end of fiscal year 
[1979] 1980 shall be added to and merged with the authority pro- 
vided herein and made subject only to terms and conditions of law 
applicable to authorizations becoming available in fiscal year [1980] 
1981. 

The limitation otherwise applicable to the maximum payments that 
may be required in any fiscal year by all contracts entered into under 
section 101 of the Housing and Urban Development Act of 1965 (12 
U.S.C. 1701s), is reduced in fiscal year 1981 by not more than 
$30,000,000 in uncommitted balances of authorizations provided for 
this purpose in Appropriation Acts. 

In addition, for the payment of annual contributions, not otherwise 
provided for, in accordance with section 5 of the United States Hous- 
ing Act of 1937, as amended (42 U.S.C 1437c); for payments authorized 
by title IV of the Housing Act of 1950, as amended (12 U.S.C. 1749 et 
seq.); for rent supplement payments authorized by section 101 of the 
Housing and Urban Development Act of 1965, as amended (12 U.S.C. 
1701s); and for payments as authorized by sections 235 and 236 of the 
National Housing Act, as amended (12 U.S.C. 1715z, 1715z-1), 
$7, 127,000,000 to remain available until expended. 


[RENT SUPPLEMENT] 


[The limitation otherwise applicable to the maximum payments 
that may be required in any fiscal year by all contracts entered into 
under section 101 of the Housing and Urban Development Act of 1965 
(12 U.S.C. 1701s), is reduced in fiscal year 1980 by the uncommitted 
balances of authorizations provided for this purpose in Appropriation 
Acts.] 


[HOUSING PAYMENTS] 


[For the payment of annual contributions, not otherwise provided 
for, in accordance with section 5 of the United States Housing Act of 
1937, as amended (42 U.S.C. 1437c); for payments authorized by title 
IV of the Housing Act of 1950, as amended (12 U.S.C. 1749 et seq.); for 
rent supplement payments authorized by section 101 of the Housing 
and Urban Development Act of 1965, as amended (12 U.S.C. 1701s); 
and for payments as authorized by sections 235 and 236 of the Nation- 
al Housing Act, as amended (12 USC. 1715z, 1715z-1), 
$5,529,000,000.] (Department of Housing and Urban Development— 
Independent Agencies Appropriation Act, 1980; additional authorizing 
legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 86-0139-0-1-604 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Assistance contracts: 
1. Lower income housing 
(sec. 8) 
2. Public housing 
3. Rent supplement 
4. Homeownership and 
rental housing (secs. 
235 and 236) 


23,500,999 
8,175,057 


19,568,104 
7,687,919 


24,418,937 
8,810,194 
525,000 


279,674 572,000 


419,325 
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General and special funds—Continued 5. eg housing assistance (sec. (638,107) (646,000) (643,00 
"iain Rr ea 000) 
SupsipizED Housine Procrams—Continuea 6. College housing grants ....cacan. (20,353) (21,000) (21,000) 





Program and Financing (in thousands of dollars) —Continued 





Status of Unfunded Contract Authority (in thousands of dollars) 






















































































Identification code 86-0139-0-1-604 1979 actual 1980 est. 1981 est. 

10.00 Total program costs, 1979 actual 1980 est. 1981 est. 
funded— Unfunded balance, start of year: 
obligations Annual contributions for assisted 
(object Class PSN os caasccsucasisdbsasvareoo ad 134,777,356 155,783,422 175,261,724 
| beset 31,976,429 27,828,023 34,173,456 Homeownership and rental hous- 

Financing: IMG ASSIStAMCE..............sssscccceeee 41,073,816 39,075,420 38,336,420 

17.00 Recovery of prior year obliga- Rent supplement............. 10,547,337 10,279,068 9,930,085 

alten ed ll f — 1,255,100 —80,000 —1,575,000 College housing grants 762,368 737,038 716,038 

21.49 Unobligated balance availa. State housing finance and devel- 

ble, start of year: Con- OpPMeNt AQENCIES.............seee00 LONI eecosass eoidasescgsbsinss? pocenine tain 
tract authority..............00.. — 11,666,485 — 3,523,990 — 419,325 

23.49 Unobligated balance _trans- Meher ne ea”: ae ee 

ferred to other Accounts ...  oo...scecsssseessseesseee Poor eee ee, Ca eee rt thew, ea eV, 

24.49 Unobligated balance availa- Contract authority: Annual contribu- 

ble, end of year: Contract tions for assisted housing.......... 24,434,017 26,719,666 33,229,131 
AUtHOTILY .....cesssssssssssssssssen 3,523,990 AIG925% ahs eay 
25.00 Unobligated balance lapsing... 1,250,901 G83 St La Unfunded balance transferred to 
OWIET ACDUUNS iac...resdnceeters, Sangeet Siscsocts = F096, 325 | esicats RAE 
Budget authority........ 23,829,735 26,639,666 32,179,131 : 
- Unfunded balances rescinded: 
ity. College housing grants (Public 
SON LAW 93-529) .ourenenna aimee eiiniie vip whi hind 
40.00 APPTOpFaLION.....nnnne 4,460,000 5,529,000 7,127,000 State housing finance and devel- 
40.49 Portion applied to liqui- opment agencies (Public Law 
date contract authority. — 4,464,762 — 5,529,000 —7,127,000 Miva Be enexecaonsPgsnscsas esessornee SENT sr-<<cessi eins cectspeasé: is. shes 
40.50 Balance of appropriation Rent supplement (Public Law 
to liquidate contract 96-103) and proposed 1981 
authority restored......... peel paren oye Wy) oat od TOSISSMONY Sok Nha ceoceteaStssekicd ELS sons chbsksonnterericteleas — 80,000 — 1,050,000 
sat i Unobligated balance lapsing: 

“ le i ae ee A eS Homeownership and rental hous- 

49.00 Contract authority ING ASSISTANCE............seecsseeesees SSO OES bial a) Qe! VE ee 
(appropriations Rent supplement..............sssscescssee —82 OBS 4 7, dedi sccssncelee 
acts) eessecnsnesusesegee 24,395,848 26,680,128 33,196,631 Total unobligated balance 

49.00 Contract authority LAPS... ~1,250,901 WO: iid 
rescission pro- = 
posal (appropri- Appropriation to liquidate contract 
REMC ROD sisi <i sh tosisdisincesasnsiv’,. Gidsvideccrateiaiavtysyese — 1,050,000 QUETONI sccceesraccctsscosecscee encoders —4 464,762 — 5,529,000 —7,127,000 

49.11 Contract authority Appropriation to liquidate contract 
rescinded authority (supplemental request) .......esesscsssssseeeeee ma TAD O3T sine. scscssedsacvsseseis 
Public Law 93- 
hs ‘Puble Law Unfunded balance, end of year: 

96-] and Public Annual contributions for assisted 
Law 96-103) Sy — 604,282 SAMBIODD 6 co. ohne hiner yy! NOUGING ati hicstecdisiccin Specs 155,783,422 175,261,724 202,402,855 
Permanent: ” f Homeownership and rental hous- 

69.10 Contract authority ING ASSIStANCE........sescscssseeeeeee 39,075,420 38,336,420 37,550,420 
(42 U.S.C. 1437¢ Rent SuppleMent..........cscssssssseeee 10,279,068 9,930,085 8,648,085 
1441) cecccccssecnee ; 38,169 39,538 32,500 College housing grants 737,038 716,038 695,038 

, ar, Total unfunded balance, 
aie of obligations to out- ONd Of YOAr.......sseeccsnseee 205,874,948 224,244,268 249,296,399 
ays: 

71.00 Obligations incurred, net........ 30,721,329 27,748,02 598,4 pia : 

Obigated iene ai of 4 mie The subsidized housing programs schedule reflects 
year: both budget authority to enter into contracts for subsi- 

72.40 Appropriation.......ororsrse 2,938,170 3,443,812 5,345,849 dized housing and an appropriation for payments re- 

72.49 eemeatee al meen ; 176,094,391 202,350,957 223,824,943 quired to liquidate contracts under the separate pro- 

8 year: re c grams as described below. Housing assistance contracts 

74.40 Appropriation ....cee 3,443,812  —5,345,849  —6,978,g49 Obligate the Federal Government to make annual pay- 

74.49 Contract authority............. — 202,350,957 —223,824,943 —249,296,399 ments up to the contract amount over the life of the 

90.00 DUBS. ensnesnonen 3,559,120 4,372,000 5,494,009 Project or mortgage. Since payments usually commence 

near or upon completion of the dwelling, payments 

Distribution of outlays by program: often not required until 1 to 4 years after execution 

Subsidized housing, total... 3,559,120 4,372,000 5,494,000 of the contract. The term of the contract also varies 
1. Lower income housing assist- among the respective programs. 

BR AIRC) cs cassseiasinecvorsvacsiness (1,371,411) (2,055,000) (3,028,000) Total obligations in 1981 are estimated at $33,173.5 
2. Public housing........ (1,164,923) (1,277,000) (1,427,000) +172 : : eas ° ° : 
4. Homeownership assistance (sec. 825,000 additional subsidized rental and homeownership 


BBO) eee ae enakteanisaii (99,179) (105,000) (144,000) housing units. However, estimated unobligated balances 
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available of $419 million, plus the proposed $1,050 mil- 
lion reduction from recovered rent supplement bal- 
ances, would reduce the requirement for net budget 
authority to $32,146.6 million in current authority and 
$32.5 million in permanent authority. This budget in- 
cludes a proposed 1980 supplemental appropriation for 
$745.0 million to meet unfunded requirements for con- 
tractual payments incurred in 1979 and estimated for 
1980. Payments for these cash deficits currently are 
being funded by utilizing the 1980 appropriation as au- 
thorized by section 5(c) of the Housing Act of 1937, as 
amended. In addition, an appropriation of $7,127.0 mil- 
lion is proposed for 1981 to liquidate contractual obliga- 
tions made under the various subsidized housing pro- 
grams. The budget also includes a proposed 1980 trans- 
fer of $1,995.38 million in unobligated balances to the 
low-rent public housing—loans and other expenses ac- 
count. These balances will be used to assist in financing 
the sale of public housing obligations to the Federal 
Financing Bank (FFB). The following subsidized hous- 
ing programs are included in the schedule: 

1. Lower income housing (section 8).—For 1981, over 
$24 billion in new budget authority will be provided for 
this program of assistance to lower income families 
commonly referred to as the section 8 program. Assist- 
ance may be provided to eligible families on the basis of 
contracts with either public housing agencies (PHA’s) 
or contracts made directly with private owners who 
wish to participate in the program. Participating fami- 
lies pay rents equal to at least 15 percent and no more 
than 25 percent of income. 

For 1981, this budget estimates reservations of 
258,000 rental units for lower income households. The 
proposed distribution of units includes 120,000 existing 
housing units and 138,000 newly constructed or sub- 
stantially rehabilitated units. Of the existing housing 
units, 40,000 are expected to require moderate rehabili- 
tation. 

2. Public housing.—This is a locally operated low- 
income public housing program in which public housing 
agencies engage or assist in the development and oper- 
ation of public housing projects which may be newly 
constructed, existing, rehabilitated, or leased. HUD 
makes annual contributions to PHA’s for the PHA- 
owned or leased housing. Financial assistance is also 
provided to Indian housing authorities to plan, build, 
own, and operate low-income public housing projects. 
Initial occupancy of public housing projects is limited to 
low-income families and rents are established, subject 
to HUD approval, by PHA’s. 

This budget proposes that $8.8 billion in budget au- 
thority be used to approve applications for 42,000 newly 
constructed and rehabilitated units. Beginning in 1981, 
public housing construction, acquisition, rehabilitation 
and modernization activity will be reserved on the basis 
of taxable, rather than federally tax-exempt, financing. 

Also included is budget authority of $1 billion for 
modernization of public housing to make capital im- 
provements and major repairs to public housing 
projects owned and operated by PHA’s. This budget 
proposes allowing local PHA’s to reallocate up to 50% 
of these public housing production funds to supplement 
their modernization program. This comprehensive mod- 
ernization program is intended to reduce the incidence 





of substandard units in the current public housing in- 
ventory. 

In addition, $32.5 million of permanent budget au- 
thority is provided for adjustments to existing public 
housing section 23 leased housing contracts to fund un- 
avoidable increases in operating and maintenance costs. 

3. Rent supplement.—Rent supplement payments are 
made to owners of certain private housing on behalf of 
qualified low-income tenants. Beginning in 1981, the 
Department will initiate the gradual conversion of all 
Rent Supplement units to Section 8. Appropriation lan- 
guage is proposed to rescind a portion of the contract 
authority recovered as a result of unit conversions. 

4. Homeownership and rental housing assistance (sec- 
tions 235 and 236).—The Housing and Urban Develop- 
ment Act of 1968, as amended, authorizes a homeowner- 
ship subsidy for lower income families under section 
235 of the National Housing Act. Under this program, 
mortgage interest costs are subsidized down to 4 per- 
cent. The homeowner must contribute at least 20 per- 
cent of adjusted gross income toward monthly mortgage 
insurance and tax payments on the house. 

For 1981, reservations are estimated for 25,000 new, 
substantially rehabilitated, and existing units. These 
reservations will be made out of $7.9 billion of budget 
authority obligated in 1976 pursuant to court order. 
The long-term obligations resulting from reservations 
made in 1981 are expected to be approximately $2,753.2 
million based on maximum contract terms of 30 years. 

The Housing and Urban Development Act of 1968, as 
amended, authorized the section 236 rental housing as- 
sistance program to subsidize the monthly mortgage 
payment which the owner of a rental or cooperative 
project is required to make. This interest subsidy is 
intended to reduce rents for lower income tenants. 

Reservation of all previous bona fide commitments 
made to specific projects or agencies before the termina- 
tion of the production program in January 1973 will be 
completed in 1980 and no new units will be reserved in 
1981. Contract authority remaining in 1981 will be used 
for deep subsidies pursuant to the Housing and Commu- 
nity Development Act of 1974, as amended, and for 
amendments to existing contracts. 

College housing grants.—No new applications for 
grants have been approved since the program was ter- 
minated in 1973. Payments are made pursuant to the 
existing contracts. 





PAYMENTS FOR OPERATION OF Low-INCOME HousING PRoJEcts* 

*See Part III for additional information. 

For payments to public housing agencies for operating subsidies for 
low-income housing projects as authorized by section 9 of the United 
States Housing Act of 1937, as amended (42 U.S.C. 1437g), 
[$741,500,000] $862,000,000. (Department of Housing and Urban De- 
velopment—Independent Agencies Appropriation Act, 1980; additional 
authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Identification code 86-0163-0-1-604 
Program by activities: 
10.00 Public housing operating —_ subsidies 
(costs—obligations) (object class 
WEG OS anh aranaeans 726,228 741,500 862,000 
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General and special funds—Continued 


PAYMENTS FOR OPERATION OF LOw-INCOME HousING PROJECTS— 
Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 86-0163-0-1-604 





1979 actual 1980 est. 1981 est. 





Financing: 
25.00 Unobligated balance lapsing 
40.00 


Budget authority (appropriation) .. 727,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 


726,228 
362,571 
— 433,074 
—2,141 


653,584 


741,500 
433,074 
—454,574 


862,000 
454,574 
— 505,574 





Outlays 720,000 


811,000 





Payments are provided to assist public housing agen- 
cies (PHA’s) to meet certain deficits in the operation of 
PHA-ewned low-income housing. These payments are in 
addition to the annual contributions for debt service 
provided by HUD. Operating subsidies provided to 
PHA’s are based on a performance funding system 
(PFS) formula which sets subsidy payments at what it 
would cost a well-managed PHA to operate comparable 
projects. 


[ConGREGATE SERVICES PROGRAM] 


{For contracts with and payments to public housing agencies and 
nonprofit corporations for congregate services programs as authorized 
by the Congregate Housing Services Act of 1978, $10,000,000 to 
remain available until September 30, 1984.) (Department of Housing 
and Urban Development—Independent Agencies Appropriation Act, 
1980.) 


Program and Financing (in thousands of dollars) 


Identification code 86-0178-0-1-604 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Contracts  (costs—obligations) 
class 41.0) 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 


(object 


Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


—10,100 


Outlays 6,400 





A limited pilot demonstration will test whether pro- 
viding contracts directly with local public housing agen- 
cies to supply congregate services is more effective than 
alternative HEW and other social services programs. 
Congregate services can include meal services and es- 
sential supportive services. These 3- to 5-year contracts 
will commence in 1980 and be evaluated over the life of 
the contract. No additional resources are requested for 
1981, since current resources are sufficient to evaluate 
the relative efficiency of this HUD approach. 








TROUBLED PROJECTS OPERATING SUBSIDY 


For assistance payments to owners of eligible multifamily housing 
projects insured, or formerly insured, under the National Housing 
Act, as amended, in the program of operating subsidies for troubled 
multifamily housing projects under the Housing and Community De- 
velopment Amendments of 1978, [$79,500,000] $41,100,000, together 
with [any] all unobligated balances of excess rental charges [col- 
lected after September 30, 1977] and with any collections after Sep- 
tember 30, 1980, to remain available until September 30, [1981] 1982: 
Provided, That assistance payments to an owner of a multifamily 
housing project assisted, but not insured, under the National Housing 
Act may be made if the project owner and the mortgagee have pro- 
vided or agreed to provide assistance to the project in a manner as 
determined by the Secretary of Housing and Urban Development. 
(Department of Housing and Urban Development—Independent Agen- 
cies Appropriation Act, 1980; additional authorizing legislation to be 
proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 86-0172-0-1-604 





1979 actual 1980 est. 1981 est 








Program by activities: 
10.00 Operating subsidies (costs—obligations) 
(object class 41.0) 846 
Financing: 
11.00 Offsetting collections from: Federal funds ... 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 


127,599 109,000 


—12,000 —18,845 
— 85,154 


55,900 
79,500 


— 12,000 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 108,754 
72.40  Obligated balance, start of year... 819 
74.40 Obligated balance, end of year — 67,373 


90.00 42,200 


—61,173 
103,200 





Outlays —11,972 





Troubled projects operating subsidies are provided to 
financially troubled subsidized projects assisted under 
certain FHA insuring authorities. The subsidies are in- 
tended to prevent potential losses to the FHA fund 
resulting from project insolvency and to preserve these 
projects as a viable source of housing for low- and mod- 
erate-income tenants. 

These subsidies fund the difference between HUD- 
approved project operating expenses and projected 
rents, and help defray additional rent increases for low- 
income tenants. Funding is also provided for essential 
repairs to correct deficiencies resulting from deferred 
maintenance. During 1981, the estimated carryover bal- 
ance from 1980 of $55.9 million, an estimated $12 mil- 
lion to be transferred from the Rental Housing Assist- 
ance Fund, and an appropriation of $41.1 million will 
be sufficient to provide $109.0 million of financial assist- 
ance to approximately 2,797 eligible projects. 


Public enterprise funds: 
TITLE III—CORPORATIONS 


Corporations and agencies of the Department of Housing and 
Urban Development and the Federal Home Loan Bank Board which 
are subject to the Government Corporation Control Act, as amended, 
are hereby authorized to make such expenditures, within the limits of 
funds and borrowing authority available to each such corporation or 
agency and in accord with law, and to make such contracts and 
commitments without regard to fiscal year limitations as provided by 
section 104 of the Act as may be necessary in carrying out the 
programs set forth in the budget for the current fiscal year for such 
corporation or agency except as hereinafter provided: Provided, That 
collections of these corporations and agencies may be used for new 
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loan or mortgage purchase commitments only to the extent expressly 
provided for in this Act (unless such loans are in support of other 
forms of assistance provided for in this or prior appropriation Acts), 
except that this proviso shall not apply to the mortgage insurance or 
guaranty operations of these corporations, or where. loans or mort- 
gage purchases are necessary to protect the financial interest of the 
United States Government. (Department of Housing and Urban Devel- 
opment—Independent Agencies Appropriation Act, 1980.) 


FEDERAL HousinG ADMINISTRATION FUND 


For payment to cover losses, not otherwise provided for, sustained 
by the Special Risk Insurance Fund and the General Insurance Fund, 
[$194,850,000] $268,640,000, to remain available until expended, as 
authorized by the National Housing Act, as amended (12 U.S.C. 
1715z-3(b) and 1735c(f). 

During 1981 and within the resources available, gross obligations 
for direct loans are authorized in such amounts as may be necessary, 
to carry out the purposes of the National Housing Act, as amended. 

During 1981, total commitments to guarantee loans are authorized 
in such amounts as may be necessary to carry out the purposes of the 
National Housing Act, as amended. (Department of Housing and 
Urban Development—Independent Agencies Appropriation Act, 1980; 
additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 86-4070-0-3-371 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs: 

1. Administrative 
2. Interest to Treasury 
3. Interest on debentures 
4. Other operating costs 
5. Participation payments 
6. Urban homesteading 


250,255 
310,040 
33,691 
32,510 
59,113 
7,178 


692,787 


267,999 
311,740 
31,960 
45,030 
73,000 
11,550 


741,279 


252,222 
311,790 
28,800 
10,332 
79,900 
11,340 


694,384 





Total operating costs 
Unfunded adjustments to total op- 


erating costs —7,178 


685,609 


— 11,550 
729,729 


—11,340 
683,044 





Total operating costs, funded 








Capital investment: 
1. Acquisition of defaulted 


30,785 44,200 93,200 


. Assignment of defaulted 
mortgages 

. Acquisition of real properties 

. Planned multifamily rehabili- 
tation costs 

. Temporary mortgage assist- 
ance payments 


71,555 
$33,377 


233,288 
502,863 


165,688 
514,801 


3,825 


6,000 
743,514 





Total capital investment ... 


Total program costs, 
funded—obligations 


644,841 810,602 








10.00 


1,330,450 1,540,331 1,426,558 


Financing: 
Offsetting collections from: 
Federal funds: 
Interest on U.S. securities 
Urban homesteading 
Non-Federal sources: 
Fees and premiums 
Proceeds from sale of real 
property — 367,233 
Repayment of mortgage 
notes and sales contracts. 
Interest and net operating 


11.00 


— 149,400 — 161,600 — 182,100 
—8,459 
14.00 


— 584,294 — 630,642 — 647,374 


— 430,026 — 455,685 


— 25,467 — 26,163 — 26,370 


— 69,758 — 68,222 

Recoveries on defaulted 
mortgages 

Recoveries on defaulted title 


—40,541 — 40,545 —45,521 


—6,723 —7,800 —9,100 


— 12,038 — 32,322 —32,752 


21.98 Unobligated balance available, 


Start of year: Fund balance —2,136,758  —2,294840 —2,351,201 


24.98 Unobligated balance available, end 
of year: Fund balance 
31.00 Redemption of debt 


Budget authority 


2,294,840 
88,114 


390,950 


2,351,201 
88,114 


285,950 


2,574,882 
88,114 


262,770 








Budget authority: 
40.00 Appropriation 
40.47 Portion applied to debt reduction ... 


43.00 
67.10 


352,290 194,850 268,640 


— 60,000 
208,640 





Appropriation (adjusted) ... 
Authority to borrow (per- 
manent, indefinite) (12 


U.S.C. 1701) 91,100 





Relation of obligations to outlays: 
Obligations incurred, net 
Receivables in excess of obliga- 
tions, start of year 

Obligated balance, start of year: 
Fund balance 

Receivables in excess of obliga- 
tions, end of year 


144,754 141,475 





192,848 148,094 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation 
on direct loans: 
1110 Limitation on obligations: Appropri- 


— 102,340 — 277,488 — 224,888 





Cumulative balance of direct 

loans outstanding: 
Outstanding, start of year 
Disbursements 


Repayments, 


2100 
2200 
2400 


2500 
2700 


2900 


3,272,725 
102,340 


3,120,644 
277,488 


2,886,900 
224,888 
prepayments, and 
—72,731 
— 14,677 
— 167,013 


3,120,644 


— 14,508 
—17,000 
— 419,724 


2,886,900 


— 80,991 
— 20,000 
— 397,713 


2,613,084 


Write-offs for default 
Other adjustments 





Outstanding, end of year 





Status of Loan Guarantees (in thousands of dollars) 





Position with respect to limitation 
on loan guarantees: 
3110 Limitation on commitments: Appro- 


—31,513,653 + —34,154,732 


3200 Commitments, gross 





Cumulative balance of guarantees 
outstanding: 
Outstanding, start of year 
New loan guarantees 
Repayments or prepayments 
Terminations for default 


4100 
4200 
4400 
4500 


4900 


94,419,634 
19,390,000 
—1,268,152 
— 647,000 


105,894,482 


105,894,482 
19,530,500 
— 8,776,696 
— 780,000 


115,868,286 


115,868,286 
21,684,300 
— 10,346,915 
— 734,000 


126,471,671 





Outstanding, end of year 





The FHA fund consists of four separate funds. Finan- 
cial data for each individual fund is maintained for 
control and reporting purposes. 

The Mutual mortgage insurance fund provides for the 
Department’s basic single family mortgage insurance 
program. It is a mutual fund where mortgagors, upon 
termination of their mortgages, share surplus premi- 
ums paid into the fund that are not required for operat- 
ing expenses or losses. 

The Cooperative management housing insurance fund, 
also a mutual fund, provides mortgage insurance for 
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management-type cooperatives authorized by section 
213 of the National Housing Act, as amended. 

The General insurance fund provides for a large 
number of specialized mortgage insurance programs, in- 
cluding the insurance of loans for property improve- 
ments as well as for cooperatives, condominiums, hous- 
ing for the elderly, land development, group practice 
medical facilities and nonprofit hospitals. 

The Special risk insurance fund provides mortgage 
insurance on behalf of mortgagors eligible for interest 
reduction payments who otherwise would not be eligible 
for mortgage insurance. In addition, the fund provides 
insurance on mortgages covering experimental housing 
where strict adherence to State or local building regula- 
tions is not observed. Also provided is insurance for 
high-risk mortgagors who normally would not be eligi- 
ble for mortgage insurance. 

Expenses and losses connected with defaulted notes, 
assigned mortgages and acquired properties are charged 
to the appropriate insurance fund by mortgage insur- 
ance program. During 1981, it is estimated that applica- 
tions for single-family and multifamily mortgage insur- 
ance covering 849,000 units will be received and that 
mortgage insurance will be written covering 566,448 
single-family and multifamily units. In addition, it is 
estimated that approximately 46,800 single-family and 
multifamily units will be acquired by the Department 
during 1981 and that almost 53,500 single-family and 
multifamily units will be sold. More detailed activity 
information follows in the “Program Highlights” table 
shown below. 


PROGRAM HIGHLIGHTS 


[Dollars in millions} 




































































1979 actual 1980 estimate 1981 estimate 
Insurance initiation: Mortgage insurance applica- 
UR ND cass, cececebaseesietsrscvsucsvcscesiescokabs 941,804 861,000 849,000 
Mortgage insurance written: 
BOOMER cc SevvvovesseseecebesssnssSsechisssshctovacnasite coacibeaaceatinc 558,726 539,967 566,448 
PRON paste sete nest bancnctinn. | crenntesiee. 19,203 19,29 21,395 
Title | property improvement loans insured: a 
BRIS ss csdecassinssssosstss tos sruslessvevutvickesaecruniteovtentin 368,552 435,000 445,000 
Amount (Met proceeds)..........sccsssesssssesssseesessseeess 1,878 2,405 2,893 
Insurance maintenance: Outstanding balance of in- 
surance in force, end of year: 
BPONERIID INISININICD sessrcesosocsostissescoooveivieenveesssosnense 105,132 114,933 125,362 
Title | property improvement loan insurance......... 4,919 6,033 7,158 
Maximum liability ............csssssssecsssscssssnsesssssssssseess (762.8) (935.1) (1,109.4) 
Total outstanding balance of insurance in 
force, ON Of YOAr........ssceccssssssecessseeesessne 110,051 120,966 132,520 
Insurance settlement: 
Property acquired during year (units): 
FURIES, chee ancsssaiercten st rceseriteoveresitivciseslon 19,092 24,734 25,390 
Multifamily 11,855 21,124 21,415 
Total property acquired during year (units) 30,947 45,858 46,805 
Direct acquisitions from mortgagee ............ssssesssse0 19,000 25,112 25,909 
Foreclosure of assigned mortgages ..............ssvssesssse 11,947 20,746 20,896 
Property sales during year (units): 
NOM cb crrscqsaioacaterenacis canna 26,212 26,329 25,487 



















































































PUTED ccs cscs sesticicdeotostucspslanationeortezenesdjes 11,999 20,000 28,000 
Total property sales during year (units)..... 38,211 46,329 as 53,487 
Property on hand, end of year (units): 
OS RRA oR ORO RRs 22,545 20,950 20,853 
TN ios AOS ee Ree 43,294 44,418 37,833 
Total property on hand (units) ..............0se 65,839 65,368 58,686 
Mortgage assignments during year (units): 
DOMEIE ssecitiestacusessossessndestemmests icsaausnscceteioecap iets 3,836 3,378 
WMMMITTTWDY ssncsoccacarseqcens ccrsscteseenecrcvtesutocestaccessseies 9,235 12,676 12,700 
Total mortgage assignments during year 
UNIS aaah 13,071 16,054 12,700 
Assigned mortgages on hand, end of year (units): 
10,683 13,050 11,447 
219,591 210,276 200,985 
Total assigned mortgages on hand, end of 
MOATEUUMMUST  srrsistrertsstisecttrtiasssttsestsicinee: 230,274 223,326 212,432 
Inventory of property and assigned mortgages on 
hand, end of year (units): 
BM car scar raspsaaccianseatesseseie recat peavacedericatotine 33,228 34,000 32,300 
WHT AIAY cass sontee VOL SD cbeeidcoccovsecsievetedca tales tt 262,885 254,694 238,818 
Total inventory of property and assigned 
mortgages on hand, end of year (units) 296,113 288,694 271,118 
Defaulted title | property improvement loans: 
WET cscseh Gan neepesmoarieetiareeatahmmats 13,742 17,000 19,000 


PATNOUIL nsssssecstte ose ce ehcnesstosvscis te teaeh ee easdasasTouees 30.8 44.2 53.2 


Insurance reserves from operations at the end of 1981 
are estimated to be in a surplus position for the Mutual 
mortgage insurance and Cooperative management hous- 
ing insurance funds, ‘but in a deficit status of about $5.9 
billion for the two other funds. The status of estimated 
insurance reserves from operations (retained income or 
deficit) through 1981 is as follows: 


STATUS OF INSURANCE RESERVES FROM OPERATIONS 


[In millions of dollars) 


1979 actual 1980 estimate 1981 estimate 
Insurance fund: 
MIEN TREO ADE scien o Astsssesisseesninesesonvesorevyseetse 2,388 2,551 2,796 


Cooperative management housiNg...............se00 21 21 21 








MOVOTO ssocstsaccasttens stick ceicdeksectoncestel cist Mtvscoseciouces —2,612 — 2,870 — 3,099 
ENON FISK cake pccriss heskeslscsnketchabeoaponndt Aavdanciets —2,311 — 2,563 “—2,803 
TOA EPA TU csccst sssscteeheoccecnmecret i acose — 2514 — 2,861 —3,085 


As a result of the continued deficits in the FHA fund 
over the last several years, a number of steps have been 
taken to halt and ultimately reverse this net loss trend. 
These include tightened underwriting procedures and 
faster sales of acquired properties to reduce holding 
costs. In addition, section 8 subsidies and Troubled 
projects operating subsidies are being used to enhance 
the viability of projects with HUD-insured or HUD-held 
mortgages. The latter also will result in fewer mortgage 
assignments and property acquisitions. 

During 1979, a major sales effort was undertaken in 
order to reduce the inventory of multifamily properties. 
Section 8 assistance was utilized to protect low-income 
tenants from displacement and, where necessary, fi- 
nance the repair or rehabilitation of these units by the 
private sector. The new section 8 moderate rehabilita- 
tion program is being substituted for the use of FHA 
fund resources to carry out needed repairs in connec- 
tion with property disposition. The FHA fund is being 
used to maintain HUD properties in a safe and sanitary 
condition. It is estimated that a total of 48,000 multi- 
family units will be sold in 1980 and 1981. 
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For 1981, a new Temporary mortgage assistance pay- 
ments program is being proposed that is designed to 
prevent precipitous foreclosure by helping insured 
homeowners who have experienced temporary financial 
reverses and cannot make their full monthly mortgage 
payments. This proposed program is viewed as a viable 
alternative to the home mortgage assignment program 
currently being carried out by the Department and will 
assist in the effort to minimize insurance claims against 
the fund. 

Budget program.—The budget proposes an appropri- 
ation of $268.6 million to restore the net realized losses 
from the sale of property covered by the General insur- 
ance and Special risk insurance funds. 

Financing.—In 1979, $38.7 million of debentures were 
issued and $88.1 million were redeemed. There were no 
Treasury borrowings in 1979. In 1980, it is estimated 
that $40 million will be borrowed from the Treasury. In 
1981, $60 million will be repaid to the Treasury from 
appropriations. 

Operating expenses.—Funds are paid directly into a 
consolidated account, Salaries and expenses, Depart- 
ment of Housing and Urban Development, for adminis- 
trative expenses based on workload related to programs 
financed from the FHA fund. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Operating income or loss( —): 
Mutual mortgage insurance fund: 
488,097 
— 282,614 


205,483 


533,033 
— 300,636 


232,397 


549,924 
— 229,540 


320,384 





Net operating income 








Cooperative management housing insurance 
fund: 


5,624 
— 1,822 


3,802 


5,562 
— 1,672 


3,890 


5,542 
— 1,903 


3,639 





Net operating income 








General insurance fund: 
Revenue 183,315 


— 404,432 
— 221,117 


190,611 
—448,747 


— 258,136 


207,231 
— 435,764 


— 228,533 





Net operating loss 








Special risk insurance fund: 


Revenue 72,598 


— 304,319 
— 231,721 
— 243,553 


72,506 
— 323,874 


— 251,368 
— 273,217 


76,677 
— 316,976 


— 240,299 
— 144,809 





Net operating loss 





Net loss for the year 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with 

183,430 149,712 39,454 34,610 
U.S. securities (par): 
Treasury issuances .. 
Other agency  is- 


suances, guaran- 
teed 


1,772,868 1,920,302 2,080,302 2,330,302 


190,990 187,262 187,262 187,262 
Accounts ——_ receivable 
(net) 445,789 480,365 486,984 465,509 


Advances made 7 177 177 177 


Loans receivable 
(net): 
Mortgage notes and 
sales contracts... 
Assigned mortgage 


381,984 369,307 356,854 346,844 


1,428,834 1,284,148 1,068,892 853,328 


17,836 
518,242 


17,059 
518,143 


19,852 
538,317 


23,372 
Real property (net) 486,637 
Stock in rental housing 


corporations 119 108 108 108 
4,940,166 4,926,583 4,778,202 4,728,149 





Total assets 








Liabilities: 

Accounts payable in- 
cluding funded ac- 
crued liabilities 

Deferred credits 

Debt issued under bor- 

rowing authority: 
Borrowings — from 


369,089 
87,304 


350,338 
92,640 


350,338 
92,640 


350,338 
92,640 


3,968,821 3,968,821 4,008,821 3,948,821 
Debentures out- 
standing 


Reserve for foreclosure 


600,638 551,184 514,170 480,186 


27,205 
5,053,057 


26,850 
4,989,833 


26,850 
4,992,819 


26,850 
4,898,835 











Government equity: 
Unexpended balance: 
Unobligated balance. 
Invested capital 


2,136,758 
— 2,249,649 


2,294,840 
— 2,358,090 


2,351,201 
— 2,565,818 


2,574,882 
2,745,568 





— 112,891 — 63,250 —214,617 — 170,686 





Analysis of changes in Government 
equity: 
Paid-in capital: 
Opening balance 
Transactions: Appropriation 


2,098,844 
352,290 


: 2,451,134 


2,451,134 
194,850 


2,645,984 


. 


2,645,984 
268,640 


2,914,624 





Closing balance 





Retained income: 
Opening balance 
Transactions: 


—2,211,735 —2,514,384 —2,860,601 
— 243,553 


—59,113 


— 273,217 
— 73,000 


— 144,809 
Participation payments 
Adjustment for prior years 





Closing balance — 2,514,384 — 2,860,601 — 3,085,310 








Total Government equity (end of 


— 63,250 —214,617 — 170,686 





Object Classification (in thousands of dollars) 


Identification code 86-4070-0-3-371 
25.0 


1979 actual 1980 est. 198] est. 





Other services: ......... 
Fee appraisal 21,625 
Fee inspection 3,902 5,260 2,351 
Fee mortgage credit 972 1,000 1,057 
Fee condition certification oy SS 600 600 
Administrative expenses 250,255 267,999 252,222 
Miscellaneous 2,779 3,050 5,050 
Lands and structures 542,501 533,114 518,626 
Investment and loans 102,340 277,488 224,888 
2,347 4,000 400 
343,731 343,700 340,590 
59,113 73,000 79,900 


30,770 524 


336 350 350 
1,330,450 1,540,331 1,426,558 
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HousING FOR THE ELDERLY OR HANDICAPPED FUND 


[The limitation on the aggregate loans that] Jn 1981, $830,000,000 
of gross loan commitments may be made under section 202 of the 
Housing Act of 1959, as amended (12 U.S.C. 1701q), utilizing collec- 
tions and other resources of [from] the fund authorized by subsection 
(a\(4) of such section, [is increased by $830,000,000, together with any 
portion of loan limitations established for fiscal years beginning after 
June 30, 1975 which was not administratively committed or which 
becomes uncommitted,] in accordance with paragraph (C) of such 
subsection, [which funds] and up to $65,000,000 of additional gross 
1981 loan commitments may be made from prior year commitments 
cancelled in 1981: Provided, That such commitments shall be available 
only to qualified nonprofit sponsors for the purpose of providing 100 
per centum loans for the development of housing for the elderly or 
handicapped, with any cash equity or other financial commitments 
imposed as a condition of loan approval to be returned to the sponsor 
if sustaining occupancy is achieved in a reasonable period of time: 
Provided further, That the full amount shall be available for perma- 
nent financing (including construction financing) for housing projects 
for the elderly or handicapped: Provided further, That the Secretary 
may borrow from the Secretary of the Treasury in such amounts as 
are necessary to provide the loans authorized herein: Provided fur- 
ther, That, notwithstanding any other provision of law, the receipts 
and disbursements of the aforesaid fund shall be included in the 
totals of the Budget of the United States Government. (Department of 
Housing and Urban Development—Independent Agencies Appropri- 
ation Act, 1980.) 


Program and Financing (in thousands of dollars) 



































Identification code 86-4115-0-3-371 1979 actual 1980 est. 1981 est. 
Program by activities: 
Capital investment: 
1. Housing for the elderly or 
handicapped loans (net)....... 487,553 740,000 685,000 
Change in selected resources 
(undisbursed loans).............. 327,792 99,016 145,000 
Subtotal, capital _invest- 
ment—loan obligations... 815,345 839,016 830,000 
2. Acquired security and collat- 
FAs chantsannndiecldemaness 308 600 600 
Total capital investment, ob- 
MGARORS iicssosicdiXoolaihoa 815,653 839,616 830,600 
Operating costs, funded: 
1. Interest expense on partici- 
pation certificates ................. 6,077 6,077 6,077 
2. Interest on borrowings.......... 18,085 60,000 119,000 
3. Other expenses..........cccccccccoe 114 115 115 
Total operating costs, funded 24,276 66,192 125,192 
10.00 Total obligations................... 839,929 905,808 955,792 
Financing: 
Offsetting collections from: 
11.00 Federal funds: Revenue from 
participation sales fund......... —318 —330 —383 
14.00 Non-Federal sources: 
Loan repayments ............s0e. —6,618 —7,000 — 8,600 
Collection on acquired secu- 
i —48 —48 —48 
— 48,206 —96,524 — 168,032 
21.47 Unobligated balance —_ available, 
start of year: Authority to 
EOIN ss ives scossnecotestenbietyoasevovscsss BT OA: > ccieeaneim tee escxnscesssnsesnaiss 
23.98 Unobligated balance transferred to 
other accounts: Fund balance: 
Participation sales fund............. 1,251 1,299 1,341 
31.00 Redemption of debt................0... USPS GAL... RR IE ABR cas Rick 
47.00 Budget authority (authori- 
ty to borrow) (appro- 
priation acts) (current, 
indefinite) ..............s000 786,000 803,205 780,070 


Relation of obligations to outlays: 




















71.00 Obligations incurred, net................ 784,739 801,906 778,729 
Obligated balance, start of year: 
72.47 Authority to borrow 2,101,004 2,412,004 2,513,449 
72.98 Fund balance ..........sseccsssssesecesene 182 14,539 15,000 
Obligated balance, end of year: 
74.47 Authority to DOrrOW ..........ccssssse« —2,412,004 —2,513,449 —2,592178 
74.98 Fund balance ..........c:cssesssecssseeese — 14,539 — 15,000 —15,000 
90.00 Outlay aha et asSi.. 459,382 700,000 700,000 
Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation 
on direct loans: 
1110 Limitation on obligations: Appropri- 
BUN orca ancst cat ReR erat nin risesapete bal x indents 895,000 
1200 Obligations incurred, gross............. — 815,345 — 839,016 — 830,000 
Cumulative balance of direct 
loans outstanding: 
2100 Outstanding, start of year.............. 711,940 1,192,875 1,925,875 
2200 —Disbursement................sssecssseeeeens 487,553 740,000 685,000 
2400 Repayments, prepayments, and 
MOQIP GANGS oso check c sctescaieteosesainse — 6,330 —7,000 — 8,600 
2700 Other adjustments...............ssseecee 208 HARD. wee > an aaan 
2900 Outstanding, end of year..............+. 1,192,875 1,925,875 2,602,275 





Section 202 of the Housing Act of 1959 established a 
program of housing assistance for lower income persons 
who are elderly or handicapped. 


Projects must include an assured range of necessary 
services. In addition, the section 8 lower income hous- 
ing assistance payments program is used in conjunction 
with the section 202 program. Applications under the 
two programs are processed simultaneously. For 1981, a 
$895 million loan limitation is proposed which will pro- 
vide financing for approximately 18,800 units. At least 
$50 million of this amount will be used to finance an 
estimated 1,132 units designed specifically for nonelder- 
ly handicapped persons. 


Financing.—Prior to the implementation of the re- 
vised program, funds for loans had been provided by 
appropriation to a revolving fund. Additional financing 
had been obtained through issuance of certificates of 
participation in pools of mortgages financed from this 
program as provided by the Participation Sales Act of 
1966. The following table shows the financing of partici- 
pation insufficiencies: 


PARTICIPATION INSUFFICIENCIES 


[In thousands of dollars] 

















1979 actual 1980 estimate 1981 estimate 

Interest expense on participation certificates 6,077 6,077 6,07] 

EHDRBEDONSOS sajacaa cilescysasbsndirainasle ne Ak enue 114 115 <n 1 

OE ate tip Btcd aaah auitioes 6,191 6,192 6,192 

Interest earned on pledged DONS...........ssssssessssee —2,920 —2,920 —2,92) 

ANRUITTINONOY ccissiisctscsinussseschtevcesctthedvisersstnnnes 3,271 3,272 3,21 
Financed by: 

Retained earnings reserved to meet insufficiency. —2,953 —2,942 — 2,889 

Investment income from participation sales fund. —318 —330 — 38 








Budget authority ..........cc..csscccssssseccsssseeseseee 

















Repayments and interest income from loans made 
prior to 1974 continue to be available to finance loan 
commitments under the revised program. In addition, 
borrowing authority as may be necessary is available i 
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lion loan program in 1981. 





sufficient amounts to carry out the peated $895 mil- 


Revenue and Expense (in thousands of dollars) 
















































































1979 actual 1980 est. 1981 est. 
MM csr sega cee rcchschs re port acted acres 48,686 97,135 169,829 
BONN er OE NE, ce ea alencclstoe —29,136  —73,495 —132,570 
Net operating inCOMe................sccsssesccessseees 19,550 23,640 37,259 
Net nonoperating loss................. n —112 —115 —115 
Net income for the year.............c.ssssesssseeee 19,438 23,525 37,144 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with 
Cl 182 14,539 15,000 15,000 
Accounts —_ receivable 
| 6,444 22,538 53,655 102,635 
Advances made............ 3,122 2,426 2,426 2,426 
Loans receivable (net) 704,821 1,180,948 1,906,616 2,640,602 
Acquired security and 
collateral (net) ....... 675 934 1,483 2,029 
Total assets ........ 715,244 1,221,385 1,979,180 2,762,692 
Liabilities: 
Accounts payable.......... 1,712 14,675 48,681 96,390 
Debt issued under bor- 
rowing authority: 
Borrowing from 
Treasury ............e- 45,170 520,171 1,220,371 1,920,371 
Participation certifi- 
cates outstanding 97,323 97,323 97,323 97,323 
Principal repay- 
ments on loans 
pledged to re- 
demption of par- 
ticipation certifi- 
CMOS acticin —9,080 — 10,341 —10,277 — 11,618 
Total liabilities 135,125 621,828 1,356,098 - 2,102,466 
Government equity: - 
Unexpended budget au- 
thority: 
Undisbursed loans... 2,109,041 2,436,833 2,535,849 2,615,849 
Unfinanced budget au- 
thority: Borrowing 
authority..........cssees. —2,101,004 —2,412,004 —2,513,449 —2,592,178 
Invested capital............ 572,083 574,729 600,682 636,555 
Total Government 
equity.............. 580,119 599,557 623,082 660,226 
Analysis of changes in Government 
equity: 
PMP MEGAMAIN cisuicstviesoonsnscoerees asdcendiloe 465,000 465,000 465,000 
Retained income: ; : 
Opening balance .................cecesscssseeeee 115,119 134,557 158,082 
Transactions: 
Net operating inCOMe.................:-s00+- p 19,438 23,525 37,144 
Closing balamce.......sss.sssssssseccsssssssssses 134,557 158,082 195,226 
Total Government equity (end of ‘a , 
WOM BES vsssescecsscatotiene 599,557 623,082 660,226 
Object Classification (in thousands of dollars) 
\dentification code 86-4115-0-3-371 1979 actual 1980 est. 1981 est. 
Pru se NINN: URNS 5s cecsscscasccvaiccssopecnssecsseesebe 114 115 115 
32.0 Lands and structures... is 308 600 600 
33.0 Investments and loans 815,345 839,016 830,000 


310-100 0 - 80 - 33 





43.0 


Interest and dividends ...............0-:0-ssesssseee 24,162 


839,929 


66,077 
905,808 


125,077 
955,792 





99.0 Total Obligations ...............sssssseeeseeeee 








[CotLtece Housinc—Loans AND OTHER EXPENSES] 


Note.—The activities formerly included in this account, in the amount of $13,338,000 for 
1979 and $12,251,000 for 1980 will be transferred to the Department of Education, Office of 
Postsecondary Education, pursuant to the Department of Education Organization Act (Public 
Law 96-88) and are included in the account College Housing Loans. 





Low-REent Pusiic HoustInc—LoANS AND OTHER EXPENSES* 
* See Part III for additional information. 


During 1981 and within the resources available, gross obligations 
for direct loans are authorized in such amounts as may be necessary to 
carry out the purposes of the low-rent public housing loan fund. 

During 1981, total commitments to guarantee loans are authorized 
in such amounts as may be necessary to carry out the purposes of the 
low-rent public housing loan fund. 


Program and Financing (in thousands of dollars) 






































Identification code 86-4098-0-3-604 1979 actual 1980 est. 1981 est. 
Program by activities: 
Capital investment: Loans to public 
OUSING AGENCIES .................onsee- 276,527 300,000 300,000 
Operating costs, funded: 
1. Interest on Treasury borrow- 
asco scsesticcectcacteccar » wos 7,000 1,700 
Pe NU ecccrte eee neg 298 500 500 
Total operating costs, funded 298 7,500 2,200 
Total program costs, funded . 276,825 307,500 302,200 
Change in selected resources (un- 
disbursed direct loans, net)....... —92,298 83,704 267,890 
10.00 Total obligations.................... 184,527 391,204 570,090 
Financing: 
14.00 Offsetting collections from: Non- 
Federal sources: 
Repayment of loans: 
Refinancing direct with guar- 
anteed l0aMs..............-..sse+« — 177,529 — 207,000 — 207,000 
From permanent financing .... — 87,880 — 90,000 — 90,000 
Other loan repayments.......... — 2,353 —3,000 — 3,000 
Revenue and other receipts ....... —9,924 — 13,269 —1,969 
21.47 Unobligated balance _ available, 
start of year: Authority to 
PS Shas oscscsicsans REG IS cn cmtiteoketiic: sicascecbenaunes 
31.00 Redemption of debt....................00 SET Tilt st cnecnnedl “caepeemaiion 
67.10 Budget authority (authori- 
ty to borrow) (perma- 
nent, indefinite) (42 
WS Ge BIRO) ccs © <r 77,935 262,121 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................ — 93,159 77,935 262,121 
Obligated balance, start of year: 
72.47 Authority to borrow .................. 1,081,892 988,733 1,066,668 
72.98 PO NN i ccinescesnaiess 20,881 21,841 21,841 
U.S. securities (par) .............00e. 70,000 72,000 72,000 
Obligated balance, end of year: 
74.47 Authority to borrow ................0. — 988,733 —1,066,668 —1,328,789 
74.98 Fund balance................. x — 21,841 —21,841 —21,841 
U.S. securities (par) .............+ —72,000 —72,000 —72,000 
90.00 OR ccs tice eee EE Siege: mpyunnatetens 
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Status of Direct Loans (in thousands of dollars) 





























Identification code 86-4098-0-3-604 1979 actual 1980 est. 1981 est. 
Position with respect to limitation 
on direct loans: 
1110 Limitation on obligations: Appropri- 
ON art ent hina tit ea iainastis bh ool ebeniatabad,. |sleewsisieetina® 
1200 Obligations incurred, gross............. —- 276,527 —300,000 — 300,000 
Cumulative balance of direct 
loans outstanding: 
2100 Outstanding, start of year.............. 47,406 56,172 56,172 
2200 —Disbursement..............-..sssesscssssees : 276,527 300,000 300,000 
2400 Repayments, prepayments, loan 
BO Sas sas teed — 267,761 — 300,000 — 300,000 
2900 Outstanding, end of year................ 56,172 56,172 56,172 
Status of Loan Guarantees (in thousands of dollars) 
Position with respect to limitation 
on loan guarantees: 
3110 Limitation on commitments: Appro- 
NU i cst maa lt ccc acesbinre Di EeitecROD RMD sitsirkeecccamanise 
3200 Commitments, gross —11,366,061 —14,646,862 
Cumulative balance of guarantees 
outstanding: 
4100 Outstanding, start of year 14,567,206 15,049,939 15,249,939 
4200 New loan guarantess..................... 9,451,264 10,000,000 10,825,000 
4400 Repayments or prepayments .......... —8,968,531 —9,800,000 —8,825,000 
4900 Outstanding, end of year................ 15,049,939 15,249,939 17,249,939 





The low-rent public housing loan fund provides Fed- 
eral financing for the construction, acquisition, or mod- 
ernization of public housing projects owned by public 
housing agencies (PHA’s) until the projects can be fi- 
nanced in the private market. Payments to liquidate 
the indebtedness of the PHA’s are provided from the 
housing payments appropriation to liquidate contract 
authority. The status of loan approvals follows: 


STATUS OF LOAN APPROVALS 


[In thousands of dollars) 
1979 actual 1980 estimate 1981 estimate 

Outstanding loan approvals, start of 

I scsohacstte ete ed vccncscsssaceis pci 12,196,067 15,147,658 16,263,719 
New approvals in year: 

Development............cssscccsscsssseeeees 3,083,989 2,393,561 3,274,362 

Management.............:ccccccssssseseee 546,088 547,500 547,500 
Loan approvals canceled due to 

permanent financing, _liquida- 

tions, and adjustments in year, 

NE ccs sss cha cbs elnsaslcecotrsetiesnics — 678,486 — 1,825,000 — 250,000 
Outstanding loan approvals, end of 

UU De scvswscvcocesstorerctorsrisoccsorress 15,147,658 16,263,719 19,835,581 
Outstanding Federal loans to Public 

Housing Agencies ...............sss — 56,172 —§6,172 — 56,172 
Outstanding guaranteed non-Federal 

temporary MOLES ............:ccceeessvees —17,224,008 — 6,199,008 —8,599,008 
Unutilized loan approvals, end of 

WOI asinsosecc AIRE Sianeli 7,867,478 10,008,539 


11,180,401 


(a) Direct loans. Direct Federal loans are made to 
finance the early costs for both the development and 
modernization of projects. These loans are made from 
available working capital in this fund and from up to 
$1.5 billion of borrowings from the Treasury. 


(b) Private loans. When direct Federal loans to a PHA 
accumulate to an amount that is attractive to private 
investors, the PHA then sells short-term tax-exempt 
notes to the public and uses the proceeds to repay the 
direct federal loans and to meet needs for additional 
financing to develop and modernize projects. These tem- 
porary notes are issued for short periods and may be 
revised to provide needed funds to develop and modern- 
ize projects. The status of temporary financing follows: 


STATUS OF TEMPORARY FINANCING 

















{In millions of dollars) 

1979 actual 1980 estimate 1981 estimate 

Direct Federal loans to PHA’s: 
Balance at start Of year..............ccccssseccssesssseesssees 4] 56 56 
Loans made during year........ es 277 300 300 
Loans repaid during year sees — 268 —300 —300 
Balance at end Of year..........sesssessseecseeesseens 56 56 56 

Loans by private investors: 

Balance at start Of year...........c:csssssecssssseseessseees 6,423 7,224 6,199 
Loans made during year........ 9,451 8,425 10,825 
Loans repaid during year — 8,650 —9,450 —8,425 
Balance at end Of yea.............sescsssseecessseee 7,224 6,199 8,599 





(c) Bonds. Previously, projects were permanently fi- 
nanced through the sale of long-term bonds to the 
public. Beginning in 1980, long-term bonds will be sold 
to the Federal Financing Bank. A 1980 supplemental 
appropriation and transfer of budget authority from the 
Subsidized housing programs account is being request- 
ed for the necessary interest differential payment. 

Operating results.—The estimated net operating 
income of $5.7 million in 1981 will increase retained 
income to $91.9 million. Retained income may be re- 
quired to meet program requirements in future years. 


Revenue and Expense (in thousands of dollars) 






































1979 actual 1980 est. 1981 est. 
Revenue... 9,634 13,258 7,958 
BUDO isconscccssrsesterceisnasostos —370 —7,572 —2,212 
Net operating income 9,264 5,686 5,686 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with 
TIASUTY .....secsccossesee 20,881 21,841 21,841 21,841 
U.S. securities (par): 
Public debt securi- 
NSS scwsccenee ee. 70,000 72,000 72,000 72,000 
Accounts receivable 
WD sesicttiinctacccnseces 3,364 4,729 10,498 16,267 
Advances made............. 199 199 199 199 
Loans receivable (net) 45,635 54,318 54,235 54,152 
Real property and 
equipment (net) ..... 328 51 51 5l 
Other assets (net) ...... BT receaaistie: i aehaemcealen ae eae aeeen 
Total assets ........ 140,410 153,138 158,824 164,510 
Liabilities: ie 
Accounts payable, in- 
Cluding funded ac- 
crued liabilities ........ 4,135 7,599 7,599 7,599 
Government equity: 
Unexpended balances: 
Unobligated balance. GO 30C ii e3c obsess RS SN ee 





94.0 
99.0 


74.98 
90.00 


1110 
1200 
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Undisbursed direct 
loan approvals at 
1,172,201 1,079,903 


1,163,607 1,431,497 


thority: 
Authority to borrow . 
Invested capital 


— 1,500,000 
45,966 


— 988,733 
54,369 


— 1,066,668 
54,286 


— 1,328,789 
54,203 








136,275 145,539 151,225 156,911 





Analysis of changes in Government 


64,974 64,974 64,974 


equity: ; 
Paid-in capital: Closing balance 








Retained income: 
71,301 
9,264 


80,565 


80,565 
9,686 


86,251 


86,251 
9,686 


91,937 


Transactions: Net operating income... 
Closing balance 
Total Government equity (end of 








145,539 151,225 156,911 





Object Classification (in thousands of dollars) 
Wentfication code 86-4098-0-3-604 


25.0 298 500 500 
33.0 Investments and loans. 276,527 300,000 300,000 
43.0 Interest and dividends 7,000 1,700 


Total costs, funded 307,500 302,200 
94.0 Change in selected resources 83,704 267,890 


Total obligations 391,204 570,090 





1979 actual 1980 est. 1981 est. 








276,825 
— 92,298 


184,527 








Nonprorir Sponsor ASSISTANCE 


During 1981, and within the resources and authority available, gross 
obligations for the principal amounts of direct loans shall not exceed 
$2,300,000. 


Program and Financing (in thousands of dollars) 
Wentification code 86-4042-0-3-604 


Program by activities: 
Capital investment: 





1979 actual 1980 est. 1981 est. 





1,392 
2. Technical assistance 113 


Total program costs, funded 1,505 
Change in selected resources (undelivered 





43] 
1,936 





10.00 Total obligations 


Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: Loan repayments 
17.00 Recovery of prior year obligations —12 
21.98 Unobligated balance available, start of year —5,528 
24.98 Unobligated balance available, end of year. 4,299 


—695 





Relation of obligations to outlays: 
11.00 Obligations incurred, net 
12.98 Obligated balance, start of year 
74.98 Obligated balance, end of year 








Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 


2,300 
1200 Obligations incurred, gross 


—2,130 —2,300 


Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year 
Disbursements (net) 
Repayments, prepayments, loan sales. 
Other adjustments (net) 


Outstanding, end of year... .........-ccceseeenee 


1,791 
1,392 
—695 
14 


2,474 


2,474 
2,074 
—1,406 


3,142 
2,250 
—1,829 


2200 
2400 


2900 3,142 3,563 





The Nonprofit sponsor assistance fund provides inter- 
est-free loans to nonprofit organizations to plan housing 
projects to be financed under the Section 202 Housing 
for the elderly or handicapped program. To ensure a 
sufficient commitment by the sponsor to the proposed 
project, u> to 80 percent, but not to exceed $50,000, of 
the start-up costs are funded through these “seed 
money” loans. Sponsors are required to demonstrate 
their financial capacity by providing 20 percent from 
their own funds which is repaid from the initial pro- 
ceeds of the section 202 construction loan. 

The proposed program level for 1981 will be funded 
from available balances and loan repayments and will 
finance 71 direct loans for selected projects that receive 
permanent financing under the Section 202 Housing for 
the elderly or handicapped program. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 





Operating loss: 





Net operating loss 








Nonoperating loss: 
Forgiveness credits 


Net nonoperating loss 
Net loss for the year 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 





Assets: 
Fund balance with Treasury 5,778 
Loans receivable (net) ' 2,474 
Accounts receivable, net 151 


8,403 
Unexpended budget authority: 
Undisbursed loan obligations 


Undisbursed grant obligations... 
Unobligated balance 


Total unexpended balance 


Total Government equity 





Analysis of changes in Government equity: 
Paid-in capital: Opening balance 


Closing balance 
Total Government equity (end of year) 
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Object Classification (in thousands of dollars) 















































Identification code 86-4042-0-3-604 1979 actual 1980 est. 1981 est. 
33.0 — Investments and l0ans..................ssseccsseeeseee 1,392 2,074 2,250 
41.0 — Grants, subsidies, and contributions............ NAG inten. taceminuine 
Total program costs, funded.............. 1,505 2,074 2,250 
94.0 Change in selected resources .................++... 431 56 50 
99.0 Total obligations................csssssesessseen 1,936 2,130 2,300 
Community DisposaAL OPERATIONS FUND 
Program and Financing (in thousands of dollars) 
Identification code 86-4040-0-3-451 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Loan management, liquidation and property 
disposition expenses (costs—obliga- 
MINS) ODOC GIES 20.0) 2c. cchtisnee Sede ewietoves 3 3 
Financing: 
14.00 Offsetting collections from: Non-Federal 
Sources: 
Collection of loans and mortgages........... —417 —370 —310 
NOE cs essyctcacas coestuivoorsesnetieieiogsee — 138 — 133 —113 
21.98 Unobligated balance available, start of 
year: 
Treasury balance............:ccssecsssssccsseeeesnee — 566 —32l —121 
US: BOOUNTIES (MT) accssccccses seccnncssosonne — 388 — 388 — 388 
24.98 Unobligated balance available, end of year: 
Treasury Dalance..............cseccsssecsseesseessses 321 121 121 
DS, SOCIMTICS ADAE) x. .onscsssscossscorsovsesogsee 388 388 388 
27.00 Capital transfer to general fund.................. 800 700 420 
RRS ES ci OM EL ery sen ee te Oe FREE RS ee 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................ssseseeee —556 —500 —420 
72.98 Obligated balance, start of year 80 75 75 
74.98 Obligate balance, end of year.................... —15 —1§ —15 
90.00 OUIIVS 5 cssssins. Roe RRR —551 —500 —420 
Status of Direct Loans (in thousands of dollars) 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start Of year ...............sssecccssseee: 2,290 1,873 1,503 
2400 Repayments, prepayments, loan sales............ —417 —367 —307 
PTOU'. Oiler HOMBUNICNTIS ...csselrecoctssssncstssnvdenbncteancs  snsiesnuagratchs —3 —3 
2900 Outstanding, end of year...........scccssssseeeseen 1,873 1,503 1,193 





The community disposition program was established 
by the Atomic Energy Community Act of 1955 to dis- 
pose of federally owned properties. 


Budget program.—All sales under the program have 
been completed. Servicing of the mortgage inventory 
currently held by the Secretary will continue. 


Operating results.—The deficit in the fund is expected 
to be $14 million at the end of 1981. Funds recovered 
and transferred to the Treasury are estimated to aggre- 
gate $85.1 million by the end of 1981. 
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DEPA 
Revenue and Expense (in thousands of dollars) 
into 
1979 actual 1980 est. 198] est. b asi c 
Operating income: Revenue 138 130 110 woul 
Nonoperating income OF JOSS..............-ssssessssssssssssesess 6 4 3 Th 
Net income fOr yea ..........s:.:csesssssesssssessssees 144 134 13 ment 
prov: 
Financial Condition (in thousands of dollars) colle 
operé 
1978 actual ‘1979 actual 1980 est. 1981 est tions 
Assets: incre 
Fund balance with Treasury............ 646 396 196 196 muni 
U.S. securities (Par) ..........c-ssssseeee 388 388 388 38 | the t 
Accounts receivable, net. 8 8 8 § the f 
Loans receivable, net..................000 2,265 1,854 1,488 1,18] | 
TOtAl ASSOUS sii... .cnssseessnsdes 3,307 ___ 2,646 ___ 2,080 1773 io 
Liabilities: 
TOIL, css ssasteccaeohieebacascssonsesaodts 88 83 i 83 83 Operatin 
Government equity: 
Unobligated and unexpended bal- 
ORB cist saisciscsccsancssanssadsnaine 954 709 509 509 
Invested capital and earnings......... 2,265 1,854 1,488 1,18] 
Total Government equity ....... 3,219 2,563 1,997 1,69 
Analysis of changes in Government equity: Assets: 
Non-interest-bearing capital: Fund | 
CODON: DANIO cs. ocseefscPesidesdbestcsoncnecetecabasss 17,590 16,790 16,09 Accou 
Capital transfer to TreaSUry................cscseseee —800 —700 —42) 
HOSINE TONIC ss snsssssctasicoctoesssosnsesscevassveses 16,790 16,090 15,670 Liabilitie 
Retained earnings: Accou 
VOPR DRANG ics ccosonsnsssttibeignscocssosoniniaers —14371 —14,227 — 14,09 
Net income for the year ..............cssssscsssseeccsseee 144 4 134 113 
Closing balaNCe ..nmnsnnnnnnnnn 14227 14093-1398 | “ipo 
Total Government equity (end of year) ...... 2563 (1,997 1,690 - 
RENTAL HousinG ASSISTANCE FUND Analysis 
eee tas Retain 
Program and Financing (in thousands of dollars) Ope 
Identification code 86-4041-0-3-604 1979 = ual 1980 est. 1981 est. oo 
Program by activities: ; 
1. Tax and utility subsidies... GSAT aS GRE sessssseceessccom —. 
2. Payment to troubled project operating 
SDSII sass cescck teeceeM a vcsssensssarccr eee 12,000 18,845 12,000 
10.00 Total costs—obligations (object 
INES LOO) scccssssscsssertonssstagechosaisars 14,547 18,845 12,000 
Financing: a 
14.00 Offsetting collections from: Non-Federal Wentfication 
sources: Repayment of excess rent col- 
NONI sonnel lassen 2D —16,106 12,000  —12,000 ra 
21.98 Unobligated balance available, start of year — 5,286 556, BNG a ase 
24.98 Unobligated balance available, end of year. 
Budget authority... 
Relation of obligations to outlays: 
71.00 Obligations incurred, net... — 1,559 CAB eS ssncatom 
72.10 Receivables in excess of obligations, start 
Ie ccecncssncssecdbltie team vsconssesssncaccettae’”” tassswatcebonsees —/61 
72.98 Obligated balance, start of year.................. BO GL. ccisenorans ( 
74.10 Receivables in excess of obligations, end of 
YORE vccsnsslab vier hnatsbeatetnemertavsccicbescees (i) eS css ssvastactoly 
90.00 QUUOYS ..cnscsssssscsnactsessovvesscs SMa dlls 65,992 GBA ate ne 





The Housing and Urban Development Act of 1968 
authorized the Secretary to establish a revolving fund 
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HOUSING PROGRAMS—Continued 






























































































































DEPARTMENT OF HOUSING AND URBAN DLVELOPMENT ee a 
into which rental collections in excess of the established i. al omnes costs, ae — zs 31,631 33,337 30,287 
5 : . : Pe . ange in selec resources (undeliver 
ee divi” in section 286 ‘subsidized projects orders and adVaNC€S) ene ~32,103 25515 22,266 
The Housing and Community Development Amend- 10.00 Total obligations .......sccosscssseseeen —1,072 7,822 8,021 
ments of 1978 authorized the Secretary, subject to ap- Financing: 
proval in appropriation acts, to transfer excess rent Offsetting collections from: 
collections received after 1978 to the Troubled projects 11.00 Federal funds: Investment income........... = SM et AIT —1,411 
operating subsidy program. Prior to that time, collec- 14.00 —_Non-Federal sources: 
tions were used for the payment of tax and utility — = awe eae aaa 
increases in section 236 projects. The Housing and Com- 21.98 Unobligated balance available start of Po —- erat 
munity Development Amendments of 1979 authorized year: Fund balan? ...cccnnnnneen —59,175 —82,286 —105,285 
the transfer of the unobligated balances remaining in 22.98 Unobligated balance transferred from other 
the fund as of October 31, 1978. accounts: FUNd DalaNCE ...rcnsecmnnene —sennnesen OE shite dices 
. 23.98 Unobligated balance transferred to other 
Revenue and Expense (in thousands of dollars) accounts: Fund balance ..........scsscsscccssse 6,095 6,430 6,770 
24.98 Unobligated balance available, end of year: 
1979 actual 1980 est. 1981 est. ee en 82,246 105,285 78,514 
Operating income or 10Ss: REVENUE .....ccsscsscssneenee 16,106 12,000 12,000 27-00 Capital transfer to general fund........... 10,000 150,000 90,000 
Net operating iMCOMe ......cccsscssoessessenee 16,106 12,000 12,000 Budget authority neocon 2,185 1,614 2,109 
Budget authority: 
Financial Condition (in thousands of dollars) yr len -~ 
ue vate ee. ae 42.00 Transferred from other accounts............. 1,487 1,354 1,567 
hk 43.00 Appropriation (adjusted) ................ 1,487 1,354 1,567 
re : Permanent: 
Runs eval (et) TBAB TT 0.00 Aaopriaton ete)... sme 
Total NONI icici deecosscavaie 73,724 7,567 ececcccsesceccess ——deeecsaccnccceeeece Relation of obligations to outlays: 
Liabilities: 71.00 Obligations incurred, net ...................csseccseee — 36,982 —27,855 — 27,890 
: 72.98 Obligated balance, start of year: Fund bal- 
-aartenmmginane ae = ee 94843 «61,939 «36,424 
Total liabilities....................... 59,893 DE cities, rates satan 74.98 Obligated balance, end of year: Fund bal- 
Covernment equity: WG a OO ES — 61,939 _— 36.424 — 14,158 
Unexpended budget authority: 90.00 —4078 2340  —5,624 
Unobligated balance................... 5,286 SORE. “.ccccceenaset, setecnwcconces 
Undelivered Orders ...............sseee 8,545 BRD ssc actin atin wali nieias : 
Status of Direct Loans (in thousands of dollars) 
Total Government equity ....... 13,831 Pra. cetecc stan, negate 
Analysis of changes in Government equity: Position with respect to limitation on 
Retained income: "0 u direct pay i sail 
Opening bAlaNCE.....c.csnennnsennseesneeenne 13,831 tect imitation On obligations: Appropriation... cvscesstsses svseemeeneeie serneeneenetn 
Subsidy payments ............sssssssscccscsssesseesessseeees 22421 19,516 12,000 1200 Obligations incurred, grOSS......cmemennenene sneer AGE satnecniontessn 
Transactions: Net operating income................. 16,106 12,000 12,000 
Total Government equity (end of year) ...... Patt es er Sen Game of direct loans out- 
2100 Outstanding, start Of year .............esssescennee 513,717 497,615 481,315 
ZAC TRMNOIOUD anon once scrciasteeesnees 1,229 2,000 2,000 
2400 Repayments, prepayments, and loan sales..... —14,605  —15,500 —16,500 
Mae en 2500  Write-offs for default... cscs 21%  —2800  —2,800 
Cae ser Finvoring (a Gera, Cle) 2900 Outstanding, end Of Yea .ncc0emmncc 497,615 481,315 464.015 
Wentitication code 86-4015-0-3-451 1979 actual 1980 est. 1981 est. 
Program by activities: The Revolving fund (liquidating programs) was estab- 
Capital investment: oe lished by the Independent Offices Appropriation Act of 
: —_ an gat cea 279 250 200 1955 for the more efficient liquidation of assets acquired 
techies MOC Geter and sone 13.897 13.000 10,000 under a number of housing and urban development 
3. Grants for open space land 6,906 8,000 8,000 programs. ‘ ufotl 
4. Grants for neighborhood facilitis...... 2,307 3,000 3,000 Financing.—In the past, certificates of participation 
5. Public facility loans ..........0....seccssee 1,229 2,000 2,000 in pools of public facility loans were sold. Funds were 
Total capital investment .....urnn 24,548 26,250 «23,200 :« appropriated annually to cover the difference between 
Site ana: hinted interest due on the participation certificates and inter- 
L Disposition and management ex- est collections on the loans underlying the certificates. 
Mamet artes ais. od) Lidadtas 1 1 The budget authority required for interest insufficien- 
2. Public facility loans: cies was transferred to the Revolving fund (liquidating 
oo on participation certifi 7046 1046 704g Programs) when public facility loan assets and liabil- 
(b) Other expenses... "%6 "40 "49 ities were transferred to this account in 1975. The com- 
———  putation of budget authority required for public facility 
Total operating COStS ............sss 7,082 7,087 7,087 





loans is shown in the following table: 
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Public enterprise funds—Continued Transactions: 
Revo.LvinGc Funp (LIQUIDATING Procrams)—Continued Appropriation Havanhiadoip dod dapooapdosschesceds 2,185 1,614 2,109 
Transfers from other accounts .......  ...es.ccecccsssesessee | EU | aOR: 
PARTICIPATION INSUFFICIENCIES Transfers to other accounts........... — 10,000 — 150,000 — 50,000 
Re tees : Closing balance......ccntecrecsnresneoes 3,573,718 3,575,332 3,527,441 Ge 
1979 actual 1980 estimate 1981 estimate 
Interest expense on participation certificates............ 7,046 7,046 7,046 Retained income: 
Interest earned on pledged bondS ..................sscsssse- —4038 —4,038 —4,038 a OMG 285. i SES —3,066,564 —3,077,545  —3,088,444 
: ransactions: Gc 
3 Net interest COStS..............0.c:.sssssscsessesseseeee 3,008 3,008 3,008 Net loss for the YOAr ...sccccursenoe — 10,969 — 10,899 ~8519 ‘in 
SOURCING CGS sa i i cencntcenesstcone 135 150 150 Surplus adjustment oe 
¥ kee feline sles teal ON AMIN Sia ee eR eee Tee ni 
WR i sasncsntabctocts a —890 —1,177 —1,11 Closing Dalance.................0:-cceessseseeee —3,077,545  —3,088,444 —3,097,023 Of 
I i sovecoonneooornneosonntecsennnscoonnneoovet 2,253 1,981 1,747 Total Government equity (end of : pr 
Excess funds (—) unfinanced deficit (+.), start * ios cae aries 496,173 486,888 430,413 | Fe 
ON ess gr crate SN an is pant ; 
Excess funds (++) unfinanced deficit (—), end of é MECYON 14. Ur 
I icicecstheeppincaniateinetieenninnsa teed 5 me SNP ido) eS Object Classification (in thousands of dollars) 
Budget authority 2,185 1,614 2,109 identification code 86-4015-0-3-451 1979 actual «1980 est. 1981 est. | “al 
Portion of budget authority applicable to: ; . - 
Sales authorized in 1967 tation Act (in- REA © NINO SRN sscsnscossuE Tua Soconuscsssscesssocssnce 36 4} 4] 
definite — 698 260 542 33.0 Investments and l0ANS...................sssccsseneeee 1,229 2,000 2,000 05 
Sales authorized in 1968 Appropriation Act (def- 41.0 — Grants, subsidies, and contributions............ 23,319 24,250 21,200 ; 
ee ore ee) a 1,487 1,354 1,567 43.0 Interest and dividends .......r.vrrrrremene __ 7,046 7,046 7,046 
ia ies ini die eerae ls Total costs, fUNdEd......rnnnnen 31,631 33,337 «= 307 | 
oe oo (eee) 94.0 Change in selected resources... 32103-25515 -29| 9 
ee es gp Total ObVigatIONS oc nnenenes 1072 7,822 gm pf 
21,289 20,177 19,411 
—30,389 —31,337 — 28,287 
— 1,869 261 297 
——a 43, 
—10,969 —10,899 —8,579 my 
Financial Condition (in thousands of dollars) Intragovernmental funds: qt 
90.( 
1978 actual 1979 actual 1980 est. 1981 est Vicia heii in ent ca 
ali account. with Program and Financing (in thousands of dollars) ool} 
int 
Ri receivable — _— ae 92,672 enicatin de 86-3981-0-4-453 1979 actual 1980 est. 1981 est cal 
a R, ee 6,623 6,727 6,727 6,727 Program by activities: po 
CI tdi cine 5,395 5,612 5,612 5,612 Disaster assistance activities reimbursed 
Loans receivable (net) 461,879 446,619 433,381 419,178 from Funds appropriated to the Presi- 
dent for disaster relief (program costs, 
Total assets ........ 627,915 603,144 587,429 524,189 HIMDUND caddis i ey Aesteonsésvesnalivsbostocins SN ra Se a ciara I 
ae, Change in selected resources (undelivered to | 
gay oni sli aa teat aac gpa — 10,793 173 
accrued liabilities... 3,790 3,911 3,911 3,911 10,00 Total obligations (object class 25.0). 20,621. anenranm for 
Participation — certifi- lati 
cates outstanding 123,687 123,687 123,687 123,687 Financing: “ 
Principal payments to 11.00 Offsetting collections from: Federal funds ... —6,980  —41,381 
be applied to fe- 21.98 Unobligated balance available, start of year —122,260 —108,619 aes 
demption of partici 23.98 Unobligated balance transferred to other Identif 
pation certificates — 14,532 — 20,627 —27,057 —33,827 MNS re eee ssc cscscsetsiegs 50000) aes = 
aS 24.98 Unobligated balance available, end of year.. TUB.GIS ~ inecchsses Semaine 
Total liabilities...... 112,945 106,971 100,541 93,771 ae SS See 10.0 
iiss alta eh eer eer lie eee i) Se re a aa ch ces OE LO 6 On Te 
aoe - Relation of obligations to outlays: 40.0 
Rees 71.00 Obligations incurred, net ..............0::-ssseesc00 TS, AL SL, | cpnniccestesiee 
Undisbursed loans... 27,701 22,593 21,328 19,328 ; 
Undisbursed grants.. 75,370 47,174 23,524 3,258 72.98 Obligated balance, start of BN tivesksneteasenine 10,928 RB dace 71.0 
Unobligated balance: 74.98  Obligated balance, end of year................. OND casessccercsssie 74.4 
Reserved ............. 6,275 6,275 5,540 4,606 
nea. 52/900 15972 9945 73.908 90.00 Wes tees. 18,124 34,936 900 
Invested capital ....... 352,724 343,559 336,751 329,318 
Total Government In 1979, responsibility for disaster mission assign- 1 
equity............. 514,970 496,173 486,888 430,418 ments was transferred to the Federal Emergency Man- gra 
, ’ agement Agency. In 1980, funds that have been bor- cur 
ree changes in Government rowed for this account from the Revolving fund (liqui- tan 
Paid-in capital: dating programs) will be repaid and the Disaster assist- mo 
Opening balANCE eeeeeemeeeeee 3,581,533 «3,573,718 +~—=—-3,575,332 + ance fund will be liquidated. yie 
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GOVERNMENT NATIONAL MORTGAGE 
ASSOCIATION 


Federal Funds 
General and special funds: 
PAYMENT OF PARTICIPATION SALES INSUFFICIENCIES 


For the payment of such insufficiencies as may be required by the 
Government National Mortgage Association, as trustee, on account of 
outstanding beneficial interests or participations in assets of the De- 
partment of Housing and Urban Development (including the Govern- 
ment National Mortgage Association) authorized by the Independent 
Offices and Department of Housing and Urban Development Appro- 
priation Act, 1968, to be issued pursuant to section 302(c) of the 
Federal National Mortgage Association Charter Act, as amended (12 
US.C. 1717), [$16,971,000] $4,967,000. (Department of Housing and 
Urban Development—Independent Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 














Identification code 86-0145-0-1-371 1979 actual 1980 est. 1981 est. 
Financing: 
25.00 Unobligated balance lapsing 
Budget authority....... 
Budget authority: 
40,00 Appropriation ..............ccccccsssseccssssecccsssseeeeeees 20,477 16,971 4,967 
41.00 Transferred to other accounts: 
College housing fund ...............cssesscccssseee NE sc BCID csssascgeceutenes: 
Revolving fund (liquidating programs) ... — 1,487 —1,354 — 1,567 
GNMA special assistance functions......... _ —3,700 — 3,500 —3,400 





43.00 Appropriation (adjusted) 


Relation of obligations to outlays: 
71.00 Obligations incurred, net ................cscccsseee 


90.00 NII stent choccesetensarsecasarscess 


Appropriations are authorized to cover the excess of 
interest payments to holders of participation certifi- 
cates over the interest payments received from the 
pooled mortgages or other obligations. 





MorTGAGE ASSISTANCE GRANT PROGRAM 


For grants to assist in the financing of multifamily housing projects, 
to be insured under the National Housing Act, as amended (12 U.S.C. 
1720), $30,000,000, to remain available until expended: Provided, That 
none of the funds appropriated in this paragraph shall be available 
for obligation except upon the enactment into law of authorizing legis- 
lation. (Additional authorizing legislation to be proposed.) 





Program and Financing (in thousands of dollars) 





Identification code 86-0150-0-1-371 1979 actual 1980 ie 1981 est 
Program by activities: 

10.00 Mortgage assistance grants ................cccccce sssssscsssssscsse —seseeeseeeeeeeee 30,000 
Financing: 

40.00 Budget authority (appropriation) 0... esses sssscceeeeseeeee 30,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ................csssse 
74.40  Obligated balance, end of year 


90.00 NE. RAREST... STS ER 


30,000 
— 30,000 











The Department will introduce a demonstration pro- 
gram that represents an experimental shift from the 
current mode of financing targeted tandem projects—a 
tandem program involving the purchase and sale of 
mortgages—to an interest rate reduction approach. The 
yield on below-market-interest-rate mortgages would 





not be maintained through a sales “discount,” but a 
grant would be given to the lender as compensation for 
making a below-market interest-rate mortgage loan. 
Tandem financing makes projects feasible by reducing 
the debt service payments and thus total annual project 
expenses. The capital grant may accomplish the same 
purpose, without ever having to purchase, hold, and 
subsequently sell the mortgage. 





Public enterprise funds: 
Loans TO FEDERAL NATIONAL MorTGAGE ASSOCIATION 


Program and Financing (in thousands of dollars) 
Identification code 86-4319-0-3-371 








1979 actual 1980 est. 1981 est. 
Financing: 
21.47 Unobligated balance _ available, 
SERN TEI Shoe eas —2,250,000 —2,250,000 —2,250,000 
24.47 Unobligated balance available, end 
a 2,250,000 2,250,000 2,250,000 





Budget authority ................ 





Relation of obligations to outlays: 
71.00 Obligations incurred, net................ 


90.00 Ces a ed 





The fund is authorized to make loans to the Federal 
National Mortgage Association. Such loans were made 
in the first few months of the Association’s existence as 
a private corporation while it arranged lines of credit 
with commercial banks. No loans have been made since 
that time and the loan authority will be used only in 
emergency situations. 





SpeciAL ASSISTANCE FUNCTIONS FUND 


[The aggregate amount of purchases and commitments authorized 
to be made pursuant to section 305 of the National Housing Act as 
amended (12 U.S.C. 1720), is further increased by $2,000,000,000, 
which shall be out of recaptured Special Assistance Purchase authori- 
ty.] During 1981 and within the resources and authority available, 
gross obligations for the principal amounts of direct loans shail not 
exceed $1,800,000,000, which may be financed with collections received 
in 1981, and additional obligations are authorized in such amounts as 
are necessary for increases to prior year commitments. (Department of 
Housing and Urban Development—Independent Agencies Appropri- 
ations Act, 1980.) 


Program and Financing (in thousands of dollars) 


Wentfcation code 86-4205-0-3-371 

















1979 actual 1980 est. 1981 est 
Program by activities: 
Capital investment funded—mort- 
gage purchases: 
1. Tandem plan for unassisted 
mortgages: Project mort- 
eee 9,033 162,200 307,400 
2. Tandem plan for assisted 
project  mortgages............. 140,567 600,400 915,000 
SON acces 149,600 762,600 1,222,400 
Change in selected resources: (un- 
Gelivered Orders) ..............sscessees 1,360,511 941,400 289,600 
Reserve for mandatory increases... 237,661 100,000 90,000 
Total capital investment, ob- 
I cccdiccscccimneooninin 1,747,772 1,804,000 1,602,000 
Operating costs, funded: 
1. Mortgage servicing fees and 
miscellaneous expense........... 2,961 4,719 4,641 
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Public enterprise funds—Continued 
SpEcIAL ASSISTANCE FUNCTIONS FuNp—Continued 


Program and Financing (in thousands of dollars) —Continued 





























Identification code 86-4205-0-3-371 1979 actual 1980 est. 1981 est. 
2. Interest on Treasury borrow- 
OTR ci ad 319,528 375,000 442,000 
3. Interest on participation cer- 
cnc 27,855 24,546 22,056 
4. Discount points ................000e 30,192 27,750 201,000 
5. Administrative expense.......... 309 431 509 
6. Functional services................. 2,800 3,500 4,100 
Total operating costs, 
funded—obligations...... 383,645 435,946 674,306 
10.00 Total obligations ............... 2,131,417 2,239,946 2,276,306 
Financing: 
Offsetting collections from: 
11.00 Federal funds: 
Mortgage loan repayments and 
ES ee —34,515 — 40,000 — 42,000 
Investment income from: Par- 
ticipation sales fund, net....... —17,925 —16,041 —12,413 
Interest on mortgage loans........ — 2,018 —2,400 — 2,500 
14.00 Non-Federal sources: 
Mortgage loan repayments and 
Other credits..........:cccsssseee — 97,978 — 100,000 — 108,000 
Mortgage Sales ..............ssssese — 167,931 —185,000 —1,340,000 
Interest on mortgage loans........ — 106,756 —112,445 — 130,800 
Commitment fe@s...............c.sssee- —109 —7150 —800 
Purchasing and marketing and 
Other reVENUC..............ccsseeeee —1,531 — 1,600 — 1,600 
21.47 Unobligated balance _ available, 
start of year: Authority to 
i a A 8 BR ei FEGHOLISNG: iau.dglie. ORE a Ros 
22.98 Unobligated balance transferred 
from: Participation sales fund: 
Fund Dalance .............sscccssseseesee — 67,897 — 59,885 — 29,815 
23.98 Unobligated balance transferred to: 
Participation sales fund: Fund 
GialanOG tits SAO, Os Le. 44,500 47,049 30,300 
25.00 Unobligated balance restored.......... PORNO 2 AAS EG 
31.00 Redemption of debt..................... 2,482,226 59,885 29,815 
Budget authority................ 506,800 1,828,759 668,493 
Budget authority: 
Current: 
42.00 Transferred from other accounts 3,700 3,500 3,400 
43.00 Appropriation (adjusted) ... 3,700 3,500 3,400 
Permanent: 
60.00 Appropriation (indefinite) ... 3,100 3,000 3,000 
67.10 Authority to borrow (12 
U.S.C. 1720) (indefinite) 500,000 1,822,259 662,093 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................ 1,702,053 1,781,710 638,193 
Obligated balance, start of year: 
72.47 Authority to borrow ..............002.. 2,116,620 3,771,552 4,906,529 
72.98 Fund balance ..........ssssccsssseesesseee 110,910 100,499 88,700 
Obligated balance, end of year: 
74.47 Authority to borrow ..............ses.. —3,771,552 —4,906,529 —5,373,761 
74.98 Fund balance ..........sssscssssessssssee — 100,499 — 88,700 — 80,000 
90.00 UUIYS 2 svscisossocsn bigs Ont 57,532 658,532 179,661 
Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation 
on direct loans: 
1110 Limitation on obligations: Appropri- 
BRON seo scvadaas sesvstipsaana cclvaanenes 2,011,110 2,000,000 1,800,000 
1200 Obligations incurred, gross............. —2,011,110 —2,004,000 —1,802,000 


Cumulative balance of direct 
loans outstanding: 








2100 Outstanding, start of year 2,511,103 2,360,278 2,797,878 
2200 —Disbursements...............ssscssssssseeeee 149,600 762,600 1,222,400 
2400 Repayments, prepayments, loan 

SIRS crea ae — 300,425 —325,000 —1,490,000 
2900 Outstanding, end of year 2,360,278 2,797,878 2,530,278 











Special assistance functions.—The Association is au- 
thorized, pursuant to section 305 of the National Hous- 
ing Act, to make purchase commitments and to pur- 
chase FHA-insured and VA-guaranteed mortgage loans. 
Funds are currently available to provide special assist- 
ance for financing: (1) selected types of residential mort- 
gage loans pending establishment of marketability, and 
(2) residential mortgage loans generally as a means of 
stabilizing building activities. This function is adminis- 
tered with the use of processing facilities of the Federal 
National Mortgage Association. 

Budget program.—Commitment contracts amounting 
to $2.0 billion are planned for 1980 for new commit- 
ments under section 8 and targeted tandem and $1.8 
billion in 1981. Increases to outstanding commitment 
contracts expected in future years under these pro- 
grams are included in this level. Mortgage purchases, 
representing deliveries from commitment contracts in 
prior years, are estimated at $763 million in 1980 and 
$1.222 billion in 1981. Sales of these mortgages are 
estimated at $185 million in 1980 and $1,340 billion in 
1981. 


STATUS OF MORTGAGE PURCHASE COMMITMENTS OUTSTANDING 
{In thousands of dollars} 


1979 actual 1980 estimate 1981 estimate 
Commitments outstanding, start of year................... 2,167,536 3,765,709 4,807,109 

1. New commitments—tandem plan for unassisted : 
mortgages: Targeted tandem.............ccssssssesseesssee 500,000 500,000 300,000 

2. New commitments—tandem plan for assisted 

mortgages: Section 8 tandem............ssccccscse0000 1,500,000 1,500,000 — 1,500,000 
3. Reserves for future increases ...........cc...csssscccseee- (232,113) (100,000) (90,000) 
4. Increases to prior commitments (bona fides) ..... 11,110 4,000 2,000 
5. Cancellation of prior year commitments............... — 263,337 —200,000 —200,000 
6. Commitments presented for purchase.................. —149,600 —762,600 —1,222,400 
Commitments outstanding, end of year....... 3,765,709 4,807,109 5,186,709 


Financing.—Funds for mortgage purchases are ob- 
tained from principal liquidations through either repay- 
ments on portfolio mortgages or sale of tandem pur- 
chases, and borrowing from the Treasury. A portion of 
the mortgage portfolio was financed by sale of partici- 
pation certificates. This amounted to $1.2 billion in 
prior years and there is a remaining liability of $370.8 
million offset by $115.6 million on deposit with the 
trustee in anticipation of scheduled retirements. Funds 
for operating costs, mainly interest expense and dis- 
counts required on tandem mortgage sales, are obtained 
from mortgage earnings and from appropriations for 
the difference between interest expense on participation 
certificates and the income from related mortgage in- 
vestment earnings. 


STATUS OF MORTGAGE PURCHASE STATUTORY AUTHORITY 


{In thousands of doliars) 
1979 actual 1980 est 1981 est 
Authority available, start of year-..... 3,402,981 2,463,647 992,319 
New statutory authority................... RAMEUMNT | cccvcttecscacrcetisiess toate 
Authority canceled ............sssssssesesee 571,776 532,672 1,667,700 
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Authority used in year ...............ss00- —2,011,110 — 2,004,000 — 1,802,000 
Statutory authority availa- 
ble for release ............... 2,463,647 992,319 888,019 








Note.—Includes availability of both Presidential and Congressional Authorization. 


Operating results.—Through September 30, 1979, 
losses of $73.4 million for participation sales have been 
offset by appropriations. Other losses from below- 
market interest rate loans, tandem costs, interest on 
Treasury borrowings and asset sales amounted to 
$2,272.9 million. Of this amount, $2,199.5 million is car- 
ried as an impairment of capital. 

The special assistance functions are expected to 
result in losses estimated at $302.7 million in 1980 and 
$526.2 million in 1981. 

Appropriations for insufficiencies under the participa- 
tion sales fund will cover $6.5 million of 1980 losses and 
$6.4 million of 1981 losses. 

The following table shows the derivation and financ- 
ing of the interest insufficiencies on outstanding partici- 
pation certificates: 


PARTICIPATION INSUFFICIENCIES 
[In thousands of dollars] 


1979 actual 1980 estimate 1981 estimate 

Interest accrued on participation certificates ............ 21,201 21,201 21,201 
Interest accrued on an equal amount of loans in 

[oa eee er 6,803 6,458 5,860 








Insufficiency 14,398 14,743 15,341 
Financed by: Applicable investment income from: 


Participation sales fUNd.................sssscssssecsseesessnees —7,598 — 8,243 — 8,941 


Oe | 6,800 6,500 6,400 
Portion of budget authority applicable to: 
Sales authorized in 1967 appropriation act (in- 





NN afore ee ard eit 3,100 3,000 3,000 
Sales authorized in 1968 appropriation act (defi- 
Ll i ee 3,700 3,500 3,400 


Revenue and Expense (in thousands of dollars) 




















1979 actual 1980 est. 1981 est. 
NNER ic a cstaanctndics 128,940 133,236 148,113 
NNN lh ra Scania iccawestaesisioisce. — 383,645 —435,946 —674,306 
Net loss for the year...........scsssssssssesssssesens —254,705 —302,710 —526,193 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with 
ee 4,029 3,886 100 100 
Agency securities.......... 106,881 96,613 88,600 79,900 
Accounts —_ receivable 
AWD. sichni tee 35,653 26,249 25,000 25,000 


Advances made: Inter- 
est advances to: 
Participation sales 
POURS ckecctsiczoetsne 84,540 88,910 92,505 94,961 











Loans receivable (net) 2,511,103 2,360,278 2,797,878 2,530,278 
Total assets ........ 2,742,206 2,575,936 3,004,083 2,730,239 
Liabilities: 
Accounts payable, in- 
cluding funded ac- 
crued liabilities........ 180,186 221,502 305,625 387,013 
Debt issued under bor- 
rowing —_ authority: 
Borrowing — from 
Dat 4,136,597 4,221,417 4,908,700 5,103,561 








Participation —_certifi- 
























































cates outstanding... 528,347 460,450 400,565 370,750 
Principal —_ collections 
held by trustee......... — 151,304 —127,907 —115,071 — 115,556 
Total liabilities...... 4,693,826 4,775,462 5,499,819 5,745,768 
Government equity: 
Unexpended balance: 
Unobligated balance. SPER)  cssaccciicencsccasd ected | 3 co as 
Undelivered orders... 2,167,536 3,765,708 4,807,109 5,186,709 
Unfinanced budget au- 
thority: 
Borrowing authority. —5,569,562 —3,771,552 —4,906,529 —5,373,761 
Invested capital....... — 2,002,537 —2,193,682 —2,396,316 —2,828,477 
Total Government 
equity.............. —1,951,620 —2,199,526 —2,495,736 —3,015,529 
Analysis of changes in Government 
equity: 
Paid-in capital: 
Opening balance ................ccssseecessseees 66,594 73,394 79,894 
Transactions: Appropriation ... 6,800 6,500 6,400 
Closing Dalance...............ssccccsseseseeseee 73,394 79,894 86,294 
Retained income: 
Opening balance ................c.sssseccecssnees —2,018,215 —2,272,920 —2,575,630 
Transactions: Net operating loss......... = iad 254,705 — 302,710 — 526,193 
Closing balance..................-cssssssseesses _— 2,272,920 —2,575,630 — —3,101,823 
Total Government equity (end of 
WOE so erctttisiesscccseccconuepei —2,199,526 —2,495,736 —3,015,529 
Object Classification (in thousands of dollars) 
Identification code 86-4205-0-3-371 1979 actual 1980 est. 1981 est. 
25.0 — Other services.............. 36,262 36,400 210,250 
33.0 Investments and loans 149,600 762,600 1,222,400 
43.0 Interest and dividends 347,383 399,546 464,056 
Total costs, funded................ 533,245 1,198,546 1,896,706 
94.0 — Change in selected resources......... 1,598,172 1,041,400 379,600 
99.0 Total obligations.................... 2,131,417 2,239,946 2,276,306 








EMERGENCY MorTGAGE PURCHASE ASSISTANCE 


During 1981, within the resources and authority available, gross 
obligations for the principal amounts of direct loans are authorized in 
such amounts as are necessary for increases to prior year commitment 
contracts. 


Program and Financing (in thousands of dollars) 











Identification code 86-4207-0-3-371 1979 actual 1980 est. 1981 est. 
Program by activities: 
Capital investment funded—mort- 
gage purchases: Tandem plan 
for unassisted project mort- 
oc or 1,342,062 1,168,200 537,200 
Change in selected resources (un- 
Gelivered Orders) .............ccseseso0e —1,453,618 —1,132,200 —516,200 
Total capital investment, ob- 
se — 111,556 36,000 21,000 





Operating costs, funded: 
1. Mortgage servicing fees and 
miscellaneous expense........... 171 119 52 
2. Interest on Treasury borrow- 








96,949 126,500 152,900 

186,467 144,750 196,500 

4. Administrative expense. 232 321 378 
5. Functional services................. 2,854 3,000 2,000 
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Program and Financing (in thousands of dollars) —Continued 










































Identification code 86-4207-0-3-371 1979 actual 1980 est. 1981 est. 
Total operating costs, funded 286,673 274,690 351,830 
10.00 Total obligations .............. 175,117 310,690 372,830 
Financing: 
14.00 Offsetting collections from: Non- 
Federal sources: 
Mortgage loan repayments and 
Other credits...............sssssse- — 10,433 — 12,000 — 8,000 
Mortgage Sales ..............:sscc00 — 1,317,948 —965,000 —1,310,000 
Interest on mortgage loans........ — 52,906 —51,600 — 33,400 
Commitment fees...................000 ; —15,971 — 6,000 — 2,900 
Other revenue ................sssecseoee- —1,976 —500 —500 
21.47 Unobligated balance _ available, 
start of year: Authority to 
DONTOW 5 oie cccccccech es. SERGIZIGD, ~sicssccccosssnnseccoll tA cboleaapeheossssess 
25.00 Unobligated balance lapsing........... SDEOLE . uudiwncnensdncenivtonnaskevssiase 
31.00 Redemption of debt....................... 10,098,519 724,410 981,970 
I Os ssssancy .ssbnpssncocnvnscnnsens, ©. snourssnecccotesinese 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................ — 1,224,117 —124,410 —981,970 
Obligated balance, start of year: 
72.47 Authority to borrow.................... 3,373,443 1,874,034 658,345 
72.98 Fund balance...............sessccccosssee- lll 4,671 6,100 
Obligated balance, end of year: 
74.47 Authority to borrow.................... — 1,874,034 — 658,345 —98,175 
74.98 Fund balance .............cccsssseessseee —4671 —6,100 —8,100 
90.00 ese, 270,733 489,850 — 423,800 
Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation 
on direct loans: 
1110 Limitation on obligations: Appropri- 
0S aacecaes  vakennuceasaorensaavo | Sotvndesvsiarcbiobsoon 
1200 Obligations incurred, gross............. —41,521 — 60,000 — 24,000 
Cumulative balance of direct 
loans outstanding: 
2100 Outstanding, start of year.............. 763,767 777,448 968,648 
2200 —Disbursements................:.-.ccssssseeees 1,342,062 1,168,200 537,200 
2400 Repayments, prepayments, loan 
BIB sss teaeldoeteenss — 1,331,359 —977,000 —1,318,000 
2700 Other adjustments..................0c0 PITTI co apisssnsssietesbions yh aGD oe 
2900 Outstanding, end of year................ 777,448 968,648 187,848 
Emergency Mortgage Purchase Assistance.—The 


Emergency Home Purchase Assistance Act of 1974 
added Section 313 to the National Housing Act, autho- 
rizing standby authority to purchase mortgages. The 
program may be activated whenever the Secretary finds 
that economic factors, including inflation, are having a 
severely disproportionate effect on the housing indus- 
try. The mortgage purchase authority must be released 
in appropriation acts, however. 

Budget Program.—The last release of commitments to 
purchase mortgages took place in September, 1976, 
when $2.0 billion of authority was released for the pur- 
chase of multifamily mortgages. Activity since that 
time has been limited to increases to existing contracts. 
It is not anticipated that any new commitments will be 
made through 1981; however, amendments to existing 
contracts are estimated to total $60 million in 1980 and 
$24 million in 1981. Outstanding purchase commit- 





ments will continue to be honored, and purchases will 
amount to $1.2 billion and $537 million in 1980 and 
1981, respectively. 

Financing.—Funds are obtained from Treasury bor- 
rowings, mortgage principal liquidations, and mortgage 
interest payments. 

Operating results.—Losses are estimated at $216.6 
million in 1980 and $315.0 million in 1981, primarily 
from the differences in prices paid to purchase the 
below-market interest mortgages and the prices that 
are obtainable when such mortgages are sold at market 
yields. 


Revenue and Expense (in thousands of dollars) 

































































1979 actual 1980 est. 1981 est. 
70,853 58,100 36,800 
— 286,673 —274,690 —351,830 
—215,820 —216,590 —315,030 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est 
Assets: 
Fund balance with 
| 111 101 100 100 
U.S. Securities (par)... .o.scssseesssssseesees 4,570 6,000 8,000 
Accounts —_ receivable 
RE) ssssccrtcsesctsesc 9,196 8,568 8,000 25,000 
Loans receivable (net) 763,767 777,448 968,648 187,848 
Total assets ........ 773,074 790,687 982,748 220,948 
Liabilities: 
Accounts payable and 
accrued liabilities..... 165,507 123,648 41,020 15,950 
Debt issued under bor- 
rowing —_ authority: 
Borrowing from 
TORRY ics dinnicc 1,076,107 1,351,400 1,842,679 1,420,979 
Total liabilities...... 1,241,614 1,475,048 1,883,699 1,436,929 
Government equity: 
Unexpended balance: 
Unobligated balance. BEGG — asicccésspinrisiatntc.- “svssccsennguaypinh, — camexnaieeanae 
Undelivered orders... 3,217,244 1,763,625 631,425 115,225 
Unfinanced budget au- 
thority: Borrowing 
authority..............0ee. — 11,986,234 —1,874,034 — 658,345 — 98,175 
Invested capital............ —312,340 - 973,952 _— 874,031 —1,233,031 
Total Government 
equity............. — 468,540 — 684,361 —900,951 —1,215,981 
Analysis of changes in Government 
equity: 
Retained income: 
Opening balance ..............seeccccssseeeees — 468,540 — 684,361 —900,951 
Transactions: Net operating loss......... — 215,820 — 216,590 — 315,030 
Closing balance.............sssssessccsssseeeees — 684,361 — 900,951 — 1,215,981 
Total Government equity (end of : Re 
DEY gasses) sposcsstssp tbvdeantedeages — 684,361 —900,951 —1,215,981 
Object Classification (in thousands of dollars) 
Identification code 86-4207-0-3-371 1979 actual 1980 est. 1981 est. 
29.0,  QUNGR SOTVICRS aca accoscdcssectaccticieess: 189,724 148,190 198,930 
33.0 Investments and loans ... 1,342,062 1,168,200 537,200 
43.0 Interest and dividends.................... 96,949 126,500 152,900 
Total costs, funded................ 1,628,735 1,442,890 889,030 
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94,0 Change in selected resources......... —1,453,618 —1,132,200 — 516,200 
99.0 Total obligations.................... 175,117 310,690 372,830 
MANAGEMENT AND LIQUIDATING FuNCTIONS FUND 
Program and Financing (in thousands of dollars) 
Kentification code 86-4016-0-3-371 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs: 
1. Mortgage servicing and  miscella- 
NEOUS EXPENSE...........-cecccececseeesseeeseeees 1,222 850 800 
2. Interest on Treasury borrowing .......... 1,859 790 447 
3. Interest on participation certificates ... 16,292 16,291 16,291 
4. Administrative expense....................-.. 60 60 60 
5. Functional services....... rhe 422 400 400 
10.00 Total program costs, funded—obliga- 
ere eer 19,855 18,391 17,998 
Financing: 
Offsetting collections from: 
11.00 Federal funds: 
Mortgage loan repayments and other 
OI cepa icerseeene —570 —500 —500 
Investment income from Participation 
ia cnachoeysciccersonstausa —15,530 —16,441 —17,817 
14.00 Non-Federal sources: 
Mortgage loan repayments and other 
credits —29,147 —23,635 — 20,070 
Interest on mortgage loans —11,482 —10,000 —8,600 
Other revenue —578 —500 —500 
21.98 Unobligated balance available, start of year —53,385 —50,737 —61,222 
23.98 Unobligated balance transferred to: Partici- 
NN SUE MN ayn, 19,100 17,200 19,500 
24.98 Unobligated balance available, end of year... 50,737 61,222 66,211 
25.00 Unobligated balance lapsing........................ 21,000 5,000 5,000 
RE  cceptcc cerca cords. sacar. mentnaeeer, ” oceanic 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ..............cccscccsssesee —37,452 —32,685 — 29,489 
72.10 Receivables in excess of obligations, start 
RMN er. sacra acre trace cice —20,147 —22,044 — 20,129 
74.10 Receivables in excess of obligations, end of 
Pema E AMER SS Bie tke TOE Ol 22,044 20,129 19,318 
90.00 NI niessteececosesctcbsccerctcoreneseconcorsete —35,555 —34,600 — 30,300 
Status of Direct Loans (in thousands of dollars) 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year .............cccccsssee- 196,824 167,107 142,972 
2400 Repayments, prepayments, loan sales............ —29,717 —24135  —20,570 
2900 Outstanding, end Of year .............cscccccsssseesee 167,107 142,972 122,402 





The Association is required to manage and liquidate 
its initial mortgage portfolio and other mortgages, 
loans, or obligations. Liquidation of the portfolio is ac- 
complished through regular principal repayments ac- 
cording to their amortization schedules, by sales of 
mortgages when they can be absorbed by private inves- 
tors without disruption of normal market conditions 
and through principal credits arising from prepayments 
and foreclosures. 

The fund’s initial portfolio consisted of mortgages on 
hand on, or purchased under contracts made before, 
November 1, 1954. Certain additional mortgages, loans, 
and other obligations may be acquired for this portfolio 
from the Secretary of Housing and Urban Development. 
Residential housing mortgages may also be acquired 
from any Federal instrumentality. 


Budget program.—It is not expected that any pur- 
chase of mortgages under these functions will be made 
during 1980 or 1981. 

Financing.—These functions are financed principally 
by Treasury borrowings, portfolio liquidations, and, in 
the past, sales of participation certificates in mortgage 
pools. 

Transfers of principal repayments on: pooled mort- 
gages to the Participation sales fund for repayment of 
participation certificates are expected to be $17.2 mil- 
lion in 1980 and $19.5 million in 1981. Pooled mortgages 
amounted to $82.5 million of the total mortgage portfo- 
lio of $167.1 million on hand as of September 30, 1979. 
As a result of repayments, the pooled mortgage portfo- 
lio is estimated to decline to $65.4 million in 1980 and 
$45.9 million in 1981. This program is more fully ex- 
plained under the Participation sales fund. 

Operating results.—Net income of $8.6 million is esti- 
mated for 1980 and $8.9 million for 1981. Cumulative 
retained earnings reserved for insufficiencies and other 
losses and contingencies is estimated at $138.8 million 
for 1981. No payment to the Treasury out of earnings is 
projected for 1980 and 1981. The following table shows 
the financing of the insufficiencies: 


PARTICIPATION INSUFFICIENCIES 


















































[In thousands of dollars) 
1979 actual 1980 estimate 1981 estimate 
Interest accrued on participation certificates ............ 16,292 16,291 16,291 
Interest accrued on an equal amount of loans in 
ROOM tee ce Sn, —5,286 —4,400 —3,500 
11,006 11,891 12,791 
Financed by: 
Applicable investment income from Participation 

iscsi naa 15,530 16,441 17,817 
Retained earnings reserved to meet insufficien- 

Gi eee —4524  —4550 —5,026 

Revenue and Expense (in thousands of dollars) 
1979 actual 1980 est. 1981 est 
WN en tS 27,590 26,941 26,917 
Ca sehen ee ee —19,855 —18391 —17,998 
Net operating INCOME .................ccssssccesseeee 7,735 8,550 8,919 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est 
Assets: 
Fund balance with Treasury........... 36 101 1,093 893 
U.S. securities (par): Agency se- 

CUE sites. 33,201 28,592 40,000 46,000 
Accounts receivable (net).............. 25,308 16,139 10,278 5,442 
Advances made: Interest advances 

to Participation sales fund......... 9,665 13,302 15,651 19,376 
Loans receivable (net) ................... 196,824 167,107 142,972 122,402 

Vola: O50ORS esi nscdtSdisccs 265,034 225,241 __ 209,994 __ 194,113 
Liabilities: 
Accounts payable including funded 

accrued liabilities .................cc0 14,825 7,397 5,800 5,500 
Debt issued under borrowing au- 

thority: Borrowing from Treas- 

OP. 22 ee. Sh 35,000 14,000 9,000 4,000 
Participation certificates outstand- 

MSE Ui Mae, 277,177 277,177 277,177 277,177 
Principal collections held by 

ENE. —175,517 —194617 —211,817 —231,317 
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Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation......... 





















































1978 actual 1979 actual 1980 est. 1981 est. 1200 Obligations incurred, grOSS ...............ssscsssssees: —653 —544 
Total liabilities..................... 151,485 103,957 80,160 55,360 Cumulative balance of direct toans out- 
: standing. 
Government equity: 2100 Outstanding, start Of year ....ccsssssscssssenee 6,656 3,283 2.801 
Unexpended balances: Unobligated 2200 Disbursements .....scasesensnmentsesensenuns 653 544 0 
balance pp tifetibasondbtouesenssoudurdeappesee 53,385 50,737 61,222 66,211 2400 Repayments, prepayments, loan sales ere —4026 —1,000 —80) 
Invested CaM ial ............ssssssessseeessens 60,164 70,547 68,612 72,542 ————_— S§- 
2900 Outstanding, end Of year...........cssecccsesssseeenne 3,283 2,827 2,22] 
~ al Government equity ....... 113,549 121,284 129,834 138,753 
Anaiysi: w changes in Government equity: Status of Loan Guarantees (in thousands of dollars) 
Retained income: te emer 
Opening balane......cccensneeeeeteteeeeee 113,549 121,284 «129,834 _— beg p00 ae 
Transactions: Net operating income................. 7,735 8,550 8,919 3110 Limitation on commitments: Appro- 
10si lang OR SIT kee SC pet 121,284 129,834 138,753 NN occ RE tcaaccs.. casainetnee. sidmcndheGious aici cae 
Closing balance ———— 3200 Commitments, gross — 47,200,000 ——53,000,001 
Total Government equity (end of year) ...... 121,284 129,834 138,753 
Cumulative balance of guarantees 
‘ age outstanding: 
Object Classification (in thousands of dollars) 4100 Outstanding, start of year.......... 52,964,200 70,558,400 85,475,800 
4200 — New loan guarantess..................... 22,175,900 20,500,000 25,000,000 
\dentification code 86-4016-0-3-371 1979 actual ‘1980 est. 1981 est. 4400 Repayments or prepayments........... —4,581,700  —5,582,600  —6,100,000 
Do TINT SONICS ssicssossscuscssceorsetttetiiactactacale 1,704 1,310 1,260 4900 Outstanding, end of year................ 70,558,400 85,475,800 104,375,800 
43.0 Interest and dividends................e:sse-ssssssssses 18,151 17,081 16,738 
99.0 Total obligations .....cscsascsssssesntnse 19,855 18,391 17,998 The Housing and Urban Development Act of 1968 








GUARANTEES OF MORTGAGE-BACKED SECURITIES 


During 1981, commitments to issue guarantees are authorized in 
such amounts as may be necessary to carry out the purposes of section 
306 of the National Housing Act, as amended (12 U.S.C. 1721g). 


Program and Financing (in thousands of dollars) 





























Identification code 86-4238-0-3-371 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs: 
1. Administrative expenses...................... 1,057 1,460 1,721 
2. Functional services 654 720 750 
Se NG scstsssssnsktact 393 1,100 1,100 
4. Other Oxpenses............sccssssssecsssesesssese 723 570 464 
Total operating costs, funded............. 2,828 3,850 4,035 
Capital investment, funded: Advances of 
Guaranteed payMents............cscccssseeecsesne 653 544 200 
10.00 Total obligations...............-.ssssssssssse 3,481 4,394 4,235 
Financing: 
Offsetting collections from: 
11.00 Federal funds: Interest.............sssssssessee —9,853 —13,700 — 18,000 
14.00 Non-Federal sources: 
RHINITIS NODS cccscscosspcesscsssscecrcrartiesnes —41,131  —51,400 — 64,200 
Repayment of guaranteed payments... —4,026 —1,000 — 800 
RINE ie cove este eedeseuiicos dosteoatastes —6300 —7,100 —8,600 
21.98 Unobligated balance available, start of year —107,789 -—165,618 —234,424 
24.98 Unobligated balance available, end of year.. 165,618 234,424 321,789 
OR WUOIONTLY soscccl steerer haascee” EE eatsces MERE RT Sait 
Relation of obligations to outlays: 
71.00 Obligations incurred, met ............csssssssssesees —57,829 —68806  —87,365 
72.10 Receivables in excess of obligations, start 
GON Ss cannsecos std R cassnssscrs a Tele. —2,209 —5,414 —11,220 
74.10 Receivables in excess of obligations, end of 
FOR ea ccs LS Rae TS 5,414 11,220 18,385 
90.00 UVB ccocsioh bcc atnegsssnsetbao ais —54,625 —63,000 —80,200 





authorized the Government National Mortgage Associ- 
ation (GNMA) to guarantee the timely payment of prin- 
cipal and interest on trust certificates or other securi- 
ties issued by any financial institution approved for this 
purpose, and based on and backed by a trust or pool of 
FHA-insured, FmHA-insured, or VA-guaranteed mort- 
gages. 

GNMA guarantees the timely payment of principal 
and interest on the guaranteed securities. Recent ef- 
forts to limit and reduce losses in the mobile home 
pools through programmatic changes have resulted in 
substantial decreases over previous estimates. Estimat- 
ed losses for 1979-81 are presented below. 

[In thousands of dollars} 














1979 actual 1980 estimate 1981 estimate 

ONG THING PONS access cteicacesccateanteessaseses 155 500 500 
TRIO ONIN TOONS ooickcccisscoisssssasaceonissasesianiclalie ames 43 100 100 
PAUP ONS wacssesscccvesssscrsuckcarre atts eeea toncecasounte tins 195 500 500 
MAM cca a icundccaem manele, 393 1,100 1,100 

















Budget program.—Program activity is summarized in 
the following table: 





[In thousands of dollars} 
1979 actual 1980 estimate 1981 estimate 
Commitments issued ...........ccc:ssscssecsssssesssssseecssssseseeee 41,750,000 47,200,000 — 53,000,000 
Guarantees issued 22,175,900 20,500,000 25,000,000 
SODINTIIES CUMSEMNMOTID .cssesc5ussetssones bepvedosousessssdaapscos 70,558,400 85,475,800 104,375,800 


Financing.—In addition to an application fee, guaran- 
tee fees and other charges are assessed issuers of guar- 
anteed securities to cover costs incurred by GNMA in 
connection with the guarantees and to establish a re 
serve against possible future payments of claims under 
the guarantee. 

Operating results.—Fee collections and other income 
are expected to exceed expenses by $86.8 million in 
1981. This amount will be retained to cover future year 
expenses and as a reserve against losses that may be 
incurred on guarantees. 
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Note—GNMA guarantees timely payment of principal and interest installments on securities which are issued upon the 
basis and backing of FHA-insured, FmHA-insured, or VA-guaranteed mortgages. Such guarantees are excluded from the 
Government total of guaranteed obligations as duplicating FHA, FmHA, and VA guarantees. Amounts excluded are as follows: 
1979, $70,558,400 thousand; 1980, $85,475,800 thousand; 1981, $104,375,800 thousand. 


Object Classification (in thousands of dollars) 























Wentitication code 86-4238-0-3-371 1979 actual 1980 est. 1981 est 
Beira UNO SECMNCOS sc ceca ccacssocctcscaizentesectone 2,828 3,850 4,035 
33.0 — Investments and l0ans................sseecseeecees 653 544 200 
99.0 Total obligations .............ssccssccsssseeees 3,481 4,394 4,235 
PARTICIPATION SALES FUND 
Program and Financing (in thousands of dollars) 
\entification code 86-4206-0-3-999 1979 actual 1980 est. 1981 est 
Program by activities: 
Operating costs, funded: 
1. Administrative expenses ....... 58 65 70 
2. Distribution of net revenue 
WD USNS oo eseloeaccts 103,546 106,412 : 106,489 
10.00 Total program costs, 
funded—obligations..... 103,604 106,477 106,559 
Financing: 
11.00 Offsetting collections from: Federal 
funds: Interest ...........cccccssseessee — 103,604 — 106,477 — 106,559 
21.98 Unobligated balance _ available, 
start of year: Fund balance....... —1,029,595 —1,126,240 —1,200,241 


22.98 Unobligated balance transferred 
from other accounts: Collections 
of principal on pooled obliga- 
— 258,645 


— 236,001 — 180,090 














DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT CT A: a. 5s 
Revenue and Expense (in thousands of dollars) 23.98 Unobligated balance transferred to 
Other ACcounts.................-ceccseee 162,000 162,000 127,000 
1979 actual 1980 est. 1981 est. 24.98 Unobligated balance available, end 
dee, oes sion 57,284 72,200 ~—=-90,800 Oe at ene an: A 
PLO sss cecstcek Nien cnet tape eaenin —2,828 —3,850 —4,035 I Siccrcicccin iccecem: Th Sonera a amma 
Net income for the NO hcssciseonennceieniternacesese 54,456 68,350 86,765 Relation of obligations to outlays: 
FEGO: (Re CI sees ike age 
ee Heian (i 72.98 Obligated balance, start of year..... 253,642 265,325 264,950 
ee ee 74,98 Obligated balance, end of year... 265,325 264,950  — 264.600 
ee ——~ ND ics itrs tebiciccn’ —11,682 375 350 
Assets: ; 
o ww sven 646 107 104 104 The National Housing Act, as amended, authorized 
$. securiti me a 
Public debt Securities... 69.452 121,889 167,000 +~—«243,300:«She Association to create trusts to facilitate the financ- 
Agency securities......... - 35,482 © 38,208 ~=s«56,100+~=S=«60,000-« ing of mortgages and other loan obligations owned by 
Accounts receivable (net).............. 4,779 5,771 11,520 18,685 Government agencies. Under this authority, participa- 
Loan advances on MBS pool 6,656 3,283 2,827 2,227 tions in the interest and principal collections on pooled 
Total a8S@H....nrnnnenn 117,015 169,258 «237,551 +~—«-324,316 «Loan obligations pledged by various trustor agencies 
lie were sold to private investors. 
cients payable including funded The budget schedules of the trustor agencies original- 
accrued liabilities ..........sssssss.0 2,570 357 300 300 ly owning the loan obligations reflected sale of partici- 
i oy pation certificates as borrowing from the public. Collec- 
Government equity: a é 2 
Unexpended balances: tions on the pooled obligations are transferred to the 
Unobligated balance................ 107,789 165,618 234,424 321,789 Association and invested until distributed to the holders 
Invested Capital .........ssosssceseeee 6,656 3,283 2,827 2,227 of participation certificates as required by the trust 
Total Government equity pas 114,445 168,901 237,251 324,016 agreement. Collections are then redistributed to trustor 
agencies for payment of interest and retirement of cer- 
Analysis of changes in Government equity: tificates. 
Preise pee i Fe ne 114,445 168,901 «237,251 +. Whenever interest collections on pooled obligations, 
Transactions: Net operating income............... 54,456 68,350 36,765 together with investment income are insufficient to 
cover required interest payments and a share of admin- 
Rae DIN Sho Stor FNL IE Balch accossestienace 168,901 237,251 : 324,016 istrative and other costs, the trustor agencies pay to the 
Total Government equity (end of year) ...... 168,901 237,251 324,016 Association, as trustee, amounts equal to the insuffi- 


ciencies. The costs of any such insufficiencies are cov- 
ered by appropriations which appear in the accounts of 
the trustor agencies or by balances available in those 
accounts. 

In the event the principal collections on pooled loans 
are not sufficient to meet scheduled retirements of par- 
ticipation certificates, the Association, as trustee, may 
either borrow from the Treasury or sell additional certifi- 
cates to redeem those coming due. Alternatively, those 
trustor accounts with unobligated balances available 
may repurchase pooled loans to provide the cash re- 
quired for scheduled redemptions. 


SOLD AND OUTSTANDING PARTICIPATION SALES CERTIFICATES 














[In millions of doltars) 
r. Outstanding 
lative 
through 1979 1980 1981 
Sold and outstanding at end of year: 1978 actual estimate estimate 
Veterans Administration..................... 2,095 777 675 578 
Small Business Administration.......... 1,350 311 311 311 
Office of Education ................scssse 200 165 165 165 
Public Health Service....................00 15 10 10 10 
Farmers Home Administration........... 1,350 318 318 318 
Department of Housing and Urban 
Development: 
Public facility loans..................00+ 160 124 124 124 
College housing loans........ 2,200 464 464 464 
Housing for the elderly 100 97 97 97 
Government National Mortgage 
POC a cxcrecwsonsiprcerercicinis 2,150 738 678 648 
TOR en cateciinssiattecnass 9,620 3,004 2,842 2,715 
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Public enterprise funds—Continued 
PARTICIPATION SALES Funp—Continued 


Revenue and Expense (in thousands of dollars) 















































1979 actual 1980 est. 1981 est. 
Revenue... 103,604 106,477 106,559 
PN ee OO Perr —58 —65 —10 
103,546 106,412 106,489 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with Treasury............ —409 12 10 9 
U.S. securities (par): 
Public debt securities................. 1,271,266 1,379,173 1,452,801 —‘1,505,542 
Agency Securities ............ssss 12,380 12,380 12,380 12,380 
Accrued interest on investments .... 19,831 21,785 7,431 19,190 
Due from trustors on pooled obli- 
gations: 
Interest...... 4,841 3,287 3,287 3,287 
Principal 12,730 10,322 10,322 6,092 
Accounts receivable from trustors.. 553,863 648,192 764,385 853,091 
Total assets ok kk. 1,874,502 2,075,151 2,250,616 2,399,591 
Liabilities: 
Accrued interest payable on par- 
47,392 44,601 41,820 39,448 
13 10 14 12 
10,511 16,171 14,000 10,000 
774,261 877,807 984,219 1,090,708 
pation certificates... 1,042,325 1,136,562 1,210,563 = 1,259,423 
Total liabilities....................... 1,874,502 2,075,151 2,250,616 2,399,591 
t-te ws Waren fr patina cates tes snd ueenhs Sty pps of principal and interest; 


principal totals are supported by loan receivables. Amounts 
$2,842,000 thousand; and 1981, $2,715,000 thousand. 


Object Classification (in thousands of dollars) 


excluded are as follows: 1979, $3,004,000 thousand; 1980, 











Mentification code 86-4206-0-3-999 1979 actual 1980 est. 1981 est. 

DOD, MIO ae, 58 65 70 
92.0 Distribution of net revenue to trustors......... 103,546 106,412 106,489 
99.0 Total Obligations .................sseccssssse 103,604 106,477 106,559 








COMMUNITY PLANNING AND DEVELOPMENT 


Federal Funds 
General and special funds: 


CommuNITY DEVELOPMENT GRANTS 


For grants to States and units of general local government and for 
related expenses, not otherwise provided for, necessary for carrying 
out a community development grant program as authorized by title I 
of the Housing and Community Development Act of 1974, as amended 
(42 U.S.C. 5301), [$3,800,000,000] $3,950,000,000, to remain available 
until September 30, [1982] 1983: Provided, That not to exceed 20 per 
centum of any grant made pursuant to section 103(a) of title I of the 
Housing and Community Development Act of 1974, as amended, shall 
be expended for “Planning and Management Development” and “Ad- 
ministration” as defined in regulations promulgated by the Depart- 
ment of Housing and Urban Development. 

[For grants to units of general local government pursuant to sec- 
tion 103(b) of title I of the Housing and Community Development Act 
of 1974, as amended (42 U.S.C. 5301), $100,000,000, to remain available 
until September 30, 1982.] During 1981, total commitments to guaran- 
tee loans, as authorized by section 108 of the 1974 Act, shall not exceed 
$300,000,000 of contingent liability for loan principal. (Department of 





Housing and Urban Development—Independent Agencies Appropri- 
ation Act, 1980; additional authorizing legislation to be proposed) 


Program and Financing (in thousands of dollars) 









































Identification code 86-0162-0-1-451 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Formula and discretionary 
ANS 3: dk zenbcha dn aeesiiss 3,103,980 3,400,225 3,673,000 
2. Categorical program financial 
Settlements ............sesececccsnseesees 57,508 100,000 132,000 
Total program costs, funded . 3,161,488 3,500,225 3,805,000 
Change in selected resources (un- 
Gelivered Orders) .............ssseseeeee 1,160,245 527,921 135,000 
10.00 Total a (object 
PES SYD) eri sy ccccsesseorn 4,321,733 4,028,146 3,940,000 
Financing: 
11.00 Offsetting collections from: Federal 
PMS eS ere a: —260 IED eottccrsscc ate 
21.40 Unobligated balance _ available, 
STAT OWI ksssscsucecscscsnssaiacosarse —790,190 —217,521 —90,000 | 
24.40 Unobligated balance available, end 
MU WOON sssecaceccoetsctastacsccasdstctictees 217,521 90,000 100,000 
25.00 Unobligated balance lapsing........... BISA) csctmsisn Ate guns 
40.00 Budget authority (appro- 
WEBRUION)) .5005scGoisrccencesiere 3,750,000 3,900,000 3,950,000 
Relation of obligations to outlays: | 
71.00 Obligations incurred, net................ 4,321,473 4,027,521 3,940,000 | 
72.40 Obligated balance, start of year..... 5,279,523 6,439,768 6,967,289 
74.40 Obligated balance, end of year....... —6,439,768 —6,967,289 —7,102,289 
90.00 QUIN iss eiscssesecinteeasiczatecssia 3,161,229 3,500,000 3,805,000 
Distribution of outlays by account: 
Community development grants............... 3,103,721 3,400,000 3,673,000 | 
Categorical Program Financial Settle- 
A |__| RT CREE PD 57,508 100,000 132,000 
Status of Loan Guarantees (in thousands of dollars) 
Position with respect to limitation on loan 
guarantees: 
3110 Limitation on commitments: Appropriations... ..........ssssce sesscsssssecesnne 300,000 
3200 Commitments, gr0ss..............:ccsssssscsssseesssseee —30,810 —200,000 —300,000 
Cumulative balance of guarantees out- 
standing: 
4100 Outstanding, start Of year ............ccccscssscsssse —sessessesessseees 11,832 173,970 
4200 New loan guarantees............ 11,838 164,873 290,000 
4400 Repayments or prepayments —6 —2,135  —26,500 
4900 Outstanding, end of year..............ssccvesecsenee 11,832 173,970 437,470 





Title I of the Housing and Community Development 
Act of 1974, as amended, authorizes the Secretary to 
make grants to units of general local government and 
States for the funding of local community development 
programs. 

Funds are distributed to eligible entitlement appli- 
cants using the higher of two objective formulas. Funds 
must be allocated between communities in metropolitan 
areas and those in nonmetropolitan areas. 

Loan guarantees.—Loan guarantee assistance under 
Section 108 is provided to permit eligible communities 
to finance acquisition of real property and rehabilita- 
tion of publicly owned real property, plus certain relat- 
ed expenses. 

Budget program.—The total appropriation requested 
for 1981 is $3,950 million. No funding for the financial 
settlement fund is requested in 1981. 
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DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT EE A OP ee £07 
Outlays are estimated at $3,500 million in 1980 and Program and Financing (in thousands of dollars) 
$3,805 million for 1981. entiation ote 86-0104-0-1-451 1979 ahah =««198Dest.«SRL et 
Program by activities: 
UrBan DEVELOPMENT ACTION GRANTS 1. Grants to States and other bodies... 61,194 55,500 44,500 
For grants pursuant to section 103(c) of title I of the Housing and a * ” — = 
Community Development Act of 1974, as amended (42 U.S.C. 5301), Total program costs, funded .............. 61,613 56,000 45,000 
$675,000,000, to remain available until September 30, [1982] 1982. Change in selected resources (undelivered 
(Department of Housing and Urban Development—Independent Agen- SN ns nee —1,241 —11,164 — 5,000 
cies Appropriation Act, 1980; additional authorizing legislation to be wt . =< 
proposed.) 10.00 Total obligations (object class 41.0). 54,372 44 836 40,000 
: . ; Financing: 
Program and Financing (in thousands of dollars) 21.40 Unobiigated balance available, start of year 3709-2336... 
entiation code 86-0170-0-1-451 se hia 2 Sate 24.40 Unobligated balance available, end of year.. Oe Alec Lene 
~ 40.00 Budget authority (appropriation) .. 53,000 42,500 40,000 
Program by activities: a a. a a4 
Urban Development Action Grants Relation of obligations to outlays: 
(program costs, funded)............ 73,167 180,000 365,000 71.00 Obligations incurred, met ......................-.00 54,372 44,836 40,000 
Change in selected resources......... 541,883 560,548 310,000 72.40 Obligated balance, start of year.................. 67,731 60,489 49,325 
ne = wae |COU”~”~*«*é« MA Ge ce, cd ct ya... —60,489 —49,325 — 44325 
10.00 Total obligations (object = 
CRS BED) ets scsssccace 615,050 740,548 675,000 90.00 |. SBR eee 61,613 56,000 45,000 
Financing: os . : - 
21.40 Unobligated balance _ available, Section 701 of the Housing Act of 1954, as amended, 
start Of Year... .eeeeeees esereseoeeenen — 280,597 OTN cccenscsercacsconsencs authorizes Federal support of planning and manage- 
24.40 Unobligated balance available, end ment programs. Eligible recipients have included 
FO ei essa ccecetecichcacspecccc GONE ccc nctusaieh acisebe meee Stat, 4 " é 2 or dua 
a ae eee eee es, areawide planning organizations, municipalities 
40.00 Budget authority (appro- and counties, and Indian tribes. For 1981, the Depart- 
PTRTIOR) ern een 400,000 «875,000 «675,000 ment is proposing legislative changes to enhance the 
Relation of obligations to outlays: State role in planning efforts and to better coordinate 
71.00 Obligations incurred, net............... 615,050 740,548 675,000 planning and implementation of resultant plans. 
72.40 Obligated balance, start of year..... 119,403 661,285 1,221,833 Budget program.—The 1981 program level of $40 mil- 
14.40 Obligated balance, end of year...... __ — 861,285 —1,221,833 1,531,833 jion will provide funding to eligible recipients to devel- 
90.00 is NESE ice 73,167 180,000 365,000 Op State and regional strategies that are supportive of 





Title I of the Housing and Community Development 
Act of 1974, as amended, authorizes grants to distressed 
cities and distressed urban counties for the funding of 
economic development and neighborhood revitalization 
projects. 

This assistance is in addition to assistance available 
under the Community development block grants program 
and will help to provide a catalyst for State and local 
governmental assistance and private investment in 
such communities. The commitment of these other re- 
sources is a precondition for the execution of a firm 
contractual obligation between a recipient and HUD. 

The 1981 budget proposes $675 million for the Urban 
development action grants program. This level will pro- 
vide funding for 350 projects, will help meet an increas- 
ing program demand, and will maintain a consistent 
funding level for distressed communities. 

The 1981 request will continue to produce high rates 
of private leveraging, estimated at $4.2 billion in 1980 
and 1981, and result in a projected creation or retention 
of 405 jobs, including 164 permanent jobs, per million 
dollars of Federal funds. 





COMPREHENSIVE PLANNING GRANTS 


For grants as authorized by section 701 of the Housing Act of 1954, 
as amended (40 U.S.C. 461), [$42,500,000] $40,000,000, to remain 
available until expended. (Department of Housing and Urban Develop- 
ment—Independent Agencies Appropriation Act, 1980; additional au- 
thorizing legislation to be proposed.) 


and responsive to the needs of urban and rural areas. 
The funds will assist recipients to undertake planning 
strategies which further the national policy objectives 
of conserving urban areas, expanding housing and em- 
ployment opportunities, and promoting orderly growth. 

The 1981 program level of $40 million will assist 
1,217 grant recipients and provide for 450 grant appro- 
vals by HUD and 925 grant approvals by States to 
develop comprehensive development plans. 





Ursan HOMESTEADING 


Funds provided for Urban Homesteading in the Department of 
Housing and Urban Development—Independent Agencies Appropri- 
ation Act, 1979, may be used for reimbursement to the Administrator 
of Veterans Affairs and the Secretary of Agriculture for properties 
conveyed by the Administrator and the Secretary for use in connection 
with a HUD-approved urban homesteading program as authorized by 
Section 810 of the Housing and Community Development Act of 1974, 
as amended. 


Program and Financing (in thousands of dollars) 











Hettication cote 86~0171-0-1-451 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Reimbursements for properties transferred 
to local governments (costs—obliga- 
Chawes) Cope ents 25.0) ascii chak|  Sicleoeeeteh 9,719 
Financing: 
21.40 Unobligated balance available, start of year ................. — 20,000 — 20,000 
24.40 Unobligated balance available, end of year.. 20,000 20,000 10,281 
40.00 Budget authority (appropriation) .. GEE kc Oinicthens etme 











528 COMMUNITY PLANNING AND DEVELOPMENT—Continued 


Federal Funds—Continued 
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General and special funds—Continued 
Ursan HoMESTEADING—Continued 


Program and Financing (in thousands of dollars) —Continued 





Identification code 86-0171-0-1-451 1979 actual 1980 est. 1981 est. 





Relation of obligations to outlays: 
71.00 Obligations incurred, Net ..............ssccsssssseee: 


90.00 Outlays 











Section 810 of the Housing and Community Develop- 
ment Act of 1974, as amended, authorizes the Secretary 
of HUD to transfer one- to four-unit HUD-owned prop- 
erties, without payment, ‘to units of local government 
for use in an urban homesteading program. In addition, 
the Act also authorizes the Administrator of Veterans 
Affairs and the Secretary of Agriculture to transfer 
their unoccupied, single-family properties for use in 
such programs. 

Budget program.—No appropriation is requested for 
1981 since prior year funds will remain available in 
1981. Appropriation language is proposed to permit the 
use of 1979 appropriated funds in conjunction with Vet- 
erans Administration and Farmers Home Administra- 
tion properties. The amount available in 1981, including 
a carryover from the 1979 appropriation and amounts 
previously appropriated to the FHA Fund for home- 
steading reimbursements, will support an estimated 
1,500 properties at an average value of $8,400 to be 
conveyed to local governments. 





MISCELLANEOUS APPROPRIATIONS 


Program and Financing (in thousands of dollars) 

















Identification code 86-9911-0-1-451 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Model cities program .............scesssssecsssees 14,512 ROBT | ftidherase 
2. Community development training and 
urban fellowship program ..............sse...0. 23 | Ms ee iat 
Total program costs, funded.............. 14,535 BR PIO a scctessicsikcestes 
Change in selected resources (undelivered 
IIS) ih Sod disebissvdunitenecnacdihiiatee — AA SO DGB? hedicdescbestins 
10.00 TORE CANS s\.qiaisuttentes aan: Pincalchadnn) th agennmniiele 
Financing: 
SU NTIN s.r Fiasasitrcatrmonpase, ssiacslecaise . Sossascersegises 4 cinosesstberssasts> 





Relation of obligations to outlays: 
71.00 Obligations incurred, Met... sessseseseessesee 
72.40  Obligated balance, start of year................... 31,312 
74.40 Obligated balance, end of year.................. — 14,582 
77.00 Adjustments in expired accounts................. —2,194 


90.00 PMLA S 5. sn ESB cet sis dsedBansnk 14,535 14,582 








The budget schedule for Miscellaneous appropriations 
contains the model cities program and the community 
development training and urban fellowship program. 

The model cities program was terminated on January 
1, 1975, pursuant to title I of the Housing and Commu- 
nity Development Act of 1974 (Public Law 93-383). The 
community development training and urban fellowship 
program was discontinued on June 30, 1973. 


Public enterprise funds: 
REHABILITATION LOAN FUND 


For the revolving fund established pursuant to section 312 of the 
Housing Act of 1964, as amended (42 U.S.C. 1452b), [$135,000,000] 
$188,000,000, together with collections, unexpended balances of prior 
appropriations, and all other amounts in the revolving fund which 
will be available on or after September 30, [1979] 1980, to remain 
available until expended, for commitments for loans and operating 
costs [for fiscal year 1980]. During 1981 and within the resources 
and authority available, gross amounts administratively committed 
for the principal amounts of direct loans shall not exceed $240,000,000 
in new commitments, in addition to which up to $15,000,000 may also 
be committed from cancelled prior year commitments. (Department of 
Housing and Urban Development—Independent Agencies Appropri- 
ation Act, 1980; additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 
























Identification code 86-4036-0-3-451 1979 actual 1980 est. 1981 est. 
Program by activities: 
Capital investment: 
1. Rehabilitation loans ...............ssssecessseee 150,297 209,784 242,000 
2. Acquired security and collateral ......... 1,321 3,500 3,500 
Total capital investment.................00. 151,618 213,284 245,500 
Change in selected resources (undisbursed 
loan Obligations) .........c...cssssscccsssescesseesees 74,652 20,440 — 2,000 
Total capital investment  (obliga- 
NUS) eee icscom ce etiacianancts 226,270 233,724 243,500 
Operating costs, funded: Loan servicing 
and other (costs—obligations) 2,118 3,500 3,565 
10.00 Total obligations .............sccssseecsseecssees 228,388 237,224 247,065 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: 
LOAN MODAVINCOS ces scazctisssuscscssisscasviseneoene —30,577 —32,749 — 41,354 
ROVOTNIO ales. niabeseasaeatbeah cebidescseiosssoes —12,810  —14,035 —17,711 
17.00 Recovery of prior year obligations............... SSS aint ee 
21.98 Unobligated balance available, start of year —19,427 —64,440 —9,000 
24.98 Unobligated balance available, end of year.. 64,440 9,000 9,000 
25.00 Unobligated balance restored................... Oe coe’ Neha 





Budget authority ..............cccssscee 231,822 135,000 188,000 





Budget authority: 



































40.00 Appropriation 230,000 135,000 188,000 
50.00 Reappropriation ........ : B22 Sc sosattens oy cauieeaiat 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............cccssseeeee 184,987 190,440 188,000 
72.98 Obligate balance, start of year... 18,299 102,964 123,404 
74.98 Obligated balance, end of year................... —102,964 —123,404 —121,404 
90.00 QUTLANS chee cdingdiaremss: 100,322 170,000 190,000 
Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation on 
direct loans: 
1110 — Limitation on commitments: Appropriation... ccc ssseessssseessens 255,000 
1200 Commitments incurred, gr0SS ............:--sseses0e: —224,949 —230,224 —255,000 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year ..............cssccccssseees 385,646 504,139 681,174 
PAN io AR RIMIERENOUUD is<scseviasinin diasycasoigadisaineasaie 150,297 209,784 242,000 
2400 Repayments, prepayments, loan sales. —31,634 —32,749 —41,354 
2500 Write-offs for default...............cssssesscsssssseessee STU: acicneience | anceiteee 
2900 Outstanding, end Of year............ccsccssseccesssees 504,139 681,174 881,820 





Section 312 of the Housing Act of 1964, as amended, 
authorizes loans for the rehabilitation of residential 
and commercial properties. Approximately 19,200 dwell- 
ing units will be rehabilitated in 1981, including 13,200 
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single family and 6,000 multifamily units. This program 
will also be used in conjunction with the urban home- 
steading program to rehabilitate properties in home- 
steading areas. 

Budget program.—The $188 million appropriation re- 
quested for 1981 plus loan repayments and other 
income becoming available during the year will provide 















































UrsBAN RENEWAL PROGRAMS 


During 1981, within the resources available, obligations for direct 
loans and commitments to guarantee loans are authorized in such 
amounts as may be necessary in connection with previously approved 
Urban Renewal projects. 


Program and Financing (in thousands of dollars) 





























































































: oes i 86-4034-0-3-451 ‘ ; 
for net loan reservations of $240 million. A total loan ee eee eee eae 
limitation of $255,000 thousand is requested to provide Program by activities: 
for up to $15,000 thousand of prior year commitments (ao NP 
estimated to be recovered and reused in 1981. These ne ; ; . 

; cf : ° 3. Interest on borrowing 2,447 1,900 760 
funds will be used to provide loans in certain federally 
assisted areas such as urban renewal, code enforcement, Total program costs, funded ......... 473059 S140 190,585 
ity development block grant, and section 810 Change: ip: secian caseurees: (uameieeed 
community op: grant, cide tel cisacitaitin —362,492 —189,654 —186,074 
urban homesteading areas. ais 
10.00 Total obligations .................scessssessseeen 116,567 124,746 4511 
Revenue and Expense (in thousands of dollars) Financing: 
- 14.00 Offsetting collections from: Non-Federal 
1979 actual 1980 est. 1981 est. sources: 
Loan repayment .............seccssecsseeceeeeseeees — 184,509 ~—70,625 — 19,825 
REMMI Tres caeeosesoce tarcteteren atest tiecerevcssasocesesnivassscones 12,810 14,035 17,711 ae. —3,427 —1,900 —T760 
Expense. Bass ssh cvaldethatisitlp becanbciase scotia ao Rbeein Reaksolpbeabpubabiabes — 16,185 — 21,554 — 23,980 Unobligated balance available, start of 
: ~ year: 
Wet Income or loss (—) for the year... = 3875 —T,019 6,269 91.47 Authority 0 DOTTOW .cenonenenene ol celal ani ce 
21.49 Contract authority a ED | REN esicoeanesmencecioa 
Financial Condition (in thousands of dollars) 21.98 Fund balance cceeneosences neseeeaeanessecucanssececens® —_ 689,878 — 237,767 — 68,926 
" ee Unobligated balance available, end of year: 
1978 actual 1979 actual 1980 est. 1981 est. 24.49 Contract authority..............ssssseccscccsesssees SOR os cote eciaceaes 2 ctaccnoriaited 
——~--—-- 24.98 Fund balance: Loans... 237,767 eer 
Assets: 31.00 Redemption of debt ...............ccccssseccsssees 700,000 200,000 85,000 
Fund balance with Treasury............ 37,727 167,405 132,405 130,405 F 
Accounts receivable (net)............ 5,119 2,809 2.809 2,809 Dae SONG nasa icsccsisicccdcine: » Sedieeds HAE Ne 
Loans receivable (net)..............s0e+ 347,081 453,725 613,057 793,638 Buds hority a 
Acquired security and collateral... 3,007 3,272 ~—-6 421 9,571 —— 
RIO SIS. coo cncossscaccancercaccsus 392,934 627,211 754,692 936,423 60.00 Appropriation (indefinite) oo... sesccssccccsseece  seeeccnsseceenees 121,489 
ull + : = ——————— i ee Portion applied to liquidate contract au- 
Liabilities: thority — 121,489 
Accounts payable and accrued |i- 
GMMINUGS «scistestevtctstcscs cescsstcsecestace 357 389 389 389 63.00 Rogrepeiation (adpisted)...0:2° cso) et) Be 
Deferred credits 2,519 10,141 10,141 10,141 
a am . Relation of obligations to outlays: 
Total liabilities .......esresens 2,876 10,530 10,530 10,530 71.00 Obligations incurred, Net .....scscseueesene —71,369 52,221  —16,074 
ity: x Obligated balance, start of year: 
gy eR 72.49 Contract aUthotty..nnesn 243,105 219,626 303,007 
Undisbursed loan obligations... 20,543 95,244 «115,684 113,684 7298 Fund balance ise” ea alle 
Unobligated balance.......n..nn 19,427 64,440 9,000 9,000 eee er aite eat) 629314 313°336 53336 
Invested Capital .....eennnnsennn 350,088 456,997 619,478 803,209 co creamer ss cate ' 
- - Obligated balance, end of year: 
Total Government equity ....... 390,058 616,681 744,162 925,893 74.49 Contract authority ..............cccccsseccseecssesese —219,626 —303,007 —181,518 
——_—_—__— - 74.98 Fund balance: 
Analysis of changes in Government equity: Noone cree —61,697 —48,663 —37,414 
or temare a : Na cuich cecctiasdineciniaetesaibiols II eM ictal 
NON MN acca ceca ceiesasdnsnctssscbens 391,117 ~—- 622, 57,939 
Transactions: Appropriation .........ococscsoene 231,822 135,000 188,000 90.00 UHH YS nan aaneenenetnneneenensennen 281,099 241,875 170,000 
SINCE SNNRITIOCS ccassccandajocasecaanasiacden bebvoted _ 622,939 757,939 945,939 Status of Direct Loans (in thousands of dollars) 
Retained income: 
HDMI TAR RENN Bs ached fos cssepssaconuen — 2.882 >. 6,25)... —13;716 Position with respect to limitation on 
Transactions: Net income or loss for the year.  —3,375  —7,519 —6,269 direct loans: pe: 
‘ 1110 — Limitation on obligations: Appropriation... .......sssssssce  sssssscceesseeese —sesessnseneeessneee 
CAIOMNIE DERMINCE sss scocsssnkscsossosincssosecsoncnanee —6,257 —13,776 —20,045 — 1200 Obligations incurred, gross .....cc.ssoceeeneee —107,560  —34,375 —10,175 
Total Government equity (end of year) vs 616,681 744,162 925,893 Cenichitintitinan ob.tend te aad 
standing: a ot 
i ification (i | 2100 Outstanding, start Of year ...........sssssssssseee 39,825 22,9 4, 
Sa eee ee 200 DISDUTSEMEMES conan. 167,634 52500 ‘15,000 
identification code 86-4036-0-3-451 1979 actual «1980 est. 1981 est 2400 Repayments, prepayments, loan sales......... — 184,509 —70,625 —19,825 
EE a ee 3,439 7,000 7,065 2900 Outstanding, end Of year.........cscrereseen 22,950 a LE 
33.0 Investments and l0aNS...............ssscsseceesseeeee 150,297 209,784 242,000 
Total costs, fUNdEd...enememne 153,736 216,784 249,065 Sales ot lem Cenetee (h Hemet of Oe 
94.0 — Change in selected reSOUrces ..............es0» 74,652 20,440 — 2,000 Cumulative balance of guarantees out- 
i ati standing: 
- oe 228,388 287,224 247065 109 utstanding, start OF O00 ener 790,723 466,006 238,750 





310-100 0 - 80 - 34 


















COMMUNITY PLANNING AND DEVELOPMENT—Continued 
Federal Funds—Continued 


530 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 








Public enterprise funds—Continued 
UrBaN RENEWAL ProcRamMs—Continued 


Status of Loan Guarantees (in thousands of dollars) —Continued 





























4200 — New loan guarantees...............ccssseecssssseeseees 42,935 30,000 144,825 
4400 Repayments or prepayments................0 —367,652 —257,256 —193,599 
4900 Outstanding, end Of yea .............sssssssssssssssee 466,006 238,750 189,976 
Status of Unfunded Contract Authority (in thousands of dollars) 
1979 actual 1980 est. 1981 est. 
Unfunded balance, start Of year..............sssssscsssseeeee 303,007 303,007 303,007 
Appropriation to liquidate contract authority ....0.......0..  cssssssesscssssee —sessssneseessnaes — 121,489 
Unfunded balance, end Of yeat..............ccssssssssssesscsssees 303,007 303,007 181,518 





Title I of the Housing Act of 1949, as amended (42 
U.S.C. 1450 et seq.), authorized Federal capital grants 
and development loans to local public agencies for reha- 
bilitation and redevelopment of slums and blighted 
areas. 

Title I of the Housing and Community Development 
Act of 1974 (Public Law 93-383) terminated this pro- 
gram on January 1, 1975. No commitments for new 
grants or loans have been made since that date. Eligible 
activities of the terminated program may be funded, at 
the option of the grant recipient, under the Community 
development block grants program, authorized by the 
1974 act. 

No new budget authority is required for the program. 
However, a permanent indefinite appropriation to liqui- 
date prior unfunded contract authority is available. 
Loan commitments previously made under this pro- 
gram are still outstanding and will continue until fi- 
nancial settlement of the projects involved is reached. 
The status of loan commitments outstanding at the end 
of each period is as follows: 


URBAN RENEWAL PROGRAMS 





{In thousands of dollars] 
1979 actual 1980 estimate 1981 estimate 
Total outstanding Federal loans and commitments, 

IMG OF YO cients ciNlan ee acacascobakcsssncoccbises 761,913 466,632 288,033 
Federal loans and advances outstanding........ — 22,950 RIED shasirsivsssiesices 
Guaranteed non-Federal loans outstanding —466,006 —238,750 —189,976 
Unutilized Commitments...............scccsssssssssssssssseeessee 272,957 223,057 98,057 





Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 











Revenue 3,427 1,900 760 
Expense. —2,447 —1,900 —760 
NN ssstiskar fess athe sesciosonsvoser 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 

Assets: 
Drawing account with Treasury...... 1,393,899 612,800 170,925 37,414 
Accounts receivable, net..............0». 2,074 1,098 1,098 1,098 
LOANS reCEIVADIE..............cceeeseeseneees 39,825 22,950 WOLD” csicstestectehicea 


636,848 


1,435,798 








Liabilities: 
Accounts payable and accrued |i- 
NE 2 ss. tdoacoapecs 3,540 12,589 12,589 12,589 
Borrowings from Treasury ........... 800,000 300,000 —:100,000 15,000 




































































Total liabilities...............0..0 803,540 312,589 112,589 27,589 
Government equity: 
Unexpended budget authority: 
Undisbursed capital grant obli- 
WII 25 doc ocosstsss pennies 865,419 532,963 356,343 181,518 
Undisbursed loan obligations...... 80,241 50,206 37,172 25,923 
Unobligated balances: 
I OE sees scscssssscorhsinin 59,902 BO ec Ea eee 
Loans and planning advances... 689,878 237,767 MOL0 , scrtecect 
Unfinanced budget authority: 
Contract authority..............0..0+- —303,007 —303,007 —303,007 —181,518 
Invested capital ..............0:-.00e000 —760,175 —277,050 —95,175 — 15,000 
Total Government equity ....... 632,258 324,259 64,260 10,923 
Analysis of changes in Government equity: 
Paid-in capital: 
NIDEVINVT WIDUMICE:ccocesconcsccondetocesescurciosentctotereedes 651,454 342,476 82,476 
Transactions: 
Appropriation to liquidate contract authori- 
 aasapssheg ADR Road looa AP Li sas BQN OG ol NIGER oaccecone 121,489 
Grant payments... — 308,978 = 260,000 _— 174,825 
CIOGME DANO cascscialss stitch de coscsstisstisncosccouicies 342,476 82,476 29,140 
Retained income: 
MIDDIMAE INRANGE chassis Eisen tv csccssssenssccosess —19,196 —18,216 — 18,216 
Transactions: Net income for the year............. BO) rarsheas ogame Sabb vvcessscssie 
GOSH OCMC es ocevacicosantssssazssshsvssuscaiesons —18,216 —18,216 — 18,216 
Total Government equity (end of year) ...... 324,259 m 64,260 10,923 
Object Classification (in thousands of dollars) 
Identification code 86-4034-0-3-451 1979 actual 1980 est. 1981 est. 
33.0 — Investments and l0ANS...............sssssssssesessee 167,634 52,500 15,000 
41.0 — Grants, subsidies, and contributions............. 308,978 260,000 174,825 
43.0 — Interest and dividends ................sssssseesssee 2,447 1,900 760 
Total costs, funded.............-.secscsseeseee 479,059 314,400 190,585 
94.0 Change in selected resources ..................0+-. —362,492 —189,654 —186,074 
99.0 Total obligations ..............sssccsssssescssese 116,567 124,746 4511 
NEW COMMUNITY DEVELOPMENT 
CORPORATION 
Federal Funds 
General and special funds: 
New ComMMuNnIty ASSISTANCE GRANTS 
Program and Financing (in thousands of dollars) 
Identification code 86-0149-0-1-451 1979 actual 1980 est. 1981 est. 











Program by activities: 


New community assistance grants: Pro- 








QraM COStS, FUNGEM..........seecccessseeeesceeee 170 1,600 
Change in selected resources (undisbursed 
grant Obligations) ............ccccsssseeesssseeeeees 159 3,820 
10.00 Total obligations (object class 41.0). 329 5,420 
Financing: 

17.00 Recovery of prior year obligations................ wthyin Sescctacases 
21.40 Unobligated balance available, start of year —13,835 —5,420 
24.40 Unobligated balance available, end of year.. SHAM). esoiptisilipstiss 
Budget authority 0.0... eee —B09D een 

Budget authority: 


43.00 





1,900 

















— 1,400 





Relation of obligations to outlays: 
71.00 Obligations incurred, Net ................csssseesee 325 5,420 





— 1,400 





ee ee 
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72.40 Obligated balance, start of year................... 2,838 2,993 6,813 
74.40 Obligated balance, end of year..................... —2,993 —6,813 —3,513 
90.00 NN rte rst toca ccccscecces 170 1,600 1,900 





New community assistance grants were authorized by 
the Housing and Urban Development Act of 1970, as 
amended. 

Budget program.—Grants are distributed to new com- 
munity developers under section 718 to supplement 
public facility projects in existing new communities. 
Public Law 96-7, dated April 9, 1979, rescinded all 
budget authority not administratively committed. Any 
amounts recovered subsequent to that date will be re- 
scinded automatically. The Department estimates that 
$1.4 million will be rescinded in 1981. All remaining 
commitments are estimated to be disbursed by the end 
of 1983. 





Public enterprise funds: 
New ComMMUuNITIES FUND 


For the redemption of new community debentures and related ex- 
penses, authorized by section 713, Housing and Urban Development 
Act of 1970, as amended (42 U.S.C. 4514), and section 403, Housing 
and Urban Development Act of 1968, as amended (42 U.S.C. 3902), 
such sums as may be necessary, to be financed as provided by section 
717, Housing and Urban Development Act of 1970, as amended (42 
U.S.C. 4518). 


Program and Financing (in thousands of dollars) 








Identification code 86-4237-0-3-451 1979 actual 1980 est. 1981 est. 
Program by activities: 
Program costs, funded: 
1. Administrative expenses .................... 2,938 3,081 2,568 
2. Contract support and services............ 895 3,201 1,610 


3. Interest on U.S. Treasury borrowings 17,731 23,297 26,119 
4. Interest payments on new communi- 








WONG asc sicecenssssasinns 7,072 9,761 7,261 
5. Redemption of new community de- 
PRRs Sisscseiuscttarccickccccsiny . <iieelsceuabbe UD ss occccccsccsescl 
6. Project operations.................csssescsessee 4,856 3,350 2,600 
Total program costs, funded .............. 33,492 52,690 40,158 
Change in selected resources (undelivered 
NAY chico hs Se SS 4] SSSR cts s 
10.00 Total obligations ...............ssesccceesssseee 33,539 51,099 40,158 


Financing: 
14.00 Offsetting collections from: Non-Federal 

















— 5,527 — 687 — 687 
—3,966 —12,794 —550 
67.10 Budget authority (authority to 
borrow) (permanent, indefinite) 
(42 U.S.C. 4518(b)) oo... eee 24,046 37,618 38,921 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .................cssccccsesee 24,046 37,618 38,921 
72.98 Obligated balance, start of year: Fund bal- 
aces is sassnstolasesitl 16,201 9,262 9,472 
74.98 Obligated balance, end of year: Fund bal- 
I AE NOES as snccssssvcsiessinpicenes —9,262 —9,472 — 9,682 
90.00 NI tec tasatintsscesccsoeeeccssessocaoes 30,985 37,408 38,711 





Status of Direct Loans (in thousands of dollars) 


Position with respect to limitation on 
direct loans: 

1110 Limitation on obligations: Appropriation......... 

1200 Obligations incurred, gross ...............se 
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Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year ..............cccsssseceeee 149,000 119,555 129,555 
2200; (AARON oh ce Ce 
Zee ~~ WNmmnene 10F CNTR MN. ce tees 
2900 Outstanding, end Of year... .scssseeeeceee 119,555 129,555 129,555 
Status of Loan Guarantees (in thousands of dollars) 
Cumulative balance of guarantees out- 
standing: 
4100 Outstanding, start of year .............csecccseceoee 143,520 141,482 131,482 
4400 Repayments or prepayments ns I a Ree ceca a esi dsboitacai 
4500 Terminations for default ...............ccccccseccccsee  csssescsseeseneee = NOUN sesssuctcicianes 
4900 Outstanding, end of year ...............sescssseeecnne 141,482 131,482 131,482 





The Housing and Urban Development Act of 1968, as 
amended, and title VII of the Housing and Urban De- 
velopment Act of 1970, as amended, authorize Federal 
assistance to private and public new community devel- 
opers. The program provides for Federal guarantee of 
the bonds, debentures, notes, and other obligations 
issued by, or on behalf of, private and public new com- 
munity developers. Federal guarantees of obligations 
issued by developers may not exceed $50 million for 
each new community project. 

Of the 13 new community projects with guarantees, 4 
have been, or are being, liquidated. This requires that 
the Federal Government retire the outstanding guaran- 
teed debentures and provide funding for certain project 
operation expenses, where a project’s cash resources are 
exhausted, as may be necessary to protect the Federal 
interest. Four projects have been, or are being, acquired 
for subsequent transfer to new developers for continued 
new community development; if this is not feasible, 
these projects will be liquidated. Additional resources 
will be made available to the five remaining projects to 
enhance their chances for continued successful develop- 
ment. This will include debt restructuring and the infu- 
sion of additional housing assistance and community 
development funds. In addition to the 13 loan guarantee 
projects, three projects which received certificates of 
eligibility, but no guarantees, are expected to continue 
with housing and community development program as- 
sistance. 

1. Administrative expenses.—These amounts repre- 
sent the administrative cost of carrying out this pro- 
gram. 

2. Contract support and services.—These costs are in- 
curred for analysis and management and technical 
services, including land appraisals, for the new commu- 
nity projects in the program. 

3. Interest on U.S. Treasury borrowings.—This repre- 
sents the interest which will be paid to the U.S. Treas- 
ury on the borrowings of the fund. The increase in 
Treasury borrowings is necessary to fund the proposed 
budget plan. 

Other program costs.—The budget provides for the 
redemption of new community debentures and the pay- 
ment of accrued interest on such debentures for one 
project in 1980; no redemptions are anticipated in 1981. 
It is anticipated that operating expenses for projects 
with exhausted cash resources will amount to $3.4 mil- 
lion in 1980 and $2.6 million in 1981. Interest payments 
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on guaranteed debentures will decline as a portion of 
the outstanding debentures is retired. 

Financing.—The budget program in 1980 and 1981 
will be financed primarily by Treasury borrowing. In 
addition, income of $13.5 million in 1980 and $1.2 mil- 
lion in 1981 is expected to be received from the sale of 
assets of acquired projects and fees and repayments 
from continuing projects. 

Operating results.—Through September 30, 1979, cu- 
mulative net loss in the fund amounted to $210.8 mil- 
lion. It is estimated that the fund will accrue an esti- 
mated deficit amounting to $263.2 million by the end of 
1981. This net loss is the result of payments of claims 
under loan guarantees and other expenses and liabil- 
ities incident to the protection of the Government’s in- 
terest in projects which have received loan guarantees. 


Revenue and Expense (in thousands of dollars) 











1979 actual 1980 est. 1981 est. 
2,286 12,794 950 
— 188,166 —32,929 —32,897 
SLOG acank 8) ho GE. 
—185,900  —20,135 —32,347 








Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 


























Assets: 
Fund balance with Treasury........... 869 3 1,000 1,000 
Accounts receivable (net) 900 371 371 371 
Acquired S@CUTitY..........scccsssseeeseen 90,358 23,069 24,069 24,069 
Receivables from developers........... 113,068 18,457 18,457 18,457 
FORA ASSES csisiadstainecievedbannca 205,195 41,900 43,897 43,897 
Liabilities: 
Accounts payable including funded 
accrued liabilities .............scssc000 15,556 8,042 4,725 4,725 
Debt issued under borrowing au- 
thority: Borrowings from Treas- 
ey cen tae Ok ee, 214,493 244,611 270,061 302,408 
Total liabilities...............00 230,048 252,653 274,786 307,133 
Government equity: 
Unexpended budget authority: 
Undelivered Orders.............:.-sse«« 1,545 BiB ldesncraiosseieston 
Invested Capital ...............sseseccsssseees —11,067 —203,086 —227,535 —259,882 
Unfinanced borrowing authority...... — 15,332 —9,259 —3,354 —3,354 





























Total Government equity ....... —24,854 —210,754 —230,889 —263,236 
Analysis of changes in Government equity: 
Retained income: 
DOMINO aves iisicinnscoviiucccicticticonsawvonenne —24,854 —210,754 —230,889 
Transactions: Net operating l0SS...............:.00 —185,900 —20,135 —32,347 
GING WALANG, 6b fois). Saisccisncteaicledbcass —210,754 —230,889 —263,236 
Total Government equity (end of year) ...... —210,754 —230,889 —263,236 
Object Classification (in thousands of dollars) 

Identification code 86-4237-0-3-451 1979 actual 1980 est. 1981 est. 
250 OUT SENS Lid 7,794 6,431 5,168 
33.0 Investments and loans..................000 7,072 19,761 7,261 
41.0 — Grants, subsidies, and contributions. 895 3,201 1,610 
43.0 — Interest and dividends ............c:cssssesssssssseees 17,731 23,297 26,119 
Total program costs funded............... 33,492 52,690 40,158 


94.0 Change in selected resources ..............::.+000 47 SOM a ides. ndees 
99.0 Total Obligations ..............sssseeesccssssssees 33,539 51,099 40,158 











NEIGHBORHOODS, VOLUNTARY ASSOCIATIONS, 
AND CONSUMER PROTECTION 


Federal Funds 
General and special funds: 
Housinc CouNSELING ASSISTANCE 


For contracts, grants, and other assistance, not otherwise provided 
for, for providing counseling and advice to tenants and homeowners— 
both current and prospective—with respect to property maintenance, 
financial management, and such other matters as may be appropriate 
to assist them in improving their housing conditions and meeting the 
responsibilities of tenancy or homeownership, including provisions for 
training and for support of voluntary agencies and services as author- 
ized by section 106(a\(1)(iii) and section 106(a\(2) of the Housing and 
Urban Development Act of 1968, as amended, [$9,000,000] 
$10,000,000. (Department of Housing and Urban Development—Inde- 
pendent Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 

















Identification code 86-0156-0-1-506 1979 actual 1980 est. 1981 est. 
Program by activities: 
Counseling assistance program...............++0 5,546 8,780 9,420 
Change in selected reSOUrCeS ............sssess 3,446 220 980 
10.00 Total obligations (object class 41.0). 8,992 9,000 10,000 
Financing: 
25.00 Unobligated balance lapsing..................00e ©. .-wieseudeninngtche “0 wetaneditapnets 
40.00 Budget authority (appropriation) .. 9,000 9,000 10,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............s:ssseessees 8,992 9,000 10,000 
72.40  Obligated balance, start of year...............0.. 3,356 6,802 7,022 








74.40 Obligated balance, end of year................... — 6,802 —7,022 —1,602 
77.00 Adjustments in expired accounts................. cA eon nc SScyiphis’ Ss isciscetevatiooaie 
90.00 OMTDAYS «pscccas ctsasscsresn diecast ioticee 5,472 8,780 9,420 





The housing counseling assistance program will con- 
tinue to assist eligible homeowners to prevent and 
reduce defaults and to reduce foreclosures on single- 
family homes and the resulting loss to FHA insurance 
funds. In 1981, $10 million will be available for a com- 
prehensive counseling program, including homeowners 
in default, home buyers, and renters. 





NEIGHBORHOOD SELF-HELP DEVELOPMENT PROGRAM 


For contracts, grants, and other assistance, not otherwise provided 
for, to neighborhood organizations as authorized by the Neighborhood 
Self-Help Development Act of 1978 (42 U.S.C. 8121-8124), 
[$10,000,000] $75,000,000, to remain available until September 30, 
[1981] 1982. (Department of Housing and Urban Development—Inde- 
pendent Agencies Appropriation Act, 1980; additional authorizing leg- 
islation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 86-0175-0-1-451 1979 actual 1980 est. 1981 est. 





Program by activities: 
Neighborhood self-help development pro- 
MI giee eetrtssseincciigensnsaretsssGoessstsok teres 
Change in selected resources ... 


10.00 Total obligations (object class 41.0)........... 


9,000 10,000 
6,000 5,000 


15,000 15,000 





Financing: 
21.40 Unobligated balance available, start of year ................. = MIG, sosonscassonnedatat 
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24.40 Unobligated balance available, end of year.. 
40.00 


5,000 
* 5,000 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year..... 
74.40 Obligated balance, end of year 


90.00 


15,000 
6,000 
— 11,000 


10,000 





Outlays 





The Neighborhood Self-Help Development Act of 1978 
authorizes the Secretary to provide grants and other 
forms of assistance to neighborhood organizations to 
enable such organizations to undertake housing, eco- 
nomic development, and community development proj- 
ects in deteriorated low- and moderate-income neighbor- 
hoods. 

These neighborhood projects should include a self- 
help component, involve the local residents directly, 
and maximize use of non-Federal resources. 

The 1981 funding would provide approximately 120 
grants to neighborhood development organizations for 
program development activities. 


MosiLE Home STANDARDS PROGRAM 


Program and Financing (in thousands of dollars) 





Identification code 86-0167-0-1-376 1979 actual 1980 est. 1981 est. 





Program by activities: 
Enforcement program 
Change in selected resources 





10.00 Total obligations 


Financing: 
Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year..... 
74.40 Obligated balance, end of year 


90.00 





Outlays 





Pursuant to the National Mobile Home Construction 
and Safety Standards Act of 1974, Federal mobile home 
construction and performance standards were published 
in the Federal Register. 

The act directs that inspections and investigations be 
conducted to enforce the Federal standards. Mobile 
home producers are required to have their building 
plans approved by an agency acceptable to HUD prior 
to manufacture. Appropriated funds which were en- 
acted to initiate the Mobile home standards program 
are estimated to be disbursed fully by the end of 1980. 


Mosite Home INSPECTION AND MONITORING 


Program and Financing (in thousands of dollars) 





Identification code 86-5271-0-2-376 1979 actual 1980 est. 1981 est. 





Program by activities: 

Inspection and monitoring program 
(costs—obligations) © (object class 
DROS Sepssicscry Bee hOS Ss coches scqscantin 

Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


10.00 


Budget authority (appropriation) 
(permanent, indefinite) (special 
5,700 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


8,300 
8,300 


7,000 
7,000 





Outlays 





Section 620 of the National Mobile Home Construc- 
tion and Safety Standards Act of 1974, as amended by 
the Housing and Community Development Amend- 
ments of 1979, authorizes a program to establish and 
enforce appropriate construction standards for the con- 


struction, design and performance of mobile homes to 


assure their quality, durability, and safety. All mobile 
homes produced since the standards took effect on June 
15, 1976 must comply with Federal construction and 
safety standards. The States are actively encouraged to 
participate in the program under compliance plans ap- 
proved by the Secretary. 

A $19 fee is charged to the manufacturers for each 
mobile home produced to cover the costs of the monitor- 
ing and enforcement activities by HUD contract agents. 
Beginning in 1980, such fees are being deposited in a 
special fund administered by the Secretary. Previously, 
fees were retained in the custody of the National Con- 
ference of States on Building Codes and Standards 
which carried out monitoring and enforcement activi- 
ties on behalf of the Department. 


INTERSTATE LAND SALES 
Program and Financing (in thousands of dollars) 


Identification code 86-5270-0-2-376 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Administrative expenses (payment to Sala- 
ries and expenses) (costs—obliga- 
tions) (object class 25.0) 


Financing: 
21.40 Unobligated balance available, start of year 


60.00 





Budget authority (appropriation) 
(permanent, indefinite) (special 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 


90.00 Outlays 636 








The Interstate Land Sales Full Disclosure Act pro- 
vides protection to the public with respect to purchases 
or leases of subdivision lots. Statements of record must 
be filed with the Secretary before subdivisions with 100 
or more lots may be sold in interstate commerce, except 
when the subdivision is eligible for exemption. 

The Secretary is authorized to charge a fee, not ex- 
ceeding $1,000, to be paid by the developer when filing 
a statement of record. During 1979, the Department 
revised the existing fee structure. Under the new fee 
structure, a typical development in excess of 500 lots is 
charged the maximum fee of $1,000. The fee receipts 
are permanently appropriated and help finance the ad- 
ministrative expenses incurred in program operations. 
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General and special funds—Continued 
INTERSTATE LAND SALES—Continued 


The balance of the administrative expenses is included 
under the Department’s Salaries and expenses account. 





POLICY DEVELOPMENT AND RESEARCH 


Federal Funds 
General and special funds: 
RESEARCH AND TECHNOLOGY 


For contracts, grants, and necessary expenses of programs of re- 
search and studies relating to housing and urban problems, not other- 
wise provided for, as authorized by title V of the Housing and Urban 
Development Act of 1970, as amended (12 U.S.C. 1701z-1 et seq.), 
including carrying out the functions of the Secretary under section 
1(aX1Xi) of Reorganization Plan No. 2 of 1968, [[$49,650,000] 
$54,000,000, to remain available until September 30, [1981] 1982. 
(Department of Housing and Urban Development—Independent Agen- 
cies Appropriation Act, 1980; additional authorizing legislation to be 
proposed.) 


Program and Financing (in thousands of dollars) 























Identification code 86-0108-0-1-451 1979 actual 1980 est. 1981 est. 
Program by activities: 
Contractual services (program costs, 
PMN) eco a cscrssccsta ceca cccearse tees 64,896 56,190 55,570 
Change in selected resources (undelivered 
on0els) SOS eR AE — 6,788 —4,599 430 
10.00 Total obligations (object class 25.0) . 58,108 51,591 56,000 
Financing: 
11.00 Offsetting collections from: Federal funds... —962 — 1,500 — 2,000 
21.40 Unobligated balance available, start of year —375 MAL Sictsdentiosocs 
24.40 Unobligated balance available, end of year.. BAL), ssissatevsbentess a 
25.00 Unobligated balance lapsing...............:.:.s00 BS MAIR is 
Budget authority 0.0.0... 57,250 49,650 54,000 
Budget authority: 
O00 PRNNUIINATION cccsssscscscesscesccssosnnssoccscmdnSboas 57,500 49,650 54,000 
41.00 Transferred to other account * ...............00++. ND coatcessectsatclanss ob Du sosossivasvioncd 
43.00 Appropriation (adjusted) ................ 57,250 49,650 54,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net .............s:ccssssecesee 57,146 50,091 54,000 
72.40 Obligated balance, start of year...... bes 59,066 52,279 47,680 








73.40 Obligated balance transferred, net.. EOL: WWOREIRE SR sscvsscciotans 
74.40 Obligated balance, end of year....... a 02,279  —47,680 —48,110 
77.00 Adjustments in expired accounts................. NS ——easssccssscasens” — caviawatssscasinnas 
90.00 DRT G ibs iccscbiescicsiecieccisessosn toe 63,555 54,690 53,570 








* Transferred to Federal Emergency Management Agency. 


The Housing and Urban Development Act of 1970 
directs the Secretary to undertake programs of re- 
search, studies, testing, and demonstrations related to 
the HUD mission. These functions are carried out 
through contracts with industry, nonprofit research or- 
ganizations and educational institutions, and through 
agreements with State and local governments and other 
Federal agencies. 

In 1981, funds requested will support HUD efforts in 
the following areas: 

Research. (1) Urban economic development, public fi- 
nance, and tax policy; (2) housing needs and services for 
special users, such as the elderly and handicapped; (3) 
neighborhood reinvestment and revitalization; (4) eco- 
nomic and racial freedom of choice in housing; (5) alter- 
native housing finance mechanisms; (6) reducing the 





component costs of housing as well as helping lower- 
income people afford’ housing through subsidy pro- 
grams; (7) conservation of energy resources in the con- 
struction and operation of housing; and (8) use of tech- 
nology in urban systems to improve and maintain the 
vitality of communities at affordable levels of taxation. 
By 1981, a comprehensive series of evaluations review- 
ing key elements of every operating program in the 
Department will have been completed. 

Key evaluations. (1) Community development strate- 
gies evaluation; (2) Brookings’ community development 
block grant monitoring study; and (3) the section 8 eval- 
uation. 

Capacity building. The program to help local govern- 
ment officials improve their financial management ca- 
pacity will be continued. 

Other major activities to be continued in 1981 are: (1) 
collection and analysis of economic and financial data 
essential to HUD policy and program development, 
with the largest single project in this area being the 
Annual Housing Survey undertaken to measure 
changes in housing inventory and to compile data on 
the physical conditions of housing units and the charac- 
teristics of the occupants in both urban and rural areas; 
(2) completion of Experimental Housing Allowance Re- 
search; (8) programs aimed at attracting minorities and 
women to urban public service; and (4) development of 
plans and programs to encourage the utilization of 
HUD-sponsored research results. 





FAIR HOUSING AND EQUAL OPPORTUNITY 


Federal Funds 
General and special funds: 
Farr Housinc ASSISTANCE 


For contracts, grants, and other assistance, not otherwise provided 
for, as authorized by title VIII of the Civil Rights Act of 1968, as 
amended, [$3,700,000] $5,700,000, to remain available until expend- 
ed. (Department of Housing and Urban Development—Independent 
Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 























Identification code 86-0144-0-1-751 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. State and local agency assistance 
RENO eas casacece evres asco ececctetron, on caeesevounchar ate 1,295 4,995 
2. Community housing resource boards as- 
i asus eh Serinccr sane tent le fl dpe Mie ao a 1,000 
Change in selected resources 2,405 —295 
10.00 Total obligations (object class 41.0). _......... ant 3,700 5,700 
Financing: 
40.00 Budget authority (appropriation) ...........0 0... 3,700 5,700 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ................ccsssseeeee 3,700 5,700 
72.40  Obligated balance, start Of year... csssssseesseccsse — sssseseseressssee 2,405 
74.40 Obligate balance, end of year....... —2,405 ; —2,110 
90.00 I oS eto ecerecceteerann 3 rane ree 1,295 5,995 





The fair housing assistance program, implemented in 
1980, initially provided financial assistance to 31 State 
and local agencies to aid in eliminating housing dis- 
crimination. Beginning in 1981, the Department pro- 
poses to expand the program to include a new compo- 
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MANAGEMENT AND ADMINISTRATION 


Federal Funds_ BO 








nent which will provide assistance to community hous- 
ing resource boards. 

The budget proposes financial assistance of $3.7 mil- 
lion for 57 agencies to assure prompt and effective proc- 
essing of title VIII (Civil Rights Act of 1968) complaints. 
The budget also proposes financial assistance of $2 mil- 
lion for community housing resource boards which 
assist HUD, realtors and builders in designing, imple- 
menting, and monitoring affirmative fair housing agree- 
ments and programs. 





MANAGEMENT AND ADMINISTRATION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES (INCLUDING TRANSFER OF FUNDS) 


For necessary administrative and nonadministrative expenses of 
the Department of Housing and Urban Development, not otherwise 

















This appropriation finances all salaries and related 
costs associated with administering the programs of the 
Department of Housing and Urban Development, in- 
cluding: housing and mortgage credit programs; com- 
munity planning and development programs; equal 
opportunity, research, regulatory, and insurance pro- 
grams; departmental management, legal and audit serv- 
ices; and field direction and administration. 


Object Classification (in thousands of dollars) 














Identification code 86-0143-0-1-999 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent POSitiONS...............0.-cccccssesseeee 327,467 372,881 378,398 
11.3 Positions other than permanent 17,180 12,408 16,031 
11.5 Other personnel compensation................ 6,597 8,642 8,669 
Total personnel compensation............. 351,244 393,931 403,098 
12.1 Personnel benefits: Civilian..............-..--c0e0 37,249 40,081 40,837 


13.0 Benefits for former personnel.................0... 552 400 400 
































































provided for, including not to exceed $3,000 for official reception and 21 Travel and transportation of persons........... 18,695 18,452 21,190 
representation expenses, [$539,307,000] $593,104,000, of which 971 Transportation Of thiNgS o.com 1,128 614 700 
[$255,118,000] $252,222,000 shall be provided from the various funds 3 Standard level USEF Chal CS ncn 28,896 32,400 33,000 
of the Federal Housing Administration. (Department of Housing and 53 Communications, utilities, and other rent 21,311 25,825 29,000 
Urban Development—Independent Agencies Appropriation Act, 1980.) 94.0 Printing and reproduction ae 7433 8200 8.900 
Program and Financing (in thousands of dollars) 25.0 Other services sresopnanasessessesocsetscnsosesesbessscsbese 42,006 47,072 59,400 
- 26.0 Supplies and materials ................ssccccssecesesee 3,334 3,780 3,950 
\dentification code 86-0143-0-1-999 1979 actual 1980 est 1981 est. 310. Re ts ee 5,512 4,500 3,180 
reds: a E seen tale ~ 42.0 Insurance claims and indemnities................. 33 35 35 
Program by activities: 
1. Housing and mortgage credit programs... 232,707 254,876 255,835 99.0 Total Ob gations ................sescssseeceenee 517,393 575,290 603,690 
2. Community planning and development : 
MEN sad cota recat azhiaiesvosvicntocicooonces 56,534 67,731 70,416 
3. Equal opportunity, research, regulatory, 3 Pascens Semeey 
ee ees 37,768 43,595 48,833 Total number of permanent positions.......unemm 15,640 15,588 (15,540 
i oe management, legal and ia 126 349 139.767 Total compensable WOrkyeaTS...............ccccsesecssseeeseeees 16,816 16,856 16,905 
5. Field direction and administration... HR ee rn Rete ees ee 
Se A gg Full-time equivalent of overtime and holiday 
10.00 Total program costs, funded—obliga- NS eco let le feces created (305) (275) (275) 
NR cea evi bettie caocnasti 517,393 575,290 GOGO FRITS SI ni cacnccsssemevscecccnseecocesancrerese $47,500 $49,993 $50,113 
Financing: FON OM adi tose ies eoteeeadeoteoe 9.26 9.30 9.30 
11.00 Offsetting collections from: Federal funds: Average GS salary..............:c000 sessenenesnenennonenee $21,355 $23,170 $23,518 
Nonoperating receipts: Average salary of ungraded positions ..................... $15,096 $16,379 $16,625 
(a) Federal Housing Administration... — 250,255 —267,999 —252,222 
MIRROR eceresesscacicteos —10,999 —11,512 — 10,586 
25.00 Unobligated balance lapsing.... : 9,272 sesseeneee ee stan ee 
Budget authority.......... 265,411 295,779 340,882 UrBAN TRANSPORTATION 
Budget authority: = Program and Financing (in thousands of dollars) 
MIN ea MMT NID oxeccczzacounverrodussspisvisessscoosesaseses 275,112 284,189 340,882 ; 
41.00 Transferred to other accounts ................... —9,701 we IEDs 5M onsarcosecn Identification code 86-0146-0-1-401 1979 actual 1980 est. 1981 est. 
43.00 Appropriation (adjusted).............. 265,411 283,807 340,882 Program by activities: 
44.20 Supplemental for civilian pay Research, development, demonstrations, 
MER vod Wea LAncactbaticticdecdstssbsésieee. _ sconadeceeesacoss 11,972 sarialiavcosecses and technical studies (program costs, 
Relation of obligations to outlays: _— : c brat HtiMma at me 
71.00 Obligations incurred, net ..............0::.ssssse 256,139 295,779 340,882 oh obligations) =" 
72.40 Obligated balance, start of year.. 39,453 33,980 53,580 8 ar aren rh ae etait aS one 
74.40  Obligated balance, end of yeaF............. —33,980 —53,580  —61,895 19,99 MAIS cscsis: nicki a a ocean 
77.00 Adjustments in expired accounts................. BOOS Mitre. cictiattalbesdes 
: : = Financing: 
90.00 Outlays, excluding pay raise supple- 21.40 Unobligated balance available, start of year ang BND haces 
ne ‘ esc 264,151 264,892 = 331,882 24.40 Unobligated balance available, end of year. Pues. 
uviays Tor civilian pay raise Suppre- 25.00 Unobii BOISE: TROGIR cnacsasessoscistsnasz : eeebeenttiad 3 
mee 11,287 =o eee 
= CO PIII gcoccccccccsssnsttcccness”  chesmceonaan “eomenaamten. “sstssistaneesiuine 
Notes.—Excludes the following amounts for activities transferred to Disaster Assistance and Relief, Federal Emergency 
Management Agency: 1979 Relation of obligations to outlays: 
TROD GRR NT NE nn eee ceteceniteenhas nienntncries 
ee a 3521 72.40 Obligated balance, start of year... 89 aii 
74.40 Obligated balance, end of year.................0+. — eA sete». ecmmneelsshestes 
Excludes $382 thousand in 1980 (beginning April 1, 1980) and $764 thousand in 1981 for activities transferred to 
Salaries and expenses, Departmental Management, Department of Education. Comparable amounts for 1979 ($704 thousand) 90.00 NG ste cccccsscnscacaaexcoocnnebtcgseltn 35 SR cnbdiemscsiicchiis 


and 1980 through March 30, 1980 ($382 thousand) are included above. 








MANAGEMENT AND ADMINISTRATION—Continued 
Federal Funds—Continued 


536 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 














General and special funds—Continued 


URBAN TRANSPORTATION—Continued 


Unobligated balances were allocated to the Depart- 
ment of Transportation pursuant to Reorganization 


Plan No. 2 of 1968. 





Low-INcoME HousING DEMONSTRATION PROGRAM 


Program and Financing (in thousands of dollars) 








Identification code 86-0118-0-1-451 1979 actual 


1980 est. 


1981 est. 





Program by activities: 
Disbursements in expired re (pro- 
gram costs, funded) ................sutessseeeeee 
Change in selected resources (undisbursed 
grant obligations) 


10.00 Total obligations ............sssssescssssneees 


Financing: 
SNOT IIININTEY osssacoespsrvasscodessSeesccsicnbvoce 











Relation of obligations to outlays: 
Obligations incurred, net ..............sssssesesen 
Obligated balance, start of year... 
Obligated balance, end of year.................... 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 











90.00 


RIOD Sst sescistegeoteas ests scocticedltonineose —22 





The Housing Act of 1961, as amended (42 U.S.C. 
1436), authorized $15 million in contract authority for 
grants to develop and demonstrate new or improved 
means of providing homes for low-income persons and 
families, including handicapped families. The unobligat- 
ed contract authority was rescinded by the Housing and 
Urban Development Act of 1970 (12 U.S.C. 1701z-1 et 


seq.). 





Intragovernmental funds: 
WorkKING CapiTtaL FuND 


Program and Financing (in thousands of dollars) 





















































Identification code 86-4586-0-4-451 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs: 
1. Printing and reproduction services ..... 7,881 6,848 7,366 
2. Visual arts SOrVICES ...........sescscsssseeeeees 94 947 1,006 
3. Central supply services........ BY, coksdpsis tae seins... odcnticbibvcaiane 
4. Communication services ...... ME ance | asi basse niecsons 
5. Data processing services 26,672 31,947 40,346 
Total operating COStS............ccssccsseee 54,256 39,742 48,718 
Unfunded adjustments to total operating 
Ds casisctivastsinssetisticelsratcnsoa OE RED) Pieeeeeehsceths al Gil ctaesessssssanes 
Total operating costs, funded............. 54,366 39,742 48,718 
Capital investment, funded: 
1. Printing and reproduction services..... 44 144 150 
2. Visual arts SOrViCOS ............scesscssseeeeeee 35 40 40 
3. Communication services GA sw ipvcciet dttbisis | eal essnutteds 
4. Data processing services 1,166 271 269 
Total capital investment................... 1,269 455 459 
Total program costs, funded.............. 55,635 40,197 ; 49,177 
Change in selected resources (undelivered 
RUNS) erates cater stianinitesioans: BOREL earerrcstucesancs "Ohne Tilahatooeng? 
10.00 Total obligations ...............csssssessseesese 59,116 40,197 49,177 
Financing: 


11.00 Offsetting collections from: Federal funds: 





































































































E! 
Printing and reproduction services.......... — 8,060 — 6,968 —7,500 = 
Visual arts SOrViCeS...........sssscssssessesssesees —970 —972 —1,035 
Central supply services... ORD tS Lee ae Liabi 
Communication services SAIS vies dey eGo A 
Data processing SerVICES .............ssessss0 —27,016 —32,202 — 40,606 
Change in unfilled customers’ orders ......... eB Bile inchs riuitenhC onanlasatie 
21.98 Unobligated balance available, start of year —1,226 —1,516 — 1,461 Gove 
24.98 Unobligated balance available, end of year.. 1,516 1,461 1,425 U 
RENE BEINN csi tasdh is cashave a sbsasosniiybints Ena ghenesent AA SE Wherttarecwinig 
U 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ...........scccsssseeseeene —290 55 36 In 
72.98  Obligated balance, start of year... 4,158 2,638 2,876 
74.98 Obligated balance, end of yeaF..............s000 — 2,638 — 2,876 —3,116 
90.00 MANGAN eccrnceccccacccccecesrscoseenter ti osecernt 1,230 — 183 —204 Anal 
P, 
The Working capital fund, authorized by the Depart- 
ment of Housing and Urban Development Act of 1965, 
finances administrative services which can be per- 
formed more efficiently on a centralized basis. The fund R 
is financed from fees charged for services performed. 
(Beginning in 1980, the central supply and communica- n 
tion services were no longer provided by the Working 
capital fund, but rather by the Salaries and expenses 
fund.) 
Revenue and Expense (in thousands of dollars) mies 
1979 actual 1980 est. 1981 est. 
Operating income or loss (—): me 
Printing and reproduction services: — 
POVORNUG soph ast sesescstivchbcesteectusteeeusttestvbateett 8,060 6,988 7,500 
BPO NSS csinsusssvscsass vagus) ioncsis sssen Socaebaaeiatitenh —1,924 — 6,988 —7,500 Ill 
113 
Net operating income, printing and repro- 115 
GRUOUONY SERMIOUS 5 ssoarescoses coouscsovnscontosenet WOO scmtcmenche  ctaciien 
Visual arts services: 121 
PEP acoso coantvoeccveosoresecortoseeeneecpianees 970 972 1,035 91.0 
EMD san cicacssceissi sim iceinat iacaderisstievaert psecoer —945 —972 — 1,035 0 
Net operating income, visual arts services. Le ee ee an 
Central supply services: 25.0 
RRVONU 21 Ais csstasvoke sth udapesans casticcsssvossvest ketene RR A RT rei 26.0 
BHDONG ase k.achicssstnaita di Reenstetoe SUS Ee LONE lhe Sieh teate csc 31.0 
Net operating loss, central supply services . —10 seeentnnenaney—_snnnnesenenn is 
Communication services: 
MME 55 Shc Ssctscechegsassocssvarscvsvaineraseousta ving: TI F1Ss reccctigndincs abitean one 99.0 
BROOME S ccsrevarg vcorsisansccinmianpaettitinnentie save aE NP O~~ vistehonmaivis toseecathn F 
Net operating income, communication serv =i 
MOB en gicaisim senna  Mapiiameet. .atacriiin> Siete’ Tota 
Data processing services Tota 
I i icnvescsctnsssicgnserticeso 27,016 32,202 40,606 Fi 
ac tewnns —27,073 —32,202  —40,606 Fi 
Net operating loss, data processing serv Aver. 
MORSE Gst fs siscsaeycchtteePiotoinssseitsianastsviessiees a) Mar ett Meer Aver 
Net operating income, total..............ssse GA.» sca soxcoasteses igs ahscssiiteee i 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est 
Assets: 
Fund balance with Treasury........... 5,384 4,154 4,337 4,541 = 
Accounts receivable (net).............. 10,257 16,582 16,582 16,582 identi 
TINIE IES scsesscesessccsceastticg cactoociesre 59 276 276 276 — 
Real property and equipment 
KU) tiie eaahehateyette 1,963 2,775 2,830 2,866 
Total assets.............ccssssseeees 17,663 23,787 24,025 24,265 
10.0 
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Liabilities: 
Accounts payable including funded 
accrued liabilities .................ss+ 11,895 18,025 18,263 18,503 
Government equity: 
Unexpended budget authority: 
Unobligated balance................... 1,226 1,516 1,461 1,425 
Undelivered Orders ................00e«. 7,512 10,786 10,786 10,786 
Unfinanced budget authority: Un- 
filled customers’ orders ............. —4,992 —9,591 —9,591 —9,591 
Invested Capital .............sccscsssseeees 2,022 3,051 3,106 3,142 
Total Government equity ....... 5,768 5,762 5,762 5,762 
Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance...............csscssssessccssssescessseeeeess 5,710 5,720 5,720 
Transactions: Other net transfers..................0.. 1 As. Se 
INN NN sana sSEsesaosonssdvessShedegsans 5,720 5,720 5,720 
Retained income: ‘ 
SOM MMOGs isneissoonessssnscssassicsnssosansesior 58 42 42 
Transactions: 
Net operating inCOMe.................ssseccsssseecssssneees Oe eee 4 aneaetees 
Other: Net adjustment for prior years.............. = EG ee 
NNN isto istanasevissinininie 42 42 42 
Total Government equity (end of year) ...... 5,762 5,762 5,762 
Object Classification (in thousands of dollars) 
Kdentification code 86-4586-0-4-451 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
lll Permanent pOsitiOns..............sscssseecssseeees 10,562 10,892 11,721 
113 Positions other than permanent.............. 35 25 25 
11.5 Other personnel compensation ................ 553 428 432 
Total personnel compensation 11,150 11,345 12,178 
12.1 Personnel benefits: Civilian...................ss 998 986 1,089 
21.0 ‘Travel and transportation of persons. 149 263 281 
22.0 Transportation of thingS...............::.ccsssssssee: 4 18 26 
23.2 Communications, utilities, and other rent... 21,529 7,925 8,763 
24.0 — Printing and reproduction.................ss.sssee 7,394 4,877 5,326 
PRUs CIO SWNOO sc ce scasensssscccssnesnctvscioscessencsacee 11,956 13,242 19,889 
26.0 Supplies and materials ..............ssecccssseeessoe 1,186 1,086 1,169 
I ER rcccisccscacsecestsscegessooessostedoncsaccoce 1,269 455 456 
Total costs, funded..............0..sssseeeseee 55,635 40,197 49,177 
94.0 Change in selected resources ................ MOD.” scdicscsteisciece, | eveiuieticets 
99.0 Total obligations ...............ssscscsssseseeen 59,116 40,197 49,177 
Personnel Summary 
Total number of permanent positions.................vsve««- 461 418 446 
Total compensable WOrkyeaTS...............sssssssssseessssseees 480 429 451 
Full-time equivalent of other positions................. (1) (1) (1) 
Full-time equivalent of overtime and holiday 
NMR Ee Raas PSs cans iss sckscarnicascacviniioonnachenne (21) (15) (15) 
MN SO occas Sen ccasiecensiceensensbivsion $47,500 $50,100 $50,100 
PINE Case TINE i ssscsoonssssiscssncobacusesensadnagesises 10.15 10.57 10.49 
1 A ae $23,192 $25,978 $26,368 
Average salary of ungraded positions ..................0000 $16,490 $18,743 $19,024 
Joint GRANTS MANAGEMENT FUND 
Program and Financing (in thousands of dollars) 
Identification code 86-3970-0-4-451 1979 actual 1980 est. 1981 est. 





Program by activities: 
IGA pilot projects (program costs, funded) 7,622 7,000 
Change in selected resources (undelivered 
ican ates ciae ross astenenrtcimncsiects 4,664 5,000 


10.00 Total obligations (object class 41.0) . 12,286 12,000 





Financing: 
11.00 Offsetting collections from: Federal funds... 


Budget authority .............esseee 








Relation of obligations to outlays: 
PROG: (bligations tncarred) net 208 cal 0a aloo dee! aeekeeg 
72.98 Obligated balance, start of year.................. Brrkows mie ssitia 


90.00 | a ae eee Nk re 








The Joint grants management fund is used for the 
administration of integrated grant administration proj- 
ects for which HUD is the lead agency. Obligations are 
on the basis of project approvals by Federal regional 
councils and fund commitments by participating agen- 
cies. Advance payments from participating agencies are 
received in the fund and utilized to finance the admin- 
istration of the projects. The activity in 1981 will 
depend on requests for assistance and the extent to 
which agreements can be reached with other Federal 
agencies. 
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Sec. 401. Where appropriations in titles I and II of this Act are 
expendable for travel expenses of employees and no specific limitation 
has been placed thereon, the expenditures for such travel expenses 
may not exceed the amounts set forth therefor in the budget esti- 
mates submitted for the appropriations: Provided, That this section 
shall not apply to travel performed by uncompensated officials of 
local boards and appeal boards of the Selective Service System; to 
travel performed directly in connection with care and treatment of 
medical beneficiaries of the Veterans Administration; or to payments 
to interagency motor pools where separately set forth in the budget 
schedules: Provided further, That the limitations may be increased by 
the Secretary when necessary to allow for travel performed by em- 
ployees of the Department of Housing and Urban Development as a 
result of increased Federal Housing Administration inspection and 
appraisal workload. 

Sec. 402. Appropriations and funds available for the administrative 
expenses of the Department of Housing and Urban Development and 
the Selective Service System shall be available in the current fiscal 
year for purchase of uniforms, or allowances therefor, as authorized 
by law (5 U.S.C. 5901-5902); hire of passenger motor vehicles; and 
services as authorized by 5 U.S.C. 3109. 

Sec. 403. Funds of the Department of Housing and Urban Develop- 
ment subject to the Government Corporation Control Act or section 
402 of the Housing Act of 1950 shall be available, without regard to 
the limitations on administrative expenses, for legal services on a 
contract or fee basis, and for utilizing and making payment for serv- 
ices and facilities of Federal National Mortgage Association, Govern- 
ment National Mortgage Association, Federal Home Loan Mortgage 
Corporation, Federal Financing Bank, Federal Reserve banks or any 
member thereof, Federal home loan banks, and any insured bank 
within the meaning of the Federal Deposit Insurance Corporation 
Act, as amended (12 U.S.C. 1811-1831). 

Sec. 404. No part of any appropriation contained in this Act shall 
remain available for obligation beyond the current fiscal year unless 
expressly so provided herein. 

Sec. 405. No funds appropriated by this Act may be expended— 

(1) pursuant to a certification of an officer or employee of the 
United States unless— 

(A) such certification is accompanied by, or is part of, a 
voucher or abstract which describes the payee or payees and 
the items or services for which such expenditure is being made, 
or 

(B) the expenditure of funds pursuant to such certification, 
and without such a voucher or abstract, is specifically author- 
ized by law; and 
(2) unless such expenditure is subject to audit by the General 

Accounting Office or is specifically exempt by law from such an 
audit. 

Sec. 406. None of the funds provided in this Act to any department 
or agency may be expended for the transportation of any officer or 
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employee of such department or agency between his domicile and his 
place of employment, with the exception of the Secretary of the 
Department of Housing and Urban Development, who, under title 5, 
United States Code, section 101, is exempted from such limitations. 

Sec. 407. None of the funds provided in this Act may be used for 
payment, through grants or contracts, to recipients that do not share 
in the cost of conducting research resulting from proposals [for pro- 
jects] not specifically solicited by the Government: Provided, That 
the extent of cost sharing by the recipient shall reflect the mutuality 
of interest of the grantee or contractor and the Government in the 
research. 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 








Sec. 408. None of the funds provided in this Act may be used, 
directly or through grants, to pay or to provide reimbursement for 
payment of the salary of a consultant (whether retained by the Feder- 
al Government or a grantee) at more than the daily equivalent of the 
maximum rate paid for GS-18, unless specifically authorized by law. 


Sec. 409. No part of any appropriation for the fiscal year ending 
September 30, [1980] 1981, contained in this or any other Act shall 
be used to contract with private firms to provide plant care or water- 
ing services. (Department of Housing and Urban Development—Inde- 
pendent Agencies Appropriation Act, 1980.) 
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LAND AND WATER RESOURCES 


Bureau OF LAND MANAGEMENT 


The Bureau of Land Management is responsible for 
the conservation, management and development of 417 
million acres of national resource lands, including 243 
million acres in Alaska. 

The Bureau also administers mining and mineral 
leasing on 370 million acres of mineral estate underly- 
ing other ownerships, and approximately 1.1 billion 
acres of the Outer Continental Shelf. 

The work of the Bureau produces revenues from var- 
ious sources. These revenues are distributed as follows 
(in millions of dollars): 

















1979 actual 1980 estimate 1981 estimate 
RUMORS 22 hoses 4,055 5,735 7,046 
Payments to States and counties....... —300 —362 —428 
Deposited in the Treasury 3,755 5,373 6,618 
Federal Funds 


General and special funds: 
MANAGEMENT OF LANDS AND RESOURCES* 
*See Part III for additional information. 


For expenses necessary for protection, use, improvement, develop- 
ment, disposal, cadastral surveying, classification, and performance of 
other functions, as authorized by law, in the management of lands 
and their resources under the jurisdiction of the Bureau of Land 
Management, [[$301,896,000] $357,550,000. (5 U.S.C. 583, 594; 43 
US.C. 2, 54, 72, 129, 315, 1181a-f, 1701; 78 Stat. 986; Public Law 96- 
126, making appropriations for the Department of the Interior and 
related agencies, 1980.) 


Program and Financing (in thousands of dollars) 
Kdentification code 14-1109-0-1-302 





























1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Energy and minerals management...... 81,158 101,800 113,050 
2. Lands and realty management........... 31,920 34,250 36,600 
3. Renewable resource management....... 103,804 117,810 139,250 
4. Planning and data management......... 23,282 27,990 34,200 
5. Cadastral SUVCY............-.ssssseesseeeseeneee 21,419 24,200 22,600 
6. Firefighting and rehabilitation 45,970 4,750 4,750 
7. Administration and enforcement......... 4,014 5,052 7,100 
Total direct program...................s0«- 311,567 315,852 357,550 
Reimbursable program: 
1. Energy and minerals management...... 73 300 300 
2. Lands and realty management........... 663 700 700 
3. Renewable resource management....... 5,406 9,000 9,000 
5. Cadastral SUIVCY..........sssssssesssesseeseeeee 2,435 3,000 3,000 
6. Firefighting and rehabilitation............. 949 2,000 2,000 
Total reimbursable program............ 9,526 15,000 15,000 
Total program costs, funded *....... 321,093 330,852 372,550 
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Change in selected resources (undelivered 























GT ie hin  sceomeaes TR cette Beenie 
10.00 Total obligations ..................ssssccssseeee: 339,124 330,852 372,550 
Financing: 
Offsetting collections from: 
11.00 UE I sciences —8696 —14,000 — 14,000 
14.00 Non-Federal SOUFCES................cccssssuesessee —1,000 — 1,000 — 1,000 
21.40 Unobligated balance available, start of year __................. —1,553 
24.40 Unobligated balance available, end of year.. FSGS he 
25.00 Unobligated balance lapsing ....................00+ SUA 6359s 
Budget authority ............................. 342,695 308,299 357,550 
Budget authority: 
40.00 Appropriation ................ccssssssssseccesssssnseeeesee 342,756 301,896 357,550 
41.00 Transferred to other accounts I esate ecarnetenee et 
43.00 Appropriation (adjusted) ................ 342,695 301,896 357,550 
44.20 Supplemental for civilian pay 
Roost Scere eeckay _ bieeeedeiooes Gale” 245... 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...................s0-sssee 329,427 315,852 357,550 
72.40  Obligated balance, start of year 62,895 84,877 99,454 
74.40 Obligated balance, end of year.................... —84877 —99,454 —110,923 
90.00 Outlays, excluding pay raise supple- 
WN ote be ots 307,445 295,000 345,953 
91.20 Outlays from civilian pay raise sup- 
OOM a sssssihcicccicinecesmec, cassie Sectinss 6,275 128 





* Includes capital investment as follows: 1979, $18,191 thousand; 1980, $29,800 thousand; 1981, $46,000 thousand. 


1. Energy and minerals management.—Includes such 
activities as energy and nonenergy minerals manage- 
ment (onshore and offshore) in response to national 
demand. The program will provide for sale of coal, oil 
and gas, geothermal resources, and nonenergy minerals 
as well as administration of existing leases. The envi- 
ronmental impact of proposed energy and minerals de- 
velopment activities will be assessed. Lease stipulations 
and other environmental protection measures will miti- 
gate adverse effects. Specifically, the program will pro- 
vide for issuing onshore oil and gas leases including 
management responsibilities for the Naval Petroleum 
Reserve in Alaska, geothermal leases, holding three 
competitive regional coal lease sales, holding seven 
competitive sales on the Outer Continental Shelf, and 
administering the various nonenergy minerals activi- 
ties. 


2. Lands and realty management.—Includes such ac- 
tivities as use authorization in support of energy and 
other programs, maintenance of official land records, 
and land classification. These activities provide for 
maintenance of public land status records, and issuance 
of information about public realty and mineral laws. It 
further provides for the processing of applications for 
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Bureau or LAND MANAGEMENT—Continued 
General and special funds—Continued 
MANAGEMENT OF LANDS AND RESOURCES—Continued 


transfer of use of the public lands for other Federal 
agencies, State and local governments, and private indi- 
viduals. The program is directed toward retaining 
public land in Federal ownership unless, as a result of 
land use planning, it is determined that disposal of a 
particular parcel will best serve the national interest. 
Land and realty actions will provide for processing 
rights-of-way applications for energy-related develop- 
ment, processing land selections under the Alaska 
Native Claims Settlement Act, the Alaska Statehood 
Act, and processing non-energy-related cases. 

3. Renewable resource management.—This includes 
such activities as forest management; range manage- 
ment; recreation management; soi!, water, and air man- 
agement; wildlife habitat management; and fire man- 
agement. These activities provide for development, utili- 
zation, and sustained yield management of the natural 
resources on the public lands. 

The public domain forest management program pro- 
vides for the management, development, protection, and 
sustained yield of timber products on more than 2.1 
million acres of commercial forest land. The 1981 objec- 
tive is 110 million board feet with an estimated sale 
value of $9.0 million. 

The range management program in 1981 will contin- 
ue resource inventories and environment assessments 
at the accelerated 1980 level to provide the basis for 
developing and implementing range management plans. 
Substantial increases in on-the-ground investments will 
also occur. 

Recreation management in 1981 will provide for man- 
agement, protection, and visitor use assistance on 
public lands. Six plans and studies for trails will be 
developed. In 1980 the wilderness inventory will be 
completed for 174 million acres. In 1981, 40 wilderness 
studies will be completed through the Bureau planning 
system. In addition, off-road vehicle designation will be 
completed on an estimated 14 million acres in 1981. 

The wildlife habitat management program in 1981 
provides for improvement of 6.7 million acres of habitat 
through the implementation of 52 habitat management 
plans. $8.6 million is provided for cooperative manage- 
ment with other Federal agencies and State wildlife 
agencies under authority of the Sikes Act and the Fed- 
eral Land Policy and Management Act. 

Fire management provides for developing fire tech- 
niques as a tool for resource management and develop- 
ing fire prevention and suppression methods. 

The soil, water, and air management program pro- 
vides support to other resource programs through data 
collection and development and implementation of re- 
source protection plans. 

4. Planning and data management.—Includes such 
activities as data analysis, development of land use 
plans, and automated data management. These activi- 
ties provide for developing multiple use plans on 174 
million acres of public land. Data management supports 
Bureau programs through development and operation 


of automated systems for acquiring, storing, using, and 
disseminating data required for all aspects of agency 
and resource management. 

5. Cadastral survey.—This activity provides for identi- 
fication of land boundaries and legal property descrip- 
tions to facilitate land management programs. During 
1981, 9,020,000 acres will be surveyed in Alaska and the 
lower 48 States. 

In Alaska, surveys are performed on lands selected by 
the State for transfer under the Alaska Statehood Act 
and for Native townsites, Native allotments, claims re- 
sulting from the Alaska Native Claims Act, and for 
other special purposes. 

Surveys in the lower 48 States are performed to iden- 
tify land boundaries as a prerequisite to resource man- 
agement. This involves both new surveys and resurveys 
to reestablish obliterated boundary markers. 

6. Firefighting and rehabilitation.—Provides for pro- 
tection of public land natural resources and other 
values from loss or depletion due to wildfires. Based on 
a 10-year annual average of 1.2 million acres, fires 
result in resource damages averaging $17.2 million each 
year. Firefighting and rehabilitation costs are anticipat- 
ed to exceed the amount appropriated for this function 
in 1980; a supplemental appropriation request appears 
in Part III of this Appendix. Emphasis, in 1981, will be 
directed toward holding a higher number of fires to 10 
acres or less in higher value classes. 

7. Administration and enforcement.—Provides for 
general administration and law enforcement on the 
public lands. Administration includes executive man- 
agement and general administrative services such as 
financial management, personnel management, man- 
agement analysis, procurement, and property manage- 
ment to support Bureau activities. Law enforcement 
provides for enforcement of laws and regulations gov- 
erning the management, use, and protection of public 
lands through cooperative agreements with local and 
Federal law enforcement agencies, Federal special 
agents, and a uniformed ranger force in the California 
desert. 


Object Classification (in thousands of dollars) 





























Identification code. 14~-1109-0-1-302 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent POSitiOnS..........cssssssecsssseeeeee 86,631 92,900 101,400 
11.3 Positions other than permanent.............. 40,525 33,300 37,200 
LS Other personnel compensation................ 7,764 3,300 3,000 
11.8 Special personal services payments........ 4,283 4,000 4,000 

Total personnel compensation............. 139,203 133,500 145,600 
12.1 Personnel benefits: Civiliat...............sses0000 17,770 17,500 18,600 
21.0 — Travel and transportation of persons............ 10,794 10,350 11,700 
22.0 — Transportation of thing ..............ssssssssssesses 10,654 6,100 6,500 
23.1 Standard level user charges ...........ss...sssee« 10,925 12,400 14,000 
23.2 Communications, utilities, and other rent... 14,297 13,500 15,000 
24.0 — Printing and reproduction...............s:sssssses 3,737 4,000 4,420 
25.0 Other SOrviceS ............sssesesse00 88,864 77,662 83,490 
26.0 Supplies and materials 14,963 11,000 12,100 
GID .  BOMIMINR cssscisssscincdherckscetscs 14,102 13,000 13,100 
32.0 Lands and structures 4,089 16,800 33,000 
41.0 Grants, subsidies, and contributions............. PPC Be, A cccisceaeceiecet 
42.0 Insurance claims and indemnities................. 29 40 40 

Total direct obligationS...................00+- 329,428 315,852 357,550 
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Reimbursable obligations: Full-time equivalent of overtime and holiday 
Personnel compensation: NS 2 ee eg (448) (200) (200) 
11.1 Permanent pOsitionS.........scssessceeen 1,846 2,000 2,000 Average ES salary .... - $47,157 $50,458 $50,458 
11.3 Positions other than permanent 2 1,913 2,000 2,000 Average GS grade .... 9.63 9.63 9.63 
11.5 Other personnel compensation................. 205 200 200 Average GS salary $20,868 $22,329 $22,329 
Total personnel compensation 3,964 4,200 4,200 Reimbursable: rp 
12.1 Personnel benefits: Civilian a 801 850 850 Total number of permanent positions ?................ 326 73 73 
21.0 Travel and transportation of persons.......... 804 552 600 Total compensable workyeaf'............eu. a 258 260 260 
22.0 Transportation Of things ....nnrnnnn 474 276 300 Full-time equivalent of other positions (159) (160) (160) 
23.2 Communications, utilities, and other rent... 351 400 450 Fulltime equivalent of overtime and holiday 
95.0 OtN@r SOrVICES ...-ecccessscssosccccccccccessesesessssssoce 1,155 6,822 6,600 MR erat a sieei ts enenter mene (12) (12) (12) 
26.0 Supplies and materials. 1,500 1,600 1,700 ‘Average GS grade... ~~ eng 9.63 9.63 
31.0 Equipment nnn ve 588 200 209 _ Avwrage GS salary $20,868 $22,329 ($22,329 
32.0 Lands and structures..................... sais 57 100 100 iechten £51; Vash Coomasion Cape and Youu ih Camenacion Cops sel pina te 2909 and 130 Was ae 
. . rt 1 ny 
42.0 - Insurance claims and indemnities........ se D sccsinccRae Tite Ree Corps staff postions in 1980 and 1981 funded by the Office ofthe Secretary. . 
Total reimbursable obligations............ 9,696 15,000 15,000 
99.0 Total obligations ............ss:scccssssseessee 339,124 330,852 372,550 ACQUISITION, CONSTRUCTION, AND MAINTENANCE 
Personnel Summary For acquisition of lands and interests therein, and construction and 
maintenance of buildings, recreation facilities, roads, trails, and ap- 
Direct: purtenant facilities, [$16,343,000] $16,750,000, to remain available 
Total number of permanent positions ................... 4,587 4,704 4788 until expended. (16 U.S.C. 594; 43 U.S.C. 2, 1181a, 1701, 1715, 1762; 69 
Total compensable workyears ..........eesooes “ 8,292 7,900 8,200 Stat. 130; Public Law 96-126, making appropriations for the Depart- 
Full-time equivalent of other positions (3,827) (3,600) (3,800) | ment of the Interior and related agencies, 1980.) 
Program and Financing (in thousands of dollars) 
Costs to this appropriation Analysis of 1981 financing 
Deduct Add 
selected selected Aopen 
Wentification code 14-1110-0-1-302 Total To 1979 1980 1981 ‘oe ao ation ouired to 
estimate 30, 1 18 actual estimate estimate obligated obligated required, complete 
balance, balance, 1981 
start of end of 
year year 
Program by activities: 
Direct program: 
1. Construction and acquisition .................... 82,945 53,980 7,106 8,989 8,170 4,700 
PN ss B I ROB scscccsevsaeostacessacces,.  <orceaonteiahenies)) yecbbepawacelagttesn 7,648 8,274 ee Se, 
Total direct program ............s.cccsssscsseeecssne 14,754 17,263 16,750 4,700 
Reimbursable program: 
NONE Renkeod! - eh caged atta dinaten TA ~ pRB ise cies aceaiin meee cae eee ee 
FORM ORORTARY GOSS, FUNIOD 2 ciccscccssscste: ~sensscesobnnssssies': “vonveseogetbonezoal 14,828 17,263 FR ccccmcns . | oneceanee 16,750 4,700 
Change in selected resources (undelivered 
Cit RE ccclowrnartoindae. catia dees Palade SOG. | ie” oe ; 
10.00 IN a onciccsisinecsescaisastcadsijariesy) caseseditoeicloica, Soobleciboabevscess 18,795 17,263 16,750 
Financing: 
11.00 Offsetting collections from: Federal funds......... —6l 
21.40 Unobligated balance available, start of year-..... —643 
24.40 Unobligated balance available, end of year....... 920 





40.00 Budget authority (appropriation)........ 


19,011 








Relation of obligations to outlays: 








71.00 Obligations incurred, net..............sccsccccsssseesee 18,734 17,263 16,750 
72.40 Obligated balance, start of year 9,401 11,926 13,389 
74.40 Obligated balance, end of year................s0..sse+- — 11,926 — 13,389 — 13,898 
90.00 Cees wigecteesn fee Seckek 16,209 15,800 16,241 





* Includes capital investment as follows: 1979, $7,861 thousand; 1980, $5,998 thousand; 1981, $4,965 thousand. 


1. Construction and acquisition—(a) Buildings.— 
Buildings for offices, warehouses, mechanical shops, 
communications, and related facilities are constructed 
to carry out Bureau programs. The 1981 program pro- 
vides for construction of, or addition to, office complex- 
es in Escalante, Utah; Miles City, Mont.; and Farming- 


ton, N. Mex. It also provides for a warehouse for the 
Suprise Resource Area in California and the completion 
of the Burns Junction Fire Center in Oregon. 

(b) Recreation facilities.—The 1981 program includes 
the construction of three overlooks in the Red Rocks 
Recreation Area in Nevada, 20 family units, two group 
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units and a water distribution system in the Organ 
Mountain Recreation Area in New Mexico; a water 
system in the Chukar Park Recreation Area in Oregon 
and for survey and design of future facilities. 


(c) Transportation facilities—The 1981 program pro- 
vides for the survey and design of 90 miles, grading of 
24 miles, and surfacing of 8 miles of timber-support 
roads in New Mexico and Wyoming; operation of sign 
shops in Kingman, Ariz., and Rawlins, Wyo.; and for 
survey and design of future. facilities. 


(d) Acquisition.—The 1981 program provides for the 
acquisition of 118 easements. 


2. Maintenance—{a) Buildings.—The 1981 program 
will assist the Bureau in meeting building maintenance 
and energy-conservation standards through a corrective 
maintenance program to repair and replace leaking 
roofs, worn or warped floors, and inadequate plumbing; 
and to install insulation and storm windows and doors. 


(b) Recreation facility operation and maintenance.— 
Provides for the operation and maintenance of devel- 
oped recreation facilities and the cleanup of litter and 
trash from undeveloped recreation sites, roadsides, and 
waterways. 


(c) Road maintenance.—Provides for preventive and 
corrective maintenance of roads, trails, and bridges 
under Bureau jurisdiction. 


Object Classification (in thousands of dollars) 












































Wentification code 14—1110-0-1-302 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent POsitiOns.............cvecssssesesessee 3,848 4,080 4,400 
11.3 Positions other than permanent 2,132 2,900 3,000 
11.5 Other personnel compensation................ 138 150 150 

Total personnel compensation............. 6,718 7,130 7,550 
12.1 Personnel benefits: Civilian.............:.svscss0e» 663 690 740 
21.0 — Travel and transportation of persons........... 344 300 400 
22.0 — Transportation of things ...............::ssscsssse 897 657 540 
23.2 Communications, utilities, and other rent.... 118 130 140 
24.0 — Printing and reproduction...............:..sssese 10 15 15 
DO RENNIE cccarsecocsecicercsocetoossnescansonsicess 617 743 700 
26.0 Supplies and materials .................ssvvsesseessee 1,504 1,600 1,700 
SR OTRO soi eos Mscletlesccs 225 200 200 
32.0 Lands and structures.............::cccssssssssssseesees 7,636 5,798 4,765 
42.0 — Insurance claims and indemnities................ Bade sse SI EE acess 

Total direct obligations.................... 18,734 17,263 16,750 

Reimbursable obligations: 
Personnel compensation: 

11.1 Permanent pOsitionsS..............:-.sssccsseeseseee 17 
11.3 Positions other than permanent............... 9 
11.5 Other personnel compensation................. 1 

Total personnel compensation............. Or scodsecboucsabsiys | coarsest 
12.1 — Personnel benefits: Civilian...............csssee. O eS oA se 
22.0 — Transportation of things ...........cssssssscssssssee- 8 racials. 





BOA EIDE MONMOOD cease cvacccsvesssscodescocipuncsenacues Ci thie on etapa 
26.0 Supplies and materials .................:csesccseeenee Wid ea hah ectcip iat cde 
Total reimbursable obligations............ Gerrards 














18,795 17,263 16,750 





99.0 Total obligations 


Personnel Summary 




















Direct: 
Total number of permanent positions................... 166 166 166° 
Total compensable workyeais.................-. 337 346 346 
Full-time equivalent of other positions (184) (190) (190) 
Full-time equivalent of overtime and holiday 
WE a hi sc eerie ibcticg se tieaned (7) (7) (7) 
Average GS grade .... 9.63 9.63 9.63 
PINE SS COMIN os esescncessocDecstosececvesscoorerovstevowveser $20,868 $22,329 $22,329 
Reimbursable: 
Total number of permanent positions.................... 0 
Total compensable WOrky@aIS ..........:-:cusscssesssseeees 2 
Full-time equivalent of other positions............. (2) 
Full-time equivalent of overtime and holiday 
NG otis oosiensnscssioscbom vertices 
Average GS grade .... 
IRUCTARO WO. SEEN i ccccconccosntststhccacoceocepioierenees sore 











PAYMENTS IN LIEU OF TAXES 


For expenses necessary to implement the Act of October 20, 1976 
(31 U.S.C. 1601), [$108,000,000] $11,000,000, of which not to exceed 
[$315,000] $400,000, shall be available for administrative expenses: 
Provided, That this appropriation may be used to correct underpay- 
ments in the previous fiscal year to achieve equity among all quali- 
fied recipients. (Public Law 96-126, making appropriations for the 
Department of the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


1979 actual 1980 est. 1981 est. 




















Identification code 14-1114-0-1-852 
Program by activities: 
Payments to local governments (total pro- 
gram costs, funded) .............-.sssssecesssee 105,774 108,000 111,000 
Change in selected resources (undelivered 
NTIS) 5s acssscscecinc Asses snesapyiocechdaemsooeen tives wes LSU Ze ensieinccnldiieantilnessa ttocossasslaes 
10.00 Total obligations ..............s:cccsssecsssseees 104,462 108,000 111,000 
Financing: 
21.40 Unobligated balance available, start of year ..........sssss+- —444 —444 
24.40 Unobligated balance available, end of year.. 444 444 444 
25.00 Unobligated balance lapsing ................:-.00 OR cmectanae caanseleiaanae 
40.00 Budget authority (appropriation) .. 105,000 108,000 111,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............:ssseccssee 104,462 108,000 111,000 
72.40  Obligated balance, start of year 1,408 432 432 
74.40  Obligated balance, end of year................... — 432 —432 —432 
90.00 NE soc ciate oe 105,438 108,000 111,000 





Public Law 94-565 (81 U.S.C. 1601) as amended by 
Public Law 95-469 provides for payments in lieu of 
taxes to counties and other units of local government 
for Bureau of Land Management, Forest Service, Na- 
tional Park Service, Fish and Wildlife Service and cer- 
tain other agency administered land (entitlement land 
payments). 

In addition, the act provides for payments for lands 
acquired after December 31, 1970, for inclusion in the 
National Park or National Forest Wilderness Systems. 
These payments are not to exceed 1% of the fair 
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market value of the acquired land per year for a 5-year 
period. 
Object Classification (in thousands of dollars) 















identification code 14-1114-0-1-852 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
ll Permanent positionS...............-.:e-cseesseeees 16 80 90 
11.3 Positions other than permanent............... 8 95 105 
Total personnel compensation.............. 24 175 195 
12.1 Personnel benefits: Civilian................... ae 2 20 25 
21.0 — Travel and transportation of persons... 3 2 2 


15.0 Other SCrVICES o.ecccseestersnesesrstrenenen 60 118 178 














41.0 Grants, subsidies, and contributions... 104,373 107,685 110,600 
99.0 Total obligations ................sscescesssseeee 104,462 108,000 111,000 
Personnel Summary 
Total number of permanent positions.................--00« 2 5 5 
Total compensable workyears................... " 2 8 8 

Full-time equivalent of other positions (1) (4) (4) 
Full-time equivalent of overtime and holiday 
es Ae eat ssensttecsdccehectobetenise (0) (0) (0) 
NE INO cach isc ccsst tna cecesesebecsdosessopisi 9.63 9.63 9.63 
MORNE CaS GRMN scsi esssssensngspabesesssssncysbeoscaonsnsnsnt $20,868 $22,329 $22,329 





nm 


ADMINISTRATIVE PROVISIONS 


Appropriations for the Bureau of Land Management shall be avail- 
able for purchase, erection, and dismantlement of temporary struc- 
tures, insurance on official motor vehicles, aircraft, and boats operat- 
ed by the Bureau of Land Management in Canada; and alteration and 
maintenance of necessary buildings and appurtenant facilities to 
which the United States has title; $10,000 for payment, at the discre- 
tion of the Secretary, for information or evidence concerning viola- 
tions of laws administered by the United States Bureau of Land 
Management; miscellaneous and emergency expenses of enforcement 
activities, authorized or approved by the Secretary and to be account- 
ed for solely on his certificate, not to exceed $10,000: Provided, That 
appropriations herein made for the Bureau of Land Management 
expenditures in connection with the revested Oregon and California 
Railroad and reconveyed Coos Bay Wagon Road grant lands (other 
than expenditures made under the appropriation “Oregon and Cali- 
fornia grant lands”) shall be reimbursed to the general fund of the 
Treasury from the 25 per centum referred to in subsection (c), title II, 
of the Act approved August 28, 1937 (50 Stat. 876), of the special fund 
designated the “Oregon and California land grant fund” and section 4 
of the Act approved May 24, 1939 (53 Stat. 754), of the special fund 
designated the “Coos Bay Wagon Road grant fund”: Provided further, 
That appropriations herein made may be expended on a reimbursable 
basis for (1) surveys of lands other than those under the jurisdiction 
of the Bureau of Land Management and (2) protection of lands for the 
State of Alaska[[: Provided further, That the Secretary of the Interior 
and Secretary of Agriculture shall (a) review Federal agricultural 
financial assistance programs to determine to what extent such pro- 
grams provide opportunities to assist livestock operators adversely 
affected by reductions in grazing allotments on public rangelands, as 
defined in the section 3 of the Public Rangelands Improvement Act of 
1978 (43 U.S.C. 1902); and (b) submit the results of this review to the 
Committees on Appropriations of the House of Representatives and 
the Senate within ninety days of the effective date of this Act, togeth- 
er with details on available programs, opportunities for more effective 
use of such programs, additional budget requirements needed to aug- 
ment such programs, and any legislation needed to improve opportu- 
nities for assistance: Provided further, That the Secretary of the 
Interior shall develop criteria for extending, on a case-by-case basis, 
the period allowed for phased livestock reductions on public range- 
lands administered through the Bureau of Land Management up to 
five years. Such criteria shall take into account available agricultural 
assistance programs, the magnitude of projected livestock reductions, 
alternative pasturage available and ability of such public rangelands 
to sustain such phasing in of livestock reductions without damage to 
rangeland productivity: Provided further, That an appeal of any re- 
ductions in grazing allotments on public rangelands must be taken 
within 30 days after receipt of a final grazing allotment decision or 90 


days after the effective date of this Act in the case of reductions 
ordered during 1979, whichever occurs later. Reductions of up to 10 
per centum in grazing allotments shall become effective when so 
designated by the Secretary of the Interior. Upon appeal any pro- 
posed reduction in excess of 10 per centum shall be suspended pend- 
ing final action on the appeal, which shall be completed within 2 
years after the appeal is filed]. (Public Law 96-126, making appropri- 
ations for the Department of the Interior and related agencies, 1980.) 





OREGON AND CALIFORNIA GRANT LANDS 


For expenses necessary for management, protection, and develop- 
ment of resources and for construction, operation, and maintenance of 
access roads, reforestation, and other improvements on the revested 
Oregon and California Railroad grant lands, on other Federal lands in 
the Oregon and California land-grant counties of Oregon, and on 
adjacent rights-of-way; and acquisition of lands or interests therein 
including existing connecting roads on or adjacent to such grant 
lands; an amount equivalent to 25 per centum of the aggregate of all 
receipts during the current fiscal year from the revested Oregon and 
California Railroad grant lands, to remain available until expended: 
Provided, That the amount appropriated herein for the purposes of 
this appropriation on lands administered by the Forest Service shall 
be transferred to the Forest Service, Department of Agriculture: Pro- 
vided further, That the amount appropriated herein for road con- 
struction on lands other than those administered by the Forest Serv- 
ice shall be transferred to the Federal Highway Administration, De- 
partment of Transportation: Provided further, That the amount ap- 
propriated herein is hereby made a reimbursable charge against the 
Oregon and California land grant fund and shall be reimbursed to the 
general fund in the Treasury in accordance with the provisions of the 
second paragraph of subsection (b) of title II of the Act of August 28, 
1937 (50 Stat. 876)[: Provided further, That not less than $62,700,000 
available from receipts shall be obligated in fiscal year 1980 for 
Oregon and California grant lands]. (16 U.S.C. 583, 594; 42 U.S.C. 2, 
1181a-f; 69 Stat. 374; Public Law 96-126, making appropriations for 
the Department of the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 

















Identification code 14-5136-0-2-302 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Construction and acquisition............... 14,588 13,928 7,200 
2 I ai icici 5,930 6,869 6,700 
3. Renewable resource management....... 34,178 40,865 43,200 
4. Planning and data management......... 1,226 1,038 1,100 
Total direct program ...............sccssee 55,922 62,700 58,200 
Reimbursable program: 
Fe assicsninssesceittsee Aiea eceseatai MO peace 
Total program costs, funded '............ 55,922 62,746 58,200 
Change in selected resources (undelivered 
orders) 4,828 SON caida oe 









10.00 Total obligations 60,750 62,700 58,200 








Financing: 
11.00 Offsetting collections from: Federal funds ... =A cieshalesscinntans seteniai nation 
21.40 Unobligated balance available, start of year © —21,151 — 8,834 —1,134 
24.40 Unobligated balance available, end of year.. 8,834 1,134 434 
40.00 Budget authority (appropriation) 

(indefinite, special fund)............... 48,387 55,000 57,500 

Relation of obligations to outlays: 
71.00 Obligations incurred, net ..................ssecssee 60,704 62,700 58,200 
72.40 Obligated balance, start of year.. . 14,353 21,879 29,579 
74.40 Obligated balance, end of year.................... —21,879 —29,579 —32,779 
90.00 NG nce eect 53,178 55,000 55,000 


* Includes capital investment as follows: 1979, $13,736 thousand; 1980, $13,200 thousand; 1981, $9,600 thousand. 


Twenty-five perceni of the revenue from the revested 
Oregon and California grant lands is made available for 
four principal activities on the revested lands, and on 
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other Federal lands in the Oregon and California land 
grant counties of western Oregon: 

1. Construction and acquisition.—Provides for the ex- 
pansion of the Roseburg warehouse and seedling stor- 
age area; grading and surfacing 15 miles of access 
roads; construction of additional facilities at two devel- 
oped recreation sites; and acquisition of easements for 
roads in commercial timber areas. 

2. Maintenance.—Provides for maintenance of access 
roads, operation and maintenance of recreation facili- 
ties, and maintenance of management facilities. 

3. Renewable resource management.—Provides for re- 
forestation, stand improvement, mortality salvage, com- 
mercial thinnings, forest genetics, timber management, 
protection, and other resource management actions on 
the O. & C. lands. Planned timber sales in 1981 will be 
1,120 million board feet. The completion of new allow- 
able cut calculations on two sustained yield units have 
resulted in a net planned reduction of 52 million board- 
feet. 

4. Planning and data management.—Provides for 
preparation and updating of Bureau planning system 
documents and for automated data processing costs. 


Object Classification (in thousands of dollars) 

































Identification code 14-5136-0-2-302 1979 actual 1980 est. 1981 est. 
BUREAU OF LAND MANAGEMENT 
Direct obligations: 
Personnel compensation: 
11.1 Permanent positiOnS..............scsssesccsseeees 15,639 16,740 17,900 
11.3 Positions other than permanent... 5,974 6,420 6,800 
11.5 Other personnel compensation................. 856 840 900 
Total personnel compensation............. 22,469 24,000 25,600 
12.1 Personnel benefits: Civilian...............0.+ 2,155 2,260 2,470 
21.0 Travel and transportation of persons 343 331 360 
22.0 — Transportation Of thingS ............ss.sssesecssese 3,122 1,535 1,200 
23.1 Standard level user charges...............s:000 634 1,000 1,400 
23.2 Communications, utilities, and other rent... 604 700 800 
24.0 — Printing and reproduction..................sssssss0 21 30 40 
ZO MNO WEPMNOS ets schososeitestsbesssssscestggsasoensis 4,018 7,434 5,870 
26.0 Supplies and materials ................csssssssseeesese 3,014 3,300 3,600 
BE EMMI ck otered testis ccssis NAGAR skcsconccoes 1,052 1,200 1,200 
32.0 Lands and Structures.............ccccccssssccssssees 12,684 12,000 8,400 
42.0 — Insurance claims and indemnities................. Se ce ere ee 
Total direct obligationS................:..0+ 50,122 53,790 50,940 
Reimbursable obligations: 
32.0 — Lands and Structures...............sscccssssecsesssvee Da aatonrsvaaiccts anette 
Total obligations, Bureau of Land 
ERR OIIOYE south sijeiscivccsssbncsivsconese 50,168 53,790 50,940 
ALLOCATION ACCOUNTS 
Personnel compensation: 
11.1 Permanent positions.................s:ssssseeeee 400 420 420 
11.3 Positions other than permanent 100 260 260 
11.5 Other personne! compensation................ 60 50 50 
Total personnel compensation.............. 560 730 730 
12.1 Personnel benefits: Civilian................sse0 60 80 80 
21.0 120 97 105 
22.0 60 87 95 
23.2 20 20 30 
25.0 3,000 3,976 270 
26.0 10 60 70 































































OU ORMOND ac essccsarscetsscsssesresocgsaeosseptsagnscez 10 20 20 
32.0 Lands and Structures.............sssssssssssssseeeees 6,742 3,840 5,860 
Total allocation accounts................+. 10,582 8,910 7,260 
99.0 Total Obl gations...........ssssssssssessseseee 60,750 62,700 58,200 
Obligations are distributed as follows: 
Interior—Bureau of Land Management................ 50,168 53,790 50,940 
Agriculture—Forest Service ..........ssssssssssssssssesesee 5,032 4,300 4,200 
Transportation—Federal Highway Administration . 5,590 4,610 3,060 
Personnel Summary 
BUREAU OF LAND MANAGEMENT 
Total number of permanent positions..............sssss 809 809 809 
Total compensable WOrkYeaYS..............sssssssssssseesesssees 1,263 1,300 1,300 
Full-time equivalent of other positions.................. (494) (500) (500) 
Full-time equivalent of overtime and holiday 
BMD eh cakes tac snnscccvantaaasicneanesyoncsiaine (40) (40) (40) 
PD NAG EGS BIAGG Ss cfs cccesssssssedbuaaasscexscsceasessonsssvnnone 9.63 9.63 9.63 
PUBIRGG GS sea bAI ce. secsstesavesmestbeaserscasuStySanseoster $20,868 $22,329 $22,329 
Average salary of ungraded positions ...........ssssssssses $22,013 $23,554 $23,554 
ALLOCATION ACCOUNTS 
Total number of permanent positionS..............ssss0 25 25 25 
Total compensable workyea'S...............s+ 62 62 62 
Full-time equivalent of other positions (39) (39) (39) 
Full-time equivalent of overtime and holiday 
PN cicadas cbscivt kcszeadigissucvbod dries eoideensporssskses ) (0) (0) 
Average GS grade... 9.63 9.63 9.63 
Average GS salary.............. $20,868 $22,329 $22,329 
Average ungraded salary $22,013 $23,554 $23,554 








RANGE IMPROVEMENTS 


For rehabilitation, protection, acquisition of lands and interests 
therein, and improvement of Federal range lands pursuant to section 
401 of the Federal Land Policy and Management Act of 1976 (43 
U.S.C. 1701), sums equal to fifty percent of all monies received during 
the prior fiscal year under sections 3 and 15 of the Taylor Grazing 
Act (48 U.S.C. 315, et seq.), but not less than $10,000,000 (43 U.S.C. 
1901), and the amount designated for range improvements from graz- 
ing fees and mineral leasing receipts from Bankhead-Jones lands 
transferred to the Department of the Interior pursuant to law, to 
remain available until expended. (Public Law 96-126, making appro- 
priations for the Department of the Interior and related agencies, 
1980.) 

Amounts Available for Appropriation (in thousands of dollars) 

















1979 actual 1980 est. 1981 est. 
Unappropriated balance, start of year 9,520 12,083 15,365 
Collections (offsetting receipts)............ ee 19,875 26,000 27,500 | 
Transferred to general fund receipts ...............sssssse00 — 6,343 — 8,490 —8,968 
Transferred to payments to States from grazing re- 
ceipts, etc., public lands outside grazing districts... —831 — 1,483 — 1,850 
Transferred to payments to States from grazing re- 
ceipts, etc., public lands within grazing districts... — 1,468 —2,125  —2,660 
Payments to States from grazing receipts, etc., 
public lands within grazing districts, miscellaneous ai) Ee nenicsemile sealer 
Total available for appropriation ................00.. 20,748 25,985 29,387 
ADORATION A Soe e az Pins thtnnien Mandi 8,665 10,620 13,500 
Unappropriated balance, end of year'............ 12,083 15,365 15,887 








, * Payments to States and the Range improvements fund are derived from statutory percentages of collections in the priv 
iscal year. 


Program and Financing (in thousands of dollars) 











Identification code 14-5132-0-2-302 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Improvements to public lands................. 8,264 9,720 12,500 
2. Farm tenant act lands ............cccsssscssseees 511 1,140 1,000 
Total program costs, funded ?............ 8,775 10,860 13,500 





* Includes capital investment as follows: 1979, $1,706 thousand; 1980, $3,260 thousand; 1981, $4,990 thousand 
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DEPARTMENT OF THE INTERIOR ee eee «6G 
Change in selected resources (undelivered Change in selected resources (unpaid, un- 
FER eae AR Se eae RONG ce OUy | pods ane Gelivered Orders) ..........:-.sseesssssesersseeesseee GS: Labeecsnuditt taint 
10.00 Total obligations ............sssscssssssesseeen 8,432 10,860 13,500 10.00 Total obligations? .................sesccsseeceee 425 333 300 
Financing: Financing: 
21.40 Unobligated balance available, start of year =] SN occu scapcitie 21.40 Unobligated balance available, start of year —158 iid 
24.40 Unobligated balance available, end of year.. SU ccrtiite, eee: 24.40 Unobligated balance available, end of year. BS ete Ee cette 
40.00 Budget authority (appropriation) 40.00 Budget authority (appropriation) 
(indefinite, special fund)............... 8,665 10,620 13,500 (indefinite, special fund)................ 300 300 300 
Relation of obligations to outlays: Relation of obligations to outlays: 
71.00 Obligations incurred, net ............cccssssssesccee 8,432 10,860 13,500 71.00 Obligations incurred, net ..................scces00 425 333 300 
72.40 Obligated balance, start of year ee 3,943 2,636 2,596 72.40 Obligated balance, start of year... 39 195 228 
74.40 Obligated balance, end Of year........sss..css —2636 —2,596 —2,596 74.40 Obligated balance, end of year............so.. —195 —228 —228 
90.00 RRMMS ssc icecossaisissartscoasvedl stearate 9,739 10,900 13,500 90.00 CON Re 269 300 300 








The appropriation is derived from receipts from graz- 
ing of livestock on public lands, and grazing and miner- 
al leasing receipts on Bankhead-Jones Farm Tenant Act 
lands transferred from the Department of Agriculture 
by various Executive orders. On public lands, the fee 
from grazing includes a range improvement fee, which 
is available for range improvements when appropriated 
(48 U.S.C. 315i, 1701). Funds are used for rangeland 
improvement and maintenance of range facilities. 


Object Classification (in thousands of dollars) 





























Wentfication code 14-5132-0-2-302 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
lll Permanent pOSitiOnS...............e:ssseccssecssees 1,712 1,810 1,940 
113 Positions other than permanent sad 2,069 2,190 2,310 
11.5 Other personnel compensation ............... 124 130 130 
Total personnel compensation.............. 3,905 4,130 4,380 
12.1 Personnel benefits: Civilian.................ssecs000e 376 390 420 
21.0 — Travel and transportation of persons 268 175 190 
22.0 Transportation of thingS ..............sssccsssssseee 733 368 400 
a Us MI cs ans casnaueczstnessssovcseesensseses 228 230 250 
26.0 Supplies and materials . 1,216 2,307 2,870 
SEU RAMMIMUINTE co. cscccccsesscsovceses ae 297 300 400 
32.0 Lands and structures..........c:.ccsssscsssssseessees 1,409 2,960 4,590 
99.0 Total obligations ............sc:sscsssssesesssees 8,432 10,860 13,500 
Personnel Summary 
Total number of permanent positions...................00. 83 83 83 
Total compensable WOrkyeaTS.............ccssssssssssssssseseees 229 250 250 
Full-time equivalent of other positions.................. (150) (170) (170) 
Full-time equivalent of overtime and holiday 

Ss 5 Scans cna osubebeanetchowee (6) (6) 
Average GS grade... 9.63 9.63 
PIPERS SOREN Foss cconcecccccstevaceascnesosesconcacf tOevotlt $22,329 $22,329 








RECREATION DEVELOPMENT AND OPERATION OF RECREATION FACILITIES 


For recreation management activities and for construction, oper- 
ation, and maintenance of outdoor recreation facilities, including col- 
lection of special recreation use fees, to remain available until ex- 
pended, $300,000, to be derived from the special receipt accounts 
established by section 4(f) of the Land and Water Conservation Fund 
Act (16 U.S.C. 4601-6a(f)), as amended. (Public Law 96-126, making 
—_— for the Department of the Interior and related agencies, 

.) 


Program and Financing (in thousands of dollars) 





Wentfication code 14~5011-0-2-302 1979 actual 1980 est. 1981 est. 








Program by activities: 
Development and operation of recreation 
facilities (program costs, funded).......... 


310-100 0 - 80 - 35 








» Includes capital investment as follows: 1979, $40 thousand; 1980, $40 thousand; 1981 $40 thousand. 


This appropriation is derived from receipts from user 
fees, special recreation permits, and fees paid by conces- 
sionaires at recreation facilities administered by the 
Bureau of Land Management. Amounts received from 
such sources are utilized to manage, operate, and main- 
tain recreation facilities and to finance improvements 
at those facilities. 


Object Classification (in thousands of dollars) 





























Identification code 14-5011-0-2-302 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent positiOns...............--sseeesssees 81 88 100 
11.3 Positions other than permanent 26 30 30 
11.5 Other personnel compensation ................ ll 12 10 
Total personnel compensation............. 118 130 140 
12.1 Personnel benefits: Civilian..............sseccsssee ll 12 13 
21.0 Travel and transportation of persons........... 6 5 6 
22.0 Transportation of thingS.................sssssssee« 22 8 9 
24.0 Printing and reproduction....................sss00« 13 15 20 
Ze I SUPINE ooo och da coscnccechasecentascnoses 192 98 42 
26.0 Supplies and materials ...................sssessceeene 22 25 30 
Ee. “TG cere ccnees 10 10 10 
32.0 — Lands and structures.................cssccsecsseeesses 30 30 30 
42.0 — Insurance claims and indemnities................ E psnadcoses Gacesitaee 
99.0 Total Obligations ..............s..cssescssseecsene 425 333 300 
Personnel Summary 

Total number of permanent positions................-..- 3 3 3 

Total compensable WOrkYedTS..............:s-ssessseecsseecseees 7 7 7 
Full-time equivalent of other positions.................. (3) (3) (3) 

Full-time equivalent of overtime and holiday 

TIE ccs aa sins csoucickencia haves sasecesseeectacees (1) (1) (1) 

Average GS grade 9.63 9.63 9.63 

Average GS salary $20,868 $22,329 $22,329 








eee 


SERVICE CHARGES, DEPOSITS, AND FORFEITURES 


For administrative expenses and other costs related to processing 
application documents and other authorizations for use and disposal 
of public lands and resources, for monitoring construction, operation, 
and termination of facilities in conjunction with use authorizations, 
and for rehabilitation of damaged property, such amounts as may be 
collected under sections 304(a), 304(b), 305(a), and 504(g) of the Act 
approved October 21, 1976 (48 U.S.C. 1701); and sections 101 and 203 
of Public Law 92-153, to be immediately available until expended. 
(Public Law 96-126, making appropriations for the Department of the 
Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 








Identification code 14—5017-0-2-302 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Expenses, cost-recoverable applications .. 6,193 13,673 8,750 
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Bureau or LAND MANAGEMENT—Continued 
General and special funds—Continued 
SERVICE CHARGES, DEPOSITS, AND FORFEITURES—Continued 


Program and Financing (in thousands of dollars) Continued 
































Identification code 14-5017-0-2-302 1979 actual 1980 est. 1981 est. 
2. Repair of lands and facilities.................. 455 850 850 
Total program costs, funded.............. 6,648 14,523 9,600 
Change in selected resources (undelivered 
NOUNS) svc conbespentdics es NZA) , scinsszesivatsvoo\ > -veyijboudsigbiscvoe 
10.00 Total obligations * 6,124 14,523 9,600 
Financing: . 
21.40 Unobligated balance available, start of year — 1,233 
24.40 Unobligated balance available, end of year. 773 
40.00 Budget authority (appropriation) 
(indefinite, special fund)............... 5,664 13,750 9,600 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met .............sssscssceeen 6,123 14,523 9,600 
72.40 Obligated balance, start of year... 936 779 3,302 
74.40 Obligated balance, end of year..... —179 —3,302 —3,402 
90.00 CTT eter et edi a 6,280 12,000 9,500 





+ Includes capital investment as follows: 1979, $19 thousand; 1980, $20 thousand; 1981, $20 thousand. 


This appropriation is derived from: (1) Revenues re- 
ceived to offset administrative and other costs incurred 
in processing applications for rights-of-way, and the in- 
spection and monitoring of construction, operation, and 
termination of rights-of-ways; and recovery of costs as- 
sociated with the adopt-a-horse program; and (2) rev- 
enues for rehabilitation of damages to lands and facili- 
ties caused by resource developers, purchasers or per- 
mittees who do not fulfill the requirements of contracts 
or permits. 


Object Classification (in thousands of dollars) 
































Identification code 14-5017-0-2-302 1979 actual 1980 est. 1981 est. 
Personnel compensation: 

11.1 Permanent positions...........c:sssccssssssseeeees 2,013 2,220 2,460 
11.3 Positions other than permanent 44] 480 490 
11.5 Other personnel compensation................. 98 110 110 
Total personne! compensation............. 2,552 2,810 3,060 

12.1 — Personnel benefits: Civilian.............sscecssseee 396 410 440 
21.0 — Travel and transportation of persons........... 292 607 660 
22.0 — Transportation Of thingS .............ssssssssessse 77 382 415 
23.2 Communications, utilities, and other rent.... 42 50 60 
24.0 — Printing and reproduction...........c...ssseessee 260 600 500 
25.0 — Other services 2S 2,420 9,444 4,285 
26.0 Supplies and materials ............sssssscsssssssees 64 200 160 
SAO ss ABUIDON atecisecscisdessssstasesbstapibisseccasisivane 19 20 20 
42.0 Insurance claims and indemnities................ Operates vaginas 
99.0 Total obligations............ssccccssssescssssseees 6,124 14,523 9,600 

Personnel Summary 
Total number of permanent positionS....................000 93 93 93 
Total compensable workyea'S..........  ..... 115 120 120 
Full-time equivalent of other positions (34) (40) (40) 
Full-time equivalent of overtime and holiday 

RIED ssiccaba iiss sep batievsea tn acascosthintparaceosdivta joes (5) (4) (4) 
Average GS grade 9.63 9.63 9.63 
Average GS salary $20,868 $22,329 $22,329 





MISCELLANEOUS PERMANENT APPROPRIATIONS 


Program and Financing (in thousands of dollars) 





























Identification code 14-9921-0-2-999 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Leasing Of graZing 1ANdS ou... sssescsesseeeeees 2 2 
2. Payments to Oklahoma (royalties)....... Dir sibaasteatngt ae 
3. Payments to Coos and Douglas Coun- 
ties, Oreg., from receipts Coos Bay 
Wagon Road grant lands ...............ssse 603 2,800 3,200 
4. Payments to counties, Oregon and 
California grant lands ..........sssssccssseseceenee 6,290 110,000 115,000 
5. Payments to States (proceeds of 
ONDRD a Lass coaraan acct owsseii cist Sssessike! 612 607 638 
6. Payments to States from grazing re- 
ceipts, etc., public lands outside grazing 
BLTNONS sede cccincsastess segouna as access 831 1,483 1,850 
7. Payments to States from grazing re- 
ceipts, etc., public lands within districts 1,468 2,125 2,660 
8. Payments to States from grazing re- 
ceipts, etc., public lands within grazing 
districts, MiSCelANCOUS..............-sseecseees Dy + ssaiaertoegeieaies 17) ep aca 
9. Payments to States from receipts 
under Mineral Leasing Act............s:s000 209,735 245,029 304,345 
10. Payments to counties, national grass- 
FINS sconsstcssctasssteatottssponctbdpcostheies. 332 454 500 
11. Expenses, Public Land Administration 
Ise reece a ee ee. DOU: cicstcerctins soccer 
12. Expenses, road maintenance deposits ... 4,026 2,400 2,400 
Total program costs, funded.............. 304,284 364,900 430,595 
Change in selected resources (undelivered 
NTIRIS)  sscsasanctsssatsadesoicinecversteeenroeoens GD oceeek Be Ec coe 
10.00 Total Obligations ............ssssessssccssssseeees 303,528 364,900 430,595 
Financing: 
21.40 Unobligated balance available, start of year —1,105 — 383 —383 
24.40 Unobligated balance available, end of year.. 383 383 383 
60.00 Budget authority (appropriation) 
(permanent, indefinite, special 
HON) akeAcssamenet tin tstecrchsssnssctatecose 302,806 364,900 430,595 
Budget authority is distributed as follows: 
Leasing of grazing lands (receipt limitations) ..... l 2 d 
Payments to Oklahoma (royalties) ...............sse 2). csisigtasteh: Caan 
Payments to Coos and Douglas Counties, Oreg., 
from receipts Coos Bay Wagon Road grant 
UAIMES eceretaerceettcierossmeretot enacts teaieedi 471 2,800 3,200 
Payments to counties, Oregon and California 
TANT SIMMS 21k ssa sisass asada ste tocsss oseicandcqisnsnes 6,290 110,000 115,000 
Payments to States (proceeds of sales) (receipt 
POMLEIMONIS acts scsstsssetocesscTonssrssesneonestrseinianioites 612 607 638 
Payments to States from grazing receipts, etc., 
public lands outside grazing districts............... 831 1,483 1,850 
Payments to States from grazing receipts, etc., 
public lands within grazing districts................ 1,468 2,125 2,660 
Payments to States from grazing receipts, etc., 
public lands within districts, miscellaneous ..... D  csvinacoee venereal 
Payments to States from receipts under Mineral 
LORMAN ccc cariisssials Dhssericsssietenseda tossethes 209,735 245,029 304,345 
Payments to counties, national grasslands . 332 454 500 
Expenses, road maintenance deposits.................+- 3,059 2,400 2,400 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ............c..ssessseeee 303,528 364,900 430,595 
72.40  Obligated balance, start of year... 2,282 2,899 2,499 
74.40 Obligated balance, end of year — 2,899 — 2,499 — 2,499 
90.00 NN iss Sec Rise scsccceasteteesessecsetccion 302,911 365,300 430,595 
Distribution of outlays by account: 
Leasing of grazing lands (receipt limitations) ..... .........sssee 2 i 
Payments to Oklahoma (royalties) ............sc0000 Fis. .ndstighetee sib 
Payments to Coos and Douglas Counties, Oreg., 
from receipts Coos Bay Wagon Road grant 
GOIWOS ss sscabstabvscgucovctssss Paes pstecenicettcen sieaesonntes 603 2,800 3,200 
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Payments to counties, Oregon and California 


IPMN RNID cscesscs coco cesztsasasssvaicssssccessenusnsen 86;290 110,000 115,000 
Payments to States (proceeds of sales) (receipt 

SME NUN Voce 20s Paato ais casa sancansassevacnsvveresee 473 607 638 
Payments to States from grazing receipts, etc., 

public lands outside grazing districts............... 1,172 1,483 1,850 
Payments to States from grazing receipts, etc., 

public lands within grazing districts................ 1,651 2,125 2,660 
Payments to States from grazing receipts, etc., 

public lands within districts, miscellaneous ..... ie ccashed accrcriaet tcc cei 
Payments to States from receipts under Mineral 

BID Ecsta cenctencs tcp kei catsintntadaneessene 209,732 245,029 304,345 
Payments to counties, national grasslands............ 451 454 500 
Expenses, Public Land Administration Act............ SOG! Ae ecctsccsapare 
Expenses, road maintenance deposits...............00. 2,152 2,800 2,400 





1. Leasing of grazing lands.—State, county, and pri- 
vately owned grazing lands that are intermingled with 
public grazing lands are managed on a leased basis 
within the limits of receipts from such arrangements 
(48 U.S.C. 315m). 

2. Payments to Oklahoma (royalties).—The State of 
Oklahoma is paid 3742% of the Red River oil and gas 
royalties in lieu of State and local taxes on Kiowa, 
Comanche, and Apache tribal lands to be used for con- 
struction and maintenance of public roads and support 
of public schools (65 Stat. 252). 

3. Payments to Coos and Douglas Counties, Oreg., from 
receipts Coos Bay Wagon Road grant lands.—Out of 
receipts from the Coos Bay Wagon Road grant lands in 
Oregon, payments in lieu of taxes are made to Coos and 
Douglas Counties for schools, roads, highways, bridges, 
and port districts (53 Stat. 753-754). 

4, Payments to counties, Oregon and California grant 
lands.—Fifty percent of the receipts of Oregon and Cali- 
fornia land-grant funds are paid to the counties in 
which the lands are situated, to be used as other county 
funds (39 Stat. 218; 50 Stat. 876). 

5. Payments to States (proceeds of sales).—The States 
are paid 5% of the net proceeds from sale of public land 
and public land products (31 U.S.C. 711). 

6. Payments to States from grazing receipts, etc., 
public lands outside grazing districts.—The States are 
paid 50% of the grazing fee receipts from public domain 
lands outside grazing districts (43 U.S.C. 315i, 315m). 

1. Payments to States from grazing receipts, etc., 
public lands within districts.—The States are paid 
12%% of grazing fee receipts from grazing district 
lands within their boundaries (43 U.S.C. 315b, 315i). 

8. Payments to States from grazing receipts, etc., 
public lands within grazing districts, miscellaneous.— 
The States are paid specifically determined amounts 
from grazing fee receipts from miscellaneous lands 
within grazing districts when payment is not feasible 
on a percentage basis (43 U.S.C. 315). 

9. Payments to States from receipts under Mineral 
Leasing Act.—Alaska is paid 90% and other States 50% 
of the receipts from bonuses, royalties, and rentals re- 
sulting from development of mineral resources under 
the Mineral Leasing Act (30 U.S.C. 191), and from 
leases of potash deposits (80 U.S.C. 285), on public lands. 

10. Payments to counties, national grasslands.—Of the 
revenues received from the use of submarginal lands, 
25% is paid to the counties in which such land is situ- 
ated, for school and road purposes (7 U.S.C. 1012). 
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11. Expenses, Public Land Administration Act.— 
Public Law 86-649 approved July 14, 1960, permanently 
appropriated certain moneys to the Secretary of the 
Interior. Timber purchasers or permittees provide bond 
or deposit to assure fulfillment of contracts. Users of 
roads under jurisdiction of the Bureau of Land Manage- 
ment may make deposits for maintenance purposes. 
Moneys received in forfeiture of such bonds or for road 
maintenance are available for necessary forest improve- 
ment, protection, and rehabilitation and for road main- 
tenance. Moneys collected on Oregon and California 
grant lands are available for those lands only and 
amounts in excess of the cost of doing the work are 
transferred to miscellaneous receipts (74 Stat. 507-508). 
The applicable provisions of Public Law 86-649 were 
repealed by Public Law 94-579, approved October 21, 
1976. New deposits for road maintenance will become 
available in the “Expenses, road maintenance” appro- 
priation below. Collections for rehabilitation of damages 
will be available beginning in 1978 in the “Service 
charges, deposits, and forfeitures’ appropriation (43 
U.S.C. 1701 et. seq.). 

12. Expenses, road maintenance deposits.—Public Law 
94-579 approved October 21, 1976, permanently appro- 
priated certain moneys to the Secretary of the Interior. 
Users of roads under jurisdiction of the Bureau of Land 
Management may make deposits for maintenance pur- 
poses, and moneys collected are available for necessary 
road maintenance. Moneys collected on Oregon and 
California grant lands are available for those lands 
only. (43 U.S.C. 1701 et. seq.) 


Object Classification (in thousands of dollars) 























Identification code 14-9921-0-2-999 1979 actual 1980 est. 1981 est. 
11.1 

Di sar‘ secllcs acelin oka 
25.0 3,649 2,402 2,400 
41.0 299,878 362,498 428,195 
99.0 303,528 364,900 430,595 

Personnel Summary 

Total number of permanent positions.............-.sse-00« @  waecidaded 
Total compensable workyea'S..............-.++ e see 





Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 





WG coosocssetsccceeccccescn ci cesetnesitloans COP) ccs 
Average GS grade OS eee 
DERN GS SING cis Saccseacn essen eben PORNO, ence reeecsoes 





Intragovernmental funds: 
WORKING CAPITAL FUND 


Program and Financing (in thousands of dollars) 

















Identification code 14-4525-0-4-302 1979 actual 1980 est. 1981 est. 
Program by activities: 
Land management related supplies and 
support: 
Operating costs, funded................ssssseees 3,891 2,500 2,700 
Capital outlay, funded.................cccssseeeees 81 1,300 2,100 
Total program costs, funded.............. 3,972 3,800 4,800 
Change in selected resources (stores, un- 
Gelivered OFders) ......cssssscscsssscscsssseeeeeeesee 1,322 2,800 1,600 
10.00 Total obligations ...............sssssesseseesssee 5,294 6,600 6,400 
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Bureau or LAND MANAGEMENT—Continued 
Intragovernmental funds—Continued 
WORKING CAPITAL FUND—Continued 


Program and Financing (in thousands of dollars) —Continued 














Identification code 14-4525-0-4-302 1979 actual 1980 est. 1981 est. 
Financing: 
Offsetting collections from: Federal funds: 
RROVEIUNG 53s ansedeatstanseccsoceshichcnseesssssoctenss —4717 — 5,350 — 5,950 
17.00 Recovery of prior year obligations................ OAD: aca GGes) TG... 
21.40 Unobligated balance available, start of year —377 —1,900 —650 
24.40 Unobligated balance available, end of year.. 1,900 650 200 
Budget authority............. PAREGs RITE A cco kionac SED a ts aahitns: Enabiaelatl on 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............sssccssssssees — 1,523 1,250 450 
72.40 Obligated balance, start of year.................. 2,297 2,519 3,469 
74.40 Obligated balance, end of year..............ss0e. — 2,519 —3,469 —3,619 
90.00 UNREAL EE RED cectesectoonstatee —1,745 300 300 





Section 306 of the Federal Land Policy and Manage- 
ment Act of 1976 authorizes a BLM working capital 
fund and appropriations of up to $3 million for initial 
capitalization of the fund. For this purpose, $2 million 
has been made available until expended. The fund is 
managed as a self-sustaining revolving fund for pur- 
chase of equipment. 


Revenue and Expense (in thousands of dollars) 
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CROSHNG DBIQINOG cis ccssccsnecescossvossossesosdbsborieilon 1,555 2,033 1,933 
Total Government equity (end of year) ...... 9,199 10,093 10,409 
Object Classification (in thousands of dollars) 
Identification code 14-4525-0-4-302 1979 actual 1980 est. 1981 est 


Personnel compensation: 
































Mil Permanent POsitiOns............ssccsssssesesssees 113 120 120 
11.3 Positions other than permanent... 67 70 80 
11.5 Other personnel compensation ...... 4 10 10 
Total personnel compensation... 184 200 210 
12.1 — Personnel benefits: Civilian................ 18 20 20 
21.0 _ Travel and transportation of persons. 4 6 ] 
22.0 — Transportation of thingS...............ssccssssese 26 14 15 
23.2 Communications, utilities, and other rent... 4 5 6 
25:0) DUNN SORNCES 9, 6.81 Bice. cee A 650 676 744 
26.0 Supplies and materials ...............cssssssseeceees 3,142 3,479 3,898 
SLO JCONMINMONN piece sisted ot este cree i reetetaise 1,246 2,200 1,500 
32.0 — Lands and Structures............csssssssesscesssssseees 2M cascnrnbetic ccauipeee 
99.0 Total obligations...............ssssseccsssseeeen 5,294 6,600 6,400 
Personnel Summary 
Total number of permanent positions + 21 21 21 
Total compensable workyeafS...............sse.. 10 22 22 
Full-time equivalent of other positions.................. (6) (6) (6) 
Full-time equivalent of overtime and holiday 
TOUS cio ctecatscoscssccectocts teens steteieie; sa ROER (0) (0) 
Average GS grade 9.63 9.63 
Average GS salary $22,329 $22,329 








1 Includes 20 positions transferred from the Oregon and California grant lands appropriation in 1979. 



























































1979 actual 1980 est. 1981 est. 
Operating income or loss: 
4717 5,350 5,950 isan ieaians 
3.812 4,872 6,050 MISCELLANEOUS TRUST FUNDS 
905 478 ~ 100 In addition to amounts authorized to be expended under existing 
law, there is hereby appropriated such amounts as may be contribut- 
One ee ee ed under section 307 of the Act of October 21, 1976 (48 U.S.C. 1701), 
Financial Condition (in thousands of dollars) and such amounts as may be advanced for administrative costs, sur- 
veys, appraisals, and costs of making conveyances of omitted lands 
RE i EN | Wl ot under section 211(b) of that Act. (43 U.S.C. 315, 315i, 759, 761, 775, 
Assets: 887; 74 Stat. 506; 31 U.S.C. 711, 725s; 48 Stat. 1224-36; Public Law 56- 
Fund balance with Treasury... 2675 4,420 4,490 0 ES ee ae EONS A SSE 
Accounts reC@iVADIe.......rnnnns 334 704 40C 439 "elated agencies, v 
— inventory (Mt) ......eseesee 2,095 1,437 728 1,144 Amounts Available for Appropriation (in thousands of dollars) 
(net) 3,974 4,067 : 4,500 5,000 1979 actual 1980 est. 1981 est. 
WORM SIONS sssssvininiosssstedsceovve 9,078 10,628 10,118 10,444 Unappropriated balance, start Of Year... 4s cdandesius (Neca 
Liabilities: as: Receipts (net): Authorized...........ccccssssssssssvesseessesseee 1,077 700 700 
Accounts payable including ac- Total available for appropriation ................0. 1,081 700 700 
crued liabilities ..... 2,159 1,429 25 BB: ANDIODNSUION kare. docsiailc cach d aechistetsctrmsaiocats — 1,084 —700 —100 
Unfunded liabilities D> ~ scvsiveseasdcnat~ ~sovbssenteesstsea~. “sscevsscsrocovasias Unobligated balance returned to unappropriated col- 
Total abilities... 2,167 1,429 95 35 HOCHOONNG $s crab rca tatrtpieviech sereonscant reve inensdt Aisiss ete ae deancrsiaheties ceonieneaalll 
Government equity: rae Unappropriated balance, end Of year ........sss. sssssssscsssneese — sssseccssssescnns —suessseeeter 
Unexpended balances: 
Unobligated balance 377 1,900 650 200 Program and Financing (in thousands of dollars) 
Undelivered Orders .......s.s:...000 591 1,795 1,863 2,200 
Invested Capital ....csssnssnnene 5,943 5,504 7,580 8,009 entiation code 14-9971-0-7-302 1979 actual ‘1980 est. 1981 st. 
Total Government equity....... 6,911 9,199 10,093 10,409 Program by activities: 
ee es 1. Land and resource management trust 
Analysis of changes in Government equity: NONE scetorietoatiteceea itaceatiteitice centers 772 699 699 
Paid-in capital: 2. Trustee funds, Alaska townsites............ 1 1 ] 
SOONG IR iicsisssosnissccdessoveessvoséossoosvasess 6,261 7,644 8,060 TT 
ea 1,383 416 416 Total program costs, funded ............. 773 700 70 
7 Change in selected resources (undelivered 
OTIS III cca scseern ces cceeesoensevnetrnrennent 7,644 8,060 8,476 PE seca Ola... 1M oLU.can 
Retained income: 10.00 Total obligations ....cssssssstsctsesntne 902 700 700 
ee DORIC... snscrrsereerosnernevnsernesnsen 650 1,555 2,033 Financing: 
ransactions: net operating inCOME..,........... 905 478 —100 5449 Unobligated balance available, start of year 1,086  —1,265 — 1,085 








ca 
ve 
CO! 
to 
th 
ful 
tio 
31 
ani 
17( 
é 
cei 
ex] 
site 


\dentifi 


Averag 
Averag 





210 


3,898 


‘isting 
ribut- 
170)), | 
S, sur- 
lands | 
1, 775, 
ww 96- 
wr and 








81 est. 





700 
—10 








1981 est. 





699 
l 


—$___——— 


700 


—e 


700 


— 1,265 


DEPARTMENT OF THE INTERIOR 








LAND AND WATER ee 549 














24.40 Unobligated balance available, end of year.. 1,265 1,265 1,265 
25.00 Unobligated balance restored.................0..... On nee acetate 
Budget authority... sesessssee 1,084 700 700 
Budget authority: 
Current: 
40.00 Appropriation (indefinite) .................... 100 100 100 
Permanent: 
60.00 Appropriation (indefinite) .................... 984 600 600 
Distribution of budget authority by account: 
Land and resource management trust fund.......... 1,082 699 699 
Trustee funds, Alaska townsites..............:scsssseee- 2 1 l 





Relation of obligations to outlays: 
71.00 Obligations incurred, net .................sssssseeeee: 902 700 700 








72.40 Obligated balance, start of year... 97 233 233 
74.40 Obligated balance, end of year.................00. —233 — 233 — 233 
90.00 GUN ees eee 766 700 700 





Distribution of outlays by account: 
Land and resource management trust fund.......... 765 699 699 
Trustee funds, Alaska townsites..............ccccssseccss cecsssecessseees l l 





1. Land and resource management trust fund.—Appli- 
cants for conveyance of lands omitted in original sur- 
veys pay the cost of surveys and the administrative 
costs of conveyance. Advances are made by individuals 
to pay the costs of other types of surveys requested by 
them. Users of the Federal range and others contribute 
funds or make gifts for conservation practices, acquisi- 
tion, protection, and other purposes (48 U.S.C. 315h, 
315i, 775, 74 Stat. 506: 31 U.S.C. 711; 43 U.S.C. 759, 761, 
and 887; 48 Stat. 1224-1236; 90 Stat. 2758 (43 U-S.C. 
1701). 

2. Trustee funds, Alaska townsites—Amounts re- 
ceived from sale of Alaska town lots are available for 
expenses incident to the maintenance and sale of town- 
sites (81 U.S.C. 725s; Comp. Gen. Dec. of Nov. 18, 1935). 


Object Classification (in thousands of dollars) 
Wentfication code 14-9971-0-7-302 





























1979 actual 1980 est. 1981 est. 
Personnel compensation: 
IL.l Permanent POSitionS.............:..cccssssssseee 92 100 112 
113 Positions other than permanent... 182 190 190 
115 Other personnel compensation................ 14 10 10 
Total personnel compensation............. 288 300 312 
12.1 Personnel benefits: Civiliat................cssssssee: 30 30 31 
21.0 — Travel and transportation of persons............ 44 12 13 
22.0 Transportation of things ...............s:ssssse»»0»« 20 12 13 
23.2 Communications, utilities, and other rent... 14 15 20 
BD i ANUOR SUEWUOES, ciscdakssiecvesssstsietsstivassbaceonnses 143 71 71 
26.0 Supplies and materials... 251 150 130 
31.0 — Equipment ............ceccss0ee. 9 10 10 
32.0 Lands and Structures..........:::..cccsssssssessssesees 103 100 100 
99.0 Total obligationS............sssessevsssvseeseeee 902 700 700 
Personnel Summary 

Total number of permanent positions....................00 3 3 3 

Total compensable WOrkyearS............ssssssssssssscseeeeeeee 21 21 21 
Full-time equivalent of other positions................... (17) (17) (17) 

Full-time equivalent of overtime and holiday 

Re epee ye OCR. (1) (1) 

Average GS grade. 9.63 9.63 

PRED Gy GNP ENO Be ell sctildsbee $22,329 $22,329 








(Bureau or REcLAMATION] WarTerR AND PowER RESOURCES 
SERVICE 
The Bureau of Reclamation has been renamed the 
Water and Power Resources Service. The Service plans, 


constructs, and operates facilities to irrigate lands, fur- 
nish municipal and industrial or other water supplies, 
and develop related hydroelectric power and flood con- 
trol in the 17 Western States and Hawaii. 

Appropriations to the Service are made from the gen- 
eral fund and special funds. The special funds are: (a) 
the Reclamation fund, largely derived from certain irri- 
gation and power revenue; receipts from the sale, lease, 
and rental of public lands; and certain oil and mineral 
revenue; and (b) the Colorado River Dam fund, derived 
from the revenue of the Boulder Canyon project. The 
1981 estimates are summarized by source as follows (in 
thousands of dollars): 











Stage 

ae General 

Appropriation title priation fund 
LORI DOIN ssscssinsccsscesssesuscoscsness 26,128 26,128 
Construction program ... 590,532 427,930 
General investigations............ 37,825 50 
Operation and maintenance.............. 114,117 = 38,861 
General administrative expenses....... GUE ssi 
Permanent appropriations................. Shee eke 
Secs eee 809,452 492,969 








Federal Funds 
General and special funds: 


For carrying out the functions of the [Bureau of Reclamation] 
Water and Power Resources Service as provided in the Federal recla- 
mation laws (Act of June 17, 1902, 32 Stat. 388, and Acts amendatory 
thereof or supplementary thereto) and other Acts applicable to that 
[Bureau] Service as follows: 


LOAN PROGRAM 


For loans to irrigation districts and other public agencies for con- 
struction of distribution systems on authorized Federal reclamation 
projects, and for loans and grants to non-Federal agencies for con- 
struction of projects, as authorized by the Acts of July 4, 1955, as 
amended (43 U.S.C. 421a-421d), and August 6, 1956, as amended (43 
U.S.C. 422a-422k), including expenses necessary for carrying out the 
program, [[$29,603,000] $26,128,000, to remain available until ex- 
pended: Provided, That during 1981, and within the resources and 
authority available, gross obligations for the principal amount of 
direct loans shall not exceed $38,000,000: Provided further, That any 
contract under the Act of July 4, 1955, (69 Stat. 244), as amended, not 
yet executed by the Secretary, which calls for the making of loans 
beyond the fiscal year in which the contract is entered into shall be 
made only on the same conditions as those prescribed in section 12 of 
the Act of August 4, 1939 (53 Stat. 1187, 1197). (Energy and Water 
Development Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 























Identification code 14-0667-0-1-301 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Distribution systems Oe ee es 
2. Small project ...........ssesesccsssee Se 13,597 59,787 25,537 
Dir FINDEN cas scuvcsssnivesssSsbenateen 415 581 591 
Total direct program..............cssseee 22,030 60,368 26,128 
Reimbursable program..............-.sseecssneeeessees FSF nv skttpecitha RE cccchlades 
Total program costs, funded *....... 22,167 60,368 26,128 
Change in selected resources (undelivered 
OI sectectesicnlatailitentiadiceeccensson 14,501 —32,178 co 12,706 
10.00 Total Obligations .............ssccsssseeseeesens 36,668 28,190 38,834 
Financing: 
14.00 Offsetting collections from: Non-Federal 
COU esssenesiest ih tocar inctnannnbeane a FP) cece 


* Includes capital investment as follows: 1979, $22,167 thousand; 1980, $60,368 thousand; 1981, $26,128 thousand. 
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17.00 
21.40 
24.40 


40.00 


Recovery of prior year obligations —15 
Unobligated balance available, start of year —11,443 
Unobligated balance available, end of year.. 11,293 


Budget authority (appropriation) .. 36,366 26,128 
Relation of obligations to outlays: 

71.00 Obligations incurred, net 

72.40 Obligated balance, start of year 


74.40 Obligated balance, end of year 
90.00 


36,516 
18,627 
— 33,228 


21,915 


28,190 
33,228 
—21,418 


40,000 


38,834 
21,418 
—42,211 


18,041 





Outlays 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 


38,000 
— 38,000 











Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2200 — Disbursements 
2400 Repayments, prepayments, loan sales 


244,556 
21,915 
—4,512 


261,959 


261,959 
40,000 
— 6,500 


295,459 


295,459 
18,041 
—7,000 


2900 Outstanding, end of year 306,500 


Under the Small Reclamation Projects Act (43 USC. 


422a), loans and/or grants can be made to non-Federal 
organizations for construction or rehabilitation and bet- 
terment of small water resource projects. Funds are 
provided in 1981 to continue construction on thirteen 
projects for improving existing irrigation distribution 
systems by rehabilitating pumping plants, canal and 
lateral structures, enlarging and extending drains and 
purchasing maintenance equipment. Completed con- 
struction for on-going projects will provide irrigation 
service to 525,200 acres and annually provide 113,400 
acre-feet of municipal and industrial water. 


Object Classification (in thousands of dollars) 


Identification code 14-0667-0-1-301 1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions Pies 
Positions other than permanent............... 26 
Other personnel compensation 4 





Total personnel compensation 561 
12.1 Personnel benefits: Civilian 56 
21.0 Travel and transportation of persons 50 
22.0 — Transportation of things 4 
23.1 Standard level user charges 55 
23.2 Communications, utilities, and other rent... 14 
24.0 — Printing and reproduction 4 
25.0 — Other services oni 50 
26.0 Supplies and materials . Sas 9 
31.0 — Equipment om 
33.0 Investments and loans 


8 
; 27,379 
41.0 — Grants, subsidies, and contributions 


5 
35,830 
8 


Total direct obligations 36,531 

Reimbursable obligations: 
25.0 — Other services a 137 
99.0 Total obligations 38,834 


36,668 28,190 
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Personnel Summary 





Total number of permanent positions 23 
Total compensable workyears. 30 
Full-time equivalent of other positions ( (9) 
Full-time equivalent of overtime and holiday 
(0.4) (0.2) 


Average GS grade 5 8.50 8.50 
Average GS salary $20,813 $21,122 
Average salary of ungraded positions $19,419 $19,496 





eon 


CONSTRUCTION PROGRAM* 
*See Part III for additional information. 


For construction and rehabilitation of projects and parts thereof 
(including power transmission facilities for Water and Power Re- 
sources Service use) and for other related activities as authorized by 
law, to remain available until expended, $590,532,000, of which 
$118,392,000 shall be available for advances to the Upper Colorado 
River Basin Fund authorized by Section 5 of the Act of April 11, 1956, 
and $135,235,000 shall be available for advances to the Lower Colora- 
do River Basin Fund authorized by Section 403 of the Act of Septem- 
ber 30, 1968: Provided, That of the total appropriated $162,602,000 
shall be derived from the Reclamation Fund: Provided further, That 
advances to the Upper Colorado River Basin Fund and Lower Colora- 
do River Basin Development Fund may be increased or decreased by 
transfers within the overall appropriation to this heading: Provided 
further, That the unexpended balances of the appropriation accounts 
for “Construction and Rehabilitation”, “Colorado River Basin Salinity 
Control Projects”, and “Recreational and Fish and Wildlife” shall be 
merged into one and made available for the same purposes as appro- 
priations under this heading: Provided further, That the final point of 
discharge for the interceptor drain for the San Luis Unit shall not be 
determined until development by the Secretary of the Interior and the 
State of California of a plan, which shall conform with the water 
quality standards of the State of California as approved by the Ad- 
ministrator of the Environmental Protection Agency, to minimize any 
detrimental effect of the San Luis drainage waters. 


[CONSTRUCTION AND REHABILITATION } 


[For construction and rehabilitation of authorized reclamation proj- 
ects or parts thereof (including power transmission facilities for rec- 
lamation use) and for other related activities, as authorized by law to 
remain available until expended, $213,053,000, of which $60,000,000 
shall be derived from the reclamation fund: Provided, That no part of 
this appropriation shall be used to initiate the construction of trans- 
mission facilities within those areas covered by power wheeling serv- 
ice contracts which include provision for service to Federal establish- 
ments and preferred customers, except those transmission facilities 
for which construction funds have been heretofore appropriated, those 
facilities which are necessary to carry out the terms of such contracts 
or those facilities for which the Secretary of the Interior finds the 
wheeling agency is unable or unwilling to provide for the integration 
of Federal projects or for service to a Federal establishment or pre- 
ferred customer: Provided further, That the final point of discharge 
for the interceptor drain for the San Luis Unit shall not be deter- 
mined until development by the Secretary of the Interior and the 
State of California of a plan, which shall conform with the water 
quality standards of the State of California as approved by the Ad- 
ministrator of the Environmental Protection Agency, to minimize any 
detrimental effect of the San Luis drainage waters: Provided further, 
That of the amount herein appropriated not to exceed $344,000 for 
the Central Oregon Irrigation District shall be available for construc- 
tion on a rehabilitation and betterment program under the Act of 
October 7, 1949 (68 Stat. 724), as amended, to be repaid in full under 
conditions satisfactory to the Secretary of the Interior: Provided fur- 
ther, That currently unobligated funds from appropriations made 
under this heading for payment of Teton Dam disaster claims shall be 
available to pay costs to irrigation spaceholder contracting entities for 
American Falls Dam pursuant to section 7, Reclamation Safety of 
Dams Act (Public Law 95-578), and shall be nonreimbursable in ac- 
cordance with the terms of that Act.] 


[COLORADO RIVER BASIN PROJECT] 


[For advances to the Lower Colorado River Basin Development 
Fund, as authorized by section 403 of the Act of September 30, 1968 
(82 Stat. 894), for the construction, operation, and maintenance of 
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projects authorized by title III of said Act, to remain available until 
expended, $94,217,000.] 


[COLORADO RIVER BASIN SALINITY CONTROL PROJECTS] 


[For construction of projects authorized by the Act of June 24, 1974 
(Public Law 93-320), to remain available until expended, 
$34,761,000.] 


[upPER COLORADO RIVER STORAGE PROJECT] 


[For the Upper Colorado River Storage Project, as authorized by 
the Act of April 11, 1956, as amended (43 U.S.C. 620d), to remain 


available until expended, $73,203,000, of which $61,177,000, shall be 
available for the “Upper Colorado River Basin Fund” authorized by 
section 5 of said Act of April 11, 1956, and $12,026,000 shall be 
available for construction of recreational and fish and wildlife facili- 
ties authorized by section 8 thereof, and may be expended by bureaus 
of the Department through or in cooperation with State or other 
Federal agencies, and advances to such Federal agencies are hereby 
authorized: Provided, That no part of the funds herein approved shall 
be available for construction, or operation of facilities to prevent 
waters of Lake Powell from entering any national monument.] 
(Energy and Water Development Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 








Program costs funded 


Analysis of the 1981 financing 





\dentfication code 14-0684-0-1-301 Total 


estimate 


Program by activities: 
Direct program: 
1. Construction 
2. Payment to Upper Colorado River Basin 


78,211 


3. Payment to Lower Colorado River Basin 
Development fund 


To Sept. 1979 
30, 1978 actual 


359,658 


95,284 


Add 

selected 
resources 
and un- 
obligated 
balance 
end of 

year 


1980 1981 
estimate estimate 


489,301 342,694 14,970 337,455 6,598,071 


61,177 118,392 


94,217 135,235 





Total direct program + 
Change in selected resources 


933,153 
11,523 


644,695 
— 69,418 


596,321 
—5,239 





Total direct obligations 
Reimbursable program 


544,676 
1,446 


575,277 
5,814 


591,082 
5,305 





10.00 Total obligations 

Financing: 

Offsetting collections from: 

11.00 ‘Federal funds 
14.00 Non-Federal sources 
17.00 Recovery of prior year obligations... 
21.40 Unobligated balance, start of year 
24.40 Unobligated balance, end of year 


946,122 


—974 

— 985 

— 16,423 
— 284,627 
156,043 


581,091 596,387 


—5,127 





Budget authority 


399,156 





Budget authority: 
40.00 Appropriation: 
Reclamation fund, special fund 
General fund 
44.10 Supplemental for wage-board pay raises.... 
44.20 Supplemental for civilian pay raises 


58,100 
341,056 


427,930 





Distribution of budget authority by account: 
Construction program 
Recreational fish and wildlife facilities 
Colorado River Basin salinity control projects ... 
Construction and rehabilitation 
Colorado River Basin project 
Upper Colorado River storage project 


10,600 
17,315 
214,672 
79,770 
76,799 


61,177 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
Obligated balance, start of year: 
71240 Appropriation 
71298 —— Fund balance 
7398 Obligated balance transferred, net 
Obligated balance, end of year: 
74.40 Appropriation 
7498 Fund balance 


527,740 
105,781 


574,677 590,532 


120,688 153,639 


— 153,639 
— 8,033 


— 170,347 
— 8,033 





90.00 Outlays, excluding pay raise supplemental 
91.10 Outlays from wage board pay raise supplemental. 
91.20 Outlays from civilian pay raise supplemental 


538,394 573,756 
148 3 


65 








Distribution of outlays: 
Construction program 
Recreational and fish and wildlife facilities 
Colorado River Basin salinity control projects... 
Construction and rehabilitation 


76,799 





* Includes capital investment as follows: 1979, $533,153 thousand; 1980, $644,695 thousand; 1981, $596,321 thousand. 
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WATER AND Power Resources SERvVICE—Continued 
General and special funds—Continued 


CONSTRUCTION PROGRAM—Continued 


For 1981, the five formerly identified construction 
appropriations entitled “Construction and Rehabilita- 
tion,” “Upper Colorado River Basin Fund,” “Recreation- 
al and Fish and Wildlife Facilities,” ‘Colorado River 
Basin Project,” and “Colorado River Basin Salinity Con- 
trol Projects” have been combined into a single con- 
struction appropriation account and titled ‘“Construc- 
tion Program.” Language has been proposed in the ap- 
propriation request to maintain the integrities of the 
Upper Colorado River Basin fund and the Lower Colo- 
rado River Basin development fund, since these two 
were authorized separately and identified as continuing 
funds. Appropriations for the Upper Colorado River 
Basin fund and Colorado River Basin project construc- 
tion are requested and paid to these funds for the con- 
struction of projects. The reason for the consolidation is 
to bring together like activities into a single account 
and to simplify the financial management process. 

In 1981 construction will continue on 71 projects, and 
advance planning will be underway on 3 projects. The 
construction completed through 1980 will provide full 
irrigation service to 4,858,000 acres, a supplemental 
water supply to 6,096,000 acres, annually provide 
3,787,000 acre-feet of municipal and industrial water, 
11,682,000 kilowatts of hydroelectric power, and 546,800 
kilowatts of fossil fueled capacity at Navajo Generating 
Station. During 1981, facilities will be completed to fur- 
nish a water supply to 22,000 acres and facilities to 
furnish 250,000 kilowatts of hydroelectric power and 
169,000 acre-feet of municipal and industrial water. 

Delays are anticipated in construction of the Auburn 
Dam in California because of a current review of geo- 
logic conditions at the Auburn damsite and on the Gar- 
rison diversion unit, North Dakota, because of unre- 
solved legal and international questions. Should the 
problems on either or both of these projects be resolved 
satisfactorily, any additional funds that may be re- 
quired will be requested later. 

A supplemental appropriation for 1980 is proposed 
under proposed legislation for hydropower initiatives to 
increase electric capacity at existing facilities. 


Object Classification (in thousands of dollars) 














Identification code 14-0684-0-1-301 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent POSitiOnS...........cc..sssecsssesesssees 51,188 53,142 55,125 
11.3 Positions other than permanent.............. 3,232 8,563 10,830 
11.5 Other personnel compensation................ 3,285 3,641 3,577 
11.8 Special personal services payments........ 117 151 150 

Total personnel compensation............. 57,822 65,497 69,682 
12.1 Personnel benefits: Civilian .........cccssssssseessseee 6,095 6,505 6,968 
13.0 Benefits for former personnel ....................... MD. SusccROMh sccnscatirees 
21.0 Travel and transportation of persons ............ 3,011 2,861 3,560 
22.0 Transportation of thingS 0.2... 1,548 953 1,555 
23.1 Standard level user charges ...........ssssssssse 4,893 4,717 4,548 







23.2 Rent, communications, and utilities .............. 3,783 5,154 §,313 


24.0 Printing and reproduction ........ 5; 1,316 1,442 1,482 
25.0 Other services ...........ssses.. is 164,051 163,719 265,150 
26.0 Supplies and materials... ee 5,475 5,519 5,875 
31.0 Equipment..................0 Beni 7,731 9,798 14,490 
32.0 Lands Qi StTUCEUFOS ........sssssossssesscsssonsss scones 230,833 261,808 211,008 






























33.0 Investments and loans ..........c..ssescsseccsees seers 970 903 900 
41.0 Grants, subsidies, and contributions ............. Dake cee 
42.0 Insurance claims and indemnities ...........-..... 57,043 45,801 1 

Total direct obligationS...................000 544,676 574,677 590,532 

Reimbursable obligations: 
Personnel compensation: 

11.1 Permanent pOSitiOnS..............ssssecscsssseeeee 3,263 3,270 
11.3 Positions other than permanent §2 5 
11.5 Other personnel compensation................. 719 80 
11.8 Special personal services payments........ D.  vukaceeee 

Total personnel compensation............. 3,399 3,402 
12.1 Personnel benefits: Civilian...............sssesce 385 340 
21.0 Travel and transportation of persons........... 74 | 
22.0 — Transportation Of thingS.............ssssesscssseees 10 10 
23.2 — Rent, communications, and utilities............. 561 600 
24.0 — Printing and reproduction.................ssccssse 25 30 
DEH Oi ree UNE ESERMICOS 2551, Lescavnsosesececccsbisvecbobensbdomece 1,838 1,365 
26.0 Supplies and materials ...........c...ssssesssssseess 33 34 
ANOS er ROMMENTNCN TC nasa cecszecaccctereettactentat tees tresteccoltree Tena tennteatcniahts 86 





























S20" OR ANOS ANd SUNOTUNES ess case lelscleecncets cde TOS oe, 
41.0 — Grants, subsidies, and contributions ......0..... 0 esses 3 

Total reimbursable obligations............ 1,446 6,414 5,855 
99.0 Total obligations.............ccsssssssssessesssee 546,122 581,091 596,387 





Personnel Summary 
































Direct: 
Total number of permanent positions.................... 2,472 2,401 2,493 
Total compensable workyearS.................0e.. 3,014 3,491 3,645 
Full-time equivalent of other positions (343) (853) (1,079) 
Full-time equivalent of overtime and holiday 
MINES Scat cricacaronasasiaedacsiateeta (131) (137) (127) 
RUDI AOE NaS IU ssi ssssslecsicectdinraronigasiens: 8.50 8.50 8.50 
RUCTIED Tey SRIDEY i ceccscahegy Gs sasterveanngepoosasdiseioansts $20,492 $20,813 $21,222 
Average salary of ungraded positions................... $18,761 $19,419 $19,496 
Reimbursable: 
Total number of permanent positions................... 147 147 
Total compensable workyearS.................++. 154 154 
Full-time equivalent of other positions (6) (6) 
Full-time equivalent of overtime and holiday 
WOMIRSS ssi shhac{oses iass hiss susisn Rexarsaeisreaeiay: mccellaiapusi=iss (4) (4) 
MAVEN AMES NS TMI cassis cascciensseeitincasslcissigiiteasasareos, . aisievoeinscess 8.50 8.50 
IAVOTARG: GS SONNY sc cccascsccectcsstctrccscinssescisststdoten Tastee $20,813 $21,222 
Average salary of ungraded positionS.............css0 sss $19,419 $19,496 








SS 
GENERAL INVESTIGATIONS 


For engineering and economic investigations of proposed Federal 
reclamation projects and studies of water conservation and develop- 
ment plans and activities preliminary to the reconstruction, rehabili- 
tation and betterment, financial adjustment, or extension of existing 
projects, to remain available until expended, [[$34,451,000] 
$37,825,000, of which $37,775,000 is to be derived from the reclama- 
tion fund[: Provided, That none of this appropriation shall be used 
for more than one-half of the cost of an investigation requested by a 
State, municipality, or other interest]. (Energy and Water Develop- 
ment Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 








Identification code 14-5060-0-2-301 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Plan formulation investigations........... 17,593 27,062 24,250 
2. General engineering and research....... 12,709 15,221 13,581 
Total direct program...............0s. 30,302 42,283 37,831 


Reimbursable program...essssscssssssssssssseeseen 10 70 10 











Total program costs, funded *............ 30,312 42,353 37,901 

Change in selected resources (undelivered 
RUGS) SES atic cvettes kettles asecties —619 —4,106 2 ee 
10.00 Total obligations........scscccssssssessesseens 29,693 38,247 37,895 
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Financing: 
Offsetting collections from: 
COIR TROD acai cssccsanicseonesniccbicoe! 
Non-Federal fUNdS..............ssscecccsssseseesssee 
Recovery of prior year obligations................ 
Unobligated balance available, start of year 
Unobligated balance available, end of year. 


11.00 
14.00 
17.00 
21.40 
24.40 


40.00 





Budget authority (appropriation): 
SUNN III sas ccsacesssssenccocserseceses 30,870 
GOUOTIN TOI sia ccessssisscessovsedescese 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............sssecsccssssee 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of yea...............se... 


90.00 


1 Includes capital investment as follows: 1979, $122 thousand; 1980, $1,401 thousand; 1981, $2,025 thousand. 


38,177 
6,888 
— 14,065 


31,000 


37,825 
14,065 
— 15,300 


36,590 











RO csr et suns 27,633 





This appropriation provides for the planning of poten- 
tial developments for the conservation and utilization of 
water and related land resources and includes plan for- 
mulation investigations including geothermal investiga- 
tions, and general engineering and research activities. 

Investigations and surveys are made to determine the 
feasibility of potential reclamation projects and the 
need for rehabilitation of existing Federal Reclamation 
projects. 

1. Plan formulation investigations.—These include 19 
appraisal investigations, 22 feasibility investigations, 
and 29 special investigations throughout the 17 West- 
ern States to formulate resource development plans for 
basins and specific projects leading to authorization, 
including studies relating to the rehabilitation, finan- 
cial adjustment, or water conservation on existing Fed- 
eral reclamation projects. 


2. General engineering and research.—Studies directed 
toward improvements in procedures and in engineering 
methods and materials. Included are studies of atmos- 
pheric water resources; of alternative uses and reuse of 
water and continuing activities in waste water reclama- 
tion opportunities in the Western States and electrical 
energy research and development. 


Object Classification (in thousands of dollars) 





























Kdentification code 14-5060-0-2-301 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent positions...............sccssseescssoe 11,149 12,622 12,751 
11.3 Positions other than permanent... 553 612 700 
11.5 Other personnel compensation................ 213 263 293 
11.8 Special personal services payments........ 15 16 7 

Total personnel compensation............. 11,930 13,513 13,761 
12.1 Personnel benefits: Civilian...............cssssseeees 1,162 1,351 1,376 
21.0 — Travel and transportation of persons........... 672 675 783 
22.0 — Transportation of thingS ...........ssvssssssssese 178 188 290 
23.1 Standard level user charges .............sses.ssss 683 716 691 
23.2 Communications, utilities, and other rent... 609 729 852 
24.0 — Printing and reproduction..............s::ccssss0 121 199 210 
25.0 Other services ............cccsssee 12,555 17,079 15,212 
26.0 — Supplies and materials ... 628 641 653 
31.0 Equipment ..............ccs0000 1,023 1,685 1,972 
32.0 Lands and structures.............ssssessccssssssesesee 122 1,401 2,025 

Total direct obligationS............:....000 29,683 38,177 37,825 

Reimbursable obligations: 

MR, | ORE; SURO ccectitd cde casacessccacidiun-susvees 10 70 70 
99.0 Total Obligations ................sssssseceseseeen 29,693 38,247 37,895 


Personnel Summary 


Total number of permanent positionS.................... 486 514 520 
Total compensable Workyea'S...............ssssecsssseseseeseeee 593 594 617 





























Full-time equivalent of other positions (60) (62) (71) 
Full-time equivalent of overtime and holiday 
te nace rnccoeecerneence eae (12) (13) 
Average GS grade 8.50 8.50 
Average GS salary $20,813 $21,122 
Average salary of ungraded positions ..................s000« $18,761 $19,419 $19,496 
EMERGENCY FUND 
Program and Financing (in thousands of dollars) 
Identification code 14-5043-0-2-301 1979 actual 1980 est. 1981 est. 
Program by activities: 
NN tal vcscacccsetcensnenssotions 3,517 1,000 1,000 
Change in selected resources (undelivered 
CGNa eS ote wo OOD the cs ceed eee... 
10.00 Total obligations 2 ..............ccccsssssssssee 2,457 1,000 1,000 
Financing: 
17.00 Recovery of prior year obligations................ I oe a ee 
21.40 Unobligated balance available, start of year —7,144 —5,076 —4,076 
24.40 Unobligated balance available, end of year.. 5,076 4,076 3,076 
NOU SUNONO ccctsesssscsscccccscessincsin _ eocctnstecapegen’ meee Namen 
Relation of obligations to outlays: 
71.00 Obligations incurred, met ...............cssssseses 2,068 1,000 1,000 
72.40 Obligated balance, start of year-..... 3,811 1,326 1,159 
74.40  Obligated balance, end of year....... —1,326  —1,159 —1,159 
77.00 Adjustments in expired accounts —] OO i ice unsuls 
90.00 NR cco ces cnet 3,150 1,167 1,000 
Distribution of outlays by account: 
ESIOSROMCN JOIN ssnnsxciscczssessigsccsnissasiceeckscsehasstcon 1,702 1,000 1,000 
Drought emergency assistance .................-csssssseee 1,448 AE anes 
* Includes capital investment as follows: 1979, $2,065 thousand; 1980, $0; 1981, $0. 
Status of Direct Loans (in thousands of dollars) 
Identification code 14-5043-0-2-301 1979 actual 1980 est. 1981 est. 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year..........c..ssscsccssssee 22,299 29,975 29,542 
CEE RINNE acs csccnssnncinceccesisccotecrcens 1,448 BN Pca icdcaseceees 
2400 Repayments, prepayments, loan sales......... — 1,883 —600 —600 
2700 Other adjustments..............s:cssssecsssseesssseeees Gi ie ain b hin tiricisiltsiccisiouls 
2900 Outstanding, end Of year................csssesesssene 29,975 29,542 28,942 





This fund is used to assure continuous operation of 
irrigation and power systems in the event of droughts, 
canal bank failures, generator failures, damage to 
transmission lines, or other emergencies. 


Object Classification (in thousands of dollars) 











Identification code 14-5043-0-2-301 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent POSitiOnS................ssssscsseesesees 56 
11.3 Positions other than permanent.............. 3 
11.5 Other personnel compensation................ 9 
Total personnel compensation............. 68 
12.1 Personnel benefits: Civilian..............sssssee 23 
21.0 Travel and transportation of persons............ 10 
22.0 — Transportation of things ..................ssssseeses 10 
23.2 Communications, utilities, and other rent... 5 
24.0 — Printing and reproduction..................ssssssss 27 
ro |. lil i RRR i a 216 
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Object Classification (in thousands of dollars) —Continued 
Identification code 14-5043-0-2-301 


26.0 Supplies and materials ................cccssescsseeeoes 
BOND NNN a as cenecancopcasnnsscnass 
32.0 — Lands and structures.............ccs.ssssscsssesessnes 
41.0 Grants, subsidies, and contributions............ 
92.0  Undistributed funds available for emergen- 





1979 actual 1980 est. 1981 est. 





















BN ee arn a ee A Lew wal Seat aaietinnd 1,000 1,000 
99.0 Total obligations ..............ssssssccsssseeseees 2,457 1,000 1,000 
Personnel Summary 

Total number of permanent positionS.................se 8 
Total compensable WOrkyeaS.............ccsssssssssseesesssees 3 

Full-time equivalent of other positions.................. (0) 

Full-time equivalent of overtime and holiday 

hours 

Average GS grade... 
PUTAIC ED SOOTY a ccessucssissossare i isssyuvsgsacsovenssatcajsetén 








OPERATION AND MAINTENANCE 


For operation and maintenance of reclamation projects or parts 
thereof and other facilities, as authorized by law; and for a soil and 
moisture conservation program on lands under the jurisdiction of the 
[Bureau of Reclamation] Water and Power Resources Service pursu- 
ant to law, to remain available until expended, [$100,653,000] 
$114,117,000 of which [$78,000,000] $62,298,000 shall be derived from 
the reclamation fund and [[$8,448,000] $12,858,000 shall be derived 
from the Colorado River Dam fund: Provided, That funds advanced by 
water users for operation and maintenance of reclamation projects or 
parts thereof shall be deposited to the credit of this appropriation and 
may be expended for the same objects and in the same manner as 
sums appropriated herein may be expended, and such advances shall 
remain available until expended. (Energy and Water Development 
Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





























Identification code 14-5064-0-2-301 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
Operation and maintenance 100,773 122,274 117,892 
Reimbursable program................ fs 702 475 89,219 
Total program costs, funded.............. 101,475 122,749 207,111 
Change in selected resources (undelivered 
ONDER) :..s nic Rico ah orci —3,414 —14,043 —25 
10.00 Total obligations .............seccsssseeesesen 98,061 108,706 207,086 
Financing: 
Offsetting collections from: 
11.00 MMM 0000 son cs uasssaSostess dscsvsssaepenie —170 —184 — 88,892 
14.00 Non-Federal sources —532 —291 —327 
Funds advanced by water users (Annual 
Appropriations Act) .........:ssssssssessssss —7,678 —3,978 —3,750 
21.40 Unobligated balance available, start of year — 3,658 — 1,352 — 1,352 
24.40 Unobligated balance available, end of year.. 1,352 1,352 1,352 
25.00 Unobligated balance lapsing.................000 USA wi swralavaconnioapintssevsvcisisticeta 
Budget authority ...............ssccssessee 88,718 104,253 114,117 
Budget authority: 
40.00 Appropriation: 
Reclamation fund, special fund.......... 69,000 78,000 62,398 
Colorado River Dam fund, Boulder 
Canyon project...............scccsssesessseens 9,047 8,448 12,858 
BARTON TOON oss cdsdeinsesonsssessosvosisscssenceos 10,671 14,205 38,861 











44.10 Supplemental for wage-board pay 





44.20 Supplemental for civilian pay raises . 


Relation of obligations to outlays: 








71.00 Obligations incurred, net ...........sssssssesesesnse 89,681 104,253 114,117 
72.40 Obligated balance, start of year...... id 14,708 22,761 25,953 
74.40  Obligated balance, end of year........ we =— 22,161  —25,953 — 27,323 
77.00 Adjustments in expired accounts ee GT ot ise, SEIN. escosenseeege 
90.00 Outlays, excluding pay raise supple- 

IGT Cstosiccts Scctpesstassert ctaeevieces 80,981 97,533 112,675 
91.10 Outlays from wage-board pay raise 

RUNNION TAI ESI BF cscs cousscopsivoiesss _covonsvasncsvia 1,416 28 
91.20 Outlays from civilian pay raise sup- 

MMTV TNI A bcs, SS shecacs ccccscepsaspssceices _ascottaatyadtvecd 2,112 44 





In 1981, a total of 31 projects, project areas, or divi- 
sions of projects will be operated and maintained for 
power, municipal, and industrial water supplies, irriga- 
tion,, and other benefits with funds made available 
under this appropriation. 

Provision is also made for flood control operations on 
certain projects, soil and moisture conservation oper- 
ations on public lands under jurisdiction of the Service, 
irrigation management services, the Colorado River 
front work and levee system program, negotiation and 
administration of water marketing contracts on Corps 
of Engineers projects, and examination of existing 
structures and administration of acreage limitation pro- 
visions. 

In addition, operation and maintenance costs of the 
Upper Colorado River storage project, and Colorado 
River Basin project are included in 1981. 

In 1981, the Service will operate and maintain the 
facilities of the San Juan-Chama project, four units of 
the Upper Colorado River storage project, and the 
power facility of the Seedskadee participating project, 
which altogether include 35,601,000 acre-feet of storage 
space and 1,276,000 kilowatts of power generation ca- 
pacity. Financing will be from project revenue. Quality 
of water and consumptive use studies for the Upper 
Colorado River Basin, flood control studies of the Flor- 
ida and Paonia participating projects and the nonreim- 
bursable operation and maintenance will be financed 
from operating revenues and repayable debt of the stor- 
age project, and participating projects will be reduced 
by this amount. 

The 1981 program under the Colorado River Basin 
project provides for the Service’s share of operation and 
maintenance costs of the Navajo project participation 
agreement. Financing will be from project revenue (82 
Stat. 894). 


Object Classification (in thousands of dollars) 

















Identification code 14-5064-0-2-301 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent poOsitiOns.............csssesssssesssssees 41,151 44,244 43,404 
11.3 Positions other than permanent... - 2,484 3,378 3,353 
11.5 Other personnel compensation ................ 2,155 2,163 2,192 
11.8 Special personal services payments........ 71 55 56 

Total personnel compensation Se 45,861 49,840 49,005 
12.1 Personnel benefits: Civilian............... Rs 3,810 4,814 4,900 
13.0 — Benefits for former personnel................0+s... Dorris, PARA cet 
21.0 Travel and transportation of persons........... 1,299 1,465 1,500 
22.0 — Transportation of thingS .............csssssesssessee 1,292 1,144 1,325 


23.1 Standard level user Charges .......sssssssssssvveee 1,060 1,231 1,187 
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93,2 Communications, utilities, and other rent... 1,577 1,253 1,161 Change in selected resources (undelivered 
94.0 — Printing and reproduction...............sscc000 154 159 200 (OS ieee See ee 291 i ie Bireritess’ 
95.0 Other services................... os 12,882 19,488 20,452 ie eee 
96,0 Supplies and materials .....cotncnsrserernrn 8971 7,300 10,000 10.00 Total Obligations ...............:.cccecsseeeseeees 28,118 28,850 © 38,400 
RPM SEMI tassscs cost i sscscscccesecocesehnssesczecercnves 7,601 7,921 8,500 Financing: 
220) LARISA SFICTUN ES aos csssssscscocscccnnenves 12,797 12,796 19,617 Offsetting collections from: 
41,0 Grants, subsidies, and contributions............ 15 GOO nd, TEGO: FOUM NIB ccs es ic ccccs =§72 —150 —150 
42.0 Insurance claims and indemnities................ 37 20 20 ~=—:14.00 Non-Federal SOUFCES...........sssssssssssssssssees —100 —100 —100 
dh cee kle eek a 25.00 Unobligated balance lapsing secre Dantes. teeaieaiee 
Total direct obligations...........s...... 97,359 108,231 117,867 Budget authority ................cccccseeu 27,910 28,600 38,150 
Reimbursable obligations: Budget authority: 
Personnel compensation: 40.00 Appropriation (special fund) .................... 27,910 27,400 38,150 
lll Permanent positionS.............c:-csscssessseees 2,924 44.20 Supplemental for civilian pay raises... ................ SA ene 
11.3 Positions other than permanent. 166 — 
11.5 Other personnel compensation 162 Relation of obligations to outlays: 
11.8 Special personal services payments....... 1 71.00 Obligations incurred, net ..................csssssesee- 27,906 28,600 38,150 
72.40 Obligated balance, start of year.................. —67 1,774 3,198 
Total personnel compensation.............. 3,253 74.40 Obligated balance, end of year................. —1774 —3,198 —3,001 
12.1 Personnel benefits: Civilian............ssssvvsssesee 322 77.00 Adjustments in expired accounts................ eT eacpereens | oncemmmeteas 
21.0 — Travel and transportation of persons........... 121 ; 2 ——— 
22.0 Transportation of things........ 2 134 90.00 Outlays, excluding pay raise supple- 
23.1 Standard level user charges 56 mental......... csoiiniincanalll 25,970 26,000 38,323 
23.2 Communications, utilities, and other rent.... 356 91.20 Outlays from civilian pay raise sup- 
94.0 Printing and reproduction ....ecsccsccssasvsnse ensntnentne sntnsneentee 17 PRCMCA A. eessersseeeceetnerneonene _vneeneneenee 1,176 24 
BERN PCO SEINMOOS acs scxccsoncncuesssgevsesesecontesseeene 601 468 60,688 
26.0 Supplies and materials .............c.ccccssssseeeeee 15 1 895 : fas 
31.0 Fauipment ee atte 16 4 10,133. This appropriation finances the general administra- 
32.0 Lands and StructUures......csccscsnsonsvsentne 3,473 tive and technical direction of the reclamation program 
43.0 Interest and dividends ........sccsosecsoeeeene 9771 as performed by the departmental, Denver Engineering 
Total reimbursable obligation... 702 475 89219 «And Research Center, regional, and other subordinate 
mi offices. Administrative costs incurred for the direct 
99.0 Total obligations 98,061 108,706 207,086 benefit of specific projects or activities are covered 
Personnel Summary under other appropriations. The Denver Engineering 
Direct: and Research Center and regional offices charge proj- 
Total number of permanent positions ................ 2,094 2,101 2062 ects or activities for direct beneficial services. 
Total compensable workyeaS..................+« wis 2,379 2,428 2,404 ; 
Full-time equivalent of other positions (319) (406) (403) Object Classification (in thousands of dollars) 
ene oie ys) 6y) gg) in ea ie 
Average GS grade .... 8.50 8.50 8.50 ; a. 
Average GS salary... $20,492  $20813 $21,122 ga 
-t) jualnameas arama $18,761_ $19,419 _$19.496_ 11.1 Permanent positioN...enmmnn 16,788 19,553 (19,553 
Reimbursable: 11.3 Positions other than permanent 334 405 393 
Total number of permanent positions ............ 0 0 we «LS Other personnel compensation ............. 236 304 356 
Total compensable Workyears ore \ 0 0 162 11.8 Special personal services payments...... al 2 3 
Full-time equivalent of other positions........ (0) (0) (15) Total personnel compensation............. 17,399 20,264 20,305 
Full-time equivalent of overtime and holiday 12.1 Personnel benefits: CiviliaM....cs0e 2,044 = -2,026 2,031 
OUTS ..srrntrtrnennentnsnnninntnnentnnene (0) (0) (6) 13.0 Benefits for former personmel....c.ccsoveons ses OO ea, 
Average GS Grade... oe 8.5 8.5 8.5 21.0 Travel and transportation of persons........... 936 679 904 
Average GS Salary Reldicctabbtcbehese sesssnnnees me $20,492 $20,813 $21,122 22.0 Transportation of things es ec A 121 83 160 
Average salary of ungraded positions ............. $18,761 $19,419 $19,496 23.1 Standard level user Charges ........a.cuscenee 1111 1,276 1,231 
— 23.2 Communications, utilities, and other rent... 900 1,002 1,115 
24.0 — Printing and reproduction................sssssee 511 450 500 
GENERAL ADMINISTRATIVE EXPENSES ZO, CIR SIIUNIE vic ccecccascastcsccsscecteerebtonsteianes 3,517 1,835 7,055 
For necessary expenses of general administration and related func- 26.0 Supplies and materials ...............ssssssssssssssee 592 625 649 
tions in the offices of the Commissioner of [Reclamation] the Water 31.0 Equipment ..........sccsessseemseeuseenseenstenn 375 360 4,200 
and Power Resources Service and in the regional offices of the 32.0 Lands and Structure..........sssvssssssssssssssssssee eal cptarikatetetialin aichink acon 
[Bureau of Reclamation] Water and Power Resources Service, : — 
[$27,400,000], $38,150,000 to be derived from the reclamation fund Total direct ObligationS..............ssssse _ 27,906 28,600 38,150 
and to be nonreimbursable pursuant to the Act of April 19, 1945 (43 Reimbursable obligations: 
U.S.C. 377): Provided, That no part of any other appropriation in this 11.5 — Personnel compensation: Other personnel 
Act shall be available for activities or functions budgeted for the COMPONSARION ....scessonsscnseceeseecneesnnseee bv snenaditala at aniagihass 
current fiscal year as general administrative expenses. (Energy and 25.0 Other SOrviCeS ......esscoccsssssesnseessseennseenee 208 250 250 
Water Development Appropriation Act, 1980.) ? deen) i ee 
Total reimbursable obligations............ 212 250 250 
Program and Financing (in thousands of dollars) ed —= = 
99.0 Total obligations ................sssscsccsssseeee 28,118 28,850 38,400 
Identification code 14-5065-0-2-301 1979 actual 1980 est. 1981 est. 
Personnel Summary 
Program by activities: SS nee 
Direct program: Total number of permanent positions.................... 806 822 822 
General administration ....cscscscseseosn 27,615 28,606 38,150 Total compensable WorkyearS.......n.v.nn 789 822 822 
Reimbursable program a 912 950 250 Full-time equivalent of other positions (30) (34) (33) 
———— Full-time equivalent of overtime and holiday 
Total program costs, funded ........... 27,827 28,856 38,400 NN icin coals anni (11) (11) (12) 
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MINS SHON oo oss sscassspsstesaceysosysntdesscOouastotcos $48,604 $48,871 $48,871 
Average GS grade 8.50 8.50 8.50 
ROAR RMMEN sshezes.sccusesovtrvsdevovscsosssscdoce $20,492 $20,813 $21,122 
Average salary of ungraded positions ...............svvsee« $18,761 $19,419 $19,496 
MISCELLANEOUS PERMANENT APPROPRIATIONS 
Program and Financing (in thousands of dollars) 
Identification code 14-9922-0-2-852 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Colorado River Dam fund, Boulder 
Canyon Project: 
(a) Payment of interest on advances 
from the Treasury ..........ssscsssessssseesees 1,548 1,500 1,400 
(b) Payments to States of Arizona and 
Woe 2s Fos A le eaadtrtaneeecs 600 600 600 
2. Operation, maintenance, and replace- 
ment of project works, North Platte 
project (Gering and Fort Laramie, 
Goshen and Pathfinder irrigation dis- 
RICAB ) esctioh se octets cicoles ee cercarneitns ioe tice 17 30 30 
3. Payments to Farmers’ irrigation district 
(North Platte project, Nebraska-Wyo- 
NN) ho wails... La ees... 8 8 8 
4. Payments to local units, Klamath recla- 
RUBEN SFG8 So Sib eka decsiess 189 150 160 
5. Refunds and returns ..........sccccssssscsseesesnee 564 512 502 
10.00 Total program costs, funded—obliga- 
BUNS S25 lect scsscsteeeesct RE tees 2,926 2,800 2,700 
Financing: 
21.40 Unobligated balance available, start of year —218 —154 —54 
24.40 Unobligated balance available, end of year.. 154 54 54 
60.00 Budget authority (appropriation) 
(permanent, special fund) ............ 2,863 2,700 2,700 
Distribution of budget authority by account: 
Colorado River Dam fund, Boulder Canyon proj- 
ect: 
Payment of interest on advances from the 
Treasury (indefinite special fund)................ 1,548 1,500 1,400 
Payments to States of Arizona and Nevada 
(definite special FUNC) ..........:.ssssssessseeesveens 600 600 600 
Operation, maintenance, and replacement of 
project works, North Platte project (Gering 
and Fort Laramie, Goshen and Pathfinder irri- 
gation districts) (indefinite special fund) ....... 17 30 30 
Payments to Farmers’ irrigation district (North 
Platte project, Nebraska-Wyoming) (indefinite 
NN TI sss cioek, capnssccpsirascnctvesvccdcsibeies 8 8 8 
Payments to local units, Klamath reclamation 
area (indefinite special FUNG) ............cssseeeeee 189 150 160 
Refunds and returns (indefinite special fund) . 500 412 502 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ................:scsessss00 2,926 2,800 2,700 
72.10 Receivables in excess of obligations, start 
VOM ccescscbsssisctsinesiccorcs tore mesic SAG /AGcMan mearageneee 
72.40 Obligated balance, start of year... ssssssssssssesee 48 148 
74.40 Obligated balance, end of year...........s..000 —48 —148 —148 
90.00 Te career ckcccknen 2,763 2,700 2,700 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


Distribution of outlays by account: 
Colorado River Dam fund, Boulder Canyon proj- 


ect: 
Payment of interest on advances from the 

Treasury (indefinite special fund)................ 1,432 1,500 1,400 
Payments to States of Arizona and Nevada 

(definite special fUNd) ..............seccssseecssseeees 552 600 600 


Operation, maintenance, and replacement of 

project works, North Platte project (Gering 

and Fort Laramie, Goshen and Pathfinder irri- 

gation districts) (indefinite special fund) ....... 17 30 30 
Payments to Farmers’ irrigation district (North 

Platte project, Nebraska-Wyoming) (indefinite 


SIVOCEA FUPAEY 2 ssc cssaatstosces usseitscoottssicttosersensteii. 8 8 8 
Payments to local units, Klamath reclamation 

area (indefinite special fUNd) ............scssssssee 189 150 160 
Refunds and returns (indefinite special fund) ..... 564 412 502 





1. Colorado River Dam fund, Boulder Canyon proj- 
ect—(a) Payment of interest on advances from the Treas- 
ury.—Interest is paid to the Treasury on moneys ad- 
vanced for construction (43 U.S.C. 618a(b)). 

(b) Payments to States of Arizona and Nevada.— 
Annual payments of $300 thousand each are made to 
Arizona and Nevada, from operation of the Boulder 
Canyon project (43 U.S.C. 618a(c)). 

2. Operation, maintenance, and replacement of project 
works, North Platte project.—Payments are made for 
replacement of project works operated and maintained 
by the United States and to supplement funds advanced 
by the water users to meet annual costs of operation 
and maintenance of such works (66 Stat. 755). 

3. Payments to the Farmers’ irrigation district (North 
Platte project, Nebraska-Wyoming).—Payments are 
made to the Farmers’ irrigation district on behalf of the 
Northport irrigation district for water carriage (62 Stat. 
278, as amended). 

4, Payments to local units, Klamath reclamation 
area.—Certain revenues collected from the leasing of 
Klamath project reserved Federal lands within the 
boundaries of certain national wildlife refuges shall be 
used: (a) To credit or pay to the Tule Lake irrigation 
district amounts already committed; and (b) to make 
annual payments to the counties in which such refuges 
are located (78 Stat. 850). 

5. Refunds and returns.—Overcollections are refund- 
ed and unapplied deposits are returned (64 Stat. 689). 


Object Classification (in thousands of dollars) 

















Identification code 14—9922-0-2-852 1979 actual 1980 est. 1981 est. 

Cedi cy ORINOT  BOTVPODS . 5: cnchsacaih Beth ctaseooussseussacmieesds 25 38 38 
41.0 — Grants, subsidies, and contributions............ 789 750 760 
43.0 — Interest and dividends ..........:..ssssscsssesssseseeee 1,548 1,500 1,400 
BAO 9 ONO ca Sccscirsinegitiersiaiasvirs a ecimaeeis 564 512 502 
99.0 Total obligations ...........:...sssssscsssseseen 2,926 2,800 2,700 


RECLAMATION FUND, SPECIAL FUND 


Amounts Available for Appropriations (in thousands of dollars) 








1979 actual 1980 est. 1981 est 
Unappropriated balance, start Of year .............ssssssssee 230,560 355,054 478,587 
PTEAWOG sssccsssonssuce pica scoszecossntett rbotatishousssscocaciledativet 401,278 432,754 437,894 


Total available for appropriation ................00.. 631,838 787,808 916,481 
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Appropriation: 
Water and Power Resources Service: 
Annual: 


















General investigations................ccsssssesecssseeee 30,870 34,451 37,775 
Construction program ............ccsssssvssesssecsssssnes 58,100 60,000 162,602 
Operation and maintenance ...............:s000- 69,000 78,000 62,398 
General administrative expenses.................... 27,910 28,600 38,150 
Permanent: 
Payment to farmers’ irrigation district 
(North Platte project, Nebraska-Wyo- 
MOIR cccscssccseciascetspnncecgsnsansteoreemteeeteaees 8 8 8 
Payments to local units, Klamath reclama- 
MM coos cosas ps saccssocshcons ceanaascecasisedeiaoves 189 150 160 
Refunds and returns.............se.... 500 412 502 
Department of Energy appropriation 90,207 107,600 124,400 
Total appropriations ...............sscsssssecsssseesssseess 276,784 309,221 425,995 
Unappropriated balance, end of year............. 355,054 478,587 490,486 





This fund is derived from repayments and other reve- 
nue from water resource development, together with 
certain receipts from sales, leases, and rentals of Feder- 
al lands in the 17 Western States, and is available for 
expenditure pursuant to authorization contained in ap- 
propriation acts. 





COLORADO RIVER DAM FUND, BOULDER CANYON PROJECT 
(PERMANENT, INDEFINITE, SPECIAL FUND) 


Amounts Available for Appropriation (in thousands of dollars) 




































































1979 actual 1980 est. 1981 est. 
Unappropriated balance, start of year GANS serpaeceicceecis 716 
I ete pas fcsa hats loaskancececatngecgoorenns 9,458 15,584 18,975 
Transferred to: 
Repayment of investment ...............:.-ssceccssecssseessene — 1,168 —3,820 —3,585 
Colorado River development fUNd................sssess —500 —500 —500 
NUOEITOROMINS csccassvostsnssonsesourcsvsssdeyesnnses icconstoes 7,790 11,264 14,890 
Total available for appropriation ...........0. 14195 «11,264 ~—«15,606 
Deduct: 
Annual appropriation: Operation and maintenance .. 9,047 8,448 12,858 


Permanent appropriations: 
Colorado River Dam fund, Boulder Canyon proj- 
ect, payments to States of Arizona and 
PO TN itis tsalcoccsis sc catcabcbiai 600 600 600 
Colorado River Dam fund, Boulder Canyon proj- 
ect, payments of interest on advances from 











MMe TEURONIR Weta cocscacccsstovessasscnverctosaspserartcecoson 1,548 1,500 2 1,400 
Total appropriations.............cccsssseecssseecsssees 11,195 10,548 14,858 
Unappropriated balance, end Of year.........  .secccccscssseee 716 748 





Revenue from Boulder Canyon project operations is 
placed in this fund. The fund is available for annual 
appropriation for payment of expense of operation and 
maintenance of the project. It is available without fur- 
ther appropriation for payment of interest on amounts 
advanced from the Treasury, for annual payments of 
$300 thousand each to Arizona and Nevada and for 
repayment of advances from the Treasury for construc- 
tion or other purposes (43 U.S.C. 617a). 


Amounts Available for Appropriation (in thousands of dollars) 








1979 actual 1980 est. 1981 est. 
RUUD ssccschesc eee ets LN, scapes 500 500 500 
Reimbursement to Upper Colorado River Basin fund... 500 500 500 


This fund is derived from revenue of the Boulder 
Canyon project, and is available for reimbursement to 
the Upper Colorado River Basin fund for Hoover Dam 
deficiencies (82 Stat. 899). 





SPECIAL FUNDS 


Sums herein referred to as being derived from the Reclamation 
fund, the Colorado River Dam fund, or the Colorado River develop- 
ment fund, are appropriated from the special funds in the Treasury 
created by the Act of June 17, 1902 (43 U.S.C. 391), the Act of 
December 21, 1928 (43 U.S.C. 617a), and the Act of July 19, 1940 (43 
U.S.C. 618a) respectively. Such sums shall be transferred, upon re- 
quest of the Secretary, to be merged with and expended under the 
heads herein specified; and the unexpended balances of sums trans- 
ferred for expenditure under the heads “Operation and Maintenance” 
and “General Administrative Expenses” shall revert and be credited 
to the special fund from which derived. (Energy and Water Develop- 
ment Appropriation Act, 1980.) 





ADMINISTRATIVE PROVISIONS 


Appropriations for the [Bureau of Reclamation] Water and Power 
Resources Service shall be available for purchase of not to exceed 
[16] 30 passenger motor vehicles of which [13] 26 shall be for 
replacement only [including one for law enforcement use]; payment 
of claims for damages to or loss of property, personal injury, or death 
arising out of activities of the [Bureau of Reclamation] Water and 
Power Resources Service; payment, except as otherwise provided for, 
of compensation and expenses of persons on the rolls of the [Bureau 
of Reclamation] Water and Power Resources Service appointed as 
authorized by law to represent the United States in the negotiations 
and administration of interstate compacts without reimbursement or 
return under the reclamation laws; for services as authorized by 5 
U.S.C. 3109, in total not to exceed $300,000; rewards for information 
or evidence concerning violations of law involving property under the 
jurisdiction of the [Bureau of Reclamation] Water and Power Re- 
sources Service; performance of the functions specified under the head 
“Operation and Maintenance Administration”, Bureau of Reclama- 
tion, in the Interior Department Appropriation Act, 1945; preparation 
and dissemination of useful information including recordings, photo- 
graphs, and photographic prints; and studies of recreational uses of 
reservoir areas, and investigation and recovery of archeological and 
paleontological remains in such areas in the same manner as pro- 
vided for in the Act of August 21, 1935 (16 U.S.C. 461-467): Provided, 
That no part of any appropriation made herein shall be available 
pursuant to the Act of April 19, 1945 (43 U.S.C. 377), for expenses 
other than those incurred on behalf of specific reclamation projects 
except “General Administrative Expenses” and amounts provided for 
reconnaissance, basin surveys, and general engineering and research 
under the head “General Investigations”. 

Sums appropriated herein which are expended in the performance 
of reimbursable functions of the [Bureau of Reclamation] Water and 
Power Resources Service shall be returnable to the extent and in the 
manner provided by law. 

No part of any appropriation for the [Bureau of Reclamation] 
Water and Power Resources Service, contained in this Act or in any 
prior Act, which represents amounts earned under the terms of a 
contract but remaining unpaid, shall be obligated for any other pur- 
pose, regardless of when such amounts are to be paid: Provided, That 
the incurring of any obligation prohibited by this paragraph shall be 
deemed a violation of section 3679 of the Revised Statutes, as amend- 
ed (31 U.S.C. 665). 

No funds appropriated to the [Bureau of Reclamation] Water and 
Power Resources Service for operation and maintenance, except those 
derived from advances by water users, shall be used for the particular 
benefits of lands (a) within the boundaries of an irrigation district, (b) 
of any member of a water users’ organization, or (c) of any individual 
when such district, organization, or individual is in arrears for more 
than twelve months in the payment of charges due under a contract 
entered into with the United States pursuant to laws administered by 
the [Bureau of Reclamation] Water and Power Resources Service. 

[Not to exceed $225,000 may be expended from the appropriation 
“Construction and Rehabilitation Program” for work by force account 
on any one project or Pick-Sloan Missouri Basin Program unit and 
then only when such work is unsuitable for contract or no acceptable 
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bid has been received and, other than otherwise provided in this 
paragraph or as may be necessary to meet local emergencies, not to 
exceed 12 per centum of the construction allotment for any project 
from the appropriation “Construction and Rehabilitation Program” 
contained in this Act, shall be available for construction work by 


force account: Provided, That this paragraph shall not apply to work 
performed under the Rehabilitation and Betterment Act of 1949 (63 
Stat. 724). (Energy and Water Development Appropriation Act, 1980.) 





ALLOCATIONS RECEIVED FROM OTHER ACCOUNTS 


Note.—Obligations incurred under allocations from other accounts are included in the 
schedule of the parent appropriations, as follows: 
Interior: Bureau of Indian Affairs, “Construction.” 
Labor: Employment and Training Administration, “Employment and Training Assist- 


ance. 
State: “Development grants, economic assistance, AID.” 











Public enterprise funds: 
COLORADO RIVER BASIN PROJECT 
Program and Financing (in thousands of dollars) 
Costs to this appropriation Analysis of 1981 financing 

Deduct Add 
selected selected : é 
Identification code 14-4079-0-3-301 Total To Sept. 1979 1980 1981 ‘and Un ‘or [— = 
estimate 30, 1978 actual estimate estimate obligated obligated required, quired to 
balance, balance, 1981 complete 

Start of end of 

year year 

Program by activities: 
Capital investment, funded: 
EI os cack casts caadiipsie 1,844,315 434,077 103,665 100,440 132,985 6,992 9,242 135,235 1,063,906 


Operating costs, funded 


















2. Operation and maintenance...................... 42321 60,771 69,603 
Total program costs, funded . 145,986 161,211 202,588 
CMNIDE MRNA SRN 5 cccscssccvsancectecoosanisssonconecsensenssicpstsorbcqenceiniensovensssns —17,595 — 6,223 2,250 
10.00 HUMOR ATNNS ches esc ecto irsccsiatre hs scsobee neta 138,391 154,988 204,838 
Financing: 
Offsetting collections from: 
11.00 NNN BN SM kD ssn onsovaseies stdoonsiestcasbapnicccgadonsrh totale —19770 —94,217 —135,235 
14.00 Non-Federal sources: 
COWES 1 Ee en a — 47,140 — 60,900 —75,900 
NRRL OID S acar sista acres ncosineig hh —4 —6 - 
URNS OS RB fala cacgusstuvachenid eiedlasassiseoreiondois SUM Pacsisassesies 08 9 optieseotsicicetic 
17.00 Recovery of prior year Obligations................sssssssssscsssssssessessssssssssseeseesssssseseseseees sae DMIU LA Sescctesssccsofistn scviesnete aay, 
21.98 Unobligated balance available, start of year: Fund balance.....................svee.... —1,339 —4,446 —4,557 
24.98 Unobligated balance available, end of year: Fund balance ............:.......ssevecse- 4,446 4,557 4,904 
27.00 Capital transfer to gemeral FUNC..............ssssssssssssssssssssssssssssssssesssssssssssnsusesssssseess 6,929 24 5,956 
MOR NEN oasesantetscsre carsccizcepcerecrosssamvdnrcrtntravertpiveistassssebecntiiees a rcssmctaseceaee Oy a ee 
Relation of obligations to outlays: 
71.00 Obligations incurred, net.............:..ccccssssseeeseen EAVE RA sot chandvobee tus Oetnccacstitavsbict —4,036 —135 — 6,303 
Obligated balance, start of year: 
F291 AOE UU .c.51:-2.. eerie eae Lewd) 2,109 2,109 2,109 
72.98 FRNMUMONNIOR aS See LEoe AVN acct oh iss elas NAN th OEBAL 29,365 9,364 6,446 
Obligated balance, end of year: 
POND IMO MANNY 3s Scoseras ttccsdeclet dene, Aes, Amn ours —2,109 —2,109 —2,109 
74.98 PUNE MOTTO. scorsdasbernk. tht. cities ich Meck ARR ANNULAR APA ASS —9,364 —6,446 —4,253 





90.00 Outlays 


Ear Reh akeehonvoscciaasaasieasiaayatateisdsstascascsssasctebaes hvapashoSesceersiasinenash 15,967 2,783 —4,110 
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Status of Unfunded Contract Authority (in thousands of dollars) Analysis of changes in Government equity: 
Paid-in capital: 
1979 actual 1980 est. 1981 est. Opening balance 495,299 578,279 677,969 


Snes Dalen, start of year 2,109 2,109 2,108 er te other accounts a eens 
Unfunded balance, end of year 2,109 2,109 2,109 Property capitalized without use of funds 
in 1981 bounds biviti es Interest on investment (capitalized) 
n , construction activities in this account are ; 

included in the appropriation titled “Construction Pro- Cn ez _ 198 619,481 
gram.” Retained income: 

Opening balance. 11,079 9,487 9,598 
Net operating income 4,819 129 6,297 
Net nonoperating income... 518 6 6 
Capital transfers —6,929 —24 —5,956 


Closing balance 9,487 9,598 9,945 
Total Government equity (end of year) 587,766 687,567 829,426 




















Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Operating income or loss (—): 
Revenue: Power 47,140 60,900 75,900 


Expense: 














37,626 45,000 60,000 


Interest, Treasury 7,627 21,244 15,880 Object Classification (in thousands of dollars) 
Interest charged to construction (—)... — 2,932 —5,473 6,277 


Total expense (—) —42,321 —60,771 — 69,603 








Identification code 14-4079-0-3-301 1979 actual 1980 est. 1981 est. 











Net ting i total Personnel compensation: 
an OPTSENS SENS, ll. Permanent positicns 8,557 10,199 10,286 
Nonoperating income or loss (—): Positions other than permanent 138 191 191 


Revenue: Proceeds from leases 115 Other personnel compensation 927 945 196 
Miscellaneous sales ae 





Total personnel compensation... 9,622 11,335 10,673 
Net ner.--caung income 12.1 Personnel benefits: Civilian a2 13 Le 
j 21.0 Travel and transportation of persons 
ee 303 5210 Transportation of things 393 316 484 
pa i ee f dol 23.1 Standard level user charges ; 585 742 706 
Financial Condition (in thousands of dollars) 23.2 Communications, utilities, and other rent... 371 400 2 
1978 actual 1979 actual 1980 est. 1981 est. as met a aan um ae 
Assets: 26.0 Supplies and materials ... a aa a 
, i 31.0 — Equipment i p 
pcr apeaain gruel ae, to, age 320. Lands and structures... 79,700 73,187 «114,646 
Inventories (stores) 3,741 4,528 «= 4,528 4,528 42.0 Insurance claims and indemnities. 3 

















1 
Real property and equipment 2.986 3.183 41883 7.133 Interest and dividends M695 VS TTD neers 
Other assets, net 460811 567,686 «673,599 ~—=s«812.861 Total obligations 138391 154,988 204,838 


Total assets 507,002 589,504 695,262 836,256 








Personnel Summary 











Liabilities: = 
Total number of permanent positions 442 492 498 
Accounts payable 624 1,738 7,695 6,830 Total compensable workyears 477 604 653 
Government equity: Full-time equivalent of other positions (28) (36) (36) 
Undelivered orders 33,610 10,032 2,109 2,109 Full-time equivalent of overtime and holiday 
Unobligated balance 7,339 4,446 4,557 4,904 (44) (40) (9) 
Average GS grade 8.50 8.50 8.50 
Total unexpended balance 40,949 14,478 6,666 7,013 Average GS salary $20,492 $20,813 $21,122 
Undrawn authorization —2,109  -2,109  —2,109 2,109 Average salary of ungraded positions $18,761 $19,419 $19,496 


Total funded balance 38,840 12,369 4,557 4,904 
Invested capital and earnings 467,538 575,397 683,010 824,522 
Total Government equity 506,378 587,766 687,567 829,426 





























UPPER COLORADO RIVER STORAGE PROJECT 


Program and Financing (in thousands of dollars) 





Costs to this appropriation Analysis of 1981 financing 





Add 
selected 
resources Appropri- 
Identification code 14-4081-0-3-301 Total To Sept. 1980 1981 and un- ation 
estimate 30, 1978 estimate estimate obligated required, 
bala balance, 1981 


end of 
year 





Program by activities: 
Direct program: 
Capital outlay, funded (from appropriation): 
64,836 94,122 118,392 3,282 3,282 118,392 1,676,901 
Operating costs, funded: 
2. Operation and maintenance 14,454 22,858 18,931 


Total direct program costs, funded 79,290 116,980 137,323 








Federal Funds 
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Public enterprise funds—Continued 
UPPER COLORADO RIVER STORAGE PROJECT—Continued 


Program and Financing (in thousands of dollars) —Continued 








Costs to this appropriation Analysis of 1981 financing 








Identification code 14-4081-0-3-301 To Sept. 1979 1980 
30, 1978 actual estimate 





Change in selected resources 4358  —17,125 


Total direct obligations 83,648 99,855 137,323 
Reimbursable program 362 884 464 


10.00 Total obligations 84,010 100,739 137,787 


Financing: 
Offsetting collections from: 

11.00 Federal funds: 
Payment from construction program —16,799 — 118,392 
Sale of electric energy and water i —15,913 
Other Government agencies —31 

Non-Federal sources: 

Sale of electric energy and water —1,700 
Funds advanced by water users —36l 
Nonoperating revenue — 300 
Repayment contract collections. — 1,698 
Rentals and miscellaneous sales... 

17.00 Recovery of prior year obligations 

21.98 Unobligated balance available, start of year: Fund balance 

24.98 Unobligated balance available, end of year: Fund balance 

27.00 Capital transfer to general fund 


Budget authority 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund balance 
74.98  Obligated balance, end of year: Fund balance — 26,682 


90.00 Outlays — 10,630 




















In 1981, construction activities for this account are Revenue: 
included in the appropriation titled “Construction Pro- Sale of water and land.... 265 
gram.” Miscellaneous 35 


Revenue and Expense * (in thousands of dollars) Net nonoperating income 300 











1979 actual ‘1980 est. 1981 est. Net income for the year — 3,000 








Operating income or loss( -- ): 


Revenue: Financial Condition * (in thousands of dollars) 





55,000 85,000 
Municipal and industrial water.. 1,600 1,700 1978 actual 1979 actual 1980 est. 1981 est 
Irrigation 100 110 





Assets: 
Total revenues 56,700 86,810 40,982 50,691 50,000 36,376 


Expense: Fund balance with Treasury 
* Accounts receivable (net) 7,883 13,404 14,100 19,043 
in __. Se ee Advances to 105 156 200 250 
ry ' Inventories (stores) 856 860 900 1,000 
Interest charged to construction (—) — 2,300 — 2,350 Real property and equipment 911,198 918,505 1,024,800 — ‘1,146,807 


Total expense ( — ) — 60,000 —90,110 
ee ———— * This data contains amounts for Western Area Power Administration so that the display is complete and shows all pertinent 
Net operating income, total —3,300 — 3,300 data for the Upper Colorado River Basin Fund in one presentation. Data shown in accordance with Section 5 of Public Law 
84-485, April 11, 1956. The Western Area Power Administration presentation reflects partial data applicable to their operation. 
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246,280 300,089 








335,000 


340,000 
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Reimbursable obligations: 

















561 


Funds—Continued 





























































1 243, 138 








Object Classification (in ‘thousands of dollars) 





Identification code 14-4081-0-3-301 





















aie actual 1980 est 1981 est 
Direct obligations: 
Personnel compensation: 

IL. Permanent positiOns.............::ssssseeeseesee 13,577 13,029 8,865 
11.3 Positions other than permanent... 1,454 1,578 2,156 
11.5 Other personnel compensation ................ 1,194 1,037 812 
11.8 Special personal services payments........ 6 6 6 

Total personnel compensation.............. 16,231 15,650 11,839 
12.1 Personnel benefits: Civilian... 1,786 1,566 1,184 
21.0 ‘Travel and transportation of persons........... 622 660 499 
22.0 Transportation of things ...............c:..ssccsssee 611 449 514 
23.1 Standard level user charges .............svessesee-. 940 1,057 973 
23.2 Communications, utilities, and other rent... 699 836 623 
24.0 — Printing and reproduction..... 156 138 126 
25.0 Other services... 3;153 5,189 22,624 
26.0 — Supplies and materials... 1,875 1,892 1,083 
31.0 — Equipment................... 1,703 1,974 1,575 
SD | LAS, MMU SATCU OS oasis cecssvvessscodconncs 47,482 56,792 96,493 
42.0 Insurance claims and indemnities................. Ti ale eM care deal 
43.0 — Interest and dividends 0.0... 8,387 Page Pa anecs 

Total direct obligations.................... 83,648 99,855 137,533 








310-100 O - 80 - 36 

















Total assets 1,207,304 1,283, 705 1,425,000 _ 1,543,476 ae eee 
: — = = jl Permanent positiOns.................c-cssecsssees 39 54 57 
Liabilities: 11.5 Other personnel compensation ........ l oe: 2 i 3 
Accounts payable ............c:.ccscecsee 9,270 12,568 54,682 46,051 . 
age a Z o - ii bitin Sear tem — ‘ ‘ y 
h liabilities 4 7 . © USE e arcnncconsscconnccceocceso 
aceite —— hla Seca — 21.0 Travel and transportation of persons............ 2 12 10 
Total liabilities ............0........ 75,705 40,567 86,276 76,251 22.0 Transportation of things .................:.:+s0s0000 1 1 1 
i co So 23.2 — Communications, utilities, and other rent... 66 65 12 
nate EY 68. Gara... ._._...... 186 217 141 
Unexpended budget authority: ; ; 4 
Unobligated balance... 21,032 32,945 «S948 wy = aa - ~ 
‘ 31.0 Equipment... sats 50 RO cag aad 
Undelivered OFT nnn __16,331 18,664 nee nen 32.0 -- tends and shuctoet a LR 445 20 
Total unexpended, funded ie ala ; 
balance... 37,363 51,609 9,418 9,418 Total reimbursable obligations............ 362 884 254 
Invested capital and earnings iat 1,094,236 1,191,529 1,329,306 1,457,807 99.0 Total obligations sacred biti akan 84,010 100,739 137,787 
Total Government equity ....... 1,131,599 1,243,138 1,338,724 1,467,225 Personnel Summary 
Total liabilities and Govern- Direct: 7 
MEME EQUITY .rnnrrren 1,207,304 — 1,283,705 1,425,000 1,943,476 Total number of permanent positions................... 686 615 419 
an nt a rl Total compensable WOrkyeaTS .......csocscessnesen 865 860 724 
“Tooke eee ee Full-time equivalent of other positions.......... (137) (139) (190) 
Opening, balaNCe......nnnnnnnmnnnsee 1,153,071 1,269,796 1,369,363 ee ee ee ( an () 
Appropriations (available) 79,085 66.329 121,892 s oF aaeesamammmamantc pe < & 
Revenue transferred ......csscscsscsstesssstesne 37,081 35,000 10,000 gee. focal 
Interest during construction (capitalized) pores = 2,283 aa 2,300 - 2,350 Average GS salary Reccascieecistehsaok ssssnnsansnsnnnstnnnnnsnn $20,492 $20,813 $21,122 
Interest accrued on investment........................ 12,941 15,740 14,271 Average salary of ungraded POSITIONS ...........sesssees $18,761 $19,419 __ $19,496 
Transfer of cost or property...........ccccsseccssees 2,362 2,400 2,500 ' . ; 
Interest and other to U.S. Treasury... ~1h. | — ; : ; 
Nonreimbursable expenses .....c.cscoosemnseeee —459 ~450 —500 ofa aemabulienn” Berner : 3 ; 
SNEEMMMMMIS ES. Sotssececonseeschedetcesseessonnscecsenie _1,053 1,000 000 10 000 te sre 
— = - Full-time equivalent of other positions............. (0) (0) (0) 
Closing Dalance....nnnrnnnseennnnnisennn 1 1,269,796 1,369,363 _1,501,905 Full-time equivalent of overtime and holiday 
Retained income or deficit (—): a : hours Posse nnn svnnnnrnnnnnnnnnn ; 0) (0) (0) 
Opening balance.....c.sccccsntnsantstansesesetese —21,454 —26,658  —30,639 
Transactions: 
Net operating inCOME ...........ssssscssssesessseees — 2,332 — 3,300 —3,300 Intragovernmental funds: 
Net nonoperating income. 304 300 300 
Cer GT... —3176 — —981 — —1,041 a a 
Closing balaNCe....0..0nnnnnnneeneneneene = 26,658 30,639 —34,680 __Program and Financing (in thousands of dollars) , 
Total Government equity (end of yea). 1.243.138 1338, 724 1,467,225 Identification code ue 3906-0-4-301 1979 actual 1980 est 1981 est. 





Program by activities: 

































1. Agency for International Development..... BU ala ccsssiectceecpctess 
2. Other agency activities 0.0... 62,493 RI acct 
Total program costs, funded * ............ 62,603 i Se 
Change in selected resources (undelivered 
QUT akisscotecicnn — OI. dda. ssernennnean 
10.00 Total obligations ................sescssseeesnee 54,355 SMe) Shee ue. 
Financing: 
11.00 Offsetting collections from: Federal funds... = —52,814  eceeeccccsee — cessssnsseeessseee 
21.98 Unobligated balance available, start of 
year: Fund balance .............ceccssseccsseeeesnes —9,574 MIO ciicccaneucdiaet 
24.98 Unobligated balance available, end of year: 
ONE scte coe clocseccccevacecitenteserrcess =~ SERS store ee — 
ee SNOT assis cesenetn: ehoebekewr antes helanitnneitae 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................sseseee 1,541 
72.98 Obligated balance, start of year................... 14,069 
73.98 Obligated balance transferred, net...............  sossssssseeeee 
74.98 Obligated balance, end of year.................... act SS rier Seance 
90.00 Gene eee 15,011 See rahe 















‘Includes Western Area Power Administration Activities. 
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WATER AND Power Resources SERvICE—Continued 


Intragovernmental funds—Continued 
CONSOLIDATED WORKING FUND—Continued 


Object Classification (in thousands of dollars) 





1980 est. 1981 est. 















Identification code 14-3906-0-4-301 1979 actual 
Personnel compensation: 

11.1 Permanent poSitions............secssccssessesseeee 2,264 
11.3 Positions other than permanent... 99 
us Other personnel compensation................. 123 
11.8 Special personal services payments........ 8 

Total personnel compensation............. 2,494 
12.1 Personnel benefits: Civilian....... Aras 180 
13.0 — Benefits for former personnel.................0+.+. 2 
23.2 Communications, utilities, and other rent... 770 
24.0 — Printing and reproduction.............sssssssessee 24 
Ze SIN IIS seesstcgissctsstcnccnonsicvenssssvanseseovviis 2,708 
26.0 Supplies and materials ..............ccscsssssesseeen 132 
SI) A RMN LD sccsevessccisshBokcsescsssosvatsssnesesoee 92 
32.0 Lands and Structures..............ssssecssseeccsseesens 1 
41.0 — Grants, subsidies and contributions.............. 6 
BRU) RNB atk tead anna raniicico ances 47,946 
99.0 Total obligations.............c:cscssssesscsssseees 54,355 





Personnel Summary 




















1979 actual 1980 est. 1981 est. 

Total number of permanent positions...................000 158 
Total compensable workyed'S............sss.- 171 

Full-time equivalent of other positions.................. (4) 

Full-time equivalent of overtime and holiday 

RE Aa decscstealtbhacgichideasaess 
Average GS grade 
Average GS salary 
Average FC grade 
Average FC salary 
Average salary of ungraded positions .................0s WOME! © cttras . Oooh arsctas 
Trust Funds 


RECLAMATION TRUST FUNDS 


Program and Financing (in thousands of dollars) 
























Identification code 14-8070-0-7-301 1979 actual 1980 est. 1981 est. 
Program by activities: 
T CONSTICUN ais. CERNE SR aac, 9,352 5,644 4,600 
2. Operation and maintenance.................0... 328 593 375 
BM ON ee ciscscsssnc Nets tessccenivonesie 1,568 418 550 
Total program costs, funded.............. 11,248 6,655 5,525 
Change in selected resources (undelivered 
INTIS) ssesscjeasssncciobsssstiscatovensesel eave —248 Be TBD 5! ics. zcsdbeans 
10.00 Total obligations ...........:sscsssseessssssees 11,000 5,574 5,525 
Financing: 
21.40 Unobligated balance available, start of year —159 —294 —20 
24.40 Unobligated balance available, end of year. 294 20 20 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. 10,535 5,300 5,525 








Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............ssssssessssse 11,000 5,574 5,525 








72.40  Obligated balance, start of year... 1,402 1,854 428 
74.40 Obligated balance, end of year.................. — 1,854 —428 —428 
90.00 NUYS sectescecresrarssrnciisheertenomce 10,549 7,000 5,525 


When requested the Water and Power Resources 
Service performs investigations or construction work 





with funding provided by non-Federal entities under 
the Contributed Funds Act (43 U.S.C. 395, 396). 


Object Classification (in thousands of dollars) 


































Identification code 14-8070-0-7-301 1979 actual 1980 est. 1981 est, 
Personnel compensation: 
11.1 Permanent poOsitiOnS.............ssscsssseccsssees 1,056 1,693 1,641 
11.3 Positions other than permanent............... 162 242 243 
11.5 Other personnel compensation................. 95 21 26 
11.8 Special personal services payments........ 1 1 1 
Total personnel compensation............. 1,314 1,957 1,911 
12.1 Personnel benefits: Civilian.............sssseseeee 184 196 19] 
21.0 — Travel and transportation of persons........... 88 137 42 
22.0 — Transportation Of thingS ............ssssssesssssseee 67 18 39 
23.2 Communications, utilities, and other rent... 60 22 20 
24.0 — Printing and reproduction...............csssecceoe 11 1 1 
ZAEAR: ¢ AMINE SeenON 56a ccScaseaseosatbncvascvsapyoones 7,372 1,775 1,553 
26.0 Supplies and materials ..............scccsssesssseeeens 122 56 55 
UO © LEAMINNMONG cccceccsncaattcaopeth Aiicasreresoassevioucesense 700 8 1 
32.0 Lands and Structures........cccc.cssssesscssssescessnes 1,053 1,379 1,687 
41.0 — Grants, subsidies and contributions............. 29 25 25 
99.0 Total obligations ...............sssescssssesssen 11,000 5,574 5,525 
Personnel Summary 
Total number of permanent positions................:000 37 35 34 
Total compensable WOrkYedIS............sssecsssseessessseeeeens 64 48 4] 
Full-time equivalent of other positions.................. (5) »(7) (7) 
Full-time equivalent of overtime and holiday 

TOMO scrap ua A sets eeesssceccB PMMA creas Sapuesiceteae (3.7) (0.7) (0.9) 
AOE Gi TRING ecccssissasusscatenctecacacassnvasansssierevenss 8.5 8.50 8.50 
VN IG GS SAN Ses cesscascsccsteaavicsccdioscssoscnssicnecdta $20,492 $20,813 $21,122 
Average salary of ungraded positions ..............csssssee $18,761 $19,419 $19,496 








OrFIcE OF WATER RESEARCH AND TECHNOLOGY 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary in carrying out the provisions of the Water 
Research and Development Act of 1978 (Public Law 95-467) and provi- 
sions of [the Water Research and Development Act of 1977] Public 
Law 95-84, as amended (42 U.S.C. 1959-1959i), [$30,781,000] 
$33,413,000 of which [$11,464,000] $72,220,000 shall remain available 
for obligation until September 30, [1981] 1982. (Public Law 96-126, 
making appropriations for the Department of the Interior and related 
agencies, 1980.) 


Program and Financing (in thousands of dollars) 




















Identification code 14-0115-0-1-301 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Water resources research and devel- 
1) .  GERnantae, SREP ee aot 14,140 15,820 16,148 
2. Saline water research and develop- 
AN ed cdesecccavcsse i esacsveasisiractisassoonise 10,313 13,757 16,021 
3. Technology transfer and information 
GiSSEMINATION ...........sssescsssseeecsssseecsenee 1,650 1,650 1,850 
General program Support ..........:.ssssee00 3,081 3,320 3,495 
Total direct program 29,184 34,547 37,514 
Reimbursable program........... 338 500 600 
Total program costs, funded .............. 29,522 35,047 38,114 
Change in selected resources (undelivered 
RUE oasseccianitcccssapetaearn Reis vesisieies —1,220 —3,508 —4101 
10.00 Total obligations ............csscsssssesscssseees 28,302 31,539 34,013 
Financing: 
11.00 Offsetting collections from: Federal funds... —338 — 500 —600 
21.40 Unobligated balance available, start of year —425 a AOD  :nccinitintionn 
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24.40 Unobligated balance available, end of year.. PAO eR tics! Geechee. 
25.00 Unobligated balance lapsing..................... IIR pe 8 te eae rs raters 
Budget authority 00.0.0... 28,351 30,781 33,413 
Budget authority: 
WDD: DGODAATION ....0issssscconedeuceciedscsosscocesoseesosse 28,357 30,781 33,413 
41.00 Transferred to other accounts ...............ssv+«+ separa ene Fe 
43.00 Appropriation (adjusted) ................ 28,351 30,781 33,413 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............:ccssseeee 27,964 31,039 33,413 


72.40 Obligated balance, start of year 22,207 26,382 32,083 
74.40 Obligated balance, end of year...............s+.-. —26,382 —32,083 — 36,896 


90.00 INS ash A acceasecsdasedchetaiate 23,789 25,338 28,600 











1. Water resources research and development.—This 
activity provides annual grants for each of the 50 States 
and for Puerto Rico, the District of Columbia, the 
Virgin Islands, and Guam, to assist them in carrying on 
the work of a competent and qualified water resources 
research and development institute at one college or 
university. Costs are funded on a 2 Federal to 1 State 
basis. 

Matching grants to institutes.—This activity provides 
for grants to match on a dollar-for-dollar basis, funds 
made available to the State water research and develop- 
ment institutes to meet the necessary expenses of spe- 
cific water resources research and development projects 
which could not otherwise be undertaken. 

Water resources research and development.—This ac- 
tivity provides for grants to and contracts and matching 
or other arrangements with educational institutions, 
private foundations or other institutions, private firms 
and individuals, and with local, State, and Federal Gov- 
ernment agencies, to undertake research directed 
toward finding solutions to, and mitigating, the most 
urgent water-related problems of concern to the Depart- 
ment of the Interior and the Nation. 

2. Saline water research.—This activity provides for 
grants and contracts to develop processes, systems and 
equipment for efficient and cost-effective conversion of 
impaired water to water of sufficiently good quality for 
beneficial uses. 

Saline water development.—This activity provides for 
grants and contracts to undertake technology develop- 
ment actions, directed toward assuring that the find- 
ings of original and innovative research are interpreted 
and developed to the stage where they can be used for 
practical application in resolving the most urgent and 
highest priority water and water-related problems. 
Funds for construction of two demonstration plants are 
included under proposed legislation. 

3. Technology transfer and information dissemina- 
tion.—This activity provides for grants and contracts to 
carry out an aggressive technology transfer program. 
The program is directed toward the transfer of all avail- 
able and useful technology to user communities and 
maintaining a national center for collection, processing, 
and dissemination of information on water resources 
research development and demonstration. This activity 
also provides for the operation of a National Water 
Resources Scientific Information Center. 

Reimbursable program.—The Office of Water Re- 
search and Technology has been requested to provide 
technical assistance to the State Department (AID) in 





their program to assist Israel in the construction of a 
desalting plant. OWRT has also been requested to par- 
ticipate with the Joint Commission in the Middle East 
to provide technical assistance to Saudi Arabia. Three 
permanent positions have been allocated for the Israel 
project and five for the Joint Commission work. The 
work of these positions and other associated expenses 
are fully reimbursable. 


Object Classification (in thousands of dollars) 


















































Identification code 14-0115-0-1-301 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation 
11.1 Permanent pOSitiOnS..............:ccsssessseeee 1,961 2,314 2,489 
11.3 Positions other than permanent 125 125 125 
11.5 Other personnel compensation ................ 13 13 13 
Total personnel compensation............. 2,099 2,452 2,627 
12.1 Personnel benefits: Civilian..................ssee 215 230 230 
13.0 Benefits for former personmel.............ccccccce  scsseecssseeeense ll ll 
21.0 Travel and transportation of persons........... 126 100 100 
22.0 Transportation of things .............:.ccsssseeseee 19 6 6 
23.1 — Standard level user charges ...................- 146 158 172 
23.2 Communications, utilities, and other rent... 188 200 184 
24.0 — Printing and reproduction..................ss000 lll 110 110 
25.0 Other Services ...........ses.000 24,680 27,322 29,523 
26.0 Supplies and materials ... 280 300 300 
SE , ROO 100 150 150 
Total direct obligations...................00 27,964 31,039 33,413 
Reimbursable obligations: 
Personnel compensation: Permanent posi- 

IN esas se ns cecetecciaals 232 375 387 
12.1 Personnel benefits: Civilian............... 25 32 33 
21.0 Travel and transportation of persons 35 55 54 
22.0 — Tramsportation Of thingS ...............cssecccsescsse —sesssneceenneeees 15 15 
25.0 — Other services 45 21 108 
DEE ~ RANE Sosssscchiaciteinreeccpeteecemeennes 1 2 3 
Total reimbursable obligations............ 338 500 600 
99.0 Total obligations ..............:.sssecssseeeeeee 28,302 31,539 34,013 





Personnel Summary 






























Direct: 
Total number of permanent positions .................. 75 75 75 
Total compensable WOrkyea' ............--.ssscssseesessees 65 71 71 
Full-time equivalent of other positions............. (8) (8) (8) 
Full-time equivalent of overtime and holiday 

ane at (0) (0) (0) 
Average ES salary $50,112 $50,112 
Average GS grade 10.84 10.84 
Average GS salary $28,092 $29,216 

Reimbursable: 
Total number of permanent positions 8 8 8 
Total compensable workyears................:-.0» 5 8 8 
Full-time equivalent of other positions............. (0) (0) (0) 
Full-time equivalent of overtime and holiday . 

We ccarrtcasteccetsccaessctncseacteeesiecdbomere (0) (0) 
DRCOG cscs esssccscccesacnensscc eRe, Gscaaeeaies — aummoneentaee 
Average GS grade 13.13 13.13 
Average GS salary $38,280 $38,280 

SALARIES AND EXPENSES 
(Proposed for later transmittal, proposed legislation) 
Program and financing (in thousands of dollars) 
Identification code 14-0115-2-1-301 1979 actual 1980 est. 1981 est. 
Program by activities: 

10.00 Saline Water Research and Development— 

Demonstration (costs—obligations) 

COE CUE DEON como coecrccctos,) cmertereeasts, eonteatea 5,100 
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OFFICE OF WATER RESEARCH AND TECHNOLOGY—Continued 
General and special funds: 
SALARIES AND EXPENSES—Continued 
Program and financing (in thousands of dollars) —Continued 














Identification code 14-0115-2-1-301 1979 actual 1980 est. 1981 est 
Financing: 

40.00 Budget authority (appropriation) 0.0.0.0... cece cseesessseessnees 5,100 
Relation of obligations to outlays: 

LW)! SMMMMMNR MMCIRTOIS TURE oss pcccszccascsssScesconsso._sssdvabsdelonnsia,._srusneasOvenaoas 5,100 

74.40 Obligated balance, end Of year... cssccssseecssssee —sesssnssesessnnee —2,040 

90.00 PRINS ccs aA iauees Menueeaain  ennceaaee 3,060 





Funds will be provided for construction of two saline 
water demonstration plants following enactment of legis- 
lation altering the present cost-sharing arrangements 
for demonstration plants. 





Intragovernmental funds: 


CONSOLIDATED WORKING FUND 


Program and Financing (in thousands of dollars) 




















Identification code 14-3930-0-4-306 1979 actual 1980 est. 1981 est. 
Program by activities: 
Research and development (program costs, 
MUNN ee tatees cise eer ORG Teas oA cokcihes 14 ae 
Change in selected resources (undelivered 
IEE Dasa hsanssssaniongtounasse jassisscdune tess —1 ee Oe Sissies 
10.00 Total obligations (object class 25.0) . 13 Sone LS! 
Financing: 
21.98 Unobligated balance available, start of 
year: Fund balance ............ccssssssecssseessees —99 cst ias 
24.98 Unobligated balance available, end of year: 
PUPA ICG 55 scsi NS sicvcesessvuteonsasssivaei. BB anterssanstestest  ccccisscacescsans 
SO INNIS. ccc cscscccsacscossis isessscecssasescIUQURAAOM EADY cvissscvsn AOL 
Relation of obligations to outlays: 
71.00 Obligations incurred, net... 13 Rie mctan ilar: 
72.10 Receivables in excess of obligations, start 
POE SLL ie caeesn nti etheenc chase —96 Bohman. bedeaitesss 
74.10 Receivables in excess of obligations, end of 
BU yt thde devs ntinictinicaminaes SM RAs atte cacsises 
77.00 Adjustments in expired ACCOUNES...........c00:.  sssescessseeeee SOO syrtech fish ceossose 
90.00 URNS as cbicictanstsabascisssncnesie. SDT iether Sesennitnns 





The Consolidated working fund is being phased out. 
Work previously shown in this area, for example, 
United States-Israel and participation with the Joint 
Economic Commission to provide technical assistance to 
Saudi Arabia, is now included in the “reimbursable 
program” of the Salaries and expenses account. 





FISH AND WILDLIFE AND PARKS 


HERITAGE CONSERVATION AND RECREATION SERVICE 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Heritage Conservation and Recrea- 
tion Service, not otherwise provided for, [$15,351,000] $16,010,000. 
(16 U.S.C. la-5, 4601-4601-3, 461-467, 469c, 470; Public Law 96-126, 
making appropriations for the Department of the Interior and related 
agencies, 1980.) 


Program and Financing (in thousands of dollars) 
















































Identification code 14-0700-0-1-303 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Planning and research................s0000 3,923 3,144 3,198 
2. Federal Coordination ...........ssssssssesseee 1,830 1,962 1,996 
3. Technical assistance...........sssssseceeee 2,682 3,734 3,798 
4. RailWayS CONVEFSION ........+.sssessseees0000 693 SOO science 
5. Natural landmark program ..............++: 746 759 72 
6. Historic preservation............:..ssescssee 11,149 15,508 6,436 
Total direct program .........sssssessessssses 21,023 28,162 16,200 
Reimbursable program..............ssssssessssssssees 3,826 3,500 ___ 3,500 
Total program costs, funded.............. 24,849 31,662 19,700 
Change in selected resources (undelivered 
FS rarctiie iia tecsuie abou —4510. - 11,433 —190 
10.00 Total obligations ..............sscccssssesesennee 20,339 20,229 19,510 
Financing: ; 
11.00 Offsetting collections from: Federal funds ... —3,826 — 3,500 — 3,500 
21.40 Unobligated balance available, start of year — 2,431 =A 990.» . scsccossecsssaste 
24.40 Unobligated balance available, end of year.. 990 
25.00 Unobligated balance lapsing ...............ssss0e 99 
Budget authority 15,171 15,739 16,010 
Budget authority: 
40.00 Appropriation ..............sceccsseccssessssecsseesssnees 15,174 15,351 16,010 
41.00 Transferred to other account ...............sse —3 setnennennenn —_saenenaennnn 
43.00 Appropriation (adjusted) ................ 15,171 15,351 16,010 
44.20 Supplemental for civilian pay 
FUSES. ASAE DG Lila Baha SEO) autioreeee 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ...........sssssssssesees 16,729 16,010 
72.40  Obligated balance, start of year.................. 21,259 10,824 
74.40 Obligated balance, end of year......... — 10,824 —9,649 
77.00 Adjustments in expired accounts sesnenanenenns —anenaensnn 
90.00 Outlays, excluding pay raise supple- 
PNR SO CEES, «INE «ssshes 4,965 26,784 17,171 
91.20 Outlays from civilian pay raise sup- 
PHONED iscsesscttrethunigtebmsscoks, Lecco aacineh 380 8 





1. Planning and research.—Funds are provided for: 
Nationwide outdoor recreation planning to assess the 
current supply of outdoor recreation resources and rela- 
tive priorities for allocating available public resources; 
assistance to water quality and coastal management 
agencies; analyses of potential wild and scenic rivers, 
national trails, and wilderness; and the review and dis- 
semination of research on factors which influence out- 
door recreation demands. 

2. Federal coordination.—Coordination of diverse Fed- 
eral outdoor recreation and related programs is promot- 
ed. Reviews are made of transportation and environ- 
mental impact statements for projects which affect 
major public recreation resources. 

3. Technical assistance.—Information, training, and 
other technical assistance is provided to Federal agen- 
cies, States, local governments, and the private sector 
on a variety of recreation concerns including energy 
conservation, handicapped access, urban opportunities, 
and management. Surplus Federal lands suitable for 
recreation purposes are identified and help is provided 
in the transfer of such lands for public use. 

5. Natural landmark program.—This program fi- 
nances the conduct of natural landmark studies to 
locate and identify natural areas of national signifi- 
cance. Natural areas are protected by placing them on 





11.5 











rela- 
rCes; 
nent 
vers, 

dis- 
out- 


Fed- 
mot- 
ron- 
ffect 


and 
gen- 
ctor 
ergy 
ties, 
. for 
ided 


1 fi- 
s to 
mifi- 
n on 





DEPARTMENT OF THE INTERIOR 








FISH AND WILDLIFE AND PARKS—Continued 
Federal Funds—Continued 


565 








the national register of natural areas as national natu- 
ral landmarks. The condition of national landmarks is 
monitored and an annual report is made to the Con- 
gress on those which are endangered. 

6. Historic preservation.—Funds are provided for: (a) 
maintenance of the National Register for maintaining 
the official schedule and protective inventory of the 
Nation’s historic and cultural structural heritage; (b) 
historic architectural and archeological services to pro- 
vide technical assistance on preservation, improvement, 
restoration, and maintenance of cultural properties; (c) 
historic sites survey for thematic studies undertaken to 
identify nationally significant historic properties; (d) 
historic American buildings survey for documenting the 
Nation’s architectural heritage; (e) historic American 
engineering record for identifying and documenting the 
engineering heritage of the Nation; and (f) archeological 
investigation and salvage for conducting such programs 
primarily in areas threatened by federally sponsored 
construction programs. 


Object Classification (in thousands of dollars) 
























































Wentification code 14-0700-0-1-303 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
1.1 Permanent PoOsitionS................csssssssesesees 8,306 7,167 7,121 
11.3 Positions other than permanent.............. 2,030 1,501 1,510 
11.5 Other personnel compensation................. 58 85 62 
Total personnel compensation............. 10,394 9,353 8,693 
12.1 Personnel benefits: Civiliat...............sssssseeee: 1,143 891 847 
21.0 — Travel and transportation of persons........... 820 496 464 
22.0 — Transportation Of thingS .............ssssssssssssess 8 36 36 
23.1 Standard level user charges.............svs+ 642 667 667 
23.2 Communications, utilities, and other rent... 452 298 286 
24.0 — Printing and reproduction...............sscsssseee 649 265 265 
25.0 Other services ................ccc000 915 3,407 4,432 
26.0 Supplies and materials 393 227 221 
RRP MINES sca concA XLS ssoniescosconssceasonseses 421 1,050 60 
41.0 — Grants, subsidies, and contributions............ DAS = sissuisstesaseasat. s <iaccteevareeaters 
42.0 Insurance claims and indemnities................ 33 33 33 
Total direct obligationS...................00 16,513 16,729 16,004 
Reimbursable obligations: 
Personnel compensation: 
1.1 Permanent poOSitiOnS................ssscecsssseeees 249 354 355 
11.3 Positions other than permanent 155 221 221 
11.5 Other personnel compensation................ 4 6 6 
Total personnel compensation 408 581 582 
12.1 Personnel benefits: Civilian.............0.:..0000 38 70 70 
21.0 — Travel and transportation of persons............ 92 92 92 
23.2 Communications, utilities, and other rent.... 16 23 23 
24.0 — Printing and reproduction..............ccccscsssssss 6 5 5 
25.0 — Other services ............0+.... ee 3,240 2,343 2,342 
26.0 Supplies and materials as 19 366 366 
RCN RIMMNMRINE 2 see ob batcndedsrasoesisainssoessis 7 26 26 
Total reimbursable obligations............ 3,826 3,500 3,506 
99.0 Total obligations .............cccssssssscessee 20,339 20,229 19,510 
Personnel Summary 
Direct: 
Total number of permanent positions ...............00 376 333 313 
Total compensable workyear.................s....ssss00000 522 414 404 
Full-time equivalent of other positions (151) (106) (106) 
Full-time equivalent of overtime and holiday 
ccc cicssse Seb sccctsinsicesstbcistes (3) (3) (3) 
Average ES salary $47,500 $50,122 $50,122 
Average GS grade 9.87 9.93 9.93 
Average GS salary $21,753 $23,521 $23,554 











Reimbursable: 
Total number of permanent positions ll ll ll 
Total compensable workyearS ...............vs««« 33 33 33 
Full-time equivalent of other positions.............. (22) (22) (22) 
Full-time equivalent of overtime and holiday 
cha esis (0) (0) 
Average GS grade .... 9.93 9.93 
TOU GS GOING assess icscesnesnnsies $23,521 $23,554 





i eeeenieeeenianeeeene 


URBAN PARK AND RECREATION [FUND] GRANTS 


For expenses necessary to carry out the provisions of the Urban 
Park and Recreation Recovery Act of 1978 (title 10 of Public Law 95- 
625), $125,000,000, to remain available until expended. (Public Law 
96-126, making appropriations for the Department of the Interior and 
related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


























Identification code 14-0720-0-1-303 1979 actual 1980 est. 1981 est. 
Program by activities: 
NARA E a soccsicciscireccstaccelidicsctsctiel “ CeeebaeeS 70,000 70,000 
2. Administrative expenses 238 4,533 4,000 
Total program costs 238 74,533 74,000 
Change in selected resources (undelivered 
Oe re es 29 70,200 51,000 
10.00 Total obligations.................ssssssesesseeee 267 144,733 125,000 
Financing: 
21.40 Unobligated balance available, start of year .............00. mR Aiacntisactenssains 
24.40 Unobligated balance available, end of year.. WFD ss cinetecciabiiinint cortaoanlasiidla 
40.00 Budget authority (appropriation) .. 20,000 125,000 125,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............ssssscseee 267 144,733 125,000 
72.40 Obligated balance, start Of year... ssssecccsseseseee 56 70,789 
74.40 Obligated balance, end of year..................+. —56  —70,789 —121,789 
90.00 RR scot iss sissccssecksssemssecasnccsona 211 74,000 74,000 





This is a 5-year program to provide matching grants 
to cities for the renovation of urban park and recrea- 
tion facilities. 


Object Classification (in thousands of dollars) 


























Identification code 14~-0720-0-1-303 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent POSitiONS................sssssccsssseees 115 
11.3 Positions other than permanent.............. 5 
11.5 Other personnel compensation................. l 
Total personnel compensation.............. 6 912 912 
12.1 Personnel benefits: Civiliat.................ssse 3 91 91 
21.0 Travel and transportation of persons........... 23 150 150 
23.1 Standard level user Charges..............ccsssssses  sesssseceeeeeseee 26 26 
23.2 Communications, utilities, and other rent... ..........00 16 16 
24.0 — Printing and reproduction...................ssse 7 96 96 
Ses | ONE SOI i iccsccnconcneicns 96 3,179 2,646 
26.0 Supplies and materials ..............:ssscccssssssee 8 15 15 
EL, IIE ccehcesnasat Lo sacsnsseeccsnanscannnnees 9 48 48 
41.0 — Grants, subsidies, and contributions ............ ...ccsssssssesee 140,200 121,000 
99.0 Total obligations ............cccsssseessessese 267 144,733 125,000 
Personnel Summary 
Total number of permanent positions..............c..cvv+« 53 53 53 
Total compensable workyea’s.................... 5 54 64 
Full-time equivalent of other positions.................. (0) (7) (14) 
Full-time equivalent of overtime and holiday 
OU aca eee es eaten ( (0) (0) 
DUA ES SRI acess ehitassceninens $47,500 $50,112 $50,112 
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URBAN PARK AND RECREATION [FUND] GRANTs—Continued 


Personnel Summary—Continued 


PIII ES TIO Sis sessisssssasnsuseeseSosscnhsnen isctstebtonilst 9.87 9.93 9.93 
DOS SMUG 828 sscsscc hate cat aes cscobtcscicses $21,753 $23,521 $23,554 





LAND AND WATER CONSERVATION FUND 


For expenses necessary to carry out the provisions of the Land and 
Water Conservation Fund Act of 1965, as amended (16 U.S.C. 4601-4- 
11), including [$7,393,000] $7,708,000 for administrative expenses of 
the Heritage Conservation and Recreation Service during the current 
fiscal year, and acquisition of,land or waters, or interest therein, in 
accordance with the statutory authority applicable to the State or 
Federal agency concerned, to be derived from the Land and Water 
Conservation Fund, established by section 2 of said Act as amended, 
to remain available until expended, not to exceed [[$509,194,000] 
$580,000,000, of which (1) not to exceed [$300,000,000] $20,000,000 
shall be available for payments to the States in accordance with 
section 6(c) of said Act; (2) not to exceed [$2,750,000] $2,170,000 shall 
be available to the Bureau of Land Management; (3) not to exceed 
[$22,373,000] $36,766,000 shall be available to the Forest Service; (4) 
not to exceed [$11,750,000] $25,948,000 shall be available to the 
United States Fish and Wildlife Service; and (5) not to exceed 
[[$152,928,000] $787,408,000 shall be available to the National Park 
Service[; and (6) not to exceed $12,000,000 shall be available for land 
acquisition at Pinelands National Reserve, including $800,000 for 
planning, only in accordance with the authorization and matching 
requirements of section 502 of Public Law 95-625]: Provided, That 
not to exceed [$9,000,000] $12,000,000 of the amount provided for 
State assistance may be available as a contingency reserve to be 
administered by the Secretary to meet unforeseen needs of the 
States[: Provided further, That the $12,500,000 available to the 
Forest Service in fiscal year 1979 for acquisition of the Kahle and 
Jennings properties may be used to acquire the Jennings property 
and other properties in the Tahoe Basin of California and Nevada 
without regard to the matching requirements and zoning restrictions 
included in the 1979 appropriations Act]. (Public Law 96-126, 
making appropriations for the Department of the Interior and related 
agencies, 1980.) 


Amounts Available for Appropriation (in thousands of dollars) 




















1979 actual 1980 est. 1981 est. 
Regular account: Unappropriated balance, start of 
I cases RENT ea atccciisen, _syesvacissssnares 115,354 506,160 
Collections (offsetting receipts): Land and Water 
Conservation Fund Act: 
Surplus property Sal@S ............sssecsssssssscssssssessssssseess 29,350 32,341 30,085 
Motorboat fuels tax...............ssssse 9,964 30,600 31,000 
Outer Continental Shelf Lands Act 690,622 837,059 838,915 
Unobligated balance returned to unappropriated col- 
NOMIORD viressectteretssttecccreeooncnte eatenecn nea etnicustiont By) edt annie 
Total available for appropriation ................... 750,000 1,015,354 1,406,160 
MNT REION ccd ks coussyc spose ectrcicesn ceagecivesbostasesescek — 634,646 —509,194 —580,000 


Unappropriated balance, end Of year..............ssssesssssses 
Special account (Public Law 95-42, sec. 1): 


115,354 506,160 826,160 























Unappropriated balance, start Of year............sss.00s» 95,000 142,621 142,621 
Collections (offsetting receipts): Outer Continental 
SOREN ADU IN sc cans acas snags cpodbstsapstonet siete MOO is cesses etsasisihnce 
Total available for appropriation ..............00.. 245,000 142,621 142,621 
PIM TERION ws dchesscseevhossasisacstbters siantcasoueyssvasksobiteans mMOL SFO mattis seiecsssesttbinte 
Unappropriated balance, end of year.............. 142,621 142,621 142,621 
Program and Financing (in thousands of dollars) 
Identification code 14-5005-0-2-303 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Assistance to States.................. 238,386 215,000 235,000 
2. Federal programs 351,743 352,561 257,292 
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3. Administrative expenses............. 5,970 7,690 7,108 
e Total program costs *........... 596,099 575,251 500,000 


Change in selected resources (un- 








Gelivered Orders) .........sssscssseeses» 107,857 115,749 80,000 
10.00 Total obligations 703,956 691,000 580,000 
Financing: 
21.40 Unobligated balance _ available, 
start of year: Appropriation ....... — 185,226 — 218,257 — 36,451 
24.40 Unobligated balance available, end 
of year: Appropriation................ 218,257 36,451 36,451 
25.00 Unobligated balance lapsing: 
Appropriation .............sssccssssseeen 86 Fak AERO Lica 
Contract authority..............s0 30,000 30,000 30,000 
Budget authority................ 767,025 539,194 610,000 
Budget authority: 
Current: 
40.00 Appropriation (special fund)... 737,025 509,194 580,000 
Permanent: 
69.10 Contract authority (perma- 
nent) (substantive law) 
(16 U.S.C. 460/-10a).......... 30,000 30,000 30,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................ 703,956 691,000 580,000 
Obligated balance, start of year: 
72.40 Appropriation ............sssssescscsssseee 714,840 819,029 1,059,201 
72.49 Contract authority............sscsssee 20,000 20,000 20,000 
Obligated balance, end of year: 
74.40 Appropriation ............sssssccssssseees —819,029 —1,059,201 —1,150,201 
74.49 — Contract authority..............sssssee — 20,000 — 20,000 — 20,000 
90.00 UHIAVS .-tccsrcasccecrrsencenicrniic 599,767 450,828 489,000 





1 Includes capital investment as follows: 1979, $308,785 thousand; 1980, $302,361 thousand; 1981, $205,000 thousand. 


Status of Unfunded Contract Authority (in thousands of dollars) 








1979 actual 1980 est. 1981 est. 
Unfunded balance, start Of year.............sssssccsssseesssssees 20,000 20,000 20,000 
Contract authority ............ssescsseee sé 30,000 30,000 30,000 
Unfunded balance lapsing —30,000 —30,000 —30,000 
Unfunded balance, end of year.............s-ssve- 20,000 20,000 20,000 





1. Assistance to States.—Funds are provided for assist- 
ing States in financing up to 50 percent of the cost of 
preparing recreation plans, acquiring land and water 
areas, and developing areas for public outdoor recrea- 
tion purposes. 

2. Federal programs.—Funds are provided to the Na- 
tional Park Service, Forest Service, U.S. Fish and Wild- 
life Service, and the Bureau of Land Management to 
acquire certain areas for recreation use and to preserve 
nationally important natural and historic areas. 

3. Administrative expenses.—Funds are provided to 
coordinate and administer the State and Federal pro- 
grams, and to review State recreation plans, State proj- 
ect proposals, and Federal land acquisition proposals. 


Object Classification (in thousands of dollars) 














Identification code 14-5005-0-2-303 1979 actual 1980 est. 1981 est. 
HERITAGE CONSERVATION AND RECREATION 
SERVICE 
Personnel compensation: 

11.1 Permanent positionS............:ssssessseeesssees 4,188 4,253 4,162 
11.3 Positions other than permanent.............. 170 270 271 
11.5 Other personnel compensation................ 18 18 18 

Total personnel compensation............. 4,376 4,541 4,451 
12.1 Personnel benefits: Civiliath............ssscscccssee 426 441 432 








Tot 
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91.0 Travel and transportation of persons........... 229 192 192 
22.0 Transportation of things................... + a aad 3 3 
93.1 Standard level user charges 546 619 619 
23.2 Communications, utilities, and other rent... 265 231 231 
24.0 — Printing and reproduction...............cccsssssseee: 97 148 148 
er na sstesenne 1,285 1,653 1,524 
26.0 Supplies and materials ................cccsssssssssses 79 65 65 
Pe, | RONINNR i cctucdectectsasicistana-Saeecsslpiebodasite 73 43 43 
41.0 Grants, subsidies, and contributions............ 343,932 337,749 320,000 
Total obligations, Heritage Conserva- 
tion and Recreation Service........... 351,329 345,685 327,708 
ALLOCATION ACCOUNTS 
Personnel compensation: 
11.1 Permanent positiOnS..............:-.se-ssesssees 13,257 14,208 14,697 
11.3 Positions other than permanent... 2,282 2,412 2,512 
11.5 Other personnel compensation................ 91 95 97 
Total personnel compensation............. 15,630 16,715 17,306 
12.1 Personnel benefits: Civilian................sss000 1,882 2,228 1,774 
21.0 Travel and transportation of persons........... 1,119 813 845 
22.0 — Transportation of things ................cccsssssseeee: 258 190 190 
23.1 Standard level user charges...............s000 712 617 798 
23.2 Communications, utilities, and other rent... 139 211 112 
24.0 — Printing and reproduction................ccsssssseee« 125 132 156 
Bi  OUNOE: SERVICOS cc iccscsasescccbecsbnobentaas 21,382 19,784 23,200 
26.0 Supplies and materials ..............sccscsseesesseee 669 748 622 
UNM BARTON oe cca taceccacicasessasssaistareseonsssoson 284 311 302 
32.0 Lands and structures................sscssscsssesssseone 308,428 302,007 204,655 
41.0 Grants, subsidies, and contributions............. 1 5 1 
42.0 Insurance claims and indemnities................ 1,998 1,554 2,331 
Total obligations, allocation accounts . 352,627 345,315 252,292 
99.0 Total obligations ...............-.ssssssssseesseee 703,956 691,000 580,000 
Obligations are distributed as follows: 
Heritage Conservation and Recreation Service....... 351,329 345,685 327,708 
National Park Service: 
NCTE CUMIRINIC UCD cs ctesesdscoccstssectcbesaiecsesssseosgoee 242,228 191,324 177,408 
Suballocated to: 
Corps of Engineers—Civil ...............cccssssssees 7,167 2,009 10,000 
Federal Highway Administration TUN.  sossciaiescacannlay aitelucinetstcnats 
Fish and Wildlife Service .............s:.:000» 28,847 42,981 25,948 
Bureau of Land Management ................cssssssesses 2,449 3,190 2,170 
Department of Agriculture: Forest Service............ 71,856 105,811 36,766 
Personnel Summary 
HERITAGE CONSERVATION AND RECREATION 
SERVICE 
Total number of permanent positions................ccssvve« 193 188 188 
Total compensable workyeaS..........sssssssvs+« 206 197 193 
Full-time equivalent of other positions (13) (19) (19) 
Full-time equivalent of overtime and holiday 
aeons cssveconncconsesovesstovesesseccesee (1) (1) (1) 
ON xs SUNN coca RS os cscuncictavnccincaiie $47,500 $50,112 $50,112 
PUI Cans BMS os ccosccocsocoosssscasscecoicsicoeecbeonctvenmes 9.87 9.93 9.93 
URS AMIE Scans cl ek cahccsessceasaetcnesosd ete $21,753 $23,521 $23,554 
ALLOCATION ACCOUNTS 
Total number of permanent positions..............sscssss 599 590 590 
Total compensable workyeatS...............cscssssssssssssssssss 689 686 686 
Full-time equivalent of other positions.................. (170) (170) (170) 
Full-time equivalent of overtime and holiday 
ED cess leased sca ba caassshcdbhceogassseesosonn (1) (1) (1) 
Average GS grade 8.87 8.85 8.85 
S| SE | 5 eee $17,808 $18,990 $18,998 
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Federal Funds—Contined DOT 
LAND AND WATER CONSERVATION FUND 
(Proposed for later transmittal, proposed legislation) 
Program and Financing (in thousands of dollars) 
Identification code 14-5005-2-2-303 1979 actual 1980 est. 1981 est. 
Financing: 
25.00 Unobligated balance restored... sssssesccessseese —secssnnesecessnee — 30,000 
49.10 Contract authority (permanent) 
NOt AONE IO cities csc cacttasiac — 30,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ....................ccscceee 


90.00 





Outlays 





Legislation is proposed to remove the section of the 
Land and Water Conservation Fund Act which provides 
contract authority for Federal land acquisition. This 
authority has not been used in recent years, and its 
purpose can be served by appropriation or reprogram- 
ming. 





HISTORIC PRESERVATION FUND 


For expenses necessary in carrying out the provisions of the Histor- 
ic Preservation Act of 1966 (80 Stat. 915), as amended (16 U.S.C. 470), 
[$55,000,000] $45,000,000, to be derived from the Historic Preserva- 
tion Fund, established by section 108 of that Act, as amended, to 
remain available for obligation until September 30, [1981] 1982: 
Provided, [That not to exceed fifteen percent of the funds in this 
appropriation may be used for grants for renovation of State and 
local government buildings still in use for governmental purposes: 
Provided further,] That not to exceed $1,000,000 may be available as 
a discretionary reserve to be administered by the Secretary for special 
or innovative preservation programs. (Public Law 96-126, making 
appropriations for the Department of the Interior and related agencies, 
1980.) 


Amounts Available for Appropriation (in thousands of dollars) 














1979 actual 1980 est. 1981 est. 
Unappropriated balance, start of year ...............ssss0 79,400 119,400 214,400 
Collections and offsetting receipts: 
Land and Water Conservation Fund Act: Outer 
Continental Shelf Lands Act ..........:sccssssececsssseee 100,000 150,000 150,000 
Total available for appropriation .................... 179,400 269,400 364,400 
Se —60,000  —55,000 —45,000 
Unappropriated balance, end of year.............. 119,400 214,000 319,400 
Program and Financing (in thousands of dollars) 
Identification code 14-5140-0-2-303 1979 actual 1980 est. 1981 est. 
Program by activities: 
1; GeO oe 26,456 28,000 33,000 
2. Administrative exPenses............:-csessssese 1,255 2,037 1,840 
Total program COStS ............cssscsssssese: 27,711 30,037 34,840 
Change in selected resources (undelivered 
IR iiscccinceteschancreeietocntincme 28,240 28,726 10,160 
10.00 Total obligations .............ccccsssssssssssssss 55,951 58,763 45,000 
Financing: 
21.40 Unobligated balance available, start of year —250 —4,263 —500 
24.40 Unobligated balance available, end of year. 4,263 500 500 
25.00 Unobligated balance lapsing................+..... TG asdaisine, 0! enqmeamin 
40.00 Budget authority (appropriation) 
CURE OY asseccesseesacevccsceacenss 60,000 55,000 45,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, met ...............ssssssssesees 55,951 58,763 45,000 
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HERITAGE CONSERVATION AND RECREATION SERVICE—Continued 
General and special funds—Continued 
HISTORIC PRESERVATION FUND—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 14-5140-0-2-303 1979 actual 1980 est. 1981 est. 

72.40 Obligated balance, start of year.................. 33,451 60,481 89,244 
74.40 Obligated balance, end of year..............ss00 —60,481 —89,244 — 99,244 
90.00 IIS asker cites otas 28,921 30,000 35,000 


Historic preservation fund.—This appropriation fi- 
nances 50% matching grants-in-aid to the States and 
the National Trust for Historic Preservation for plan- 
ning, inventories, and for individual historic preserva- 
tion projects. 

In 1981, this Fund will be directed toward: mainte- 
nance of State preservation programs, building local 
preservation programs, rehabilitating national land- 
marks, and conducting inventories in the path of con- 
struction projects. 


Object Classification (in thousands of dollars) 

























Identification code 14-5140-0-2-303 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOSitionsS................cssssesssesssee 549 644 698 
11.3 Positions other than permanent.............. 229 351 356 
11.5 Other personnel compensation................ ll 8 11 
Total personnel compensation 789 1,003 1,065 
12.1 Personnel benefits: Civilian..............sss 72 84 84 
21.0 — Travel and transportation of persons........... 31 104 104 
22.0 — Transportation Of thingS ............ccccccssssecsese — sssescsssssecsees 9 9 
23.2 Communications, utilities, and other rent... 4 97 97 
24.0 — Printing and reproduction................csssssscssse — sessssssseeseeees 18 18 
LAD =< ARON IOUS eisitcsbaiciocnivivccceisscetrovevsioccansce 437 660 401 
26.0 Supplies and materials ............ssssccscccssssssseee 94 42 42 
ELD MIR cocoa sa ecreeeceetstccncestoetearsonce 7 20 20 
41.0 — Grants, subsidies, and contributions............. 54,517 56,726 43,160 
99.0 Total obligations .............css.sssescssseessene 55,951 58,763 45,000 
Personnel Summary 

Total number of permanent positions................s000e 24 31 31 

Total compensable WOrkyeaTS..............ssssccssssessesssseees 4} 52 54 
Full-time equivalent of other positions.................. (17) (25) (25) 

Full-time equivalent of overtime and holiday 

ONT ene eee tat recent eer ere (1) (1) (1) 

Average ES salary $47,500 $50,112 $50,112 

Average GS grade 9.87 9.93 9.93 

Average GS salary $21,753 $23,521 $23,554 





ADMINISTRATIVE PROVISION 


None of the funds appropriated to the Heritage Conservation and 
Recreation Service may be used to process any grant or contract 
documents which do not include the text of 18 U.S.C. 1918[[: Provided, 
That none of the funds appropriated to the Heritage Conservation 
and Recreation Service may be used to add industrial facilities to the 
list of National Historic Landmarks without the consent of the 
owner]. (Public Law 96-126, making appropriations for the Depart- 
ment of the Interior and related agencies, 1980.) 


Intragovernmental funds: 
CONSOLIDATED WORKING FUND 


Program and Financing (in thousands of dollars) 





Identification code 14-3907-0-4-303 1979 actual 1980 est. 1981 est. 
Program by activities: 
Services to other Federal accounts (pro- 
gram costs, funded) ............ssssccseeessees B60 alae. HS. Sa 
Change in selected resources (undelivered 
DIS) sasetaeaaacsssttrresssscsibassessadsoommenee Se Te ee sasausnatan 
10.00 Total obligations ............c...sseccssesesssees Re. cater ate ee 
Financing: 
21.98 Unobligated balance available, start of year —45 ease 
23.98 Unobligated balance transferred to other 
WINE i isis Alusctectaneniieisisserseiareness , -seopseaeensouss 
24.98 Unobligated balance available, end of year.. 33 





Budget authority... 





Relation of obligations to outlays: 
Obligations incurred, net ..............ssssccssneees 
Obligated balance, start of year 
Obligated balance transferred, net............... 
Obligated balance, end of yea..............sse.. 


71.00 
72.98 
73.98 
74.98 


90.00 





AUIS cis Pee scctl casbecdatastesvscssiees 





Object Classification (in thousands of dollars) 


11.1 Personnel compensation: Permanent  posi- 

MUNN oss srocseatecosse cacsacsvea ovestalesteassvvonesstial 7 
12.1 Personnel benefits: Civiliat.................ssese00 1 
21.0 — Travel and transportation of persons........... 4 


99.0 Total obligations .............csscccssesccsseeeese 12 











Personnel Summary 





Total number of permanent positionS..............:..-.s000 1 
Total compensable workyearS.............ss.:s00 ~ 1 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
INNIS cscac a casas iccsesatcse tbat Reovdacsttewictrcstonn 
Average GS grade 
Average GS salary 














Trust Funds 
DONATIONS 


Program and Financing (in thousands of dollars) 





1981 est. 




































Identification code 14-8058-0-7-303 1979 actual 1980 est. 
Program by activities: 
Donations (total program costs, funded)... —10 264 264 
Change in selected resources (undelivered 
UNS Na cansashsccssscz¥isagsdissseiorssyikéeh nicentare SUN. cancsetbinstn, «scenes 
10.00 Total obligations ...........sssssscsssssseeesen 234 264 264 
Financing: 
13.00 Offsetting collections from: Trust funds....... we ZOF* scctcccscausclnce ™ hornets 
21.40 Unobligated balance available, start of 
Ws sieceorcascsorsn sos ecpnsscde bnatspbpcetlveaccsosivse —2 —66 —66 
24.40 Unobligated balance available, end of year.. 66 66 66 
60.00 Budget authority (appropriation). _................. 264 264 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............cssssssee —64 264 264 
72.40  Obligated balance, start of year... 39 124 124 
74.40  Obligated balance, end of year...... —124 —124 —124 
90.00 RMU S caccccspercoicicrssooseersssored ctececSbess —149 264 264 








1981 




















264 
124 
—124 


264 
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Donations from non-Federal entities support the work 
of the Heritage Conservation and Recreation Service (16 
U.S.C. 460/(h). 


Object Classification (in thousands of dollars) 














Identification code 14-8058-0-7-303 1979 actual ‘1980 est. 1981 est. 
11.3. Personnel compensation: Positions othe 

than permanent................ Se 174 210 210 
12.1 Personnel benefits: Civilian 17 25 25 
21.0 — Travel and transportation of persons........... 24 25 25 
23.2 Communications, utilities, and other rent... 4 2 2 
OI isc UN SOUR Seiko csaus ie aL acess 2 2 2 
26.0 Supplies and materials ...............sssccscsssnneee: 3. cae 
99.0 Total obligations ..........s:ssscccsssssssseees 234 264 264 





Personnel Summary 








Total number of permanent positions....................+... 0 0 0 
Total compensable workyed'S.................+00+- 14 16 16 
Full-time equivalent of other positions (14) (16) (16) 
Full-time equivalent of overtime and holiday 
BN eco teeta cerearirscsccctoasertes caossa epoeeccoiese (0) (0) (0) 








Unrrep States FisH AND WILDLIFE SERVICE 
Federal Funds 
General and special funds: 
RESOURCE MANAGEMENT* 
*See Part III for additional information. 


For expenses necessary for scientific and economic studies, conser- 
vation, management, investigations, protection, and utilization of 
sport fishery and wildlife resources, except whales, seals, and sea 
lions, and for the performance of other authorized functions related 
to such resources; and maintenance of the herd of long-horned cattle 
on the Wichita Mountains Wildlife Refuge, [$206,641,000] 
$229,766,000, of which not to exceed [$5,000,000] $4,000,000 shall 
remain available until expended: Provided, That funds in this appro- 
priation may be used to issue regulations that will permit modifica- 
tion to the habitat of a threatened or endangered species when the 
net effect of the modification is equal to, favorable to, and not adverse 
to the protection of the species. (7 U.S.C. 426, 442-5, 447-9; 16 U.S.C. 
460k-460k-4, 46014, 4601-12, 17-18, 581d, 590a-590f, 590-p-1, 661- 
667e, 668a-d, 668dd-ee-gg, 669-669i, 670a-b, f, 671-697a, 701-711, 
715-7158, 718-718h, 721-731, 744-757, 760-760-12, 760a-760c, 777- 
778c, 811, 851-856, 931-939, 1008, 1051-1058, 1131-1136, 1171-2, 1182, 
1221-1226, 1380, 1531-1543; 18 U.S.C. 41-44, 3054; 33 U.S.C. 610, 1155; 
42 U.S.C. 1900; 43 U.S.C. 422h, 620g, 1601-1624; 87 Stat. 884; 88 Stat. 
803; Public Law 96-126, making appropriations for the Department of 
the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Wentification code 14-1611-0-1-303 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 


1. Habitat preservation 40,894 45,080 50,012 

















2. Wildlife resources.......... se 95,461 102,774 108,565 
3. Fishery resources ......... i 33,221 36,222 39,008 
4. Endangered species....... ee 20,276 23,154 24,669 
5. Administration............... = 6,203 6,524 7,512 
Total direct program 196,055 213,754 229,766 
Reimbursable program: A 
6. Miscellaneous services, other agen- 
cies: 
(a) Habitat preservation.................... 1,903 18,463 14,667 
(b) Wildlife resources...... a 5,418 10,442 10,442 
(c) Fishery resources...... 4,915 5,226 5,226 
(d) Endangered species... aa 494 15 15 
(€) Administration...............ccssssseees 34 50 50 























Federal Fi 
Total reimbursable program....... 12,764 34,196 30,400 
Total program costs, funded ?... 208,819 247,950 260,166 

Change in selected resources (undelivered 
arises. Oe weil babies. 
10.00 Total Obl gations ...............sssscccssssseseee 215,021 247,950 260,166 

Financing: 
Offsetting collections from: 

11.00 FON TNS as ek —12,053  —28,775 — 28,775 
14.00 Non-Federal SOUFCES.............:cccssssseeseesees —7l1 — 1,625 —1,625 
21.40 Unobligated balance available, start of year —3,306 oe PE orc, 


22.40 Unobligated balance transferred from other 

I nits caeoslacsrsteig ener 
24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsing.....................0+« 








Budget authority ................cssccssseee 
Budget authority: 
40.00 Appropriation ...............cccssessssesseeescneessveeseees 200,439 206,641 229,766 
41.00 Transferred to other accounts....... SOMME « ccsctcany Luscmaieies 








43.00 Appropriation (adjusted) 
44.10 Supplemental for wage-board pay 


SUG oicsticcoia teats cetctigac ition tubeasin  capenadinaied FOP ey scdicdssadiac 
44.20 Supplemental for civilian pay 
WO titre nuuktigsiee:  smsascioheds MEE icliicnaed 


Relation of obligations to outlays: 





71.00 Obligations incurred, net ...............cssccssssee 202,257 217,550 229,766 
72.40 Obligated balance, start of year....... 42,641 47,413 66,368 
73.40  Obligated balance transferred, Met... sscccsssesseesese LL. SO ES 
74.40 Obligated balance, end of year......... —47,413 —66,368 — 74,995 
77.00 Adjustments in expired accounts................. a peti gggeet 225 
90.00 Outlays, excluding pay raise supple- 

ON ih 197,117 198,278 221,019 
91.10 Outlays from wage-board pay raise 

I cn  ecergerene 562 25 
91.20 Outlays from civilian pay raise sup- 

Piet 2.3... IR 5,307 95 





* Includes capital investment as follows: 1979, $12,547 thousand; 1980, $10,474 thousand; 1981, $12,800 thousand. 


1. Habitat preservation.—The Service conducts inves- 
tigations, provides technical and planning assistance, 
and recommends fish and wildlife conservation meas- 
ures on land and water resource development projects 
sponsored, licensed or assisted by the Federal Govern- 
ment. Emphasis is on early involvement and anticipa- 
tory strategies for actions which could affect fish and 
wildlife resources. By avoiding ecological damage before 
it occurs, this activity provides a potentially cost-effec- 
tive alternative to the acquisition of wetlands as new 
refuges to compensate for ecological damage. Research 
is conducted to predict and evaluate both acute and 
long-term effects of exposure to a broad range of envi- 
ronmental contaminants and other impacts on fish and 
wildlife resources. Recommendations based on the most 
environmentally acceptable means of developing land 
and water resources and managing multiple use con- 
flicts are provided to decisionmakers, and specific fish 
and wildlife conservation needs are identified. Ap- 
proaches, tools, and methodologies for evaluating habi- 
tat, assessing environmental impacts, predicting sites 
for development and conservation, and application of 
information systems are developed. Ecological informa- 
tion is distributed to public and private land and water 
resource development organizations and training is pro- 
vided to fish and wildlife professionals to assist in effec- 
tive resource decisionmaking. 


FISH AND WILDLIFE AND PARKS—Continued 
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UnrrTep States FisH AND WILDLIFE SERvICE—Continued 
General and special funds—Continued 
RESOURCE MANAGEMENT—Continued 


HABITAT PRESERVATION RESULTS 


1979 actual 1980 estimate 1981 estimate 
National pesticide monitoring sites ..............scssssseee 260 260 260 
Research study plans on contaminant effects............ 190 190 220 
Permits and license applications received................. 79,120 79,000 79,000 
Land and water resource development investiga- 
tions (permits and projects) ..............cssssccsssesseese 35,070 38,000 41,000 
Environment statements and assessments reviewed . 1,400 1,800 1,800 
Technical assistance provided to DO! on energy-re- 
PR SSS 3223: teaiecciesxetailhssobbabes 103 139 145 


2. Wildlife resources.—The Service assists in the en- 
hancement and management of the Nation’s wildlife 
resources to assure that their populations are available 
for the use and enjoyment of the public and to mini- 
mize damage by wildlife without adversely affecting the 
natural resource. To carry out these responsibilities, the 
Service maintains an extensive national wildlife refuge 
and national monument system consisting of 419 units 
and 11 wetland management districts containing about 
46.34 million acres managed for migratory birds and 
other wildlife for which the Federal Government has 
responsibility; directs and coordinates national migra- 
tory bird programs; administers certain aspects of the 
Marine Mammal Protection Act; enforces Federal game 
laws and regulations; provides technical assistance in 
the management of wildlife on Indian and other Feder- 
al lands; conducts research to improve wildlife manage- 
ment capabilities; and provides direct and extension 
assistance to Federal, State, Indian, and other public or 
private entities in the reduction of wildlife-caused dam- 
ages. The Service also administers an interpretation, 
education, and recreation program at its refuges, fish 
hatcheries, and research laboratories to expand public 
understanding and appreciation of fish and wildlife re- 
sources. Four hundred thousand dollars is provided for 
Marine Mammal grants to States. 


WILDLIFE RESOURCES RESULTS 








Description 1979 actual 1980 estimate 1981 estimate 
Service lands administered primarily for: 
Migratory birds: 
OL ER ne Eo a 376 390 405 
Millions of waterfowl use days 1,580 1,600 2,360 
MOIS TPIT ES bocsscovevnonvsbasasnyoestessesisvey bosbeone 15.68 15.73 15.78 
Other wildlife: 
Number of areas 19 30 36 
Millions of acres 28.89 28.91 28.93 
Wetland management districts: 
POS OTB ctkssicrasreenrasbovctincgtasivnntipuprs 1.57 1.60 1.63 
Millions of waterfowl produced. sas 3.00 3.20 3.30 





Game law violations (cases) 


28,573 30,000 31,000 
Wildlife refuge and fish hatchery hours of visitor : 


use: 
Wildlife related (millions Of MOUFS) .............0s0e.. 58.3 59.7 64.3 
Nonwildlife related (millions of hours) ... 15.3 15.0 15.0 


3. Fishery resources.—The Service assists in the devel- 
opment, management, and protection of interstate and 
international fisheries such as anadromous species, fish- 
eries of the Great Lakes, interstate river and reservoir 
systems, and fisheries on Federal lands such as national 
forests, parks, refuges, and Indian reservations. Fish 
are produced at 89 hatcheries and 2 fish facilities. Five 
development centers and two training schools are oper- 
ated to improve fish cultural technology and practices. 





APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 





Research is carried out at one center, 12 major labora- 
tories and 25 stations to improve sport fish productivity, 
increase hatchery efficiency, determine effects of envi- 
ronmental contaminants on fish, and develop methods 
of controlling undesirable fish. Service biologists pro- 
vide Federal assistance to Indian tribes and to Federal, 
State and other landowners in the management of sport 
fisheries. 


FISHERY RESOURCES RESULTS 





1979 actual 1980 estimate 1981 estimate 
Production, NUMDET............:cccssssssessseesssssssees 175,000,000 175,300,000 175,500,000 
Production, pounds 6,100,000 6,000,000 6,300,000 
Angler-days ............». 63,300,000 63,300,000 63,500,000 
ROGBAFON DOPOCES ss sssssssccscascncssecoossesstsnotasesee 280 280 320 


4, Endangered species.—The goal of this program is to 
prevent species from becoming extinct and, wherever 
possible, to return them to the point where they are 
neither endangered nor threatened. The strategy con- 
sists of: (1) identification and listing of species that are 
endangered or threatened, (2) providing protection from 
taking, harassment, trade, importation and exportation, 
and adverse alteration of its critical habitat by a Feder- 
al action, and (3) development and implementation of 
recovery programs for individual species. Four million 
dollars is provided for the endangered species grants to 
States. New emphases will be provided to law enforce- 
ment and the endangered species listing processes. 

5. Administration.—Executive direction, coordinated 
resource planning, and professional administrative serv- 
ices, including financial, personnel, and property man- 
agement, are funded through this activity. 


Object Classification (in thousands of dollars) 






































Identification code 14-1611-0-1-303 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent positiOns............ssscsssssecsssesees 84,751 89,364 96,650 
11.3 Positions other than permanent.............. 19,338 20,180 21,792 
11.5 Other personnel compensation................. 3,934 3,688 4011 

Total personnel compensation............. 108,023 113,232 122,453 
12.1 Personnel benefits: Civiliat...............sssseese 12,072 12,500 13,521 
21.0 — Travel and transportation of persons........... 8,092 7,974 7,974 
22.0 — Transportation of thingS..............ssccssssseesee 2,512 1,638 1,638 
23.1 Standard level user charges .........ssssssseee 7,840 8,919 10,500 
23.2 Communications, utilities, and other rent... 8,239 10,000 10,000 
24.0 — Printing and reproduction................ssssessees 2,176 1,774 2,267 
25.0 Other Services ............ssssssesses 11,273 20,144 21,370 
26.0 Supplies and materials 17,738 19,451 22,843 
31.0 — Equipment..................000 11,146 9,473 10,300 
32.0 — Lands and Structures.............ccccssescssseecsseees 1,401 1,001 2,500 
41.0 — Grants, subsidies, and contributions............ 5,345 7,648 4,400 
42.0 Insurance claims and indemnities................. 7 Napali bal bend. betes 
DUD: | ERMINE occ 5o6sesoseipaocassessetsbsGhsdccpisvatons DUD cslemein a cece 

Total costs, FUNGEM............ssssececceessseee 196,055 213,754 229,766 
94.0 Change in selected resources..................... OCU BT A WUE. Ecsscanicansnsens 

Total direct obligationS.................ss00e« 202,257 213,754 229,766 

Reimbursable obligations: 
Personnel compensation: 

Lit Permanent positionsS............sccsssesssseesssees 3,062 9,874 8,874 
11.3 Positions other than permanent.............. 2,471 4,079 4,079 
115 Other personnel compensation ................ 222 475 475 

Total personnel compensation............. 5,755 14,428 14,428 
12.1 — Personnel benefits: Civilian.............sssssessese0 607 1,558 1,558 
21.0 — Travel and transportation of persons........... 598 1,375 1,375 
22.0 — Transportation of thingS.............ssssssssssses 301 538 538 
23.1 Standard level user Charges ..........::.ccssssse« LY anccassieseseness Orescenuseeeeett 
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23.2 Communications, utilities, and other rent... —— 163 1,041 1,041 
24.0 — Printing and reproduction ...............scccssssee 31 218 218 
Pits) ONE SOINNOOS 5c snicséscarcocevsccesoseot 2,971 11,248 8,452 






26.0 Supplies and materials .................cssssescsssseee 776 1,478 1,478 
I EOMMNMNO cess ctv satcaceesaccotetecnsccsees 790 912 912 
32.0 Lands and Structures...........cccccccssssssssessssee 753 1,400 1,400 


Total reimbursable obligations............ 12,764 34,196 30,400 
99.0 Total obligations .............c.cccssescssseeessee 215,021 247,950 260,166 














Personnel Summary 





Direct: 
Total.number of permanent positions................... 4,275 4,283 4,318 
Total compensable workyearS.................se-. 5,043 5,053 5,453 





Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


(1,218) (1,222) (1,345) 

















Sah Sa AI SK cs, 88 Sab ds lascissdechun (183) (164) (178) 
Average GS grade 9.87 9.67 9.66 
PURER CE SAND cnn sccccecnnccensccssoncvveesscesbind $21,418 $22,406 $22,372 
Average salary of ungraded positions................... $14,929 $15,974 $17,092 

Reimbursable: 
Total number of permanent positions.................... 394 478 478 
Total compensable WOrkyearS ..............sssesssseesesenee 268 644 645 
Full-time equivalent of other positions (144) (144) (144) 
Full-time equivalent of overtime and holiday 

WN ca csscsncoso te thaascnstcedcanevenssstenssssvics (2) (2) (2) 
VOR RII: Gi: DFO cx sacsseccccascacsssssczocccossscssscdvoconcass 9.87 9.81 9.66 
MORI CRY SAMMY ccssescecscseysosecctcsosconnvnessessosenonee $21,418 $22,406 $22,372 
Average salary of ungraded positions.................... $14,929 $15,974 $17,092 





(rm 


CONSTRUCTION AND ANADROMOUS FISH 


For construction and acquisition of buildings and other facilities 
required in the conservation, management, investigations, protection, 
and utilization of sport fishery and wildlife resources, and the acquisi- 
tion of lands and interests therein; and for expenses necessary to 
carry out the Anadromous Fish Conservation Act (16 U.S.C. 757a- 
1576); [$58,757,000] $47,968,000, to remain available until expend- 
ed[: Provided, That $4,712,000 shall become available only upon en- 
actment of S. 838 or similar legislation]. (16 U.S.C. 460k-460k-4, 460- 
9, 460-17-18, 668bb, 668dd, 695k-695r, 696-696b, 697-697a, 715k, 742f, 
760-760-12, 778a, 921, 1051-1058; 88 Stat. 398; Public Law 96-126, 
making appropriations for the Department of the Interior and related 
agencies, 1980.) 


Program and Financing (in thousands of dollars) 

















Identification code 14-1612-0-1-303 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Construction and rehabilitation: 
MUIR cescccccceressscseccscaiecancss oesssvons 35,111 41,510 24,094 
NEAT MPI TIS ooscsc scorch gy sctaccersosseceorree 11,868 14,825 7,999 
PSPs EMO sosesosnrayessovvarasos oncdvecivane 2,473 2,965 1,666 
2. Amadromous fish............ssssscsssssesssesneeeee 3,449 4,312 4,408 
Total program costs, funded ............ 52,901 63,612 38,167 
Change in selected resources (undelivered 
HEIR A eceecestiistceccstscenssdd cacdeceececasssis 37,024 20,400 20,400 
10.00 Total obligations ...........cssseccsssesesssees 89,925 84,012 58,567 
Financing: 
17.00 Recovery of prior year obligations............... —211 —250 — 250 
21.40 Unobligated balance available, start of year —33,912 —42,054 —17,049 
24.40 Unobligated balance available, end of year. 42,054 17,049 6,700 
40.00 Budget authority (appropriation) .. 97,856 58,757 47,968 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............sssssessee 89,714 83,762 58,317 
72.40  Obligated balance, start of year... 38,626 77,718 122,380 
74.40  Obligated balance, end of yeaF...........sssseee. —77,718 —122,380 —147,885 





90.00 REN crsssscascacefoccosessbunce fone aiesgentin 50,622 39,100 32,812 


‘Includes capital investment as follows; 1979, $14,333 thousand; 1980, $43,836 thousand; 1981, $9,597 thousand. 





1. Construction and rehabilitation.—Projects proposed 
for 1981 include: construction and repair of dikes and 
water control structures, fencing, roads, and adminis- 
trative service, and public use facilities, wildlife habitat 
improvements within the National Wildlife Refuge 
System; renovation of the National Wildlife Health 
Laboratory building in Madison, Wis.; and pond reha- 
bilitation and development at the National Fisheries 
Center, Leetown, W. Va. 

2. Anadromous fish.—State and other non-Federal co- 
operators are reimbursed up to 66%3% of the cost of 
projects to conserve, develop, and enhance the anadro- 
mous fishery resources of the Nation. The second year 
of a 3-year striped bass study will be conducted. 


Object Classification (in thousands of dollars) 























Identification code 14-1612-0-1-303 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOsitiOns..............c:ssccseesssvees 3,222 3,447 3,662 
11.3 Positions other than permanent 1,425 1,524 1,619 
11.5 Other personnel compensation....... Ss 150 160 171 
Total personnel compensation............. 4,797 5,131 5,452 
12.1 Personnel benefits: Civilian................csc-sssee 472 552 600 
21.0 Travel and transportation of persons........... 574 973 973 
22.0 — Transportation of thingS ................csssssseese 111 87 87 
23.2 Communications, utilities, and other rent... 1,064 1,500 2,000 
24.0 — Printing and reproduction....................sscss0e 192 176 215 
25.0 — Other services os 24,933 29,831 12,270 
26.0 Supplies and materials .............c:.-ssecsssseeesese 3,068 3,258 3,512 
ER | BOs ccac tas chserentctsecaceomieotscnsnsscee 5,333 4,473 4,600 
32.0 — Lands and structures.................sesssee ee 9,000 14,170 4,997 
41.0 Grants, subsidies, and contributions 3,359 3,461 3,461 
Total costs, funded...............ssssccssssees §2,901 63,612 38,167 
94.0 Change in selected resources ................sues«. 37,024 20,400 20,400 
99.0 Total obligations .............cccssssssesssceee 89,925 84,012 58,567 





Personnel Summary 








Total number of permanent positions.................... 173 173 173 
Total compensable workyed'..............--sss+« Bs. 232 235 240 
Full-time equivalent of other positions (40) (40) (40) 
Full-time equivalent of overtime and holiday 
RE EYEE Sees (3) (3) (3) 
OTANI CS ERE acacia ecassccerenescsbasntteds 9.87 9.81 9.66 
FRI Cio: SUNN cosa Saoccccsncsteconnbieien $21,418 $22,406 $22,372 
Average salary of ungraded positions ..................00 $14,929 $15,974 $17,092 





MIGRATORY BIRD CONSERVATION ACCOUNT 


For an advance to the migratory bird conservation account, as 
authorized by the Act of October 4, 1971, as amended (16 U.S.C. 715k- 
8, 5), [$15,000,000] $10,000,000, to remain available until expended. 
(Public Law 96-126, making appropriations for the Department of the 
Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 14~5137-0-2-303 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Printing and sale of hunting stamps....... 440 500 500 
2. Acquisition of refuges and other areas... 26,996 29,400 26,000 
Total program costs, funded *............ 27,436 29,900 26,500 
Change in selected resources (undelivered 
NI sca accesetieceschadsensichaarencereesceterees MMM, ccscstnatgeces.” 1 eieitiosaedans 








10.00 Total obligations 23,149 29,900 26,500 
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Unrrep States FisH AND WILDLIFE SERVICE—Continued 
General and special funds—Continued 
MIGRATORY BIRD CONSERVATION ACCOUNT—Continued 


Program and Financing (in thousands of dollars) —Continued 











Identification code 14-5137-0-2-303 1979 actual 1980 est. 1981 est. 
Financing: 
21.40 Unobligated balance available, start of year — 1,987 —4 —4 
24.40 Unobligated balance available, end of year. 4 4 4 
Budget authority ................sssssssesee 21,166 29,900 26,500 
Budget authority: 
Current: 
40.00 Appropriation (general fund).............. 10,000 15,000 10,000 
Permanent: 
60.00 Appropriation (indefinite, special 
POND eects caterers ae a 11,166 14,900 16,500 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ............ssssssccceeee 23,149 29,900 26,500 
72.40  Obligated balance, start of year 10,590 4,550 7,450 
74.40 Obligated balance, end of year.................00 —4550 —7,450 —9,950 
90.00 Gauays os sere aad 29,187 27,000 24,000 





* Includes capital investment as follows: 1979, $20,942 thousand; 1980, $22,508 thousand; 1981, $19,102 thousand. 


Receipts from the sale of Federal hunting and conser- 
vation stamps are set aside in the migratory bird con- 
servation account. Pursuant to Public Law 95-552, the 
price of the stamp is expected to be $7.50 in 1981, the 
same amount as in 1980 and $2.50 more than the 1979 
price. 

1. Printing and sale of hunting stamps.—The Postal 
Service is paid the cost of printing, selling, and account- 
ing for migratory bird hunting and conservation 
stamps. 

2. Acquisition of refuges and other areas.—Receipts in 
excess of Postal Service expenses are available for the 
costs of locating and acquiring migratory bird refuges 
and waterfowl production areas (WPA’s). 


MIGRATORY BIRD CONSERVATION RESULTS 



































1979 actual 1980 estimate 1981 estimate 
Refuge acquisition (ACreS) ............csssssescsssseseseesssseess 38,041 72,857 23,833 
WPA acquisition (aCr@S) .........ssscsssssesssesssssssesssesssene 25,685 30,410 32,007 
FONE RN SEE cei Rahee ccecacccnttcsvinsin 63,725 103,267 55,840 
Object Classification (in thousands of dollars) 
Identification code 14-5137-0-2-303 1979 actual 1980 est. 1981 est. 
Personnel compensation: 

11.1 Permanent pOSitiOnS...........ssccssesssssecesesee 2,886 3,202 3,202 
11.3 Positions other than permanent 514 380 380 
11.5 Other personnel compensation ..............+. 68 50 50 
Total personnel compensation.............. 3,468 3,632 3,632 
12.1 Personnel benefits: Civilian.............ssvse0 430 420 426 
21.0 — Travel and transportation of persons........... 370 547 547 
22.0 — Transportation Of thingS.............sseccsssssese 4} 60 60 
23.2 Communications, utilities, and other rent... 110 600 600 
24.0 — Printing and reproduction............:::sscsscsee00 48 150 150 
Be NO MOEN NBR a ees mec wrchssSiucctaasistiios 1,798 1,600 1,600 
26.0 Supplies and materials .............sssssssssssessee 208 300 300 
SII ORRIN sabe asf agssedh ips BinaeeS ccs chetacnests 250 400 400 
32.0 — Lands and structures..............ssssess si 20,692 22,161 18,755 
42.0 — Insurance claims and indemnities................ 21 30 30 
Total costs, fUNded..............sssescssssssees 27,436 29,900 26,500 
94.0 Change in selected resources .............ss- SET. <ccreecctoetpurseh ed ansmtncesiniyil 
99.0 Total Obligations ............ccccssssssssssssssees 23,149 29,900 26,500 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


Personnel Summary 


Total number of permanent positions..................sssee 153 153 153 








Total compensable workyea'.................00. 161 162 162 
Full-time equivalent of other positions (26) (26) (26) 
Full-time equivalent of- overtime and holiday 

HOOUIS sisSccsgasi se upa te cousvssusnadsoetoNbtassosnsstasootesctocnses (2) (2) (2) 

Average GS grade... 9.87 9.81 9.66 

IVER: GS: GOVE. i Sswssisssctasssbladecsssnnsssicassonsneesie $21,418 $22,406 $22,372 








DEVELOPMENT AND OPERATION OF RECREATION FACILITIES 


For construction, operation, and maintenance of outdoor recreation 
facilities, including collection of special recreation use fees, to remain 
available until expended, [$200,000] $250,000, to be derived from the 
special receipt account established by section 4(f) of the Land and 
Water Conservation Fund Act (16 U.S.C. 460l-G6a(f)), as amended. 
(Public Law 96-126, making appropriations for the Department of the 
Interior and related agencies, 1980.) 


Amounts Available for Appropriation (in thousands of dollars) 























1979 actual 1980 est. 1981 est 
Unappropriated balance, start Of year ...........scssssessese 158 88 28 
Receipts: Land and Water Conservation Fund Act: 
Recreation USer fCOS............ssssessssssssesssssessssssseessseee - 80 140 222 
Total available for appropriation ..............000 238 228 250 
PTOI ATION sicsscntetatsaassatsssssassvossents staaetisossessepontsccusoses 150 200 250 
Unappropriated balance, end of year.............. 88 PRR cctccccscsent 


Program and Financing (in thousands of dollars) 
























Identification code 14-5028-0-2-303 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Development and operation of recreation 
facilities (costs—obligations)*.............. 131 223 250 
Financing: 
21.40 Unobligated balance available, start of year.. —39 —58 —3§ 
24.40 Unobligated balance available, end of year.. 58 35 35 
40.00 Budget authority (appropriation) 
(SpeCial FUNG) .......s...sssececcssseeccesnee 150 200 250 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ...............cssssseeeee 131 223 250 
72.40 Obligated balance, start of year.. ~ 71 53 76 
74.40  Obligated balance, end of year...............0000 —§3 —16 —16 
90.00 OUTING iin RSs icin ANN eases 149 200 250 





* Includes capital investment as follows: 1979, $24 thousand; 1980, $24 thousand; 1981, $24 thousand. 


User fees collected at outdoor recreation sites and 
facilities, or for the use of outdoor recreation equipment 
or services are available for reinvestment in such spe- 
cialized outdoor recreation facilities and services. 


Object Classification (in thousands of dollars) 

















Identification code 14-5028-0-2-303 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent POsitiOns...........sssssscsssssseeeeee 25 80 80 
11.3 Positions other than permanent. 27 4 4 
11.5 Other personnel compensation................ 3 0 0 
Total personnel compensation............. 55 84 84 
12.1 Personnel benefits: Civilian............sssssesee00 5 9 9 
21.0 Travel and transportation of persons........... 1 1 l 
22.0 — Transportation of thingS ............sssssccssssssses 7 1 l 
23.2 Communications, utilities, and other rent... l 7 7 
24.0 — Printing and reproduction l 2 2 
25.0 Other Services ..............0000 28 70 97 
26.0 — Supplies and materials 9 25 25 
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PMU DIMMU toca crepe ctorecsetaceennrasssssessecss 21 18 18 
B71. uLANMES. GIN SUIINCLINCS i carnnacsssaseesovessoosonsesone 3 6 6 
99.0 Total obligations .............cccsccccssssseees 131 223 250 





Personnel Summary 











Total number of permanent positions...............0....+... 0 0 0 
Total compensable workyedrs..................-. 3 4 4 
Full-time equivalent of other positions (3) (4) (4) 
Full-time equivalent of overtime and holiday 
Wc a ckcoesu cts chant bua cdscctcustiesecicactspuvane (0) (0) (0) 
Average GS grade....... an 9.87 9.81 9.66 
Average GS salary...... $21,418 $22,406 $22,372 
Average salary of ungraded positions ................s0. $14,929 $15,974 $17,092 





NATIONAL WILDLIFE REFUGE FUND* 
* See Part III for additional information. 


For expenses necessary to implement the Act of October 17, 1978 (16 
U.S.C. 715s), $9,500,000: Provided, That this appropriation may be 
used to correct underpayments in the previous fiscal year to achieve 
equity among all qualified recipients. 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 


























Identification code 14-5091-0-2-852 
Program by activities: 
Ve EXDGNSES TOF SONOS ooo cscccecscsscsniscscecccvsice 1,179 1,500 1,500 
2. Payments to COUNTIES...............sccccssecee - 2,901 3,616 no 12,300 
Total program costs, funded .............. 4,080 5,116 13,800 
Change in selected resources (undelivered 
NOU Rhee rca ak Ns csasesvanascn = 14 seseenenannen_stenennunenen 
10.00 Total obligations.............:.:.cccssssssesesees 4,066 5,116 13,800 
Financing: 
21.40 Unobligated balance available, start of year —2,990 —3,617 —2,201 
24.40 Unobligated balance available, end of year.. 3,617 2,201 i 1,601 
Budget authority... 4,693 3,700 13,200 
Budget authority: 
Current: 
40.00 Appropriation (general fund) ........0.....  sssssssssssesse — ssssecesessnseess 9,500 
Permanent: 
60.00 Appropriation (indefinite, special 
PRM Yi esses Svc uscctpessascishantsenepaiicotcssicaee 4,693 3,700 3,700 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................cccsssssseees 4,066 5,116 13,800 
72.40 Obligated balance, start of year 153 216 1,032 
74.40 Obligated balance, end of year................... _= 216 0 1,032 __ —1,632 
90.00 CRIN. Bahai heietsemecicns 4,003 4,300 13,200 


National wildlife refuge fund.—The Refuge Revenue 
Sharing Act (16 U.S.C. 715s) authorizes the distribution 
of revenues from the sale of products from the Fish and 
Wildlife Service facilities to be allocated to counties in 
which the refuges are located as payments in lieu of 
taxes. Additionally, it provides for direct appropriations 
to assure that each county receives its full share under 
various statutory formulae. 


Object Classification (in thousands of dollars) 








Identification code 14-5091-0-2-852 1979 actual 1980 est. 1981 est 
Personnel compensation: 

1.1 Permanent poOsitiOnS................sveecsssseeses 682 729 729 

11.3 Positions other than permanent.............. 100 107 107 



































Funds—Conti 
11.5 Other personnel compensation ................ 12 14 14 
Total personnel compensation............. 794 850 850 
12.1 — Personnel benefits: Civilian...............c.0000 80 88 88 
21.0 Travel and transportation of persons........... 55 18 18 
22.0 — Transportation of thingS ................svsessse 12 12 12 
23.2 Communication, utilities, and other rent...... 14 20 20 
eee 42 287 287 
26.0 Supplies and materials ................ssscccsesesssee 24 150 150 
I Ns ee no 76 100 100 
32.0 — Lands and structures.................ssssscsssseccsseee Dh cacesageanet I (eas gree 
41.0 Grants, subsidies, and contributions............ 2,982 3,591 12,275 
Total costs, funded............0...ccesesssee. 4,080 5,116 13,800 
94.0 Change in selected resources..................... ae ee caesar 
99.0 Total obligations .............::cccccssssssssseee 4,066 5,116 13,800 
Personnel Summary 
Total number of permanent positions........................ 21 21 21 
Total compensable workyeaiS..................0+.. 37 37 37 
Full-time equivalent of other positions (3) (3) (3) 
Full-time equivalent of overtime and holiday 5 

NOUNS cas Rata cl stat Re cick. ceeelies (0) (0) (0) 
RGEC CUS... 9.87 9.81 9.66 
WN Cle ON gs cocsesin ns ncisseicciaie $21,418 $22,406 $22,372 
Average salary of ungraded positions ....................0+« $14,929 $15,974 $17,092 





a 
ADMINISTRATIVE PROVISIONS 


Appropriations and funds available to the United States Fish and 
Wildlife Service shall be available for purchase of not to exceed 
[209] one hundred and sixty passenger motor vehicles, of which 
[188] one hundred and thirty-seven are for replacement only (includ- 
ing [124] seventy-one for police-type use); purchase of [2] one air- 
craft for replacement only; not to exceed $100,000 for payment, at the 
discretion of the Secretary, for information, rewards, or evidence 
concerning violations of laws administered by the United States Fish 
and Wildlife Service; miscellaneous and emergency expenses of en- 
forcement activities, authorized or approved by the Secretary and to 
be accounted for solely on his certificate, not to exceed $75,000; publi- 
cation and distribution of bulletins as authorized by law (7 U.S.C. 
417); insurance on official motor vehicles, aircraft and boats operated 
by the United States Fish and Wildlife Service in Mexico and Canada; 
repair of damage to public roads within and adjacent to reservation 
areas caused by operations of the United States Fish and Wildlife 
Service; options for the purchase of land at not to exceed $1 for each 
option; facilities incident to such public recreational uses on conserva- 
tion areas as are not inconsistent with their primary purpose, and the 
maintenance and improvement of aquaria, buildings and other facili- 
ties under the jurisdiction of the United States Fish and Wildlife 
Service and to which the United States has title, and which are 
utilized pursuant to law in connection with management and investi- 
gation of fish and wildlife resources. (Public Law 96-126, making 
appropriations for the Department of the Interior and related agencies, 
1980.) 


ec 


ALLOCATIONS RECEIVED FROM OTHER ACCOUNTS 


Note.—Obligations incurred under allocations from other accounts are included in the 
schedules of the parent appropriations as follows: 
Agriculture: Forest Service: “Forest management, protection and utilization.” 
Interior: Heritage Conservation and Recreation Service: “Land and Water Conservation 
Fund.” 
Energy: Power Marketing Administrations: “Operation and Maintenance, Alaska Power 
Administration.” 


——_—__EEE———— 
MISCELLANEOUS PERMANENT APPROPRIATIONS 


Program and Financing (in thousands of dollars) 


entiation code 14~9923-0-2-303 








1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Federal aid in fish restoration and man- 
Merb cassie 27,371 34,500 35,000 
2. Federal aid in wildlife restoration............ 83,374 98,500 102,900 
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UnitTep States FisH AND WILDLIFE SERVICE—Continued 
General and special funds—Continued 
MISCELLANEOUS PERMANENT APPROPRIATIONS—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 14-9923-0-2-303 





1979 actual 1980 est. 1981 est. 





3. Proceeds from sales, water resources 
development projects 69 72 100 


Total program costs, funded 110,814 133,072 138,000 
Change in selected resources (undelivered 


orders) —573 


110,241 


2,000 
135,072 


2,000 
140,000 





10.00 Total obligations 


Financing: 
17.00 Recovery of prior year obligations 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


60.00 


— 8,653 
— 32,656 
45,693 


— 10,000 
— 45,693 
45,068 


—11,000 
— 45,068 
44,068 





Budget authority (appropriation) 
(permanent, indefinite, special 
114,626 


124,447 128,000 








Distribution of budget authority by account: 
Federal aid in fish restoration and management .. 
Federal aid in wildlife restoration 
Proceeds from sales, water resources develop- 
ment projects 136 55 200 


28,470 
86,019 


30,418 
93,974 


30,930 
96,870 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year.. 
74.40 Obligated balance, end of year 


90.00 


101,588 
110,146 
—120,972 


90,762 


125,072 
120,972 
— 158,784 


87,260 


129,000 
158,784 
— 196,684 


91,100 





Outlays 





Distribution of outlays by account: 
Federal aid in fish restoration and management .. 
Federal aid in wildlife restoration 
Proceeds from sales, water resources develop- 
ment projects 72 86 100 


23,173 
67,517 


22,265 
64,549 


23,025 
67,975 





1. Federal aid in fish restoration and management.— 
Assistance is given to States, Puerto Rico, Guam, the 
Virgin Islands, and American Samoa by the appropri- 
ation of funds equal to the revenue of the 10% excise 
tax on certain sport fishing tackle. States are reim- 
bursed up to 75% of the cost of approved fish restora- 
tion and management projects, including research into 
fish culture, formulation of restocking plans, and acqui- 
sition and improvement of fish habitat (16 U.S.C. 777a- 
k). 

2. Federal aid in wildlife restoration.—Assistance is 
given to States, Puerto Rico, Guam, and the Virgin 
Islands by the appropriation of funds equal to the 11% 
excise tax on sporting arms and ammunition, the 10% 
excise tax on handguns, and the 11% tax on certain 
archery equipment. States are reimbursed up to 75% of 
the cost of approved wildlife restoration projects, in- 
cluding acquisition and development of land and water 
areas, for wildlife management research and approved 
hunter education programs (16 U.S.C. 669-669i). 

3. Proceeds from sales, water resources development 
projects.—Receipts collected from the sale of products 
from refuges on which other agencies have primary 
jurisdiction are used to cover expenses of producing 
these products and for managing wildlife habitat. 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


Object Classification (in thousands of dollars) 


Identification code 14-9923-0-2-303 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions. 2,400 2,400 
Positions other than permanent 400 400 
Other personnel compensation 90 


Total personnel compensation 2,890 
Personnel benefits: Civilian 2 280 
Travel and transportation of persons. 345 
Transportation of things 48 
Communications, utilities, and other rent... 150 
Printing and reproduction 100 
Other services 3,500 
Supplies and materials... 850 
Equipment 300 
Lands and structures 300 
Grants, subsidies, and contributions 129,237 
Insurance claims and indemnities 





138,000 
2,000 


140,000 


110,814 
—573 


110,241 


133,072 
2,000 


135,072 


Total costs, funded 
Change in selected resources 





Total obligations 





Personnel Summary 





Total number of permanent positions 49 49 
Total compensable workyears 129 129 
Full-time equivalent of other positions (17) (17) 
Full-time equivalent of overtime and holiday 
(3) (3) 
9.81 9.66 
$22,406 $22,372 
$15,974 $17,092 


Average GS grade 
Average GS salary 
Average salary of ungraded positions 


$21,418 
$14,929 





Intragovernmental funds: 
CONSOLIDATED WORKING FUND 


Program and Financing (in thousands of dollars) 





Identification code 14-3916-0-4-303 1979 actual 1980 est. 1981 est. 





Program by activities: 
Other Federal agencies (program costs, 
funded) 
Change in selected resources (undelivered 
orders) 


21,564 


—7,931 
13,633 





10.00 Total obligations 


Financing: 
Offsetting collections from: Federal funds... 
Unobligated balance available, start of 
year: Fund balance 
Unobligated balance transferred to other 


11.00 
21.98 


23.98 


— 13,294 
—4,135 


24.98 Unobligated balance available, end of year: 


Fund balance 
Budget authority 








Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year: Fund bal- 


71.00 
72.98 


73.98 
74.98 


Obligated balance tranferred, net 
Obligated balance, end of year: Fund bal- 





90.00 


Cash advances are received from other agencies 
which contract with the Fish and Wildlife Service for 
special studies. 
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Object Classification (in thousands of dollars) 
Identification code 14-3916-0-4-303 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
1.1 Permanent positions 
11.3 Positions other than permanent 
11.5 Other personnel compensation 





Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 ‘Travel and transportation of persons 
22.0 — Transportation of things 
23.2 Communications, utilities, and other rent.... 
24.0 — Printing and reproduction 
25.0 Other services 
26.0 Supplies and materials . 
31.0 Equipment 
32.0 Lands and structures 


Total program costs, funded 
94.0 Change in selected resources 








99.0 Total obligations 





Personnel Summary 





Total number of permanent positions.. 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade..... 
Average GS salary 
Average salary of ungraded positions 





Trust Funds 
CONTRIBUTED FUNDS 


Program and Financing (in thousands of dollars) 


Identification code 14-8216-0-7-303 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Cooperative studies (program costs, 
funded) 219 
2. Sea lamprey control 2,326 


2,545 





Total program costs, funded 
Change in selected resources (undelivered 


orders) —35 


2,510 





10.00 Total obligations 
Financing: 

21.40 Unobligated balance available, start of year —114 
24.40 Unobligated balance available, end of year.. 155 


60.00 





Budget authority (appropriation) 


(permanent, indefinite) 2,551 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 2,510 3,400 
72.40  Obligated balance, start of year... 370 403 
74.40 Obligated balance, end of year —403 — 1,003 


90.00 2,477 2,800 


3,400 
1,003 
—1,203 


3,200 


Outlays 





Donated funds support activities such as the sea lam- 
prey research and control program (supported by the 
Great Lakes Fishery Commission). 


Object Classification (in thousands of dollars) 





Identification code 14~8216-0-7-303 1979 actual 1980 est. 1981 est. 





Personnel compensation: 


lL. Permanent positions 1,244 1,350 1,350 


Positions other than permanent 230 230 
Other personnel compensation 35 35 


Total personnel compensation 1,615 1,615 
Personnel benefits: Civilian 169 169 
Travel and transportation of persons 188 188 
Transportation of things 
Communications, utilities, and other rent..... 95 95 
Printing and reproduction 
Other services 
Supplies and materials ... 

Equipment 
Lands and structures. 


Total program costs, funded 
Change in selected resources 





Total obligations 3,400 





Personnel Summary 








Total number of permanent positions 65 
Total compensable workyears. 72 72 
Full-time equivalent of other positions (31) (31) 
Full-time equivalent of overtime and holiday 
(1) (1) 


Average GS grade 9.81 9.66 
Average GS salary $22,406 $22,372 





NATIONAL PARK SERVICE 
Federal Funds 
General and special funds: 


OPERATION OF THE NATIONAL PARK SYSTEM* 


*See Part III for additional information. 


For expenses necessary for the management, operation, and main- 
tenance of areas and facilities administered by the National Park 
Service (including special road maintenance service to trucking per- 
mittees on a reimbursable basis); the acquisition of water rights; 
expenses necessary for investigations and studies to determine suit- 
ability of areas to be included in the National Park System, the 
designation of wilderness areas, and the management of water re- 
sources; the preparation of plans for existing and proposed park and 
recreation areas; provisions of technical assistance to other Federal 
agencies, and to States and private institutions in the planning, devel- 
opment, and operation of landmarks, parks and recreation areas; and 
for financial or other assistance in planning, development, and oper- 
ation of areas as authorized by law or pursuant to agreements with 
other Federal agencies, States, or private institutions, including not to 
exceed [$319,000] $341,000 for the Roosevelt Campobello Interna- 
tional Park Commission, [[$382,775,000] $427,697,000[: Provided, 
That not to exceed $5,000,000 may be available for operation of the 
National Visitor Center and of that amount not to exceed $3,500,000 
may be used for payment of rent: Provided further, That the Park 
Service shall not enter into future concessionaire contracts, including 
renewals, that do not include a termination for cause clause that 
provides for possible extinguishment of possessory interests excluding 
depreciated book value of concessionaire investments without com- 
pensation: Provided further, That $105,000 shall be available for the 
National Park Service to assist the Town of Harpers Ferry, West 
Virginia, for police force use]. (5 U.S.C. 5901-5903; 16 U.S.C. 1, 1b, Ic, 
3, 7a-e, 8b, 8d, 17j-2, 17k-1, 17n, 18f, 18g, 47-2, 431-433, 461-467, 
590a, 590f, 594, 1281c; 43 U.S.C. 620, (g@); Act of July 7, 1964 (78 Stat. 
299), Act of September 3, 1964 (78 Stat. 890); Public Law 96-126, 
making appropriations for the Department of the Interior and related 
agencies, 1980.) 


Program and Financing (in thousands of dollars) 
Identification code 14-1036-0-1-303 





1979 actual 1980 est. 1981 est. 


Program by activities: 
Direct program: 
1. Park management 377,781 


350,894 411,850 
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Program and Financing (in thousands of dollars) —Continued 
























































Identification code 14-1036-0-1-303 1979 actual 1980 est. 1981 est. 
2. Forest fire suppression and rehabili- 
tation of burned areas...............sse00 2,927 1,200 1,200 
3. Executive direction ..............:..sssescsseee 5,934 6,250 6,414 
4. Park, recreation, and wilderness 
SUDAN cscs sssssetescccrccsncmteyscvsesesnennes 4,940 4,416 7,087 
5. Cooperative programs............ssssve 3,310 RUIN .is.jsoscchateias 
6. Statutory and contractual aid 1,503 2,074 1,146 
Total direct program.......... hance 369,508 393,232 __ 427,697 
Reimbursable program: 
1. Living Exhibits/Interpretive Demon- 
SN ane Se. 139 745 756 
2. Quarters and subsistence charges...... 5,396 5,602 6,326 
3. Rental income (Public Law 95-625) 753 1,013 1,013 
4, Parking space rental .............ccssssssccsss — sesscccssssseeees 40 80 
Total reimbursable program........... 6,288 7,400 8,175 
Total program costs, funded *....... 375,796 400,632 435,872 
Change in selected resources (undelivered 
RNID soot sccscacsseahen Sagtsisccseaesassvecnuniasios ROINE. ccccxcchninak  .auapeaetrvives 
10.00 Total obligations ............ccsccssssesesesssees 393,938 400,632 435,872 
Financing: 
14.00 Offsetting collections from: Non-Federal 
DMM cookers Recsnsseiicitere em meat —6,288 —7,400 —8,175 
25.00 Unobligated balance lapsing................... TO)? jaszcitianah rt editorial 
Budget authority... 387,726 393,232 427,697 
Budget authority: 
RODD IRITOITIRIION 5-8 ccs csivcoscnseosossvenone 387,806 382,775 427,697 
41.00 Transferred to other accounts PERO ae OLR 
43.00 Appropriation (adjusted) ................ 387,726 382,775 427,697 
44.10 Supplemental for wage-board pay 
BOG sisi Siesrcbi onde staan vader Gov 0%) (sosevesenvensens BOO ix: ciluinieivacne ess 
44.20 Supplemental for civilian pay 
SOI sss cise casastasoces sack sb scceptascnoes 3): ) 9p seeansatasnnnes Pie pri vishenvecniuoms 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ............sccccsssseeseee 387,650 393,232 427,697 


72.40 Obligated balance, start of year.................. 64,520 85,522 96,936 





74.40 Obligated balance, end of year...... we 85,522 = —96,936 —111,368 
77.00 Adjustments in expired accounts.................. RI in ccsscossises thassnre ditvreorao nthe 
90.00 Outlays, excluding pay raise supple- 

err eee 365,416 371,570 413,056 
91.10 Outiays from wage-board pay raise 

DUNT So cccsiscstchesesserseeqstetegh”  acladccrrceiveese 2,879 59 
91.20 Outlays from civilian pay raise sup- 

FUMMNMINOIN Gisccsstectcsorecsecteteertionientts = kornesccoueree 7,369 150 





* Includes capital investment as follows: 1979, $17,067 thousand; 1980, $16,402 thousand; 1981, $20,393 thousand. 


1. Park management.—The Service administers 323 
park areas comprising about 72 million acres of federal- 
ly owned land located in 49 States, the District of Co- 
lumbia, Puerto Rico, Guam, the Virgin Islands and the 
Trust Territory of the Pacific Islands. The program in- 
cludes: (1) Overall management of park areas necessary 
to accommodate an estimated 256 million visitors in 
1981; (2) maintenance of buildings and other facilities 
required to accommodate visitor use, as well as to pro- 
tect the Government’s investment; (3) interpretive pro- 
grams to enhance the visitors’ park experience; (4) law 
enforcement to protect the visitors’ well-being and 
reduce vandalism and other destruction to park re- 
sources; and (5) resource management necessary for the 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


protection and preservation of the unique natural, cul- 
tural, and historical features in the National Park 
System. 

The following tabulation shows the actual and esti- 
mated visits, and general and special fund revenues 
collected and to be collected by the National Park Serv- 
ice, including recreation fee revenues deposited to the 
Land and water conservation fund. 





Year: Visits Revenues 
NTT MO oc ccsccess testo tG ta asian ovccnmatobaaannaes 260,120,000 $21,251,061 
1978 actual....... 271,000,000 21,507,000 
1979 estimate... 253,000,000 21,467,000 
1980 estimate... 254,450,000 21,500,000 
EP A MPRRONPN UD esses. dua sch aesces ch hs Nec trsattansstacstecannskiceeachedinais 255,900,000 22,000,000 


The major program elements comprising this activity 
are: Management of park areas; concessions manage- 
ment; interpretive services; informational publications; 
visitor protection and safety; maintenance; and re- 
sources management. 

2. Forest fire suppression and rehabilitation of burned 
areas.—This activity provides for the suppression and 
emergency presuppression of fires on or endangering 
lands administered by the Service, and for the rehabili- 
tation of burned areas to conserve resources, and for 
the protection of park visitors. The Service administers 
approximately 17 million acres of forest, grasslands, 
tundra, and desert shrub. 

3. Executive direction.—Provides executive direction 
of Service programs in the Service’s headquarters in 
Washington, D.C., and nine regional offices located 
throughout the Nation. 

4. Park, recreation, and wilderness planning.—This 
activity provides for studies, investigation, and planning 
programs to support the overall direction and manage- 
ment of park activities. Specific programs include: New 
area studies; land cost studies; water resource studies; 
general management planning; and rivers, trails, and 
water resources. 

6. Statutory and contractual aid.—The Service pro- 
vides financial or other assistance in the planning, de- 
velopment, or operation of natural, historical, or recrea- 
tion areas not operated by the National Park Service. 
This assistance is provided for the following sites as 
authorized by law or pursuant to agreements between 
the National Park Service and other Federal agencies, 
States, or private institutions: (a) Roosevelt Campobello 
International Park Commission, New Brunswick, 
Canada; (b) Ice Age National Scientific Reserve, Wiscon- 
sin; and (c) Lowell Historic Preservation Commission, 
Massachusetts. 


Object Classification (in thousands of dollars) 














Identification code 14-1036-0-1-303 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent poOsitionS...........c:csssssssesesssees 142,058 161,866 176,078 
11.3 Positions other than permanent 63,413 74,296 82,803 
11.5 Other personnel compensation................ 8,670 9,309 10,249 

Total personnel compensation............. 214,141 245,471 269,130 
12.1 Personnel benefits: Civilian...............sses00 24,055 26,300 28,330 
13.0 — Benefits for former personnel...............00. AO <-virsiecrlastau—aoesienteniene 
21.0 — Travel and transportation of persons 8,274 5,829 6,971 
22.0 Transportation of thingS ..............sssssssssseeeses 4,872 4,443 4,805 
23.1 Standard level user charges ...............ssssssee 6,149 6,323 6,323 
23.2 — Communications, utilities, and other rent... 16,051 20,440 19,499 
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24.0 Printing and reproduction...............sssssssssees 3,105 3,167 2,880 
RR OMNNE SENN ss csnsscscssinsssnuceseocessstsininsieis 57,786 31,947 38,308 
26.0 Supplies and materials .............ssssssssssssssssee 35,750 33,649 31,842 
































EO) MMMM ska cisessctssseactcSiSscsctocachosaceinseecssssit 12,819 14,488 14,956 
32.0 Lands and structures............csssssssssescssssseees 4,114 1,175 4,653 
41.0 Grants, subsidies, and contributions............ MU) cesta tee cscs. 
42.0 — Insurance claims and indemnities................ ME! sesscccce Puech —tccpecteetinos 

Total direct obligationS.....................s+- 387,650 393,232 427,697 

Reimbursable obligations: 
Personnel compensation: 

11.1 Permanent pOSitiONS...........0:..cssecsssvecsseees 1,011 1,428 1,530 
113 Positions other than permanent 824 1,057 1,132 
11.5 Other personnel compensation................ 30 44 47 

Total personnel compensation............. 1,865 2,529 2,709 
12.1 Personnel benefits: Civilian................s000- 189 261 279 
21.0 Travel and transportation of persons........... 6 9 10 
22.0 Transportation Of things ............ccccssseseesee 57 64 69 
23.2 Communications, utilities, and other rent... 711 714 765 
24.0 — Printing and reproduction................csssessee0 IO? cca ‘cateeoks 
25.0 Other services .................. 968 959 1,275 
26.0 Supplies and materials 1,804 2,125 2,284 
31.0  Equipment..................... 628 698 740 
32.0 Lands and structures..................... 49 4] 44 
42.0 — Insurance claims and indemnities................ iP) She wee... 

Total reimbursable obligations............ 6,288 7,400 8,175 
99.0 Total obligations .................sseccssseecssnee 393,938 400,632 435,872 





Personnel Summary 





Direct program: 
Total number of permanent positions................... 8,353 8,297 8,386 
Total compensable WorkyeaS..................ssssesseesee 13,787 14,335 14,752 
Full-time equivalent of other positions (6,229) (6,644) (6,952) 
Full-time equivalent of overtime and holiday 























NS Se acto sttss wschcectecth ape scvscontssecgsosenison (222) (222) (222) 
PCT GS GIRS sscisscnnnsscasncecsscccscennntsssssscnenb> 8.77 8.78 8.76 
PNR OO INN 5a ecfcocaesccosssocstesnawessccecnasns $19,201 $19,222 $19,141 
Average salary of ungraded positions................... $17,483 $17,483 $17,483 

Reimbursable program: 
Total number of permanent positions................... ll ll ll 
Total compensable workyearS...............:.-sss+« 102 106 113 
Full-time equivalent of other positions (91) (95) (102) 
Full-time equivalent of overtime and holiday 

OE SS eee (0) (0) (0) 
PPO CGR NTINI c2accscssnnassisssoncctosocsanscovccseassooasse 8.77 8.78 8.76 
ND Cie SUN once scescnscnteccsoconconnncstudcenctba $19,201 $19,222 $19,218 
Average salary of ungraded positions................... $17,483 $17,483 $17,483 

CONSTRUCTION 


For construction, improvements, repair or replacement of physical 
facilities, without regard to the Act of August 24, 1912, as amended 
(16 U.S.C. 451), [$112,154,000] $71,396,000, to remain available until 
expended[[: Provided, That $15,500,000 shall be available from the 
Highway Trust Fund to liquidate contract authority provided under 
section 105(aX(8) of Public Law 94-280 for engineering services, road- 
way excavation, and pilot boring for the Cumberland Gap Tunnel, as 
authorized by section 160 of Public Law 93-87]. (16 U.S.C. 1, 1b, 7a- 
7e, 431-433, 452a, 469h; 40 U.S.C. 484-k; 42 U.S.C. 620(g); 50 U.S.C. 
1622-h(1); Act of August 31, 1965 (79 Stat. 558); Public Law 96-126, 
making appropriations for the Department of the Interior and related 
agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 14-1039-0-1-303 





1979 actual 1980 est. 198] est. 





Program by activities: 
Direct program: 
1. Buildings, utilities, and other facili- 
MOU NII es ochiaassetsscscanzscnaceonn 55,470 137,191 
2. Roads, trails, and parkways . 33,495 TOD Sacsskcaiiacesnecs 
Sar MER EIR cS casos seasenspacccgersl?, | atpucctaeeoaesl™ suas bofetsetee 84,884 









310-100 0 - 80 - 37 





4. Emergency and unscheduled projects. ..n......esssssse  sssssssssessseees 3,000 
CR acca aaa ea OY ei ke 10,512 
Total direct program.................sv««« 88,965 195,276 98,396 








Reimbursable program: 
1. Sale of utilities to concessionaires 


























its cit crcccnin 2,627 3,220 3,400 
2: WACO INOOUS cc ccccccscssctcs 9,021 14,868 11,400 
Total reimbursable program........... 11,648 18,088 14,800 
Total program costs, funded *....... 100,613 213,364 113,196 
Change in selected resources (undelivered 
UNS OOD ec a ascscsin censors Vee feos ok we. 
10.00 Total obligations ..............scccssssseesseee 116,431 213,364 113,196 
Financing: 
Offsetting collections from: 
11.00 ES —6,943 —11,975 —8,977 
14.00 Non-Federal SOUFCES............ssscccsssseeeessseee —4705 —6,113 —5,823 
21.40 Unobligated balance available, start of year —96,417 —110,122 — 27,000 
24.40 Unobligated balance available, end of year. 110,122 BE NI ws shakin ccs 
40.00 Budget authority (appropriation) .. 118,488 112,154 71,396 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..................csssssesees 104,783 195,276 98,396 
72.40 Obligated balance, start of year 116,346 139,489 242,859 
74.40 Obligated balance, end of year..................0- —139,489 —242,859 —275,019 
90.00 I sicreetk uae 81,639 91,906 66,236 





* Includes capital investment as follows: 1979, $52,966 thousand; 1980, $129,086 thousand; 1981, $46,063 thousand. 


3. Construction.—Physical, real property facilities, in- 
cluding buildings, structures, roads, trails, utility sys- 
tems, and other facilities, are needed in National Park 
System areas to meet the objectives of resource preser- 
vation and visitor use programs. The construction activ- 
ity provides for: (1) Rehabilitation and restoration of 
historic and cultural resources; (2): rehabilitation of 
operational structures such as visitor use and mainte- 
nance facilities, roads, bridges, trails, and utility sys- 
tems; and (3) construction of new visitor use and oper- 
ational facilities where the need exists. 

4. Emergency and unscheduled projects.—Minor emer- 
gency and unscheduled construction needs emerge 
during the fiscal year because of storms, utility system 
breakdown, and other unforeseen circumstances. To 
continue visitor services and preserve resources, minor 
emergency reconstruction and repair projects are per- 
formed. 

5. Planning.—Under this activity, the National Park 
Service conducts environmental, architectural and engi- 
neering studies, as well as planning and design activi- 
ties to: (1) Acquire archeological, historical, environ- 
mental, and other information necessary to design facil- 
ities; (2) provide architectural and engineering design 
drawings and specifications for the purpose of con- 
structing buildings, roads, trails, utility systems, and 
other facilities. 


Object Classification (in thousands of dollars) 


Identification code 14-1039-0-1-303 





1979 actual 1980 est. 1981 est. 





NATIONAL PARK SERVICE 


Direct obligations: 
Personnel compensation: 
11.1 Permanent pOSitiOnS..............ccsssecsssecssees 8,066 10,123 10,801 











11.3 Positions other than permanent 5,314 6,549 6,989 
11.5 Other personnel compensation................ 482 315 337 
Total personnel compensation............. 13,862 16,987 18,127 
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Object Classification (in thousands of dollars) —Continued 





Identification code 14-1039--0-1-303 1979 actual 1980 est. 





12.1 Personnel benefits: Civilian 1,511 1,725 
21.0 Travel and transportation of persons 2,037 2,479 
22.0 — Transportation of things 154 393 
23.2 Communications, utilities, and other rent.... 307 554 
24.0 — Printing and reproduction 319 558 
25.0 — Other services 25,518 44,177 
26.0 Supplies and materials ... 2,218 3,624 
31.0 — Equipment 664 1,115 
32.0 — Lands and structures : 51,686 

42.0 — Insurance claims and indemnities 1 


Total direct obligations 98,277 164,360 


1981 est. 


1,803 
1,930 
151 





Reimbursable obligations: 
Personnel compensation: 
Permanent positions 1,913 
Positions other than permanent... 869 
Other personnel compensation 100 





Total personnel compensation 2,882 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent.... 
Printing and reproduction.............scssseesessee 
Other services 
Supplies and materials ... 
Equipment 
Lands and structures 
Insurance claims and indemnities 





Total reimbursable obligations 11,648 





Total obligations, National Park Serv- 
i 109,925 





ALLOCATION TO FEDERAL HIGHWAY 
ADMINISTRATION 


Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 
Lands and structures 





Total obligations, allocation accounts . 
Total obligations 116,431 213,364 


113,196 





Personnel Summary 





NATIONAL PARK SERVICE 


Direct: 
Total number of permanent positions ... 387 
Total compensable workyears 774 
Full-time equivalent of other positions ( (415) 
Full-time equivalent of overtime and holiday 
(16) 
Average GS grade 8.77 8.78 
Average GS salary $19,201 $19,222 
Average salary of ungraded positions $17,483 $17,483 


387 
774 
(415) 


(16) 
8.76 
$19,141 


$17,483 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


Reimbursable: 
Total number of permanent positions................... 18 18 
Total compensable workyears 165 143 
Full-time equivalent of other positions (147) (125) 
Full-time equivalent of overtime and holiday 
(0) (0) 


Average GS grade .. 8.78 8.76 
Average GS salary $19,222 $19,218 
Average salary of ungraded positions $17,483 $17,483 


ALLOCATION TO FEDERAL HIGHWAY 
ADMINISTRATION 


Total number of permanent positions 66 66 
Total compensable workyears 91 91 
Full-time equivalent of other positions (26) (26) 

Full-time equivalent of overtime and holiday 
(0) (0) 


Average GS grade... 8.64 8.64 
Average GS salary $20,370 $20,575 





a 
[ROAD CONSTRUCTION ] 


[ (APPROPRIATION TO LIQUIDATE CONTRACT AUTHORITY) J 


[Appropriations previously provided in this account to liquidate 
contract authority in the amount of $5,552,000 are rescinded. (14 
U.S.C. 1, Ic, 7a-7e, 8, 8a, 8d, 17j-2, 461-467; 223 U.S.C. 201, 203; 
Federal-Aid Highway Act, 1972 (72 Stat. 885); Public Law 96-126, 
making appropriations for the Department of the Interior and related 
agencies, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 14-1037-0-1-303 1979 actual 1980 est. 1981 est, 





Program by activities: 
Roads, trails, and parkways (total program 
costs, funded) + 10,817 
Change in selected resources (undelivered 
orders) —6,503 


10.00 Total obligations 4,314 
Financing: 

21.40 Unobligated balance available, start of year © —13,634 

24.40 Unobligated balance available, end of year.. 


Budget authority 


Budget authority: 
40.01 Appropriations rescinded (Public Law 96- 
126) 











43.00 Appropriation (adjusted) —5,552 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 3,768 
72.40 Obligated balance, start of year... : 9,196 
74.40  Obligated balance, end of year — 1,599 


90.00 Outlays 9,890 11,365 








+ Includes capital investment as follows: 1979, $2 thousand; 1980, $2,614 thousand; 1981, $0. 

The 1978 appropriation completed the liquidation of 
all prior year obligations in this account. Public Law 
96-126 rescinded funds for projects which were deobli- 
gated during the fiscal year. 


Object Classification (in thousands of dollars) 





Identification code 14-1037-0-1-303 1979 actual 1980 est. 1981 est. 





NATIONAL PARK SERVICE 


Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent 
11.5 Other personnel compensation 


Total personnel compensation 








DEPARTMENT OF THE INTERIOR 


FISH AND WILDLIFE AND PARKS—Continued 








12.1 Personnel benefits: Civilian 

21.0 Travel and transportation of persons 

22.0 — Transportation of things 

23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 

25.0 — Other services 

26.0 Supplies and materials... 

31.0 — Equipment 

32.0 — Lands and structures 





Total obligations, National Park Serv- 








ALLOCATION TO FEDERAL HIGHWAY 
ADMINISTRATION 


Personnel compensation: 
Permanent positions. 
Positions other than permanent 
Other personnel compensation 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Supplies and materials 
Equipment 
Lands and structures 





Total obligations, allocation account... 








Total obligations 





Personnel Summary 





NATIONAL PARK SERVICE 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary. 
Average salary of ungraded positions 


ALLOCATION TO FEDERAL HIGHWAY 
ADMINISTRATION 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 








Average GS grade 
Average GS salary 





i oeaeeeneeeseeiieeneneenl 


JOHN F. KENNEDY CENTER FOR THE PERFORMING ARTS 


For expenses necessary for operating and maintaining the nonper- 
forming arts functions of the John F. Kennedy Center for the Per- 
forming Arts, [$4,030,000] $4,400,000. (Act of June 16, 1972 (86 Stat. 
216); Public Law 96-126, making appropriations for the Department of 
the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 14-1038-0-1-303 





1979 actual 1980 est. 1981 est. 





Program by activities: 
John F. Kennedy Center for the Performing 
Arts (program costs, funded) + 
Change in selected resources (undelivered 
orders) 


6,751 4,423 





10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of year 


3,884 4,423 


—115 —281 


24.40 Unobligated balance available, end of year. 281 
25.00 Unobligated balance lapsing 5 


Budget authority 4,055 








Budget authority: 
40.00 Appropriation 
44.10 Supplemental for wage-board pay 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 





Outlays, excluding pay raise supple- 

91.10 Outlays from wage-board pay raise 
supplemental 

Outlays from civilian pay raise sup- 
plemental 


91.20 





1 Includes capital investment as follows: 1979, $14 thousand; 1980, $14 thousand; 1981, $15 thousand. 


Under this appropriation, the Service carries out a 
program to provide services necessary for the nonper- 
forming arts functions of the John F. Kennedy Center 
for the Performing Arts, including maintenance, secu- 
rity, information, interpretation, janitorial, and other 
services. 


Object Classification (in thousands of dollars) 





Identification code 14-1038-0-1-303 1979 actual 1980 est. 1981 est 





Personnel compensation: 
Permanent positions 1,351 1,352 
Positions other than permanent 190 190 
Other personnel compensation 66 66 


Total personnel compensation : 1,607 1,608 
Personnel benefits: Civilian 175 178 
Travel and transportation of persons. 4 4 
Transportation of things 1 l 
Communications, utilities, and other rent... 842 892 
Printing and reproduction 12 13 
Other services 992 865 
Supplies and materials .... 776 824 
Equipment 14 15 


4,400 


11.1 
11.3 
11.5 





12.1 
21.0 
22.0 
23.2 
24.0 
25.0 
26.0 
31.0 


99.0 





Total obligations 





Personnel Summary 





Total number of permanent positions 79 79 
Total compensable workyears 87 87 
Full-time equivalent of other positions (14) (14) 

Full-time equivalent of overtime and holiday 
(2) (2) 


8.78 8.76 
$19,222 $19,218 
$17,483 $17,483 


Average GS grade 
Average GS salary 
Average salary of ungraded positions 





RR 


PLANNING, DEVELOPMENT, AND OPERATION OF RECREATION FACILITIES 


For construction, operation, and maintenance of outdoor recreation 
facilities, without regard to the Act of August 24, 1912, as amended 
(16 U.S.C. 451); including collection of special recreation use fees, to 
remain available until expended, [$16,217,000] $15,007,000, to be 
derived from the special receipt accounts established by section 4(f), of 
the Land and Water Conservation Fund Act (16 U.S.C. 4601-6a(f)), as 
amended. (Act of July 15, 1968 (82 Stat. 354); Act of July 11, 1972 (86 
Stat. 461); Public Law 96-126, making appropriations for the Depart- 
ment of the Interior and related agencies, 1980.) 
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NATIONAL Park SERvicE—Continued 


General and special funds—Continued 
PLANNING, DEVELOPMENT, AND OPERATION OF RECREATION 
FACILITIES—Continued 


Amounts Available for Appropriation (in thousands of dollars) 
1979 actual 
14,041 


1980 est. 
13,460 


1981 est. 
13,643 





Unappropriated balance, start Of year..................s0 
Collections (offsetting receipts): 
Land and water conservation fund: 
Golden Eagle Passport..............sssssscssssseccsssueeeees 1,335 1,400 1,400 




















Special recreation USC f€@S .........sssssccssssssesessee 13,562 15,000 15,800 
Total available for appropriation ................0.+. 28,938 29,860 30,043 
PDN NRRTNOD us arisssbascas cs pncescencessoissicn messes pectiiee 15,478 16,217 15,007 
Unappropriated balance, end of year............. 13,460 13,643 15,036 
Program and Financing (in thousands of dollars) 
Identification code 14-5006-0-2-303 1979 actual 1980 est. 1981 est. 
Program by activities: 
Recreation facilities (total program costs, 
1 aot aan a ate ce 17,013 19,779 15,007 
Change in selected resources (undelivered 
RON SPs chats cacsesvaqdtcsistoeccatvccla ecvccons Ree wee UU. 
10.00 Total obligationS............cs.scccssssseeessee 16,525 19,779 15,007 
Financing: 
21.40 Unobligated balance available, start of year —4,610 SGML. ssssceitfitasstioes 
24.40 Unobligated balance available, end of year.. UNDE i Abicviiesksicse |, ~ vescisacesteveiios 
40.00 Budget authority (appropriation) 
(indefinite, special fund)............... 15,478 16,217 15,007 
Relation of obligations to outlays: 
71.00 Obligations incurred, net............... 16,525 19,779 15,007 
72.40 Obligated balance, start of year... ie 4,078 4,757 6,939 
74.40 Obligated balance, end of year.................... —4,757 — 6,939 —7,061 
90.00 PRIDE ss ce heh cscs, icivoseass 15,846 17,597 14,885 


Includes capital investment as follows: 1979, $449 thousand; 1980, $630 thousand; 1981, $339 thousand. 


Recreation facilities.—This appropriation provides for 
planning, development, and operation of recreational 
facilities, including a program for visitor transportation 
systems, and for administration of a fee collection 
system to insure equitable assessment of fee collections 
in accordance with Public Law 92-347. Funding for this 
appropriation is derived from fees collected by the Serv- 
ice and deposited into a special account in the Treasury 
of the United States, to be administered in conjunction 
with, but separate from the revenues in the Land and 
water conservation fund. 


Object Classification (in thousands of dollars) 




















Identification code 14-5006-0-2-303 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOSitiOnS..........:.sssecssseecssseeee 2,600 3,352 3,572 
11.3 Positions other than permanent 3,502 5,091 5,440 
11.5 Other personnel compensation ................ 401 395 426 
Total personnel compensation.............. 6,503 8,838 9,438 
12.1 Personnel benefits: Civiliat...........sssseccssseee 663 944 984 
21.0 — Travel and transportation of persons 219 140 370 
22.0 — Transportation of things ............ssssssssssssssee 96 4) 46 
23.2 Communications, utilities, and other rent... 174 201 87 
24.0 Printing and reproduction 123 138 60 
25.0 Other Services ..............ssseee 7,867 8,359 3,482 
26.0 Supplies and materials .... 431 488 211 
BLD PROMO stscwcnrarcncsraccscctatteorsitnssetticns 464 530 229 


32:0: Rams Sid: Steucture sss scisivcesscssossscsssssasseze —15 100 100 


99.0 Total obligations ..............ssssssscssseessee 16,525 19,779 15,007 











Personnel Summary 





























Total number of permanent positionS....................0ee 143 143 143 
Total compensable workyeaiS..............-sssse 454 644 644 
Full-time equivalent of other positions (321) (511) (511) 
Full-time equivalent of overtime and holiday 
BIOMIES ccs MOR earache cates tsocessossssatonsaccsaictats (5) (5) (5) 
PUNIEIIO NDS DEON si scicscarsssspa icscetesicposousessocssvvascssascc 8.77 8.78 8.76 
Average GS Salary.........sssssscscssssssssssee $19,201 $19,222 $19,141 
Average salary of ungraded positions $17,483 $17,483 $17,483 
COMMEMORATIVE ACTIVITIES FUND 
Program and Financing (in thousands of dollars) 
Identification code 14-5077-0-2-303 1979 actual 1980 est. 1981 est. 
Program by activities: 
Commemorative activities (total costs, 
POINUE rsssictesrcosatte crasiascreassceeemescaaes 1,509 DAD sitet ek 
Change in selected resources (undelivered 
NTIS cas ssscecysccssactoadescpiderasspetesingeasstive ROD atest “acne 
10.00 Total obligations (object class 25.0). 770 AU. Scisccaccnmoees 
Financing: 
21.40 Unobligated balance available, start of year —944 ANU cassie 
24.40 Unobligated balance available, end of year. PAG. ccostenals  wcaceanteee 
60.00 Budget authority (appropriation) 
(permanent, indefinite, special 
MIWND) iscssycceanr ease caer reeset Barocas T cometianmtes 





Relation of obligations to outlays: 
71.00 Obligations incuirred, net ...............sssecccsssees 
72.40  Obligated balance, start of year ies 
74.00 Obligated balance, end of year................04.. 


90.00 RISAVS eds soceecstensar teaser alitscchautektans 





Public Law 93-179 provided that the American Revo- 
lution Bicentennial Administration terminate no later 
than June 30, 1977. Executive Order No. 12001 trans- 
ferred certain of the American Revolution Bicentennial 
Administration’s functions and funds to the National 
Park Service. This account received these transfers, and 
now provides for continuing commemoration by the Na- 
tional Park Service of the events of the American Revo- 
lution. ; 


(eee 


ADMINISTRATIVE PROVISIONS 


Appropriations for the National Park Service shall be available for 
the purchase of not to exceed [216] 1/79 passenger motor vehicles, of 
which [172] 128 shall be for replacement only, including not to 
exceed 105 for police-type use; and to provide, notwithstanding any 
other provision of law, at a cost not exceeding $100,000, transporta- 
tion for children in nearby communities to and from any unit of the 
National Park System used in connection with organized recreation 
and interpretive programs of the National Park Service: Provided, 
That any funds available to the National Park Service may be used, 
with the approval of the Secretary, to maintain law and order in 
emergency and other unforeseen law enforcement situations in the 
National Park System; and to provide insurance on official motor 
vehicles and aircraft operated by the National Park Service in Mexico 
and Canada. (Public Law 96-126, making appropriations for the De- 
partment of the Interior and related agencies, 1980.) 
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2. Payment for tax losses on land acquired for Grand 
Teton National Park.—Revenues received from fees col- 
lected from visitors are used to compensate the State of 
Wyoming for tax losses on Grand Teton National Park 
lands (16 U.S.C. 406d-3). 
































DEPARTMENT OF THE INTERIOR A OTe EAs 
ALLOCATIONS RECEIVED FROM OTHER ACCOUNTS Object Classification (in thousands of dollars) 
i nt eer ttine Sn fm er core see Intraday 1h Oe ee 1979 actual «1980 est. «——«9BL st. 
Department of Agriculture, Forest Service: “Forest Management, Protection and Utiliza- ; as 
tion.” 11.3. Personnel compensation: Positions other 
Department of the Interior, Heritage Conservation and Recreation Service: “Land and than PErMANENE ..........0..csesscveessecesseeeseeees 32 25 25 
Water Coi tion Fund.” ee 
fiona Said ek Cieaasin, Biatiin ss hale Sica Vailbilin 12.1 Personnel benefits: CiviliaM......rseenere 4 3 3 
“Regional Development Program.” 21.0 Travel and transportation of persons............ oD pssst el pti 
“Regional Action Planning Commission.” 22.0 — Transportation of TR a ctecieenessiele ) Se ees 
Department of Transportation: Federal-Aid Highways “Trust Fund”. 23.2 Communications, utilities, and other rent..... 2 5 5 
25.0 — Other Services ...........ssssecscseeeeeeee ony 353 365 330 
26.0 Supplies and materials ..................csesecsseee 5 7 7 
MISCELLANEOUS PERMANENT APPROPRIATIONS 31.0 Equipment ieadinndosnncineranaressatanneteebtentenrcasnce 5 eeccenecceccccccs ——sseneeeeecncecccece 
41.0 Grants, subsidies and contributions.............. TD ieee ieee 
Program and Financing (in thousands of dollars) 42.0 — Insurance claims and indemmities............00..  sssscsssssessseee 30 30 
Identification code 14-9924-0-2-303 1979 actual 1980 est. 1981 est. 99.0 Total obligations ..............0:-ssescseeesseee 428 435 400 
Program by activities: Personnel Summary 
Operating costs, funded: 
1. Educational expenses, children of em- Total number of permanent positions........................ 0 0 0 
ployees, Yellowstone National Park... 375 410 375 Total compensable Workyea1.......cccc.csscsccsssssssssesee 0 0 0 
2. Payment for tax losses on land ac- Full-time equivalent of other positions.................. (2) (2) (2) 
quired for Grand Teton National Park. 23 25 25 Full-time equivalent of overtime and holiday 
Total program cas, nd... 8: emai SITAR SUAS SITAR 
Change in selected resources (undelivered 8 y 8 ape escrito F s : 
I isan caichecnsciswcskirncccroraccenied x Rn ee one 
10.00 Total obligations............cccccssssesccsssseees 428 435 400 
Financing: Intragovernmental funds: 
21.40 Unobligated balance available, start of year —597 — 509 — 509 CONSOLIDATED WORKING FUND 
24.40 Unobligated balance available, end of year.. 509 509 509 
P id Financing (in th f 
60.00 Budget authority (appropriation) rogram and Financing (in thousands of dollars) 
(permanent, indefinite, special Identification code 14-3910-0-4-303 1979 actual ‘1980 est. 1981 est. 
WON eae ete at case 339 435 400 
Ere 4 Program by activities: 
Distribution of budget authority by account: Other Federal agencies (program costs, 
Educational expenses, children of employees, Yel- FON richest a. ASR cet Shes 
lowstone National Park ............c.ssssssee: events 305 410 375 Change in selected resources (undelivered 
Payment for tax losses on land acquired for QUUONRY ei Sah Sinha a RG Cate 6 en. 
Grand Teton National Park..........sscssssssscssssssse 25 25 25 a 
Operation, management, maintenance, and dem- 10.00 Total obligations (object class 25.0). er Sees Ses 
lition of federally acquired properties, Inde- Financing: 
pendence National Historical Park.................... D sea OR. 11,00 Offsetting collections from: Federal funds... aiegt soiviovel Jovi 
Relation of obligations to outlays: 21.98 Unobligated balance available, start of 
71.00 Obligations incurred, Net ...c..c1co00oeo0ee 428 435 400 year: NIUE INCI cack csscceccusectcebanece — 566 I N.S 
72.40 Obligated balance, start of year... 161 186 186 23.98 — balance transferred to other ad 
: IN isis rte pa te Bcc, isi | cicscehaetsees een! GR Oe Sect 
| 74.40 Obligated balance, end of year...............s0+.. _———_ — 186 — 186 24.98 Unobligated balance available, end of year: 
90.00 MEN en a 403 435 400 FONE DOR ss cniccecisceen ceca WN OER ces 
Distribution of outlays by account: WI NINE gos cissccccansiecca’ sic aceasta ees 
Educational expenses, children of employees, Yel- : am ; 
lowstone National atk ....0uncncmemnn 380 410 a Pigs oe — 1‘ 
Payment for tax losses on land acquired for i i BNO alo SAME suee! * oeesd 
Grand Teton National Patk....00.-smncmm 23 25 25 72.98 Obligated balance, start of year: Fund bal 
CB ie acacicccitcinesctnsdicicsintle 1,329 wah 
‘Includes capital investment as follows: 1979, $5 thousand; 1980, $0; 1981, $0. 73.98 = balance transferred to other ac- 047 
1. Educational expenses, children of employees, Yel- 14.98 Obiigated balance, end of year: Fund bal- 
lowstone National Park.—Revenues received from the CII oe iernnsnsinsincscasasstneedeacensstnceseseineaniesibacs son MMM Seis. caumebaen ies 
collection of short-term recreation fees to the park are 90.00 ANA S68) cheer ea 
used to provide educational facilities to pupils who are 
dependents of persons engaged in the administration, 
operation, and maintenance of Yellowstone National 
Park (16 U.S.C. 40a). Trust Funds 


CONSTRUCTION (TRUST FUND) 


For construction on the Cumberland Gap Tunnel, as authorized by 
Section 160 of Public Law 93-87, $21,500,000 to be derived from the 
Highway Trust Fund. 
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Program and Financing (in thousands of dollars) 

















Identification code 14-8215-0-7-401 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Cumberland Gap Tunnel (costs—obliga- 
RUNERT Sesccsscocosx costs nccesctbsncnvonceitivoasttaests PP Ubtseeedtaite 15,500 21,500 
Financing: 
BENNY i526 scsscesssiosascosesctsaiocnees,,sosssrosvlenecee 15,500 21,500 
Budget authority: 
Current: ' 
40.00 PRIRRAMANEIOD csc ccleti ss ose sescassaszrcaestsvians. © astolecnststSvons 15,500 21,500 
40.49 Portion applied to liquidate contract au- 
UMD dis ccceoclacss cusectboscbescncea svaasnns athos. ancaspausn inal SLOUO  ~ ssicsvniclesstnsate 
43.00 Appropriation (adjusted) ...........00. 0 sssssssssssssese — ssssssssssssssess 21,500 
Permanent: 
69.10 Contract authority..................0 155500) gina. 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............sscccssssssees 15,500 21,500 
72.40 Obligated balance, start Of year... sssscssssesssesse — seseessseessessee 8,000 
74.40 Obligated balance, end of year —8,000 —11,000 
90.00 IRMIAVS casi cuttiieosiaiemnna Cin “cocaine 7,500 18,500 





Note.—Appropriation for liquidation of contact authority was provided under the title “Construction, National Park Service”. 


Status of Unfunded Contract Authority (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Unfunded balance, start of year........ 
CONNELL: ATLIMOPYEY ssscdsssessccckusdiectscevsscsrcussessssss 
Appropriation to liquidate contract authority............... 








Unfunded balance, end of year............ss-.sses. 


Public Law 93-87 authorized the relocation of U.S. 
Route 25E from its existing location through the Cum- 
berland Gap National Historic Park to another align- 
ment involving a 4,100 foot tunnel. This project will 
provide adequate traffic capacity and safety as an inter- 
state transportation link for the States of Kentucky, 
Tennessee and Virginia while preserving the environ- 
mental and historical values of the park. 





Object Classification (in thousands of dollars) 

















Identification code 14-8215-0-7-401 1979 actual 1980 est. 1981 est 

ALLOCATION TO FEDERAL HIGHWAY 

ADMINISTRATION 

Personnel compensation: 
11.1 Permanent pOsitionS........c...csssssssecssssecsse —sessssssseesssee 804 860 
11.3 Positions other than permanent a 111 119 
11.5 Other personnel compensation................. 36 39 

Total personnel compensation............. 951 1,018 

12.1 Personnel benefits: Civilian................ssecss00 96 103 
21.0 Travel and transportation of persons........... 86 92 
22.0 — Transportation of thingS.........c.ccssssssseses 263 501 
23.2 Communications, utilities and other rent..... 12 15 
24.0 — Printing and reproduction............sssssssssscsess 8 10 
25.0 Other services ...............s0ees 3,600 4,830 
26.0 Supplies and materials ... 305 421 
31.0 — Equipment..................... 326 450 
32.0 — Lands and Structures..........ccccccsssssssesseessees 9,853 14,060 
99.0 RIN AMR NINS oss cascjvassecsctoses sscusassais >> nacsteirovtneente 15,500 21,500 
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Personnel Summary 





ALLOCATION TO FEDERAL HIGHWAY 




























































































ADMINISTRATION 
Total number of permanent positiOnS.............ssseseesee. 42 42 
Total compensable workyeaS.................s+ sd 45 45 
Full-time equivalent of other positions (3) (3) 
Full-time equivalent of overtime and holiday 
BVOUNS sds APSR, was soocteaaaanassocstrurcsemtaions | saaococteses ene (0) (0) 
VOFAD OSS) TANG casscscessscscsstcuccuetctesssdsususiseoreessasiiieg, | enesinessnahagea 8.64 8.64 
PERI CSS. SOIAIY.ossisssscesecocncstcoccnnesensontiiericteO OORT ~~ ivvescondbecheies $18,838 $20,370 
MISCELLANEOUS TRUST FUNDS 
Program and Financing (in thousands of dollars) 
Identification code 14-9972-0-7-303 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs, funded: 
1. National Park Service, donations........ 802 1,420 999 
Capital investment funded: 
1. National Park Service, donations......... 345 779 500 
2. Preservation, Birthplace of Abraham 
Lincoln, National Park Service............ csssseccsssesssse 1 l 
3. Jefferson National Expansion Memori- 
l, CONTIDUTIONS ..........secccssssescssssseesees DD aie ERs 6 ghd eee 
Total capital COStS ............ecsscssseeee 492 780 501 
Total program costs, funded *....... 1,294 2,200 1,500 
Change in selected resources (undelivered 
OS) eh i ainaiing. see. vesisseadees sevens 
10.00 Total obligations ..........cccscccsssssesseeseee 1,284 2,200 1,500 
Financing: 
21.40 Unobligated balance available, start of 
year: 
TODOS WHEMBENNCD ris icscsassssssieacansossessesevseose — 933 — 882 —882 
UE (9 eee —64 —64 —64 
24.40 Unobligated balance available, end of year: 
TROGSUTY DAIQICE:. 05: csecsccocsesssussscascoosasssons 882 882 882 
U.S. securities (par) 64 64 _ of 
60.00 Budget authority (appropriation) (per- 
manent, indefinite) ...........ssscsssseeccssssees 1,233 2,200 1,500 
Budget authority is distributed as follows: 
National Park Service, donationS................ssss0e 1,231 2,199 1,499 
Preservation, Birthplace of Abraham Lincoln, Na- 
ROOT RAT I GOLWICE cides Sorstaiebivcdbskascobsesissvrées 3 l l 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............cssssssssssssees 1,284 2,200 1,500 
72.40 Obligated balance, start of year.... 409 473 473 
74.40  Obligated balance, end of yeaF.............ss0se —473 —473 —473 
90.00 UAVS sciiscccisag uniblue 1,220 2,200 1,500 
Outlays are distributed as follows: 
National Park Service, donations .............s:c.ssssee 1,073 2,199 1,499 
Preservation, Birthplace of Abraham Lincoln, Na- 
MRNA PARR UMRS scccactscchiceccctrccrcsstarserssscetine, grcevscestoentes l l 


Jefferson National Expansion Memorial, contribu- 
UUOS sid ohbA Esk hajasststodsilchoncl abclinacditechsiscbea 





* Includes capital investment as follows: 1979, $68 thousand; 1980, $838 thousand; 1981, $528 thousand. 


1. National Park Service, donations.—The Secretary 
of the Interior accepts and uses donated moneys for 
purposes of the National Park System (16 U.S.C. 6). 
Donations amounting to $1.2 million were received 
from contributions during 1979. It is estimated that 
donations of $2.2 million will be received during 1980 
and $1.5 million during 1981. 





Identif 


1.1 
113 
11.5 


12.1 
21.0 
22.0 
23.2 
24.0 
25.0 
26.0 
31.0 
32.0 


99.0 
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2. Preservation, Birthplace of Abraham Lincoln, Na- 
tional Park Service.—This fund consists of an endow- 
ment given by the Lincoln Farm Association, and the 
interest therefrom is available for preservation of the 
Abraham Lincoln Birthplace National Historic Site, Ky. 
(16 U.S.C. 211, 212). The amount of $2,540 was received 
in 1979. 


Object Classification (in thousands of dollars) 
Kdentification code 14-9972-0-7-303 


Personnel compensation: 
11.1 Permanent positions 55 55 
11.3 Positions other than permanent 224 224 
11.5 Other personnel compensation 15 15 





1979 actual 1980 est. 1981 est. 








Total personnel compensation 294 294 
12.1 — Personnel benefits: Civilian 32 32 
21.0 — Travel and transportation of persons 70 45 
22.0 — Transportation of things 2 2 
23.2 Communications, utilities, and other rent... 10 6 
24.0 — Printing and reproduction 25 16 
25.0 Other services 491 300 
26.0 Supplies and materials 438 277 
31.0 3 3 
32.0 Lands and structures 835 525 


99.0 Total obligations 2,200 1,500 








Personnel Summary 





Total number of permanent positions 3 3 
Total compensable workyears 21 21 
Full-time equivalent of other positions ( (18) (18) 
Full-time equivalent of overtime and holiday 
hours : (0) (0) 
Average GS grade 8.78 8.76 
Average GS salary $19,222 $19,141 
Average salary of ungraded positions $17,483 $17,483 





ENERGY AND MINERALS 


GEOLOGICAL SURVEY 
Federal Funds 
General and special funds: 
SURVEYS, INVESTIGATIONS, AND RESEARCH* 
*See Part III for additional information. 


For expenses necessary for the Geological Survey to perform sur- 
veys, investigations, and research covering topography, geology, and 
the mineral and water resources of the United States, its Territories 
and possessions, and other areas as authorized by law (43 U.S.C. 31, 
1332, and 1340); classify lands as to mineral character and water and 
power resources; give engineering supervision to power permittees 
and Federal Energy Regulatory Commission licensees; enforce depart- 
mental regulations applicable to oil, gas, and other mining leases, 
permits, licenses, and operating contracts; control the interstate ship- 
ment of contraband oil as required by law (15 U.S.C. 715); administer 
the minerals exploration program (30 U.S.C. 641); and publish and 
disseminate data relative to the foregoing activities; [$452,055,000] 
$481,411,000, of which [$39,027,000] $41,824,000 shall be available 
only for cooperation with States or municipalities for water resources 
investigations: Provided, That no part of this appropriation shall be 
used to pay more than one-half the cost of any topographic mapping 
or water resources investigations carried on in cooperation with any 
State or municipality. (43 U.S.C. 31 a, b, 50, 1340; Public Law 96-126, 
making appropriations for the Department of the Interior and related 
agencies, 1980.) 


Program and Financing (in thousands of dollars) 





Wdentification code 14-0804-0-1-306 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 


1. Alaska pipeline related investigations . 

2. Topographic surveys and mapping 

3. Geologic and mineral resource sur- 
veys and mapping 

4, Water resources investigations 

5. Conservation of lands and minerals... 

6. Land information and analysis 

7. General administration 

8. Facilities 


62,676 73,239 74,745 
131,640 
93,874 
91,099 
15,907 
3,366 
11,744 


410,340 


142,678 
108,997 
104,013 
19,048 
3,792 
12,338 


464,105 


143,872 
113,898 
114,199 
19,015 
3,834 
11,848 


481,411 


Total direct program 





Reimbursable program: 

2. Topographic surveys and mapping 
3. Geologic and mineral resource sur- 

veys and mapping 22,455 51,185 51,855 
4. Water resources investigations 54,508 78,338 78,129 
5. Conservation of lands and minerals..... 122 212 212 
6. Land information and analysis 3,022 6,947 7,110 
9. Miscellaneous services to other ac- 

1,261 


counts 
90,092 
500,432 


8,724 10,474 12,190 


4,704 
151,860 
615,965 


4,926 
154,422 
635,833 





Total reimbursable program 





Total program costs, funded 
Change in selected resources (undelivered 


orders) 7,659 


508,091 





10.00 Total obligations 


Financing: 
Offsetting collections from: 
Federal funds 
Non-Federal sources 
Unobligated balance available, start of year 
Unobligated balance available, end of year.. 
Unobligated balance lapsing 


Budget authority 


615,965 635,833 


11.00 
14.00 
21.40 
24.40 
25.00 


—30,179 —83,366 —85,544 


— 68,878 





418,519 





Budget authority: 
Appropriation 
Transferred to other accounts 


40.00 
41.00 


43.00 
44.10 


418,606 
—87 


418,519 





Appropriation (adjusted) 452,055 
Supplemental for wage-board pay 

i 400 
44.20 


11,650 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year: 

Appropriation 
Fund balance 
Obligated balance transferred, net 
Obligated balance, end of year: 
Appropriation 
Fund balance 
Adjustments in expired accounts 


417,999 464,105 481,411 


66,259 88,328 
17,847 


17,847 
— 88,328 





Outlays, excluding pay raise supple- 
432,165 470,617 
Qutlays from wage-board pay raise 
supplemental 380 20 
Outlays from civilian pay raise sup- 


plemental 11,429 221 





Status of Direct Loans (in thousands of dollars) 





Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year 
Repayments, prepayments, loan sales 
Write-offs for default 


2100 
2400 
2500 


2900 


1,926 
—25 
— 200 


1,701 


1,701 
—2 
— 200 


Outstanding, end of year 1,476 





The Geological Survey provides basic scientific data 
concerning water, land, and mineral resources, and su- 
pervises the prospecting, development, and production 
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of energy and mineral commodities on leased Federal, 
Indian, and Outer Continental Shelf lands. 

2. Topographic surveys and mapping.—The objectives 
of the national mapping program are to produce and 
make available multipurpose maps, such as topograph- 
ic, land use/land cover, and various base and special 
purpose maps, and basic cartographic data in printed 
and digital form to meet the continuing and expanding 
mapping needs of the Nation, to develop and maintain 
a modern production capability and distribution system, 
to coordinate the mapping activities of other Federal 
agencies, and to engage in research and development 
activities for the advancement and improved efficiency 
of surveying and mapping operations. In doing so, it is 
the goal of the Geological Survey to provide the leader- 
ship and capability in the Federal Government to satis- 
fy the cartographic needs of the Nation for maps and 
related map data required as basic decisionmaking and 
management tools. 

New standard 7.5-minute topographic mapping will 
be accomplished at either 1:24,000 scale or 1:25,000 
scale in areas of high national priority such as public 
lands, energy areas, coastal zone, and coal areas. By the 
end of 1980, published 7.5-minute topographic maps will 
be available for about 75 percent of the conterminous 
United States, Hawaii, and outlying areas. During 1981, 
about 67,000 square miles of new standard quadrangle 
mapping will be completed over unmapped areas in the 
lower 48 States and Alaska. The 7.5-minute series in- 
spection/revison program in 1980 and 1981 will total 
about 3200 maps each year. 

Annual outputs for digitizing basic cartographic data 
in 1980 and 1981 will be about 3,000 DCU’s. A DCU is a 
digital cartographic unit equal to one category of data 
such as terrain or boundaries on one equivalent 7.5- 
minute map. During 1980, a high-altitude photography 
(HAP) program will be initiated with 10 Federal agen- 
cies initially participating. In 1981, the program will 
continue with efforts to include additional Federal and 
State agencies which have expressed requirements for 
the information derived from the program. 

For 1980, intermediate-scale mapping at 1:50,000 and 
1:100,000 scales will be accomplished for about 135 
maps in county format and about 300 maps in quadran- 
gle format. Other small-scale and special maps will be 
produced for 1981 at the same level to meet the highest 
priority user requirements. 

The National Cartographic Information Center will 
continue to acquire, index, and catalog information on 
cartographic data available from Federal, State, and 
private organizations and to serve as a focal point to 
the user public for their requests for information about 
those data. 

3. Geologic and mineral resource surveys and map- 
ping.—The continuing national program of geologic re- 
search and investigations produces: (a) New and im- 
proved methods, techniques, and instruments for miner- 
al and energy resource assessments on land and on the 
submerged continental margins; (b) geologic, geophysi- 
cal, and geochemical maps and analyses that show the 
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distribution, age, composition, structure, and physical 
properties of the rocks and mineral deposits at and 
beneath the surface of the Earth, including the Nation’s 
continental shelves and slopes; (c) information on the 
chemistry and physics of the Earth, the climate, and 
the geologic processes by which it was formed and is 
being continually modified; (d) information on geologic 
hazards which affect human safety, urban development, 
and the engineering design of sensitive structures in- 
cluding nuclear reactors, offshore oil and gas platforms 
as well as public facilities in urban areas; and (e) data 
and analysis for use by other Federal and State agen- 
cies in the management of Federal lands including Fed- 
eral coal leasing, wilderness studies, and multiple-use 
planning, and in national policy determinations includ- 
ing energy development and mineral resource availabil- 
ity. The 1981 program provides for increased coal re- 
source investigations in support of the recent announce- 
ment to resume competitive leasing and for a decrease 
in geothermal investigations. 

4, Water resources investigations.—The continuing na- 
tional program of water resources investigations has 
the objective of seeing that the Nation’s water resources 
are appraised and that the necessary water data to 
develop and manage them efficiently are available 
when needed. The program produces data and informa- 
tion relevant to the flow and sediment discharge of 
rivers, location and quantity of underground water, 
chemical quality and temperature of water, changes 
caused by nature and by man, availability and suitabil- 
ity of water for present and future demands—all of 
which are essential to water planning, water manage- 
ment, energy development, and improvement of the en- 
vironment. Included in the program is research needed 
to increase our understanding of fundamental princi- 
ples of water occurrence, movement, and interaction 
with its environment, and also to improve the accuracy 
and usefulness of water data through improvements in 
technology and methodology. 

The 1981 program provides for increasing data collec- 
tion, aquifer testing, and research on the effects of 
mining wastes on local water conditions in the oil shale 
hydrology program in support of the Nation’s synfuels 
effort; increasing support for development of standards 
for the high level nuclear waste program; expanding 
the water-use data program in the participating 44 
States and the addition of 4 States, for a total of 48 that 
will be providing information important for water utili- 
zation and managment; determining regional quantity 
and quality of water supplies and water use, and assess- 
ing the national water supply and demand; and 
strengthening the National Water Data Exchange. 

5. Conservation of lands and minerals.—The 1981 pro- 
gram provides for: (a) Classification of federally owned 
lands for the existence and workability of leasable min- 
eral deposits and for sites for development of water 
resources, (b) evaluation, to determine the fair market 
value of mineral resources offered for lease by competi- 
tive bidding; and (c) regulation and supervision of min- 
eral prospecting, development, and production oper- 
ations on leased Federal, Indian, and Outer Continental 
Shelf (OCS) lands. In 1981, funding is provided to sup- 
port the accelerated schedule of future Outer Continen- 
tal Shelf sales as announced in the President’s April 
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1979 Energy Message and for inspections and a re- 
search and development program ‘consistent with the 
recent Outer Continental Shelf Lands Act amendments. 
Funding is increased for improved royalty collection 
and inspection efforts in support of onshore oil and gas 
leasing; for coal lease sales preparations; and for regula- 
tion of nonenergy minerals all on Federal and Indian 
lands. The 1981 program reflects decreases for the coal 
reserve inventory and Outer Continental Shelf reser- 
voir shut in/diligence programs. 

6. Land information and analysis.—The principal 
mission of this activity is to more effectively meet the 
Nation’s rapidly increasing need for information re- 
quired to facilitate land resource planning and decision- 
making, and to evaluate the environmental conse- 
quences of alternative land resources activities. 

The specific objectives are: (a) Development and appli- 
cation of multidisciplinary Earth sciences and other 
natural science in support of land-use planning and 
decisionmaking, (b) preparing environmental impact 
statements (EIS’s) and reviewing those of other agen- 
cies, to achieve NEPA compliance, and (c) collecting, 
processing, and distributing remotely sensed data, and 
to apply other aspects of space technology in support of 
land resources and environmental analysis; to provide 
training and assistance to users of these data; to per- 
form and sponsor research projects leading to new and 
effective data applications; and to coordinate the activi- 
ties of the Department of the Interior’s activities in 
using and developing space related technology. The de- 
partment’s activities involving land-remote sensed data 
from space will be managed under an integrated plan, 
involving all Federal agencies, which is being prepared 
under the leadership of the Department of Commerce. 

Additional funds are being provided in 1981 to con- 
tribute to the establishment and operation of an inter- 
agency remote sensing applications assistance facility 
in Anchorage, Alaska. 

7. General administration.—General administrative 
expenses provide for management, executive direction 
and coordination, and administrative support to the 
Bureau as a whole. This includes such essential func- 
tions as budget, program formulation and evaluation, 
finance, personnel, contract negotiation and administra- 
tion, property management, organization and methods 
and management analysis. General administrative ex- 
penses of the Geological Survey are financed in part by 
the line item and in part by assessments on direct 
program funds and on funds from other Federal agen- 
cies and sundry non-Federal sources. 

8. Facilities.—The funds included in this activity will 
finance the operation and maintenance costs, facilities 
management needs, and related special support services 
necessary for the operation of the National Center 
Headquarters Complex and major field centers. 

Reimbursements from non-Federal sources are from 
States and municipalities for making cooperative topo- 
graphic and geologic surveys and water resources inves- 
tigations (43 U.S.C. 48), proceeds from sale to the public 
of copies of photographs and records (43 U.S.C. 45); 
proceeds from sale of personal property (40 U.S.C. 
481(c)); reimbursements from permittees and licensees 
of- the Federal Energy Regulatory Commission (16 
U.S.C. 797); and reimbursements from friendly coun- 





tries and international organizations for technical as- 
sistance (22 U.S.C. 2357). Reimbursements from other 
Federal agencies (31 U.S.C. 686) are for special-purpose 
mapping, investigations, and computer services per- 
formed at the request of the financing agency, much of 
which contributes to the basic objectives of the Geologi- 
cal Survey. 


Object Classification (in thousands of dollars) 


Identification code 14-0804-0-1-306 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 


169,215 
29,555 
4,965 


203,735 


188,804 
36,272 
5,433 


Total personnel compensation 230,509 238,061 
Personnel benefits: Civilian 23,311 24,524 
Benefits for former personnel 14 16 
Travel and transportation of persons 11,336 12,900 
Transportation of things 3,499 3,967 
Standard level user charges 23,522 24,348 
Communications, utilities, and other rent... 16,018 17,102 
Printing and reproduction 4,613 5,380 
Other services 106,802 110,072 
Supplies and materials .... 20,518 20,704 
Equipment 20,524 20,799 
Grants, subsidies, and contributions... 3,366 3,467 
Insurance claims and indemnities 73 71 


464,105 481,411 


192,668 
39,894 
5,499 





Total direct obligations 








Reimbursable obligations: 
Personnel compensation: 
Permanent positions. 
Positions other than permanent... 
Other personnel compensation 


52,068 
11,829 
1,696 


Total personnel compensation 65,593 67,234 
Personnel benefits: Civilian 6,545 6,709 
Benefits for former personnel 6 6 
Travel and transportation of persons 4,653 4,441 
Transportation of things 1,995 2,229 
Standard level user charges 4,104 4,388 
Communications, utilities, and other rent..... 9,025 9,233 
Printing and reproduction 1,709 1,769 
Other services 39,092 39,415 
Supplies and materials ... 9,609 9,689 
Equipment 7,686 7,430 
Grants, subsidies, and contributions 1,801 1,834 
Insurance claims and indemnities 42 45 


90,092 151,860 154,422 
508,091 615,965 635,833 


52,560 
12,939 
1,735 





Total reimbursable obligations 





Total obligations 





Personnel Summary 





Direct: 
Total number of permanent positions... 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


7,824 
10,280 
(2,710) 


7,941 
10,572 
(2,930) 


(175) (173) 
$50,004 $50,004 
10.14 10.14 
$25,256 $25,516 
$23,037 $23,675 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 


Reimbursable: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


1,689 
2,978 3,042 
(878) (948) 


(55) (55) 
$50,004 50,004 
10.14 10.14 


1,607 


Average ES salary 


Average GS grade 10.08 
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GEOLOGICAL SuRvEy—Continued 
General and special funds—Continued 
SURVEYS, INVESTIGATIONS, AND RESEARCH—Continued 


Personnel Summary—Continued 


$22,941 
$20,109 


$25,256 
$23,037 


$25,516 
$23,675 


WUCIER Go SEO on ees 
Average salary of ungraded positions.................... 


SURVEYS, INVESTIGATIONS, AND RESEARCH 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 











Identification code 14-0804-2-1-306 1979 actual 1980 est. 1981 est. 
Program by activities: 

10.00 Conservation of lands . and minerals 

KOOSTS==EMTBLIONS) Eis clcclsssestsestcssesse  Secesunsdintiee’ fpheamaapledns 4,350 

Financing: 

40.00 Budget authority (appropriation) 0.0... cessssesssssse  csssssseesessssee 4,350 
Relation of obligations to outlays: 

TAD) y MGAINM TS POAT IL, BU sarc cessaecinagososcstsoes: " espenssehgcbonson., “st getspbebebonenets 4,350 

74.40 Obligated balance, end Of year... csssssssesesssnse —sesessnseseensnse — 250 

90.00 oy ROA Lak Ite ol mae 4,100 





This proposal would provide funding for preliminary 
action necessary to implement a program to permit 
private exploration and development of the National 
Petroleum Reserve in Alaska, as announced in the 
President’s April 5, 1979, energy address. 


Object Classification (in thousands of dollars) 



























Identification code 14-0804-2-1-306 1979 actual 1980 est. 1981 est. 
11.1 Personnel compensation: Permanent posi- 
BINS os reir cbeeassartreeceasircssvtaroneenneoontooe 1,026 
12.1 Personnel benefits: Civilian 375 
21.0 Travel and transportation of persons........... 75 
23.1 Standard level user charges..............sss000 120 
ZEA NNT BOIVIOGS scicsssncstisiececbadosscsesistanscaessiseces 2,685 
26.0 Supplies and materials ............sc.ssssesssseesseee 20 
BEAD». “EARUINTION ase ssesyainvssn caeeiceesisasieasaxispnsbinibonts 49 
99.0 Total Obligations............cc.ssssessessseees 4,350 
Personnel Summary 
Total number of permanent positionS..............sccssee  seescssseccsseees 30 
Total compensable WOrkYyedTS............-sssscsssescsssescsssees — seesense 30 
Full-time equivalent of other positions............:..0.  sescssecssesssses (0) 
Full-time equivalent of overtime and holiday 
PONS tree Auskattad auchaccnrien, < sitmaain Weaees (0) 
PUREE BIMUEEhc.ckis cometh Ricecnts. dak 10.15 
IVPPARE GS GAY) cis biscccial Motcntiib detec ORM $26,975 





EXPLORATION OF NATIONAL PETROLEUM RESERVE IN ALASKA* 
*See Part III for additional information. 


For necessary expenses in carrying out the provisions of section 104 
of Public Law 94-258, [$175,627,000] $46,501,000, to remain available 
until expended: Provided, That the Secretary of the Interior shall 
review the rates being charged to the residents of Barrow for natural 
gas to determine if a proceeding should be instituted to revise such 
rates. (Public Law 94-258, the Naval Petroleum Reserves Production 
Act of 1976; Public Law 96-126, making appropriations for the Depart- 
ment of the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 




















Identification code 14-0805-0-1-271 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Evaluation and assessment of National 
Petroleum Reserve in Alaska ...............0 168,151 200,041 72,925 
2. Barrow area gas operation, exploration 
and development............ssssssssscccsssseseees 19,763 24,715 8,201 
3. Environmental restoration .......... ads 2,587 SN codie aae 
Total program costs, funded 190,501 227,756 81,126 
Change in selected resources (stores, un- 
Gelivered Orders) ........sseccssssssecesssseesesssnee 26,385 —52,129 —34,625 
10.00 Total obligations 216,886 175,627 46,501 
Financing: 
21.40 Unobligated balance available, start of year —6,943 —21,105 —21,105 
24.40 Unobligated balance available, end of year.. 21,105 21,105 21,105 
40.00 Budget authority (appropriation) .. 231,048 175,627 46,501 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ................ssseccsssee 216,886 175,627 46,501 
72.40 Obligated balance, start of year..... “fa 61,044 87,739 52,366 
74.40 Obligated balance, end of year................... —87,739 —52,366 —3,313 
90.00 RIGAVR 8 5ccdoos so... ssaesastaie ad evuedes 190,191 211,000 95,554 





National Petroleum Reserve in Alaska (NPRA).—The 
Naval Petroleum Reserves Production Act of 1976 
(Public Law 94-258) transferred jurisdiction of the Na- 
tional Petroleum Reserve in Alaska from the Depart- 
ment of the Navy to the Department of the Interior on 
June 1, 1977. The Secretary of the Interior charged the 
Geological Survey with the responsibility for continuing 
the petroleum exploration program on the Reserve 
which includes the following specific tasks: 

1. Explore and evaluate the petroleum resources of 
NPRA by means of drilling and geological and geo- 
physical investigations in order to build an information 
base to assist Congress in determining the best use of 
the land within the Reserve. 

2. Continue to develop and produce natural gas from 
the South Barrow gasfield or other fields as may be 
necessary to supply gas to the native village of Barrow 
and other communities and installations of the Federal 
Government in the vicinity of Barrow. 

3. Continue environmental rehabilitation of certain 
areas of the reserve disturbed by previous exploration 
and construction activities. 

The Office of National Petroleum Reserve in Alaska 
was established with headquarters and an operations 
staff in Anchorage, Alaska, an exploration strategy 
group located in Menlo Park, Calif., and a liaison office 
in Reston, Va. A total of nine exploratory wells are 
scheduled for completion in 1980 and one in 1981 after 
which the federal funded exploration program will be 
terminated. Funding in 1981 is for contract close-out 
costs. The information gathered by this program was 
the primary input to the resource simulation model 
developed by the Department of the Interior to estimate 
the petroleum resources of the Reserve. This resource 
appraisal was included in the Presidential study con- 
cerning the best overall procedures to be used in the 
development, production, transportation, and distribu- 
tion of the petroleum resources of the Reserve. The 
President has recommended new legislation to open 
NPRA for private exploration and development of oil 
and gas resources. During 1980 three additional devel- 








uo 


72,95 


81,126 


34,625 
46,501 
21,105 
21,105 
46,501 


46,501 
52,366 
-3,313 
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opment wells will be drilled in the East Barrow gasfield 
and an access road will be constructed to connect the 
East Barrow gasfield to the South Barrow gasfield. Nat- 
ural gas will continue to be supplied to the native vil- 
lage of Barrow and other native communities and Fed- 
eral installations at or near Point Barrow, Alaska. The 
environmental rehabilitation of areas within the Re- 
serve, identified prior to 1979, that have been disturbed 
by previous construction and drilling activities will be 
completed in 1980. 


Object Classification (in thousands of dollars) 
Identification code 14-0805-0-1-271 


Personnel compensation: 
11.1 Permanent positions. 850 410 
113 Positions other than permanent ag 184 36 
11.5 Other personnel compensation 27 10 





1979 actual 1980 est. 1981 est. 








Total personnel compensation 1,061 
12.1 — Personnel benefits: Civilian 207 
21.0 — Travel and transportation of persons 124 
22.0 — Transportation of things 34 
23.1 — Standard level user charges 30 
23.2 Communications, utilities, and other rent.... 33 
24.0 — Printing and reproduction 44 
25.0 Other services a 174,017 
26.0 Supplies and materials . ae 30 
31.0 Equipment 47 


99.0 Total obligations 175,627 








Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


(0) 
Average GS grade... oe 10.08 10.14 10.14 


Average GS salary $22,941 $25,256 $25,516 





PAYMENTS FROM PROCEEDS, SALE OF WATER 
Program and Financing (in thousands of dollars) 


Identification code 14-5662-0-2-301 





1979 actual 1980 est. 1981 est. 





Financing: 
21.40 Unobligated balance available, start of year —36 —39 —39 
24.40 Unobligated balance available, end of year.. 39 39 


60.00 Budget authority (appropriation) 
(permanent, indefinite, special 











Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 








Payments from proceeds, sale of water.—When lessees 
or operators drilling for oil and gas on public lands 
strike water, water wells may be developed by the De- 
partment from proceeds from sale of water from exist- 
ing wells (30 U.S.C. 221-229). No obligations are antici- 
pated in 1981. 


ADMINISTRATIVE PROVISIONS 


The amount appropriated for the Geological Survey shall be availa- 
ble for purchase of not to exceed [23] 22 passenger motor vehicles, of 
which [18] 19 shall be for replacement only; reimbursement to the 


General Services Administration for security guard services; contract- 
ing for the furnishing of topographic maps and for the making of 
geophysical or other specialized surveys when it is administratively 
determined that such procedures are in the public interest; construc- 
tion and maintenance of necessary buildings and appurtenant facili- 
ties; acquisition of lands for observation wells; expenses of the U.S. 
National Committee on Geology; and payment of compensation and 
expenses of persons on the rolls of the Geological Survey appointed, 
as authorized by law, to represent the United States in the negotia- 
tion and administration of interstate compacts. (21 U.S.C. 638a (a) 
and (b); 43 U.S.C. 31, 36(b); 66 Stat. 453; P.L. 96-126, making appropri- 
ations for the Department of the Interior and related agencies, 1980.) 


ALLOCATIONS AND ALLOTMENTS RECEIVED FROM OTHER ACCOUNTS 
Note.—Obligations incurred under allocations from other accounts are included in the 


schedules of the parent appropriations as follows: 
Department of State: “American sections, international commissions.” 


(mR 


Intragovernmental funds: 
CONSOLIDATED WORKING FUND 


Program and Financing (in thousands of dollars) 


Identification code 14-3908-0-4-306 





1979 actual 1980 est. 198] est. 





Program by activities: 
2. Topographic surveys and mapping 
3. Geologic and mineral resource surveys 
and mapping 
4. Water resources investigations ... 
6. Land information and analysis 





10.00 Total program costs, funded—obliga- 


Financing: 
11.00 Offsetting collections from: Federal funds ... 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 


73.98  Obligated balance transferred net 
77.00 Adjustments in expired accounts 


90.00 Outlays 





Object Classification (in thousands of dollars) 





Personnel compensation: 
Permanent positions 
Positions other than permanent .. 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rert.... 
Printing and reproduction 
Other services 
Supplies and materials .. 


Grants, subsidies, and contributions... 
Insurance claims and indemnities 


Total obligations 





Personnel Summary 





Total number of permanent positions........ 
Total compensable workyears. 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
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Average ES salary $47,367 
Average GS grade 10.08 
Average GS salary $22,941 
Average salary of ungraded positions $20,109 





OFFICE OF SURFACE MINING RECLAMATION AND ENFORCEMENT 
Federal Funds 
General and special funds: 
REGULATION AND TECHNOLOGY 

For necessary expenses to carry out the provisions of the Surface 
Mining Control and Reclamation Act of 1977, Public Law 95-87, 
[$84,687,000] $100,246,000 including the purchase of not to exceed 34 
passenger motor vehicles for replacement only. (Public Law 96-126, 


making appropriations for the Department of the Interior and related 
agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 14-1801-0-1-302 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. State regulatory program grants 23,700 36,200 
2. Federal regulatory programs... 37,816 54,491 
3. Mineral institutes 12,600 9,655 
4. Small operator assistance payments 16,500 1,500 


101,846 





Total program costs, funded 90,616 
Change in selected resources (undelivered 
orders) 23,082 —4,949 
10.00 Total obligations 51,016 85,667 
Financing: 
25.00 Unobligated balance lapsing 


Budget authority 


—1,500 
100,346 








Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 85,667 100,346 
72.40 Obligated balance, start of year... , 39,526 50,702 
74.40 Obligated balance, end of year — 50,702 —54,076 
77.00 Adjustments in expired accounts 


90.00 Outlays, excluding pay raise supple- 
tal 


73,551 96,932 
91.20 Outlays from civilian pay raise sup- 
plemental 40 


1. State regulatory program grants.—This activity in- 
cludes 100% grants to the States for their incremental 
expenses of enforcing the interim Federal standards 
under the Surface Mining Control and Reclamation Act 
of 1977. Also includes matching grants to States for 
development and operation of permanent enforcement 
programs under the Act. The interim regulatory pro- 
gram and associated grants are expected to continue in 
effect in all of the 26 coal-producing States through the 
first 6 to 9 months of 1980. By early 1981, 23 States are 
expected to have permanent programs approved and to 
have received initial permanent program operations 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


matching grants. Approximately 6 permanent program 
development grants are expected to be awarded. 

2. Federal regulatory programs.—This activity in- 
cludes Federal expenses for developing and overseeing 
permanent regulatory programs, Federal coal mine in- 
spection and enforcement activities, and technical as- 
sistance functions. In 1981, program emphasis will be 
on oversight of approved State programs, implementa- 
tion of permanent Federal programs in States which do 
not achieve regulatory primacy, and implementation of 
Federal lands programs. 

3. Mineral institutes.—This activity provides for 
matching general grants, research project grants, and 
scholarship grants to 31 designated institutes of higher 
education. The primary objectives of the program are to 
increase the national manpower pool of trained special- 
ists in mining and minerals technologies and mined 
land reclamation, and to provide for solutions to techno- 
logical and environmental problems encountered in 
mining operations through research and studies. 

4. Small operator assistance payments.—This activity 
provides resources to help eligible small mine operators 
to offset the incremental costs of mining permit applica- 
tions as required under the Surface Mining Control and 
Reclamation Act of 1977. The required hydrologic infor- 
mation and core sample analysis data may be provided 
for eligible operators through available Federal data 
banks, other Federal agencies, or by payments to labo- 
ratories performing the analysis. 


Object Classification (in thousands of dollars) 





Identification code 14-1801-0-1-302 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 15,877 17,727 
11.3 Positions other than permanent... 
11.5 Other personnel compensation 
11.8 Special personal services payments 





Total personnel compensation 
12.1 — Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
22.0 — Transportation of things 
23.1 Standard level user charges 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 
25.0 — Other services 
26.0 Supplies and materials... 
31.0 — Equipment 
41.0 — Grants, subsidies, and contributions. 27,903 
44.0 Refunds 2 


99.0 Total obligations 51,016 100,346 





Personnel Summary 





Total number of permanent positions 768 
Total compensable workyears 782 810 
Full-time equivalent of other positions ( (45) (50) 

Full-time equivalent of overtime and holiday 
(22) (24) 


Average ES salary...... $49,505 $49,400 
Average GS grade 10.08 10.08 
Average GS salary $23,750 $24,159 


ann 


ABANDONED MINE RECLAMATION FUND 


For necessary expenses to carry out the provisions of title IV of the 
Surface Mining Control and Reclamation Act of 1977, Public Law 95- 
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87, including the purchase of not more than 34 passenger motor vehi- 
cles for replacement only, to remain available until expended, 
[$94,916,000] $87,485,000 to be derived from receipts of the Aban- 
doned Mine Reclamation Fund. (Public Law 96-126, making appropri- 
ations for the Department of the Interior and related agencies, 1980.) 


Amounts Available for Appropriation (in thousands of dollars) 





1979 actual 


68,797 
184,270 


253,067 
61,451 


191,616 


1980 est. 


191,616 
191,640 


383,256 
94,916 


288,340 


1981 est. 


288,340 
202,560 


490,900 
87,485 


403,415 





Unappropriated balance, start of year 
Receipts (net) authorized 


Total available for appropriation 
Appropriation 


Unappropriated balance, end of year 





Program and Financing (in thousands of dollars) 


Identification code 14-5015-0-2-302 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. State reclamation program grants 63 
2. Federal reclamation program 13,358 
3. Small operator assistance payments 


13,200 
95,282 
17,760 


86,242 


47,000 
74,765 
20,000 


141,765 





Total program costs, funded 
Change in selected resources (undelivered 


orders) 23,526 


109,768 


— 15,660 
126,105 





10.00 Total obligations 39,636 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


40.00 


— 31,657 
53,472 


— 93,472 
38,620 


— 38,620 





Budget authority (appropriation) 


(special fund) 61,451 94,916 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year.. 
74.40  Obligated balance, end of year 


90.00 


39,635 
3,776 
— 29,392 


14,019 


109,768 
29,392 
— 99,160 


40,000 


126,105 
97,160 
— 164,650 


60,615 





Outlays 





1. State reclamation program grants. —Provides for 
grants to States to reclaim lands damaged from past 
mining practices. Under the Surface Mining Control 
and Reclamation Act of 1977, States with approved reg- 
ulatory (enforcement) programs may also have reclama- 
tion programs and annual reclamation project plans 
approved. Upon approval, a State is entitled to a mini- 
mum of 50% of fund revenue derived from operating 
mines in the State. The 1981 request is the estimated 
amount which States will be able to spend during the 
fiscal year and it assumes that 23 States will have 
reclamation programs approved by the end of the year. 

2. Federal reclamation program. —This activity in- 
cludes fee collection and assistance to States in develop- 
ing their reclamation programs as well as abandoned 
lands reclamation projects undertaken by the Office of 
Surface Mining Reclamation and Enforcement, the 
Bureau of Mines, and the Soil Conservation Service 
(SCS). The SCS rural lands program will have re- 
claimed an estimated 3,500 acres by the end of 1981. 
The Interior program will be aimed at correcting imme- 
diate hazards to public health and safety from past 
mining practices. Included will be repair of impound- 
ments, correction of subsidence problems, extinguishing 
waste bank fires, and sealing shafts and tunnels. 

3. Small operator assistance payments. —The Surface 
Mining Control and Reclamation Act provides for finan- 
cial assistance in the form of payments to qualified 


laboratories to secure certain information needed by 
small mine operators in filing for a permit under the 
act. Small operators are defined as those firms or indi- 
viduals engaged in the mining of coal who produce less 
than 100,000 tons annually from all mining locations. 
The 1981 program will provide assistance to approxi- 


mately 454 small operators. 
Object Classification (in thousands of dollars) 


Identification code 14-5015-0-2-302 





1979 actual 1980 est. 1981 est 





OFFICE OF SURFACE MINING, RECLAMATION, AND 
ENFORCEMENT 


Personnel compensation: 
Permanent positions. 4,027 5,400 6,275 
Positions other than permanent 243 504 544 
Other personnel compensation 71 49 68 


Total personnel compensation 4,341 5,953 6,887 
Personnel benefits: Civilian 815 740 1,019 
Travel and transportation of persons. 462 511 626 
Transportation of things 120 72 88 
Standard level user charges 339 288 324 
Communications, utilities, and other rent.... 427 279 290 
Printing and reproduction 229 30 30 
Other services 13,799 78,325 61,295 
Supplies and materials .... 174 169 176 
Equipment 465 95 90 
Grants, subsidies, and contributions 8,044 13,200 45,000 








Subtotal obligations, Office of Sur- 
face Mining, Reclamation, and En- 
forcement 


ALLOCATION TO SOIL CONSERVATION SERVICE 


Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent... 
Other personnel compensation 


29,215 99,662 115,825 











Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials .... 
Equipment 
Grants, subsidies, and contributions 





Subtotal obligations, allocation ac- 


counts 10,421 


39,636 


10,106 
109,768 








Total obligations 126,105 





Personnel Summary 





OFFICE OF SURFACE MINING, RECLAMATION, AND 
ENFORCEMENT 


Total number of permanent positions 266 268 
Total compensable workyears 285 301 
Full-time equivalent of other positions (39) (39) 
Full-time equivalent of overtime and holiday 
(3) 


$49,505 
10.08 
$23,750 


(4) 
$49,400 
10.08 
$24,159 


Average ES salary.. 
Average GS grade 
Average GS salary 





ALLOCATION TO SOIL CONSERVATION SERVICE 


Total number of permanent positions 95 95 
Total compensable workyears 126 115 
Full-time equivalent of other positions (31) (20) 

Full-time equivalent of overtime and holiday 
(0) (0) 
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Personnel Summary—Continued 





Average GS grade 8.52 8.58 8.60 
Average GS salary $18,105 $19,528 $19,607 








BurEAU OF MINES 

Federal Funds 

General and special funds: : 
MINES AND MINERALS 


For expenses necessary for conducting inquiries, technological in- 
vestigations and research concerning the extraction, processing, use 
and disposal of mineral substances without objectionable social and 
environmental costs; to foster and encourage private enterprise in the 
development of mineral resources and the prevention of waste in the 
mining, minerals, metal and mineral reclamation industries; to in- 
quire into the economic conditions affecting those industries; to pro- 
mote health and safety in mines and the mineral industry through 
research; and for other related purposes as authorized by law, 
([$132,753,000] $41,538,000, of which [[$106,151,000] $109,876,000 
shall remain available until expended. (30 U.S.C. 1-11, 21a, 551-558, 
571, 951; 42 U.S.C. 3251-3259; Public Law 96-126, making appropri- 
ations for the Department of the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 14—0959-0-1-306 








1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Minerals research: 
(a) Minerals health and safety tech- 
nology 55,660 61,424 60,000 
(b) Minerals environmental technol- 
ogy 14,194 28,409 23,206 
(c) Mineral resources technology 33,680 29,055 26,670 
2. Minerals information: 
(a) Data collection and analysis 12,175 16,387 19,210 
(b) Land assessments 5,343 12,054 12,452 


121,052 =. 147,329 141,538 





Total, direct program 





Reimbursable program: 
1. Minerals research: 
(a) Minerals health and safety tech- 
nology 3,734 3,000 
(b) Minerals environmental technol- 
ogy 10,181 10,000 
(c) Mineral resources technology 3,664 3,600 
2. Minerals information: 
(a) Data collection and analysis 100 100 
(b) Land assessments 60 2,500 2,500 


Total, reimbursable program 165 20,179 19,200 
121,217 167,508 160,738 











Total program costs, funded ?.. 
Change in selected resources (undelivered 
23,939 


145,156 





10.00 Total obligations 
Financing: 

.00 Offsetting collections from: Federal funds ... —166 
17.00 Recovery of prior year obligations —57§ 
21.40 Unobligated balance available, start of year 
22.40 Unobligated balance transferred from other 


167,508 160,738 


—19,200 —19,200 


24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsing 





Budget authority 148,476 134,822 141,538 


‘Includes capital investments as follows: 1979, $3,602 thousand; 1980, $9,445 thousand; 1981, $9,445 thousand. 








Budget authority: 
40.00 Appropriation 148,507 
41.00 Transferred to other accounts sce —31 


43.00 Appropriation (adjusted) 148,476 
44.20 Supplemental for civilian pay 
raises 2,069 


132,753 141,538 





132,753 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 148,308 
72.40 Obligated balance, start of year sic 99,627 
73.40 Obligated balance transferred, net............... 3,289 
74.40 Obligated balance, end of year seep — 114,535 
77.00 Adjustments in expired accounts 


141,538 
114,535 





90.00 Outlays, excluding pay raise supple- 
134,706 144,532 
91.20 Outlays from civilian pay raise sup- 


plemental 1,983 86 





Note—Excludes $31 thousand in 1979 for activities transferred to Salaries and expenses, Employment Standards 
Administration, Department of Labor. 


1. Minerals research— (a) Minerals health and safety 
technology.— Research is conducted in all of the areas 
specified by the Federal Mine and Safety Health 
Amendments Act of 1977 (Public Law 95-164). The act 
authorized a research and development program that 
would give first priority to the health and safety of the 
miner through research to lower the probability of 
mine accidents and occupational illnesses. To meet 
these requirements, research is focused on a broad 
range of safety and engineering-related health problems 
in coal, metal and nonmetal mines, including respirable 
dust, fires and explosion prevention, industrial hygiene, 
radiation hazards, postdisaster survival and rescue, 
ground control, ventilation, noise, and systems engi- 
neering. Research develops hardware and systems to 
solve safety and health problems and provides basic 
scientific and engineering data to support the regula- 
tory and standards setting activities of the Mine Safety 
and Health Administration. 

An active technology-transfer program has been es- 
tablished to cut the 10- to 20-year “technology lag” 
between development and actual use of new equipment 
and practices. Bureau-developed technology is trans- 
ferred to the minerals sector of the economy through 
technical publications, seminars, and meetings and 
through technical assistance, demonstrations, and co- 
operative agreements. 

(b) Minerals environmental technology.— Research is 
conducted to develop the techniques and technology 
needed to reduce, and ultimately eliminate, the adverse 
environmental effects associated with mining and min- 
erals processing activities. Environmental assessments 
and baseline studies include premining investigations, 
monitoring active mines and related waste disposal 
sites, developing abandoned land reclamation require- 
ments, and investigating the extraction and processing 
systems which eliminate the causes of environmental 
problems. Research related to the environmental as- 
pects of mining and mineral processing is conducted, 
including research on mine subsidence and control, 
waste disposal and utilization, water pollution abate- 
ment, air quality and noise control, and control of 
ground vibration due to mine blasting. Additional re- 
search is performed on environmental problems that 
occur after mining has taken place, including revegeta- 
tion of land, alternative uses of land, control of water 
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pollution from abandoned mines, and safe mine closure 
methods. 

(c) Mineral resources technology—Research is direct- 
ed toward providing solutions to technological problems 
encountered in the development of domestic resources 
necessary in reducing the Nation’s requirements for 
critical and strategic minerals. Investigations are con- 
ducted to advance mineral science and technology 
through the development of more economical engineer- 
ing materials and techniques for beneficiation, recovery 
and purification of minerals and metals, and the provi- 
sion of fundamental scientific data required for a com- 
prehensive knowledge base. Research to conserve and 
develop domestic mineral resources includes the devel- 
opment of technologies that will maximize the recovery 
of all mineral and metal values from primary and sec- 
ondary resources, and minimize the requirements for 
mineral materials through substitution for essential 
minerals, the recovery and reuse of scraps and wastes, 
and the recovery of mineral products from large un- 
tapped domestic resources. 

2. Minerals information—(a) Data collection and 
analysis.—This program provides a comprehensive 
base of mineral information and the capability to ana- 
lyze policy options and problems involving domestic and 
international production and consumption of minerals. 
Information on nonfuel minerals is collected, analyzed, 
and disseminated for approximately 100 commodities. 
This information serves as a current information base 
for policy decisionmakers to use in formulating national 
mineral policies; to assist Federal, State, and local gov- 
ernments in coping with mineral supply problems; and 
to assist the private sector in making rational mineral 
production, consumption, and investment decisions. 

(b) Land assessments.—Mineral assessments are 
made on wilderness lands, wilderness study areas, and 
other public lands to provide data on mineral occur- 
rences and potential for use in considering public land 
use decisions. Evaluations are being conducted on 
public lands that have been designated as wilderness 
study areas at a rate of 2.2 million acres per year in 
order to meet the established legislative deadlines. In 
addition, mineral assessments of the Forest Service’s 
Roadless Area Review and Evaluation Study (RARE ID 
are jointly carried out by the Bureau and Geological 
Survey. Lands designated by the Forest Service in the 
“further planning” category are being assessed at the 
rate of 3 million acres per year to determine their 
mineral potential before final recommendations are 
made for wilderness or nonwilderness in 1983. Environ- 
mental and engineering investigations also are under- 
taken in areas affected by water resource development 
and other commitments of lands to single purpose use. 





Object Classification (in thousands of dollars) 
Identification code 14-0959-0-1-306 


1981 est 


1979 actual 1980 est 





BUREAU OF MINES 


Direct obligations: 
Personnel compensation: 
11.1 Permanent positions 47,515 
11.3 Positions other than permanent... 3,576 
11.5 Other personnel compensation............... 614 
11.8 Special personal services payments 103 


51,808 





Total personnel compensation 


Personnel benefits: Civilian 5,280 
Benefits for former personnel 5 
Travel and transportation of persons 2,294 2,148 
Transportation of things 511 969 
Standard level user charges 2,519 2,739 
Communications, utilities, and other rent.... 4,091 3,251 
Printing and reproduction 926 930 
Other services 66,664 63,198 
Supplies and materials .. 4,561 4,570 

7,462 7,238 
Lands and structures 930 1,818 
Grants, subsidies, and contributions 814 1,000 
Refunds 9 


5,653 
3 


5,958 
3 
2,333 
1,168 
3,018 
3,246 
1,004 
95,988 
4,945 
7,238 
1,818 
1,000 





Total direct obligations 144,858 145,325 


141,538 








Reimbursable obligations: 
Personnel compensation: 
Permanent positions 5,147 
Positions other than permanent 517 
Other personnel compensation 72 


5,112 
517 
72 





Total personnel compensation 5,736 
Personnel benefits: Civilian 551 
Travel and transportation of persons 410 
Transportation of things 83 
Standard level user charges 55 
Communications, utilities, and other rent... 673 
Printing and reproduction 118 
Other services 11,410 
Supplies and materials .. 754 
Equipment 389 
Lands and structures 
Refunds 


5,701 
547 
410 

83 

55 
673 
118 
10,470 
754 
389 





Total reimbursable obligations 20,179 


19,200 








Total obligations, Bureau of Mines 165,504 


160,738 





ALLOCATION TO GENERAL SERVICES 
ADMINISTRATION 


25.0 Other services 
99.0 Total obligations 


145,156 167,508 


Personnel Summary 


Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


2,225 
2,072 
(365) 


2,191 
2,100 
(370) 


(24) (24) 
Average ES salary... $50,112 = $50,112 
Average GS grade .... 9.33 9.34 
Average GS salary . $18,762 $20,638 
Average salary of ungraded positions $17,909 $19,377 


160,738 


2,191 
2,102 
(370) 


(24) 
$50,112 

9.34 
$20,638 


$19,377 





Reimbursable: 
Total number of permanent positions 184 
Total compensable workyears = 214 
Full-time equivalent of other positions (80) 
Full-time equivalent of overtime and holiday 


Average ES salary A 

Average GS grade i 9.34 
Average GS salary $18,762 $20,638 
Average salary of ungraded positions $17,909 $19,377 


182 
214 
(80) 


(2) 
$51,112 
9.34 
$20,638 
$19,377 





ante ence 


DRAINAGE OF ANTHRACITE MINES 


Program and Financing (in thousands of dollars) 


Identification oe 14-0956-0-1-306 1979 actual 1980 est 


Program by activities: 
Contribution to the Commonwealth of 
Pennsylvania (program costs, funded)... 130 


1981 est. 


200 
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Program and Financing (in thousands of dollars) —Continued 


1979 actual 1980 est. 1981 est. 











Identification code 14-0956-0-1-306 
Change in selected resources (undelivered 
PTI Ds eases et oenrcaitnteonnticerneis MMOD i cpccccscanemit eberttoesonsestoork 
10.00 Total obligations (object class 41.0). 1,622 200 200 
Financing: 

21.40 Unobligated balance available, start of year —3,287 — 1,665 — 1,465 
24.40 Unobligated balance available, end of year.. 1,665 1,465 1,265 
NERNEY sings ses ssautasss 0 eaingouseslahecest TMP cts | eames evaats 


Relation of obligations to outlays: 
71.00 Obligations incurred, Net ..............sscesssssvece 1,622 200 200 





72.40 Obligated balance, start of year 472 1,964 1,664 
74.40  Obligated balance, end of year........ ivi — 1,964 — 1,664 —1,364 
90.00 VITUS 5 scsssscsss ¥ eccoscanecssenessastestint 130 500 500 





Drainage of anthracite mines. —Funds appropriated 
in 1956 (69 Stat. 460) are expended on a matched-fund 
basis with the Commonwealth of Pennsylvania. The 
funds are provided for the conservation of anthracite 
coal resources and the prevention of flooding and 
damage to surface lands or structures through flood 
control and anthracite mine drainage. The act of July 
15, 1955, was amended by the act of October 15, 1962 
(76 Stat. 934), to further provide for the filling of voids 
in abandoned coal mines in the interest of public health 
and safety. 





ADMINISTRATIVE PROVISION 


The Secretary is authorized to accept lands, buildings, equipment, 
and other contributions from public and private sources and to pros- 
ecute projects in cooperation with other agencies, Federal, State, or 
private: Provided, That the Bureau of Mines is authorized during the 
current fiscal year, to sell directly or through any Government 
agency, including corporations, any metal or mineral product that 
may be manufactured in pilot plants operated by the Bureau of 
Mines, and the proceeds of such sales shall be covered into the Treas- 
ury as miscellaneous receipts. (Public Law 96-126, making appropri- 
ations for the Department of the Interior and related agencies, 1980.) 





ALLOCATIONS RECEIVED FROM OTHER ACCOUNTS 


Note.—Obligations incurred under allocations from other accounts are included in the 
schedules of parent appropriations as follows: 
Funds appropriated to the President, “Appalachian Regional Development Program.” 


Rr 
Public enterprise funds: 
HELIUM FUND 


(Contract authority for “Development and Operation of Helium 
Properties” provided by Public Law 87-122 for the fiscal year 1980 is 
rescinded in the amount of $47,500,000.] (50 U.S.C. 167; 74 Stat. 918; 
Public Law 96-126, making appropriations for the Department of the 
Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 














Identification code 14-4053-0-3-306 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs, funded: 
1. Production and Sales.........c...ssssesse 5,234 5,310 8,057 
2. Administrative and other expenses..... 898 1,361 1,007 
Total operating COStS.............s000 6,132 6,671 9,064 














Helium stored underground: 
1. Crude helium produced for storage... 1,235 766 


2. Transmission and storage operations.. 648 2,961 5,649 





Total costs, helium stored under- 




















MFM NWO ss issctarss nessceirmatcarsarardcts 1,883 3,727 5,649 

Capital investment, funded: Land, struc- 
tures, and eQUIPMENE............ccccssseecesseee 3,177 4,029 1,918 
Total program costs, funded .............. 11,192 14,427 16,631 


Change in selected resources (helium for 
sale, supplies, and deferred charges and 





Undelivered OFders).......ssccssccssssssseseseeeees 1,510 —1,180 —3 
10.00 Total obligations .............ccccsssseccsseeseeee 12,702 13,247 16,628 
Financing: 


Offsetting collections from: 
11.00 Federal funds: 








SAMPSON MIMCIANT si ssccscscdcesssssisitaescatsctasees —7,043 —8,400 —9,100 
OTs TRUOIUC 5.5. siccssaveeodctsacaccrstcheasese — 2,987 —3,252 —17,077 
14.00 Non-Federal sources: Sale of fixed assets ... —163 —100 — 100 
21.98 Unobligated balance available, start of 
year: Fund balance ...........sssssssssssesessssees: —6,197 — 3,688 —2,193 
24.98 Unobligated balance available, end of year: 
PATE OONOIVOD isnccasanstosinicarssvcycicsonsssstseeas 3,688 2,193 1,842 
DRMOLIOMLIINUY csdiginciactsnai. Tsnmitesies * cictupesicis ~ Aaeraeentes 
Budget authority: 
Current: 
47.00 Authority to borrow............c:.cccssesse SER os is Nccxcsasnn, » 5 dcseetassicstaccie 
47.01 Authority to borrow rescinded 
(Public LaW 96-7) .....ssssscsssesscsssseess SIO ckithancce anette 


49.11 Contract authority rescinded (Public 


Law 95-465; Public Law 96-126)... —47,500 —47,500 


Permanent: 
69.10 Contract authority (permanent) (50 
U.S.C. 167; 74 Stat. 918)..........00s.. 47,500 TOE esc nas 





Relation of obligations to outlays: 


71.00 Obligations incurred, net ..............sssscsscccese 2,509 1,495 351 
72.10 Receivables in excess of obligations, start 

Of year: Fund balance..............sssessssssseee 1,085 14,854 14,854 
72.49 Obligated balance, start of year: Contract 

OMIT TVR OS sass ccssscoskateces seectetesbnetetooverssase 29,403 16,778 16,778 


74.10 Receivables in excess of obligations, end of 





year: FUNG Dalance ..........ssssecsscssssssseesen —14,854 —14,854 — 14,854 
74.49 Obligated balance, end of year: Contract 

PRIMI crccateecttiearecatscsreterorenteisc ee —16,778 —16,778 — 16,778 
90.00 RUINS arses Suc Stnetawca tenner 1,365 1,495 351 





Note.—The authority to enter into contracts and agreements pursuant to Public Law 87-122 is being terminated through 
section 107 of the General Provisions for this appropriations act. 







Status of Unfunded Contract Authority (in thousands of dollars) 














1979 actual 1980 est. 1981 est. 
Unfunded balance, start of year 29,403 16,778 16,778 
Adjustment in obligated balance —<HEDLD \isiimmcusnee.. axkaeauses 





Contract authority (permanent) 
Unfunded balance rescinded (Public Law 95-465; 


47,500 47,500 47,500 








PUMINO LAW GOR ZO) sateictuctscccsssvestesictsncesssciscecnctets =47,500 47,500 cressccsssssen 
RIWUU Rear Oe MINES GRID crvacs sch btcasgsccaccieestatteeie. cites Saeed — 47,500 
Unfunded balance, end Of year..........ssssse 16,778 16,778 16,778 





The authorized purpose of the Helium Act Amend- 
ments of 1960, Public Law 86-777 (50 U.S.C. 167), is to 
provide for the current and foreseeable future require- 
ments for helium for essential Government activities. 
The program involves the production, conservation, 
sale, and distribution of helium and requires significant 
activities in the following areas: 
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(a) Acquisition, construction, operation, and manage- 
ment of helium plants, gasfields, helium storage fields, 
pipelines, and fleets of helium tank cars and semi- 
trailers. 

(b) Searching for and evaluating new sources of 
helium-bearing natural gas and negotiating contracts 
for supplies of helium-bearing natural gas. 

(c) Establishing reserves of helium. 

(d) Experimentation and research to discover new 
helium supplies and to improve methods of helium pro- 
duction, purification, transportation, liquefaction, stor- 
age, and utilization. 

Income from helium sales, services, and rentals of 
containers is estimated to provide the needed funding 
for program needs through 1981. Revenue from helium 
sales, storage fees, and other income in 1981 is $16.2 
million, while expenses are $14.7 million, leaving a net 
operating income of $1.5 million. 

As of September 30, 1979, the total assets of the 
Helium fund were $689.6 million, $653.4 million of 
which represents helium inventories. The total assets 
include 1.2% cash and accounts receivable, 3.0% plants 
and equipment, and 95.6% helium stored underground. 
Liabilities total $540.1 million, of which $521.7 million 
is owed to the U.S. Treasury (largely principal and 
accumulated interest). Legislation to cancel this debt 
was proposed in 1979. The Government’s equity as of 
September 30, 1979, is $149.0 million. 

On September 30, 1981, the total assets of the Helium 
fund are estimated to be $740.6 million, with $702.0 
million representing helium inventories. Total liabil- 
ities will be $586.7 million, with $569.3 million owed to 
the U.S. Treasury. The increase of $47.6 million in the 
amount owed to the Treasury is accrued interest on 
borrowings and net worth during 1980 and 1981. The 
Government’s equity on September 30, 1981, is estimat- 
ed to be $153.9 million. 

During 1981, the Bureau of Mines will produce about 
260 million cubic feet (MMcf) of high-purity helium 
from the Bureau’s Exell and Keyes helium plants locat- 
ed in the Texas and Oklahoma Panhandles to meet 
Federal agencies’ demands. This is about 20 MMcf more 
than projected sales for 1980. Additionally, the Bureau 
produces about 160 MMcf of high-purity helium for re- 
delivery to private companies. Privately owned helium 
is stored under contracts between the Bureau and 11 
companies. Thus the total high-purity helium output is 
expected to be 420 MMcf. 

Helium shipments for Bureau sales are delivered in 
cylinders, dewars, helium semitrailers, and in helium 
tank cars. 

Federal agencies and their contractors will purchase 
approximately 182 MMcf of the Bureau-produced high- 
purity helium directly from the Bureau, 40 MMcf 
through eligible commercial distributors, and 38 MMcf 
through Bureau-contracted regional helium redistribu- 
tion centers. 

Equipment is being installed at the Exell helium 
plant to allow production of helium at Exell as produc- 
tion at the Keyes plant declines due to depletion of the 
Keyes gasfield. Consolidation of all gas-processing oper- 
ations at the Amarillo-Exell complex is part of the plan- 
ning to assure the Bureau’s helium production capacity 


310-100 0 - 80 - 38 


remains sufficient to meet Federal agencies demands 
for helium. 

The Bureau will continue its exploration and evalua- 
tion of helium-bearing gasfields of the United States 
during 1981. Studies of fields containing nondepleting 
helium reserves (which are not being produced due to 
low heating value) will receive priority. Nondepleting 
helium reserves are a vital part of the Bureau’s helium 
resources planning because much of the larger known 
nondepleting helium reserves are located on Federal 
lands, and the Mineral Lands Leasing Act of 1920 re- 
serves to the Government the right to extract this 
helium. Some fields formerly classified as nondepleting 
reserves are now being produced, and others, including 
Tip Top Field in Wyoming, are being investigated for 
production. Tip Top Field is estimated to contain about 
45 billion cubic feet (Bcf) of helium which exceeds the 
43.8 Bcf of helium now contained in the Bureau’s 
helium conservation and storage system. The Bureau 
will also continue to update and to improve its techni- 
cal capabilities with regard to helium extraction, purifi- 
cation, and distribution. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Sales program: 
Revenue 11,752 


10,398 
1,354 


16,177 
14,713 


Net operating income, sales program 1,464 


Nonoperating income: 
Proceeds from sales of fixed assets 100 100 
Net book value of assets sold 100 100 


Net income for the year 1,554 1,664 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 5,917 6,055 5,700 
Accounts receivable, net 1,887 1,600 1,900 
Advances made 10 5 5 
Inventories 653,396 678,738 702,000 
Real property and equipment, net.. 21,104 25,000 26,000 
Other assets, net 6,786 5,000 5,000 


Total assets 689,100 716,398 


Liabilities: 
Accounts payable and funded ac- 
crued liabilities 
Advances received 
Debt issued under borrowing au- 
thority: 
Borrowing from Treasury 251,650 
30,645 
Interest due on net worth and 
borrowing 


262,947 


Total liabilities 


Government equity: 
Unexpended budget authority: 
Authority to borrow 
Fund balance 
Undelivered orders 
Unfinanced budget authority: 
Borrowing authority 
Contract authority 


—16,778 —16,778 
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Change in selected resources (helium for 
sale, supplies, and deferred charges and 













































































inltinns iitinediniend SNE ERT CORNER) sichescscssinseosescaenotoessns ,cckeocosesoneslas)_._serapocopencloson 3 
Financial Condition (in thousands of dollars) —Continued 10.00 Total obligations evaubghinedassniaeelanesascaliees | © Sovensepedsonsece: _ sSvanustsassacasen - 16,628 
Financing; 
1978 actual 1979 actual 1980 est. 1981 est. Offsetting collections from: 
Invested Capital .............sssvesscccsees 152,277 159,572 163,496 166,705 “a “— o helo Eaten META as EE) Sade 9,100 
Total Government equity........ 130,075 = 149,020 153,473 153,935 OUNCT FEVONUE....nrsccsseessstsresnsesensess 7,077 
ry _ 14.00 Non-Federal sources: Sale of fixed assests. 100 
Analysis of changes in Government equity: 24.98 Unobligated balance available, end of year: 

Paid-in capital: HOM MMMM cst chsscconccccecessvattccsstspsocoteon. ‘cacteasasindeatesl"). seomanoaasten bs 351 
ODMVANRS DRAIN sc55cces chop cece dhspanessessibqossceyits 9,258 26,394 26,394 3 7 
Transactions: Property capitalized without use CNTIBORMMIMONIEY cissssricesiosseisvsiowss, | ccesasraeciet pepe Jucssephariend Ubvinwpoeieeeee 

OT AUNIS <i), crachsaistsbcvcccrstuiss sveennnnney NT AGO iccctenen” sobbed see Relation of obligations to outlays: 
‘osing bal 26,394 26,394 26,394 71.00 Obligations incurred, Met ......esvsessessessen —seseeneeneene —neesensevee —351 
Gosing, halnace = a Obligated balance transferred, net: 

Retained Income: 73.49 RUIN ONIINI cc cccssanssnssticvrpnersoieban— Saoiaueiscdeblodts). Siravgiateyinedis — 16,778 
Opening balance 120,817 122,626 123,980 73.98 PAM ORMN NOG fated eocaecseasscsivanecgstancateconese ~ ciesnsresiotoaese -sostest Sevictos — 14,854 
Adjustment........ ete hi sisnsiseii ehh cangivcvenesabst 74.10 Receivables in excess of obligations: End 
Net income........ 1,811 1,354 1,464 OF OUT esvnsnsnsesoresenesenersnsistnecsns | ssesesineioes _aeasetrmsen 14,854 
ONG BALE nnn PAI cot 5 Wa ert rie 16,77 

Total Government equity (end of year) ...... 149,020 150,374 151,838 90.00 RUAYS S25 5.5. snes Ret Ache hee hivee | elakathlain Ol LES RATEES —35l 
Object Classification (in thousands of dollars) Status of Unfunded Contract Authority (in thousands of dollars) 
Identification code 14~4053-0-3-306 1979 actual ‘1980 est. 1981 est. Identification code 14-4053-2-3-306 1979 actual ‘1980 est. 1981 est 
Personnel compensation: UINEUNIOD DORANCG, BATT OF MOAN sasonssapsessinnncassbessoasboom oncegnesesepeies » _onsosoaticsogpess 16,778 
11.1 Permanent pOSitionS..............s:sssecsseecssees 4,492 5,902 OPGL in “ANU TRMMCO NEEM... csisrcscuictraisstecuat ieee, deatiscoueace. sciegmterters — 16,778 
11.3 Positions other than permanent an 46 70 715 
11.5 Other personnel compensation................ 93 100 100 Legislation has been transmitted to the Congress to 
Total personnel compensation........... 4,631 6,072 6,376 cancel the Helium Fund debt, to terminate the fund, 
12.1 Personnel benefits: Civilia........sessssee 666 $33 560 snd to authorize direct appropriations for program op- 
21.0 Travel and transportation of persons........... 57 60 50 ratione Because élimitietion of the fubd debt ‘recom 
22.0 Transportation of thingS ............ccssccssssesees 199 200 oo 6S : 3 “wi 
23.2 Communications, utilities, and other rent.... 577 630 700 nizes the fact that the helium program cannot achieve 
25.0 Other SerViCOS ......rasesrsene 4,055 1,150 2,000 self-financing status, it is inappropriate to continue to 
a ae e materials — aes i fund the program through the mechanism of a public 
‘ TOI ipnsktcciiesds itbbivcsbeneatecvclcanntsstsettaves ; 99 enterprise revolving fund. The legislation also cancels 
99.0 Total obligations .......ssssssssssssssssese 12,702 13,247 16,628 $47.5 million in contract authority which becomes avail- 
' able annually for the purchase of helium, because Gov- 
wnennel Sesmmery ernment purchases of helium have been terminated and 
Total number of permanent positioNs.............ssssssss 265 265 265 | no resumption of purchasing is currently planned. 
Total compensable Workyea...............++s+0»« < 252 258 258 ? a ea : 

Full-time equivalent of other positions (8) (14) (14) Object Classification (in thousands of dollars) 

Full-time equivalent of overtime and holiday Bis _ANS2_9_2_ 
the AN Sa (1) (1) (1) Manica cote 14-4053-2-9-900 Be ee Pe eee 

Average ES salary.. see evesensecevesenee $50,112 $50,112 Personnel compensation: 
Average GS grade. 9.33 9.34 9.34 M11 Permanent POsitions......csssccssesssseessee —6,201 
Average GS Salaty..........sssesseeee. seeeeeeessns = $18,762 $20,638 $20,638 11.3 Positions other than permanent.............. —1§ 
Average salary of ungraded positions .............ss00 $17,909 $19,377 $19,377 41.5 Other personnel compensation .............. —100 
Total personnel compensation............. — 6,376 
12.1 Personnel benefits: Civilian..............-sssssee — 560 
HELIUM FUND 21.0 — Travel and transportation of: persons........... —50 
(Proposed for later transmittal, proposed legislation) 22.0 Transportation of things dindedubodocheabsbdviecsteceee —200 
; 23.2 Communications, utilities, and other rent... —100 
Program and Financing (in thousands of dollars) GILG, © PRIDE, SORWMOIN ica !ascarsasssansuiaasjsavvattoosasassacecs — 2,000 
26.0 Supplies and materials —4,745 
Identification code 14~4053-2-3-306 1979 actual 1980 est. 1981 est. 26.0 Equipment .................0. — 1,997 
Program by activities: 99.0 Total obligations — 16,628 
Operating costs, funded: 
UC i —8,057 
2. Administration and other expenses... ..cccccccsecsssse  sssessssesessnees —1,007 HELIUM OPERATIONS 
MAM MMMME CORB ii tacas!  cckotcaics mgd —9,064 (Proposed for later transmittal, proposed legislation) 
Helium stored underground: Transmission Program and Financing, (in thousands of dollars) 
DUD SRR TIN ssc cscscsssccsechsssssovts | -sacsstsstascaiver, 6 'ssisbomeotoen — 5,649 
Capital investment, funded; Land, struc- identification code 14-0954-2-1-306 1979 actual 1980 est. 1981 est. 
MOR OND MIO ss scctcsitsvesscustideecsisoss._sansevesevseguied! “scletteicdons —1,918 


Total program costs, funded .............. 


Program by activities: 
10.00 Helium operations (costs—obligations)...... 
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Financing: 
40.00 Budget authority (appropriation) 0.0.00... cscs scscccesssnsneess 16,628 
Relation of obligations to outlays: 
TUOO™ CRMMAUMNS WICHNTOU, (NEE. csssccccesssccscccocnnecess seoceccossussoseg _sessecedannnbnevs 16,628 
Obligated balance transferred, net: 
re PCM RMR ce Se iceacay Nesesescubieche 16,778 
RUE TERMI gs cccsntec cass taceccsssscccetsceceson’ sasinecsovssieeed  seontesdhncsbseay 14,854 
Obligated balance, end of year: 
THE ~ CRIMOINIO siscaisescccecccacnns cache Acsaciacccscieas ' sstbuaclebccc — 16,182 
PRM Pt ORIN URMONNED cactssctccsccatcsckcscsccocsttdcs’ ‘wcascusdibsaonucel | 'ecbeascoobuctese — 16,778 
90.00 MI secret SE ie ced accep ssa NE. Mapai 15,300 





Consistent with pending legislation, this account re- 
flects the establishment of the helium fund as a general 
fund account financed through direct appropriations. 


Object Classification (in thousands of dollars) 









































Identification code 14-0954-2-1-306 1979 actual 1980 es’. 1981 est. 
Personnel compensation: 
1.1 Permanent poOsitionS................ccssssssssses 6,201 
11.3 Positions other than permanent... 75 
11.5 Other personnel compensation ................  sssccssssecssssss — seeescssnsecsenes 100 
Total personnel compensation............. 6,376 
12.1 Personnel benefits: Civilian.................sse000 560 
21.0 — Travel and transportation of persons. 50 
22.0 Transportation of things ...............csssesssssseee 200 
23.2 Communications, utilities, and other rent..... 700 
BEG (NOE SOEVIOES icin. cectncecslsosniesseoeiccsocsctoene 2,000 
26.0 Supplies and materials... 4,745 
MED ARMIN OIE spas cnssis lakes cco atjosnacdonsscsve 1,997 
99.0 OINRRIE ccccee ner ee ee 16,628 
Personnel Summary 
Total number of permanent positions................s00+- 265 265 265 
Total compensable workyed'S..............0:..0+:. 252 258 258 
Full-time equivalent of other positions (8) (14) (14) 
Full-time equivalent of overtime and holiday 
IRIS ooseca pecans cans coiccScesbtncotaspsucbcnscanceasesbece (1) (1) (1) 
FUELS) SOUUN (oosceso aceon cctscssscosesccocsssagsoasies $50,112 $50,112 $50,112 
BIE ONS) EMU a caisvo sus conscsuiescassussvcousssesppnnstooonne 9.33 9.34 9.34 
UIE CRY SRD seed cseroec age Sensis snnsococomn $18,762 $20,638 $20,638 
Average salary of ungraded positions ...................... $17,909 $19,377 $19,377 
Intragovernmental funds: 
CONSOLIDATED WORKING FUND 
Program and Financing (in thousands of dollars) 
Wenttication code 14-3909-0-4-306 1979 actual 1980 est 1981 est. 





Program by activities: 

1. Minerals research: 
(a) Minerals health and safety technol- 
Were tered dcgireticad cree tediciecasasencioons 
(b) Minerals environmental technology... 
(c) Mineral resources technology........... 

2. Minerals information: 

(a) Data collection and analysis 
(b) Land assessment .............-ssessseessees 








Total program costs, funded.............. 
Change in selected resources (undelivered 





I i casccasccueo Re ctassssivesosncenteecaba Dorner a seennnnnenaune 

10.00 Total obligations...............ssssseesseesssssee Mae ctttcditcwad) | Scksssosizevivaciox 
Financing: 

11.00 Offsetting collections from: Federal funds... = —11,569 accesses sessssssssseeeeees 
21.98 Unobligated balance available, start of 

year: Fund Dalance ..........ssccccsssssecsessseeee —243 sesGUND, svecssdbsuxdcecias 
23.98 Unobligated balance transferred to other 

SOGOUINIS: FUME DRONE ccsscscsscssssssssssccss,  <cessessnsnesecee CR cccsesasoscves sot 





24.98 Unobligated balance available, end of year: 
Taam INN cc ccatssteccntit 
25.00 Unobligated balance lapsing ... rs 


Budget authority... see 








Relation of obligations to outlays: 
00 Obligations incurred, net ...............:cccssseee- 
































72.98 Obligated balance, start of year: Fund bal- 
re a ee as 
73.98 Obligated balance transferred, net: Fund 
IN ane en eee 
74.98 Obligated balance, end of year: Fund bal- 
a ec casbigseigs 
77.00 Adjustments in expired accounts................. 
90.00 tire ase 
Object Classification (in thousands of dollars) 
Personnel compensation: 
11.1 Permanent positiOns................:-ccesseecseeeee 3,818 
11.3 Positions other than permanent.............. 305 
11.5 Other personnel compensation ................ 48 
Total personnel compensation 4171 
12.1 Personnel benefits: Civilian.................-..s0 405 
21.0 Travel and transportation of persons........... 222 
22.0 Transportation of things .................sccssecssee: 81 
23.2 Communications, utilities, and other rent..... 905 
24.0 — Printing and reproduction...............sssscs00 51 
25.0 Other services .............0+... = 3,432 
26.0 Supplies and materials ns 814 
31.0  Equipment........................ a 279 
32.0 — Lands and structures................scccssee oH 3 
41.0 — Grants, subsidies, and contributions............ 32 
99.0 Total obligations .................ccssscssseeesene 10,395 
Personnel Summary 
Total number of permanent positions...................-00« 124 
Total compensable workyeaS..................+. a 177 





Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
Ns lad (2) 





Average GS grade.... 9.33 
Average GS Salary..............csssssscssssseseeeees -- $18,762 
Average salary of ungraded positions ....................0+- $17,909 








Trust Funds 


CONTRIBUTED FUNDS 
Program and Financing (in thousands of dollars) 


Identification code 14-8287-0-7-306 





1981 est. 























1979 actual 1980 est. 
Program by activities: 
Minerals research: 
Minerals health and safety technology... 58 60 60 
Minerals environmental technology ......... 37 40 40 
Mineral resources technology.................. 689 1,130 700 
Total program costs, funded * ...... 784 1,230 800 
Change in selected resources (undelivered 
Ol SUEDE ai eakaen commen 
10.00 Total obligations 674 1,230 800 
Financing: 
17.00 Recovery of prior year obligations............... Oi iio 
21.40 Unobligated balance available, start of year —401 -- 430 
24.40 Unobligated balance available, end of year.. GAD eisarecpciness ete Satieet 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. 625 800 800 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............cccsecsseee 596 1,230 800 
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BurREAU OF Mines—Continued 


CONTRIBUTED FUNDS—Continued 


Program and Financing (in thousands of dollars) Continued 














Identification code 14-8287-0-7-306 1979 actual 1980 est. 1981 est. 

72.40 Obligated balance, start of year 14 197 627 
74.40 Obligated balance, end of year........ —197 —627 —627 
90.00 SUNNY S soccctt tes aenahhcncch aoe tases 413 800 800 





1 Includes capital investment as follows: 1979, $107; 1980, $100 thousand; 1981, $100 thousand. 


Funds contributed by States, counties, municipalities, 
and private sources are used to conduct research and 
investigations to promote the conservation, evaluation, 
and development of mineral resources and health and 
safety of miners through research. 


Object Classification (in thousands of dollars) 






































Identification code 14-8287-0-7-306 1979 actual 1980 est. 1981 est. 
Personnel compensation: 

11.1 Permanent poOSitiOnS..............ssscccsseesessses 341 365 390 
11.3 Positions other than permanent. 27 29 31 
11.5 Other personnel compensation................. 4 4 4 
Total personnel compensation.............. 372 398 425 

12.1 Personnel benefits: Civilian................sscsssee 37 40 42 
21.0 Travel and transportation of persons........... iL 7 7 
22.0 Transportation Of thingS ...........ssssssssseseense 4 4 4 
23.2 Communications, utilities, and other rent... 17 17 17 
24.0 — Printing and reproduction...................ss00 l l 1 
25.0 Other Services ...........sess0000 45 573 114 
26.0 Supplies and materials .. 84 90 90 
DUO" MARMENTIONU s:sctosesssiiencssste 95 100 100 
32.0 — Lands and Structures..............ccscssescssseeesene He oseementn) gueucrnnite 
99.0 Total Obligations ..............cccsseccsseecsseees 674 1,230 800 

Personnel Summary 
Total number of permanent positionS................00 10 10 10 
Total compensable WOrkYear..........:...ssssesssssseeecessseee 18 18 18 
Full-time equivalent of other positions.................. (2) (2) (2) 
Full-time equivalent of overtime and holiday 

IG oe ee reas cocvirensetounssnazsdioses ) (0) (0) 
Average ES salary $50,112 $50,112 
Average GS grade 9.34 9.34 
Average GS salary $20,638 $20,638 
Average salary of ungraded positions .................ss00+ $17,909 $19,377 $19,377 








INDIAN AFFAIRS 


BurEAU OF INDIAN AFFAIRS 
Federal Funds 
General and special funds: 
OPERATION OF INDIAN PROGRAMS* 


*See Part III for additional information. 


For expenses necessary to provide education and welfare services 
for Indians, either directly or in cooperation with States and other 
organizations, including payment (in advance or from date of admis- 
sion) of care, tuition, assistance, and other expenses of Indians in 
boarding homes, institutions, or schools; grants and other assistance 
to needy Indians; maintenance of law and order and payment of 
rewards for information or evidence concerning violations of law on 
Indian reservation lands or treaty fishing rights tribal use areas; 
management, development, improvement, and protection of resources 
and appurtenant facilities under the jurisdiction of the Bureau of 
Indian Affairs, including payment of irrigation assessments and 
charges; acquisition of water rights; advances for Indian industrial 


and business enterprises; operation of Indian arts and crafts shops 
and museums; development of Indian art and crafts, as authorized by 
law; and for the general administration of the Bureau of Indian 
Affairs, including such expenses in field offices, [$789,051,000] 
$823,290,000 of which not to exceed [$58,753,000] $58,234,600 for 
higher education scholarships and assistance to public schools under 
the Act of April 16, 1934, shall remain available for obligation until 
September 30, [1981] 1982, and the funds made available to tribes 
and tribal organizations through contracts authorized by the Indian 
Self-Determination and Education Assistance Act of 1975 (88 Stat. 
2208; 25 U.S.C. 450) shall remain available until September 30, 
[1981] 1982: Provided, That this carryover authority does not 
extend to programs directly operated by the Bureau of Indian Affairs; 
and includes expenses necessary to carry out the provisions of section 
19(a) of Public Law 93-531, $5,498,000, to remain available until ex- 
pended: Provided further, That none of these funds shall be expend- 
ed as matching funds for programs funded under section 
103(a)(1)(B)iii) of the Vocational Education Act of 1963 as amended by 
the Act of June 3, 1977 (Public Law 95-40): Provided further, That, 
notwithstanding the provisions of section 6 of the Act. of April 16, 
1934 (48 Stat. 596), as added by section 202 of the Indian Education 
Assistance Act (88 Stat. 2218, 2214; 25 U.S.C. 457), funds appropriated 
pursuant to this or any other Act for fiscal years ending September 
30 of [1979] 1980 and [1980] 1981 may be utilized to reimburse 
school districts for up to the full per capita cost of educating Indian 
students (1) who are normally residents of the State in which such 
school districts are located but do not normally reside in such dis- 
tricts, and (2) who are residing in Federal boarding facilities for the 
purpose of attending public schools within such districts. (7 U.S.C. 
1651-1656; 16 U.S.C. 583, 590a-590f, 594; 25 U.S.C. 13, 305-309, 309a, 
18a, 381, 385, 621-640, 1481-1498; 48 U.S.C. 169, 250-250f; 29 Stat. 
321; 33 Stat. 189, 595, 1048; 34 Stat. 1015; 34 Stat. 70, 558; 36 Stat. 269, 
855; 38 Stat. 582; 45 Stat. 1562, 1639; 48 Stat. 362; 49 Stat. 887; 52 
Stat. 80; 54 Stat. 707; 88 Stat. 2203; 92 Stat. 1325, 2143, 3069; Public 
Law 96-126, making appropriations for the Department of the Interior 
and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 

















Identification code. 14-2100-0-1-999 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Education: 
(a) School operations..............sc000 168,045 187,035 185,255 
(b) Johnson-O’Malley educational as- 
BIAUANNCO Sessststan ncaa sad ieatiests 25,246 29,388 29,469 
(c) Continuing education................... 38,533 55,348 50,017 
2. Indian services: 
(a) Aid to tribal government............. 13,561 16,971 23,606 
(D) Social SCrviceS ...........ssesccssseeecsen 66,186 87,401 91,700 
(C) Law enforcement ............-ssess0e 21,750 27,712 30,386 
RDP SPRMEREIUD cxsctesjcsovsssecosssscescvinscseon 19,876 19,416 19,624 
(e) Self-determination services.......... 37,875 45,155 50,358 
(f) Navajo-Hopi settlement program.. 2,578 5,493 5,498 
3. Economic development and employ- 
ment programs: 
(a) Employment development............ 43,000 51,737 46,821 
(b) Business enterprise development 7,304 8,713 8,448 
(c) Road maintenance................00 12,996 17,803 19,300 
4. Natural resources development: 
(a) Forestry and agriculture.............. 58,653 54,835 67,253 
(b) Minerals, mining, irrigation, and 
SMW scacsccacseghoneedissvssavessosnssseosnssves 12,680 12,790 12,845 
5. Trust responsibilities: 
(a) Indian rights protection............... 15,184 25,940 15,668 
(b) Real estate and financial trust 
SPONIGS ass oncscscareressatreteossnasccicnseses 16,860 25,124 28,472 
6. General management and facilities 
operation: 
(a) Management and administration . 40,792 49,447 48,511 
(b) Program support services .......... 3,814 4,074 4,455 
(c) Facilities management................. 77,770 77,513 85,604 
Total direct program................. 682,703 801,895 823,290 
Reimbursable program: 
DL ORIERRMIDN ciicerteccsssmticriotecincnees 4,526 30,000 30,000 
2. WHIT SEEVIOGS .....scresssosrnesesiovercensnnsbes 525 1,220 1,220 
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3. Economic development and employ- 
PIC OMEN ao esesssonecasctzansczzscecs * 186 800 800 















































4. Natural resources development 349 800 800 
5. Trust responsibilities............:.ssssecee 293 400 400 
6. General management and facilities 
UE NNG escape cccanescsecnnnedcscndncos 6,819 3,000 3,000 
Total reimbursable program........... 12,698 36,220 36,220 
Total program costs, funded + 695,401 838,115 859,510 
Change in selected resources (undelivered 
CROPS Ree csacastnisisnsciiasdioonesoas MOONEE cccacccctctiss-_. sucoeesommelaeate 
10.00 Total obligations ...............sccccsseeccenees 801,298 838,115 859,510 
Financing: 
Offsetting collections from: 
CMT. | RGRRBRONCMINNS cs cacdersssdscesocsvsncssooosegszsvenss —7,890 —31,220 —31,220 
14.00 Non-Federal SOUFCES.............sssccssseecssseeees — 4,808 — 5,000 — 5,000 
21.40 Unobligated balance available, start of year —5,420 —2,940 —2,940 
24.40 Unobligated balance available, end of year.. 2,940 2,940 2,940 
25.00 Unobligated balance lapsing....................+0. MRP Os cee ome eae ee sion 
Budget authority... 790,338 801,895 823,290 
Budget authority: 
BORON UO UIOWN c.<-sncoacesscanece.acccncesesacveoveoecbu 792,052 789,051 823,290 
41.00 Transferred to other accounts Se ee Oe Be cscsiels 
43.00 Appropriation (adjusted)................ 790,338 789,051 823,290 
44.10 Supplemental for wage-board pay 
re eae = i a eT S708) cask 
44.20 Supplemental for civilian pay 
NEE retiecccxsoeecctcsmccactt Gassnentsccettal I ete 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .................ccssssseeee: 788,600 801,895 823,290 
72.40 Obligated balance, start of year..... 205,087 292,274 395,108 
74.40 Obligated balance, end of year..............s0s+.. —292,274 —395,108 —489,896 
77.00 Adjustments in expired accounts................. ORGS cclckelin REL een. 
90.00 Outlays, excluding pay raise supple- 
No Sa esac ciies 691,559 686,474 728,245 
91.10 Outlays from wage-board pay raise 
NONI hte acai fascnsix , (cabdSodennsesess 2,738 56 
91.20 Outlays from civilian pay raise sup- 
SRONOMNEN ba esss ficasusistcudesssctuichcace =a! eablediacntses 9,849 201 
Distribution of outlays by account: 
Education and welfare ServiceS .................sssces00 De eles co seh 
Resources management................ ae feta hat 
Operation of Indian programs 691,553 699,061 728,502 





+ Includes capital investment as follows: 1979, $24,893 thousand; 1980, $18,500 thousand; 1981, $18,500 thousand. 


1. Education.— The Bureau of Indian Affairs pro- 
vides a variety of support for the education of Indian 
children through direct operation of schools, support of 
tribally operated schools, and financial assistance to 
public schools serving Indian children. The number of 
children attending Federal, tribal, and public schools is 
shown below: 


Number of pupils: 1979 actual 1980 estimate. 1981 estimate 
Federal and tribal SCHOOIS...............ccsssssssssssssseeses 43,784 45,777 45,777 
NIE OMI aacescschcretasccvcccterteretitreesstccsicasseeteseet 180,000 182,000 182,000 


The Bureau also assists Indian adults by providing 
financial assistance to students for higher education 
studies, by direct support of some tribally operated post- 
secondary institutions, and by offering continuing edu- 
cation programs in many communities. The number of 
participants in these programs is indicated in the fol- 
lowing table: 


Continuing education participants: 1979 actual 1980 estimate 1981 estimate 
Higher education scholarships ............ccccvvssssesssee 21,000 22,000 23,430 
Adult education enrollments .............cssssssssssssssseses 18,350 18,500 18,500 


2. Indian services.—This activity includes municipal- 
type government services for Indian communities, along 
with assistance to tribes in self-government and self- 
determination projects. Also, the activities associated 
with the Navajo-Hopi settlement are included. Data are 
presented below on selected aspects of this activity. 





Social service caseloads: 1979 actual 1980 estimate 1981 estimate 
ee oo occas cee 61,500 58,100 58,100 
Child welfare ...............sssssssee. 3,300 3,300 3,300 
Families receiving services 15,775 15,775 15,775 

Family houses started: 

Declares scxactens costae carneccslceacc lies 530 445 395 
Ni ccioss ap theese de 2,890 2,360 2,600 
SUNN i ari es 4,600 5,000 5,000 


3. Economic development and employment program.— 
This activity is designed to stimulate reservation econo- 
mies, and to help Indian people participate fully in 
those economies. 

Business enterprise development is encouraged and 
assisted through programs of technical and financial 
aid, with emphasis on enterprises owned and operated 
by Indian individuals and organizations. Indian tribal 
organizations and individuals are assisted with securing 
and managing loans for resource and business enter- 
prise development, housing, public utility facilities, edu- 
cation, and other purposes. Individual Indians are as- 
sisted in qualifying for, finding and occupying jobs on 
and near reservations consistent with their needs, capa- 
bilities, and desires. Roads are maintained to provide 
for the movement of people and goods as needed for the 
well-being of the community. 

4. Natural resources development.—This activity is de- 
signed to provide for the conservation, development and 
utilization of Indian land, water, and related resources. 
Resources are surveyed and inventoried, and agricul- 
ture and forestry development is assisted. 

5. Trust responsibilities.—Under this activity the Bu- 
reau’s trust responsibilities toward the Indian people 
are carried out. This entails the protection of Indian 
rights and property, particularly those related to land 
and natural resources, and the management of assets 
held in trust for Indian tribes and individuals. 

6. General management and facilities operation.—This 
program provides for the general management func- 
tions and for the maintenance and operation of facili- 
ties which support the Bureau’s programs. These func- 
tions include executive direction; administrative serv- 
ices; safety management; operation and maintenance of 
Bureau facilities; and provision for GSA owned or 
leased facilities. 

The planned distribution of program costs requested 
in 1981 as compared to funds for 1979 and 1980 follows, 
(in thousands of dollars): 








Direct program: 1979 actual 1980 estimate 1981 estimate 
1. Tribe/agency operationS.................ccsssesssseessene 215,236 258,481 274,088 

2. Area office operations............... ES 36,149 44,376 43,680 

3. Central office staff operations a 22,901 24,611 25,010 

4. Field program operationS.................sssscssssssseee 408,417 474,427 480,512 
Total direct program..............sscssssescccssseeees 682,703 801,895 823,290 
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General and special funds—Continued 
OPERATION OF INDIAN PROGRAMS—Continued 





1979 actual 1980 estimate 1981 estimate 
Reimbursable program (total) ...............sssssessssssseesee 12,698 36,220 36,220 
TORR NORTON afi de oseicreoitea ee R ced 695,401 838,115 859,510 











Tribe/agency operations are primarily programs in 
which tribes formally participate in setting funding pri- 
orities. Tribe/agency programs include housing, law en- 
forcement, economic and natural resources develop- 
ment, and other activities similar to those conducted by 
a State or local government. 

Central and area office staff operations represent 
funding for program management and executive direc- 
tion. 

Field program operations support those national pro- 
grams, such as education, facilities management, rights 
protection and welfare, which are the unique responsi- 
bility of the Bureau because of its special relationship 
to Indians and Indian Tribes. 


Object Classification (in thousands of dollars) 














Identification code 14-2100-0-1-999 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent pOSitiOnS..............sssssssessseessses 197,577 216,069 217,623 
11.3 Positions other than permanent... 45,925 49,109 51,229 
11.5 Other personnel compensation................. 8,781 9,939 9,939 
11.8 Special personal services payments........ LOUD a laworest py potnendiins 

Total personnel compensation.............. 254,299 275,117 278,791 
12.1 — Personnel benefits: Civilian.............. 28,164 29,790 30,424 





13.0 — Benefits for former personnel 
21.0 Travel and transportation of persons........... 
22.0 Transportation Of thingS...............sssessssees 
23.1 Standard level user charges..............ssess000 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction...............:ssssse0 
PBA” SURO SEIIIORS oasis ee cctacs ccc RSccvsened 
26.0 Supplies and materials ..............cccccsssseeseees 
31): REMAIN MTN isi i2ss Mais Tess As Saasastoovccrancee 
32.0 — Lands and Structures..............scecssssecssseeeeen 
33.0 — Investments and l0aNS..............e.ssssecssseeeeeee 
41.0 — Grants, subsidies, and contributions 
42.0 — Insurance claims and indemnities................ 
ORIN Ae MN Bo nies cat hissccetevcsestusstaobe 























Total direct costs, funded, obligations 788,600 801,895 823,290 
Reimbursable obligations: 
Personnel compensation: 

11.3 Positions other than permanent 10,237 10,884 
11.5 Other personnel compensation................. 100 100 

Total personnel COMPeNSALION.............  ssesesseecsseenee 10,337 10,984 
12.1 Personnel benefits: Civilian...........scsssssee 1,081 1,149 
21.0 — Travel and transportation of persons........... 711 711 
22.0 Transportation of thingS.............cssseesssssees 89 89 
23.2 Communications, utilities, and other rent... 80 80 
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24.0 — Printing and reproduction..............cssscccsssssee — ssssseesesssssees 30 30 
25.0 Other SOrvices ...........ssseseseee 10,823 17,592 16,877 
26.0 Supplies and materials... 1,875 4,000 4.000 
LG: EMUMNTAINL 355545, osctutehRevastsgsossticinsses 300 300 
41.0 — Grants, subsidies, and contributions............ 2,000 2,000 
Total reimbursable obligations............ 12,698 36,220 36,220 
99.0 Total ObligationS..............ssssseesseccssssee 801,298 838,115 859,510 
Personnel Summary 
Direct: 
Total number of permanent positions................... 12,550 12,476 12,427 
Total compensable WOrkyears.............:.-sssesssseecssees 16,065 16,274 16,401 
Full-time equivalent of other positions (4,156) (4,350) (4,500) 
Full-time equivalent of overtime and holiday 
BVOMIISS ts dostes a tssas cach etessttoes sssstrcavatdaceanectees (220) (220) (220) 
AGH AGE ESsGAMMNV Ge 8 ccssasctec Wastscnssssacessicbrablosbevasas $46,248 $49,131 $49,622 
AVONARG GS OFA 5 casescsiheleds coocetepsestvosavel¥lbacboves 7.88 7.90 7.94 
Average GS (SAVALY coacscsssnedeiScascoccassucessonussthlbeeattt $15,032 $16,245 $16,407 
Average salary of ungraded positionS................0+« $15,979 $17,269 $17,442 
Reimbursable: 
Total number of permanent positions................... 0 0 
Total compensable WorkyeaS ............:.sssesssseeessees 956 1,006 
Full-time equivalent of other positions (950) (1,000) 
Full-time equivalent of overtime and holiday 
FAS eter sock re eee tae. Le (6) (6) 
PVG rage ES SABIY .....onacssdicectecNesccssctoosssecsbccivvevecs $49,131 $49,622 
VOPR: GS: QF AIG cio ssssecacessssacteeecsasesBeeeaele 7.90 7.94 
FAVIONAIb: Gos GA NUIY oscisscscssscsassbconasezyeeestonaswvsevesthnte!t Vircedevteveasetess $16,245 $16,407 
Average salary of ungraded positionS..............sss0  sesscsscssssseees $17,269 $17,442 
CONSTRUCTION 


For construction, major repair and improvement of irrigation and 
power systems, buildings, utilities, and other facilities; acquisition of 
lands and interests in land; preparation of lands for farming; and 
architectural and engineering services by contract, [including a 
$5,000,000 interest free loan to the Confederated Tribes of the Warm 
Springs Reservation of Oregon to be repaid to the Revolving Fund for 
Loans established in the Bureau of Indian Affairs at the end of a 20- 
year period after the effective date of this Act, [$89,374,000] 
$93,638,000, to remain available until expended: Provided, That such 
amounts as may be available for the construction of the Navajo 
Indian Irrigation Project may be transferred to the Bureau of Recla- 
mation. 


[SALT RIVER PIMA-MARICOPA SETTLEMENT] 


{For settlement of the Salt River Pima-Maricopa Indian Reserva- 
tion boundary dispute, pursuant to Public Law 95-399, $1,965,000 to 
be paid to the Salt River Pima-Maricopa Indian Community and 
$1,952,000 to be paid in accordance with the second sentence of sec- 
tion 5(b\(2): Provided, That notwithstanding any other provision of 
law, the payments provided herein shall constitute a complete release 
and satisfaction of any claim which any person may have against the 
United States, the Salt River Pima-Maricopa Indian Community, or 
holder of any interest with respect to any right, title, or interest in 
any portion of the parcels of land described in paragraphs 1 through 9 
of section 3(b) and/or subparagraphs (A), (B), or (C) of section 3(a\2) of 
Public Law 95-399 which are located north of the boundary line 
referred in section 3(a)(2) of Public Law 95-399.] (25 U.S.C. 13, 450, 
465, 631-640; Public Law 96-126, making appropriations for the De- 
partment of the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 





Costs to this appropriation 


Analysis of 1981 financing 





Identification code 14-2301-0-1-452 Total 


estimate 





To Sept. 1979 
30, 1978 actual 


Deduct Add 
selected selected ; ; 
fesources resources Appropri- Appropri- 
1980 1981 and un- and un- ation ation re- 
estimate estimate obligated obligated required quired to 
balance, balance, 1981 complete 
start of end of 
year year 











Program by activities: 
Direct program: 

1, Buildings and utilities... sess 

2. Irrigation SYStOMS ............ssccssseecssseeccsssees 


224,077 
727,848 


12,000 
354,418 


42,304 
29,868 









74,283 
73,659 


49,459 
48,120 


45,053 
48,585 


50,437 
48,460 


69,877 
74,124 


172,858 











2 1981 


0 | 


16,877 
4,000 
300 
2,000 


36,220 
859,510 


12,427 
16,401 
(4,500) 


(220) 
$49,622 
7.94 
$16,407 
$17,442 


0 
1,006 


(1,000) | 


(6) 
$49,622 
7.94 
$16,407 
$17,442 
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3. LAINE OMNI 5 ccacacssnccesxveeecestetacipants _ 8,349 343 602 5,500 904 1,904 BOOM ete. tits 
Total direct program.............ccsssssseee “960,274 366,761 72,774 104,397 144,905 149,846 98,579 93,638 172,858 
Reimbursable program: c 
PP RMR NNR NCR LTTIMUIOSS cassie scsooceossccnossooscorsesevcsasoseereceesesecooneeseeeesserecscseoes 2,110 500 500 
PAU INERRRM OMNI rect ytclan ieee aerate iosestsrmeeeto atte agence 907 1,500 1,500 
WHORE TGS WINSIN UREN casccsccasnssesscansiissionnasdecnscascccsoovcatsccovessaccoastss 3,017 2,000 2,000 
Total program costs, funded 75,791 106,397 146,905 
Change in selected resources (undelivered orders) 23,786 45,019 — 45,667 
10.00 IRIN NE NEMO cet cass CLcpseeecs trac cavccndsnccss xcs recess seen ceenosootoccecoostods 99,577 151,416 101,238 
Financing: 
11.00 Offsetting collections from: Federal fUnds.................cssssssssssssessssssssessssssseeeeesssese —3,017 — 2,000 — 2,000 
21.40 . Unobligated balance available, start Of year ............css.sccsssscecsssssessessssesssssssseeee — 41,181 —12,725 — 16,600 
24.40 Unobligated balance available, end Of year ...........:....sscecsssesssseessssseesesseecssueesenee 72,725 16,600 11,000 
MME CN 5s icasecsveeposspgesonctorvaievonnectonpesnsomeartaceenaaetec ae ct 128,104 93,291 93,638 
Budget authority: 
NRIs gcacener cose onic decssosc saves ofecciceccovosusqchouigschccnsasticaommcersseper Sosa 126,554 93,291 93,638 
42.00 Transferred from other accounts....... RAGGN cece ee eee 
43.00 Appropriation (adjusted) 128,104 93,291 93,638 
Distribution of budget authority by account: 
AT AMIN mis dncaansa SAUTE AE saavssonssncescin blob odcatpplicjeAsaaase tenga Sauces 128,104 89,374 93,683 
SURI RMN WRM ICN: SOTEMOIINONIG i scisccccsccscaniccccecScedcaiudcocsscabiaucasssssssslccsoisentessé>ceabecicinsvesdées RE ocean et, 
Relation of obligations to outlays: 
UO CUMMINS WICUMTOUD, (UG con csacecsvscsonnsscevoncsconssososoiadasnsbelaroncetnscudenunectcnsocpapasen 96,560 149,416 99,238 
72.40 Obligated balance, start of year... 34,138 2,281 81,643 
PAU, A UDRRAIOO- DONC, GING. OF VOOFcssssscsnsessosssonssasncesessecasiusecaseseoverinvecedsscencsessovceses — 2,281 —81,643 —111,261 
90.00 re a as atta 128,417 70,054 69,620 
Distribution of outlays by account: 
IMMUN ee Ne clear eat ach aces cca codemnobnnsdasaacesboaceeoobbdotocostoce 128,417 66,137 69,620 
Salt River Pima-Maricopa Settlement .............cccscssssssssssssssssssssseccsssssssssesssceesssssssseseseee — suusseeseessenueees ROR) Secu dee 





Status of Direct Loans (in thousands of dollars) 








Identification code 142301-0-1-452 1979 actual 1980 est. 1981 est. 
Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation... .escssssssssse  sesscsssssescssse — seseesennsseeesese 
1200 Obligations incurred, QrOSS ............ssssccssssescese —sescssnsesesanees CRON ccecraciegeoes 





Cumulative balance of direct loans out- 
standing: 

PATI RINT <o,scascusescvess ckctacsstavesenssareoesea 

2700 Other adjustments 








1. Buildings and utilities.—This activity consists of 
construction and additions to Bureau facilities includ- 
ing: funds for construction of new schools at Turtle 
Mountain, N. Dak., Red Rock, Ariz., and Torreon, N. 
Mex., totaling $19,477,000; continued funding for a 
major initiative begun in 1979 to improve management 
of existing facilities through a more effective rehabilita- 
tion program which includes major repair and alter- 
ations of existing buildings and utilities as well as im- 
provement of sewer and water systems; funds for prepa- 
ration of plans, engineering supervision, and surveys; 
and contracting with any State education agency or 
school district to provide facilities in school districts on 
or adjacent to any Indian reservation or other lands 
heid in trust by the United States if such facilities are 
necessary for the education of Indians residing on any 
such reservation or lands. 

2. Irrigation systems.—This activity provides for the 
construction, extension, and rehabilitation of irrigation 
projects and related power systems on Indian reserva- 
tions. For 1981, funding is included for the Navajo 


Indian Irrigation Project (New Mexico); the Fallon Irri- 
gation Project (Nevada) as authorized by Public Law 
95-337; the Ak Chin Irrigation Project (Arizona) as au- 
thorized by Public Law 95-328; and $14,000,000 for con- 
struction of other irrigation projects on selected Indian 
reservations. 

Object Classification (in thousands of dollars) 





Identification code 14—2301-0-1-452 




















1979 actual 1980 est. 1981 est. 
BUREAU OF INDIAN AFFAIRS 
Direct obligations: 
Personnel compensation: 

11.1 Permanent poOsitions..............ccsccssssesssees 2,593 2,800 2,831 
11.3 Positions other than permanent..... 973 1,311 1,518 
11.5 Other personnel compensation ...... 112 214 214 

Total personnel compensation... 3,678 4,325 4,563 
12.1 Personnel benefits: Civilian................ssssssse- 317 368 382 
21.0 Travel and transportation of persons........... 398 274 274 
22.0 Transportation of things .................ccccssssesees 139 69 69 
23.2 Communications, utilities, and other rent... 320 400 400 
24.0 — Printing and reproduction................ccss000 89 100 100 
25.0 — Other services ............sscseee. 17,989 20,000 20,000 
26.0 — Supplies and materials ... 3,676 4,000 4,000 
31.0 — Equipment...........00...00.... 3,579 500 500 
32.0 Lands and structures... 37,314 91,149 50,950 
41.0 — Grants, subsidies, and contributions............. WORF aRceccaiais  secinineasens 

Total direct obligations...................000 68,090 121,185 81,238 














Reimbursable obligations: 
11.1 Personnel compensation: Permanent posi- 
ib ic Ssascatbatsn 84 91 92 
7 





12.1 Personnel benefits: Civilian 7 7 
Z5iG. ~ CRIT SOE NORD escent Tei Fincenceescasesinens 2,926 1,902 1,901 
Total reimbursable obligations............. 3,017 2,000 2,000 
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Identification code 14-2301-0-1-452 1979 actual 1980 est. 1981 est. 
Total obligations, Bureau of Indian 
ONS NS te REG 71,107 123,185 83,238 
ALLOCATION TO WATER AND POWER RESOURCES 
SERVICE 
Direct obligations: 
Personnel compensation: 
11.1 Permanent positions................. Sariiien 2,397 2,700 2,758 
11.3 Positions other than permanent... 70 99 99 
11.5 Other personnel compensation................. 71 110 116 
Total personnel compensation............. 2,538 2,909 2,973 
12.1 Personnel benefits: Civilian..............:-cssseee- 239 286 311 
21.0 Travel and transportation of persons 53 58 58 
22.0 Transportation of thingS...............sccsssescssses 80 127 127 
23.1 Standard level user charges..........sss-scss00 140 158 158 
23.2 Communications, utilities, and other rent.... 53 95 89 
24.0 — Printing and reproduction.................sssesssee 37 15 15 
0) UNI BETMNORS 55s ossaastsNebcoscssssesconsscbvasnevens 1,691 1,801 2,221 
26.0 Supplies and materials ...............sssseccsssssseses 79 127 131 
SUA): TRMRMRIMMINEIMSG eo cisccssssscsscssbavecpecontnesssessssticenen 55 75 77 
32.0 Lands and Structures................sssssscssssneessees 23,298 17,440 11,840 
33.0: UVOSUITTES SND WOANIS!ccsssssscsscssessssesssstesseas_ ssnssieeesnenn BASU. ~vivcavesctvbensstes 
Total direct obligationS...............ssseee 28,263 28,091 18,000 
Reimbursable obligations: 
250 AOUNET SORRIORS 5 Tn scticies 207 FAD t Vsccisehaker . 
Total obligations, allocation accounts . 28,470 28,231 18,000 
99.0 Total obligationS.............csscscsssssseeeses 99,577 151,416 101,238 
Personnel Summary 
BUREAU OF INDIAN AFFAIRS 
Direct: 
Total number of permanent positions.................... 123 123 123 
Total compensable WOrkyearS..............sssessssssseeees 172 186 197 
Full-time equivalent of other positions............. (56) (70) (81) 
Full-time equivalent of overtime and holiday 
MN tafe osc cose sauscceyabuns anstevinsiseatesaseowy te (4) (4) (4) 
PVEIRIIE ED OSA cacestoussisssocncsscososseresicchasaccscanvecss $46,248 $49,131 $49,622 
PVORRIIO (SS ITNOD cscs sccsssnssosesvcnvesenasticcdstesooasye 7.88 7.90 7.94 
Pierre GS SABI ..:cscdiscsssscctcvrsssssnssosssnosonsbobnns $15,032 $16,245 $16,407 
Average salary of ungraded positions...............00+« $15,979 $17,269 $17,442 
Reimbursable: 
Total number of permanent positions .............0.... 0 0 
Total compensable WOrkye@ars................sssssssssssse 3 3 3 
Full-time equivalent of other positions............. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
TRANG crstaletssrosietcceseats MUbssaxtoassevoopssosectooer feats ( (0) (0) 
Average GS grade .... 7.90 7.94 
POUROGO GS SONY ssssecssscSihSustasvcssesscussesscncesccies $16,245 $16,407 
ALLOCATION TO WATER AND POWER RESOURCES 
SERVICE 
Total number of permanent positionS..................000 122 136 137 
Total compensable Workyeal.........:..sssssssssesssseeessssees 134 145 148 
Full-time equivalent of other positions.............0.... (9) (9) (9) 
Full-time equivalent of overtime and holiday 
OUD sec Be chan csscascslaaSeiebeavndsivssasncconseasteoave (3) (4) (5) 
POPE ENO iascscunssnsscsacsshesiscsecssnsvevsvccssspsvasos 7.88 7.90 7.94 
POPOPMED Ga, SINOIY ssssccvssvesoscsssett sstvtsssnnssosocnuscisovevcess $15,032 $16,245 $16,407 
Average salary of ungraded positions .................s0e. $15,979 $17,269 $17,442 








ROAD CONSTRUCTION 


For construction of roads and bridges pursuant to authority con- 
tained in 23 U.S.C. 208, and 25 U.S.C. 13, 318a, [$66,479,000] 
$59,425,000, to remain available until expended. (Public Law 96-126, 
making appropriations for the Department of the Interior and related 
agencies, 1980.) 


Program and Financing (in thousands of dollars) 
































Identification code 14-2364-0-1-452 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: Indian road system............. 72,970 74,734 59,425 
Reimbursable program: Indian road system. 714 600 600 
Total program costs, funded.............. 73,684 75,334 60,025 
Change in selected resources (undelivered 
NOS tess cccsssnssacsaxvoves siespsssvesisivcrrosciasis MAEMO -<scuscavavorevslgh” = ceareccei en 
10.00 Total ObligationS............csssssseesseseseen 77,879 75,334 60,025 
Financing: 
11.00 Offsetting collections from: Federal funds... —714 —600 —600 
21.40 Unobligated balance available, start of year —6,167 SATO sisscecsesnstitet 
24.40 Unobligated balance available, end of year.. BA00:.uisieaihien ©. qaraeinane 
40.00 Budget authority (appropriation) .. 79,253 66,479 59,425 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............ssccssseeeeee 77,165 74,734 59,425 
72.40  Obligated balance, start of year... 49 237 56,703 78,254 
74.40 Obligated balance, end of year.................... —56,703 —78,254 — 89,367 
90.00 RSTIAVS 5e,cirsaviseesrcscmcatish eens 69,699 53,183 48,312 





Indian road system.—The proposed program is de- 
signed to serve the Indian people and to assist the 
social and economic development of Indian communities 
through more efficient movement of people and goods. 
The demand for roads is derived from present and pros- 
pective needs of the community. 

Under this activity, the Bureau is responsible for con- 
struction and improvement of about 26,000 miles of 
roads and 730 bridges. The proposed program in 1981 
will provide for: investigations and planning, 395 miles; 
roads to be constructed, 349 miles; and bridge construc- 
tion and replacement, 1,780 linear feet. 


Object Classification (in thousands of dollars) 











Identification code 14-2364-0-1-452 1979 actual 1980 est. 1981 est. 
BUREAU OF INDIAN AFFAIRS 
Direct obligations: 
Personnel compensation: 

11.1 Permanent positions............scsssesssseeesssees 5,947 6,473 6,552 
11.3 Positions other than permanent... 6,640 7,339 7,408 
11.5 Other personnel compensation................. 1,022 1,062 1,062 

Total personnel compensation............. 13,609 14,874 15,022 
12.1 Personnel benefits: Civilian...........:.sseesseves. 1,118 1,205 1,217 
13.0 — Benefits for former personnel..................0+ D  ucccisnisuaci, siconealigaee 
21.0 Travel and transportation of persons........... 532 500 500 
22.0 — Transportation Of things ............ssssesssssssssees 1,009 700 700 
23.2 Communications, utilities, and other rent.... 1,038 900 900 








24.0 — Printing and reproduction............sssssseesee 51 50 50 
ZOD, NMOL ANRNNOON 558.65 cast avdicses serossianstyooAeks 28,520 33,457 22,236 
26.0 Supplies and materials ..........c:.sssescssesssseees 9,131 6,000 6,000 
SAO 42 ‘BORD teksvcistectsscscttartetetarenersendcteosunttos 1,975 1,800 1,800 
32.0 — Lands and Structures............cssssssssssssssseees 9,222 10,000 10,000 
41.0 — Grants, subsidies, and contributions. TD sansisiscses eve’ Wine estrone 
42.0 Insurance claims and indemnities 2 





43.0 — Interest and dividends ............scsssessseesssessees l 


66,224 








Total direct obligations...............0000 69,486 58,425 
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Reimbursable obligations: ‘ 
25.0 Other services 600 600 


Total obligations, Bureau of Indian 
Affairs 66 70,086 59,025 


ALLOCATION TO FEDERAL HIGHWAY 
ADMINISTRATION, DEPARTMENT OF 
TRANSPORTATION 


Personnel compensation: 
Permanent positions 
Positions other than permanent. 
Other personnel compensation 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials oe 
Lands and structures 10,638 4,917 


Total obligations, allocation account... 10,941 5,248 
Total obligations 77,879 75,334 














Personnel Summary 





BUREAU OF INDIAN AFFAIRS 


Total number of permanent positions 370 370 370 
Total compensable workyears oc 862 877 877 
Full-time equivalent of other positions (485) (500) (500) 
Full-time equivalent of overtime and holiday 
(40) (40) (40) 
Average ES salary .. $46,248 $49,131 $49,622 
Average GS grade... i 7.88 7.90 7.94 
Average GS salary . $15,032 $16,245 $16,407 
Average salary of ungraded positions $15,979 $17,269 $17,442 








ALLOCATION TO FEDERAL HIGHWAY 
ADMINISTRATION, DEPARTMENT OF 
TRANSPORTATION 


Total number of permanent positions... 
Total compensable workyears. 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 





EASTERN INDIAN LAND CLAIMS SETTLEMENT FUND* 


*See Part III for additional information. 
Program and Financing (in thousands of dollars) 





Identification code 14-2202-0-1-806 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Rhode Island Indian claims settlement fund 
(costs—obligations) 
Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 





40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


Rhode Island Indian claims settlement fund.—Pay- 
ments are made to the fund as authorized by Public 
Law 95-395 for settlement of certain Indian land claims 
in the State of Rhode Island. 





Object Classification (in thousands of dollars) 


Identification code 14-2202-0-1-806 1979 actual 1980 est. 1981 est. 





25.0 — Other services 
32.0 Lands and structures 


99.0 Total obligations 








ADMINISTRATIVE PROVISIONS 


Appropriations for the Bureau of Indian Affairs (except the revolv- 
ing fund for loans) shall be available for expenses of exhibits; pur- 
chase of not to exceed [225] 115 passenger carrying motor vehicles 
of which [122] 75 shall be for replacement only, which may be used 
for the transportation of Indians; advance payments for services (in- 
cluding services which may extend beyond the current fiscal year) 
under contracts executed pursuant to the Act of June 4, 1936 (25 
U.S.C. 452), the Act of August 3, 1956 (25 U.S.C. 309), and legislation 
terminating Federal supervision over certain Indian tribes; and ex- 
penses required by continuing or permanent treaty provisions[: Pro- 
vided, That no part of any appropriations to the Bureau of Indian 
Affairs shall be available to continue academic and residential pro- 
grams of the Chilocco and Seneca boarding schools, Oklahoma beyond 
June 15, 1980]. Public Law 96-126, making appropriations for the 
Department of the Interior and related agencies, 1980.) 


MISCELLANEOUS PERMANENT APPROPRIATIONS 
ALASKA NATIVE FUND 


For transfer to the Alaska Native Fund, in the fourth quarter of 
fiscal year [1980] 1981, to provide for settlement of certain land 
claims by Natives and Native groups of Alaska, and for other pur- 
poses, based on aboriginal land claims, as authorized by the Act of 
December 18, 1971 (Public Law 92-203), $30,000,000: Provided, That 
for purposes of meeting its obligation under section 6(a\(3) and section 
9 of the Alaska Native Claims Settlement Act in connection with the 
requirement that $500,000,000 be paid into the Alaska Native Fund, 
any and all revenues paid into such fund by the State of Alaska from 
sources other than those specified in section 9 of such Act shall, 
notwithstanding any other provision of law, be construed as payments 
by the State of Alaska to the Fund within the meaning of sections 
6(aX(3) and 9 of the Alaska Native Claims Settlement Act and credited 
toward the $500,000,000 to be deposited in the Alaska Native Fund 
under such sections. (Public Law 96-126, making appropriations for 
the Department of the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 14—9925-0-2-999 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 

1. Alaska Native fund 30,000 30,000 30,000 
2. Claims and treaty obligations 747 200 200 
3. Operation and maintenance, Indian 

irrigation systems 8,850 10,300 10,300 
4. Power systems, Indian irrigation proj- 

10,076 12,200 


Total direct program 49,673 
Change in selected resources (undelivered 
orders) 494 


10.00 Total obligations 50,167 52,700 
Financing: 
21.40 Unobligated balance available, start of year —8214 —10,542 
24.40 Unobligated balance available, end of year. 10,542 11,242 11,942 


Budget authority 52,495 53,400 53,400 


Budget authority: 
Current: 
30,000 


23,400 23,400 
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ALASKA NATIVE FUND—Continued 


Program and Financing (in thousands of dollars) Continued 


























Identification code 14-9925-0-2-999 1979 actual 1980 est. 1981 est. 
Distribution of budget authority by account: 
Alaska Native FUNG ............ssssscsssssssessssssssesssssssesees 30,000 30,000 30,000 
Claims and treaty obligations ...............sssessseseee 742 200 200 
Operation and maintenance, Indian irrigation sys- 

ON ace re asearSee ecica cass seceseccoresens 10,347 10,600 10,600 
Power systems, Indian irrigation projects 11,400 12,600 12,600 
Indian arts and crafts fund................. epcierritee By er araceens Oar acntcsen 

Relation of obligations to outlays: 

71.00 Obligations incurred, net ................:sssse 50,167 52,700 52,700 
72.40 Obligated balance, start of year .. 2,123 3,171 3,571 
74.40 Obligated balance, end of year.................... 233971 —3,571 —3,971 
90.00 INE siicsas hig Sea Bins 49,119 52,300 52,300 
Distribution of outlays by account: 
PIRSA AM MINN ys csoiasidScasstessaskots csstousvctasastongis 30,000 30,000 30,000 
Claims and treaty obligations 747 200 200 
Acquisition of lands and loans to Indians in 

Oklahoma, act of June 1936 .........c.csssseessoeee DY casacsiceee. - aedaonnees 
Operation and maintenance, Indian irrigation sys- 

OG ee ee eee See came errr ee 8,758 10,000 10,000 
Power systems, Indian irrigation projects............. 9,609 12,100 12,100 





1. Alaska Native fund.—Payments are made to Na- 
tives and Native groups of Alaska for settlement of 
certain land claims and for other purposes, as author- 
ized by Public Law 92-203, December 18, 1971. This is 
the final payment authorized to be appropriated under 
section 6(a)(1) of Public Law 92-203 ($462,500,000). 

2. Claims and treaty obligations.—Payments are 
made to fulfill treaty obligations with the Senecas of 
New York (act of February 19, 1831), the Six Nations of 
New York (act of November 11, 1794), and the Pawnees 
of Oklahoma (the treaty of September 24, 1857); and 
benefit claims to the Sioux Indians (acts of March 2, 
1889, June 10, 1896, and June 21, 1906). 

3. Operation and maintenance, Indian irrigation sys- 
tems.—Revenues derived from charges for operation 
and maintenance of Indian irrigation projects are used 
to defray in part the cost of operating and maintaining 
these projects (60 Stat. 895). 

4. Power systems, Indian irrigation projects.—Rev- 
enues collected from the sale of electric power by the 
Colorado River, Flathead, and San Carlos power sys- 
tems are used to operate and maintain these systems 
(60 Stat. 895; 65 Stat. 254). 


Object Classification (in thousands of dollars) 

















Identification code 14-9925-0-2-999 1979 actual 1980 est. 1981 est 
Personnel compensation: 
11.1 Permanent pOsitiOnS..............ssccsssecssseeees 5,528 6,066 6,133 
11.3 Positions other than permanent.............. 2,312 2,397 2,420 
11.5 Other personnel compensation ..... 247 320 320 
Total personnel compensation 8,087 8,783 8,873 
12.1 Personnel benefits: Civilian..............ssse.00 715 767 775 
21.0 Travel and transportation of persons........... 94 61 61 
22.0 — Transportation of thingS...............cssseescssseees 262 261 261 
23.2 Communications, utilities, and other rent.... 6,141 6,300 6,300 
24.0 — Printing and reproduction................0...s0ve«« 23 20 20 
25.0 Other Services ................0ee- 673 2,808 2,710 
26.0 Supplies and materials .. 2,920 3,000 3,000 
B10 — BQDMNON sinviscsvcssanisssn 468 500 500 
32:0 LOGS GIG SEFUMCTUINES.....ssnscssssiscscsvetseisssssnsens ND). , ssisiesseiltse, . ~areenteneatiteas 























41.0 — Grants, subsidies, and contributions............ 30,745 30,200 30,200 
42.0 Insurance claims and indemnities................ PS. 3 sscrientia _seesestnnn 
99.0 Total Obligations ..............sssceccsssseesseen 50,167 52,700 52,700 
Personnel Summary 
Total number of permanent positions.................00 360 360 360 
Total compensable WOrkyealS............:-ssessssecssessseecsnes 541 541 541 
Full-time equivalent of other positions (189) (189) (189) 
Full-time equivalent of overtime and holiday 
IMS este cvrczetscecavtc Ritissntheacoaver sean cossiaeee (11) (11) (11) 
PVT MIC TES CMAN 88s oie ekscisssescenssssiaierdieaceasins $46,248 $49,131 $49,622 
PRVOTAIRS Goes TING oasis sea cacs caecessconscocvasts cost oshisosvvanéces 7.88 7.90 7.94 
PVOTAGE WIS SOON essa sis cchacscccchselessscesascovesedebbouseniice $15,032 $16,245 $16,407 
Average salary of ungraded positions ..............sssseee $15,979 $17,269 $17,442 





Public enterprise funds: 
REVOLVING FUND FOR LOANS 


During 1981, and within the resources and authority available, gross 
obligations for the principal amount of direct loans shall not exceed 
$12,680,000. 


Program and Financing (in thousands of dollars) 












































Identification code 14-4409-0-3-452 1979 actual 1980 est. 1981 est. 
Program by activities: 
Capital investment: Direct loans (program 
OSES, AMIR) isnisscbssF0sas nsescnssensvesvecsboyee 5,376 10,669 12,680 
Change in selected resources MOT ec eente 
10.00 Total obligations (object class 33.0) . 5,120 10,202 12,680 
Financing: 
14.00 Offsetting collections from: Non-Federal 
Sources: 
Collection of loans —4,023 —3,700 — 3,600 
FREUTTERERS ecrccesefisuen  eericiscereatactigarcbersi —2,813 —4,300 — 4,680 
21.98 Unobligated balance available, start of 
year: Fund Dalance .............cccsseesseecseeesees —16,482 —18,198 — 15,996 
24.98 Unobligated balance available, end of year: 
PUD DANS. dcaisedadviscrisnnsssstbeotinvinvecey 18,198 15,996 11,596 
SUEMOE MUCTON TED: ciysiisiuisisiitrrivoscssite, o” ctcesececorsennte’  'ctzacscotandaccts.  ascevtanssittreree 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............sscssescsseee —1,716 2,202 4,400 
72.98 Obligated balance, start of year: Fund bal- 
INE a conics Aafesiivsbss ohzecaneauceTtvaphonseabens 723 WOE * | icscnoutae 
74.98 Obligated balance, end of year: Fund bal- 
PANS stestasetseh ad dbsctossossscab eahbes ssbusess ABT vasiihatinns | wetiesbten 
90.00 RRNIAYS Ss scot vassessretathecotecessesteseltoxe — 1,459 2,669 4,400 
Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation.........  cccccssscessses  sessssseessneeess 12,680 
1200 Obligations incurred, grOSS ..........e.sssessseeeee —5,120 —10,202 —12,680 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start Of year ...........ssssssssssssssees 64,234 65,359 77,178 
2200 Disbursement ............sscsssssesssesssssessssesesseeesnee 5,376 10,669 12,680 
2400 Repayments, prepayments, loan sales... — 4,023 —3,700 — 3,600 
2500  Write-offs for default.............ccsssseeeeee ssi —228 —150 —150 
ZIOD — QUMOT AUAISTINOIAS sc28hsisssssincievscesosvnsosseccosns _ sbucipstbapcbiyes SDD ses, sosnsshonee 
2900 Outstanding, end Of year ...........sssssesssssssveeees 65,359 77,178 86,108 





This fund, established by the Indian Financing Act of 
1974, provides a source of financing for Indians who 
cannot borrow from other Government credit agencies 
or from ordinary commercial lenders because of their 
low economic status, isolated geographic location, lack 
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of bankable security, or other reasons. Loans are made ___ Government equity: 


















































































































to tribes and other Indian organizations for relending to Unexpended budget authority: 
individual members and groups of members, and to re — eine “ te) wits eh 
finance tribal business enterprises. Loans are also made Invested capital... 60,159 61,509 73328 82,258 
to tribes for use by them in obtaining expert assistance , : : 
to prepare and argue claims pending before the Court Total Government equity ....... 77,364 80,174 89,324 93,854 
of Claims. Direct loans are made for any purpose that analysis of changes in Government equity: 
will promote the economic development of the borrow- _Paid-in capital: 
er, including loans for educational purposes. Opening balance See ssssdacenactae ta oneciassanlasbisiéazoeie 70,282 70,282 75,282 
UGIRORS CORIO cl ccunsentssscnsecscs” aaa ee ee 
Revenue and Expense (in thousands of dollars) 
COCR INI an cick teh crest 70,282 75,282 75,282 
1979 actual 1980 est. 1981 est. , ; rorowm"D»mw ww 
_ Retained income: 
Loan program: Opening balance Leta te eae te 7,082 9,892 14,042 
IN oD Rac caniscacssdots thachesiones sssusciansvicanaoes 2,813 4,300 4,680 Transactions: Net operating income.................. 2,810 4,150 4,530 
earch ntasessssosssasrtstioose —3 —150 —150 . oot ena ne Re eee 
pense ee ON II i i since 9,892 14,042 18,572 
Net operating income, total.................sse 2,810 4,150 4,530 Total Government equity (end of year) .... ~~ 80,174 74 99,328 93,854 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. SS 
Assets: 
Fund balance with Treasury............ 17,205 18,665 15,996 11,596 INDIAN LOAN GUARANTY AND INSURANCE FUND 
Loans receivable, net 60,159 61,509 68,328 71,258 During 1981, and within the resources and authority available, gross 
OPE ASREON TIONS dish cy sccsccosccions_ cpevesslenetibt | esechucedasaede 5,000 5,000 obligations for the principal amount of direct loans shall not exceed 
F $2,900,000, and total commitments to guarantee loans shall not exceed 
MORAN SSUEG Sica aeccisscinctniss 77,364 80,174 89,324 ; 93,854 $3,250,000 of contingent liability for loan principal. 
Program and Financing (in thousands of dollars) 
Administrative commitments Costs and obligations 
tentcaton cote 14-4410-0-3-452 1979 actual 1980 est. 1981 est 1979 actual 1980 est 1981 est. 
Program by activities: 
Operating costs: 
1. Interest subsidy expense : , ss 591 2,600 2,900 
2. Administrative expenses...... G: ravtaalcemiog| costoomamess 
Gor IIIT ENRON Ta ene eR Sasa sscesvcmnnnietalabaeesce 56 400 200 
ERS OOOO URUONIRRY CORTON: STROM i ct ecm ne caeovalcotase ra cacceecoaddaenaoormeeac naan ulate 683 3,000 3,100 
Capital investments. Loan guaranty program: 
Defaults on guaranteed and insured l0aNS.................ssssssee 2,167 5,400 900 2,599 2,900 1,900 
Administrative commitments, start of year... Lae 7,100 6,668 OI © ciinicicicrncetsaeney abate ceiaati Widecaibmceee’ 
Administrative commitments, end of year.................ssessssse: — 6,668 —9,168 ON cniatcctncmsieaed, sass — mae 
Total capital investment, funded ...............0...seccssseccsssees 2,599 2,900 1,900 2,599 2,900 1,900 
FN URIS CRON capac cccqscanccecpoaecacspseacccarsuce eds icouauonsicshsosceasegeeiaen casoeee nama sees 3,282 5,900 5,000 
ATVAMIRG) MEI OBISCHRT FRSOUTCRS: (UNMIENMEVOR OFGTS) ss sssccssscssessstesaccccancisepccsevatsvooosassevdnccoseecscsnsscestceeessscanvesseonceaseocnsersecsonbeussores —391 15,600 —2,300 
10.00 UMN NERO cacao eas eunce cece cosebeane tose emeseaeesb oi pSessi ses SaoaaUaIo pl coales aes 2,891 21,500 2,700 
Financing: 
Offsetting collections from: 
14.00 Non-Federal sources: 
Ia nena To Corie NTO MMTIONORET: SV UET) ONGUINONNE NONI ds. cue basses cscogosjcntee to operon ans aeonnesedovstsscovannncedottstasise vutenststesbusstbics —193 —300 —400 
UR ON I i dS vac as Sena cee nics aC eneeanena —10 —15 
NUN cng glass coin sSiaccaasnspaicioetraomusssssauaasat sasdiuseg enema arma ate nae —290 —985 
21.98 Unobligated balance available, start of year: Fund balance...................sssssssssscccsssssssssssssssssuseeseessssnnuessesesssnueeeeceessnnneeseeceessnnness —34,179 —31,482 — 10,582 
24.98 Unobligated balance available, end of year: Fund Dalance ................ccssssssssssssscesssssuseseescesssssseseeeeesssnnsssessssnnueceecsesssnseeseseesssnueess 31,482 10,582 9,282 
NOUN WUIOIND 5, reste rbchcaeceecccccet isso vans ecco uSan ou snsccsupnnomoneseameet coup eseorimerestonstecesoaneasia. _ seomumiuanatennanficiie _ someaatar at aseer Teer nceentmIaS 
Relation of obligations to outlays: 
Oe Im UUTRNTRR CTOMI PR eo xcs cas asa Leola SSNS specu obosoa pcos 2,698 20,900 1,300 
72.98 Obligated balance, start of year: Fund balance... 7,444 7,245 22,845 
tassios COnMPIUINDED: MORTIINCED? GEMLT COP YON: FVILE’ UOCIINGID 2022s Sacccecwcoascs occ sscawsss cnc vecocanSencousoanase ech palabusecaosbesonseceesdplfcootpseeesoseoes —17,245 — 22,845 — 20,545 
90.00 ase a a ees tacaesl cornet gael 2,897 5,300 3,600 
Status of Direct Loans (in thousands of dollars) 
Identification code 14-4410-0-3-452 1979 actual 1980 est 1981 est. 
— - Cumulative balance of direct loans out- 
Position with respect to limitation on standing: 
_direct loans: “ 2100 Outstanding, start Of year ............sccssssssssseee 298 3,091 4,750 
1110 Limitation On obligations: Appropriation... sismeasnseie —stnmunnne 2,900 2200 —_Disbursermemts ...................sscsssssscsccsccssssseeeene 2,599 3,200 2,900 
1200 Obligations incurred, grOSS ....c.casstnmeseee —2,599 3,200  —2,900 2400 Repayments, prepayments, loan Sal@S......... coos —10 —15 
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Status of Direct Loans (in thousands of dollars) Continued 

























Identification code 14-4410-0-3-452 1979 actual 1980 est. 1981 est. 
2500  Write-offs for default...........cccccssssssssccccsssss — csssseseeseessses —1,550  —1,875 
2700 Other adjustments........ 194 19 —143 
2900 Outstanding, end Of year..............sssssssescesseen 3,091 4,750 5,017 
Status of Loan Guarantees (in thousands of dollars) 
Position with respect to limitation on loan 
guarantees: 
3110 Limitation on commitments: Appropriation c.essseesesscssse — sessssseeseeeeees 2,250 
3200 Commitments, gross ..........sccscccccsssssseeesseeseees SH02D: ..... cee — 2,250 
Cumulative balance of guarantees out- 
standing: 
4100  Qutstanding, start of year... 47,164 44,444 68,288 
4200 — New loan guarantees............ccssssesscsssseeseens 1,430 32,590 2,250 
4400 Repayments or prepayments................sssssese — 1,860 — 5,866 —6,570 
4500 Terminations for default ................ssc-ssecssseeee —2,290 — 2,880 —2,070 
4900 Outstanding, end Of year............ssscssssseeeceen 44,444 68,288 61,898 


The fund was established pursuant to the Indian Fi- 
nancing Act of 1974. The purpose of the fund is to 
support a program of guaranteeing or insuring loans 
made by commercial lending institutions to Indians and 
to tribes and other Indian organizations for economic 
development purposes. An interest subsidy is paid from 
the fund on loans guaranteed or insured to reduce the 
Indian borrower’s rate of interest. The purpose of this 
program is to provide an incentive to the private lend- 
ing sector to make loans to Indians which would not 
otherwise be made. 


Revenue and Expense (in thousands of dollars) 


1981 est. 



























































1979 actual 1980 est. 
Loan guaranty and insurance fund program: 
Revenue...... 193 600 1,400 
Expense...... — 683 — 3,000 —3,100 
ME IRN ONES sas cess sscepreesnccaadbnarsaih toiess dl sssisSbeateseoe”* GREETS ucndse — 1,550 — 1,875 
Net operating loss, total...............sssseccsssseees —490 — 3,950 —3,575 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Accounts receivable.............ss-ssse DB oem. alias Sitssceis,~seicleossrartiiees 
Fund balance with Treasury............ 41,623 38,727 33,426 29,826 
Assets acquired through default..... 298 2,897 4,441 4,175 
TORR) 8968s. s.ccscsnoneseee 41,949 41,624 37,867 34,001 
Liabilities: 
Accounts payable ...........ssecssssseessees 79 244 437 146 
Government equity: 
Unexpended budget authority: 
Unobligated balance................00 34,179 31,482 10,582 9,282 
Undelivered orders ies 7,393 7,001 22,601 20,301 
Invested Capital ..............sseeccssnse 298 2,897 4,247 4,272 
Total Government equity....... 41,870 41,380 37,430 33,855 
Analysis of changes in Government. equity: 
Paid-in capital: 
i) a er 45,000 45,000 45,000 
NOMEN i sssssnesssctsusss ciensepeonvticooooone 45,000 45,000 45,000 
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Retained income: 












































ANDER MIMINOO sche ssicjccecatscoszettotoncsssssanescsoe —3,130 —3,620 —7,570 
Transaction: Net operating loss... —490 —3,950 —3,575 
POSUNE NM ONNED oc scccsscsanseh oh ctaeesteocatemscen es — 3,620 —17,570 —11,145 
Total Government equity (end of year) ...... 41,380 37,430 33,855 
Object Classification (in thousands of dollars) 
Identification code 14-4410-0-3-452 1979 actual 1980 est. 1981 est. 
P50) Other Services sys’. de. Mearcnsinet adithcccz 86 400 200 
33.0 — Investments and l0ans..........:..sssssesssssseeeees 2,599 3,200 2,900 
41.0 — Grants, subsidies, and contributions............ 200 17,900 —400 
42.0 Insurance claims and indemnities................ OD eaeteGn:  dateeuates 
99.0 Total obligations ................ssseccsssseeecee 2,891 21,500 2,700 
NORTHWEST INDIAN FISHERY FUND 
(Proposed for later transmittal, proposed legislation) 
Program and financing (in thousands of dollars) 
Identification code 14-4028-2-3-452 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Tribal fisheries development (costs— 
(DM ATNNTTS IAQHIMECU CASS SLO) ssccsssnssiecs,rosssstcocnasscoed”  assncondosarseone 5,000 
Financing: 
40.00 Budget authority (appropriation) ..0........0 esses sessssecessseeees 5,000 
Relation of obligations to outlays: 
TSO: SQOUNSATIONS THCUNTCU: NEU scecscccccctcccssssiceserssss siosssclisndisasi  sonnastaasttdbc 5,000 
90.00 MURS :scsccccrrtcetsssataeecnacn <indcnssasce aE. 5,000 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
Limitation on obligations: 
1110 POTOTIATUION sacs ssesesiisieessnsssasspel Wevossibas Xs 
1120 Legislative program item.... 
1200 Obligations incurred, grOSS .............ssssesesseen 








Cumulative balance of direct loans out- 
standing 
Z2G0 " PNRDUNSONIVOIITS rs sctsccssscstesssestodsvscatisisseNtescsscavs 


2900 Outstanding, end Of year...........sscecccssssescsssnee 








Funds would be provided to begin capitalization of a 
proposed $15,000,000 revolving loan fund for the Indian 
Fisheries Development program, which is part of the 
Administration’s Northwest Fisheries proposal. This re- 
volving loan fund would help treaty tribe fishermen 
gear up to catch a fair share of the salmon and steel- 
head resources in the State of Washington. 





LIQUIDATION OF HOONAH HOUSING PROJECT REVOLVING FUND 
Program and Financing (in thousands of dollars) 


Identification code 14-4320-0-3-452 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Expense of liquidation (costs—obliga- 


MOIS) coc acisrttaesvsctaretee unicast ee sbcsssriane 20 47 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: Collection Of loans .............ssss0 -l 
21.98 Unobligated balance available, start of 
year: Fund Dalance .........cc.sscssssseesssesssees —10 
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981 
24.98 Unobligated balance available, end of year: 
PUNE INAINCG i ctccnccdccnesestndcasovascoacecs ; 51 24 24 
1,570 —- 
3,575 A MOIR cass cicsuscusiiassskscen’ ~ <suinassbceanChéve’ —-Wessabtecisecintar Wrepmictness Sens: 
1,145 Relation of obligations to outlays: 
aren 71.00 Obligations incurred, net ...............cccsssesee 19 27 
3,855 72.40 Obligated balance, start of year phage 4 
a 74.40 Obligated balance, end of year.................... RN Se een... 
ical 90.00 RI eer ease 15 ab ae 
Se Status of Direct Loans (in thousands of dollars) 
200 
2,900 Cumulative balance of direct loans out- 
—400 standing: 
Lae 2100 Outstanding, start Of year ..........ssccccssssseees 111 110 90 
"9700 2400 Repayments, prepayments, loan sales............ —1 SAO ie siacci cies 
se 2900 Outstanding, end Of year............ssccccsssssseeees 110 90 90 
| This fund was transferred from the Housing and 
Home Finance Agency to the Secretary of the Interior 
under the provisions of Public Law 85-806. The Secre- 
tary will use the funds transferred from the Housing 
al est and Home Finance Agency, along with any other rev- 
enues that may be received from the Hoonah housing 
project, for the purpose of liquidating this project in 
5.000 accordance with the provisions of the law. All outstand- 
ing loans are expected to be liquidated in 1980. 
5,000 Object Classification (in thousands of dollars) 
Identification Code 14-4320-0-3--452 1979 actual 1980 est. 1981 est. 
5,000 : 
ee EN ACMI SN WUC scssccscassdupuaciacsesecsnastsatos 20 22 
5,000 42.0 — Insurance claims and indemnities... Wn 4 8 
ee: WOE NORMS Sees aia cateseareicccacasctoes sasecossanosace —4 17 
99.0 Total obligations... 20 AE. 
Intragovernmental funds: 
"5,000 CONSOLIDATED WORKING FUND 
— 5,000 Program and Financing (in thousands of dollars) 
Identification code 14-3920-0-4-452 1979 actual 1980 est 1981 est. 
__ 5,000 Program by activities: 
5,000 1. Assistance for educationally deprived 
: HMM: CHUNG: Fcascn sacs lassi ivonncceopancees SO ete neaea aay Cuter 
f 2. Education of the handicapped, title VI-B Bia eae ee Se 
n 0! a 3. Library and learning resources, title IV- 
Indian OE Paha Ci casahin Re iia ksi enh. 
of the 4, Educational innovation and support, title 
3 Reet tieiiretitcavanextar a ca tate descsiiaicis 433 
his re- 5. Bilingual education, title Vil... i 861 
ermen 6. Educational opportunity grants............... 48 
| steel- Pte attics 399 
8. National Indian highway safety program. 811 
9. NASA solar plant construction................. 2 
10.00 Total program costs, funded—obliga- 
UND WU ceases set aise sa cenacacnccindoecoxons QUEER casstaintcnicay.  inaediabiteaiee 
Financing: 
11.00 Offsetting collections from: Federal funds...  —40,077  cessessssssscsse — ssssssssseeeeeeses 
1981 est. 21.40 Unobligated balance available, start of year © —21,701 
ee 24.40 Unobligated balance available, end of year. 22,021 
25.00 Unobligated balance, lapsing............sssssssssse  sssssssssssssse 
RSMMC cccsscrrncceiscrscocAsseysse,  sxccasteseuconetas _cepsceeteedquecis, “p. apsovisoueseaasoars 
Relation of obligations to outlays: 
71.00 Obligations incurred, et ......ssssssssssscsssssseeee eae eben SE ee. 
Stare 72.10 Receivables in excess of obligations, start 
RR GOURN sn tces he Acct ad bostossiees —10,278 —10,634 ow. 








Trust 
73.40 Obligated balance transferred, net............  ssssssecceeseees OO cei 
74.10 Receivables in excess of obligations, end of 

WOE font a Si badass WO betes ss + ee 
77.00 Adjustments in expired accounts................. ee tices Mil an 
90.00 ge an cer fate 3 





Funding for these programs in 1980 and 1981 is in- 
cluded under the “Operation of Indian Programs” ap- 
propriation as reimbursable items. 

The Bureau operates some programs in Indian com- 
munities which are funded by other Federal agencies, 
programs which are similar to those operated by State 
and local governments from Federal grants-in-aid. This 
account is used as the mechanism for receiving and 
disbursing such Federal funding. 


Object Classification (in thousands of dollars) 





Identification code 14-3920-0-4-452 








1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.3 Positions other than permanent.............. QS, eae eects 
11.5 Other personnel compensation................. ys aise: Viet cn 
Total personnel compensation.............. 9,199 


12.1 Personnel benefits: Civilian.............. 962 











13.0 — Benefits for former personnel ll 

21.0 Travel and transportation of persons............ 812 

22.0 Transportation of things .................ssssescsssese 46 

23.2 Communications, utilities, and other rent... 71 

24.0 — Printing and reproduction..................0:..ssss0e« 28 

25.0 Other services ................. 24,433 

26.0 Supplies and materials .. 1,930 

31.0 — Equipment..................0. 1,218 

32.0 — Lands and structures............c..csssccsssssseen 126 

41.0 — Grants, subsidies, and contributions............. 919 

42.0 Insurance claims and indemnities................ I ee eat een 
99.0 Total obligations .................ssecccsseeecenee ree 





Personnel Summary 





Total number of permanent positions 
Total compensable workyea'S................... 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
ONG aaah accra en anne 
Average ES salary.... 
Average GS grade... 
Average GS Salary.............cscsssssssessssee 
Average salary of ungraded positions 

















Trust Funds 
MISCELLANEOUS TRUST FUNDS 
TRIBAL TRUST FUNDS 


In addition to the tribal funds authorized to be expended by exist- 
ing law, there is hereby appropriated not to exceed $3,000,000 from 
tribal funds not otherwise available for expenditure for the benefit of 
Indians and Indian tribes, including pay and travel expenses of em- 
ployees; care, tuition, and other assistance to Indian children attend- 
ing public and private schools (which may be paid in advance or from 
date of admission); purchase of land and improvements on land, title 
to which shall be taken in the name of the United States in trust for 
the tribe for which purchased; lease of lands and water rights; com- 
pensation and expenses of attorneys and other persons employed by 
Indian tribes under approved contracts; pay, travel, and other ex- 
penses of tribal officers, councils, and committees thereof, or other 
tribal organizations, including mileage for use of privately owned 
automobiles and, per diem in lieu of subsistence at rates established 
administratively but not to exceed those applicable to civilian employ- 
ees of the Government; relief of Indians, without regard to section 7 
of the Act of May 27, 1930 (46 Stat. 391) including cash grants: 
Provided, That in addition to the amount appropriated herein, tribal 
funds may be advanced to Indian tribes during the current fiscal year 





INDIAN AFFAIRS—Continued 
Trust Funds—Continued 


BurREAU OF INDIAN AFFAIRS—Continued 
MISCELLANEOUS TRUST FUNDS—Continued 
TRIBAL TRUST FUNDS—Continued 


for such purposes as may be designated by the governing body of the 
particular tribe involved and approved by the Secretary. (Public Law 
96-126, making appropriations for the Department of the Interior and 
related agencies, 1980.) 


Program and Financing (in thousands of dollars) 












































Identification code 14-9973-0-7-999 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Direct program (limitation) ................... 1,549 3,000 3,000 
2. Advances to Indian tribes (indefinite 
AUtNOFIZATION) ..........sssesccsssescsseeccssseccsssess 42,927 25,000 25,000 
3. Miscellaneous permanent .....2..........0..0+. 142,908 250,881 250,938 
4. Other trust funds ............sseccsssessessseeesseee 6,332 6,200 6,200 
5. Alaska Native fUnd.............cccssseccsssseees 100,214 r 165,900 171,200 
Total program COStS *............sccssseeee 293,930 450,981 456,338 
Change in selected resources (undelivered 
MRS casg ssi seni caip sms chadatcossesesec BLO a geiiciasststcniete--<condinawebants 
10.00 Total obligations 294,748 450,981 456,338 
Financing: 
21.40 Unobligated balance available, start of 
year: 
Treasury balance...... —513,399 —639,189 —745,639 
U.S. securities (par) 12,062. —11,537 —11,505 
24.40 Unobligated balance available, end of year: 
Treasury balance...........ssssssscssssessesssssesee 639,189 745,639 811,400 
U.S. S@CUFIIES (PAF) ........sssssssseeceessssneees 11,537 11,505 11,505 
Budget authority ................. ccc 420,013 557,399 522,099 
Budget authority: 
Current: 
40.00 Appropriation.................. 1,549 3,000 3,000 
Appropriation (indefinite 38,451 23,000 23,000 
Permanent: 
60.00 Appropriation (Alaska Native fund)... 30,000 30,000 30,000 
Appropriation (Alaska Native fund— 
MUTED) i cosccnssscsstatscangsesrins sodvezeve 58,805 135,900 141,200 
Appropriation (indefinite) 291,208 365,499 324,899 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ..............c:.sssseessssee 294,748 450,981 456,338 
72.40 Obligated balance, start of year. ait 6,352 8,235 11,116 
74.40 Obligated balance, end of year................... —8,235 —11,116 —12,254 
90.00 1 Parebearneteas etree sn oP Cer 292,865 448,100 455,200 





+ Includes capital investment as follows: 1979, $1,292 thousand; 1980, $600 thousand; and 1981, $600 thousand. 


Object Classification (in thousands of dollars) 





1981 est 





























Identification code 14-9973-0-7-999 1979 actual 1980 est. 
Personnel compensation: 

11.1 Permanent pOSitiOns..........ccsssssecssseeesssees 1,170 1,300 1,316 
11.3 Positions other than permanent.. 933 975 985 
11.5 Other personnel compensation 567 636 636 
11.8 Special personal services payments......... 362 400 400 

Total personnel compensation............. 3,032 3,311 3,337 
12.1 Personnel benefits: Civilian.................. By 228 245 247 
21.0 — Travel and transportation of persons........... 461 240 240 
22.0 Transportation of thingS ............ssssessess000 125 186 186 
23.2 Communications, utilities, and other rent... 341 360 380 
24.0 — Printing and reproduction............ccsssse 53 56 59 
25.0 Other services 0.0... ai. 18,673 20,000 20,000 
26.0 Supplies and materials .. 2,051 2,100 2,100 
31.0  Equipment.................0... oe 210 200 200 
32.0 — Lands and structures.........ccccssssssssssssesssen 1,082 400 400 
44.0 268,492 423,883 429,189 
99.0 294,748 450,981 456,338 

Personnel Summary 

Total number of permanent positions...............00....... 83 83 83 





APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 





Total compensable WOrkYedTS.............ssssssseecsseesssseess 164 164 164 
Full-time equivalent of other positions.................. (60) (60) (60) 
Full-time equivalent of overtime and holiday 

VOUS a csssessecoet (28) (28) (28) 

Average ES salary $46,248 $49,131 $49,622 

Average GS grade 8 7.88 7.90 7.94 

PAVGVAIIG ns SORGEY csc ccsscsotsccrsssoscsosecosesstinanivesusticosss $15,032 $16,245 $16,407 

Average salary of ungraded positions ...............000 $15,979 $17,269 $17,442 








TERRITORIAL AFFAIRS 


OFFICE OF TERRITORIAL AFFAIRS 


The Secretary of the Interior is charged with the 
responsibility of promoting the economic and political 
development of those territories and the Trust Territory 
which are under U.S. jurisdiction and within the re- 


sponsibility of the Interior Department. He originates | 


and implements Federal policy, guides and coordinates 
certain operating programs, provides information and 
services, and participates in foreign policy and defense 
matters concerning the territories and the Trust Terri- 
tory. 





Federal Funds 
General and special funds: 
ADMINISTRATION OF TERRITORIES* 
*See Part III for additional information. 


For expenses necessary for the administration of Territories under 
the jurisdiction of the Department of the Interior, [$86,661,000] 
$81,384,000, of which (1) not to exceed [$82,589,000] $77,100,000 shall 
be available for grants to the judiciary in American Samoa for com- 
pensation and expenses, as authorized by law (48 U.S.C. 1661(c)); 
grants to American Samoa, in addition to current local revenues, for 
support of governmental functions; grants to Guam, as authorized by 
law (48 U.S.C. 1428-1428e; Public Law 95-134; 91 Stat. 1161, 1162, 
1163; Public Law 95-348; 92 Stat. 487, 488); grants to the Government 
of the Virgin Islands as authorized by law (Public Law 95-348, 92 
Stat. 490); expenses of the Northern Mariana Islands Federal Laws 
Commission as authorized by law (Public Law 94-241, 90 Stat. 268); 
direct grants to the Government of the Northern Mariana Islands as 
authorized by law (Public Law 94-241, 90 Stat. 272), to remain availa- 
ble until expended; and (2) not to exceed [[$4,072,000] $4,284,000 










shall be available for expenses of the offices of the Government | 


Comptroller for the Virgin Islands, the Government Comptroller of 
Guam, Trust Territory of the Pacific Islands, and the Northern Mari- 
ana Islands as authorized by law (Public Law 95-134; 91 Stat. 1161, 
1162), and the Government Comptroller for American Samoa, and for 
salaries and expenses of the Office of Territorial Affairs: Provided, 
That the Territorial and local governments herein provided for are 
authorized to make purchases through the General Services Adminis- 
tration: Provided further, That appropriations available for the ad- 
ministration of Territories may be expended for the purchase, 
charter, maintenance, and operation of surface vessels for official 
purposes and for commercial transportation purposes found by the 
Secretary to be necessary: Provided further, That all financial trans- 
actions of the Territorial and local governments herein provided for, 
including such transactions of all agencies or instrumentalities estab- 
lished or utilized by such governments, shall be audited by the Gener- 
al Accounting Office, in accordance with the provisions of the Budget 
and Accounting Act, 1921 (42 Stat. 23) as amended, and the Account- 
ing and Auditing Act of 1950 (64 Stat. 834)[[: Provided further, That 
of the grants to the Government of the Virgin Islands appropriated 
herein, $10,000,000 shall become available for obligation only in such 
amounts as may be equal to funds provided by the Government of the 
Virgin Islands when the Government Comptroller of the Virgin Is 
lands shall certify that such funds are revenues of the Government of 
the Virgin Islands from new taxes or increased tax rates enacted 
subsequent to June 12, 1979]. (Public Law 96-126, making appropri- 
ations for the Department of the Interior and related agencies, 1980.) 
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DEPARTMENT OF THE INTERIOR oe eee 6(6OT 
Program and Financing (in thousands of dollars) Status of Loan Guarantees (in thousands of dollars) 
ldenttication code 14-0412~0-1-806 1979 actual 1980 est. 1981 est. Cumulative balance of guarantees out- 
‘a standing: 
7a by activities: 4100 Outstanding, start Of Yat ...c.nccnnnnne 57,787 57,558 66,558 
a 4200 New loan QuaranteeS...cccccccseenementnee —semeanenee ee 
ali cet Ni ad nnd sia bd 2,426 1ggg 40 queso pqgees—___. = _— _- TM 
Be I Gece icncesicainpoia' cise 1,474 1,000 4 aaa... ] 
(c) Economic development fund... 1,000 500 ——— ~My 
d) Typhoon construction, grants....... 236 NON sl eres aan 
ie ont services i In an effort to reduce territorial dependence on the 
POI so crrsinineiincioninn 2,817 BRS csictet tice Federal Government, and encourage the territories to 
(f) cae -_ Ls 6,000 10,585 prioritize their construction requests, the 1981 budget 
(g) Health care needs grants............ MU 5 <ainasecatccceiom apes coveteesecscletiee proposes a 90%/10% Federal-territorial cost-sharing for 
(h) Financial management system ‘i . Poe 
implementation .........sssssssesseess 265 De oe ncncinnes capital projects in the US. territories funded by the 
2. American Samoa: Office of Territorial Affairs. In the past these projects 
(a) Chief Justice and high court....... OS sasetttciactecsats oskcbeancbstibages were generally 100% federally funded. 
BIN I dcscctccauascisseecesaresossiacopere 27,000 20,000 24,325 4 
3. Virgin Islands: Specifically, the 1981 budget request for the US. ter- 
(a) Grants £00 GOFiCH .nenereenersse —seeneeneree WI setsiintgainan ritories includes a request for grant funds in the 
; o) ~~ = BFAMIS ae, nrnnnnnn 5,000 20,170 amount of $17.6 million for the operations of the gov- 
i. ea 668 791 g03 ernment of American Samoa. The most significant pro- 
(b) Trust Territory/Northern Mari- grams in 1981 include those for education, medical serv- 
Teed siealpectoyessiinnsme 406 656 668 ices, and public works. Also requested is $7.7 million in 
iS acl vse in cans in grants for construction projects, and $0.5 million in 
IR PIN cscs dans isisknesccssarens , ; ; . . 
5. Office of Territorial Affairs... 1,030 1,110 1'159 rants for the economic development loan fund in 
6. Northern Mariana Federal Laws Com- American Samoa. : he 
UN SAR dee ans | esa aa 206 115 The appropriation request also includes $0.5 million 
7. Government of the Northern Mariana for economic development for Guam as authorized in 
Islands, grants nn... ‘ 19,225 23,000 21,000 Public Law 95-134. The Guam construction request of 
Total direct program 81,140 75,161 82,979 $12.0 million would provide for the construction of var- 
Reimbursable program.............c.scscssecssescssee —cessseesseesseees 300 300 = jous public works projects. 
Total program costs, funded ...... 81,140 75,461 83,279 +©««s The _ request funds operations of the Federal Comp- 
Change in selected resources (undelivered troller’s Offices in Guam, the Trust Territory and the 
orders) 25,490 12,643 —1595 Northern Mariana Islands, the Virgin Islands, and 
10.00 Total obligations .....ccs.csetnmenen 106,630 88,104 81,684 American Samoa as provided for in Public Law 95-134 
Financing: and Secretarial Order 3009. 
o serra ayrranoag a ee seu as ie —300 Included in the request is $18.4 million for the con- 
40 Unobligated balance available, start of year © —52, a ease . spege eile 
24.40 Unobligated balance available, end of year.. DO? <ctncons abba siitiaaininest struction of health facilities in the Virgin Islands. ‘ 
: Under the provisions of the Covenant to Establish a 
Budget authority... 55,410 86,772 81,384 Commonwealth of the Northern Mariana Islands direct 
Budget authority: grants funds of $20.4 million are requested for govern- 
40.00 Appropriation ..........ssscssssssssssssssessssseeee 55,410 86,661 81,384 mental operations, construction, and economic develop- 
44.20 Supplemental for civilian pay raises...... 0... Wa scomcned ment. 
Relation of obligations to outlays: In addition, the request provides for the salaries and 
71.00 Obligations incurred, Met ............ssssssceseeeses 106,630 87,804 81,384 expenses of the Office of Territorial Affairs. 
72.10 Receivables in excess of obligations, start 
PE eric ss che et Sovnsctenscteqasctoenetes Ge ae FSS sae ; ca ae 
1240 Obligated balance, start Of Year .....scssses  seesesssenee 21,258 40,765 Object Classification (in thousands of dollars) 
74.40 Obligated balance, end Of yea.............. —21,258  —40,765  —38,374  igentitication code 14-0412-0-1-806 1979 actual «1980 est. 1981 est. 
90.00 Outlays, excluding pay raise supple- Direct program: 
I ARR ican 80,800 68,188 83,775 Personnel compensation: 
91.20 Outlays from civilian pay raise sup- 11.1 Permanent POsitions.........scssssosccessseeee 2,303 2,796 2,967 
SDROIMOULEIN scctaccccerscdecceestceccotedSounnesessonosnsneeee 109 2 115 Other personne! compensation .............. 147 178 189 
Status of Direct Loans (in thousands of dollars) 121 ee oe = — — 
Position with t to  limitati 21.0 Travel and transportation of persons.......... 282 355 355 
ee 22.0 Transportation Of thiNgS...nnnonnomon 170 95 150 
1110 Limitation on obligations: Appropriation .......  ecvacscsssse sseseentnne  entnensseeee 23.1 Standard level user Charges ......v.nmeesenee 141 180 180 
1200 Obligations incurred, QrOSS ......cscsssaeeese erat ee adit 23.2 Communications, utilities, and other rent... 64 128 130 
24.0 — Printing and reproduction....................sssse 57 93 100 
Cumulative balance of direct loans out- 25.0 Other services ..............ss0+ 361 401 400 
standing: 26.0 Supplies and materials . 22 60 60 
2100 Outstanding, start of year 36,213 35,349 36,675 = 31.0 © Equipment... .sssssssssee 37 84 90 
Mee UMMRURNIO ssssccsscsciasscecasesssccsioscovnrodisey.  scooneraneercn 2,426 1,000 — 33.0 Investments and l0aMs..........ssssssceeesseeeeen RE tt ee ee 
2400 Repayments, prepayments, loan sales........... —864  —1,100 —1,200 41.0 Grants, subsidies, and contributions.......... 99,233 83,044 76,356 
2900 Outstanding, end Of year..........cccsssssseeseeee 35,349 36,675 36,475 Total direct programm ......coccssssssssscseee 106,630 87,804 81,384 

















TERRITORIAL AFFAIRS—Continued 
Federal Funds—Continued 
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OFFICE OF TERRITORIAL AFFAIRS—Continued 
General and special funds—Continued 
ADMINISTRATION OF TERRITORIES—Continued 


Object Classification (in thousands of dollars) —Continued 
Identification code 14-0412-0-1-806 


Reimbursable program: 
Personnel compensation: 
Permanent positions 105 
Other personnel compensation 6 


1979 actual 1980 est. 1981 est. 


Total personnel compensation 111 
Personnel benefits: Civilian 9 
Travel and transportation of persons. 10 
Other services : 170 


Total reimbursable program 300 


Total obligations 81,684 


Personnel Summary 


Direct: 

Total number of permanent positions 107 
Total compensable workyears 104 107 
Full-time equivalent of other positions ( (0) (0) 

Full-time equivalent of overtime and holiday 
(1) (1) 
$50,112 $50,112 
10.67 10.67 
$24,106 $24,588 


Average ES salary 
Average GS grade 
Average GS salary 


Reimbursable: 
Total number of permanent positions 0 
Total compensable workyears 5 
0 


0 

5 
Full-time equivalent of other positions (0 (0) (0) 
Full-time equivalent of overtime and holiday 


(0) (0) 


11.25 
$22,354 $22,800 


Average GS grade 
Average GS salary 





ADMINISTRATION OF TERRITORIES 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (on thousands of dollars) 





Identification code 14-0412-2-1-806 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Federal match of local tax increases by 
territorial governments (costs—obliga- 
tions) (object class 41.0) 
Financing: 
40.00 Budget authority (appropriation) 


22,000 


22,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


22,000 


Outlays 22,000 





Funds provided would be used as a 50% match of 
increased local territorial tax collections over a specified 
base. The proposed matching provision is intended to 
provide a necessary incentive for the territorial govern- 
ments to increase local taxes, thereby more fully sup- 
porting local governmental services through local 
contributions. Authorizing legislation is proposed for this 
program. 


TRUST TERRITORY OF THE PACIFIC ISLANDS* 
*See Part III for additional information. 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 





For expenses necessary for the Department of the Interior in ad- 
ministration of the Trust Territory of the Pacific Islands pursuant to 
the Trusteeship Agreement approved by joint resolution of July 18, 
1947 (61 Stat. 397), and the Act of June 30, 1954 (68 Stat. 330), as 
amended (90 Stat. 299; 91 Stat. 1159; 92 Stat. 495), grants for the 
expenses of the High Commissioner of the Trust Territory of the 
Pacific Islands; grants for the compensation and expenses of the 
Judiciary of the Trust Territory of the Pacific Islands; grants to the 
Trust Territory of the Pacific Islands in addition to local revenues, for 
support of governmental functions; [$113,785,000, and of the amount 
appropriated under this head in Public Law 95-355, $1,400,000 shall be 
for an ex gratia payment to the people of Bikini Atoll, to remain 
available until expended] $79,459,000: Provided, That all finan- 
cial transactions of the Trust Territory, including such transactions of 
all agencies or instrumentalities established or utilized by such Trust 
Territory, shall be audited by the General Accounting Office in ac- 
cordance with the provisions of the Budget and Accounting Act, 1921 
(42 Stat. 23), as amended, and the Accounting and Auditing Act of 
1950 (64 Stat. 834): Provided further, That the government of the 
Trust Territory of the Pacific Islands is authorized to make purchases 
through the General Services Administration: Provided further, That 
appropriations available for the administration of the Trust Territory 
of the Pacific Islands may be expended for the purchase, charter, 
maintenance, and operation of surface vessels for official purposes 
and for commercial transportation purposes found by the Secretary to 
be necessary in carrying out the provisions of article 6(2) of the 
Trusteeship Agreement approved by Congress. (Public Law 96-126, 
making appropriations for the Department of the Interior and related 
agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 14-0414-0-1-806 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. High Commissioner's office 


3. Federal Comptroller's office .... 


5. Northern Marianas transition 
6. Marshalls human development 
7. Government of the Northern Marianas, 
165 
8. Radiological survey 
9. Enewetak rehabilitation 3,155 
10. Rongelap and Utirik compensation 535 
11. Bikini rehabilitation 1,782 
12. Kwajalein Atoll development ... 1,300 
13. Transition funding 4,100 
14. Communications upgrade 1,925 
15. Bikini ex-gratia payments 1,400 
16. Rongelap and Utinik community proj- 
200 


Total program costs, funded .... 106,396 
Change in selected resources (undelivered 


orders) 34,942 


141,461 


8,079 


10.00 Total obligations 114,475 


Financing: 
21.40 Unobligated balance available, start of year © —27,342 
24.40 Unobligated balance available, end of year.. 587 


Budget authority 114,706 


Budget authority: 
40.00 Appropriation 113,785 
44.20 Supplemental for civilian pay raises 103 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


141,461 
56,121 
—91,063 


114,475 
91,063 
—99,142 


99,142 
— 86,392 


Outlays, excluding pay raise supple- 
106,295 92,247 
91.20 Outlays from civilian pay raise sup- 


plemental 2 





DEPARTMENT OF THE INTERIOR 








Under the terms of the Trusteeship Agreement be- 
tween the United States and the Security Council of the 
United Nations, the United States exercises full juris- 
diction over the Trust Territory and is obligated to 
promote the political, economic, and educational ad- 
vancement of the inhabitants. These responsibilities are 
carried out through the Department of the Interior. 

The Trust Territory, with a population of about 
120,000 persons, comprises 2,125 islands scattered over 3 
million square miles of ocean in two major archipela- 
gos: the Caroline and Marshall Islands. The land area 
totals 516 square miles. 

Secretarial Order 3039 of April 1979 provided recogni- 
tion of governmental entities under locally ratified con- 
stitutions in the Trust Territory. The purpose of the 
order is to provide the maximum permissible amount of 
self-government, consistent with the responsibilities of 
the Secretary under Executive Order 11021, for the Fed- 
erated States of Micronesia, the Marshall Islands, and 
Palau, pursuant to their respective constitutions as and 
when framed, adopted and ratified, pending termina- 
tion of the Trusteeship Agreement. 

4, Grants.—The cost of operating the new govern- 
ments of the Trust Territory is provided by Federal 
grant appropriations and local revenue. The main activ- 
ities funded will be (1) grants for capital improvements 
projects, which complete a 5-year CIP initiative, and (2) 
operational grants for the Trust Territory headquarters 
and for the governments of the Marshalls, Palau, and 
the Federated States. 

10. Rongelap and Utirik compensation.—This request 
will provide additional funds as authorized in Public 
Law 95-134 to compensate the residents of Rongelap 
and Utirik Atolls who have sustained certain radiation- 
related illnesses as a result of radiation exposure from 
a thermonuclear detonation at Bikini Atoll in March 
1954. 

12. Kwajalein Atoll development.—This request will 
provide construction funding for development and reha- 
bilitation of the Kwajalein Atoll in the Marshall Is- 
lands. 

13. Transition funding.—These funds will provide for 
the transition of Trust Territory government functions 
to the three new government entities. 


14. Communications upgrade.—These funds will pro- 
vide necessary equipment for outer island areas—the 
second and final increment of an overall communica- 
tion system upgrading in the Trust Territory. 


Budget authority for 1980 and 1981 is distributed as 
follows (in thousands of dollars): 


1980 1981 
estimate estimate 


Grants: 
(a) Operations: 
Trust Territory, headquarters 
Marshall Islands government 
Palau Islands government 


Federated States of Micronesia 


6,328 
8,596 
7,606 
25,645 


(5,375) 
(10,414) 
(7,245) 
(2,611) 


14,859 
6,726 
6,142 

19,686 


(3,879) 
(7,945) 
(5,849) 
(2,013) 


33,352 
15,852 
8,496 


(b) Capital improvements: 
Transportation and communications 
Water, sewer, and power 


10,114 
11,387 
2,083 


310-100 0 - 80 - 39 


(c) Government transition 

(d) Rongelap and Utirik compensation. 
(e) Enewetak rehabilitation 

(f) Kwajalein Atoll development 

(g) Communications systems upgrade . 


Total budget authority 


Object Classification (in thousands of dollars) 





Identification code 14-0414-0-1-806 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 2,080 2,218 
Other personnel compensation 393 418 


Total personnel compensation 2,473 2,636 
Personnel benefits: Civilian 168 
Travel and transportation of persons 118 
Transportation of things 8 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials ... 
Equipment 
Grants, subsidies, and contributions 





138,472 
141,461 


111,708 
114,475 


76,643 
79,459 





Total obligations 





Personnel Summary 





Total number of permanent positions 60 55 
Total compensabie workyears 48 48 
Full-time equivalent of other positions ( (0) (0) 
Full-time equivalent of overtime and holiday 
(1) (1) 
$50,112 $50,112 
11.06 11.06 
$30,696 $31,310 
$24,937 $25,435 


Average ES salary 
Average GS grade 
Average GS salary. 
Average salary of ungraded positions 





MICRONESIAN CLAIMS FUND, TRUST TERRITORY OF THE PACIFIC ISLANDS 


Program and Financing (in thousands of dollars) 





Identification code 14-0416-0-1-806 1979 actual 1980 est. 1981 est. 





Program by activities: 


2. Title Il 


Total program costs, funded 
Change in selected resources (undelivered 
orders) 262 


12,600 


12,324 
12,338 








10.00 Total obligations (object class 42.0). 


Financing: 


40.00 Budget authority (appropriation) 12,600 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 


12,600 
1,689 
—1,951 


Outlays 12,338 





PAYMENTS TO THE UNITED STATES TERRITORIES, FISCAL ASSISTANCE 


[There is hereby appropriated for the fiscal year 1980 and for each 
fiscal year thereafter, such sums as are authorized to be remitted to 
the Territories of Guam and the Virgin Islands under sections l(c) 
and 4(c\(2) of Public Law 95-348, 92 Stat. 487.] (Public Law 96-126, 
making appropriations for the Department of the Interior and related 
agencies, 1980) 
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OFFICE OF TERRITORIAL AFFaiRS—Continued 
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PAYMENTS TO THE UNITED STATES TERRITORIES, FISCAL ASSISTANCE— 
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Program and Financing (in thousands of dollars) 











Identification code 14-0418-0-1-852 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Advance payments to Guam of estimat- 
ed U.S. income tax COM@CtIONS..............0.  cssseecssseeeeene 35,000 17,500 
2. Advance payments to the Virgin Islands 
of estimated excise tax Collections ......... esses 48,000 24,000 
10.00 Total program costs funded, obliga- 
tions (Object class 41.0)... csessssseeeesnees 83,000 41,500 
Financing: 
UGROTDUTMOTIEY 0h seyc00cescssnvsconsesessogs;2sfihaDstaS aye 83,000 41,500 
Budget authority: 
Current: 
40.00 Appropriation (indefinite, general 
BOMBID goss sos SpA chinese tcateociessetsacashoy.  . Ceuvesasvanitties UU ic isp0sscnviethonns 
Permanent: 
60.00 Appropriation (permanent, indefinite, 
MND Scdicacnscusersiukossncrccssesces + .. scnssivavarioress 41,500 41,500 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...........cccccssssecccssse — sescesssesesesese 83,000 41,500 
90.00 SD eee en eee eer tara 83,000 41,500 


Public Law 95-348 changed the way in which certain 
revenues collected by the Internal Revenue Service are 
made available to Guam and the Virgin Islands. Funds 
previously collected and paid on a quarterly basis are 
now to be paid prior to the start of the fiscal year of 
collection. Transactions involving these funds, which 
consist of income taxes withheld and excise taxes, have 
previously been displayed in the special fund accounts, 
“Internal Revenue collections for Guam,” and “Internal 
Revenue Collections for the Virgin Islands.” Beginning 
in fiscal year 1980 these advance payments will be pre- 
sented in this new general fund account. A double pay- 
ment is necessary in 1980 to cover both the 1980 and 
1981 prepayments. The 1981 funding is for the 1982 
prepayment. 





INTERNAL REVENUE COLLECTIONS FOR THE VIRGIN ISLANDS 


Program and Financing (in thousands of dollars) 














Identification code 14-5738-0-2-852 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Payment to the Government of the Virgin 
Islands (costs—obligations) (object 
DURES ADO) sib saschaacom testis itisconsssivionceh 26,585 AUIS Wh cotesss i xashnci 
Financing: 
21.40 Unobligated balance available, start of year — 2,361 RIOT & wr yilaasasthossekesis 
24.40 Unobligated balance available, end of year.. GION: epsROUYY covtiapnsestiovote 
60.00 Budget authority (appropriation) 
(permanent, indefinite, special 
WAN) sascisorsnicloeswecstersieigeiaievievanee 27,131 IEE. siisicisoastoailans 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met .............ccssssssseses 26,585 
72.40 Obligate balance, start of year 4,826 
74.40  Obligated balance, end of year.............00. —4,826 
90.00 DUUNES steed tectontlit es 26,585 








SECRETARIAL OFFICES 
OFFICE OF THE SOLICITOR 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Office of the Solicitor, [$15,741,000] 
$16,796,000. (Public Law 96-126, making appropriations for the De. 
partment of the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 
























































Identification code 14-0107-0-1-306 1979 actual 1980 est. 1981 est, 
Program by activities: 
DUCE IROCIAN . cossicaradcccssniepsiscanssioconb 14,589 16,369 16,796 
Reimbursable Program..............ssssscsseecssneeees 172 100 100 
Total program costs, funded.............. 14,761 16,469 16,896 
Change in selected resources (undelivered 
MNES) ees csctbiececdec Bock castoaatsbncsasccbons RED seein” a en 
10.00 Total Obligations ..............sseccsessseecssees 14,990 16,469 16,896 
Financing: 
11.00 Offsetting collections from: Federal funds ... —1722 —100 —100 
25.00 Unobligated balance lapsing ................ssssve« Oh ora eee 
Budget authority... 15,082 16,369 16,796 
Budget authority: 
40.00 Appropriation ..........ccssssseccssessssseesssssecsseessseee 15,085 15,741 16,796 
41.00 Transferred to other accounts .................00+ ao ‘Sad eee 
43.00 Appropriation (adjusted) ................ 15,082 15,741 16,796 
44.20 Supplemental for civilian pay 
GPEDB eriaciactinticraovccratrtsasconte.  ecenteonelte Ge” otccaem 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ...............sssssseee 14,818 16,369 16,796 
72.40 Obligated balance, start of year................... 1,289 1,790 2,822 
74.40 Obligated balance, end of year.................. —1790 —2,822 —3,466 
77.00 Adjustments in expired accounts................. SERS BOLE dl Uke 
90.00 Outlays, excluding pay raise supple- 
WONG est east ceooesceseect tows 14,129 14,722 16,139 | 
91.20 Qutlays from civilian pay raise sup- 
DIMOND Tess csne dtschimasiaieekivig \sesleieca has 615 13 





The Office of the Solicitor in the Department of the 
Interior provides legal advice and counsel to the Secre- 
tary and all constituent bureaus and offices of the De 
partment. All attorneys and auxiliary personnel, with 
the exception of those in the Virgin Islands, Guam, 
American Samoa, the Trust Territory of the Pacific 
Islands, and the Office of Hearings and Appeals, are 
under the supervision of the Solicitor. The Office is 
comprised of the headquarters staff, located in Wash- 
ington, D.C., and 27 regional and field offices. 


Object Classification (in thousands of dollars) 

















Identification code 14-0107-0-1-306 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 

11.1 Permanent POsitiOns............sscssssescsssseees 9,858 10,675 10,878 
11.3 Positions other than permanent... 689 844 855 
11.5 Other personnel compensation ................ 133 143 145 

Total personnel compensation............. 10,780 11,662 11,878 
12.1 Personnel benefits: Civilianh............sscsccsssese 1,033 1,166 1,228 
13.0 — Benefits for former personnel.................00. Doce set cae 
21.0 — Travel and transportation of persons........... 644 649 656 
22.0 — Transportation Of things ....ssssssssssssssssssee 25 42 4 
23.1 — Standard level user charges ..............sssv..-1 1,103 1,120 1,155 
23.2 Communications, utilities, and other rent... 367 663 663 
24.0 — Printing and reproduction...........:...cssssssesees 159 117 153 
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DEPARTMENT OF THE INTERIOR Federal Funds—contimed O11 
AEG TACMNOE SERVNEOS occas. BS cisescsscucsenbesnssosas oo Shl 549 620 10.00 Total program costs, funded—obliga- 
26.0 Supplies and materials ...............ssssssessceeesee 210 181 181 ee ee 43,016 68,966 75,706 
AUR MMNNMN ici dccken5ss bcs Sboocssctiossccossecosonsnan 90 220 220 Financing: 
I di FGALIONS ooecsseccccecee 4 16.7 11.00 Offsetting collections from: Federal funds.. —3805 -—17,714 —17,069 
a oe ee Pere gc one 21.40 Unobligated balance available, start of 
Reimbursable obligations: year: Appropriation............-c-ccecsssessseeeeee a ect Rc 
11.1 Personnel compensation: Permanent  posi- 22.40 Unobligated balance transferred to other 
TNE este scocsactonstpscsetitsacescassonsestaccsusicccés 146 85 85 accounts: Appropriation................sssssss00 DO  scccsnccocsstaes,, See 
12.1 Personnel benefits: Civilian... 12 7 7 22.98 Unobligated balance transferred from other 
21.0 Travel and transportation of persons........... 5 3 3 ACCOUNKS: FUNG DAlANCE ............cccccsesecese — cosneeecssneeenee =I conc 
23.2 Communications, utilities, and other rent... ‘ 9 5 5 25.00 Unobligated balance lapsing BN i sce he, spb 
Total reimbursable obligations............ 172 100 100 Budget authority.......... 40,222 51,129 58,637 
99.0 Total obligations ...............csssssseesecessee 14,990 16,469 16,896 Budget authority: 
P is 40.00 Appropriation ................cccssssssessccecsssssseeesseee 43,100 49,344 58,637 
ae: Sees 41.00 Transferred to other accounts... See’ 20 =) RLS 
Direct: be: 43.00 Appropriation (adjusted) ................ 40,222 49,344 58,637 
Total number of permanent positions................... 428 426 426 44.20 Supplemental for civilian pay 
Total compensable WOrkyars ......-unsstsesesnesen 423 438 435 Weis Ee Rives eek ee Sse a. 
Full-time equivalent of other positions............. (39) (39) (39) 
Full-time equivalent of overtime and holiday Relation of obligations to outlays: 
ere osc cos sata yesssareotoeceshepposaoe (5) (5) (5) 71.00 Obligations incurred, met ..........c.-sesc-sssee 39,211 51,252 58,637 
Average ES salary... $49,229 $49,648 $49,648 Obligated balance, start of year: 
Average GS grade .... 10.64 10.66 10.68 = 72.40 Appropriation ......csotacccentneeneeeenee 9,127 7,209 10,281 
Mvorage GS SION ..seercereseeseenernernseseenesnen $24,666 $26,416 $26,445 = 72.98 Fuh Baka acecccsnsensnsensecsnseeeeenee seeuntneseen —tneneuneutun 6,358 
Reimbursable: oe — — transferred, net: eS 
Total number of permanent positionS 00.0. 3 3 3 Be hope = YET 3c teense bernie JAB ica ge lama 
Total compensable WOTKYEATS ......ees Te Ee 3 3 3 : Obligated idiests aad of eae SPap eel A eae Pareed Cetateee tees 
Full-time equivalent of other positions.............. (0) (0) (0) 74,40 anae ° r , al 7209 10.281 15.330 
Full-time equivalent of overtime and holiday 1498 fy —" 6a >a 
Nissin (0) (0) (0) ; : G Ce ee te ee are > Phy 
Average GS grade a ir 10.64 10.66 10.68 77.00 Adjustments In expired accounts =§0) 2220.35 (Sie 
Average GS salary $24,666 $26,416 $26,445 99.00 Outlays, excluding pay raise supple- 
WN ose: 39,631 46,431 53,552 
91.20 Outlays from civilian pay raise sup- 
CII sas dpmsictnssgaicnss , wthinemcse 1,749 36 


OFFICE OF THE SECRETARY 
Federal Funds 
General and special funds: 
DEPARTMENTAL MANAGEMENT 


For necessary expenses of the Office of the Secretary of the Interi- 
or, including necessary expenses for certain operations that provide 
departmentwide services, including not less than [$9,000,000] 
$8,500,000 for an Office of Construction Management, [$49,344,000] 
$58,637,000, of which not to exceed $5,000 may be for official reception 
and representation expenses, and of which not to exceed $1,076,000 
shall be available, on a Department-wide basis, for payment of bonuses 
for the Senior Executive Service as authorized by the Civil Service 
Reform Act of 1978. (Public Law 96-126, making appropriations for 
the Department of the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 











Mentfication code 14-0102-0-1-306 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 

1. Departmental direction .................00 5,695 6,038 6,963 
2. Program direction and coordination. 2,695 4,382 4,537 
3. Policy, budget, and administration .. 9,524 11,224 12,526 
4. Hearings and appeals..................0s«- 4,979 5,176 5,310 
5. Library and information services ..... 2,065 2,164 2,174 

6. Minerals policy and research analy- 
DS INCE isteach tecccdieatliesseccscas 1,260 1,422 1,428 
7. Aircraft Services ..........ssscsssccssssseeees 1,364 1,343 1,442 

8. National Mine Health and Safety 

PRONOUN sssercecseciiasisVccrasststicevecisoussccins DDO Siete ecccteeceraace 

9. Endangered Species Review Com- 
WON Meee alehecsetcls itches, actecstleass 256 257 
10. Inspector general.................. 4,262 5,107 8,832 
11. Construction management .............00  ssscssssssssssee 9,017 8,500 
12. Central Services ...............cccssssssssssees 4,368 5,000 6,668 
Total direct program ............:-:s00ee- 39,211 51,129 58,637 
Reimbursable program...........csssssssssssssesesees 3,805 17,837 17,069 





i oe and 1981 reimbursable program includes amounts for reimbursable work funded through the Consolidated 
lorking Fund. 

1. Departmental direction.—The Office of the Secre- 
tary and the Office of Public Affairs provide top depart- 
mental direction and contact with the public. The 
Office for Equal Opportunity administers the Depart- 
ment’s responsibilities in equal opportunity programs. 
Other secretarial offices provide coordination of corre- 
spondence, legislation, congressional liaison, and minor- 
ity procurement programs. 

2. Program direction and coordination.—Four Assist- 
ant Secretaries advise and assist the Secretary on mat- 
ters of policy for promoting the domestic welfare and 
the conservation and development of the country’s re- 
sources, and Indian affairs. 

3. Policy, budget and administration.—Under the di- 
rection of the Assistant Secretary, implementation of 
program and budget policy, economic analysis, environ- 
mental review, Outer Continental Shelf liaison, finan- 
cial management, management improvement, property 
management, personnel, administrative services, and 
security operations are carried on. 

4. Hearings and appeals.—Provides the quasi-judicial 
and appellate responsibilities of the Department of the 
Interior. Administrative law judges and formal boards 
of appeals render decisions in cases pertaining to: (a) 
contract disputes; (b) Indian probate matters; (c) public 
and acquired lands and their resources; (d) submerged 
offshore lands of the Outer Continental Shelf; (e) sur- 
face mining; (f) personnel grievances; (g) environmental 
impacts; (h) enforcement of the importation and trans- 
portation of rare and endangered species; (i) environ- 
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mental quality; (j) uniform relocation assistance and 
real property appeals; and (k) Alaska Native claims 
appeals. 

5. Library and information services.—Provides library 
services and information necessary to the Department, 
and includes the Washington headquarters and over 
400 field libraries. 

6. Minerals policy and research analysis.—Provides a 
focal point for the Federal minerals policy development 
program. The Office .has responsibility for minerals 
policy analysis, conservation, and related research and 
development program planning. 

7. Aircraft services.—Provides Departmental policy 
and procedures governing aviation program, aviation 
safety, contracting, and technical services. 

8. National Mine Health and Safety Academy.—The 
Academy was transferred to the Department of Labor 
on July 25, 1979 pursuant to Public Law 96-38. 

9. Endangered Species Review Committee.—The En- 
dangered Species Act Amendments of 1978 (Public Law 
95-632) established an Endangered Species Committee 
to review those cases that would not be settled through 
the section 7 consultation process, and determine 
whether or not to grant an exemption to the act. The 
Committee is composed of seven members with the Sec- 
retary of the Interior as Chairman. 

The act also provides for the establishment of a 
review board for each application for exemption. The 
review board examines the request for exemption and 
submits a report to the Committee. 

10. Inspector General.—Public Law 95-452, dated Oc- 
tober 12, 1978, established the Office of the Inspector 
General. The mission of the office includes the auditing 
and investigating of departmental activities, providing 
leadership and recommending policies to promote econ- 
omy and efficiency, the prevention and detection of 
fraud and abuse, and keeping the Secretary informed of 
problems and deficiencies of departmental programs 
and operations. The 1981 request includes amounts pre- 
viously funded through the reimbursable program for 
departmental audits that are now proposed for direct 
appropriation. 

11. Construction management.—The Facility Con- 
struction and Operation Improvement Office assists the 
bureaus and offices of the Department in improving 
their performance in planning, designing, constructing 
and operating facilities. 

12. Central services.—This activity provides general 
administrative expenses; space, postage, employee com- 
pensation payments, etc. to the offices financed by this 
appropriation and Senior Executive Service bonuses for 
the Department. 


Object Classification (in thousands of dollars) 
Identification code 14-0102-0-1-306 


1979 actual 1980 est. 1981 est. 


Direct program: 
Personnel compensation: 
11.1 Permanent positions............csscssseesssseesese 21,971 26,264 29,240 
11.3 Positions other than permanent............... 1,024 1,094 1,123 
11.5 Other personnel compensation ................ 221 150 1,226 








Total personnel compensation............. 23,216 27,508 31,589 
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12.1 — Personnel benefits: Civilian.............scc.ssseee 2,401 2,800 3,079 
13.0 — Benefits for former personnel..................0++. a BR oe 
21.0 Travel and transportation of persons fi 1,804 1,764 2,467 
22.0 — Transportation of things........... i 62 88 132 
23.1 Standard level user Charges ................cssssee 3,483 3,842 3,154 
23.2 Communications, utilities, and other rent... 617 1,426 1,642 
24.0 Printing and reproduction...............sccssese 696 697 805 
25.0 Other Services ............sess00e- 5,734 12,122 14,850 
26.0 Supplies and materials 797 533 563 
SLO. ARAMIMM IMAL caste cshissayahcosdsissosssscacostoiassoasaindts 397 349 356 
Total direct obligations..................+ 39,211 51,129 58,637 
Reimbursable program: 
Personnel compensation: 
11.1 Permanent positions............vssssssscsssssseses 2,265 1,039 210 
11.5 Other personnel compensation................ 5 30° ccc 
11.8 Special personal services payments........ 4 108 110 
Total personnel compensation............. 2,274 1,177 320 
12.1 Personnel benefits: Civilian............scssssee 238 10,230 12,079 
21.0 Travel and transportation of persons........... 186 383 9] 
22.0 — Transportation of thingS.............sccsssseseseee 6 14 l 
23.1 Standard level user Charges ...........ccsssssssssse — sssssssseeeseeees 3,885 3,845 
23.2 Communications, utilities, and other rent... 404 87 344 
24.0 — Printing and reproduction............c:..sssseesee 70 19 4 
25.0 — Other services........... ;. 521 2,022 328 
26.0 Supplies and materials .. 3 68 12 3 
SATO aREMMINMINCS  Gezhoczscsecrtancasscactrin tooo Reswsrtooscscer 38 8 4 
Total reimbursable obligations............ 3,805 17,837 17,069 | 
99.0 Total obligations .............sccccssssecssssssees 43,016 68,966 75,106 
Personnel Summary * 
Direct program: 
Total number of permanent positions ................0+. 883 952 1,025 
Total compensable WOrkyears...........:.ssesssssssesesseees 953 1,019 1,075 
Full-time equivalent of other positions............. (78) (78) (78) 
Full-time equivalent of overtime and holiday 
MONIES Fase aa auc etaSueh coed agts fens sscoass vaca (5) (5) (4) 
Reimbursable program: 
Total number of permanent positions................... 39 35 1 
Total compensable workyea'S...............:...+ 39 35 1 
Full-time equivalent of other positions (0) (0) (0) 
Full-time equivalent of overtime and holiday 
PUM Sc ccreoatoaxsssasspessustttastabceergsiovorsesvasssi de: (0) (0) (0) 
PVECGIRE DSS; SORELY aseseascscscnssacsvossstpnsestsessosviraconecse $46,287 $49,680 $49,680 
Average GS grade ........ccsssrsssssssssssssessesersssssssssseses 9.99 10.00 10.00 
IAVGROUG Wad SAIONY oe ssccheccdccsiceaserscocstsucessoreccatscesve $24,282 $25,981 $26,500 
Average salary of ungraded positions...............00+. $17,598 $17,644 $17,644 





1 Note: Excludes 1979 positions for the National Mine Health and Safety Academy, transferred to the Department of Labor 
on July 25, 1979, pursuant to Public Law 96-38. 





SALARIES AND EXPENSES (SPECIAL FOREIGN CURRENCY PROGRAM) 


[For payment in foreign currencies which the Treasury Depart 
ment shall determine to be excess to the normal requirements of the 
United States, for necessary expenses of the Office of the Secretary, 
as authorized by law, $1,000,000, to remain available until expended: 
Provided, That this appropriation shall be available, in addition to 
other appropriations, to such office for payments in the foregoing 
currencies (7 U.S.C. 1704).] (Public Law 96-126, making appropri- 
ations for the Department of the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 














Identification code 14-0105-0-1-306 1979 actual 1980 est. 1981 est 
Program by activities: 
ESWC ete Me ete eee 300 150 
2. Endangered Species............cscsssesssseessssees 153 2,353 850 
10.00 Total program costs, funded-obliga- 
tions (object class 25.0) ...........0.. 153 2,653 1,000 
Financing: 
21.40 Unobligated balance available, start of year  —1,806 —2,653 —1,000 
24.40 Unobligated balance available, end of year. 2,653 TOGO sconscvsioorti 
40.00 Budget authority (appropriation) .. 1,000 1,000 
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(0) 
$49,680 
10.00 
$26,500 
$17,644 
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Relation of obligations to outlays: 





71.00 Obligations incurred, Net ..............scccssseee "153 2,653 1,000 
72.40 Obligated balance, start of year 309 312 1,915 
74.40 Obligated balance, end of year.........:......... —312 —1,915 —1,015 





90.00 SE ie ai ea abie 150 1,050 1,900 


consists of $300 thousand appropriated, donated assets 
of $169 thousand, and retained earnings of $2,972 thou- 


san 


d. 


Object Classification (in thousands of dollars) 


























Identification code 14-4523-0-4-306 




























































Under this program, the Department provides leader- Wat 8 met 1961 est. 
ship and support in the conduct of selected research Personnel compensation: 
projects carried out by foreign nations. Payments are 11.1 Permanent POsitions...........ssssssssessee 4,848 3,637 3,697 
made in foreign currencies which the Treasury deter- 11.3 Positions other than permanent 778 902 930 
mines to be excess to normal requirements of the 11.5 __ ther personnel compensation... 276 196 200 
United States. Programs conducted are primarily of Total personnel compensation............. 5,902 4,735 4,827 
benefit to foreign national parks and endangered spe- 12.1 _ Personnel benefits: Civiliat......cccsocsoooon 673 569 563 
cies programs. The Department is not requesting fund- 21.0 _ Travel and transportation of persons.......... 304 375 419 
ing for this program in 1981 due to unexpected delays a Senne or ae sesenenenenntanene 33 7 - 
° ‘ . ° ° s TUE ED. EE GUE cccccccseccttccseiichins!  neccatscdhanises’  ascameasadguel 
in the obligation of funds by the foreign countries 55> Communications, utilities, and other rent. 2709 1482 1,639 
during the past years. Every effort will be made in 1980 24.0 Printing and reproduction 693 323 397 
and 1981 to obligate all funds currently available. 25.0 Other services................... 32,100 27,679 33,801 
26.0 Supplies and materials .... 3,031 2,717 2,290 
ADMINISTRATIVE PROVISIONS DES CMI ances cttieeeynieciens 487 185 268 
There is hereby authorized for acquisition, from available resources 99.0 Total Obligations..........socccscssssseeess 45,932 38,082 44,857 
within the Working Capital Fund, two aircraft for replacement only, 
both of which shall be from surplus. Personnel Summary 
: Total number of permanent positions.....................0+- 260 190 190 
Intragovernmental funds: Total compensable WOrky@ars........scccssssossssssessesnee 295 232 232 
WORKING CAPITAL FUND Full-time equivalent of other positions nts ssc (50) (50) (50) 
Program and Financing (in thousands of dolars) ee. ee et ey (9) 
il _AF92_N A. Pape GS MN snc sasessacnsseonsecnste 9.99 10.00 10.00 
tntiesin cote 14-4523-0-4-306 ea we ee in $24,282 $25,891 $26,500 
Program by activities: Average salary of ungraded positions .............ss.ss $17,598 $17,644 $17,644 
Operating costs, funded: Sales program: 
(a) Cost of goods and services sold...... 13,379 7,845 8,543 Ss 
(b) Aircraft Services ............sssssesesseees 29,433 30,237 36,314 
Total operating costs, funded........ 42,812 38,082 44,857 CONSOLIDATED WORKING FUND, OFFICE OF THE SECRETARY 
Total program costs, funded .............. 42,812 38,082 44,857 Program and Financing (in thousands of dollars) 
Change in selected resources (undelivered 
ES ree eea acre carussscrsccoicas RAID, spicirsccisicsscn siocteernssectesn Identification code 14-3901-0-4-306 1979 actual 1980 est. 1981 est. 
10.00 Total obligations .................ssecccssseecsnee 45,932 38,082 44,857 Program by activities: 
Financing: Miscellaneous activities (program costs, 
11.00 Offsetting collections from: Federal funds... —42,246 —38,082 — 44,857 ROUND os a i ts aa PETE icicasctitcdens | Chmeorrnisbcci 
21.98 Unobligated balance available, start of Change in selected resources (undelivered 
year: Fund balance ........sssescssseesssseeen —5,546  —1,860 — 1,860 CONE sic ccicierccncasastend | a ee ee ee 
24.98 Unobligated balance available, end of year: hen 
SP URN 1,860 1,860 1,860 10.00 Total obligations ................ssssescssseeceane RE tei scab 
I RENE Sopcast. SINE riot na AE ee na cee Financing: 
se skdhomaantied 11.00 Offsetting collections from: Federal funds... 26,550. enunse smmnnsne 
Relation of obligations to outlays: 21.98 Unobligated balance available, start of 
71.00 Obligations incurred, net ............:::c:sseeeeee ORGY soto. «ape year: Fund balance? ........sssssssssssseccssseseee —123 SI ccc 
712.98  Obligated balance, start of year: Fund bal- 23.98 Unobligated balance transferred to other 
AIA FALE aici nctciscdtesctcccaictecsbess ide 5,106 487 487 ACCOUNTS: FUNG DalaNCe ............sccccsseeccse —sccsseeccesseeees fers vee 
14.98 Obligated balance, end of year: Fund bal- 24.98 Unobligated balance available, end of year: 
POU BL ebbtilhectasbiassvnsct — 487 —487 —487 Fene WS is 832.22 “eee 
90.00 RRM sical Sica tis shsccssapssvastinont callin Ee re ee eee aedt UMN iiss tcttndearr thins thw Ciba 
This fund finances central reproduction, communica- ‘ Pag: ee Sen 
tion, supplies, health services, ADP, and other such * Iga 10 Ss | curr Pe ee eng 
‘ ; 72.98 Obligated balance, start of year: Fund bal- 
services which may be performed advantageously on a Mi iris. .xeicise, donmodse Silesia sate 
reimbursable basis (43 U.S.C. 1467). Activities conducted 73.98 Obligated balance transferred net: Fund 
are those which can be performed by the Office of the DORIC annem icesntnsnenntnsnrns | sishsennse = G368)-f aiesncc 
Secretary and which benefit all Bureaus within the /4% —_— balance, end of year: Fund bal- 6358 
Department. The Bureaus ae? billed for the cost of 77.00 Adjustments in expired accounts................. se shew. A 
these centrally performed services. Amounts for 1980 Se 
90.00 CIS ticidiasss cat ntrassctziliaeciationms MOE, Pnictokicchdpiinn, bE cacemitlees 


and 1981 exclude funds and positions for the Washing- 
ton Computer Center, which was transferred to the U.S. 
Geological Survey on November 4, 1979. The capital 





1 Amounts for 1980 and 1981 are included in the reimbursable program of the parent appropriation “Departmental 
management.” 
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Object Classification (in thousands of dollars) 


Identification code 14-3901-0-4-306 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 
Other personnel compensation 
Special personal service payments 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things ‘ 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade... 
Average GS salary 





| eam re 


ALLOCATIONS RECEIVED FROM OTHER ACCOUNTS 


Note.—Obligations incurred under allocations from other accounts are included in the 
schedules of the parent appropriations as follows: 
Department of Agriculture, Forest Service: 
“Forest Management, Protection and Utilization”; “Youth Conservation Corps.” 
Department of Labor: 
Employment and Training Administration, “Employment and training and assist- 
ance.” 


GENERAL PROVISIONS, DEPARTMENT OF THE 
INTERIOR 


Sec. 101. Appropriations made in this title shall be available for 
expenditure or transfer (within each bureau or office), with the ap- 
proval of the Secretary, for the emergency reconstruction, replace- 
ment, or repair of aircraft, buildings, utilities, or other facilities or 
equipment damaged or destroyed by fire, flood, storm, or other un- 
avoidable causes: Provided, That no funds shall be made available 
under this authority until funds specifically made available to the 
Department of the Interior for emergencies shall have been exhaust- 
ed. 

Sec. 102. The Secretary may authorize the expenditure or transfer 
of any appropriation in this title, in addition to the amounts included 
in the budget programs of the several agencies, for the suppression or 
emergency prevention of forest or range fires on or threatening lands 
under jurisdiction of the Department of the Interior and for the 
emergency rehabilitation of burned-over lands under its jurisdiction, 
and for emergency reclamation projects under section 410 of Public 
Law 95-87: Provided, That appropriations made in this title for fire 
suppression purposes shall be available for the payment of obligations 
incurred during the preceding fiscal year, and for reimbursement to 
other Federal agencies for destruction of vehicles, aircraft, or other 
equipment in connection with their use for fire suppression purposes, 
such reimbursement to be credited to appropriations currently availa- 
ble at the time of receipt thereof: Provided further, That no appropri- 
ations made in this title shall be available for acquisition of automat- 
ic data processing equipment, software, or services in excess of 
$1,000,000 systems life cost, without prior approval of the Secretary. 

Sec. 103. Appropriations made in this title shall be available for 
operation of warehouses, garages, shops, and similar facilities, wher- 
ever consolidation of activities will contribute to efficiency or econo- 
my, and said appropriations shall be reimbursed for services rendered 


to any other activity in the same manner as authorized by the Act of 
June 30, 1932 (81 U.S.C. 686): Provided, That reimbursements for 
costs of supplies, materials, equipment, and for services rendered may 
be credited to the appropriation current at the time such reimburse- 
ments are received. 

Sec. 104. Appropriations made to the Department of the Interior in 
this title shall be available for services as authorized by 5 U.S.C. 3109, 
when authorized by the Secretary, in total amount not to exceed 
$300,000; hire, maintenance, and operation of aircraft; hire of passen- 
ger motor vehicles; purchase of reprints; payment for telephone sery- 
ice in private residences in the field, when authorized under regula- 
tions approved by the Secretary, and the payment of dues, when 
authorized by the Secretary, for library membership in societies or 
associations which issue publications to members only or at a price to 
members lower than to subscribers who are not members. 

Sec. 105. Appropriations available to the Department of the Interi- 
or for salaries and expenses shall be available for uniforms or 
allowances therefor, as authorized by law (5 U.S.C. 5901-5902 and 
D.C. Code 4-204). 

[ Sec. 106. In addition to the aircraft specifically authorized under 
this Act there is hereby authorized for acquisition 2 aircraft for 
replacement only, both of which shall be from surplus.] 

Sec. [107] 106. Appropriations made in this title shall be available 
for obligation in connection with contracts issued by the General 
Services Administration for services or rentals for periods not in 
excess of twelve months beginning at any time during the fiscal year. 

Sec. 107. The Secretary’s authority to enter into contracts and 
agreements in any fiscal year pursuant to the Department of the 
Interior and Related Agencies Appropriations Act of 1962 for the 
development and operation of helium properties is terminated. 

Sec. 108. [No appropriations made in this title shall be available 
for implementation of any decision with regard to any lease, adminis- 
trative transfer, or withdrawal not now existing of lands and waters 
comprising Wild Horse Reservoir, Nevada, or any lands immediately 
adjacent thereto: Provided, That this limitation is not applicable to 
water necessary for current or future irrigation practices.] Appropri- 
ations made in this title shall be available for expenditure or transfer, 
with the approval of the Secretary, for funding the Merit Pay System, 
as authorized by the Civil Service Reform Act of 1978, Public Law 95- 
454, (5 U.S.C. 5401. 

Sec. 109. [No appropriations made in this title shall be available 
for the identification of lands not now so identified or acquisition (by 
withdrawal, transfer or purchase) of lands for or associated with the 
Unique Wildlife Ecosystem Program as now defined by the United 
States Fish and Wildlife Service not authorized by law under an 
existing program.] The Secretary may transfer funds provided by 
appropriation in this title to the “Regulation and Technology” appro- 
priation of the Office of Surface Mining Reclamation and Enforcement 
to the extent necessary for the implementation of Federal regulatory 
programs in States which do not achieve regulatory primacy under 
provisions of the Surface Mining Control and Reclamation Act of 
1977. 


TITLE ITII—GENERAL PROVISIONS 


Sec. 801. No part of any appropriation under this Act shall be 
available to the Secretaries of the Interior and Agriculture for use for 
any sale hereafter made of unprocessed timber from Federal lands 
west of the 100th meridian in the contiguous 48 States which will be 
exported from the United States, or which will be used as a substitute 
for timber from private lands which is exported by the purchaser: 
Provided, That this limitation shall not apply to specific quantities of 
grades and species of timber which said Secretaries determine are 
surplus to domestic lumber and plywood manufacturing needs. 

Sec. 302. No part of any appropriation under this Act shall be 
available to the Secretary of the Interior or the Secretary of Agricul- 
ture for the leasing of oil and natural gas by noncompetitive bidding 
on publicly owned lands within the boundaries of the Shawnee Ne 
tional Forest, Illinois: Provided, That nothing herein is intended to 
inhibit or otherwise affect the sale, lease, or right to access to miner: 
als owned by private individuals. 

[ Sec. 303. None of the funds appropriated under this Act shall be 
available to implement any amendment to, or provision of, the regu: 
lation under section 4(a) of the Emergency Petroleum Allocation Act 
of 1973 providing for an increase or decrease in any month beginning 
after the date of the enactment of this Act in the ratio of the number 
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DEPARTMENT OF THE INTERIOR 


of entitlements issued any firm with respect to any imported refined 
petroleum product to the number of barrels of such product imported 
by such firm in such month above the i 1tio in effect on April 30, 1979 
unless the President has transmitted such, amendment or provision 
to the Congress as an “energy action” under section 551 of the Energy 
Policy and Conservation Act (Public Law 94-163) and neither House 
of Congress has disapproved (or both Houses have approved) such 
request in accordance with the procedures specified in such section 
551 of such Act.] 

Sec. [304] 303. No part of any appropriation contained in this Act 
shall be available for any activity or the publication or distribution of 
literature that in any way tends to promote public support or opposi- 
tion to any legislative proposal on which congressional action is not 
complete, in accordance with 18 U.S.C. 1913. 

[Src. 305. No funds appropriated by this Act shall be available for 
the implementation or enforcement of any rule or regulation of the 
United States Fish and Wildlife Service, Department of the Interior, 
requiring the use of steel shot in connection with the hunting of 
waterfowl in any State of the United States unless the appropriate 
State regulatory authority approves such implementation and en- 
forcement. ] 

Sec. [306] 304. No part of any appropriation contained in this Act 
shall remain available for obligation beyond the current fiscal year 
unless expressly so provided herein. 

Sec. [307] 305. Notwithstanding the provisions of any other law, 
appropriations in this Act or any other Act may be used to contract 
with private firms to provide plant care or watering services except 
for indoor office plants. 

[Sec. 308. Notwithstanding the provisions of any other law, the 
State of Alaska is exempted from application of the provisions of 
section 7(i) of the Export Administration Act of 1979 (Public Law 96- 
12).] 

[Sec. 309. No funds appropriated by this Act in excess of $240,000 
shall be available for the legal representation of the Pueblos of 
Nambe, Tesuque, San Ildefonso, and Pojoaque, as plaintiffs-in-inter- 
vention, in connection with the suit State of New Mexico v. Aamodt, 
US. District Court No. 6639.] (Public Law 96-126, making appropri- 
ations for the Department of the Interior and related agencies, 1980.) 


GENERAL PROVISIONS, DEPARTMENT OF THE 
INTERIOR 


Sec. 301. Appropriations in this title shall be available for expendi- 
ture or transfer (within each bureau or office), with the approval of 
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the Secretary, for the emergency reconstruction, replacement, or 
repair of aircraft, buildings, utilities, or other facilities or equipment 
damaged or destroyed by fire, flood, storm, or other unavoidable 
causes: Provided, That no funds shall be made available under this 
authority until funds specifically made available to the Department 
of the Interior for emergencies shall have been exhausted. 

Sec. 302. The Secretary may authorize the expenditure or transfer 
(within each bureau or office) of any appropriation in this title, in 
addition to the amounts included in the budget programs of the 
several agencies, for the suppression or emergency prevention of 
forest or range fires on or threatening lands under jurisdiction of the 
Department of the Interior. 

Sec. 303. Appropriations in this title shall be available for oper- 
ation of warehouses, garages, shops, and similar facilities, wherever 
consolidation of activities will contribute to efficiency, or economy, 
and said appropriations shall be reimbursed for services rendered to 
any other activity in the same manner as authorized by the Act of 
June 30, 1932 (31 U.S.C. 686): Provided, That reimbursements for 
costs of supplies, materials, equipment, and for services rendered may 
be credited to the appropriation current at the time such reimburse- 
ments are received. 


Sec. 304. Appropriations in this title shall be available for hire, 
maintenance, and operation of aircraft; hire of passenger motor vehi- 
cles; purchase of reprints; payment for telephone services in private 
residences in the field, when authorized under regulations approved 
by the Secretary; and the payment of dues, when authorized by the 
Secretary, for library membership in societies or associations which 
issue publications to members only or at a price to members lower 
than to subscribers who are not members. 

[Sec. 305. Notwithstanding the provisions of the Act of October 1, 
1962 (76 Stat. 677), the Secretary of the Interior, in the development 
of the irrigation lands located in block 26 of the Columbia Basin 
project, Washington, shall take such action as may be necessary to 
assure that the per acre repayment obligation shall be the same as 
those set forth in repayment contract 11 R 1444, dated October 9, 
1945, as amended, between the United States of America- and the 
South Columbia Basin Irrigation District, but in no case shall such 
per acre repayment obligation exceed $131.60.] 

Sec. 305. Appropriations made in this title shall be available for 
expenditure or transfer, with the approval of the Secretary, for funding 
the Merit Pay System, as authorized by the Civil Service Reform Act of 
1978, Public Law 95-454 (5 U.S.C. 5401). (Energy and Water Develop- 
ment Appropriation Act, 1980.) 








DEPARTMENT OF JUSTICE 


GENERAL ADMINISTRATION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary for the administration of the Department of 
Justice, [$32,500,000] $22,152,000, of which [$1,700,000] $2,190,000, 
to remain available until expended, is for the Federal justice research 
program[[: Provided, That the Attorney General has the authority to 
make such provisions as are necessary and appropriate for the effi- 
cient and effective administration of funds included herein for State 
and local drug strike forces]. (5 U.S.C. 3101; 8 U.S.C. 1103 (a); 28 
U.S.C. 508, 504, 507-526, 1929; Department of Justice Appropriation 
Act, 1980.) 


Program and Financing (in thousands of dollars) 





1981 est. 


\dentitication code 15-0129-0-1-751 1979 actual 1980 est. 





Program by activities: 
Direct program: 
1. Program direction and policy coordi- 
25,397 28,038 
2. U.S. Parole Commission 
3. Administrative review and appeals 
4. Federal justice research program 


5. State and local drug grants 





Total direct program 
Reimbursable program 





Total program costs, funded 
Change in selected resources (undelivered 
orders) 





10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds... 
21.40 Unobligated balance available, start of year 
22.40 Unobligated balance transferred from other 
accounts 
25.00 Unobligated balance lapsing 


Budget authority 


35,619 


—1,700 








Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 


1,165 
29,789 





Appropriation (adjusted) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
12.40  Obligated balance, start of year 3,911 
74.40 Obligated balance, end of year asic — 4,853 
77.00 Adjustments in expired accounts 913 


90.00 30,008 


30,037 33,919 


4,853 





Outlays 31,082 31,135 





* Includes capital investment as follows: 1979, $364 thousand; 1980, $287 thousand; 1981, $468 thousand 


1. Program direction and policy coordination.—The 
Attorney General, aided by the Deputy Attorney Gener- 
al and Associate Attorney General, directs and super- 
vises the programs and activities of the Department. 
Included in this activity are the Offices of the Attorney 
General, the Deputy Attorney General, the Associate 
Attorney General, Intelligence Policy and Review, Pro- 
fessional Responsibility, Improvements in the Adminis- 
tration of Justice, Public Information, Legislative Af- 


fairs, Information Law and Policy, and the Justice Man- 
agement Division. 

2. U.S. Parole Commission.—Beginning in 1980, the 
U.S. Parole Commission was funded under a separate 
appropriation. 

3. Administrative review and appeals.—This activity 
includes the Office of the Pardon Attorney and the 
Board of Immigration Appeals. The Pardon Attorney 
receives and reviews all petitions for clemency. The 
Board of Immigration Appeals reviews appeals from 
certain Immigration and Naturalization Service deci- 
sions in a variety of proceedings involving aliens, citi- 
zens, or business firms. Workload for the activity fol- 
lows: 


PARDON ATTORNEY 


1978 1979 1980 1981 
Cases: actual actual estimate estimate 


Pending, beginning of year 863 508 600 700 
Received bike 646 700 700 900 

= 1,001 608 600 900 
Pending, end of year a 508 600 700 700 
Correspondence received = 9,931 10,000 10,000 12,000 
Correspondence sent out 11,978 12,000 12,000 15,000 


BOARD OF IMMIGRATION APPEALS 


Appeals, motions and petitions pend- 
823 1,018 949 
2,635 2,458 2,458 
2,440 2,527 2,527 


Pending, end of year 1,018 949 880 


Total number of issues treated in 
Board orders 3,150 3,150 3.150 
Oral arguments heard by Board 346 346 346 


4. Federal justice research program.—This program 
supports applied research projects on broad systemic 
issues affecting the total Federal civil and criminal jus- 
tice system. 

5. State and local drug grants.—This is a one-year 
program to aid State and local drug enforcement. 


Object Classification (in thousands of dollars) 


Identification code 15-0129-0-1-751 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
11.1 Permanent positions 18,134 17,102 
11.3 Positions other than permanent 615 
11.5 Other personnel compensation 
11.8 Special personal services payments 





Total personnel compensation 18,005 
12.1 Personnel benefits: Civilian 1,656 
21.0 — Travel and transportation of persons 570 
22.0 — Transportation of things 41 
23.1 — Standard level user charges 2,350 
23.2 Communications, utilities, and other rent... 1,473 
24.0 — Printing and reproduction 452 
75.0 Other services 3,344 
26.0 Supplies and materials... 
31.0 — Equipment 
32.0 Lands and structures 
41.0 Grants, subsidies, and contributions 





33,919 


Total direct obligations 
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General and special funds—Continued 


SALARIES AND ExpENSES—Continued 


Object Classification (in thousands of dollars) —Continued 





Identification code 15-0129-0-1-751 1979 actual 


1980 est. 


1981 est. 








Reimbursable obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Standard level user charges 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials ... 
Equipment 





Total reimbursable obligations 


1,700 


1,870 





Total obligations 32,529 


35,619 


34,022 





Personnel Summary 





Direct program: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 


689 
709 
(40) 


(6) 
$49,521 
9.94 
$25,341 
$14,750 


711 
725 
(41) 


(6) 
$49,482 
9.98 
$25,322 





$14,750 





Reimbursable program: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary 


41 
41 
(5) 


(0) 
10.47 
$27,449 


41 
41 
(5) 


(0) 
10.47 
$27,449 





Intragovernmental funds: 
CONSOLIDATED WorKING FuND 


Program and Financing (in thousands of dollars) 








Identification code. 15-3900-0-4-751 1979 actual 


1980 est. 


1981 est. 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligate balance, start of year 
74.40 Obligated balance, end of year... 





90.00 Outlays 





WorkInG Capita, FuNnD 


Program and Financing (in thousands of dollars) 








Identification code 15-4526-0-4-751 1979 actual 


1980 est. 


1981 est. 








Program by activities: 
Operating costs: 
1. Employee data 3,611 
2. Telecommunications... 12,725 
3. Data processing 13,540 
4. Publication services 2,166 


4,332 
13,331 
19,843 

2,022 


4,508 
14,432 
23,943 

2,120 


5. Space management 12,418 12,394 
6. Property management é 192 223 


Total operating costs 44,652 52,145 
Unfunded adjustments to total operating 
costs: Depreciation included above —1,151 — 1,256 


Total operating costs, funded 43,501 50,889 
Capital investment 1,509 800 


Total program costs, funded 45,010 51,689 
Change in selected resources (undelivered 
orders, accrued annual leave) 


13,156 
233 


58,392 





10.00 Total obligations ; 51,689 


Financing: 
11.00 Offsetting collections from: Federal funds, 
—52,145 
21.98 Unobligated balance available, start of 
year: Fund balance —1,107 
24.98 Unobligated balance available, end of year: 
Fund balance 1,392 
27.00 Capital transfer to general fund... 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
ance 2,476 7,006 
74.98 Obligated balance, end of year: Fund bal- 


—1006 = —7,006 
90.00 Outlays —4,166 — 456 


7,006 


—7,006 
— 607 





The Working capital fund, established January 2, 
1975 (28 U.S.C. 527), finances on a reimbursable basis 
those administrative services which can be performed 
more efficiently on a centralized basis at the Depart- 


ment level. 


Revenue and Expense (in thousands of dollars) 


1979 actual 1980 est. 


1981 est 





Operating income: 
Revenue —44823 —52,145 
44,652 52,145 


— 58,392 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 


1981 est. 





Assets: 
Fund balance with Treasury 4,132 8,112 8,568 
Accounts receivable (net) 2,127 2,966 2,966 
property and equipment 
2,792 1,652 1,196 
18 42 42 


9,075 
2,966 


689 
42 





9,069 12,772 12,772 


Liabilities: 
Accounts payable including funded 
accrued liabilities... 6,382 6,382 
2,893 2,893 
546 546 


12,772 


6,382 
2,893 
546 





9,821 9,821 


9,821 








Government equity: 
Unexpended balances: 
Unobligated balance 1,107 1,392 
Undelivered orders 643 1,512 867 
Invested capital 2,580 332 692 


1,899 
867 
185 





Total Government equity 4,880 2,951 2,951 


2,951 


iS tes ibe) eee 





13,156 
233 


58,392 
1st 


57,085 
800 


97,885 
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Analysis of changes in Government equity: 
Paid-in-capital: 
Opening balance 
Transactions: 
Donated capital 
Adjustment for leave. 





Closing balance 








Total Government equity (end of year) 





Object Classification (in thousands of dollars) 





97,885 


- 98,392 
— 1,392 





ldentification code 15-4526-0-4-751 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 6,651 7,325 7,272 
113 Positions other than permanent... 436 167 167 
11.5 Other personnel compensation 303 239 239 
11.8 Special personal services payments 232 253 253 





Total personnel compensation 7,622 7,984 7,931 
12.1 Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
22.0 — Transportation of things 
23.1 Standard level user charges 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 
25.0 Other services 
26.0 Supplies and materials... 
31.0 — Equipment 
32.0 Land and structures 


99.0 Total obligations 








Personnel Summary 





Total number of permanent positions 
Total compensable workyears. 363 332 
Full-time equivalent of other positions ( (15) (15) 
Full-time equivalent of overtime and holiday 
(8) (8) 
Average ES salary $50,112 $50,112 
Average GS grade 9.21 9.61 
Average GS salary. $21,745 $23,974 
Average salary of ungraded positions $17,667 $18,400 





UNITED STATES PAROLE COMMISSION 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the United States Parole Commission, as 
authorized by law, [$5,500,000] $5,868,000. (18 U.S.C. 4202-4204, 
4210-4212, 4255, 5005, 5021-5027, 5041; Department of Justice Appro- 
priation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Wentitication code 15-1061-0-1-751 1979 actual 1980 est. 1981 est. 





Program by activities: 

10.00 Parole (costs—obligations) 9,779 
Financing: 

22.40 Unobligated balance transferred from other 


accounts —279 


40.00 Budget authority (appropriation) .. 5,500 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
1240 Obligated balance, start of year... 
14.40 Obligated balance, end of year... 


90.00 Outlays 





The United States Parole Commission makes deci- 
sions relative to the grant or denial of parole, sets 
conditions of parole, supervises parolees and mandatory 
releasees, recommits parolees in the event of violations 
of the conditions of supervision, and determines the 
termination of supervision in accordance with the 
Parole Commission and Reorganization Act of 1976. A 
major Parole Commission program is the establishment 
and application of guidelines and rules for parole deci- 
sionmaking so that the duration of terms of imprison- 
ment throughout the Federal system will be equitable. 

In 1981, this program is expected to meet the statu- 
tory limitations by granting or denying parole within 
the legal time requirements to all Federal prisoners 
who are eligible for parole consideration. In addition to 
this basic function, the Commission will seek to im- 
prove the rehabilitation process by monitoring an effec- 
tive parole supervision program through the U.S. proba- 
tion officers. Finally, the conduct of an ongoing re- 
search program, the administration of the Commission’s 
responsibilities under the labor and pension laws and 
response to Freedom of Information and Privacy Act 
requests is to be carried out under this program. 

Workload for this appropriation is as follows: 


1979 actual 
26,541 


1980 estimate 1981 estimate 


26,000 26,000 


18,240 18,240 18,240 

One third sentence—interim hearings co 760 760 760 
Record review oa 1,368 1,368 1,368 
Recission ss 1,520 1,520 1,520 
Local revocation 3 1,094 1,094 1,094 
Institutional revocation Bas 3,420 3,420 3,420 
ks 342 342 342 

912 912 912 


27,656 27,656 27,656 


Appeal decisions 6,466 6,500 6,500 
Number under supervision, June 30 (parolees and 

mandatory releases) 15,000 15,000 
Warrants issued 2,600 2,600 2,600 


Average population in Bureau of Prisons institutions 
Hearing work units: 











Object Classification (in thousands of dollars) 
Identification code 15-1061-0-1-751 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 4,113 
11.3 Positions other than permanent 50 
11.5 Other personnel compensation 6 





Total personnel compensation 4,169 
12.1 Personnel benefits: Civilian 412 
21.0 — Travel and transportation of persons 381 
22.0 Transportation of things 28 
23.1 Standard level user charges 328 
23.2 Communications, utilities, and other rent... 169 
24.0 — Printing and reproduction = sy 82 
25.0 — Other services ane rae 185 
26.0 Supplies and materials .... per a 74 
31.0 — Equipment 40 


99.0 Total obligations 5,868 





Personnel Summary 





Total number of permanent positions 178 
Total compensable workyears. 179 
Full-time equivalent of other positions (4) 
Full-time equivalent of overtime and holiday w 


( 
Average GS grade ie A 9.53 9.53 
Average GS salary $23,242 $23,421 
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LEGAL ACTIVITIES 
Federal Funds 


General and special funds: 


SALARIES AND EXPENSES, GENERAL LEGAL ACTIVITIES (INCLUDING 
TRANSFER OF FUNDS)* 


*See Part III for additional information. 


For expenses necessary for the legal activities of the Department of 
Justice, not otherwise provided for[, including miscellaneous and 
emergency expenses authorized or approved by the Attorney General 
or the Assistant Attorney General for Administration]; and not to 
exceed $20,000 for expenses of collecting evidence, to be expended 
under the direction of the Attorney General and accounted for solely 
on his certificate; [$106,267,000] $163,689,000: Provided, That not to 
exceed [$105,000] $50,000 miay be transferred to this appropriation 
from the “Alien Property Fund, World War II’, for the general ad- 
ministrative expenses of alien property activities, including rent of 
private or Government-owned space in the District of Columbia. 


[SALARIES AND EXPENSES, ANTITRUST DIVISION ] 


[For expenses necessary for the enforcement of antitrust, consum- 
er protection and kindred laws, $43,544,000.] (15 U.S.C. 4, 9, 21, 25; 28 
U.S.C. 505-506, 510-520, 524-525; 42 U.S.C. 3739; 50 U.S.C. App. 6; 
Department of Justice Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 15-0128-0-1-752 . 





1979 actual 1980 est. 198] est. 





Program by activities: 
Direct program: 
1. Conduct of Supreme Court proceed- 
ings and review of appellate matters. 
2. General tax matters 
3. Criminal matters 
4. Claims, customs, and general civil 


2,226 
17,591 
25,262 


2,646 
20,583 
30,699 


25,371 


2,794 
20,975 
32,193 
21,438 25,981 
5. Land, natural resources, and Indian 

10,293 
1,476 
13,213 


14,864 
1,547 
15,670 


15,830 
1,672 
16,989 


6. Legal opinions 

7. Civil rights matters 

8. Enforcement of antitrust, consumer 
protection and kindred laws 

9. State antitrust enforcement grants .... 

10. Special prosecution 415 


144,034 = 157,043 
1,951 1,190 


145,985 158,233 


42,457 47,255 


45,170 
78 





Total direct program 
Reimbursable program 


163,689 
1,135 


164,824 





Total program costs, funded? 
Change in selected resources (undelivered 


orders) —4,619 


141,366 





10.00 Total obligations 158,233 


Financing: 
11.00 Offsetting collections from: Federal funds ... 
22.40 Unobligated balance transferred from other 
accounts 
25.00 Unobligated balance lapsing 


—1,190 





Budget authority 139,682 149,915 163,689 





Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 
46.20 


137,801 
1,881 


139,682 


149,811 163,689 





Appropriation (adjusted) 149,811 
Transfers in for: civilian pay 


raises 





Distribution of budget authority, by account: 
Salaries and expenses, general legal activities 
Salaries and expenses, Antitrust Division 


92,174 
47,508 


106,371 
43,544 


163,689 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year. 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


139,415 
19,045 
— 24,720 


157,043 
24,720 
— 28,166 


163,689 
28,166 


Outlays, excluding pay raise supple- 


133,372 153,500 159,016 


91.20 Outlays from civilian pay raise sup- 

plemental 1 
Distribution of outlays, by account: 

Salaries and expenses, general legal activities 


Salaries and expenses, Antitrust Division 


91,274 
42,098 


108,578 
45,019 


153,390 
9,633 





* Includes capital investment as follows: 1979, $1,577 thousand; 1980, $2,279 thousand; 1981, $1,861 thousand. 


The following legal activities of the Department are 
financed from this appropriation: 

1. Conduct of Supreme Court proceedings and review 
of appellate matters.—This program consists of super- 
vising and controlling all appellate matters and repre- 
senting the Government before the U.S. Supreme 
Court. 


WORKLOAD 


1978 1979 1980 1981 
actual actual estimate estimate 


1418 366 424 


Cases: 
Pending, beginning of year 399 
Received 1,841 1,790 2,150 2,150 
Terminated 1,824 1,842 2,092 2,135 
Pending, end of year 416 366 424 439 

Other activities: 

Appellate determinations 1,461 1,607 1,767 1,767 
Certiorari determinations 618 680 748 748 
Miscellaneous recommendations 454 509 559 959 


1 Adjusted to Supreme Court figures. 


2. General tax matters.—This program involves the 
prosecution or defense of cases arising under the inter- 
nal revenue laws and other tax statutes. 


WORKLOAD 


1978 1979 1980 1981 
actual* actual estimate estimate 


10,775 11,589 12,763 14,122 
17,400 17,505 18,689 19,730 
16,586 16,331 17,330 18,040 
11,589 12,763 14,122 15,812 


Cases: 
Pending, beginning of year 


Terminated 
Pending, end of year 
Matters: 
Pending, beginning of year 439 1 390 396 421 
1,295 1,747 1,850 1,950 
Terminated 1,329 1,741 1,825 1,905 


Pending, end of year 405 396 421 466 
1 Reflects adjustment in inventory of summons enforcement actions. 


3. Criminal matters.—This program is responsible for 
enforcement of all Federal criminal statutes except tax, 
antitrust, land, and civil rights matters. For 1981, pro- 
gram increases are requested for economic crime units 
and improved litigation management. 





153,390 
9,633 


thousand, 


are 


view 
1per- 
epre- 
reme 
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WORKLOAD 


1978 1979 1980 1981 
Cases: actual actual estimate estimate 


698 743 493 418 

6,635 5,940 6,225 6,300 

6,590 6,190 6,300 6,290 

Pending, end of year 743 493 418 428 

Matters: 

Pending, beginning of year 721 810 695 595 
Received 5,006 5,290 5,600 5,850 
Terminated 4,917 5,405 5,700 6,010 
Pending, end of year 810 695 595 435 


4, Claims, customs, and general civil matters.—Civil 
suits and claims of the Government, except tax, land, 
and civil rights matters, are prosecuted or defended 
through this program. In 1981 program increases are 
requested for improved litigation management. 


WORKLOAD ' 


1978 1979 1980 1981 
Cases: actual actual estimate estimate 


Pending, beginning of year 24,186 726,384 22,077 23,809 
13,200 12,338 15,612 17,922 
10,933 16,645 13,880 15,000 
26,453 22,077 23,809 26,731 


Terminated 
Pending, end of year 


* Excludes customs cases. 

2 Adjustment in case inventory. 

5. Land, natural resources, and Indian matters.— 
Under this program all civil suits and matters relating 
to title, possession, and use of Federal land and natural 
resources are handled, as well as civil litigation involv- 
ing Indians and Indian affairs in which the United 
States is interested. Criminal and civil prosecutions for 
Federal air and water pollution violations are also in- 
cluded. In 1981 program increases are requested for 
improved litigation management and the implementa- 
tion of a case management system. 


WORKLOAD 


1978 1979 1980 1981 
Cases: actual actual estimate estimate 


Pending, beginning of year 4,141 4,897 7,066 9,508 
Received 2,485 3,960 5,446 5,664 
Terminated 1,729 1,791 3,004 3,963 
Pending, end of year 4,897 7,066 9,508 11,209 
Matters: 
Pending, beginning of year 18,000 18,435 21,187 20,287 
Received 7,290 7,752 6,000 5,000 
Terminated 6,855 5,000 6,900 7,800 
Pending, end of year 18,435 21,187 20,287 17,487 


6. Legal opinions.—Opinions are prepared for the 
President and executive agencies, and proposed Execu- 
tive orders and proclamations are reviewed as to form 


and legality. In 1981 program increases are requested to 
automate all legal opinions. 


WORKLOAD 


1978 1979 1980 1981 
actual actual estimate estimate 


150 150 155 155 
410 444 484 500 
Intradepartmental opinions 750 810 891 900 
Special assignments 2,650 2,700 2,750 2,750 


7. Civil rights matters.—Within this program, cases 
and matters involving the civil rights of persons within 
the jurisdiction of the United States are handled. In 
1981 program increases are requested to expand guid- 
ance provided to Federal agencies subject to title VI of 
the Civil Rights Act of 1964 and Executive Order 11764; 


for increased investigation and prosecution of violations 
of criminal civil rights statutes and for administrative 
services. 


WORKLOAD 


1978 1979 1980 1981 
Cases: actual actual estimate estimate 


Pending, beginning of year 926 981 1,011 1,033 
Received si 182 159 155 167 

i 127 129 133 145 

981 1,011 1,033 1,055 

Matters: 

Pending, beginning of year 3,993 , 4,864 5,926 
Received 5,307 , 5,999 6,034 
Terminated 5,814 4,937 5,198 
Pending, end of year 3,486 5,926 6,762 


8. Enforcement of antitrust, consumer protection and 
kindred laws.—This division administers and enforces 
the antitrust, consumer protection, and related statutes. 
The principal statutes involved are: (1) section 1 of the 
Sherman Act, which prohibits ccmbinations and con- 
spiracies among competitors to set prices collusively or 
otherwise to restrain trade; (2) section 2 of the Sherman 
Act, which prohibits combinations and attempts to mo- 
nopolize interstate trade; (3) section 7 of the Clayton 
Act, which prohibits corporate mergers and acquisitions 
that tend to lessen competition substantially or tend to 
monopolize; and (4) various statutory provisions that 
require regulatory agencies to consider the preservation 
of competition in the determination of public interest 
factors. 

This program primarily involves the investigation of 
suspected violations of the antitrust laws, the conduct 
of civil and criminal proceedings in the Federal courts 
and the maintenance of competitive conditions. In 1981 
program increases are requested for document process- 
ing and consolidation of division personnel in a central 
location. In 1980 this activity was appropriated sepa- 
rately under “Salaries and expenses, Antitrust Divi- 
sion. 


WORKLOAD 


shit ae 1978 1979 1980 1981 
Cases and investigations: actual actual estimate estimate 


Pending, beginning of year 1,952 1,592 1,541 1,436 
Filed and instituted 1,356 1,460 1,441 1,441 
Terminated 1,716 1,511 1,546 1,546 
Pending, end of year 1,592 1,541 1,436 1,331 
Miscellaneous proceedings 1,629 2,052 2,050 2,050 


Object Classification (in thousands of dollars) 


1981 est. 


Wenticaton code 15-0128-0-1-752 


1979 actual 1980 est. 





Direct obligations: 
Personnel compensation: 
11.1 Permanent positions 81,096 96,358 98,325 
11.3 Positions other than permanent... 3,581 2,867 2,829 
11.5 Other personnel compensation 832 924 1,230 
11.8 Special personal services payments 818 1,101 1,102 


Total personnel compensation 86,327 101,250 103,486 
12.1 Personnel benefits: Civilian 7,579 9,028 9,522 
21.0 Travel and transportation of persons 6,215 7,048 7,325 
22.0 Transportation of things 200 255 268 
23.1 — Standard level user charges 7,223 8,798 9,212 
23.2 Communications, utilities, and other rent... 5,509 5,616 5,904 
24.0 Printing and reproduction....................s+ : 1,895 3,058 3,255 
25.0 — Other services 11,170 17,733 20,843 
26.0 Supplies and materials... 1,414 1,455 1,584 
31.0 — Equipment 1,873 2,782 2,270 
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General and special funds—Continued 


SALARIES AND EXPENSES, GENERAL LEGAL ACTIVITIES (INCLUDING 
TRANSFER OF FuNps)—Continued 


Object Classification (in thousands of dollars) —Continued 
Identification code 15-0128-0-1-752 


41.0 
42.0 
91.0 








1979 actual 


10,000 
7 


1980 est. 1981 est. 





Grants, subsidies and contributions 
Insurance claims and indemnities 
Unvouchered 


Total direct obligations 139,415 = 157,043 





Reimbursable obligations: 
Personnel compensation: 
Permanent positions. 
Positions other than permanent. 
Special personal services payments 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materiais 
Equipment 





1,190 
158,233 


1,135 
164,824 


Total reimbursable obligations 








Total obligations 141,366 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


3,867 
3,940 
(186) 


(40) 
$49,960 
10.00 
$25,184 


3,905 
3,952 
(179) 


(40) 
$49,960 
10.02 
$25,799 


Average ES salary... 
Average GS grade... 
Average GS salary 








Reimbursable: 
Total number of permanent positions 10 
Total compensable workyears 9 
Full-time equivalent of other positions (0) (0) 
Full-time equivalent of overtime and holiday 
(0) 


0 
7.88 
$17,120 


( (0) 
Average GS grade .... 8.40 
Average GS salary $17,700 





SALARIES AND EXPENSES, UNITED STATES ATTORNEYS AND 
MARSHALS* 


* See Part III for additional information. 


For necessary expenses of the offices of the United States attorneys 
and marshals, including [lease of not more than 1,200 passenger 
motor vehicles from the General Services Administration, of which 
not more than 750 shall be for police-type use,] acquisition, lease, 
maintenance and operation of aircraft, [$232,915,000] $278,195,000. 
(12 U.S.C. 1904b; 18 U.S.C. 501, 3053, 4008; 18 U.S.C., Prec. 3481 nt; 28 
U.S.C. 510-6, 519, 524-25, 541-438, 547-50, 561-62, Department of Jus- 
tice Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 15-0322-0-1-752 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. U.S. attorneys : 128,419 
2. Bankruptcy matters.. oe 184 
3. U.S. marshals 77,024 


Total direct program 205,627 


154,889 
2,661 
86,385 


243,935 


176,859 
6,681 
94,655 


278,195 


1,240 
206,867 


Reimbursable program 1,151 


245,086 


na 


Total program costs, funded * 279,346 
Change in selected resources (undelivered 


orders) 952 


10.00 Total obligations 207,819 245,086 


Financing: 
Offsetting collections from: 
Federal funds 
Non-Federal sources 
Unobligated balance available, start of year 
Unobligated balance transferred from other 
accounts 
Unobligated balance available, end of year. 
Unobligated balance lapsing 


Budget authority 


—140 
—500 


—616 
—935 
—17 


11.00 
14.00 
21.40 
22.40 


24.40 
25.00 


207,013 278,195 





Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 
44.20 


196,700 
10,313 


207,013 


278,195 


Appropriation (adjusted) 
Supplemental for civilian pay 


232,915 


6,633 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


206,579 
20,159 
—17,452 
—396 


243,935 
17,452 
— 22,444 


278,195 
22,444 


Outlays, excluding pay raise supple- 


208,890 232,732 270,724 


91.20 Outlays from civilian pay raise sup- 


plemental 6,211 422 





1 Includes capital investment as follows: 1979, $2,160 thousand; 1980, $3,697 thousand; 1981, $3,432 thousand. 


The Government is represented in each of the 95 
judicial districts by a U.S. attorney and a U.S. marshal. 

1. U.S. attorneys.—The U.S. attorney is responsible 
for the prosecution of criminal offenses against the 
United States, the representation of the Government in 
all civil actions in which the United States is con- 
cerned, and the initiation of proceedings for the collec- 
tion of fines, penalties, and forfeitures owed to the 
United States. The 1981 program increase provides re- 
sources for reduction in lapse, instruction of depart- 
mental attorneys in advocacy skills and ADP systems 
and personnel to support improved litigation manage- 
ment. 

2. Bankruptcy matters.—The Bankruptcy Reform Act 
of 1978, Public Law 95-598, established trustees to per- 
form the supervisory and appointing functions now 
handled by bankruptcy judges, and to monitor private 
trustee performance. The 1981 request will provide ad- 
ditional resources to aid the trustees in the 18 judicial 
districts. 

3. U.S. marshals.—The U.S. marshal has custody of 
all unsentenced Federal offenders until released by the 
courts or confined in prison, acts as agent of the courts 
in the service of process and execution of warrants, and 
provides protective services to the courts and to key 
Government witnesses in his district. The 1981 program 
increase will provide resources for the witness security 
program and the execution of Federal warrants. 

The following table shows actual and estimated work- 
loads: 





DEPARTMENT OF JUSTICE oer Ve ae 


U.S. ATTORNEYS Travel and transportation of persons 11,819 10,329 
Transportation of things bs 591 519 

. pe * =. pm Standard level user charges 17,201 18,813 

Cases: Communications, utilities, and other rent... 10,669 11,313 
Pending, beginning of year 107,362 113,242 123,832 132,332 Printing and reproduction 1,584 2,548 
Filed: Other services 14,300 23,090 
imi 30,860 35,000 42,000 Supplies and materials 1,866 1,784 
57,389 68,151 68,500 65,000 Equipment 3,324 5,690 


Lands and structures 37 
s2al2 99,011 103,500 107,00 Insurance claims and indemnities 16 














90,828 96,852 60,000 60,000 Reimbursable obligations: 
Total terminated... 86,532 88,421 95,000 102,000 Personnel compensation: 


- 11.1 Permanent positions 663 570 570 
Pending, end of year 113,242 123,832 132,332 137,332 11.5 Other personnel compensation 158 169 169 


Giminal trials 3,845 3,613 4,500 5,000 11.8 Special personal services payments 100 100 100 


Civil trials 992 1,226 1,500 1,500 Total personnel compensation 921 839 839 


: 12.1 Personnel benefits: Civilian 57 50 50 
— er =< _ — 21.0 — Travel and transportation of persons. 261 261 261 
Criminal appeals filed 3,460 3,136 4,000 4,100 26.0 Supplies and materials 1 1 1 


ivi i 2,136 2,237 2,500 2,500 ‘ ae 
= Total reimbursable obligations 1,240 1,151 1,151 


Total appeals filed 5,096 5,373 6,500 6,600 a 
99.0 Total obligations 207,819 245,086 279,346 
Criminal appeals terminated 3,370 3,178 3,800 3,800 
Civil appeals terminated 1,974 2,031 2,400 2,500 


Total appeals terminated 5,344 5,209 6,200 6,300 Direct: F 
Workhours in court 502,175 573,857 577,500 610,000 Total number of permanent positions 7,109 7,028 
Matters: i ; Total compensable workyears , 6,798 7,209 
: a Full-time equivalent of other positions (210) (210) 
Pending, beginning of year 49,767 66,654 100,290 117,290 Full-time equivalent of overtime and holiday 
(290) (328) 


152,101 142,625 —- 160,000 162,500 Average ES salary : $50,010 $50,010 
73,380 101,122 75,000 75,000 Average GS grade : 7.25 7.96 
z Average GS salary $16,316 $17,522 



























































Personnel Summary 


























Total received 225,481 243,747 235,000 237,500 Average salary of ungraded positions $34,436 $33,519 


Terminated 208,594 210,111 218,000 220,000 

Pending, end of year 66,654 100,290 117,290 134,790 
Prosecutions declined 116,361 120,000 120,000 122,000 
Proceedings before grand jury... 19'509 16420 —«-20,000~=—S—«21,000 “Taueeaee ae eee - 
Workhours before grand jury 53,926 87,503 100,000 115,000 











Reimbursable: 
Total number of permanent positions 19 19 


Collections (in thousands of dollars)... $212956 $187,362 $250,000 $250,000 Full-time equivalent of overtime and holiday 5) 


BANKRUPTCY MATTERS Average GS grade 8.00 


5 Average GS salary , $15,161 
Cases filed 84,195 101,034 i 
Cie chetd . 69,622 83,546 Average salary of ungraded positions 


Cases pending a 87,440 104,928 
First hearings/341 meetings 5,372 6,446 





U.S. MARSHALS SALARIES AND ExpENSES, UNITED STATES ATTORNEYS AND MARSHALS 


Process received for service 846,073 916,856 975,072 —_ 1,053,378 (Proposed for later transmittal, proposed legislation) 
Process served 677,280 728,472 —785,000 805,000 


Warrants received 76,842 75,667 75,932 76,512 Program and Financing (in thousands of dollars) 
USMS arrests 27,871 26,768 28,399 30,955 - 
Warrants unexecuted, end of year 41,497 28,336 37,967 35,411 Identification code 15-0322-2-1-752 1979 actual 1980 est. 1981 est. 
Witness security program—new wit- 








427 400 400 Program by activities: 
85,720 88,000 94,000 10.00 U.S. marshals (costs—obligations) 
2,172 3,500 3,600 


Object Classification (in thousands of dollars) 





Financing: 
40.00 Budget authority (appropriation)........... 











Kdentification code 15-0322-0-1-752 1979 actual 1980 est. 1981 est. Relation of obligations to outlays: 
Direct obligations: 71.00 Obligations incurred, net 
te compensation: 74.40 Obligated balance, end of year 


Il. Permanent positions 117,962 142,431 157,139 90.00 
113 Positions other than permanent.. 5,751 3,582 5,334 : 
115 Other personnel compensation 8,116 7,804 9,111 , . , j : 
11.8 Special personal services payments 252 114 113 Separate legislation will be proposed to discontinue 


Total personnel compensation 132,081 153931 171,697 ‘the service of private process by the United States Mar- 
12.1 Personnel benefits: Civilian 13,084 15,902 shals Service; however, this proposal will not affect the 
13.0 Benefits for former personnel service of private process to indigents. 





Outlays 
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General and special funds—Continued 


SALARIES AND EXPENSES, UNITED STtaTes ATTORNEYS AND 
MarsHats—Continued 


Object Classification (in thousands of dollars) 


Identification code 15-0322-2-1-752 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Rent, communications, and utilities 
Printing and reproduction 
Other services 
Supplies and materials .. 
Equipment 
Insurance claims and indemnities 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday hours 
Average GS grade 
Average GS salary 





Support oF UNITED STATES PRISONERS 


For support of United States prisoners in non-Federal institutions, 
[$21,800,000] $23,000,000. (18 U.S.C. 3059, 4001-4003, 4006-4010, 
4042, 4082, 4085, 4086, 4125, 4244, 4281-4283, 5036; Department of 
Justice Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 
Identification code 15-1020-0-1-752 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Care of U.S. prisoners in non-Federal insti- 
tutions (costs—obligations) 
Financing: 
25.00 Unobligated balance lapsing 


Budget authority 


19,012 21,800 23,000 


1,079 
20,091 





21,800 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 


25,100 
—5,009 


20,091 


21,800 


Appropriation (adjusted) 21,800 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year.. 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


19,012 
3,971 
—4,531 
— 585 


17,867 


21,800 
4,531 
—4,200 





Outlays 22,131 





The U.S. Marshals Service contracts with State and 
local jails to board Federal prisoners and detainees for 
short periods of time. These periods of detention occur 
before and during a trial and while awaiting transfer to 
Federal institutions after conviction. An average of 
4,500 prisoners will be boarded in approximately 850 
jails at an average cost of $18.78 per offender day in 
1981. 


Object Classification (in thousands of dollars) 
Identification code 15-1020-0-1-752 
11.8 





1979 actual 1980 est. 1981 est. 





Personnel compensation: Special personal 
services payments 
Personnel benefits: Civilian 
Travel and transportation of persons 15 
20,492 
32 


1,161 
12.1 25 
21.0 
25.0 
26.0 
41.0 


99.0 


Other services 
Supplies and materials 
Grants, subsidies, and contributions 75 


Total obligations 21,800 





FEES AND EXPENSES OF WITNESSES 


For expenses, mileage, compensation, and per diems of witnesses 
and for per diems in lieu of subsistence, as authorized by law, includ- 
ing advances; $27,000,000. (6 U.S.C. 503(b), 5587, 5751; 18 U.S.C. Prec. 
3481 Note, 3495-6; 28 U.S.C. 1821, 1824-5, 1922; Department of Justice 
Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 15-0311-0-1-752 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Fact witnesses 
2. Protection of witnesses... 8,383 8,383 
3. Expert witnesses 5,006 5,006 
4. Mental competency examinations 401 401 


10,980 12,029 13,210 


10.00 Total program costs, funded—obliga- 


23,704 25,819 27,000 


Financing: 


25.00 Unobligated balance lapsing 1,925 


25,629 


Budget authority 25,819 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


26,464 27,000 


43.00 
45.00 


Appropriation (adjusted) 


Transfers out for pay raises.......... —1,181 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74,40 
77.00 


90.00 


25,819 
3,313 


Outlays 25,450 





Fees and expenses are paid to witnesses who appear 
on behalf of the Government in cases in which the 
United States is a party. Costs incurred are affected by 
factors over which the Department of Justice has little 
control. The U.S. attorneys and the Department's six 
legal divisions are served by this appropriation. 

1. Fact witnesses.—Payment for attendance fees, per 
diem and travel is provided for witnesses who testify as 
to events or facts about which they have personal 
knowledge. 

2. Protection of witnesses.—The U.S. Marshals Service 
is responsible for the protection of witnesses and their 
dependents; subsistence costs of protected witnesses and 
their families are paid from this fund. This program is 
designed to assure the safety of Government witnesses 
whose testimony on behalf of the Government places 
them or their families in jeopardy. 

3. Expert witnesses.—Technical and scientific experts 
are paid for their testimony as Government witnesses 
in legal proceedings involving the United States. 
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4. Mental competency examinations.—This program 
provides payments to psychiatrists and physicians for 
court-ordered examinations of the mental competency 
of persons accused of offenses against the United States. 
Reports and court testimony relating to the examina- 
tions are included in these fees. 


Object Classification (in thousands of dollars) 
Identification code 15-0311-0-1-752 


11.8 Personnel compensation: Special personal 
services payments: 
Fees, fact witnesses 
Fees, protection of witnesses... 8,383 8,383 
Fees, expert witnesses 5,006 5,006 
Fees, mental competency examinations .. 401 401 


19,304 20,485 





1979 actual 1980 est. 1981 est. 





5,514 6,695 





Total personnel compensation 








21.0 — Travel and transportation of persons: 
1,723 
3,777 
1,015 


1,723 
3,777 
1,015 





Total travel and transportation of 


persons 6,515 


25,819 


6,515 
27,000 








Total obligations 23,704 





SALARIES AND ExpENSES, COMMUNITY RELATIONS SERVICE 


For necessary expenses of the Community Relations Service, estab- 
lished by title X of the Civil Rights Act of 1964, [$4,925,000] 
$5,218,000. (5 U.S.C. 903; Reorganization Plan No. 1 of 1966; Depart- 
ment of Justice Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 15-0500-0-1-752 1979 actual 


1980 est. 1981 est. 


Program by activities: 
Prevention and conciliation of community 
disputes (program costs, funded) 
Change in selected resources (undelivered 
orders) 170 


Total obligations 


Financing: 
22.40 Unobligated balance transferred from other 
accounts 
25.00 Unobligated balance lapsing 


Budget authority 


Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 


4,681 





10.00 











Appropriation (adjusted) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 687 
74.40 Obligated balance, end of year — 399 
77.00 Adjustments in expired accounts 18 


90.00 5,157 





Outlays 





The Community Relations Service (CRS) provides as- 
sistance to communities in resolving disputes, disagree- 
ments, and difficulties arising from discriminatory prac- 
tices which impair the rights of citizens or which dis- 
rupt or threaten to disrupt peaceful relations among 
citizens. 

The 1981 request will provide CRS with resources to 
continue to focus on racial disputes in two major pro- 


gram areas: police/minority confrontation cases, par- 
ticularly those related to allegations of police use of 
excessive force; and education cases, with focus shifting 
from desegregation preparation to problems generated 
in the aftermath of desegregation. In 1981, CRS antici- 
pates that these two program areas will produce about 
560 out of a total 885 anticipated cases. 


Object Classification (in thousands of dollars) 
Identification code 15-0500-0-1-752 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 
Special personal services payments 


3,363 3,400 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials . 
Equipment 





Total obligations 





Personnel Summary 





Total number of permanent positions... ne 110 lll 
Total compensable workyears. i 119 122 122 
Full-time equivalent of other positions (9) (9) 
Full-time equivalent of overtime and holiday 
(1) 
$47,500 
11.03 
$26,642 


(2) 
$50,112 
11.05 
$30,248 


(2) 
$50,112 
11.05 
$29,936 


Average ES salary... 
Average GS grade 
Average GS salary 





FEDERAL BUREAU OF INVESTIGATION 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary for the detection, investigation, and pros- 
ecution of crimes against the United States; including purchase for 
police-type use (not to exceed [one thousand two hundred] one thou- 
sand one hundred for replacement only) and hire of passenger motor 
vehicles; acquisition, lease, maintenance and operation of aircraft; 
and not to exceed $70,000 to meet unforeseen emergencies of a confi- 
dential character, to be expended under the direction of the Attorney 
General, and to be accounted for solely on his certificate; 
[$584,408,000] $66,971,000. (28 U.S.C. 524, 531-37; Department of 
Justice Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 15-0200-0-1-751 


1979 actual 1980 est 1981 est. 





Program by activities: 
Direct program: 
1. Criminal, security, and other investi- 

373,437 
11,299 
85,167 
70,565 
36,102 


576,570 


385,561 
14,238 
93,217 
86,211 
38,179 


617,406 


402,416 
15,093 
100,414 
79,783 
39,265 


636,971 


2. Coordination of investigations... 
3. Investigative support 

4. State and local assistance... 

5. Program direction 





Total direct program 








Reimbursable program: 
1. Criminal, security, and other investi- 
gations 


4,668 4,555 
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Program and Financing (in thousands of dollars) —Continued 


\dentification code 15-0200-0-1-751 





1979 actual 1980 est. 1981 est. 





3. Investigative support 346 346 
4. State and local assistance 229 229 


Total reimbursable program 4,149 5,243 5,130 


Total program costs, funded + 580,719 622,649 642,101 
Change in selected resources (undelivered 
orders) 3,512 


10.00 Total obligations 584,231 642,101 


Financing: 
Offsetting collections from: 
11.00 Federal funds —4,784 
14.00 Non-Federal sources 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 
25.00 Unobligated balance lapsing 


Budget authority 

















Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 
raises 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 617,406 636,971 
72.40 Obligated balance, start of year... ; 52,748 55,391 
74.40  Obligated balance, end of year — 55,391 — 57,586 
77.00 Adjustments in expired accounts 





90.00 Outlays, excluding pay raise supple- 
587,216 632,825 

91.20 Outlays from civilian pay raise sup- 
plemental 27,547 1,951 





* Includes capital investment as follows: 1979, $29,679 thousand; 1980, $26,845 thousand; 1981, $33,799 thousand. 


1. Criminal, security, and other investigations.—This 
activity includes all field operations of the Federal 
Bureau of Investigation. These operations are conducted 
out of 59 field offices and more than 435 resident agen- 
cies located throughout the United States and Puerto 
Rico. Field offices are responsible for all investigations 
related to the national priority law enforcement areas 
of white-collar and organized crime and foreign counter- 
intelligence. Staff increases are requested to increase 
efforts in these national priority areas. Other broadly 
defined responsibilities can be defined as civil rights, 
fugitives, terrorism, general government crimes, person- 
al crimes, civil and general property crimes, applicant 
and other investigations. 

The FBI is reimbursed for certain investigative activi- 
ties such as preemployment background inquiries, 
name checks, and certain other activities for other Fed- 
eral agencies. 

2. Coordination of investigations.—This activity repre- 
sents resources devoted to national program supervi- 
sion, coordination, and management of FBI investiga- 
tive matters. Additional work-years are requested for 
coordination of white collar crime, organized crime, and 
foreign counterintelligence field investigative activities. 

3. Investigative support.—Investigative support is pro- 
vided through training, forensic laboratories, attachés 


in foreign countries, investigative records and commu- 
nications, ADP and telecommunications, and technical 
field support and equipment. An increase in funding is 
requested in the forensic laboratories, ADP and tele- 
communications, and technical field support and equip- 
ment to maintain and improve support as related to the 
national priority programs. 

4, State and local assistance.—The FBI supports state 
and local law enforcement by providing training and 
furnishing laboratory, identification, and informational 
services. Emphasis is being placed on the training of 
police instructors with state and local agencies to 
permit them to become more self-sufficient and to allow 
the FBI to concentrate its resources on high priority 
initiatives. Training is conducted at various locations 
around the Nation, but most courses are given at the 
FBI National Academy in Quantico, Va. 

The FBI’s National Crime Information Center (NCIC) 
and Uniform Crime Reporting (UCR) program provide 
criminal information to Federal, state and local law 
enforcement agencies without charge. The NCIC system 
contains over six million records relating to wanted and 
missing persons, stolen property, and criminal histories. 
The UCR program collects data from more than 13,000 
law enforcement agencies and makes this information 
available to criminal justice agencies and researchers, 
the academic community, and others. 

The FBI’s Identification Division is the national re- 
pository for fingerprint identification data. In 1981, ap- 
proximately 6.5 million sets of fingerprints will be proc- 
essed. A project to automate fingerprint processing was 
initiated in 1971; the project is currently being evaluat- 
ed by the Jet Propulsion Laboratory. 

5. Program direction.—This activity includes the man- 
agement, administrative support, legal, planning, evalu- 
ation, inspection, and financial functions of the FBI. 
During 1979, the executive organizational structure was 
modified to more efficiently address current problems 
and improve overall operations. 


Object Classification (in thousands of dollars) 
Identification code 15-0200-0-1-751 


Direct obligations: 
Personnel compensation: 
Permanent positions 356,617 388,240 387,903 
Positions other than permanent 10 59 2,261 
Other personnel compensation 40,258 42,367 42,401 


Total personnel compensation 396,885 430,666 432,565 
Personnel benefits: Civilian 46,602 50,455 51,950 
Travel and transportation of persons 12,963 11,498 12,329 
Transportation of things 2,751 3,358 
Standard level user charges 32,904 : 35,218 
Communications, utilities, and other rent.... 3 i 30,494 
Printing and reproduction 1,782 
Other services i 18,771 
Supplies and materials 16,440 
Equipment 
Lands and structures 
Insurance claims and indemnities... 

Unvouchered 


Total direct obligations 580,082 613,906 636,971 


Reimbursable obligations: 
Personnel compensation: 
ll. Permanent positions ae 2,281 2,762 2,709 
11.5 Other personnel compensation es 270 274 268 


1979 actual 1980 est. 198] est. 








Total personnel compensation 2,551 3,036 2,977 





DW PO PO MPO PO PRO PO 


DEPARTMENT OF JUSTICE 


12.1 Personnel benefits: Civilian 314 308 
21.0 Travel and transportation of persons........... . 306 300 
22.0 — Transportation of things 29 28 
23.2 Communications, utilities, and other rent... 30 30 
24.0 — Printing and reproduction 4 3 
25.0 Other services es 607 607 
26.0 Supplies and materials . Sas 23 23 
31.0 — Equipment 894 854 


5,243 5,130 





Total reimbursable obligations 








Total obligations, Federal Bureau of 


Investigation 619,149 642,101 








ALLOCATION TO GENERAL SERVICES 
ADMINISTRATION 


32.0 Lands and structures 3,500 


622,649 








99.0 Total obligations 642,101 








Direct: 
Total number of permanent positions 19,738 
Total compensable workyears 19,190 
Full-time equivalent of other positions (6) 
Full-time equivalent of overtime and holiday 


19,306 
18,913 
(214) 


(35) (35) 
Average GS grade Sas 8.31 8.35 
Average GS salary z $19,934 $20,048 
Average salary of ungraded positions $17,960 $17,960 








Reimbursable: 

Total number of permanent positions 175 175 
Total compensable workyears 127 100 
Full-time equivalent of other positions (0) (0) 

Full-time equivalent of overtime and holiday 
(0) (0) 
Average GS grade ... 9.17 9.17 
Average GS salary $21,456 $21,456 





IMMIGRATION AND NATURALIZATION SERVICE 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES* 
*See Part III for additional information. 


For expenses, not otherwise provided for, necessary for the adminis- 
tration and enforcement of the laws relating to immigration, naturali- 
zation, and alien registration, including payment of allowances (at a 
rate not in excess of $4 per diem) to aliens for work performed while 
held in custody under the immigration laws; not to exceed $50,000 to 
meet unforeseen emergencies of a confidential character, to be ex- 
pended under the direction of the Attorney General and accounted 
for solely on his certificate; purchase for police-type use (not to exceed 
[three hundred fifty-eight] four hundred thirty which shall be for 
replacement only) and hire of passenger motor vehicles; acquisition, 
lease, maintenance and operation of aircraft; research related to im- 
migration enforcement; [$318,465,000] $349,855,000 of which not to 
exceed $400,000 shall remain available for such research until ex- 
pended. (8 U.S.C. 1103, 1252, 1551; Department of Justice Appropri- 
ation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 15-1217-0-1-751 1979 actual 1980 est. 1981 est. 


Program by activities: 
Direct program: 

Operating costs: 
1. Border enforcement 
2. Interior enforcement 
3. Detention and deportation... 
4. Intelligence 
5. Service to public 
6. Support operations 


121,057 
30,770 
39,013 

1,021 
45,688 
23,739 


133,007 
32,247 
39,716 

1,367 
53,536 
38,509 


140,198 
32,412 
41,447 

1,412 
59,607 
38,076 


IMMIGRATION AND NATURALIZATION SERVICE 627 
Federal Funds - 


7. Program direction 33,620 


332,002 
—3,847 
328,155 


34,838 
347,990 





Total operating costs 
Unfunded adjustments to total operating 
costs: Depreciation included above 


296,843 


—4,061 
343,929 





Total operating costs, funded 293,252 








Capital investment, funded: 

Border enforcement 2,977 1,048 
Interior enforcement 794 692 
Detention and deportation... 164 156 
Intelligence 59 59 
Service to public 169 162 
. Support operations 6,046 3,564 
. Program direction 375 375 


10,584 6,056 
338,739 349,985 





Total capital investment 








Total direct program 








Reimbursable program: 

1. Border enforcement 7,454 7,454 
Interior enforcement 6 6 
Detention and deportation .. 1,026 1,026 
Service to public 64 64 
Support operations .... 267 267 
Program direction 4] 4] 


8864 8,864 
347,603 358,849 





Total reimbursable programs. 





Total program costs, funded 
Change in selected resources (undelivered 
orders) 3,405 


Total obligations 
Financing: 
Offsetting collections from: 
Federal funds 
Non-Federal sources 
Unobligated balance available, start of year 
Unobligated balance transferred from other 


309,874 





10.00 347,603 


11.00 
14.00 
21.40 
22.40 


—134 
— 8,260 
—3,728 


24.40 
25.00 


Unobligated balance available, end of year.. 
Unobligated balance lapsing........ 


Budget authority 329,492 








Budget authority: 
40.00 Appropriation 
44.10 Supplemental for wage-board pay 


318,465 


86 
10,941 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 


303,701 
39,549 


338,609 
38,335 
— 43,479 


349,855 
43,479 


Outlays, excluding pay raise supple- 
323,168 346,722 
91.10 Outlays from wage-board pay raise 
supplemental 80 6 
Outlays from civilian pay raise sup- 


plemental 724 


91.20 


The Immigration and Naturalization Service is re- 
sponsible for administering laws relating to the admis- 
sion, exclusion, deportation, and naturalization of 
aliens. Specifically, the Service inspects aliens to deter- 
mine their admissibility into the United States; adjudi- 
cates requests of aliens for benefits under the law; pre- 
vents illegal entry into the United States; investigates, 
apprehends, and removes aliens in this country in viola- 
tion of the law; and examines alien applicants wishing 
to become citizens. 

1. Border enforcement.—This activity contains most of 
the resources dedicated to both preventing illegal entry 
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into the United States and facilitating the entry of 
qualified persons. Also included are the resources for 
the alien documentation program (ADIT) and the Serv- 
ice’s nationwide anti-smuggling of aliens program. 

Most reimbursements received by the Service are for 
overtime work performed by immigration inspectors at 
air and sea ports of entry, as required by statute. The 
Airport and Airways Development Act requires that 
the carriers reimburse the Service for inspections per- 
formed outside normal duty hours at the convenience of 
the carrier. 


WORKLOAD 


1979 actual 
274,201,485 
105,216,585 
168,984,900 
168,011,275 
973,625 
785,911 
132,722 
14,928 
600,000 


1981 estimate 
293,870,000 
113,115,000 
180,755,000 
179,655,000 

1,100,000 
963,000 
163,000 

17,000 
800,000 


1980 estimate 
283,828,000 
109,094,000 
174,734,000 
173,704,000 

1,030,000 
852,000 
144,000 

16,000 
700,000 


Total persons inspected 

Total citizens inspected... 
Total aliens inspected 

Aliens admitted 

Aliens withdrawing at entry 
Deportable aliens apprehended 
Smuggled aliens apprehended 
Smugglers apprehended 

ADIT cards issued 


2. Interior enforcement.—Resources in this activity 
are focused upon locating undocumented aliens who are 
within the United States following successful illegal 
entry or violation of status after legal entry. Apprehen- 
sions are made through inspection of farms and 
ranches, by investigation of information about the loca- 
tion of undocumented aliens, and through investigative 
casework. 


WORKLOAD 


1979 actual 
102,818 


1980 estimate 
93,000 


1981 estimate 
Deportable aliens apprehended (border patrol) 91,000 
Smuggled aliens apprehended 39,966 36,000 35,000 
Smuggled aliens apprehended (investigations) 39,284 31,000 31,000 
Smugglers apprehended (border patrol) 352 300 300 
Smugglers apprehended (investigations) 3,216 3,400 4,000 
Deportable aliens apprehended (investigations) 147,361 132,000 132,000 
Non-Dual action cases completed 55,000 55,000 
Deportable aliens apprehended (other investigative 
efforts) 
Convictions of smugglers (total) 


18,700 18,000 18,000 
5,818 6,000 6,400 


3. Detention and deportation.—This activity provides 
the necessary resources for processing and detaining 
undocumented aliens who have been located and for 
promptly effecting their removal from the United 
States. Resources are also provided for the conduct of 
administrative hearings on immigration matters and 
government representation at those hearings. 


WORKLOAD 


1979 actual 
2,371 
340,600 
1,009,100 
51,143 
55,886 


1980 estimate 
2,400 
339,700 
1,014,600 
61,750 
60,394 
2,912 4,054 5,300 
6,424 6,600 7,200 


4. Intelligence.—Intelligence information for Service 
operations is collected, analyzed, and disseminated by 
personnel assigned to this activity. The resources re- 
quested will provide a predictive and analytical intelli- 
gence capability. These resources also provide a capabil- 


1981 estimate 
2,400 
364,800 
1,081,200 
61,700 
67,000 


Average number of aliens held in detention per day. 
Detentions 

Aliens expelled 

Appearances at hearings by trial attorney 
Deportation hearings completed 

Exclusion hearings completed 

Bond redetermination cases completed 


ity to scientifically examine and analyze documents to 


‘assist in the identification, investigation, and prosecu- 


tion of major conspiracies which promote fraudulent 
documents and smuggle aliens. 


WORKLOAD 


Scientific examination and analysis of fraudulent 
documents conducted 

New I&NS data inputs at El Paso Intelligence 
Center (EPIC) processed 

Queries researched at EPIC 

Positive I&NS responses to queries received by EPIC 
provided 9,900 9,900 


5. Service to public.—The resources necessary to pro- 
vide the benefits of the Immigration and Nationality 
Act are provided in this activity. Included are the adju- 
dication of applications and petitions submitted for 
benefits, the processing of naturalization and citizen- 
ship petitions and applications, and the provision of 
information and forms to clients at Service offices. All 
operations conducted overseas except preinspection are 
within this activity. 


1981 estimate 
4,400 


1979 actual 1980 estimate 


4,400 


182,000 
21,400 


182,000 
21,900 


WORKLOAD 


1979 actual 
1,720,000 
232,826 
16,828 
9,802,000 


1980 estimate 
1,768,000 
235,000 
15,000 
10,402,000 
136,005 225,000 223,000 
51,756 53,000 63,000 


6. Support operations.—This activity includes the re- 
sources for construction, communications, records man- 


agement, automatic data processing, and training of 
personnel. 


1981 estimate 
1,835,000 
250,000 
15,000 
10,502,000 


Naturalization applications completed 

Dual action cases completed 

Inquiries and callers at information counters 
Refugees processed 

Adjudications completed (overseas) 


WORKLOAD 


1979 actual 1980 estimate 1981 estimate 
Basic officer training completions 
Extension training program starts 
Alien files opened 

Index searches completed 


Coding: 


9,500 
639,000 
5,000,000 


9,550 
639,000 
5,000,000 


325,128 332,931 340,921 
6,941,007 7,142,296 7,349,425 
7. Program direction.—This activity provides re- 
sources for the overall administration and management 
of the Service. 


Nonimmigrant 


Object Classification (in thousands of dollars) 


Identification code 15-1217-0-1-751 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 4,843 4,993 5,167 
Other personnel compensation 31,387 32,389 33,780 
Special personal services payments 236 187 184 


203,415 224,928 233,239 
27,565 30,179 
14,412 14,871 

2,002 2,380 
14,746 15,302 
10,835 12,498 

2,470 2,692 
24,296 23,464 

6,747 8,159 

6,882 5,043 

3,730 1,534 


166,949 187,359 194,108 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons.. 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 
Lands and structures 
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42.0 Insurance claims and indemnities................ 27 26 
44.0 fund ; 19 18 
91.0 80 80 


349,985 





Total direct obligations 





Reimbursable obligations: 
Personnel compensation: 
11.3 Positions other than permanent 
11.5 Other personnel compensation 





Total personnel compensation 

12.1 — Personnel benefits: Civilian 
21.0 Travel and transportation of persons. 
22.0 — Transportation of things 
23.2 | Communications, utilities, and other rent.... 
24.0 — Printing and reproduction 
25.0 Other services 
26.0 Supplies and materials... 

Equipment 





Total reimbursable obligations 








Total obligations 313,279 347,603 «358,849 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


10,943 
12,209 
(482) 


10,716 
12,583 
(522) 


(1,484) (1,484) 
Average ES salary , $50,005 $50,005 
Average GS grade 8.18 8.18 
Average GS salary $18,089 $18,326 
Average salary of ungraded positions $15,164 $15,853 








Reimbursable: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
MNES enters ietece een ; 





DRUG ENFORCEMENT ADMINISTRATION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Drug Enforcement Administration, 
including not to exceed $70,000 to meet unforeseen emergencies of a 
confidential character, to be expended under the direction of the 
Attorney General, and to be accounted for solely on his certificate; 
purchase of not to exceed three hundred seventy-five passenger motor 
vehicles (for replacement only) for police-type use without regard to 
the general purchase price limitation for the current fiscal year; 
acquisition, lease, maintenance, and operation of aircraft; 
[$193,836,000] $208,605,000, of which not to exceed $1,200,000 for 
research shall remain available until expended. (Reorganization Plan 
No. 2 of 1973; Reorganization Plan No. 1 of 1968; 21 U.S.C. 801-966, as 
amended; 31 U.S.C. 529, 638a, 669, 708; 40 U.S.C. 304); 41 U.S.C. 11a; 
49 U.S.C. 783; Department of Justice Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 15-1100-0-1-751 


1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Enforcement of Federal law and in- 
vestigations: 
(a) Domestic enforcement 
(b) Foreign cooperative investiga- 
tion: 
(c) Compliance and regulation 
(d) State and local assistance 


88,022 88,127 92,860 
20,933 
13,102 


20,592 


23,734 
13,942 
22,177 


24,461 
14,259 
20,036 


2. Intelligence 

3. Research and development. 
4. Support operations 

5. Program direction 


13,362 

1,486 
18,397 
14,208 


190,102 


17,469 

4,429 
19,798 
14,569 


204,245 


17,862 

3,135 
21,509 
15,683 


209,805 





Total direct program 








Reimbursable program: 
1. Enforcement of Federal law and in- 
vestigations: 
(a) Domestic enforcement 720 
(b) Foreign cooperative investiga- 


2,060 

(c) Compliance and regulation 4 

2. Intelligence 688 
3. Research and development 128 
4. Support operations 43 


3,643 
193,745 





4,588 
208,833 


Total reimbursable program 








Total program costs, funded + 
Change in selected resources (undelivered 


orders) 3,309 


197,054 





10.00 Total obligations 


Financing: 

Offsetting collections from: 
Federal funds 
Non-Federal sources 

Unobligated balance available, start of year —4,213 

Unobligated balance available, end of year.. 3,728 

Unobligated balance lapsing 799 


Budget authority 193,725 


11.00 
14.00 
21.40 
24.40 
25.00 


—3,186 
—457 


201,717 





Budget authority: 
40.00 Appropriation 192,953 
42.00 Transferred from other accounts 772 


43.00 193,725 
44.20 


193,836 





Appropriation (adjusted) 
Supplemental for civilian pay 


46.20 Transfer in for civilian pay raises. 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


193,411 
31,929 

— 35,828 
—4,731 


204,245 
35,828 
-- 39,595 


209,805 
39,595 
— 43,056 





Outlays, excluding pay raise supple- 


184,781 193,108 205,833 


91.20 Outlays from civilian pay raise sup- 


plemental 7,370 511 





"Includes capital investment as follows: 1979, $5,688 thousand; 1980, $3,650 thousand; 1981, $5,134 thousand. 

Note.—Excludes $624 thousand in 198) for activities transferred to: “Acquisition, operation and maintenance of buildings 
abroad,” Department of State. Comparable amounts for 1979, $480 thousand and 1980, $547 thousand are included above. 

The mission of the Drug Enforcement Administration 
(DEA) is to control abuse of narcotics and dangerous 
drugs by restricting the aggregate supply of those drugs 
through drug law enforcement at the Federal level as 
lead agency; coordination with State, local, and other 
Federal officials in drug enforcement activities; develop- 
ment and maintenance of drug intelligence systems; 
regulation of legitimate controlled substances activities; 
and coordination and intelligence-gathering activities 
with foreign government agencies. 

This appropriation finances the operation of five do- 
mestic regions, with offices in all 50 States, foreign 
operations in 40 countries, eight field forensic laborato- 
ries, and 19 State and local task forces. 

Efforts in the heroin area have produced a reduction 
in the national retail heroin purity from a high of 6.6 
percent in the first quarter of calendar year 1976 to the 
current low of 3.5 percent. In 1981, DEA will continue 





DRUG ENFORCEMENT ADMINISTRATION—Continued 
Federal Funds—Continued 


630 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 





General and special funds—Continued 
SALARIES AND ExpENSEsS—Continued 


the enforcement pressure on heroin traffic, with accel- 
erated efforts against trafficking in cocaine, PCP, multi- 
ton shipments of marihuana, and licit drugs diverted at 
the retail level. 

The means by which DEA performs its mission are 
summarized by the following activities: 

1. Enforcement of Federal law and investigations—(a) 
Domestic enforcement.—This activity encompasses the 
enforcement of Federal laws regarding narcotics and 
dangerous drugs. Specifically, the activity aims to 
reduce the domestic supply of illicit drugs of abuse to a 
level with which our society and institutions can rea- 
sonably cope. 

The 1981 increase would allow DEA to increase its 
investigative activity in the areas of conspiracy, finan- 
cial, and organized crime cases. 

1981 estimate 
4,750 4,900 4,915 
1,550 1,400 1,400 


(b) Foreign cooperative investigations.—This activity 
encompasses efforts to reduce illicit opium production 
and the supply of heroin destined for the United States; 
efforts to curtail the supply of illicitly produced danger- 
ous drugs, marihuana, and cocaine entering the United 
States; and the collection and dissemination of tactical 
operational and strategic intelligence. 

The 1981 request includes the relocation of 15 posi- 
tions from regional offices overseas and a program re- 
duction of 5 positions. The DEA will continue to main- 
tain foreign regional operations commensurate with po- 
tential drug problems confronting host countries, and 
remain responsive to the trafficking situations affecting 
the United States. 

The 1981 increase would allow DEA to implement the 
DEA automated teleprocessing system (DATS) to DEA’s 
foreign offices on a selected basis. 

1979 actual 


1979 actual 1980 estimate 
DEA initiated arrests 


Other Federal referral arrests 


1980 estimate 1981 estimate 
Foreign cooperative arrests 1,000 1,000 
Trafficking networks developed 32 32 
Trafficker profiles completed 265 300 
Enforcement targets identified 2,000 3,000 


(c) Compliance and regulation.—This activity encom- 
passes the regulation of the legal trade in narcotics and 
dangerous drugs. By authority of the Controlled Sub- 
stances Act this activity includes the scheduling and 
classifying of controlled drugs; establishing import, 
export, and manufacturing quotas for controlled drugs; 
registering manufacturers, handlers, and dispensers of 
controlled drugs; and investigating and determining 
points of diversion into the illicit market. 


Investigations: 1979 actual 1980 estimate 1981 estimate 
Regulatory 1,120 1,120 1,270 
Complaint 300 300 150 
Preregistrant (nonpractitioners) 1,300 1,320 1,350 


(d) State and local assistance.—This activity encom- 
passes cooperative law enforcement activities with 
State, county, and local authorities. Included are train- 
ing programs for law enforcement officers and forensic 
chemists; laboratory support for law enforcement agen- 
cies (including analysis of evidence and professional tes- 


timony in State prosecutive cases); guidance to regula- 
tory agencies; and drug traffic prevention programs. 
The 1981 level of funding in this activity will result 
in an increase in the assistance to State regulatory 
agencies for investigation of retail diversion, and re- 
duced resource levels for laboratory support and for 
cooperative law enforcement activities. The program 
level will provide for the conduct of enforcement oper- 
ations in a reduced number of task force areas, and 
participation in cooperative investigations and provi- 
sion of laboratory services on a selective basis. 
1979 actual 1980 estimate 
1,650 1,650 
2,150 2,150 
10,989 10,600 10,000 
44,647 45,000 45,000 


2. Intelligence.—This activity encompasses the collec- 
tion, analysis, and dissemination of drug intelligence in 
support of DEA, other Federal, State and local efforts to 
interdict or suppress the illicit movement of drugs. The 
intelligence activity provides a systematic approach for 
attacking the drug traffic by assessing the vulnerabili- 
ties of traffickers. It supplies information for policy de- 
termination and enforcement strategy. 

1979 actual 1980 estimate 1981 estimate 
Trafficking networks developed 200 185 160 
Trafficker profiles completed 2,285 2,305 2,350 
Enforcement targets identified 23,641 27,187 33,000 
EI Paso Intelligence Center (EPIC) watch transac- 


1981 estimate 
1,600 
1,750 


State and local initiated arrests 
Federal initiated arrests 
Laboratory exhibits analyzed... 
Trainee-days 


120,000 140,000 160,000 

3. Research and development.—This activity encom- 
passes research programs directly related to the DEA 
law enforcement, regulatory, and intelligence functions. 
It supports these programs through development of spe- 
cialized covert equipment, operational engineering sup- 
port, and analysis of operational and strategic systems. 

4, Support operations.—This activity encompasses lab- 
oratory analysis of evidence in support of investigation 
and prosecution of drug traffickers; training programs 
for all levels of DEA operational personnel; and mainte- 
nance of an effective technical equipment program to 
support increasingly complex high level investigations. 
1979 actual 1980 estimate 1981 estimate 

18,416 18,400 18,400 

18,258 18,000 18,000 


Laboratory exhibits analyzed 
Trainee-days 


5. Program direction.—This program encompasses the 
overall management and direction of DEA. It includes 
the development of coordinated and definitive policy; 
program analysis and planning; security of DEA; legal 
counsel; and coordination and performance of adminis- 
trative functions. 

The 1981 increase will provide an additional capabili- 
ty for responding to an increase in the number and 
complexity of requests under the Freedom of Informa- 
tion Act. 

Reimbursable program.—A _ reimbursable program 
providing primarily for the training of foreign drug law 
enforcement officials is conducted by DEA and funded 
by the Department of State. More than 50 classes are 
held each year, both in the United States and host 
countries. 
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1979 actual 1980 estimate 1981 estimate 
Trainee-days "13,667 14,000 14,000 FEDERAL PRISON SYSTEM 


Object Classification (in thousands of dollars) Federal Funds 





General and special funds: 


Identification code 15-1100-0-1-751 1979 actual 1980 est. 1981 est. 





SALARIES AND ExpENSES[,, BuREAU OF PRISONS] 


Direct obligations; = For expenses necessary for the administration, operation, and main- 
Personnel compensation: tenance of Federal penal and correctional institutions, including pur- 
ll Permanent positions 92,651 101,758 102,519 chase (not to exceed [thirty-nine of which twenty-seven] twenty- 
11.3 Positions other than permanent 1,274 607 605 seven of which all are for replacement only) and hire of law enforce- 
11.5 Other personnel compensation 9,220 10,536 10,674. ment and passenger motor vehicles; [$321,500,000] $344,567,000: 
11.8 Special personal services payments 973 1,000 1,000 Provided, That there may be transferred to the Health Services Ad- 
’ = ministration such amounts as may be necessary, in the discretion of 
Total personnel compensation 104,118 = 113,901 114,798 the Attorney General, for direct expenditures by that Administration 
12.1 — Personnel benefits: Civilian : for medical relief for inmates of Federal penal and correctional insti- 
13.0 Benefits for former personnel tutions. (6 U.S.C. 3101; 18 U.S.C. 3050, 3059, 3651, 4001-4003, 4005, 
21.0 Travel and transportation of persons. : 4007, 4008, 4010, 4011, 4041, 4042, 4203, 4253, 4281; 28 U.S.C. 510; 31 
22.0 — Transportation of things : U.S.C. 638; Department of Justice Appropriation Act, 1980.) 
23.1 Standard level user charges is roie Vu 
23.2 Communications, utilities, and other rent... Program and Financing (in thousands of dollars) 
24.0 — Printing and reproduction 
25.0 Other services 
26.0 Supplies and materials... Precram bw actiiliex: 
31.0 — Equipment Direct pean 
42.0 — Insurance claims and indemnities Operating costs: 


. coitus 1. Inmate care and custody 150,714 172,555 178,284 
Wa aae Oe — 2. Inmate programs 17,077 21,298 22,615 
Reimbursable obligations: 3. Institution administration and 
Personnel compensation: maintenance 84,882 90,426 95,764 
Permanent positions : 1,182 4. Community corrections .... we 29,257 30,378 31,413 
Other personnel compensation 107 5. Program direction 17,135 18,619 18,899 


Total personnel compensation 1,289 Total operating costs 299,065 333,276 346,975 


Personnel benefits: Civilian 112 Unfunded adjustments to total operating 
Travel and transportation of persons 555 costs: 

Transportation of things 82 Depreciation included above —6,638  —6,638 —6,638 
Communications, utilities, and other rent.... 85 Property transferred in without 

Printing and reproduction 37 charge —8,467 —8,467 — 8,467 


Other services am Total operating costs, funded... 283,960 318,171 331,870 








Identification code 15-1060-0-1-753 1979 actual 1980 est. 1981 est. 





























Supplies and materials ... 32 


Equipment 562 Capital investment, funded: 
Total reimbursable obligations , 4,806 Pau ata le without eo — —_- 


Total obligations 197,054 208,833 214,611 charge — 20,396 —20,000  —20,000 
Total capital investment 8,030 10,000 11,000 


Total direct program costs, 
Direct: ded 291,990 328,171 342,870 
Total number of permanent positions 4,074 4,092 Reimbursable program: 
Total compensable workyears 4,107 4,096 Operating costs: 
Full-time equivalent of other positions (59) (59) 1. Inmate care and custody 4,421 4,775 4,955 
Full-time equivalent of overtime and holiday 2. Inmate programs 25 27 28 
(27) (27) 3. Institution administration and 
Average GS grade 10.53 10.54 maintenance 1,754 3,092 3,164 
Average GS salary $22,674 $25,062 $25,278 s 
Average salary of ungraded positions $13,534 $14,317 $14,404 Total reimbursable program 6,200 7,894 8,147 
Reimbursable: Total program costs, funded 298,190 336,065 351,017 


Total number of permanent positions 45 45 45 rake) SORES ECR (EOS 4.666 2.697 1.697 

Total compensable workyears 38 38 38 . - 
Full-time equivalent of other positions (0) (0) 10.00 Total obligations 302,856 338,762 352,714 
Full-time equivalent of overtime and holiday 























Personnel Summary 


























(0) (0) Financing: 
Offsetting collections from: 
Average GS grade 12.13 12.13 11.00 Federal funds —1,185 1,280 —1,328 
Average GS salary $29,706 $29,742 13.00 Trust funds _616 _639 
14.00 Non-Federal sources — 5,998 
22.40 Unobligated balance transferred from other 
accounts 
25.00 Unobligated balance lapsing 


ALLOCATION RECEIVED FROM ANOTHER ACCOUNT Budget authority 








Note.—Obligations incurred under allocations from other accounts are included in the hority: 
schedules of the parent appropriations as follows: Funds appropriated to the President, Budget aut rity: 
“International narcotics control.” 40.00 Appropriation 321,500 344,567 
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Program and Financing (in thousands of dollars) —Continued 


Identification code 15-1060-0-1-753 





1979 actual 
—11,700 
303,500 


1980 est. 1981 est. 





41.00 Transferred to other accounts 
43.00 





Appropriation (adjusted) 321,500 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 


296,656 
27,923 


330,868 
32,271 
— 38,961 


344,567 
38,961 





NS 355 inate oe be as, 290,763 324,178 336,302 





This appropriation will provide for the custody and 
care of an average of 25,000 offenders and for the main- 
tenance and operation of 43 penal institutions, 9 com- 
munity treatment centers, 5 regional offices and a cen- 
tral office located in Washington, D.C. 

The appropriation also finances the boarding of sen- 
tenced Federal prisoners in State and local jails and 
therapeutic, community residential and other units for 
short periods of time. An average of 4,000 sentenced 
prisoners will be in contract facilities in 1981. 

The Bureau receives reimbursements from others for 
daily care and maintenance of unsentenced offenders 
and State and local offenders, for utilities produced for 
Federal Prison Industries, Inc., and for meals provided 
to Bureau staff at institutions. 

1. Inmate care and custody.—This activity covers the 
direct care costs, excluding psychology services, of all 
offenders in Federal institutions. This includes the cost 
of all food, medical supplies, clothing, welfare services 
and release clothing, transportation and gratuities, staff 
salaries, including salaries of Health Services Adminis- 
tration commissioned officers, and operational costs of 
functions directly related to providing inmate care. This 
activity also finances the costs of confining sentenced 
Federal offenders in contract State and local facilities. 

Major program thrusts will be to activate and operate 
a Federal correctional institution at Lake Placid, N.Y.; 
to activate, operate and expand a Federal prison camp 
at Madera, Calif.; to expand the Federal prison camp at 
Boron, Calif.; to expand medical services and unit man- 
agement at existing institutions, and to maintain the 
hospital accreditation at the Springfield, Mo., Medical 
Center. 

2. Inmate programs.—This activity finances the costs 
of academic, social, and occupational education courses 
and institutional programs for the treatment of drug 
addiction and psychology services. In addition to the 
activation/expansion projects mentioned above, the 
major program objectives will be to continue the trans- 
fer of the Vocational Training program from Federal 
Prison Industries, Inc.; and to expand leisure and reli- 
gious programs at existing institutions. 

3. Institution administration and maintenance.—This 
activity covers all costs associated with the general op- 
eration and maintenance of facilities. Included are func- 
tions of the warden’s office, personnel, financial man- 
agement, safety, staff training, mechanical services, 
motor pool operations, powerhouse operations, and 
other administrative functions. Funds are requested in 


1981 for the activation and expansion projects men- 
tioned above and to improve institution maintenance. 

4. Community corrections.—This activity provides for 
the care of Federal prisoners in Federal and contract 
community residential centers. 

5. Program direction.—This activity covers the costs 
of regional and central office executive direction and 
management support functions such as research and 
evaluation, systems support, financial management, 
personnel, and legal counsel. 


Object Classification (in thousands of dollars) 





Identification code 15-1060-0-1-753 1979 actual 1980 est. 1981 est 





SALARIES AND EXPENSES 


Direct obligations: 
Personnel compensation: 
Permanent positions. 
Positions other than permanent 
Other personnel compensation 


148,657 
1,815 
9,425 


Total personnel compensation 159,897 
Personnel benefits: Civilian 19,749 
Benefits for former personnel 4 
Travel and transportation of persons 5,004 
Transportation of things 1,945 
Standard level user charges 1,157 
Communications, utilities, and other rent... 15,415 
Printing and reproduction 339 
Other services ae 45,932 
Supplies and materials 35,818 
Equipment a 7,940 
Lands and structures. 90 
Grants, subsidies, and contributions 755 
Insurance claims and indemnities 31 


294,076 


170,505 
1,878 
10,482 


182,865 


175,758 
1,863 
10,451 


188,072 








Total direct obligations 





Reimbursable obligations: 
Personnel compensation: Permanent  posi- 


Personnel benefits: Civilian 

Travel and transportation of persons 
Transportation of things 

Communications, utilities, and other rent... 
Other services 

Supplies and materials 

Equipment 


Total reimbursable obligations 


Total obligations, Bureau of Prisons... 





ALLOCATION TO DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 


11.7 Personnel compensation: Military personnel. 
12.2 Personnel benefits: Military personnel 

21.0 Travel and transportation of persons 

22.0 — Transportation of things 

24.0 — Printing and reproduction 

25.0 — Other services 


Total obligations, Department of 


Health and Human Services 2,580 


302,856 


3,459 
338,762 


3,950 
352,714 





Total obligations 





Personnel Summary 





SALARIES AND EXPENSES 


Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


9,313 
9,361 
(183) 


(300) 





DEPARTMENT OF JUSTICE 


FEDERAL PRISON SYSTEM—Continued 
Federal Funds—Coninved 6933 








Average ES salary 

Average GS grade 

Average GS salary 
Average salary of ungraded positions 


$50,112 

8.39 
$20,028 
$24,286 


$50,112 
8.39 

* $20,063 
$25,056 








Reimbursable: 
Total number of permanent positions 127 127 
Total compensable workyears 127 127 
Full-time equivalent of other positions ( (0) (0) 
Full-time equivalent of overtime and holiday 
(0) (0) 


8.39 8.39 
$20,028 $20,063 
$24,286 $25,056 


Average GS grade 
Average GS salary 
Average salary of ungraded positions 





ALLOCATION TO DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 


Total number of permanent positions 
Total compensable workyears. 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average salary, grades established by Act of July 1, 


1966 (42 U.S.C. 207) $25,657 $28,689 $29,087 





NATIONAL INSTITUTE OF CORRECTIONS 


For carrying out the provisions of sections 4351-4353 of title 18, 
United States Code, which established a National Institute of Correc- 
tions, [$9,884,000] $10,691,000, to remain available until expended. (5 
U.S.C. 5332; 18 U.S.C. 4351, 4352, 4353; 42 U.S.C. 3701, 3723, 3733, 
8751, 3768, 3772-74; Department of Justice Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 15-1004-0-1-754 





1979 actual 1980 est. 1981 est. 





Program by activities: 
National Institute of Corrections: 
Operating costs funded 
Program costs funded 


9,435 
8,270 


13,705 


2,038 
8,500 


10,538 


2,050 
8,800 


10,850 





Total program costs, funded 
Change in selected resources (undelivered 


orders) —202 


10,648 


— 3,498 92 
10,207 10,630 





10.00 Total obligations 

Financing: 

21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


40.00 


— 2,060 
1,773 


9,920 


—1,773 
1,027 


9,884 


—1,027 
1,070 


10,691 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 


10,207 
6,519 
— 6,696 


10,030 


10,630 
6,696 
— 6,926 


10,400 


10,648 
6,926 
—1,074 


10,500 





Outlays 





"Includes capital investment as follows: 1979, $15 thousand; 1980, $15 thousand; 1981, $15 thousand. 


The National Institute of Corrections (NIC) was estab- 
lished by the Juvenile Justice and Delinquency Preven- 
tion Act of 1974 to provide leadership in improving 
correctional programs and practices, especially in State 
and local organizations. The NIC awards contracts and 
grants for the conduct of research and evaluation of a 
wide variety of correctional activities; provides for tech- 
nical assistance to requesting correctional organiza- 
tions; maintains an information service to provide infor- 
mation on the latest developments, research results, et 
cetera, in the field of corrections and provides training 
to the correctional community to improve systems and 
skills. During 1981, these activities will continue at the 


same level as 1980 with increased emphasis on techni- 
cal assistance. 

In 1981, NIC grant activities emphasize the further 
development of classification systems and technologies 
for the purpose of: (1) promoting the use of alternatives 
to incarceration, (2) improving the existing classifica- 
tion processes and (8) assisting correctional agencies in 
understanding and providing for the needs of special 
groups of offenders. In addition, grants will be made to 
encourage the expanded use of community correctional 
alternatives by all criminal justice system components. 

The NIC Jail Center will continue to improve the 
knowledge and skills of sheriffs and jail administrators, 
enabling them to upgrade services and practices within 
their jail operations. These efforts will involve training 
sessions at the Center, technical assistance in the field 
and the use of 12 regional resource centers. The NIC 
training program will provide classroom and field expe- 
riences for over 1,000 students in the areas of manage- 
ment theory, current legal issues affecting jails, institu- 
tions, probation and parole, standards implementation, 
inmate services and programs, and the use of volun- 
teers and community resources. 

NIC provides technical assistance to State and local 
correctional agencies to focus on improving their capa- 
bilities to deal with organizational needs and improve 
the services, operation, and management of the agency. 
During 1981, resources will be used to extend NIC ca- 
pacity to respond with appropriate services to the in- 
creasing requests for assistance; develop State agency 
capability to provide training and technical services to 
all correctional units within the State and provide in- 
creased direct assistance to requesting agencies in re- 
sponse to more comprehensive system needs and prob- 
lems. 

The dissemination of relevant correctional policies, 
programs, practices and resource documents will contin- 
ue through the clearinghouse activity of NIC. 


Object Classification (in thousands of dollars) 





Identification code 15-1004-0-1-754 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 585 
11.3 Positions other than permanent 167 
11.5 Other personnel compensation 2 





Total personnel compensation 754 
12.1 Personnel benefits: Civilian 90 
21.0 Travel and transportation of persons 278 
22.0 — Transportation of things 
23.1 Standard level user charges 
23.2 Communications, utilities, and other rent... 
24.0 Printing and reproduction 
25.0 — Other services 
26.0 Supplies and materials 
31.0 — Equipment 
41.0 Grants, subsidies, and contributions 


99.0 


8,500 
10,630 





Total obligations 





Personnel Summary 





Total number of permanent positions 30 

Total compensable workyears 29 29 
Full-time equivalent of other positions (0) (0) 
Full-time equivalent of overtime and holiday 


(0) 
$50,112 


(0) 
$50,112 


Average ES salary 
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General and special funds—Continued 


NATIONAL INSTITUTE OF CoRRECTIONS—Continued 


Personnel Summary—Continued 





10.87 
$23,400 


10.66 
$25,038 


10.66 
$25,862 


Average GS grade 
Average GS salary 





BUILDINGS AND FACILITIES 


For planning, acquisition of sites and construction of new facilities 
and constructing, remodeling, and equipping necessary buildings and 
facilities at existing penal and correctional institutions, including all 
necessary expenses incident thereto, by contract or force account, 
[$5,960,000] $70,466,000, to remain available until expended: Pro- 
vided, That labor of United States prisoners may be used for work 
performed under this appropriation. (18 U.S.C., 4003, 4009, 4042, 4125; 
31 U.S.C. 718; Department of Justice Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Costs to this appropriation 


Analysis of 1981 financing 





Identification code 15-1003-0-1-753 Total 


estimate 


To Sept. 1979 
30, 1978 


actual 


Add 
selected E 
resources Appropri- 
ation re- 
quired to 
complete 


Appropria- 
1980 1981 tion 
estimate estimate 





Program by activities: 
1. Planning and site acquisition (2 facilities) .. 
2. New construction: 
(a) Construction of above 2 facilities 
(b) Replace New York Detention Center 
(c) West coast complex (3 facilities) 
(d) Federal Correctional Institution, Butner, 
N.C 20,501 
(e) Metropolitan correctional centers: 
(1) Chicago, III 
(2) San Francisco, Calif. 
(3) Philadelphia, Pa 
(4) San Diego, Calif ... 
(5) Detroit, Mich 
(f) Southeast complex (3 facilities) 
(g) South Central Correctional Institution 
(Bastrop) 
(h) Northeast adult facility (Otisville) 
(i) Northeast Federal Correctional Institu- 
tion (Ray Brook) 
(j) Phoenix Federal Correctional Institu- 
tion/Detention Center 
(k) Tucson, Ariz., Detention Center 
. Modernization and repair of existing facili- 


2,000 
43,450 


14,830 
14,505 


10,220 


33,220 24,649 


12,851 
23,200 


12,450 
10,029 


22,000 


15,950 
2,700 


107,423 59,818 


18,560 


1,045 


1,651 19,687 18,036 
3,418 


800 


14,943 
2,517 


11,525 
1717 
12,849 


6,669 4,286 





Total program costs, funded 338,432 
Change in selected resources (undelivered orders, stores) 


176,359 


35,189 
—12,671 


19,924 
6,727 


50,304 40,846 10,466 43,450 





10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of year 
23.40 Unobligated balance transferred to other accounts... 
24.40 Unobligated balance available, end of year 


22,518 


74,167 


15,007 26,651 


—14,167 
28,214 
36,906 


— 36,906 
20,721 





40.00 Budget authority (appropriation) 


35,280 


5,960 10,466 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year.... 
74.40 Obligated balance, end of year 


22,518 
34,405 
—14,469 


15,007 
14,469 
—5,633 


26,651 
9,633 
— 11,838 





90.00 Outlays 





1. Planning and site acquisition.—This activity re- 
flects the costs of efforts to obtain suitable sites for 
approved construction projects, including site purchase 
and development and facility design. 

2. New construction.—This activity represents costs 
associated with the construction of new facilities in 
order to reduce overcrowding, close large and antiquat- 
ed institutions, and provide a safe and humane environ- 


42,454 


23,843 20,446 


ment for staff and inmates. In 1981, construction will be 
completed on the Federal Correctional Institution for 
young offenders at Lake Placid, N.Y. Construction will 
continue on the Phoenix, Ariz., Federal Correctional 
Institution for youths and young adults. Construction of 
a Federal Correctional Institution in Camarillo, Calif, 
and a Metropolitan Correctional Center in Detroit, 
Mich., has been canceled. 
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3. Modernization and repair of existing facilities.— 
This activity includes rehabilitation and renovation of 
buildings, necessary modifications to accommodate new 
correctional programs, rehabilitation or replacement of 
utilities systems, and repair projects at existing facili- 
ties. In 1981, obligations of $7,785 thousand will be in- 
curred for projects such as major plant renovation, air 
and water pollution control and electric systems reha- 
bilitation. An additional obligation of $1.5 million will 
be incurred for the Oxford, Wis., lease/purchase agree- 
ment. 


Object Classification (in thousands of dollars) 





\dentification code 15-1003-0-1-753 1979 actual 1980 est. 1981 est. 





BUILDINGS AND FACILITIES 


Personnel compensation: 
1.1 Permanent positions 690 
11.5 Other personnel compensation 14 





Total personnel compensation 704 
12.1 Personnel benefits: Civilian 75 
21.0 ‘Travel and transportation of persons 43 
22.0 Transportation of things 29 
23.2 Communications, utilities, and other rent... 2,000 
24.0 — Printing and reproduction l 
25.0 — Other services 1,849 
26.0 Supplies and materials... 4,300 
31.0 — Equipment 600 
32.0 Lands and structures 2,500 


12,101 





Total obligations, Bureau of Prisons... 13,468 








ALLOCATION ACCOUNTS 
32.0 Lands and structures. 


99.0 Total obligations 


Obligations are distributed as follows: 
Buildings and facilities 
Department of Commerce 
General Services Administration 


9,050 
22,518 


2,906 
15,007 








13,468 
1,976 
7,074 


12,101 





Personnel Summary 





Total number of permanent positions 37 
Total compensable workyears 29 31 31 
Full-time equivalent of other positions (0) (0) (0) 
Full-time equivalent of overtime and holiday 
(0) (1) (1) 
10.79 10.79 10.79 
$24,154 $25,845 $26,103 
$20,875 $22,336 $22,560 


Average GS grade 
Average GS salary 
Average salary of ungraded positions 





Intragovernmental funds: 
FEDERAL PRISON INDUSTRIES, INCORPORATED 


The Federal Prison Industries, Incorporated, is hereby authorized 
to make such expenditures, within the limits of funds and borrowing 
authority available, and in accord with the law, and to make such 
contracts and commitments, without regard to fiscal year limitations 
as provided by section 104 of the Government Corporation Control 
Act, as amended, as may be necessary in carrying out the program 
set forth in the budget for the current fiscal year for such corpora- 
tion, including purchase of not to exceed five (for replacement only) 
and hire of passenger motor vehicles, except as hereinafter provided. 
(18 U.S.C. 4121-28; Reorganization Plan No. 11, pt. 1, sec. 3a, approved 
April 3, 1939; Department of Justice Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 15-4500-0-4-753 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs: 
Industrial manufacturing program: 
1. Cost of production 
2. Administrative expenses 
3. Vocational training expenses 
4. Other expenses 


93,765 
2,091 
2,645 

16,573 


115,074 


Total operating costs, funded 


Capital investment, funded: 
1. Buildings and improvements. 
2. Machinery and equipment 


2,343 
1,809 


4,152 
119,226 


Total capital investment 4,776 


96,483 








Total program costs, funded 
Change in selected resources (stores, de- 


ferred charges, and undelivered orders) . 10,862 


107,345 





10.00 Total obligations 


Financing: 

Offsetting collections from: 

Federal funds: 
Industrial 


114,804 119,226 


11.00 
manufacturing program: 
— 104,693 
—15,181 
4,643 
—51,365 


—114,804 —119,226 
Change in unfilled customer orders... 

17.00 Recovery of prior year obligations 

21.40 Unobligated balance available, start of year 


24.40 Unobligated balance available, end of year.. 
Budget authority 


99,251 99,251 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obligations, start 


74.10 Receivables in excess of obligations, end o 





90.00 





Federal Prison Industries, Inc. (FPI), was created by 
Congress in 1934 and is a wholly owned Government 
corporation. Its mission is to employ and train Federal 
inmates through a diversified program providing prod- 
ucts and services to other Federal agencies. These oper- 
ations are conducted in such a manner as to offer a 
minimum of competition to private industry and labor. 
Employment provides inmates with work, occupational 
knowledge and skills, plus money for personal expenses 
and family assistance. 

The Corporation has been expanding its operations to 
provide industrial employment opportunities for the 
populations at existing institutions and for the popula- 
tions at new institutions. This expansion includes the 
establishment of 4 new industrial operations at 4 insti- 
tutions in 1979. Current plans for 1980 are to open 3 
new enterprises at 3 institutions. 

At the same time, the overall reduction in population 
within the Federal Prison System, the planned closing 
of the McNeill Island Penitentiary, and significant re- 
ductions at Atlanta and Leavenworth have resulted in 
the movement of several factories to locations with 
inmate industrial employment needs. 

Budget program.—Federal Prison Industries, Inc., is 
entirely self-sustaining. No appropriations are required. 
The amounts used by the Corporation for the adminis- 
trative expenses and vocational training expenses are 
subject to a congressional limitation. 
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Intragovernmental funds—Continued 
FEDERAL PRISON INDUSTRIES, INCORPORATED—Continued 


Financing program.—Revenues are derived entirely 
from the sale of products and services to other Federal 
agencies. Operating expenses are applied against these 
revenues, resulting in operating income or loss. Earn- 
ings surplus to the needs of the manufacturing oper- 
ations, capital improvements and cash reserves are 
used to pay vocational training expenses, meritorious 
service awards, and accident compensation. 

Operating results.—To date, Federal Prison Indus- 
tries, Inc., has returned to the Treasury a total of $82 
million of retained income excess to the Corporation’s 
needs. No contributions from budget authority have 
been made to offset deficits for non-revenue producing 
outlays since the inception of the fund. 


Revenue and Expense (in thousands of dollars) 


























1979 actual 1980 est. 1981 est. 
Operating income: 
Industrial financing program: 
OVNI cissicsissccccceaots obo botoccanseasasstassiousoase 108,803 108,803 108,803 
DOGG a esscssssisstt cian cxsastbazerirssnteoneansinigesancdass 103,271 103,271 103,271 
Net operating income, industrial financing 
DMO cceacteretctecnecercctaccossoon tanraciancnoces 9,032 5,532 9,932 
Nonoperating income: 
Donated materials and supplies... 174 174 174 
Net nonoperating income... 174 174 174 
Net income for the year............csssssssesssseee 5,706 5,706 5,706 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 








Assets: 


























Fund balance with Treasury........... 16,192 13,630 13,630 13,630 
Accounts receivable (net) 11,031 14,237 14,237 14,237 
Advances Made .........cc.sssssesssseseseee 142 183 183 183 
Inventories (M@t) ........s.ssssssssssseees 41,311 44,321 47,321 49,521 
Real property and equipment 
ret sAel SENSE See 31,135 33,260 35,344 38,228 
Other assets (Net) 00... 827 1,201 2,323 3,271 
Total assets.............ccssseccssssee 100,638 106,832 113,038 119,070 
Liabilities: 
Accounts payable including funded 
accrued liabilities .............ss.000 7,634 8,541 9,041 9,367 
Unfunded liabilities ............s0ss 2,076 1,657 1,657 1,657 
Total liabilities 0.0... 9,710 10,198 10,698 11,024 
Government equity: 
Unexpended balances: 
Unobligated balance...........ssvss0.. 51,366 59,253 59,253 59,253 
Undelivered Orders .............ssse. 18,766 26,242 29,980 29,980 
Unfinanced budget authority: 
Unfilled customer orders............. —52,477 —67,658 —67,658 — 67,658 
Invested Capital ..............ssssseseessssees 73,273 78,797 80,765 86,471 
Total Government equity ....... 90,928 96,634 102,340 108,046 





Analysis of changes in Government equity: 
Retained income: 


RN UII an ssicsa,tossosnarden ei iahadheaoed 90,928 96,634 102,340 
Transactions: 
Net operating inCOME..........:...ssssscssseeeesen 5,932 5,532 5,532 








Net nonoperating inCOME...............sssseecessseee 174 174 174 
CNOSHN DALANICG 3S EE INRA Roos sscleonetis 96,634 102,340 108,046 
Total Government equity (end of year) ...... 96,634 ~ 102,340 108,046 




















Object Classification (in thousands of dollars) 




















Identification code 15-4500-0-4-753 1979 actual 1980 est. 1981 est, 
Personnel compensation: 
11.1 Permanent positionS...............sssessscssseesees 15,167 17,619 17,784 
11.3 Positions other than permanent 48 52 52 
IT Other personnel compensation ................ 2,357 2,389 2,389 
11.8 Special personal services payments........ 7,994 8,707 9,309 
Total personnel compensation 25,566 28,767 29,534 
12.1 — Personnel benefits: Civilian................. 2,502 2,731 2,796 
13.0 Benefits for former personnel............. 1 1 
21.0 Travel and transportation of persons........... 381 367 345 
22.0 — Transportation of thingS.................s00 594 560 524 
23.1 — Standard level user charges 477 477 47] 
23.2 Communications, utilities, and other rent... 2,642 2,688 2,691 
24.0 — Printing and reproduction..............ssssssese 21 21 21 
25.0 Other services ...............00 3,837 3,066 3,066 
26.0 Supplies and materials 62,178 67,158 70,883 
31.0  Equipment..................0 2,847 2,253 2,343 
32.0 — Lands and structures............c...ccscsecsseecsseess 1,929 1,749 1,809 
93.0 Administrative expenses (see separate 
SAMMMIND Ys ycsicccsciccdasbcreeticasoossaorecsnseute 1,707 2,062 2,091 
Vocational training expenses (see separate 
SSHRC iisccusassaettrerat Nctenetaontss 2,663 2,904 2,645 
99.0 Total Obligations ............cessecssesesseessees 107,345 114,804 119,226 





Personnel Summary 





Total number of permanent positions 932 932 908 
Total compensable workyealS...........:...0e. 829 856 823 








Full-time equivalent of other positions.................. (12) (12) (12) 
Full-time equivalent of overtime and holiday 
OUTS tents ccsciicceneasssititeeibcerissasstenerraosssaenies (1) (0) (0) 
PEMD ES SOMAIV GS cssiniss es bee Pissocesscescacsnsseecanns $47,500 $50,112 $50,112 
AMT RIG Cress DEMIR ie ci sseusiaissconessstaiTovaunewatebveevsnsssessoss 9.83 9.83 9.83 
IAVENRIO Go SORAIW ANG oedssavscscnasPbactus ioversnecisseseitsiscivees $21,273 $21,273 $21,273 
Average salary of ungraded positions ............s..s0se $22,423 $22,423 $22,423 










LIMITATION ON ADMINISTRATIVE AND VOCATIONAL TRAINING 
EXPENSES, FEDERAL PRISON INDUSTRIES, INCORPORATED 


Not to exceed [$2,062,000] $2,091,000 of the funds of the corpora- 
tion shall be available for its administrative expenses, and not to 
exceed [$2,904,000] $2,645,000 for the expenses of vocational training 
of prisoners, both amounts to be available for services as authorized 
by 5 U.S.C. 3109, and to be computed on an accrual basis and to be 
determined in accordance with the corporation’s prescribed account- 
ing system in effect on July 1, 1946, and shall be exclusive of depreci- 
ation, payment of claims, expenditures which the said accounting 
system requires to be capitalized or charged to cost of commodities 
acquired or produced, including selling and shipping expenses, and 
expenses in connection with acquisition, construction, operation, 
maintenance, improvement, protection, or disposition of facilities and 
other property belonging to the corporation or in which it has an 
interest. (18 U.S.C. 4121-4128; Department of Justice Appropriation 
Act, 1980.) 

Program and Financing (in thousands of dollars) 














1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Administrative expenses (excludes depreci- 
MERE) este caaiss pains s\SsanasalG cae person icant heroes 1,707 2,062 2,091 
2. Vocational training expenses (excludes depre- 
ON iescnscpskerutintia nkncedatidnctiiel 2,663 2,904 2,645 
Total program costs, funded—obligations... 4,370 4,966 4,736 
Financing: 
Unobligated balance lapsing ..............scssssssseccsssees PEL OR ih ideitigs 10 Haein 
ANURUIOID 1x csiss3escsasss toassrinrssreasa tassbeaveisains 5,081 4,966 4,736 
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Object Classification (in thousands of dollars) 





















































Total administrative expenses............. 


VOCATIONAL TRAINING EXPENSES 
Personnel compensation: 


Identification code 15-4500-0-4-753 1979 actual 1980 est. 1981 est 

ADMINISTRATIVE EXPENSES 

Personnel compensation: 
11.1 Permanent pOSitiOnS...........0:..cccsssseeessseee 902 1,008 1,019 
11.3 Positions other than permanent.............. ll ll ll 
Total personnel compensation............. 913 1,019 1,030 

12.1 Personnel benefits: Civilian................sessssee- 100 113 115 
21.0 Travel and transportation of persons........... 106 108 109 
22.0 Transportation of thingS ...............:scsecsssee 18 18 18 
23.1 Standard level user charges ...............s.00 28 28 31 
23.2 Communications, utilities, and other rent... 12 13 13 
24.0 Printing and reproduction.............:.c.sss 153 153 163 
25.0 Other Services ..............sssess.. 367 595 597 
26.0 Supplies and materials 10 15 15 
93.0 Administrative expenses included in sched- 

ule for funds aS a WhO .............csecssseee —1,707 —2,062 —2,091 

























































lll Permanent positionS..................ssssseessses 1,867 2,087 1,908 
11.5 Other personnel compensation................ 7 14 14 
118 Special personal services payments........ 46 47 47 
Total personnel compensation 1,920 2,148 1,969 
12.1 Personnel benefits: Civilian.................. 203 253 234 
21.0 Travel and transportation of persons........... 36 38 35 
22.0 — Transportation of things..................... 18 18 17 
23.1 Standard level user charges 16 16 16 
23.2 Communications, utilities, and other rent..... 84 87 75 
24.0 — Printing and reproduction...............vvssss000 27 27 27 
25.0 — Other services 141 126 116 
26.0 Supplies and materials 218 191 156 
93.0 Vocational training expenses included in 
schedule for fund as a whole................ 
Total vocational training expenses...... 
99.0 LL SSS RT San Penne alle, Se RE Die 
Personnel Summary 
ADMINISTRATIVE EXPENSES 
Total number of permanent positionS...............0000 39 39 39 
Total compensable WOrkyeaIS..........s0...ssssesssssssseeeseoes 35 35 35 
Full-time equivalent of other positions.................. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
WOUND oP or ccstr Shoes cs a tacoascbensckaSeonvosontuctonicec (0 (0) (0) 
Average ES salary $47,500 $50,112 $50,112 
Average GS grade 10.36 10.36 10.36 
PIE ies SIUM osc cscs yaad icseravcesveeincescossness $25,649 $27,839 $28,142 
Average salary of ungraded positions ...........cssssssse» $14,893 $17,935 $18,935 
VOCATIONAL TRAINING EXPENSES 
Total number of permanent positions..............cc..000. 107 107 97 
Total compensable Workyear............svsssssesssssssssssesees 88 88 78 
Full-time equivalent of other positions.................. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
TMI E EN fosi Benes Sebi cbchauchcsaesestscvcbucencenann’ (0) (0) (0) 
UNITS SEMI eS AR Era LE becschadsccSicicotnncties 9.90 9.90 9.89 
Mes Ea 5 icc hcicconannsncnts $20,092 $21,734 $22,124 
Average salary of ungraded positions ........sssssssss0000 $22,506 $26,081 


$27,081 
















Trust Funds 


Program and Financing (in thousands of dollars) 


ComMIssARY FuNps, FEDERAL Prisons (TRusT REVOLVING FuND) 









Wentifcation code 15-8408-0-8-753 


1979 actual 1980 est. 


Program by activities: 
Operating costs: Sales program: 


1981 est. 


man mT 637 

















1. Cost of goods sold 9,633 10,920 10,937 
2: OWE occ a ee ee oe 1,843 1,358 1,360 
Total operating costs, funded............. 11,476 12,278 12,297 
Capital investment, funded: Improvements 
a CRONE a 56 56 56 
Total program costs, funded .............. 11,532 12,334 12,353 
Change in selected resources (stores and 
undelivered Orders) ...........se.scccsssescsseeseee OR et 2 Sater 
10.00 Total obligations .................:...cccssssssee 12,177 12,334 12,353 
* Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: Sales program: Revenue............ —11,817  —12,334 — 12,353 
21.98 Unobligated balance available, start of 
year: Fund balance ................ssscccsueeeesenee —1,121 —761 —761 
24.98 Unobligated balance available, end of year: 
Fumi ORIN sh cts 761 761 761 





Relation of obligations to outlays: 





71.00 Obligations incurred, net ..............:....csssse. JA cee tees 
72.98 Obligated balance, start of year: Fund bal- 

WG Se oe ee 947 888 888 
74.98 Obligated balance, end of year: Fund bal- 

ip ceccsintnnt ee: — 888 — 888 — 888 
90.00 ak a eee, Te see ee 


Budget program.—The commissary fund consists of 
the operation of commissaries for the inmates as an 
earned privilege. 

Financing.—Profits are derived from the sale of goods 
to inmates. Sales for 1981 are estimated to be $12.0 
million. Adequate working capital is assured from re- 
tained earnings. 

Operating results.—Profits received are used for gen- 
eral welfare and recreational items for all inmates. 


Object Classification (in thousands of dollars) 


Identification code 15-8408-0-8-753 
























1979 actual 1980 est. 1981 est. 
Personnel compensation: 

11.1 Permanent positiOnS..............cc-ssessseessees 982 1,140 1,155 
11.5 Other personnel compensation ................ oS a 

Total personnel compensation.................. 1,041 1,140 1,155 
12.1 Personnel benefits: Civilian.................csssee 118 133 137 
21.0 Travel and transportation of persons........... 29 29 29 
22.0 Transportation of thingS ...........:.cccsssssseees 4 7 7 
23.2 Communications, utilities, and other rent... 472 480 480 
24.0 — Printing and reproduction.................sssssee 4 4 4 
250 |< OURGE GOIMGOS Sais esF Ss Risse cnseccessscan 82 82 82 
26.0 Supplies and materials ..............c:.scesssessseees 9,989 10,269 10,269 
SUE RNIN css Diasectstccccenatis sacetsolae 189 189 189 
33.0 Investment and l0ans ...............seccsecssseesseees l l l 
WALT TMI: cscscccsaspseassancssesanisinediiceosaanenents | RO NEE ee OS 
99.0 Total Obligation ..............cssssecccssseeeees 12,177 12,334 12,353 





Personnel Summary 





Total number of permanent positions..............ccses0e 81 81 80 








Total compensable workyea'S.................+« = 69 78 78 
Full-time equivalent of other positions.................. (0) (0) (0) 
Full-time equivalent of overtime and holiday 

ROS: ahi nas Lae or Tete (1) (0) (0) 

Average GS grade... 3 6.17 6.17 6.17 

IMIS Ce SONU cinta eciaseceesrastosaniecriessosiatincicaet $13,580 $14,533 $14,808 
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Federal Funds 
General and special funds: 
Law ENFORCEMENT ASSISTANCE 


For grants, contracts, cooperative agreements, and other assistance 
authorized by the [Law Enforcement Assistance Reform Act of 1979, 
or similar legislation] Justice System Improvement Act of 1979 and 
title II of the Juvenile Justice and Delinquency Prevention Act of 
1974, as amended, including salaries and other expenses in connection 
therewith, [$442,695,000] $521,258,000 to remain available until ex- 
pended[: Provided, That $342,695,000 of said amount shall be availa- 
ble only upon enactment of the Law Enforcement Assistance Reform 
Act of 1979, or similar legislation]. (Department of Justice Appropri- 
ation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 15-0400-0-1-754 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Juvenile justice formula grants .. 
2. Criminal justice formula grants... 
3. National priority grants program.. 
4. General criminal justice grants 


75,000 63,838 
59,809 


7,000 


78,000 
146,896 
37,516 


7,000 
—1,546 
25,000 
44,275 


37,516 

3,191 
18,300 
39,127 


37,402 

21,000 
7. Juvenile justice programs 43,100 
8. Public safety officers’ benefits 

12,900 


895,635 


12,500 
323,712 


12,500 

9. Crime control programs 181,956 

10. Executive direction and control, 
OJARS 

11. Administrative services, OJARS.... 


12. Executive direction and control, 


17,547 
9,656 


10,090 
10,874 


2,464 
9,092 


8,289 
974,847 





Total direct program 
Reimbursable program 


562,552 


1,112,240 
574 450 40 





Total program costs, funded + 
Change in selected resources (undelivered 
orders) 


1,112,814 563,002 574,887 


—471,743 
641,071 


— 65,225 
497,777 


— 53,489 
$21,398 





10.00 Total obligations 


Financing: 
Offsetting collections from: Federal funds... 
Unobligated balance available, start of year 
Unobligated balance transferred to other 


11.00 
21.40 
23.40 


—574 
—14,835 


—450 
— 80,827 


26,195 
24.40 


40.00 


Unobligated balance available, end of year.. 80,827 


646,488 





Budget authority (appropriation) .. 442,695 521,358 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


640,497 
818,994 
—759,021 
—406 


700,063 


497,327 
759,021 
—711,437 


521,358 
711,437 
— 672,891 





Outlays 544,911 559,904 





1 Includes capital investment as follows: 1979, $20 thousand; 1980, $30 thousand; 1981, $20 thousand. 


Status of Direct Loans (in thousands of dollars) 
Identification code 15-0400-0-1-754 





1979 actual 1980 est. 1981 est. 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 





Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year 
Disbursements 
Repayments, prepayments, loan sales 
Other adjustments 


2100 
2200 
2400 
2700 


2900 


149,277 160,652 
31,690 2,711 
—935 —700 


—19,380 —162,663 


Outstanding, end of year 160,652 





The Justice System Improvement Act of 1979 and the 
Juvenile Justice and Delinquency Prevention Act of 
1974, as amended, place within the Law Enforcement 
Assistance Administration (LEAA) responsibility to pro- 
vide assistance to States and local units of government 
to reduce crime and juvenile delinquency, improve and 
strengthen the quality of the criminal justice system— 
police, courts, and corrections—and provide resources 
and leadership for the development, implementation, 
and coordination of a comprehensive juvenile justice 
and delinquency prevention program. The Office of Jus- 
tice Assistance, Research, and Statistics provides staff 
support and coordinates the activities of LEAA, the 
National Institute of Justice, and the Bureau of Justice 
Statistics. 


1. Juvenile justice formula grants.—Funds under this 
activity assist States and localities in the development 
of more effective education, training, research, preven- 
tion, treatment, and rehabilitation programs in the 
area of juvenile delinquency. 

2. Criminal justice formula grants.—Funds under this 
activity will assist States and units of local government 
in carrying out programs to improve and strengthen 
the functioning of the criminal justice system. Empha- 
sis will be on establishing or expanding community and 
neighborhood-based programs; developing programs to 
improve and strengthen law enforcement agencies, 
court administration, prosecution and defense, correc- 
tional services; and devising effective alternatives to the 
criminal justice system, including pretrial diversion to 
reduce congestion in the courts. 

3. National priority grants program.—Funds for this 
program will be utilized to encourage States and units 
of local government to carry out programs which, on 
the basis of research, demonstration, or evaluation, 
have been shown to be effective in improving and 
strengthening the administration of justice. 

4. General criminal justice grants program.—Funds 
will be utilized to encourage States, units of local gov- 
ernment and private nonprofit organizations to under- 
take programs and projects to improve and strengthen 
the criminal justice system; improve the comprehensive 
planning and the coordination of criminal justice activi- 
ties; modernization of State court operations; and com- 
munity anticrime programs. 

5. Training.—This activity provides for and encour- 
ages training, manpower development, and new person- 
nel practices for the purpose of improving the criminal 
justice system. 


6. Crime prevention programs.—The purposes of this 
activity are to encourage neighborhood and community 
participation in crime prevention and public safety ef- 
forts through grants and technical assistance. Programs 
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will be coordinated with other Federal agencies in- 
volved in citizen criminal justice activities. 

7. Juvenile justice programs.—This program supports 
the development and implementation of new ap- 
proaches, techniques, and methods with respect to juve- 
nile delinquency programs, including effective means of 
diverting juveniles from the traditional correctional 
system; developing and maintaining community-based 
alternatives to traditional forms of institutionalization; 
programs stressing advocacy activities aimed at improv- 
ing services to youth; collection and dissemination of 
data regarding juvenile justice; and the coordination of 
Federal efforts in juvenile delinquency programs. 

8. Public safety officers’ benefits program.—Funds will 
be used to pay $50,000 in death benefits to eligible 
survivors of public safety officers who die in the line of 
duty. In 1981, it is estimated that approximately 250 
officers will die in the line of duty. 

9. Crime control programs.—This activity provides for 
expenditures from programs which were authorized by 
the Omnibus Crime Control and Safe Streets Act of 
1968, as amended. Included are planning formula 
grants, corrections formula grants, criminal justice for- 
mula grants, criminal justice programs, correctional 
programs, technical assistance, national institute of law 
enforcement and criminal justice grants, and data sys- 
tems and statistical assistance grants. 

10. Executive direction and control, OJARS.—Funds 
provide for management, direction, and coordination of 
the OJARS program to assure the continuity of leader- 
ship and assistance to States, units of local govern- 
ments, and public and private organizations engaged in 
criminal justice activities. 

11. Administrative services, OJARS.—Funds will pro- 
vide administrative support required for internal oper- 
ations of the Agency. 

12. Executive direction and control, LEAA.—Funds 
provide for the direction and control, administration, 
and operation of the executive office and program of- 
fices in the Law Enforcement Assistance Administra- 
tion. 

The planned distribution of budget authority by fiscal 
year is as follows (in thousands of dollars): 


1979 1980 
actual estimate 


63,750 
239,234 
29,904 


1. Juvenile justice formula grants 

. Criminal justice formula grants 

. National priority grants program 

. General criminal justice grants program 
. Training 

. Crime prevention programs 

. Juvenile justice programs 

. Public safety officers’ benefits program 
. Crime control programs 

. Executive direction and control, OJARS 
. Administrative services, OJARS 

. Executive direction and control, LEAA 


oc OD oS Ww Po 


10,285 
10,839 


521,358 


442,695 








Object Classification (in thousands of dollars) 
Identification code 15-0400-0-1-754 


Direct obligations: 
Personnel compensation: 
lll Permanent positions 
11.3 Positions other than permanent 





1979 actual 1980 est. 1981 est. 





17,114 13,303 


1,267 


12,442 
1,273 


Other personnel compensation 
Special personal services payments 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons........... 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials .... 
Equipment 
Lands and structures 
Investments and loans. 
Grants, subsidies, and contributions 
Insurance claims and indemnities 


540,110 
12,927 


640,497 


453,121 
13,088 


497,327 


479,437 
12,500 


521,358 





Total direct obligations 








Reimbursable obligations: 
Other services 65 40 
Grants, subsidies, and contributions 509 410 


Total reimbursable obligations 574 450 
641,071 497,777 


25.0 
41.0 











99.0 Total obligations 521,398 





Personnel Summary 





Total number of permanent positions 461 461 
Total compensable workyears 585 547 
Full-time equivalent of other positions (104) (104) 

Full-time equivalent of overtime and holiday 
(5) (5) 


$50,035 $50,035 
10.46 10.46 
$27,818 $27,876 


Average ES salary 
Average GS grade 
POIEOO. GS SIG cic sisiii:ssninsssccsesvinetepitesestlacznail 


10.92 
$26,255 





RESEARCH AND STATISTICS 


For research, development, demonstration, statistical and related 
efforts directed towards the improvement of civil, criminal and juve- 
nile justice systems authorized by the [Law Enforcement Assistance 
Reform Act of 1979, or similar legislation] Justice System Improve- 
ment Act of 1979, including salaries and other expenses, in connection 
therewith, [$43,768,000] $49,524,000 to remain available until ex- 
pended[: Provided, That these funds shall be available only upon 
enactment of the Law Enforcement Assistance Reform Act of 1979, or 
similar legislation]. (Department of Justice Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 15-0401-0-1-754. 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Research, evaluation and demonstra- 
tion programs 
2. Justice statistical programs 


29,169 
18,567 


47,736 


16,268 
11,568 


27,836 





Total program costs, funded 
Change in selected resources (undelivered 


orders) 15,932 


43,768 


1,788 
49,524 





10.00 Total obligations 


Financing: 


40.00 Budget authority (appropriation) 43,768 49,524 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year... 


90.00 


43,768 49,524 
18,874 


— 20,903 
47,495 


— 18,874 
24,894 


Outlays 





The Justice System Improvement Act of 1979 estab- 
lished the National Institute of Justice and the Bureau 
of Justice Statistics to encourage basic and applied re- 
search, to gather and disseminate accurate and compre- 
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General and special funds—Continued 
RESEARCH AND STatistics—Continued 


hensive justice statistics, and to evaluate methods of 
preventing and reducing crime. In 1979 these activities 
were supported with funds appropriated for the Law 
Enforcement Assistance Administration. 

1. Research, evaluation and demonstration pro- 
grams.—Funds provide for and encourage the develop- 
ment of basic and applied research for the improvement 
of Federal, State, and local criminal, civil, and juvenile 
justice systems; new methods for the prevention and 
reduction of crime and the detection, apprehension, and 
rehabilitation of criminals; and to disseminate the re- 
sults of such research efforts. 

2. Justice statistical programs.—Funds provide for the 
collection and analysis of statistical information con- 
cerning crime, victims, offenders, criminal justice proc- 
esses, juvenile delinquency, and civil disputes in sup- 
port of public and private policy and decision making 
about society’s response to crime; planning, coordina- 
tion, implementation and provision of technical assist- 
ance to States to initiate innovative applications of com- 
munications and information systems technology for 
state and local criminal justice systems; and assurance 
of conformance with privacy and security regulations. 

The planned distribution of budget authority by fiscal 
year is as follows (in thousands of dollars): 


1979 actual 1980 estimate 1981 estimate 
1. Research, evaluation and demonstration pro- 

25,000 
20,477 
2,774 


1,273 
49,524 


2. Justice statistical programs 
3. Executive direction and control, NU 
4. Executive direction and control, BJS 





43,768 





Full-time equivalent of other positions (16) 
Full-time equivalent of overtime and holiday 


(0) 
$50,112 
11.92 
$29,504 


(0) 
$50,112 
11.92 
$29,018 


Average ES salary 
Average GS grade..... 
Average GS salary. 





Public enterprise funds: 
REVOLVING FuND 


Program and Financing (in thousands of dollars) 





Identification code 15-4169-0-3-754 1979 actual 1980 est. 


1981 est. 


Program by activities: 
10.00 Antifencing operations  (costs—obliga- 
tions) (object class 41.0) 


Financing: 
14.00 Non-Federal sources: Sale of unclaimed 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
77.00 Adjustments in expired accounts 


90.00 





Outlays 





This Revolving fund is used to finance antifencing 
operations conducted by local law enforcement agen- 
cies. Such operations are designed to disrupt commerce 
in stolen goods. Income derived from the sale or use of 
stolen goods recovered, but not claimed by the lawful 
owners, will be paid into this fund. 


Revenue and Expense (in thousands of dollars) 





* Funds for these activities in 1979 were appropriated for the Law Enforcement Assistance Administration. 


Object Classification (in thousands of dollars) 





Identification code 15-0401-0-1-754 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 3,203 3,383 
11.3 Positions other than permanent... = 305 306 
1S Other personnel compensation 10 26 


Total personne! compensation 3,518 
12.1 — Personnel benefits: Civilian 306 
21.0 Travel and transportation of persons 
22.0 — Transportation of things 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 
25.0 Other services 
26.0 Supplies and materials... 
31.0 — Equipment 
41.0 Grants, subsidies, and contributions 


99.0 





25,256 
43,768 


Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 


1979 actual 1980 est. 1981 est. 





Operating income: 
Revenue 20 
—20 








GENERAL PROVISIONS—DEPARTMENT OF 
JUSTICE 


Src. 201. Appropriations for “Salaries and expenses, general admin- 
istration”, “Salaries and expenses, United States attorneys and mar- 
shals”, “Salaries and expenses, Federal Bureau of Investigation”, 
“Salaries and expenses, Immigration and Naturalization Service”, 
and “Salaries and expenses, Bureau of Prisons’, shall be available for 
uniforms and allowances therefor as authorized by law (5 U.S.C. 
5901-5902). 

Sec. 202. A total of not to exceed [$25,000] $35,000 from funds 
appropriated to the Department of Justice shall be available for offi- 
cial reception and representation expenses in accordance with distri- 
butions, procedures, and regulations established by the Attorney Gen- 
eral. (Department of Justice Appropriation Act, 1980.) 





DEPARTMENT OF LABOR 


EMPLOYMENT AND TRAINING 
ADMINISTRATION 


Federal Funds 
General and special funds: 
PROGRAM ADMINISTRATION 


For expenses of administering employment and training programs, 
[$86,260,000] $90,262,000, together with not to exceed [$33,791,000] 
$35,875,000, which may be expended from the Employment Security 
Administration account in the Unemployment Trust Fund, and of 
which [$6,125,000] $7,337,000 shall be for carrying into effect the 
provisions of 38 U.S.C. 2001-2003. (7 U.S.C. 2041-2052; 8 U.S.C. 1184; 
99 U.S.C. 49-49k, 50, 801 et seq.; 42 U.S.C. 2000-2000d-4.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Wentitication code 16-0172-0-1-504 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Planning, evaluation, and research... 
. Comprehensive employment develop- 


5,691 4,931 4,478 


nm 


50,829 
14,271 
12,129 

6,570 
13,007 

2,167 
23,349 


128,013 


39,760 
14,497 
11,089 
7,251 
9,447 
4,424 
33,889 


125,288 


40,633 
14,349 
10,796 
7,337 
9,572 
4,284 
34,688 


126,137 


. Apprenticeship service 

. U.S. employment services 

. Veterans employment service 

. Unemployment insurance services 

. Equal opportunity and special review 
. Executive direction and management. 


3 
4 
5 
6 
7 
8 





Total direct program 








Reimbursable program: 
2. Comprehensive employment develop- 
212 145 145 
4. U.S. employment services 423 397 401 
5. Unemployment insurance services 78 72 72 
7. Executive direction and management. 1,591 1,844 2,150 


2,304 2,458 2,768 
130,317 127,746 128,905 





Total reimbursable program 








Total program costs, funded * 
Change in selected resources (undelivered 


orders) — 2,090 


128,227 





10.00 Total obligations 127,746 


Financing: 
Offsetting collections from: 
11.00 Federal funds — 2,304 
13.00 ‘Trust funds — 35,224 
25.00 Unobligated balance lapsing 167 


Budget authority 90,866 


128,905 


— 2,458 
— 35,256 


— 2,768 





90,262 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 
44.20 


90,262 





Appropriation (adjusted) 
Supplemental for civilian 
raises 


86,245 


3,787 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
12.40 Obligated balance, start of year 
74.40  Obligated balance, end of year 


90,032 
8,283 


—15,166- —16,961 


310-100 0 - 80 - 41 


77.00 Adjustments in expired accounts 
90.00 





Outlays, excluding pay raise supple- 


90,183 79,438 88,391 


91.20 Outlays from civilian pay raise sup- 


plemental 3,711 76 





* Includes capital investment as follows: 1979, $492 thousand; 1980, $551 thousand; 1981, $500 thousand. 


Note.—Excludes $15 thousand in 1980 (beginning April 1, 1980) and $30 thousand in 1981 for activities transferred to 
Salaries and expenses, Departmental Management, Department of Education. Comparable amounts for these activities in 
1979 ($27 thousand) and 1980 through March 31, 1980 ($13 thousand) are included above. 


1. Planning, evaluation, and research.—Provides direc- 
tion and staff support in long-range planning, policy 
analysis, legislative support, and international activi- 
ties; directs a nationwide labor market. information 
system; administers a research and development pro- 
gram; and conducts program evaluation studies. 

Emphasis in 1981 will be on restoring specialized ca- 
pability and expertise in the research program, improv- 
ing the operations of the procurement activity, and 
achieving more contract and grant closeouts than in the 
previous fiscal year. 

2. Comprehensive employment development.—Develops 
and administers, through a national and regional office 
network, a program of job training and employment 
opportunities for economically disadvantaged, unem- 
ployed, and underemployed persons. Operates through a 
flexible, decentralized system of prime sponsors (gener- 
ally States and units of general local government). 

During the budget year, emphasis will be on signifi- 
cantly increasing levels of monitoring, assessment and 
technical assistance to prime sponsors. Additional 
onsite monitoring and technical assistance visits to pro- 
gram sponsors will be conducted. 

In 1980, Federal staff administering two migrant edu- 
cation programs were transferred to the Department of 
Education pursuant to Public Law 96-88. 

3. Apprenticeship services.—Establishes apprentice- 
ship as a basic and major method of skill acquisition 
across a broad range of occupations and industries; and 
establishes a comprehensive Federal-State apprentice- 
ship administrative structure to provide a more uni- 
form and systematic means of developing skilled work- 
ers. 

More than 250,000 apprentices in federally approved 
programs are in training in registered apprenticeship 
programs, including 60,000 minorities and women. Ap- 
proximately 30% of the apprentices are veterans. Each 
year, 40,000 to 50,000 apprentices complete training 
programs averaging 3 to 4 years and become journey- 
men. 

Over a 2-year period, contracts were executed with 
national organizations to develop more than 50,000 ap- 
prentice opportunities in industries in which appren- 
ticeship had been underutilized. Organizations to pro- 
vide administrative support to apprenticeship sponsors 
at the local level have been established in 10 selected 
cities. Model projects linking schools to apprenticeship 
have been established in seven school districts. 
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General and special funds—Continued 
PROGRAM ADMINISTRATION—Continued 


4. U.S. employment services.—Provides leadership and 
policy direction for the administration of the nation- 
wide public employment service system. The goal of this 
activity in 1981 is to develop a program which identifies 
labor shortages in the economy and to develop a pro- 
gram design for a labor exchange service. 

5. Veterans employment service.—The Veterans Em- 
ployment Service identifies policies and programs to 
serve and meet employment, unemployment assistance, 
and training needs of veterans. It assures the adequacy 
of counseling, testing, job training, and job placement 
services for veterans through monitoring, evaluating, 
and providing technical assistance and training to the 
delivery systems providing these services. 

Accomplishments include: Local Employment Service 
(ES) office evaluations—2,600; other onsite monitoring 
visits to local ES offices—4,400; prime sponsor evalua- 
tions—460; other onsite monitoring visits to prime spon- 
sors—2,000; significant increase in development of out- 
reach efforts to contact veterans and deliver assistance. 

6. Unemployment insurance services.—Provides lead- 
ership, policy direction, and technical assistance re- 
quired by State employment security agencies in order 
to insure that workers are protected against the loss of 
wages when they are involuntarily unemployed and to 
insure that eligible individuals enrolled in CETA train- 
ing programs receive training allowances. 

7. Equal opportunity and special review.—Insures ad- 
herence to Federal laws and regulations, such as Title 
VI of the Civil Rights Act of 1964 and section 504 of the 
Rehabilitation Act of 1973, in the operation of the State 
employment security agencies and the prime sponsors 
of the Comprehensive Employment and Training Act 
programs throughout the country. 

In the budget year, the major objectives will be to (1) 
set targets for minority business and minority banking 
sponsor activity; (2) improve the equal employment op- 
portunity management information system; (3) train 
Employment and Training Administration (ETA) per- 
sonnel to develop equal employment opportunity (EEO) 
and affirmative action plan programs and to monitor 
grantee compliance; (4) improve performance of ETA 
and grantee staff in investigation of EEO complaints; 
(5) establish in-depth assessment of prime sponsors’ 
practices, covering a minimum of 50 prime sponsors per 
year; and (6) assure that programs and services are 
made accessible and available to the handicapped in 
compliance with sections 502 and 504 of the Rehabilita- 
tion Act of 1973. 

8. Executive direction and management.—Provides 
overall supervision and direction of employment and 
training administration activities; provides administra- 
tive and management services and property manage- 
ment; provides budgetary, fiscal management, audit, 
and contract services; and is responsible for data sys- 
tems relating to program performance. 


Object Classification (in thousands of dollars) 
Identification code 16-0172-0-1-504 








1979 actual 1980 est. 1981 est. 








Direct obligations: 
Personnel compensation: 


11.1 Permanent positions 82,643 84,171 83,301 


1,272 1,103 
1,074 1,257 


86,517 85,661 


Positions other than permanent 1,951 
Other personnel compensation 1,363 


Total personnel compensation 85,957 
Personnel benefits: Civilian 8,594 9,076 8,959 
Travel and transportation of persons 6,900 5,632 5,732 
Transportation of things 150 150 150 
Standard level user charges 6,076 5,857 5,823 
Communications, utilities, and other rent... 2,181 2,234 2,160 
Printing and reproduction 1,482 1,465 
Other services 13,377 15,224 
Supplies and materials 403 403 
Equipment 560 560 





Total direct costs, funded 125,288 126,137 


Change in selected resources 


Total direct obligations 125,288 


Reimbursable obligations: 
Personnel compensation: 
Permanent positions. 
Positions other than permanent 
Other personnel compensation 


1,586 
8 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 

Total reimbursable obligations 
128,227 


Total obligations 127,746 





Personnel Summary 





Direct: 
Total number of permanent positions 3,185 
Total compensable workyears 3,262 
Full-time equivalent of other positions ( (81) 
Full-time equivalent of overtime and holida 
* (34) 


$50,042 
10.26 
$25,679 


Average ES salary 
Average GS grade 
Average GS salary 


Reimbursable: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 





EMPLOYMENT AND TRAINING ASSISTANCE 


For expenses necessary to carry into effect the Comprehensive En- 
ployment and Training Act of 1973, as amended, and sections 326 and 
328 of the Trade Expansion Act of 1962 (19 U.S.C. 1951 and 1961) and 
sections 236, 237, and 238 of the Trade Act of 1974 (19 U.S.C. 2101) 
and section 51 of the Internal Revenue Code of 1954, as amended (2 
U.S.C. 51), and sections 210, 211, and 212 of Public Law 95-250, 
including the purchase and hire of passenger motor vehicles, the 
construction, alteration, and repair of buildings and other facilities, 
and the purchase of real property for training centers as authorized 
by the Comprehensive Employment and Training Act of 1973, a 
amended, [$6,500,626,000] $7,136,362,000 plus reimbursements, to 
remain available through September 30, [1981] 1982, and of which 
$1,910,000 shall be for the National Commission for Employment 
Policy: [Provided, That not more than $826,094,000 shall be available 
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for title IV, part A, of which $134,008,000 shall be available for 
subpart 2 and $692,086,000 shall be available for subpart 3] Pro- 
vided, That no funds from any other appropriation shall be used to 
provide meal services at or for Job Corps centers. (29 U.S.C. 801 et seq., 
additional authorizing legislation to be proposed for $150,000,000.) 


Note—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 
Wentfication code 16-0174-0-1-504 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Comprehensive employment 
and training programs 
2. Special programs for youth... 
3. Other national programs 
4. Private sector programs 


3,694,949 
2,197,738 
543,598 
9,507 


6,445,792 


3,998,750 
2,500,416 
621,861 
164,000 


7,285,027 


4,448,150 
1,952,009 
685,549 
309,000 


7,394,708 





Total direct program 








Reimbursable programs: 
2. Special programs for youth... 
3. Other national programs 


2,600 
3,500 


6,100 


2,600 
3,500 


6,100 





Total reimbursable programs. 








Total program costs, 


7,291,127 7,400,808 
Change in selected resources (un- 


delivered orders) 


10.00 Total obligations 
Financing: 
11.00 Offsetting collections from: Federal 


365,346 
6,815,045 


— 484,034 
6,807,093 


— 258,346 
7,142,462 





—3,907 —6,100 


balance 


fund 

21.40 Unobligated 
start of year 

24.40 Unobligated balance available, end 
of year 

25.00 Unobligated balance lapsing 


available, 


— 231,653 — 307,700 


307,700 
5,267 


6,892,452 





Budget authority 6,493,293 7,136,362 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 Appropriation (adjusted) ... 
30.00 Reappropriation 


6,885,288 6,500,626 


—1,333 
6,493,293 


7,136,362 





6,885,288 
7,164 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
712.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
71.00 Adjustments in expired accounts... 


90.00 Outlays 


6,811,138 
2,021,920 
— 2,688,330 
13,306 


6,158,034 


6,800,993 
2,688,330 
— 2,489,086 


7,136,362 
2,489,086 
2,597,986 





7,000,237 7,027,462 





Distribution of outlays by account: 
Employment and training assistance 
Emergency employment assistance 
Manpower training activities 


6,157,446 7,000,237 7,027,462 
174 





‘Includes capital investment as follows: 1979, $85,156 thousand; 1980, $85,500 thousand; 1981, $34,000 thousand. 
NOTES 


Excludes $7,333 thousand in 1980 (beginning April 1, 1980) and $7,553 thousand in 1981 for activities transferred to 
School improvement programs, Office of Educational Research and Improvement, Department of Education. A comparable 
amount for these activities for 1979 ($6,848 thousand) is included above. 

Includes $15,200 thousand in 1981 for activities previously financed from: 


1979 1980 
Food and Nutrition Service, child nutrition programs 7,153 12,000 


This account provides for a flexible and decentralized 
system of Federal, State, and local programs of training 
and other services for economically disadvantaged, un- 


employed, and underemployed persons, designed to lead 
to permanent gains in employment and earnings and 
enhanced self-sufficiency. 

1. Comprehensive employment and training pro- 
grams.—Provides financial assistance primarily by for- 
mula to over 470 State and local prime sponsors tu 
design and operate comprehensive employment and 
training assistance programs to help meet the employ- 
ment and training needs of their areas. Services include 
institutional and on-the-job training, work experience, 
vocational education and counseling, remedial educa- 
tion, and job placement services, as authorized by title 
II, parts A, B, and C of the Comprehensive Employment 
and Training Act, and public service employment under 
part D of title II. 

In 1981, an estimated 375,000 to 400,000 years of serv- 
ice will be provided under parts A, B, and C. 

Under part D, an average of 250,000 transitional 
public service employment jobs for the economically 
disadvantaged will be provided. 

2. Special programs for youth.—Provides employment 
and training assistance for unemployed youths, particu- 
larly economically disadvantaged and _ out-of-school 
youths, through the young adult conservation corps 
(YACC), summer youth employment program (SYEP), 
and the job corps. 

YACC enrollees participate in outdoor work activities 
such as flood control and relief, park maintenance, and 
forestry. SYEP provides jobs for economically disadvan- 
taged youth during the summer months. The job corps 
provides severely disadvantaged youth with a compre- 
hensive program of basic education, vocational training, 
job placement, medical support, and other services in a 
residential setting. 

Authority for three youth programs—youth commu- 
nity conservation and improvement projects; youth em- 
ployment and training programs; youth incentive enti- 
tlement pilot projects—expires in 1980. For 1981, legis- 
lation will be sought for a replacement program that 
provides a consolidated grant authority to States and 
localities to develop locally tailored programs for eco- 
nomically disadvantaged youth. (See following sched- 
ule.) 

3. Other national programs.—Provides additional em- 
ployment and training assistance to special segments of 
the population which have particular disadvantages in 
the labor market. Among groups served are Indians and 
other native Americans, veterans, older workers, dis- 
placed homemakers, migrant and seasonal farm- 
workers, criminal offenders, and persons of limited Eng- 
lish-speaking ability. This activity also provides for 
technical assistance and training for Federal, State, and 
local personnel involved in the planning and adminis- 
tration of employment and training programs; for a 
comprehensive system to develop labor market informa- 
tion; and for research, development, and evaluation. 
This activity also includes demonstration and experi- 
mental projects begun in 1979 to develop better infor- 
mation in the special issues involved in employment 
and training programs for low-income individuals who 
might otherwise be in need of public assistance. Begin- 
ning April 1, 1980, migrant education programs will be 
transferred to the Department of Education under 
Public Law 96-88. 
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4. Private sector programs.—Provides funding to de- 
velop ways to make private sector unsubsidized jobs 
available for greater numbers of unemployed and un- 
deremployed persons who are economically disadvan- 
taged. These programs involve local industry in train- 
ing and placement activity to increase the number and 
quality of job placements in the private sector and im- 
prove private sector job development for all employ- 
ment and training programs. Included in this activity is 
the administration of the Targeted Jobs Tax Credit pro- 
gram created by the Revenue Act of 1978 to increase 
opportunities for private sector employment of the dis- 
advantaged. 


Object Classification (in thousands of dollars) 





Identification code 16-0174-0-1-504 1979 actual 1980 est. 1981 est. 





EMPLOYMENT AND TRAINING ADMINISTRATION 


11:8 — Personnel compensation: Permanent  posi- 

tions 
12.1 — Personnel benefits: Civilian 
21.0 ‘Travel and transportation of persons 
22.0 Transportation of things 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 638 
25.0 — Other services 5 151,948 
26.0 Supplies and materials .. 9 
31.0 — Equipment 54 
41.0 Grants, subsidies, and contributions 5,943,410 


6,098,358 
407,903 


6,853,017 


6,954,596 
— 479,890 


6,961,296 


7,046,208 
— 246,081 


Total costs, funded 
94.0 Change in selected resources 





Total direct obligations, Employment 
and Training Administration 
Reimbursable obligations: 
41.0 — Grants, subsidies, and contributions 


6,506,261 6,474,706 6,800,127 


3,500 3,500 





Total obligations, Employment and 
Training Administration 


ALLOCATION ACCOUNTS 


Direct obligations: 
Personnel compensation: 
Permanent positions. 
Positions other than permanent 
Other personnel compensation 
Special personal services payments 


6,506,611 6,478,206 6,803,627 








92,565 
8,244 
1,897 

84,574 


Total personnel compensation 147,280 
Personnel benefits: Civilian 7. 9,627 
Benefits for former personnel 7 
Travel and transportation of persons 6,117 
Transportation of things 6,269 2,077 5,866 
Communications, utilities, and other rent.... 7,828 7,416 8,238 
Printing and reproduction 146 145 153 
Other services ate 38,444 36,065 22,894 
Supplies and materials . 47,987 29,376 31,335 
Equipment 19,290 5,194 5,606 
Lands and structures 4,888 4,609 5,036 
Grants, subsidies, and contributions............ 59,500 79,220 89,693 
Insurance claims and indemnities 51 59 57 


347,434 330,431 348,500 
— 42,557 —4,144 — 12,265 


53,398 
7,722 
1,808 

89,817 


152,745 
9,450 
7 


57,515 
8,432 
1,967 

96,108 


164,022 
9,987 





8 
4,068 5,605 





Total costs, funded 
Change in selected resources 





Total direct obligations, allocation ac- 


304,877 326,287 336,235 


2,600 
338,835 
7,142,462 


Reimbursable obligations: 
25.0 — Other services 3,557 
308,434 


6,815,045 


2,600 
328,887 
6,807,093 





Total obligations, allocation accounts . 
99.0 Total obligations 











Obligations are distributed as follows: 
Department of Labor 
Department of Agriculture 
Department of the Interior 175,086 
Department of Housing and Urban Development... 3,022 
Community Services Administration 5,664 
ACTION 1,286 


6,506,611 
123,376 


6,478,206 
163,842 
155,574 


6,803,627 
173,268 
165,567 





Personnel Summary 





ALLOCATION ACCOUNTS 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


3,189 
3,509 3,509 
(215) (215) 


(105) (105) 
Average GS grade 8.14 8.20 8.20 
Average GS salary : $16,117 $17,267 $17,283 


EMPLOYMENT AND TRAINING ASSISTANCE 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 





Identification code: 16-0174-2-1-504 1979 actual 1980 est. 1981 est 


Program by activities: 
Special Programs for Youth (program 
costs, funded) 
Change in selected resources (undelivered 
orders) 


10.00 Total 
4] 


832,484 


292,516 
(object class 


obligations 
) 


1,125,000 
Financing: 


40.00 Budget authority (appropriation) 1,125,000 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
74.00 Obligated balance, end of year 


90.00 


1,125,000 


Outlays 717,000 





A consolidated grant approach will be proposed that 
provides States and localities with resources to develop, 
in cooperation with local schools, tailored programs for 
economically disadvantaged youth to improve their abil- 
ity to obtain and retain permanent unsubsidized em- 
ployment. Emphasis will be placed on use of objective 
standard to measure individual and program operator 
performance. 


COMMUNITY SERVICE EMPLOYMENT FOR OLDER AMERICANS 


To carry out activities under title V of the Older Americans Act of 
1965, as amended, [$266,900,000] $267, 100,000. (42 U.S.C. 3001 et seq.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 16-0175-0-1-504 


1979 actual 1980 est. 1981 est. 


Program by activities: 
Older Americans community services em- 
ployment (total program costs, funded) 
Change in selected resources (undelivered 
orders) 


189,892 238,000 262,700 


30,708 
220,600 


23,900 4,00 
266,900 267,10 


10.00 Total obligations (object class 41.0). 


Identifi 
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Financing: 
40.00 Budget authority (appropriation) 


220,600 266,900 —«-267,100 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 186,298 
74.40 Obligated balance, end of year — 199,057 
71.00 Adjustments in expired accounts —8 


90.00 Outlays 207,832 


220,600 266,900 
199,057 


— 227,957 


267,100 
227,957 
— 232,357 





238,000 262,700 





This program provides part-time work opportunities 
in community service activities for unemployed low- 
income persons aged 55 and over. Approximately 52,250 
job opportunities will be provided through June 30, 
1982. 


TEMPORARY EMPLOYMENT ASSISTANCE 


For public service employment, training, and related services, as 
authorized by title VI of the Comprehensive Employment and Train- 
ing Act, [$1,627,000,000] $2,044,000,000, to remain available until 
September 30, [1981] 1982. (29 U.S.C. 801 et seq.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Wentifcation code 16-0173-0-1-504 1979 actual 1980 est. 1981 est. 





Program by activities: 
Temporary employment assistance 
(total program costs, funded)... 
Change in selected resources (un- 
delivered orders) 


10.00 Total obligations 
class 41.0) 


Financing: 
21.40 Unobligated — balance 
start of year 
24.40 Unobligated balance available, end 


3,449,818 1,926,000 1,978,000 


— 132,651 — 211,743 66,000 





(object 


3,317,167 1,714,257 2,044,000 


available, 
— 87,257 





40.00 Budget authority (appro- 


priation) 3,404,424 1,627,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts... 


90.00 Outlays 


3,317,167 
709,371 
— 139,528 
—1,801 


3,285,210 


1,714,257 
739,528 
— 527,785 


2,044,000 
927,785 
— 593,785 





1,926,000 1,978,000 


This program provides temporary employment assist- 
ance grants to State and local prime sponsors and 
Indian tribes during periods of high unemployment. It 
will provide an average of 200,000 jobs in 1981. As 
required by section 602 of Public Law 95-524, the fol- 
lowing information is provided for 1981: 

The unemployment rate is estimated to be 7.4%. 

The number of unemployed in excess of 4% of the 
labor force is estimated to be 3.62 million. 

The average cost per year of title VI public service 
employment opportunities is estimated to be $10,194. 


The amount that would be needed to be appropriated 
to provide public service jobs for 25% of the unem- 
ployed in excess of 4% is $9,950 million. 


FEDERAL UNEMPLOYMENT BENEFITS AND ALLOWANCES 


For payments during the current fiscal year of benefits and 
allowances to unemployed Federal employees and ex-servicemen, as 
authorized by title 5, chapter 85 of the United States Code, of benefits 
and payments as authorized by title II of Public Law 95-250, of trade 
adjustment benefit payments and allowances, as provided by law (19 
U.S.C. 1941-1944 and 1952; part I, subchapter B, chapter 2, title II of 
the Trade Act of 1974), and for reimbursement to States for unem- 
ployment benefits paid on the basis of public service employment as 
authorized by title II of the Emergency Jobs and Unemployment 
Assistance Act of 1974, as amended, and for reimbursements as au- 
thorized by section 121 of Public Law 94-566, [[$950,000,000] 
$1,260,000,000, together with such amounts as may be necessary to be 
charged to the subsequent appropriation for payments for any period 
subsequent to September 15 of the current year: Provided, That, in 
addition, there shall be transferred from the Postal Service Fund to 
this appropriation such sums as the Secretary of Labor determines to 
be the cost of benefits for ex-Postal Service employees: Provided fur- 
ther, That amounts received during the current fiscal year from the 
Postal Service or recovered from the States pursuant to 5 U.S.C. 
8505(d) shall be available for such payments during the year: Pro- 
vided further, That amounts received or recovered pursuant to section 
208(e) of Public Law 95-250 shall be available for payments. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 16-0326-0-1-603 





1979 actual 1980 est. 





Program by activities: 
Direct program: 
1. Payments to former Federal person- 
454,942 
268,688 


549,000 
381,000 


648,000 
2. Trade adjustment assistance 413,000 
3. Unemployment assistance and pay- 

ments under other Federal unemploy- 


ment programs 429,282 


1,152,912 


213,000 
1,143,000 


236,000 
1,297,000 





Total direct program 
Reimbursable program: 

3. Unemployment assistance and pay- 
ments under other Federal unemploy- 
ment programs 

Total program costs, funded—ob- 
ligations 
Financing: 
Offsetting collections from: 
11.00 Federal funds 
15.00 Off-budget Federal entities 
25.00 Unobligated balance lapsing 


40.00 


13,000 13,000 
10.00 


1,156,000 1,310,000 


— 180,000 
— 24,849 
1,937 


950,000 


— 173,000 
— 31,000 


— 13,000 


Budget authority (appropriation) .. 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


948,063 
16,023 

— 135,164 
—3,866 


825,056 


950,000 
135,164 


1,260,000 
55,164 


Outlays 1,030,000 1,260,000 





1. Payments to former Federal personnel.—Funds are 
provided to the States for payment of unemployment 
compensation to eligible former Federal employees, ex- 
Postal Service employees, and ex-servicemen. 

2. Trade adjustment assistance.—Adjustment assist- 
ance allowances are paid to workers as authorized by 
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the Trade Expansion Act of 1962 and the Trade Act of 
1974. 

3. Unemployment assistance and payments under 
other Federal unemployment programs.—States are re- 
imbursed for unemployment benefits paid on the basis 
of public service employment, as authorized by title II 
of the Emergency Jobs and Unemployment Assistance 
Act of 1974, as amended. In 1979, States were reim- 
bursed for benefits paid during a transitional period to 
workers newly covered under the Unemployment Com- 
pensation Amendments of 1976. Benefits are paid to 
workers under Public Law 95-250, which expanded Red- 
wood National Park. The reimbursable program pro- 
vides Federal Disaster Unemployment Assistance. 


PROGRAM STATISTICS 


(Weeks compensated in millions) 
1979 actual 1980 estimate 
Former Federal personnel 47 5.5 n 
Trade adjustment allowances... ‘ 5.2 5.2 
Unemployment assistance 7 2.5 2.4 


1981 estimate 


Object Classification (in thousands of dollars) 
Identification code 16-0326-0-1-603 
Direct obligations: 


Benefits for former personnel 
Grants, subsidies, and contributions 





1979 actual 1980 est. 1981 est. 





13.0 
41.0 


454,942 
697,970 


1,152,912 


549,000 
594,000 


1,143,000 


648,000 
649,000 


1,297,000 





Total direct obligations 
Reimbursable obligations: 


41.0 — Grants, subsidies, ané contributions 


99.0 


13,000 
1,310,000 


13,000 
1,156,000 





Total obligations 





GRANTS TO STATES FOR UNEMPLOYMENT INSURANCE AND 
EMPLOYMENT SERVICES* 


*See Part III for additional information. 


For grants for activities authorized by the Act of June 6, 1933, as 
amended (29 U.S.C. 49-49K; 39 U.S.C. 3202(a\(1)(E)); Veterans’ Em- 
ployment and Readjustment Act of 1972, as amended (38 U.S.C. 2001- 
2013); title III of the Social Security Act, as amended (42 U.S.C. 501- 
503); sections 312 (e) and (f) of the Comprehensive Employment and 
Training Act of 1973, as amended; and necessary administrative ex- 
penses for carrying out 5 U.S.C. 8501-8523, 19 U.S.C. 1941-1944, 1952, 
and chapter 2, title II, of the Trade Act of 1974, and section 43 of the 
Airline Deregulation Act of 1978 including, upon the request of any 
State, the payment of rental for space made available to such State in 
lieu of grants for such purpose, [$22,300,000] $24,500,000, together 
with not to exceed [[$1,773,590,000] $2,051,000,000, which may be 
expended from the Employment Security Administration account in 
the Unemployment Trust Fund, and of which [[$275,400,000] 
$354,200,000 shall be available only to the extent necessary to meet 
increased costs of administration resulting from changes in a State 
law or increases in the number of unemployment insurance claims 
filed and claims paid or increased salary costs resulting from changes 
in State salary compensation plans embracing employees of the State 
generally over those upon which the State’s basic grant was based, 
which cannot be provided for by normal budgetary adjustments: Pro- 
vided, That an additional $77,400,000 may be expended from the 
Employment Security Administration account to the extent necessary 
to meet additional costs of administration due to an increase of at 
least 15 percent in the rate of insured unemployment for a calendar 
quarter in 1981 over the rate of insured unemployment for the corre- 
sponding calendar quarter in 1980 which cannot be provided for 
within the amounts made available above: Provided further, That any 
portion of the funds granted to a State in the current fiscal year and 
not obligated by the State in that year shall be returned to the 
Treasury and credited to the account from which derived. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the confererve 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 16-0179-0-1-504 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Unemployment insurance 
i 965,340 


695,202 


832,200 
688,290 
275,400 


1,795,890 


965,800 
755,500 
431,600 


2,152,900 


2. Employment services.... 
3. Contingency 





Total direct program 





1,660,542 





Reimbursable program: 
1. Unemployment insurance 
i 45 2,050 


3,906 4,256 


2,054 
4,554 





Total reimbursable program... 3,951 6,306 6,608 








10.00 Total program costs, fund- 
ed—obligations (object 
class 41.0) 

Financing: 

Offsetting collections from: 

11.00 Federal funds 

13.00 Trust funds 

25.00 Unobligated balance lapsing 


40.00 


1,664,493 1,802,196 2,159,508 


—3,951 
— 1,655,000 
16,058 


— 6,306 
— 1,773,590 


— 6,608 
— 2,128,400 





Budget authority (appro- 


priation) 21,600 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts... 


90.00 


5,542 
59,612 
—6,729 
6,708 


65,133 





Outlays 





1. Unemployment insurance services.—Grants are 
made to State agencies which pay unemployment con- 
pensation to eligible workers and collect State unem- 
ployment taxes from employers. These agencies also 
pay unemployment benefits to former Federal person- 
nel as well as trade adjustment assistance to eligible 
individuals. 


PROGRAM STATISTICS 


1978 actual 
49,878 


1981 estima 
58,944 


1979 estimate 1980 estimate* 
Staff years 45,457 55,687 
Basic workload (in thousands): 
Employer tax accounts 
Employee wage items recorded 
Initial claims taken 
Eligibility interviews 
Weeks claimed 
Nonmonetary determinations. 
Appeals 1,052 947 
Covered employment 84,500 90,900 


+ 1980 and 1981 estimates include workload which can be financed from contingency funds. 


4,568 
282,377 
19,113 
11,203 


5,040 5,200 
283,200 292,200 
23,940 24,183 
16,000 17,222 
183,445 210,150 
13,051 13,345 
1,149 1,163 
91,100 91,700 


242,000 
21,173 
11,020 

152,501 133,182 
12,854 10,146 


2. Employment services.—A nationwide network of 
more than 2,400 local employment offices financed by 
Federal grants provide services to assist workers in ob- 
taining suitable employment and to assist employers in 
resolving their employment problems. General services 
include interviewing, testing, counseling and referral 
for placement, appropriate training, or other services 
involved in readying individuals for employment. As 
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DEPARTMENT OF LABOR 


EMPLOYMENT AND TRAINING ADMINISTRATION—Continued 
Federal Funds—Continued 








= 


sistance to employers includes analyzing their employ- 
ment requirements, solving problems of recruitment 
and turnover, and developing labor market information. 
Special emphasis is placed on providing services to vet- 
erans and disadvantaged applicants. It is estimated that 
not less than $85 million will be available for services 
to veterans. It has been determined in accordance with 
section 901(c)(4) of the Social Security Act as amended 
that 97% of the necessary expenses of the Employment 
Service is an appropriate charge to the employment 
security administration account of the Unemployment 
trust fund. 


PROGRAM STATISTICS 


1978 actual 
30,075 


1979 estimate 
29,558 


1980 estimate 
30,000 


1981 estimate 
Staff years 30,000 
Basic workload (in thousands): 
New appl....‘ions and renewals. 
Individuals counseled 
Individuals tested 697 739 700 810 
Nonagricultural job openings listed... 8,396 8,145 7,830 8,200 


Placements, nonagricultural: 
5,675 


Transactions 
Individuals 4,041 4,004 3,840 4,200 
3,821 3,778 3,630 3,700 
Placements, agricultural .. 340 363 360 355 
Employer visits 1,891 1,720 1,800 1,800 


13,522 15,200 15,900 


5,844 5,340 5,865 


STAFF PRODUCTIVITY BY STATES 


Placement transactions per staff year 


1978 actual 1979 estimate 1980 estimate 1981 estimate 

244 242 222 242 
211 222 204 222 
179 180 165 180 


143 146 134 146 


National average 201 207 190 207 
‘Fach group consists of 10 States and excludes the District of Columbia, the Virgin Islands, Puerto Rico, and Guam. 





3. Contingency.—This fund assures that funds will be 
available to meet increases in the costs of administra- 
tion resulting from changes in State law, increases in 
the number of claims filed and claims paid, or increased 
salary costs resulting from changes in State salary com- 
pensation plans. 


ADVANCES TO THE UNEMPLOYMENT TRUST FUND AND OTHER FUNDS* 


“See Part III for additional information 


For repayable advances to the Unemployment Trust Fund as au- 
thorized by sections 905(d) and 1203 of the Social Security Act, as 
amended, and to the Black Lung Disability Trust Fund as authorized 
by subsection b(2) of section 3 of the Black Lung Benefits Revenue 
Act of 1977, and for non-repayable advances to the “Federal unem- 
ployment benefits and allowances” account, to remain available until 
September 30, [1981, $300,000,000] 7982, $670,000,000. 


_Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shows below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 16-0327-0-1-600 1980 est. 1981 est. 


1979 actual 





Program by activities: 
10.00 Benefit payments (costs—obliga- 


tions) (object class 42.0) 580,809 419,191 670,000 


Financing: 
21.40 Unobligated —_ balance 
start of year 
24.40 Unobligated balance available, end 


available, 


119,191 





40.00 Budget authority (appro- 


priation) 700,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obliga- 
tions, start of year 


580,809 419,191 670,000 


—4,725 
576,084 





90.00 Outlays 419,191 670,000 





This account provides advances to several other ac- 
counts for the purpose of paying unemployment com- 
pensation to eligible individuals under various Federal 
and State unemployment compensation laws whenever 
the balances in the funds prove insufficient. All ad- 
vances made to the Federal unemployment account and 
advances made to the Extended unemployment compen- 
sation account for Federal supplemental benefits paid 
prior to April 1, 1977, and for the Federal share of 
extended benefits are repaid, without interest, to the 
general fund of the Treasury. Advances made to the 
Extended unemployment compensation account for Fed- 
eral supplemental benefits paid after April 1, 1977, and 
advances made to the Federal unemployment benefits 
and allowances appropriation account are nonrepaya- 
ble. 

This account also provides advances, which are repay- 
able with interest, to the Black Lung Disability Trust 
Fund for making payments from that fund whenever its 
balances prove insufficient. 


ALLOCATIONS RECEIVED FroM OTHER ACCOUNTS 
Note.—Obligations incurred under allocations from other accounts are included in the 
schedules of the parent appropriations as follows: 
Department of Health and Human Services: 


“Human Development Services. 
“Work Incentives.” 


Intragovernmental funds: 


CONSOLIDATED WORKING FUND 


Program and Financing (in thousands of dollars) 





Identification code 16-3912-0-4-504 1979 actual 1980 est. 1981 est. 





Program by activities: 


1. Federal Emergency Management 


4. Community Services Administration 
5. Health, Education, and Welfare 

6. Commerce 

7. Transportation 


14. Railroad Retirement Board... 
15. City of Chicago 


Total program costs, funded 








648 


Federal Funds—Conti 


EMPLOYMENT AND — ADMINISTRATION—Continued 
in 
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Intragovernmental funds—Continued 


CONSOLIDATED WorKING Funp—Continued 


Program and Financing (in thousands of dollars) Continued 





Identification code 16-3912-0-4-504 


1979 actual 


1980 est. 


1981 est. 





Change in selected resources (undelivered 
orders) 


10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds... 
21.98 Unobligated balance available, start of 
year: Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 





—1,463 








Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year: Fund bal- 
ance 
Obligated balance, end of year: Fund bal- 


71.00 
72.98 


74.98 


77.00 
90.00 








Travel and transportation of persons 
Communications, utilities and other rent 
Other services 

Grants, subsidies and contributions 


Total costs, funded 
Change in selected resources 


Total obligations 


6,620 





8,094 
—641 





7,454 





Trust Funds 


Girts AND BEQUESTS 


Program and Financing (in thousands of dollars) 





Identification code 16-8131-0-7-504 


1979 actual 


1980 est. 


1981 est. 





Program by activities: 
Employment and training support services 
(total program costs, funded) 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


60.00 Budget authority (appropriation) 


(permanent, indefinite) 











Relation of obligations to outiays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


4] 





$75 


100 





This schedule covers miscellaneous contributed funds 
received by gift or bequest and used in carrying out the 
responsibilities of the Secretary of Labor (29 U.S.C. 830) 
and the National Commission for Employment. Policy 


(29 U.S.C. 954). 


Object Classification (in thousands of dollars) 





Identification code 16-8131-0-7-504 


1979 actual 


1980 est. 


1981 est, 





21.0 Travel and transportation of persons 
25.0 Other services 
41.0 Grants, subsidies, and contributions 


Total costs, funded 
94.0 Change in selected resources 


99.0 Total obligations 


999 


124 





UNEMPLOYMENT TrRuSsT FuUND* 


*See Part III for additional information. 


Program and Financing (in thousands of dollars) 





Identification code 20-8042-0-7-999 


1979 actual 


1980 est. 


1981 est. 





Program by activities: 
Operating costs, funded: 
1. Federal-State unemployment 
insurance: 
(a) Withdrawals: Benefit 
payments by States 
(b) State administrative ex- 


(c) Federal Administrative 
expenses: 
Direct expenses 
Reimbursements to the 
Department of Treas- 


Repayment of advances 
from general fund 
2. Railroad unemployment in- 
surance: 

(a) Withdrawals by Railroad 
Retirement Board for 
benefit payments 

(b) Administrative expenses. 

(c) Payment of interest on 
advances from Railroad 
retirement account 


10.00 
Financing: 
17.00 Recovery of prior year obligations. 
21.40 Unobligated balance _ available, 
start of year: 
Treasury balance 
U.S. securities (par) 
22.40 Unobligated balance transferred 
from other accounts 
23.40 Unobligated balance transferred to 
other accounts 
24.40 Unobligated balance available, end 
of year: 
Treasury balance 
U.S. securities (par) 


Total obligations 


60.00 Budget authority (appro- 
priation) (permanent, in- 


definite) 


8,585,261 
1,563,210 


37,101 
31,777 


768 
800,000 


116,140 
10,414 


755 


12,873,000 
1,773,590 


37,499 
34,084 


900 
900,000 


226,000 
11,617 


15,893,000 
2,128,400 


38,168 
36,285 


1,000 
400,000 


192,000 
11,147 





11,145,426 
—4,815 

— 899,008 
—9,517,307 
—3,100 
34,400 


1,341,128 
13,793,113 


— 1,341,128 
— 13,793,113 


1,341,128 
15,336,423 


— 1,341,128 
— 15,336,423 


1,341,128 
15,936,423 





15,889,837 


17,400,000 


19,300,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obliga- 
tions, start of year 
Obligated balance, start of year 
Receivables in excess of obliga- 
tions, end of year 
Obligated balance, end of year 


72.40 
74.10 


74.40 


90.00 Outlays 


11,140,611 


15,856,690 


18,700,000 


ae 





11,172,982 


15,851,690 


18,700,000 








15,893,000 
2,128,400 


38,168 


36,285 
1,000 


400,000 


192,000 


18,700,000 


~ 1,341,128 
15,336,423 


1,341,128 
15,936,423 


19,300,000 


18,700,000 


_—___—_——_ 


18,700,000 


$$ 
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LABOR-MANAGEMENT SERVICES ADMINISTRATION 
Federal Funds 649 








The financial transactions of the Federal-State and 
railroad unemployment insurance systems are made 
through the Unemployment trust fund. All State and 
Federal unemployment tax receipts are deposited in the 
trust fund and invested in Government securities until 
needed for benefit payments or administrative costs. 
States may receive repayable advances from the fund 
when their balances in the fund are insufficient to pay 
benefits. The fund may receive repayable advances 
from the general fund when it has insufficient balances 
to make advances to States or to pay the Federal share 
of extended benefits. State payroll taxes pay for all 
regular State benefits. During periods of high State or 
national unemployment, extended benefits, financed 
one-half by State payroll taxes and one-half by the Fed- 
eral unemployment payroll tax are also paid. The Fed- 
eral tax pays the costs of Federal and State administra- 
tion of unemployment insurance and 97% of the costs 
of the employment service. 

Both the benefit payments and administrative ex- 
penses of the separate unemployment insurance pro- 
gram for railroad employees are paid from the Unem- 
ployment trust fund and receipts from the tax on wages 
of railroad employees are deposited in the fund to meet 
expenses. 


STATUS OF FUNDS 


(In thousands of dollars) 


1979 actual 
928,321 
9,517,307 


10,445,628 


1981 estimate 
1,343,070 
15,188,113 


16,531,183 


1980 estimate 
1,338,070 
13,793,113 


15,131,183 


Unexpended balance, start of year: 











Cash income during the year: 
Government receipts: State unemployment taxes . 
Federal unemployment taxes: 
Tax collections 
Refund of taxes 
Deposits by Railroad Retirement Board: 
To finance administrative expenses 
To finance benefit payments 
Intrabudgetary transactions: 
Interest and profits on investments 


12,272,625 13,377,000 14,720,000 
2,958,000 


—51,434 


3,330,000 
— 56,000 


3,792,000 
— 63,000 


13,826 
193,717 


16,214 
180,000 


16,694 
179,000 


552,786 


17,400,000 


655,306 


503,104 
19,300,000 


Total annual income 15,889,837 








Cash outgo during the year: 
Federal-State unemployment insurance: 
State unemployment benefits 
State administrative expenses 
Supplemental now requested 
Federal administrative expenses: 
Direct expenses 
Reimbursements to the Department of Treas- 
ury 31,777 34,084 36,285 
Interest on refunds of taxes 768 900 1,000 
Repayment of advances from general fund 800,000 900,000 400,000 
Railroad unemployment insurance: 
Railroad unemployment benefits 
Administrative expenses 
Payment of interest on advances from Rail- 
road retirement account 755 


11,172,982 
—31,300 


8,585,261 
1,562,561 


12,868,000 
1,773,590 
148,310 


15,893,000 
2,128,400 


37,101 37,499 38,168 


142,061 
12,698 


192,000 
11,147 


226,000 
11,617 





Total annual outgo 








Net transfers, Railroad retirement account 
Unexpended balance, end of year: 
Cash 








1,338,070 1,343,070 ~—:1,343,070 


13,793,113 
15,131,183 


U.S. securities (par) 15,188,113 


16,531,183 


15,788,113 
17,131,183 





Balance of fund, end of year 


Object Classification (in thousands of dollars) 





Identification code 20-8042-0-7-999 


25.0 — Other services: 
Employment and Training Administration 35,224 35,256 35,875 
Departmental management 1,877 2,243 2,293 
Payments to grants to States for unem- 
ployment insurance and employment 


1979 actual 1980 est. 1981 est. 





1,563,210 1,773,590 2,128,400 

Reimbursements to the Department of 
Treasury 

Grants, subsidies, and contributions: Rail- 
road unemployment benefits 

Insurance claims and indemnities: State 
unemployment benefits 8,585,261 12,873,000 15,893,000 

Interest and dividends 1,523 900 1,000 

Undistributed: Repayment of advances 
from the general fund 

Administrative expenses (see separate 
schedules): Railroad unemployment in- 
surance administrative funds 


31,777 34,084 36,285 


116,140 226,000 192,000 


800,000 900,000 400,000 


10,414 
11,145,426 


11,617 
15,856,690 


iia 
18,700,000 





Total obligations 





LABOR-MANAGEMENT SERVICES 
ADMINISTRATION 


Federal Funds 
General and special funds: 


SALARIES AND EXPENSES* 
*See Part III for additional information. 


For necessary expenses for the Labor-Management Services Admin- 
istration, [$53,941,000] $60,699,000. (18 U.S.C. 664, 1027, 1954; 29 
U.S.C. 301-401, 1001-1144; 50 U.S.C. App. 459) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 16-0104-0-1-505 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Labor-management relations, policy 
and services 3,348 4,029 4,582 
2. Labor-management standards en- 
16,166 16,788 17,092 
3. Veterans’ reemployment rights 2,197 2,594 2,628 
4. Pension and welfare benefits prog- 
27,631 28,987 32,164 
5. Executive direction, management, 
and support 3,976 4,166 4,233 


Total direct program 53,318 56,564 60,699 
Reimbursable programs 25 214 lll 


Total program costs, funded * 53,343 56,778 60,810 
Change in selected resources (undelivered 


orders) 
10.00 Total obligations 


Financing: 
Offsetting collections from: 
11.00 Federal funds —25 —25 
14.00 Non-Federal sources —§0 —50 
15.00 —Off-budget Federal agencies —139 —36 


— 2,167 
51,176 


60,810 


56,778 





LABOR-MANAGEMENT SERVICES ADMINISTRATION—Continued 
Federal Funds—Continued 


650 
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General and special funds—Continued 
SALARIES AND ExpENSES—Continued 


Program and Financing (in thousands of dollars) —Continued 
Identification code 16-0104-0-1-505 
25.00 Unobligated balance lapsing 
Budget authority 


Budget authority: 
Appropriation 53,588 
Transferred from other accounts 185 


Appropriation (adjusted) 
Supplemental for civilian pay 
raises. 








1979 actual 1980 est. 1981 est. 








53,773 








40.00 
42.00 


43.00 
44.20 





53,941 
2,623 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


56,564 
11,121 
— 13,320 


71.00 
72.40 
74.40 


77.00 
90.00 Outlays, excluding pay raise supple- 


51,824 58,486 


91.20 Outlays from civilian pay raise sup- 


plemental 2,541 82 





1 Includes capital investment as follows: 1979, $180 thousand; 1980, $162 thousand, 1981, $207 thousand. 


1. Labor-management relations, policy and services.— 
Provides assistance to unions, employers, employees, 
and State and local governments, including special 
studies and analyses and technical assistance in plan- 
ning for work force adjustments as they will affect 
labor-management relations; coordinates Federal action 
in particular labor-management disputes; carries out 
the Department’s responsibilities under the Urban 
Mass Transportation Act of 1964, the Airline Deregula- 
tion Act of 1978, the Surface Transportation Assistance 
Act of 1978, the Health Planning and Resources Devel- 
opment Act of 1979, and develops policies, procedures, 
and regulations relating to the continuation of employ- 
ee benefits under the provisions of the Redwood Nation- 
al Park Act of 1968, as amended. Develops recommen- 
dations on labor-management relations matters, and 
conducts studies of collective bargaining and programs 
pertaining to the Labor-Management Reporting and 
Disclosure Act (LMRDA). Among areas for research in 
1981 will be the construction industry, collective bar- 
gaining, and minimizing causes of labor-management 
disputes. 

2. Labor-management standards enforcement.—Covers 
the administration and enforcement of the LMRDA and 
section 7120 of the Civil Service Reform Act of 1978, 
which governs relations between employees and their 
unions in the Federal service. 


WORKLOAD STATISTICS 


1979 actual 
84,950 


1980 estimate 
80,000 


8,467 9,752 10,501 


3. Veterans’ reemployment rights.—Provides assist- 
ance to veterans, reservists, and National guardsmen 
on training duty, to secure reinstatement with their 
preservice employers and other employment advantages 
to which they may be entitled based on seniority ac- 
crued while in military service. Compliance is advanced 
by informing employers and potential claimants of their 


1981 estimate 
Reports received 75,000 
Investigations, field audits, and supervised elections 


conducted 


responsibilities under the law and by assisting eligible 
claimants in determining and exercising their rights. 


WORKLOAD STATISTICS 


1979 actual 1980 estimate 


Complaints processed 1,972 1,730 1,866 
Veterans assisted 239,368 239,400 250,000 

4. Pension and welfare benefits program.—Develops, 
promulgates, and enforces fiduciary standards, report- 
ing and disclosure requirements, and other provisions of 
the Employee Retirement Income Security Act of 1974 
(ERISA) for which the Secretary of Labor is responsible, 
provides for the protection of pension and welfare bene- 
fit plan participants’ rights; and grants variances from 
provisions of the law and regulations, when such var- 
iances are in the interests of the plan and its partici- 
pants. 


1981 estimate 


WORKLOAD STATISTICS 
1979 actual 
328,000 
160,387 


1980 estimate 
710,000 
165,000 


1981 estimate 
710,000 
165,000 


ERISA reports received 

Inquiries received 

Exemptions, variances, determinations, interpreta- 
tions, and regulations issued 

Plan reviews and investigations conducted 


1,811 1,753 2,009 
6,392 8,107 8,312 


5. Executive direction, management, and support.— 
Provides for policy planning and evaluation, direction, 
and coordination of the labor-management relations 
programs for the Department. 


Object Classification (in thousands of dollars) 


Identification code 16-0104-0-1-505 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions. 28,649 
Positions other than permanent 1,059 
Other personnel compensation 570 


Total personnel compensation 30,278 
Personnel benefits: Civilian 3,157 
Travel and transportation of persons 1,786 
Transportation of things 117 
Standard level user charges 3,292 
Communications, utilities, and other rent... 1,409 
Printing and reproduction 

Other services 

Supplies and materials ... 

Equipment 

Grants 


Total direct costs, funded 
Change in selected resources 


Total direct obligations 


Reimbursable obligations: 
Personnel compensation: Permanent posi- 


Personnel benefits: Civilian 

Travel and transportation of persons 
Communications, utilities, and other rent... 
Other services 

Supplies and materials 


Total reimbursable obligations 


Total obligations 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 


1,325 
1,406 
(103) 
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DEPARTMENT OF LABOR 


EMPLOYMENT STANDARDS ADMINISTRATION 
Federal Funds 651 








Full-time equivalent of overtime and holiday 
(20) (23) 
Average ES salary $50,113 $50,113 
Average GS grade 10.11 10.17 10.19 
Average GS salary $22,136 $23,293 $23,831 








Reimbursable: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 





EMPLOYMENT STANDARDS ADMINISTRATION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES* 
*See Part III for additional information. 


For necessary expenses for the Employment Standards Administra- 
tion, including reimbursement to State, Federal and local agencies 
and their employees for inspection services rendered [$163,923,000] 
$179,342,000 together with [$341,000] $364,000 which may be ex- 
pended from the Special Fund in accordance with sections 39(c) and 
44(j) of the Longshoremen’s and Harbor Workers’ Compensation Act. 
(5 U.S.C. 8101-8150, 8171(aX2); 15 U.S.C. 1671-77; 20 U.S.C. 951-963; 
29 U.S.C. 31-42, 201-219, 251-262, 553, 793; 30 U.S.C. 934, 934a; 32 
U.S.C. 901-950; 38 U.S.C. 2012; 40 U.S.C. 276a; 267c; 41 U.S.C. 35-45, 
998-333, 351-3857; 42 U.S.C. 1651-54, 1701-17, 2000e nt., 42 U.S.C. 
1333(c); title 36 of the District of Columbia Code; 59 Stat. 613; 64 Stat. 
1263; 64 Stat. 1268; Executive Order 11136 of January 3, 1964.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 16-0105-0-1-505 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Improving and protecting wages 
2. Elimination of discrimination in em- 


61,369 64,494 65,902 


45,240 
61,960 


12,985 
181,554 


51,846 
99,025 


16,529 
191,894 


54,997 
3. Workers’ compensation 62,589 
4. Program development and adminis- 


tration 17,188 


200,676 





Total direct program 








Reimbursable program: 
1. Improving and protecting wages 18 
2. Elimination of discrimination in em- 
ployment l 
3. Workers’ compensation: District of 
Columbia Workmen’s Compensation 
A 823 


Total reimbursable programs 


Total program costs, funded 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations * 





Financing: 
Offsetting collections from: 
Federal funds 
Trust funds 
Non-Federal sources 
Unobligated balance available, start of year 
Unobligated balance transferred from other 


Unobligated balance available, end of year.. 


25.00 Unobligated balance lapsing 


Budget authority 161,880 169,115 179,342 


Budget authority: 
40.00 128,662 
41.00 Transferred to other accounts — 1,956 
42.00 Transferred from other accounts... 35,174 


43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 


163,923 179,342 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year..... 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


169,315 
22,727 
— 26,948 


179,342 
26,948 





90.00 Outlays, excluding pay raise supple- 
| 


160,025 174,735 
91.20 Outlays from civilian pay raise sup- 


plemental 5,069 123 





* Includes capital investment as follows: 1979, $1,790 thousand; 1980, $740 thousand; 1981, $771 thousand. 


1. Improving and protecting wages.—This activity ob- 
tains compliance with the minimum wage, overtime, 
child labor, and other employment standards under the 
Fair Labor Standards Act and enforces the labor stand- 
ards provisions under various Federal procurement 
acts, the Farm Labor Contractor Registration Act, and 
the wage garnishment provisions in title III of the Con- 
sumer Credit Protection Act. Regulations and interpre- 
tive materials are developed for the compliance pro- 
gram and special minimum wage standards are set. 
About 900,000 workers are expected to be directly aided 
each year by these efforts. This activity also includes 
determinations of prevailing wage rates and fringe 
benefits for all Federal and federally assisted contracts 
for construction subject to the Davis-Bacon and related 
acts. Prevailing wage rates and fringe benefits determi- 
nations are also made under the Service Contract Act. 
This activity also includes enforcement of the Fair 
Labor Standards Act and the Farm Labor Contractor 
Registration Act with regard to employers of undocu- 
mented alien workers. 

2. Elimination of discrimination in employment.—The 
Employment Standards Administration (ESA) works to 
ensure nondiscrimination in employment on Federal 
contracts. It is responsible for conducting compliance 
activities to assure that Federal contractors take af- 
firmative action in the hiring and promotion of minor- 
ities and women under the authority of Executive 
Orders 11246 and 11375. Administration of affirmative 
action provisions of the Rehabilitation Act of 1973, to 
hire and promote physically and mentally handicapped 
individuals, is under this activity. Also included is the 
administration of the Vietnam Era Veterans Readjust- 
ment Assistance Act providing for affirmative action by 
Federal contractors to employ and advance in employ- 
ment disabled veterans and veterans of the Vietnam 
era. In 1981, about 8,000 compliance actions will be 
taken with respect to contractor employment practices. 

3. Workers’ compensation.—Under this income-main- 
tenance activity the ESA administers the Federal Em- 
ployees’ Compensation Act, the Longshoremen’s and 
Harbor Workers’ Compensation Act, and the benefit 
provisions of the Federal Mine Safety and Health Act 
of 1977. These programs insure that eligible disabled 
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General and special funds—Continued 
SALARIES AND ExpeNses—Continued 


and injured workers or their survivors receive compen- 
sation and medical benefits and a range of services 
including rehabilitation, supervision of medical care, 
and technical and advisory counseling to which they 
are entitled. Technical assistance is provided to the 
States to upgrade their workers’ compensation laws. 

4. Program development and administration.—This 
activity provides for the direction and coordination of 
employment standards programs. Program planning, re- 
search, evaluation, budget, and other administrative 
functions are carried out to accomplish objectives. 
Major goals in 1981 will include broadening the knowl- 
edge base of the research and evaluation program in 
each major program area; continuing to develop effec- 
tive Federal-State cooperation; strengthening programs 
for training ESA employees; and providing technical 
assistance to ESA’s clientele. 


Object Classification (in thousands of dollars) 






























































Identification code 16-0105-0-1-505 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent POitions.............ccsssessssseesee 102,796 115,992 118,314 
11.3 Positions other than permanent 4,489 1,455 1,455 
11.5 Other personnel compensation................. 3,826 2,566 2,566 
11.8 Special personal services payments........ 244 214 214 
Total personnel compensation............. 111,355 120,227 122,549 
12.1 — Personnel benefits: Civilian...............:..00e 12,682 13,053 13,403 
21.0 — Travel and transportation of persons........... 5,597 5,634 5,621 
22.0 — Transportation Of thingS ..............ssssscsssseees 738 284 302 
23.1 — Standard level user charges 7,383 9,412 9,144 
23.2 Communications, utilities, and other rent..... 2,914 2,674 2,775 
24.0 — Printing and reproduction...............sscccssseee 1,831 2,896 3,133 
25.0 Other Services ..............00000 35,731 35,872 41,821 
26.0 Supplies and materials ... 955 861 905 
SEO), BRAM sca sssacsccsctazeed ccs 2,364 981 1,023 
42.0 Insurance claims and indemnities................ Bix Parrssiovrdcony BO penectsbseet 
Total direct costs, funded.................0. 181,554 191,894 200,676 
94.0 Change in selected resourceS..............:.. RTOD bess Siscosaqasbeh! VERS bah 
Total direct obligationS................se 184,314 191,894 200,676 
Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent pOSitionS...........sssscsssssseesesseee 619 627 671 
11.5 Other personnel compensation 36 15 15 
Total personnel compensation.............. 655 642 686 
12.1 Personnel benefits: Civiliat...........sssssccsssseeee 60 64 68 
21.0 Travel and transportation of persons........... 7 l l 
22.0 Transportation Of thingS ..........sssssssssccsssese — sssseseessseeeens 1 l 
23.1 Standard level user charges ..........sss:se00000 42 58 72 
23.2 Communications, utilities, and other rent... 19 20 20 
24.0 — Printing and reproduction.................sessssee 6 2 2 
DOO GNC SNMOOS LI LE cteosislensecdessiovcee 16 55 55 
26.0 Supplies and materials ..............sssssssssseees 15 4 4 
1 EA oo eS. ee 22 5 5 
Total reimbursable obligations............ 842 852 914 
99.0 Total obligations ............sssssssssccsssssseees 185,156 192,746 201,590 
Personnel Summary 
Direct: 
Total number of permanent positions ..............0000 5,522 5,227 5,191 
Total compensable workyearS................00 5,790 5,277 5,240 
Full-time equivalent of other positions.............. (448) (133) (133) 
Full-time equivalent of overtime and holiday 
WONG fitdiisidecaispicto eseritoiomaie ites (188) (128) (126) 

















Average ES salary $46,081 $51,920 
Average GS grade 9.34 9.32 
Average GS salary $21,016 $21,006 
Reimbursable: 
Total number of permanent positions................... 44 44 44 
Total compensable Workyea'S............svsee 40 43 43 
Full-time equivalent of other positions (0) (0) (0) 
Full-time equivalent of overtime and holiday 
TUES Ade crs. savsecestisbe asssateoccecclnecebaacs (1) (1) 
Average GS grade 6.73 6.73 
Average GS salary $14,250 $15,250 











SPECIAL BENEFITS 


For the payment of compensation, benefits, and expenses (except 
administrative expenses) accruing during the current or any prior 
fiscal year authorized by title V, chapter 81 of the United States 
Code; continuation of benefits as provided for under the head “Civil- 
ian War Benefits” in the Federal Security Agency Appropriation Act, 
1947; the Employees’ Compensation Commission Appropriation Act, 
1944; and sections 4(c) and 5(f) of the War Claims Act of 1948 (50 
U.S.C. App. 2012); and fifty per centum of the additional compensa- 
tion and benefits required by section 10(h) of the Longshoremen’s and 
Harbor Workers’ Compensation Act, as amended, [[$282,386,000] 
$384, 193,000, together with such [amount] amounts as may be neces- 
sary to be charged to the subsequent yéar appropriation for the 
payment of compensation and other benefits for any period subse- 
quent to September 15 of the current year: Provided, That in addition 
there shall be transferred from the Postal Service fund to this appro- 
priation such sums as the Secretary of Labor determines to be the 
cost of administration for Postal Service employees through Septem- 
ber 30, [1980] 1981. (6 U.S.C. 8147, 8191-8193; 42 U.S.C. 1701; 50 
U.S.C. 2001-3013; 5 U.S.C. 755.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





























Identification code 16-1521-0-1-600 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Federal Employees’ Compensation Act 
DERNHITD ct cscastiateicaonessdaces csoacsttesstne 700,028 823,167 997,663 
2. Longshore and harbor workers’ compen- 
SAINT INMONNLS ssssscttticscsStssnsssssvonedcsossaess 2,599 3,369 3,672 
10.00 Total program costs, funded—obliga- 
tions (object class 42.0) .............. 702,627 826,536 —_ 1,001,335 
Financing: 
Offsetting collections from: 
11.00 OCU EN HUIS access cchsstsegrecossnseicsccpyssncens — 331,384 —396,999 —425,728 
15.00 Off-budget Federal agencies.................00+. —168,814 —147,151 —191,414 
25.00 Unobligated balance lapsing................0s000 PERL cc ciaesaaney spnccute ssn 
40.00 Budget authority (appropriation) .. 231,200 282,386 384,193 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ............ssssssseseeseee 202,429 282,386 384,193 
72.40 Obligated balance, start of year.................. 1,910 13,944 41,330 
74.40  Obligated balance, end of year........... —13,944 —41,330 — 41,330 
77.00 Adjustments in expired accounts ass cp coerce MN eae 
90.00 MUU S Si dessini sca Ueto ascsitasscaseciase 190,392 255,000 384,193 





1. Federal Employees’ Compensation Act benefits.— 
Currently, more than 45,300 claimants are receiving 
long-term compensation benefits for job-related injuries, 
diseases, or deaths, as specified in the Federal Employ- 
ees’ Compensation Act (FECA) and its extensions. Perti- 
nent medical bills are paid for compensable injuries. 
Compensation benefits are paid when the injury causes 
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EMPLOYMENT STANDARDS ADMiNISTRATION—Continued 

































































Trust Fi 
loss of job time. Workers suffering noncontroverted Appropriation lapsing.............sesesecccseeceeeesceeeeeeee — = N00,363  eeeeeeseesesee — cssscnnssenneneee 
ie gan injuries ee in ri poy cree ae a Subtotal appropriation. 962,079 933,000 
period not to excee ays, paid by the employing 5 
agency rather than through this account. All medical Unappropriated a RE OE OWN sc scicicssiictinstcssasis OR ete, «caesar 
costs associated with these continuation-of-pay claims Unfunded appropriations, end Of yeaT...........cccccssssecce  sssseeeecessesees 36,245 36,245 
are examined and paid by the FECA program. In addi- 
tion, the FECA program is responsible for claims ex- Program and Financing (in thousands of dollars) 
tending beyond 45 days, all nontraumatic injuries and prifcston cote 20-8144-0-7-601 1979 actual «1980 est. 1981 est. 
controverted claims, medical costs associated with the 
above, and the review of the agency-paid continuation- Program by activities: 
of-pay claims. Costs to this account are subsequently 1. Disabled coal miners benefits ...........s00e- 583,073 422,693 773,900 
k h lovi 2. Administrative expenses............. = 32,149 33,660 32,269 

charged back to the employing agency. 3. Interest on advances....... s 7739 12,379 ~—«(128,831 

FEDERAL EMPLOYEES’ COMPENSATION WORKLOAD 10.00 Total obligations.......ccccsctscsneeen 622,961 468,732 935,000 

1979 actual 1980 estimate 1981 estimate Financing: 

Long-term cases .......... sseeeenauusseennnnassecsennasesennnuneeenenns 45,348 47,800 48,200 14.00 Offsetting collections from: Non-Federal 
Compensation and medical payments 1,057,399 1,200,000 + —_ 1,200,000 SON sak —1,058 —1,000 — 2,000 
New CAaS@S FePOrted .......sssecsseesseeneenn 208,373 212,000 214,000 — 25.00 Unobligated balance lapsing .....ccscsacson NE mca n, ccc 
NeW Claims FeCOIVE .........ssssscssscccsssssssseesessssssssesessee 30,846 33,000 34,000 


2. Longshore and harbor workers’ compensation bene- 
fits.—Under the Longshoremen’s and Harbor Workers’ 
Compensation Act, as amended, the Federal Govern- 
ment pays from direct appropriations one-half of the 
increased benefits provided by the amendments for per- 
sons on the rolls prior to 1972. The remainder is pro- 
vided from the special fund which is financed by pri- 
vate employers assessed at the beginning of each calen- 
dar year for their proportionate share of these pay- 
ments. 





Trust Funds 
Brack Luna Disasitity Trust Funp* 
*See Part III for additional information. 


For payments from the Black Lung Disability Trust Fund, 
[$466,667,000] $9232,244,000, of which [[$434,072,000] $902,731,000 
shall be available until September 30, 1982, for payment of all benefits 
and interest on advances under subsection (b)(2) of section 3 of the 
Black Lung Benefits Revenue Act of 1977, as authorized by section 
424(a) (1), (2), and (4) of the Black Lung Benefits Act, as amended, and 
of which [$21,628,000] $20,970,000 shall be available for transfer to 
Employment Standards Administration, Salaries and Expenses and 
[$10,967,000] $70,543,000 for transfer to Departmental Management, 
Salaries and Expenses for expenses of operation and administration of 
the Black Lung Benefits program as authorized by section 424(a)(5) of 
the Black Lung Benefits Act, as amended: Provided, That in addition, 
such amounts as may be necessary may be charged to the subsequent 
year appropriation for the payment of compensation and other bene- 
fits for any period subsequent to June 15 of the current year: Pro- 
vided further, That in addition, such amounts shall be paid from this 
fund into miscellaneous receipts as the Secretary of the Treasury 
determines to be the administrative expenses of the Department of 
the Treasury for administering the fund during the current fiscal 
year, as authorized by section 424(a\(5) of the Black Lung Benefits 
Act, as amended. (30 U.S.C. 934, 934a; 30 U.S.C. 901.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
Priations Act, 1980. 


Amounts Available for Appropriation (in thousands of dollars) 



































1979 actual 1980 est. 1981 est. 
Unappropriated balance, start Of yOar.....acc.sscssssscssss —ssssseeessseee AS > veecsascncecans 
Unfunded appropriations, start Of year.......c........ss. Eanib seein 36,245 
coer thpaecien 622,545 925,191 933,000 
RI ee tS Oe ee 722,265 467,732 933,000 


Supplemental request .............c.cccccssssssssssssesesevevsvsseee 





722,265 467,732 933,000 





Budget authority: 











40.00 Appropriation ..................ccccssecscssseecssseecees 466,667 932,244 
Appropriation (indefinite) ..................ssee.. 756 756 
44.20 Supplemental for civilian pay raises...... ee ce 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..................sssecceoee 467,732 933,000 
72.40 Obligated balance, start of year ccs ED eee EE ee 
74.40 Obligated balance, end Of yearn... ccsssseccsssesese — secesssecessnsecs — 36,245 
90.00 Outlays, excluding pay raise supple- 
WE eccscc tee ectiteecs 621,926 467,423 896,755 
91.20 Outlays from civilian pay raise sup- 
I sige ree GS cece 





The trust fund consists of all moneys collected from 
the coal mine industry under the provisions of the 
Black Lung Benefits Revenue Act, in the form of an 
excise tax on mined coal tonnage and reimbursements 
into the fund from identified responsible mine opera- 
tors. These moneys are expended to pay compensation, 
medical, and survivor benefits to eligible miners and 
their survivors, where mine employment terminated 
prior to 1974 or where no mine operator can be as- 
signed liability, in addition to all administrative costs 
incurred in the operation of the black lung program. 
The fund is administered jointly by the Secretaries of 
Labor, Treasury, and Health, Education, and Welfare. 
The Benefits Revenue Act provides for repayable ad- 
vances to the fund in the event fund resources will not 
be adequate to meet program obligations. Such ad- 
vances are to be repaid with interest. Advances out- 
standing at the end of the year are: 1979, $420 million; 
1980, $1,095 million; and 1981, $1,900 million. 


BLACK LUNG DISABILITY TRUST FUND WORKLOAD 














1979 actual 1980 estimate 1981 estimate 
CS (OHNO stn ieee 20,172 20,000 10,000 
Compensation and medical payments 320,441 350,000 375,000 
Claims in payment Status ...........ccccccsssescccssssecceessnees 122,069 186,710 203,510 
STATUS OF FUNDS 
(In thousands of dollars) 

1979 actual 1980 estimate 1981 estimate 
Balance of fund, start Of year ...........cccsecscsessseesseess 23 643 ccc. 

Cash income during the year: 

Government receipts: 

Caan CONN iN i scnainsccacttsecscsttcts 221,614 249,000 263,000 
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STATUS OF FUNDS—Continued 
[In thousands of dollars } 






























































































SPECIAL WorRKERS’ COMPENSATION EXPENSES 





Program and Financing (in thousands of dollars) 


1979 actual 1980 estimate 1981 estimate 
Interest on investments ...........c.ssecssesseesseesseeese BEE cicsescneidetinds, | | Wecnssertisedices 
Intrabudgetary transactions: 
Advances from general fUnd.............ccccssssesssses 400,809 257,191 670,000 
DID SEND sine docs sass iscovkcseivns” te siancessoveouas RN a nriecsiSicasiaaas 
Total annual inCOME............sccccssesecssseeessssees 622,545 925,191 933,000 
Cash outgo during the year: 
Special benefits: Disabled coal miners’ benefits ... 582,038 828,965 771,900 
Federal administrative expenses: 
CDOT NINOS scons scesstecqasvcnevcrrecsansoichossvsosen 21,655 21,759 20,333 
Departmental management 7,609 10,677 10,543 
Reimbursements to Department of Health, 

Education, and Welfare ..............ssscssessssesssse 2,620 468 637 
Reimbursements to Department of Treasury... 265 756 756 
Interest ON AUVANCES............secssecseesssesseesseesseees 7,740 63,209 128,831 

Total annual OUtGO ..........ccscsssssececsssnseeseesnne 621,926 925,834 933,000 

Balance of fund, end Of year .............-s0see. DES cscs to ANE seins 

Object Classification (in thousands of dollars) 
Identification code 20-8144-0-7-601 1979 actual 1980 est. 1981 est 
Dt. « NURI ON ONOOR as soses oud cao icancevvavnisvonseorssvs 32,149 33,660 32,269 
42.0 — Insurance claims and indemnities................ 583,073 422,693 773,900 
43.0 Interest and dividends ...............ssscsssseccsssees 7,739 12,379 128,831 
99.0 Total Obligations ..............ccssecsseecsneees 622,961 468,732 935,000 



































































Identification code 16-9971-0-7-601 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Longshoremen’s and Harbor Workers’ 
Compensation Act, as amended.............. 5,644 7,101 8,226 
2. District of Columbia Compensation Act... 1,488 1,780 2,225 
10.00 Total program costs, funded—obliga- 
tions (object class 42.0) .............. 7,132 8,881 10,451 
Financing: 
21.40 Unobligated balance available, start of 
year: U.S. S@CUTILICS.........ccsssseeccsssseeees —3,940 —3,377 —4,231 
24.40 Unobligated balance available, end of year: 
Ui MONIES ssiccs vcavccensicavaciveenedossevasre> al 4,231 4,713 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. 6,569 9,735 10,934 
Distribution of budget authority by account: 
Longshoremen’s and Harbor Workers’ Compensa- 
tion Act, aS AMONAED............seccsssseccssseccssseesseee 5,156 7,486 8,235 
District of Columbia Compensation Act................. 1,413 2,249 2,699 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ...........ccccccsssseeee 7,132 8,881 10,451 
72.40 Obligated balance, start of year: 
TIDEOUNY DURINIOE -<scovetnssssestinganseurcncts 1,399 731 196 
AUS, SOCITIS (DAE). csnisesescsassesiesssnncess 721 729 1,112 
74.40 Obligated balance, end of year: 
Treasury DalANCE............scecccsseccsseeesssseeees —731 —196 —173 
U.S. securities (par) —129 —1,112 —980 
90.00 PRU secured 7,791 9,033 10,607 
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Distribution of outlays by account: 
Longshoremen’s and Harbor Workers’ Compensa- 
PMOT cote iss telt ce cAcssse teeceersusencoetcosense tt 6,097 7,079 8,164 
District of Columbia Compensation Act................. 1,694 1,954 2,443 





The trust funds consist of amounts received from em- 
ployers for the death of an employee where no person is 
entitled to compensation for such death, for fines and 
penalty payments, and, pursuant to an annual assess- 
ment of the industry, for the general expenses of the 
fund under the Longshoremen’s and Harbor Workers’ 
Compensation Act (33 U.S.C. 944; 31 U.S.C. 725). 

These trust funds are available for payments of addi- 
tional compensation for second injuries. When a second 
injury results in a permanent partial disability which, 
combined with a previous disability, results in increased 
permanent partial disability, permanent total disability, 
or death, the employer provides compensation only for 
the disability caused by the subsequent injury; compen- 
sation to supplement the employer’s payment is pro- 
vided from this fund. In addition, the fund pays one- 
half of the increased benefits provided under the Long- 
shoremen’s and Harbor Workers’ Compensation Act, as 
amended, for persons on the rolls prior to 1972. Mainte- 
nance payments are made to disabled employees under- 
going vocational rehabilitation to enable them to return 
to remunerative occupations, and the costs of necessary 
rehabilitation services not otherwise available to dis- 
abled longshore and harbor workers are defrayed. Pay- 
ments are made in cases where other circumstances 
preclude payment by an employer and to provide medi- 
cal, surgical, and other treatment in disability cases 
where there has been a default by the insolvency of an 
uninsured employer. 






OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses for the Occupational Safety and Health 
Administration, [$183,164,000: Provided, That none of the funds ap- 
propriated under this paragraph shall be obligated or expended for 
the assessment of civil penalties issued for first instance violations of 
any standard, rule, or regulation promulgated under the Occupational 
Safety and Health Act of 1970 (other than serious, willful, or repeated 
violations under section 17 of the Act) resulting from the inspection of 
any establishment or workplace subject to the Act, unless such estab- 
lishment or workplace is cited, on the basis of such inspection, for 10 
or more violations: Provided further, That none of the funds appropri- 
ated under this paragraph shall be obligated or expended to prescribe, 
issue, administer, or enforce any standard, rule, regulation, or order 
under the Occupational Safety and Health Act of 1970 which is 
applicable to any person who is engaged in a farming operation which 
does not maintain a temporary labor camp and employs 10 or fewer 
employees: Provided further, That no funds appropriated under this 
paragraph shall be obligated or expended to administer or enforce 
any standard, rule, regulation, or order under the Occupational 
Safety and Health Act of 1970 with respect to any employer of ten 
(10) or fewer employees who is included within a category having an 
occupational illness and injury incidence rate less than seven per one 
hundred employees as published in the 1977 Bureau of Labor Statis- 
tics survey of three-digit (or if unavailable, two-digit or one-digit) 
Standard Industrial Classification Code industries, except: 

(1) to take any action authorized by such Act with respect to any 
employer or group of employers within such category whom the Sec- 
retary determines to be engaged in an activity involving very substan- 
tial occupational hazards; 
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(2) to provide requested consultation, technical assistance, educa- 
tional and training services, and to conduct surveys and studies; 

(3) to conduct an inspection or investigation in response to an 
employee complaint, to issue a citation for violations found during 
such inspection, and to assess a penalty for violations which are not 
corrected within a reasonable abatement period and for any willful 
violations found; 

(4) to take any action authorized by such Act with respect to immi- 
nent dangers; 

(5) to take any action authorized by such Act with respect to health 
hazards; 

(6) to investigate an employment accident which is fatal or results 
in hospitalization of one or more employees, and take any action 
pursuant to such investigation authorized by such Act; 

(7) to take any action authorized by such Act with respect to com- 
plaints of discrimination against employees for exercising rights 
under such Act. This proviso shall not apply to any person who is 
engaged in a farming operation which does not maintain a temporary 
labor camp and employs 10 or fewer employees: Provided further, 
That none of the funds appropriated under this paragraph shall be 
obligated or expended to prescribe, issue, administer, or enforce any 
standard, rule, regulation, order or administrative action under the 
Occupational Safety and Health Act of 1970 affecting any work activi- 
ty by reason of recreational hunting, shooting, or fishing] 
$211,900,000: Provided [further], That none of the funds appropri- 
ated under this paragraph shall be obligated or expended for the 
proposal or assessment of any civil penalties for the violation or 
alleged violation by an employer of 10 or fewer employees of any 
standard, rule, regulation, or order promulgated under the Occupa- 
tional Safety and Health Act of 1970 (other than serious, willful or 
repeated violations and violations which pose imminent danger under 
section 13 of the Act) if, prior to the inspection which gives rise to the 
alleged violation, the employer cited has (1) voluntarily requested 
consultation under a program operated pursuant to section 7(c)(1) or 
section 18 of the Occupational Safety and Health Act of 1970 or from 
a private consultative source approved by the Administration and (2) 
had the consultant examine the condition cited and (3) made or is in 
the process of making a reasonable good faith effort to eliminate the 
hazard created by the condition cited as such, which was identified by 
the aforementioned consultant, unless changing circumstances or 
workplace conditions render inapplicable the advice obtained from 
such consultants[: Provided further, That none of the funds appropri- 
ated under this paragraph may be obligated or expended for any 
State plan monitoring visit by the Secretary of Labor under section 18 
of the Occupational Safety and Health Act of 1970, of any factory, 
plant, establishment, construction site, or other area, workplace or 
environment where such a workplace or environment has been in- 
spected by an employee of a State acting pursuant to section 18 of 
such Act within the 6 months preceding such inspection: Provided 
further, That this limitation does not prohibit the Secretary of Labor 
from conducting such monitoring visit at the time and place of an 
inspection by an employee of a State acting pursuant to section 18 of 
such Act, or in order to investigate a complaint about State program 
administration including a failure to respond to a worker complaint 
regarding a violation of such Act, or in order to investigate a discrimi- 
nation complaint under section 11(c) of such Act, or as part of a 
special study monitoring program, or to investigate a fatality or catas- 
trophe: Provided further, That none of the funds appropriated under 
this paragraph may be obligated or expended for the inspection, 
investigation, or enforcement of any activity occurring on the Outer 
Continental Shelf which exceeds the authority granted to OSHA by 
any provision of the Outer Continental Shelf Lands Act, or the Outer 
Continental Shelf Lands Act Amendments of 1978]. (29 U.S.C. 651 et 
seq.; 33 U.S.C. 941 et seq.; 41 U.S.C. 35 et seq.; 351 et seq.; 40 U.S.C. 333 
et seq.) 


_Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 16-0400-0-1-554 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Safety and health standards 6,921 6,510 8,721 


. Enforcement: 
(a) Federal enforcement 
(b) State programs 
3. Technical support 11,056 13,024 17,547 
4. Compliance assistance oi 23,224 32,176 41,689 
5. Safety and health statistics 6,431 6,906 6,973 


70,816 
35,259 


78,658 
42,360 


84,745 
43,500 


7,370 8,725 


Total direct program 187,004 211,900 
Reimbursable program 150 


161,073 =: 187,154 





Total program costs, funded * 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations... 

Financing: 
11.00 Offsetting collections from: Federal funds ... 
25.00 Unobligated balance lapsing 


Budget authority 


11,752 
172,825 








Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustment in expired accounts 


172,825 
13,685 
— 25,548 
— 3,484 


187,004 
25,548 
—31,732 


211,900 
31,732 


90.00 Outlays, excluding pay raise supple- 
177,095 207,905 
91.20 Outlays from civilian pay raise sup- 


plemental 115 





1 Includes capital investment as follows: 1979, $300 thousand; 1980, $300 thousand; 1981, $300 thousand. 


1. Safety and health standards.—New and revised 
mandatory standards are proposed and promulgated to 
protect the safety and health of workers. All new stand- 
ards, except emergency temporary standards, are pro- 
mulgated under procedures providing opportunity for 
public comment. 

2. Enforcement.—The Occupational Safety and Health 
Act of 1970 provides for direct enforcement of Federal 
standards in States declining to assert jurisdiction, and 
for grants to States to assist them in administering and 
enforcing programs for occupational safety and health 
which have been approved by the Secretary. Compli- 
ance with occupational safety and heaith standards is 
gained in part by the physical inspection of plants and 
facilities. Both State and Federal enforcement person- 
nel may cite employers for violations and propose pen- 
alties. Programs are targeted to the investigation of 
fatal and catastrophic accidents, the investigation of 
claims of imminent danger and employee complaints, 
inspections of establishments in high-risk industries, 
and inspections for serious health and safety hazards. 
Professional training for compliance personnel is con- 
ducted at the OSHA Training Institute near Chicago, 
Til. 

3. Technical support.—Laboratory support is provided 
to compliance officers. Technical assistance is provided 
on all aspects of standards setting, compliance assist- 
ance, and enforcement programs, particularly with 
regard to the feasibility of engineering controls neces- 
sary for compliance. Comprehensive scientific and tech- 
nical information services are provided, and analyses 
are made of possible economic consequences and envi- 
ronmental impact of proposed standards. Applications 
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for variances or exemptions from standards are evaluat- 
ed. 

4. Compliance assistance.—Grants are awarded to 
assist organizations develop their capacity to provide 
occupational safety and health training for workers and 
employers. Under cooperative agreements with State 
agencies, Federal funds are made available to cover 
90% of the costs of providing free onsite consultation to 
employers upon request. This activity also provides 
evaluative, consultative, and promotional programs to 
assist Federal agencies ‘in implementing job safety and 
health programs to protect Federal workers. 

5. Safety and health statistics.—Statistics on occupa- 
tional fatalities, injuries, and illnesses are collected and 
published annually to aid in the identification of occu- 
pational safety and health problems and to facilitate 
administration. 

6. Executive direction and administration.—These ac- 
tivities include planning, evaluation, management sup- 
port, legislative liaison, interagency coordination, and 
public information. 


PROGRAM STATISTICS 












































Standards: 1979 actual 1980 estimate 1981 estimate 
5 10 12 
3 6 12 
Inspections: 
PRES MISINORIOOS 5s ccasccoscecsvtcesiescxséseciscésoecéckoetene 57,937 62,900 65,900 
State program inspections ............sccssssssssssessseeees 112,988 120,000 132,500 
Training and consultations: 
Training grants supported.............sssssssseesssssssees 86 81 81 
Consultations provided by States.................... 21,000 21,000 26,000 
Object Classification (in thousands of dollars) 
Identification code 16-0400-0-1-554 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent positiOns.............sscessssssessseeees 57,310 65,280 69,291 
11.3 Positions other than permanent... 1,531 264 270 
11.5 Other personnel compensation................ 672 1,000 1,000 
Total personnel compensation............. 59,513 66,544 70,561 
12.1 Personnel benefits: Civilian 6,548 6,654 7,055 
21.0 Travel and transportation of persons........... 6,695 6,401 7,080 
22.0 — Transportation of thingS.................. 356 280 336 
23.1 Standard level user charges 5,153 5,131 6,097 
23.2 Communications, utilities, and other rent... 2,398 2,231 2,311 
24.0 — Printing and reproduction 1,250 971 989 
25.0 Other Services 00.2... 34,631 40,199 53,577 
26.0 Supplies and materials .... 1,379 752 796 
BN A RUMMNMITL csadecpecctriaatoseteteoststaghicécastosap saan 2,086 4,481 5,698 
41.0 Grants, subsidies, and contributions............. 41,064 53,360 57,400 
Total direct costs, funded 161,073 187,004 211,900 
Reimbursable obligations: 
POW: Te OEUMOE RISTO, PlictscessSPiessoncsssonesdseocsettbosiens MOU sssssnstectiteeaie 
94.0 Change in selected resources ..........-s0.... PEDOR ~ <Kersiiisne scaaen: 
99.0 Total obligations ............:.csssssssecseesees 172,825 187,154 211,900 







WOraRC GO-GIAIO s,s, seeks... teats 
AVCEABG GS SAY er 885s ce EN Mo lbtaks 





Personnel Summary 








Total number of permanent positions.....................0.. 2,944 3,015 3,015 
Total compensable workyea'...........+::.0000 2,911 2,955 2,988 
Full-time equivalent of other positions (153) (27) (27) 

Full-time equivalent of overtime and holiday 
DOD cstissse trae carte scctatesassso aoedla taiaces et scteiia (33) (33) 
eteesstnepcrenbet a ta rsbocclonee $48,983 $54,114 





10.15 
$24,101 


10.05 
$21,840 


10.17 
$25,856 









Intragovernmental funds: 
CONSOLIDATED WorRKING FUND 






Program and Financing (in thousands of dollars) 












































Identification code 16-3905-0-4-554 1979 actual 1980 est. 1981 est, 
Program by activities: 
Occupational cancer information and alert 
system (program costs, funded)............. OEE». wrsccerestun |s cece 
10.00 Total obligations (object class 25.0)........... SiGPRCIS ac WS ae 
Financing: 
11.00 Offsetting collections from: Federal funds... SS GAMI  ssicctcaruntn aus 
21.98 Unobligated balance available, start of 
year: FUNG balance ..........c..sesssessessseesseese —176 “teseeenennennen —_senneennnvins 
ESUOROL SULIMNIEY sssetttcerttcssscoccens  sstseisiacucstae™™ Stactsysttatie > ere 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............c.ssssseeeeee LATROBE ee ce ede 
72.98 Obligated balance, start of year: Fund bal- 
NCC o bs ccctrtesstehacoret oR tlvaadee eo ttcece 1,247 SOIT! ssc 
74.98 Obligated balance, end of year: Fund bal- 
SNCS RAE ce GS Ge OTT 2S ke leak 
77.00 Adjustment in expired accounts.................. SEED 6° opie, et OC aie 
90.00 CUUGYS 3:5, csscBicrsesrlapioesaes cethcctiabiass —2,564 SOK y scttens. 


















MINE SAFETY AND HEALTH ADMINISTRATION 


Federal Funds 
General and special funds: 







SALARIES AND EXPENSES 





For necessary expenses for the Mine Safety and Health Administra- 
tion, [including $6,801,000 for the National Mine Health and Safety 
Academy, $140,747,000,] including purchase and bestowal of certifi- 
cates and trophies in connection with mine rescue and first-aid work 
and the purchase of not to exceed sixty-six passenger motor vehicles for 
replacement only: Provided, That the Secretary is authorized to accept 
lands, buildings, equipment, and other contributions from public and 
private sources and to prosecute projects in cooperation with other 
agencies, Federal, State, or private: Provided, further, that the Mine 
Safety and Health Administration is authorized to promote health 
and safety education and training in the mining community through 
cooperative programs with States, industry, and safety associations: 
Provided further, That any funds available to the Department may be 
used, with the approval of the Secretary, to provide for the costs of 
mine rescue and survival operations in the event of major disaster: 
[Provided further, That none of the funds appropriated under this 
paragraph shall be obligated or expended to carry out section 115 of 
the Federal Mine Safety and Health Act of 1977 or to carry out that 
portion of section 104(g)\(1) of such Act relating to the enforcement of 
any training requirement, with respect to shell dredging, or with 
respect to any sand, gravel, surface, stone, surface clay, colloidal 
phosphate or surface limestone mine] $156,720,000. (30 U.S.C. 1-11 
801, 951 et seq., 960; 91 Stat. 1290-1322; 93 Stat. 111, 137.) 


























Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appr 
priations Act, 1980. 
















Program and Financing (in thousands of dollars) 





















Identification code 16-1200-0-1-554 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Enforcement: 
RAY MOORE csvcssets Aipleicasvovaigcia tise 57,217 58,614 61,/78 
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10.17 (b) Metal/nonmetal 
$25,856 


27,656 30,165 32,079 

(c) Standards development . "820 1,909 1,909 
2. Assessments 6,140 6,755 6,777 
3. National Mine Health and Safety 

Academy 877 7,499 5,229 
4. Education and training 11,991 11,680 11,770 
5. Technical support 16,852 18,545 25,181 
6. Program administration 7,365 9,565 11,997 


Total direct program 128,918 144,732 156,720 
Reimbursable program 150 


States are encouraged to develop training programs 
through grants and technical assistance. 

5. Technical support.—This activity provides onsite 
technical services and advice to field managers, mine 
inspectors, State program employees, and industry 
management to assist enforcement or effect improve- 
ments in mining practices. It also provides analytical 
data relative to the cause, frequency, and manner of 
accidents and the events or the practices that contrib- 





1981 est. 
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Total program costs, funded + 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 

Financing: 
11.00 Offsetting collections from: Federal funds... 
21.40 Unobligated balance available, start of year 
22.40 Unobligated balance transferred from other 


129,068 


—464 
128,604 





24.40 Unobligated balance available end of year... 
25.00 Unobligated balance lapsing 


Budget authority 





156,720 





Budget authority: 
40.00 Appropriation 127,980 
42.00 Transferred from other accounts 1,192 


43.00 Appropriation (adjusted) 129,172 
44.20 Supplemental for civilian pay 


156,720 





140,747 


3,400 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 128,453 
72.40 Obligated balance, start of year... 15,492 
73.40 Obligated balance transferred, net 2,517 
74.40 Obligated balance, end of year — 14,668 
77.00 Adjustments in expired accounts —366 


144,732 
14,668 





90.00 Outlays, excluding pay raise supple- 
131,429 141,020 152,560 
91.20 Qutlays from civilian pay raise sup- 


plemental 3,264 136 





"Includes capital investments as follows: 1979, $2,100 thousand; 1980, $2,975 thousand; 1981, $8,175 thousand. 


1. Enforcement.— Enforcement of the Federal Mine 
Safety and Health Amendments Act of 1977 includes 
inspection of mines, the development and promulgation 
of health and safety standards, assistance in mine 
rescue operations, investigations of serious accidents in 
mines, and recommendations to reduce working haz- 
ards. In 1981, MSHA will continue to concentrate on 
mandatory inspections with a reduction in other inspec- 
tions. 

2. Assessments.—This activity provides for the assess- 
ment of civil monetary penalties for violations of the 
— Mine Safety and Health Amendments Act of 
1977. 

3. National Mine Health and Safety Academy.— 
Public Law 96-38 transferred the Academy from the 
Department of the Interior to the Department of Labor 
on July 25, 1979. The Academy trains MSHA safety and 
health inspectors, technical support personnel, other 
government personnel, and mining industry personnel. 

4. Education and training.—Examines plans and 
monitors performance of operator programs to train 
miners in work safety and health. Develops training 
materials and certifies and monitors instructors. Ad- 
vises industry on compliance with training regulations. 


310-100 0 - 80 - 42 


ute to their causes. 


6. Program administration.—Provides for the Office 
of the Assistant Secretary and the key management 
staff that supports the general administrative functions. 


PROGRAM STATISTICS 


Enforcement: 1979 actual 
Coal mine inspections 
Metal/non-metal mine inspections... 
Regulations promulgated 

Assessments: 
Violations assessed 
Conferences held 

National Mine Health and Safety Academy: 
Student days 

Education and Training: 
Training plan approvals/reapprovals 
Training plans monitored 
Persons certified 

Technical Support: 
Equipment approvals 
Field investigations 
Laboratory samples analyzed 


180,000 
24,000 


56,221 
22,524 


1980 est. 
77,260 
42,600 

10 


230,060 
29,000 


55,000 
7,950 
450 
24,600 
7,200 
480 
88,700 


1981 est. 
71,242 
42,600 

25 


230,000 
29,000 


55,000 


18,000 
100 
18,625 


7,200 
480 
88,700 





Object Classification (in thousands of dollars) 





Identification code: 16-1200-0-1-554 1979 actual 


1980 est. 


1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions. 78,046 
Positions other than permanent 1,009 
Other personnel compensation 480 





Total personnel compensation 79,534 
Personnel benefits: Civilian 9,439 
Travel and transportation of persons 6,703 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 

Printing and reproduction 

Other services 

Supplies and materials .. 

Equipment 

Lands and structures 

Grants, subsidies, and contributions 
Insurance claims and indemnities 


Total direct obligations 
Reimbursable obligations: 
25.0 — Other services 150 





99.0 Total obligations 128,604 


144,732 


156,720 





Personnel Summary 





Total number of permanent positions 3,821 
Total compensable workyears = 3,811 
Full-time equivalent of other positions (86) 
Full-time equivalent of overtime and holiday 
(23) 
Average ES salary... $47,122 
Average GS grade se 9.88 
Average GS salary w. $21,246 
Average salary of ungraded positions $15,560 


3,857 
3,811 
(116) 


(23) 
$48,561 

9.90 
$23,416 
$16,650 


3,810 
3,836 
(116) 


) 


(23 
$48,561 
10.01 
$24,259 
$16,650 
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Intragovernmental funds: 
CONSOLIDATED WORKING FUND 


Program and Financing (in thousands of dollars) 


Identification code 16-3908-0-4-554 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Technical support (program costs, funded) 
Change in selected resources (undelivered 
orders) (object class 25.0) 


10.0 Total obligations 

Financing: 
11.00 Offsetting collections from: Federal funds ... 
17.00 Recovery of prior year obligations 


Budget authority 











Relation of obligations to outlays: 
72.98 Obligated balance, start of year: Fund bal- 
ance 
74.98 Obligated balance, end of year: Fund bal- 





90.00 





Trust Funds 
CONTRIBUTED FUNDS 


Program and Financing (in thousands of dollars) 





Identification code 16-8288-0-7-554 1979 actual 1980 est. 1981 est. 





Program by activities: 


10.00 Education and training (cost—obligations) 
(object class 25.0) 
Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance, end of year 


Budget authority 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 





Outlays 





BUREAU OF LABOR STATISTICS 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses for the Bureau of Labor Statistics, including 
advances or reimbursements to State, Federal, and local agencies and 
their employees for services rendered, [$102,028,000] $107,299,000. 
(20 U.S.C. 2, 7, 181.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 16-0200-0-1-505 1979 actual 1980 est 1981 est. 





Program by activities: 
Direct program: 
1. Labor force statistics 
2. Prices and cost of living 
3. Wages and industrial relations 


35,126 
25,804 
13,313 


39,669 
36,019 
12,876 


39,820 
38,228 
13,032 


4. Productivity and technology 3,147 3,761 
5. Economic growth 754 762 
6. Executive direction and staff serv- 

i 11,200 


103,665 
11,551 


115,216 


107,399 
Im 


119,173 


Total direct program 
Reimbursable program 369 


Total program costs, funded * 89,801 
Change in selected resources (undelivered 


orders) 3,208 


10.00 Total obligations 93,009 115,216 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
25.00 Unobligated balance lapsing 


Budget authority................. 


—11,047 = — 11,331 


94,752 103,665 107,399 





Budget authority: 
40.00 Appropriation 102,028 
44.20 Supplemental for civilian pay raises 1,637 


107,399 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year. 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


103,665 
15,692 
— 23,020 


107,399 
23,020 


Outlays, excluding pay raise supple- 
94,733 105,218 
91.20 Outlays from civilian pay raise sup- 


plemental 1,604 33 





* Includes capital investment as follows: 1979, $809 thousand; 1980, $454 thousand; 1981, $508 thousand. 


1. Labor force statistics.—Monthly estimates are 
made of the U.S. labor force, employment, and unem- 
ployment. Studies are made of selected characteristics 
of the labor force. Monthly data are prepared and pub- 
lished on employment, hours of work, and earnings by 
industry for the United States and for each State. Pro- 
jections are prepared of employment requirements and 
supply, including detailed studies of the outlook for 
specific occupations. 


WORKLOAD STATISTICS (MAJOR ITEMS) 


1979 actual 1980 estimate 
2,028 2,028 


1981 estimate 
2,028 


Labor force statistics: 

Insured employment and wages (monthly series) 

Employment, hours and earnings (monthly 
series) 

Monthly employment and unemployment  esti- 
mates for States and local areas 6,000 6,000 6,000 

Occupational statements (annual) 300 225 225 

Technical memoranda prepared for occupational 
employment estimates 15 15 

Survey questionnaires prepared for occupational 
employment estimates 54 54 

Public service employment (PSE) wage indexes 
for States and localities 

Labor turnover series 


22,918 23,070 23,470 


6,900 6,900 
11,054 11,054 11,054 


2. Prices and cost of living.—The Consumer Price 
Index and the Producer Price Index are compiled and 
published monthly. Revision of the Producer Price 
Index will continue in 1981. Special analytical studies 
of price changes are undertaken and family budget 
studies are prepared and published. 


WORKLOAD STATISTICS (MAJOR ITEMS) 


Prices and cost of living: 1979 actual 1980 estimate 
Consumer prices: 
(a) Outlet contacts (monthly) 


1981 estimate 


22,800 22,800 22,800 





25,168 


05,218 
33 


DEPARTMENT OF LABOR 


(b) Price quotations 
(monthly) 125,000 125,000 125,000 
(c) Indexes published (monthly) ... 4,845 4,845 4,845 
(d) Outlet initiations (annually) 8,800 8,800 8,800 
Producer prices: 
(a) Commodity indexes 2,800 2,800 2,800 
(b) Industry sector price indexes (ISPI) 169 169 138 
(c) Mining and manufacturing 35 75 75 
International price program: major U.S. exporting 
and importing companies interviewed for 
price information: * 
Export price indexes 65 76 76 
Import price indexes 65 71 71 
+ Percent of value of imports or exports covered by indexes. 


collected/processed 


3. Wages and industrial relations.—Data are collected 
and analyzed by occupation on wages and salaries in 
major labor markets and industries. Monthly informa- 
tion is compiled on work stoppages and wage develop- 
ments. Reports and studies are issued on fringe bene- 
fits, expenditures, collective bargaining agreements, 
trade union organization, and private welfare and pen- 
sion plans. 


WORKLOAD STATISTICS (MAJOR ITEMS) 


Wages and industrial relations: 

Municipal government wage surveys: establish- 

ments reporting annually 27 27 27 
Occupational wages: establishments reporting 

annually 26,000 27,500 36,500 
Union wage scales: unions reporting annually 1,100 1,100 1,100 
Union wage scales: unions reporting biennially .... 450 400 400 
Union wage scales: unions reporting quarterly 290 290 290 
General wage rate change units studies 5,100 2,300 2,400 
Studies of provisions of labor management 

agreements: establishments reporting 8,700 4,900 4,900 
Work stoppages: employers and unions reporting 


1979 actual 1980 estimate 1981 estimate 


11,500 11,000 10,500 


Employment Cost Index: establishments reporting 
2,500 3,000 3,000 
Employment Cost Index: personal visit initiation... 400 1,100 400 
Level of benefits: summary plans analyzed and 
5,900 11,300 


4. Productivity and technology.—Analyses are pre- 
pared on output per work-hour and unit-labor cost 
trends for both the entire U.S. economy and for specific 
industries. Studies are conducted on automation and 
other technological changes and on the adjustments to 
such changes. Studies are made of labor requirements 
for selected types of construction. Analyses and interna- 
tional comparisons are made of prices, wages, employ- 
ment, unemployment, and unit-labor costs. Research is 
conducted on the effects of international trade on U.S. 
employment. 

5. Economic growth.—Long-range projections of U.S. 
economic growth are prepared. Special economic and 
social studies are undertaken and special reports are 
prepared for the Commissioner, the Secretary, the 
Council of Economic Advisers, and other Government 
agencies. 

6. Executive direction and staff services.—Provides 
leadership in developing plans and policies for the Bu- 
reau’s economic, statistical, and management programs. 
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Identification code 16-0200-0-1-505 1979 actual 


1980 est. 


1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions. 34,816 
Positions other than permanent... 2,101 
Other personnel compensation 725 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons. 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials... 
Equipment 
Insurance claims 


38,167 
1,890 
292 


40,349 
4,040 
2,497 

28 
3,161 
1,932 
1,423 

49,518 

254 


40,168 
1,988 
378 


42,534 
4,307 
2,759 

28 
3,259 
2,117 
1,564 

50,039 

274 





Total direct costs, funded 
Change in selected resources 





Total direct obligations 


103,665 


107,399 








Reimbursable obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 


6,844 
21 
1 


7,089 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons. 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction..... 
Other services 
Supplies and materials ... 
Equipment 


6,866 
672 
481 
538 
128 
179 

2,576 

52 
59 





Total reimbursable costs, funded 
Change in selected resources —2 


11,551 





Total reimbursable obligations 367 


11,551 








93,009 


Total obligations 
Personnel Summary 


115,216 


119,173 





Total number of permanent positions 

Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 


1,884 
2,012 
(191) 


(31) 
$49,899 
9.55 
$22,834 
$14,588 


1,943 
2,091 
(197) 


(31) 
$49,899 
9.57 
$23,059 
$14,588 








Reimbursable: 


Total number of permanent positions 

Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary $18,509 


348 
340 
(1) 


(3) 
$50,825 
8.74 
$20,240 


348 
340 
(1) 


(3) 
$50,825 
8.74 
$20,240 





Intragovernmental funds: 


CONSOLIDATED WoRKING FUND 
Program and Financing (in thousands of dollars) 





Statistical and data processing systems are operated 
and maintained. Research and report activities are co- 
ordinated; publications and news releases are planned 
and edited; and a central inquiry service is maintained. 


Identification code 16-3902-0-4-505 1979 actual 1980 est. 1981 est 





Program by activities: 


1. Special economic and statistical studies . 10,497 909 
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Intragovernmental funds—Continued 
CONSOLIDATED WorKING Funp—Continued 


Program and Financing (in thousands of dollars) Continued 





Identification code 16-3902-0-4-505 1979 actual 1980 est. 1981 est. 





2. Miscellaneous services 234 





Total program costs, funded 10,731 
Change in selected resources (undelivered 
orders) 129 


10.00 Total obligations 10,860 


Financing: 
11.00 Offsetting collections from: Federal funds... 
21.98 Unobligated balance available, start of 
year: Fund balance —349 
24.98 Unobligated balance available, end of year: 
Fund balance 283 
25.00 Unobligated balance lapsing . 


—11,509 





Budget authority 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year: Fund bal- 
ance 
Obligated balance, end of year: Fund bal- 


Adjustments in expired accounts... 





Outlays 





Object Classification (in thousands of dollars) 





Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent 
11.5 Other personnel compensation 





Total personnel compensation 
12.1 — Personnel benefits: Civilian 
21.0 Travel and transportation of persons............ 
22.0 — Transportation of things 
23.1 Standard level user charges 
23.2 Communications, utilities, and other rent..... 
24.0 — Printing and reproduction 
25.0 Other services 
26.0 Supplies and materials 
31.0 — Equipment 





Total costs, funded 
94.0 Change in selected resources 





99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 


(3) 
$47,500 
8.41 
$18,675 





Trust Funds 
SPECIAL STATISTICAL WoRK 


Program and Financing (in thousands of dollars) 





Identification code 16-8675-0-7-505 1979 actual 1980 est. 1981 est. 


Program by activities: 
10.00 Total obligations (object class 25.0) 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





DEPARTMENTAL MANAGEMENT 


Federal Funds 
General and special funds: 


SALARIES AND EXPENSES* 
* See Part III for additional information. 


For necessary expenses for departmental management including 
[$1,597,000] $1,734,000 for the President’s Committee on Employ- 
ment of the Handicapped, [$101,797,000] $118,455,000 together with 
not to exceed [$2,183,000] $2,293,000 to be derived from the Employ- 
ment Security Administration account, Unemployment Trust Fund. 
(37 Stat. 736, 738; 63 Stat. 409; additional authorizing legislation to be 
proposed for $734,000.) 

Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 16-0165-0-1-505 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 

. Executive direction 9,473 10,012 
. Legal services ee 31,906 34,361 
. International labor affairs 8,917 9,179 
. Administration and management 13,157 16,062 
. Adjudication y 14,886 16,813 
. Promoting employment of the handi- 

capped ‘ 1,642 1,734 
Women’s bureau 2,919 3,837 
Inspector general : 33,569 38,248 
Minimum wage study commission 1,247 1,045 


Total direct program 117,716 131,291 
Reimbursable programs ; 7,454 7,659 


125,170 138,950 


om wrr 


Total program costs, funded 2 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
13.00 Trust funds: 
Employment Security Administration, 
Unemployment Trust Fund 
Employment Standards Administra- 
tion, Black Lung Disability Trust 


125,170 138,950 


—1,454 — 7,659 
—2,243 — 2,293 


— 10,677 — 10,543 
21.40 Unobligated balance, start of year 
24.40 Unobligated balance, end of year 


25.00 Unobligated balance lapsing 
Budget authority 


Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


104,716 118,455 





101,797 118,455 
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10,012 
34,361 

9,179 
16,062 
16,813 


1,734 
3,837 
38,248 
1,045 


31,291 
7,659 


38,950 


10,543 
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42.00 Transferred from other accounts 3,448 


43.00 Appropriation (adjusted) 81,077 
44.20 Supplemental for civilian pay 
raises 2,919 





101,797 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 76,007 
72.40 Obligated balance, start of year... 7,915 
74.40 Obligated balance, end of year — 10,049 
77.00 Adjustments in expired accounts —163 


90.00 


104,796 
10,049 
— 18,485 


118,455 
18,485 
— 24,282 





73,110 93,587 112,512 
91.20 Outlays from civilian pay raise sup- 


plemental 2,773 146 





1 Includes capital investment as follows: $350,000 in 1979; $97,000 in 1980; $95,000 in 1981. 


1. Executive direction.—Provides policy direction for 
all programs and functions assigned to the Department. 
Provides guidance for the development and implemen- 
tation of governmental policy to protect and promote 
the interests of the American worker—toward achiev- 
ing better employment and earnings, promotion of 
labor standards, safeguarding of pension rights, promo- 
tion of affirmative action in employment, and collection 
and analysis of statistics on the labor force. 

2. Legal services.—Includes enforcement of Federal 
labor statutes and legal services related to the statutes 
administered by the Department. Provides legal adviso- 
ry, legislative and litigation services under the Labor- 
Management Reporting and Disclosure Act, the Em- 
ployee Retirement Income Security Act, the Occupa- 
tional Safety and Health Act, the Federal Mine Safety 
and Health Amendments Act, Executive Orders 11246 
and 11491, and title VI of the Civil Rights Act of 1964. 

3. International labor affairs.—Integrates all interna- 
tional labor programs and foreign economic policy 
within the Department; administers the program of ad- 
justment assistance to workers covered under the Trade 
Act of 1974; gives Departmental guidance to the US. 
participation in international organizations concerned 
with labor and employment and training problems; and 
provides for labor and employment and training techni- 
cal services to other Government and international 
agencies. 

4. Administration and management.—Exercises lead- 
ership in all DOL administration and management pro- 
grams and services. Provides policy guidance on mat- 
ters of budget and resource and personnel management. 
Assures equal employment opportunity to all DOL em- 
ployees and applicants for employment; and provides 
for consistent and constructive internal labor-manage- 
ment relations throughout the Department. 

5. Adjudication.—Operates an adjudication program 
for conducting formal hearings and rendering timely 
decisions on claims filed under (a) the Longshoremen’s 
and Harbor Workers’ Compensation Act and its exten- 
sions, (b) the Black Lung Benefits Reform Act of 1977, 
(c) the Federal Employees’ Compensation Act, and (d) 
other acts involving health and safety regulations, 
unfair labor practices and other labor-related areas. 

6. Promoting employment of the handicapped.—The 
President’s Committee on Employment of the Handi- 
capped seeks to identify and eliminate barriers standing 
in the way of full social and vocational opportunities for 
physically handicapped, mentally retarded, and mental- 
ly restored persons. 


7. Women’s bureau.—Promotes the welfare and seeks 
to improve the economic status of working women; 
seeks to increase the utilization of women in the Na- 
tion’s economy; and encourages the advancement of 
women workers. 

8. Inspector general.—Detects and investigates fraud, 
program abuse, collusion, and other statutory violations 
in departmental programs. Investigates organized crime 
activities connected with departmental programs. Re- 
views and audits DOL programs and funds for fiscal 
integrity, regulatory compliance, efficient operations, 
and program results. 

9. Minimum wage study commission.—Conducts an 
independent study of the Fair Labor Standards Act 
(FLSA) of 1938 and the social, political, and economic 
ramifications of that act and exemptions from that act. 


Object Classification (in thousands of dollars) 


Identification code 16-0165-0-1-505 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 


Permanent positions 


Positions other than permanent 
Other personnel compensation 
Special personal services payments 


Total personnel compensation 


Personnel benefits: Civilian 


Benefits for former personnel 
Travel and transportation of persons 


Transportation of things 


Standard level user charges 
Communications, utilities, and other rent... 


Printing and reproduction 
Other services 

Supplies and materials .... 
Equipment 


48,596 
3,593 
787 
164 


66,625 
1,896 
506 
230 


71,861 
2,199 
924 
332 





53,140 
5,356 
67 
4,271 
137 
5,170 
2,390 
730 
8,580 
593 
513 


69,257 
7,254 
ll 
4,809 
110 
6,126 
3,155 
767 
24,728 
675 
824 


75,316 
8,128 
ll 
6,733 
135 
6,703 
3,149 
931 
29,055 
716 
414 





Total direct costs, funded 
Change in selected resources 


Total direct obligations 


Reimbursable obligations: 


Personnel compensation: 
Permanent positions 


80,947 
4,546 


117,716 131,291 





85,493 


131,291 








Positions other than permanent 
Other personnel compensation 


3,769 
207 
319 





Total personnel compensation 


Personnel benefits: Civilian 


Travel and transportation of persons 


Transportation of things 


Standard level user charges 


Communications, utilities, and other rent... 


Printing and reproduction 


Other Services .......sccccssssees 


Supplies and materials .... 
Equipment 


4,295 
401 
822 
105 

92 
16 
2 

1,347 
211 
368 





Total reimbursable obligations 


Total obligations 


7,659 
138,950 





Personnel Summary 





Direct: 


Total number of permanent positions 

Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


2,730 
2,678 2,806 
(70) (70) 


(21) (36) 


Average ES salary 
Average GS grade 
Average GS salary 


10.45 


$21,720 


$47,099 
10.71 
$24,414 


$49,730 
10.69 


$25,338 
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Intragovernmental funds: 
WorKING CaPITAL FuND 


Program and Financing (in thousands of dollars) 





Reimbursable: 
Total number of permanent positions 
Total compensable workyears 150 
Full-time equivalent of other positions (0) 
Full-time equivalent of overtime and holiday 
(13) 
10.04 
9.64 
$25,368 


Average GS grade ... 
Average FC grade... 
Average GS salary... 





SPECIAL FOREIGN CURRENCY PROGRAM 


For payments in foreign currencies which the Treasury Department 
determines to be excess to the normal requirements of the United 
States, for necessary expenses of the Department of Labor, as author- 
ized by law, $70,000, to remain available until expended: Provided, 
That this appropriation shall be available, in addition to other appro- 
priations to such agency for payments in the foregoing currencies. (7 
U.S.C. 1704.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-128) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code. 16-0151-0-1-505 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Foreign service consultations (costs—obli- 
gations) (object class 21.0) 
Financing: 
21.40 Unobligated balance available, start of year. 
24.40 Unobligated balance available, end of year.. 


40.00 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 


90.00 





Outlays 





This activity utilizes currencies available under title I 
of the Agricultural Trade Development and Assistance 
Act of 1954, declared by the Treasury Department to be 
excess to the normal requirements of the United States. 

Foreign service consultations.—Overseas regional con- 
ferences and consultations with labor attachés and eco- 
nomic officers are designed to provide a useful forum 
for discussion of regional problems which influence for- 
eign policy; enable the overseas officers to be currently 
informed concerning U.S. objectives and developments 
affecting their work; facilitate development of new 
methods for implementing U.S. objectives in labor and 
manpower areas; and enable Washington officials to 
inform the overseas officers concerning reporting 
needed to enable the Department of Labor to fulfill its 
responsibilities. 


ALLOCATIONS RECEIVED From OTHER ACCOUNTS 


Note.—Obligations incurred under allocations from other accounts are included in the 
schedules of the parent appropriations as follows: 
Department of Health and Human Services 
“Human Development Services.” 
“Work Incentives.” 
International Communication Agency, “Salaries and expenses.” 


Identification code 16-4601-0-4-505 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 
1. Administrative management services. 
2. Field services 
3. Data processing services 
4. Penalty and telecommunications 


15,302 
13,846 

9,943 
11,553 


50,644 


16,112 
14,743 
15,156 
11,991 


Total operating costs 58,002 
Unfunded adjustment to total operating 


—416 


Total operating costs, funded 50,228 
Capital investment, funded: Purchase of 


equipment 670 


Total program costs, funded 50,898 
Change in selected resources (undelivered 


orders and supplies) —514 


10.00 Total obligations 50,384 


Financing: 
11.00 Offsetting collections from: Federal funds... 
21.98 Unobligated balance available, start of 
year: Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance................ : bf 


—§2,902 
—3,798 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
ance 
74.98 Obligated balance, end of year: Fund bal- 


90.00 





This fund is available without fiscal year limitation 
and provides services on a centralized basis for the 
following Department activities (29 U.S.C. 563): 

1. Administrative management services.—Provides a 
broad range of administrative services, including space 
management, procurement, contracting, printing man- 
agement, supply and property management, mail, mes- 
senger, motor pool, photographic and visual exhibit, ap- 
propriation accounting, cost accounting, property ac- 
counting, working capital fund accounting, and payroll 
and voucher payment services. 

2. Field services.—Provides centralized services from 
the Department’s 10 regional offices to all agencies of 
the Department located in the regions. The services 
include personnel management, voucher audit, and ad- 
ministrative services. 

3. Data processing services.—Provides centralized data 
processing services as requested by agencies of the De- 
partment. 

4. Penalty mail and telecommunications.—Provides 
for departmental mail payments to the U.S. Postal 
Service and telecommunications payments to the Gen- 
eral Services Administration. 

Financing.—The fund is reimbursed by the agencies 
for which centralized services are performed at rates 
which return in full all expenses of operation, including 
reserves for accrued annual leave and depreciation of 
equipment. 





16,523 
15,782 
30,420 
11,550 


74,245 


74,245 


74,245 
—6,317 


DEPARTMENT OF LABOR 


Operating results.—The fund ended 1979 with a net 
operating income of $2.3 million. This was the result of 
collecting for automatic data processing conversion. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Operating income or loss (—): 
Administrative management services: 
15,097 16,112 16,523 
15,302 16,112 16,523 





Net operating loss, administrative manage- 
ment services —205 








Field services: 
13,725 , 15,752 
, 13,846 _ 15,752 


Net operating loss, field services 








Data processing services: 
30,420 
30,420 





Net operating income, data processing 
services 








Penalty and telecommunications: 
Revenue : 11,991 11,550 
11,991 = 11,550 


Net operating income, penalty mail and 
telecommunications 








Net operating income, total 





Net income for the year 





Financial Condition (in thousands of dollars) 


1978 actual 1979 actual 1980 est. 


1981 est. 


Assets: 
Fund balance with Treasury 11,889 13,087 13,087 13,087 
Accounts receivable (net) 1,543 1,543 1,543 
Advances made 
Inventories (net) 
Real property 
2,216 2,216 
183 183 183 


17,089 17,089 17,089 











Liabilities: 
Accounts payable including funded 
accrued liabilities 7 ’ 6,536 6,536 
Advances received 790 790 
Unfunded annual leave 1,439 1,439 


Total liabilities 38 8,765 8,765 


Government equity: 
Unexpended balances: 
Unobligated balance : 6,317 6,317 
Undelivered orders 1,556 1,047 1,047 
Invested capital 712 960 960 


Total Government equity 6,067 E 8,324 8,324 

















Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 631 631 


Closing balance 631 631 





Retained income: 

Opening balance i 7,693 7,693 
Transactions: 

Net operating income 
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Net non-operating income 
Closing balance 7,693 


Total Government equity (end of year) 8,324 8,324 











Object Classification (in thousands of dollars) 
Identification code 16-4601-0-4-505 





1979 actual 1980 est. 198] est. 





Personnel compensation: 
Permanent positions 16,604 18,220 17,369 
Positions other than permanent... 967 1,188 915 
Other personnel compensation 815 672 543 


Total personnel compensation 18,386 20,080 18,827 
12.1 — Personnel benefits: Civilian 1,722 1,990 1,682 
21.0 Travel and transportation of persons 468 510 
22.0 — Transportation of things 64 66 
23.1 Standard level user charges 3,988 3,742 
23.2 Communications, utilities, and other rent.... ‘ 17,296 17,419 
24.0 — Printing and reproduction 1,395 1,117 
25.0 — Other services , 9,891 27,617 
26.0 Supplies and materials .. : 1,720 2,277 
31.0 
42.0 — Insurance claims and indemnities 


Total costs, funded 
94.0 Change in selected resources 


99.0 Total obligations 














Personnel Summary 





Total number of permanent positions 1,003 
Total compensable workyears “2 1,116 1,120 1,009 
Full-time equivalent of other positions (99) (104) (104) 
Full-time equivalent of overtime and holiday 
3) (31) 


(3 (30) 
Average ES salary..... . $47,500 $50,100 $50,100 
Average GS grade... = 8.27 8.27 8.22 
Average GS salary $18,298 $19,915 $20,295 





CONSOLIDATED WoRKING FUND 


Program and Financing (in thousands of dollars) 


Wentiicatin cade 16-3901-0-4-505 





1979 actual 1980 est. 198] est. 





Program by activities: 
1. Executive direction 
2. Binational commissions 
3. Resource support program 
4. Miscellaneous services to other ac- 
counts 





10.00 Total program costs, funded—obliga- 
tions (object class 25.0) 
Financing: 
11.00 Offsetting collections from: Federal funds ... 
25.00 Unobligated balance lapsing 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 


74.98 


77.00 
90.00 








Object Classification (in thousands of dollars) 
Identification code 16-3901-0-4-505 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions. 
Positions other than permanent 
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Object Classification (in thousands of dollars) —Continued 





Identification code 16-3901-0-4-505 1979 actual 1980 est. 1981 est. 

















11.5 Other personnel compensation................ 
Total personnel compensation............. 

12.1 Personnel benefits: Civilian................ 

21.0 Travel and transportation of persons. 

22.0 Transportation Of thingS.............sssscsssssseee 

23.1 Standard level user Charges................ssssssse 

23.2 Communications, utilities, and other rent... 

24.0 — Printing and reproduction............sssssssesse 

25.0 Other services................... 

26.0 Supplies and materials . 

31.0  Equipment..................... 

99.0 Total obligations.............csccsssesscesssees 








Personnel Summary 


Total number of permanent positions..................c000+ 
Total compensable workyears......... 
Full-time equivalent of other positions.................. 
Full-time equivalent ‘of overtime and holiday 
ES ea cacectnc ccteayhegteonssesseretiosbbese 
Average GS grade 
Average FC grade 
Average GS salary 














GENERAL PROVISIONS 


Note.—The regular appropriation for this agency had not been enacted at the time this 
budget was prepared. The 1980 language shown below is based upon a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980, that provides for language consist- 
ent with that which would be provided by the conference version of H.R. 4389, the Depart- 
ment of Labor, and Health, Education, and Welfare Appropriations Act, 1980. 


Sec. 101. Appropriations in this Act available for salaries and ex- 
penses shall be available for supplies, services, and rental of confer- 
ence space within the District of Columbia, as the Secretary of Labor 
shall deem necessary for settlement of labor-management disputes. 

[Serc. 102. None of the funds appropriated under this title shall be 
used to pay any prisoner for work performed prior to 12 months 
before the presumptive release date of such prisoner. ] 

[Sec. 103. No part of the funds appropriated under this title may 
be used to carry out any activities for or on behalf of any individual 
who is an alien in the United States in violation of the Immigration 
and Nationality Act or any other law of the United States relating to 
the immigration, exclusion, deportation, or expulsion of aliens. ] 





TITLE [IV] V—GENERAL PROVISIONS 


Sec. [401.] 501. Appropriations contained in this Act, available for 
salaries and expenses, shall be available for services as authorized by 
5 U.S.C. 3109 but at rates for individuals not to exceed the per diem 
rate equivalent to the rate for GS-18. 
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Sec. [402.] 502. Appropriations contained in this Act, available for 
salaries and expenses, shall be available for uniforms or allowances 
therefor as authorized by law (5 U.S.C. 5901-5902). 

Sec. [403.] 502. Appropriations contained in this Act, available for 
salaries and expenses shall be available for expenses of attendance at 
meetings which are concerned with the functions or activities for 
which the appropriation is made or which will contribute to improved 
conduct, supervision, or management of those functions or activities, 

Sec. [404.] 504. No part of the funds appropriated under this Act 
shall be used to provide a loan, guarantee of a loan, a grant, the 
salary of or any remuneration whatever to any individual applying 
for admission, attending, employed by, teaching at, or doing research 
at an institution of higher education who has engaged in conduct on 
or after August 1, 1969, which involves the use of (or the assistance to 
others in the use of) force or the threat of force or the seizure of 
property under the control of an institution of higher education, to 
require or prevent the availability of certain curricula, or to prevent 
the faculty, administrative officials, or students in such institution 
from engaging in their duties or pursuing their studies at such insti- 
tution. 

Sec. [[405.] 505. The [Secretary of Labor and the Secretary of 
Health, Education, and Welfare] Secretaries of Labor, Education, and 
Health and Human Services are authorized to transfer unexpended 
balances of prior appropriations to accounts corresponding to current 
appropriations provided in this Act: Provided, That such transferred 
balances are used for the same purpose, and for the same periods of 
time, for which they were originally appropriated. 

Sec. [406.] 506. No part of any appropriation contained in this Act 
shall remain available for obligation beyond the current fiscal year 
unless expressly so provided herein. 

Sec. [407.] 507. No part of any appropriation contained in this Act 
shall be used, other than for normal and recognized executive-legisla- 
tive relationships, for publicity or propaganda purposes, for the prepa- 
ration, distribution, or use of any kit, pamphlet, booklet, publication, 
radio, television or film presentation designed to support or defeat 
legislation pending before the Congress, except in presentation to the 
Congress itself. 

No part of any appropriation contained in this Act shall be used to 
pay the salary or expenses of any grant or contract recipient or agent 
acting for such recipient to engage in any activity designed to influ- 
ence legislation or appropriations pending before the Congress. 

Sec. [408.] 508 The [Secretary of Labor and the Secretary of 
Health, Education, and Welfare] Secretaries of Labor, Education, and 
Health and Human Services are each authorized to make available 
not to exceed $7,500 from funds available for salaries and expenses 
under titles [I and II] Jf, ZZ, and III, respectively, for official recep- 
tion and representation expenses; the Director of the Federal Media- 
tion and Conciliation Service is authorized to make available for 
official reception and representation expenses not to exceed $2,500 
from funds available for “Salaries and expenses, Federal Mediation 
and Conciliation Service.” 

Sec. [409.] 509. None of the funds appropriated by this Act shall 
be used to pay for any research program or project or any program, 
project, or course which is of an experimental nature, or any other 
activity involving human participants, which is determined by the 
Secretary or a court of competent jurisdiction to present a danger to 
the physical, mental, or emotional well-being of a participant or sub- 
ject of such program, project, or course, without the written, informed 
consent of each participant or subject, or his parents or legal guardi- 
an, if such participant or subject is under eighteen years of age. The 
Secretary shall adopt appropriate regulations respecting this section. 
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DEPARTMENT OF STATE 


ADMINISTRATION OF FOREIGN AFFAIRS 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES * 
*See Part III for additional information. 


For necessary expenses of the Department of State and the Foreign 
Service, not otherwise provided for, including obligations of the 
United States abroad pursuant to treaties, international agreements, 
and binational contracts (including obligations assumed in Germany 
on or after June 5, 1945); expenses authorized by section 2 of the Act 
of August 1, 1956 (22 U.S.C. 2669), as amended; telecommunications; 
expenses necessary to provide maximum physical security in Govern- 
ment-owned and leased properties and vehicles abroad; permanent 
representation to certain international organizations in which the 
United States participates pursuant to treaties, conventions, or specific 
Acts of Congress (including expenses authorized by section 17 of the 
Act of August 1, 1956, as amended (22 U.S.C. 2669); acquisition by 
exchange or purchase of vehicles as authorized by law, except that 
right-hand drive and security vehicles may be purchased without 
regard to any price limitation otherwise established by law and 
except that chief of mission vehicles may be replaced at a cost not to 
exceed $6,500; [$709,011,000] $785,152,000. (Department of State Ap- 
propriation Act, 1980; additional authorizing legislation to be pro- 
posed for $16,072,000. 


Program and Financing (in thousands of dollars) 





Identification code 19-0113-0-1-153 1979 actual 1980 est. 1981 est. 


Program by activities: 
Direct program: 
1. Executive direction and policy formu- 
RAIN Resse cacctecesareacertat istessnconsace 57,436 64,786 70,353 
2. Conduct of diplomatic and consular 





relations with foreign countries........... 485,653 508,386 552,988 
3. Conduct of diplomatic relations with 

international organizations.................. 6,422 6,956 13,139 
4. Domestic public information and liai- 

Nc OE Esso cacasccsxsagassnesions 5,816 6,298 6,841 
5. Central program ServiceS.............sss++« 50,439 54,522 59,090 
6. Administrative and staff activities ..... 70,442 76,244 82,742 

Total direct obligations .................. 676,208 717,192 785,153 








Reimbursable program: 


BNI Noa ae ocs ies oss Toe res RTOs 2,335 2,680 2,841 
2. Conduct of diplomatic and consular 


























relations with foreign countries.......... 178,399 208,116 223,983 
3. Conduct of diplomatic relations with 
international organizations................... 3,102 3,567 3,856 
4. Domestic public information and liai- 
Mer rereeeeh asta te sastscsehosnntscceass 171 197 209 
5. Central program ServiceS............0.+ 6,693 7,695 8,157 
6. Administrative and staff activities..... ; 31,935 4 36,718 fi 38,925 
Total reimbursable obligations........ 222,635 258,973 277,971 
10.00 Total obligations .....ccacnsesnne ~ 898,843 «© 976,165 ‘1,063,124 
Financing: 
Offsetting collections from: 
a a — 222,880 —258,826 —277,802 
14.00 Non-Federal sources.............. —128 —147 —169 
25.00 Unobligated balance lapsing GID: os cicaterccauceue soancan tease 
Budget authority 0.0.0.0... 676,505 717,192 785,153 
Budget authority: 
MUU POIMOONTSEIONY aia. cncaccccncenctontenuctss 676,505 709,011 785,153 











41.00 Transferred to other ACCOUntS 0.0... cscsccessseeesees EIR ceed, 
43.00 Appropriation (adjusted) ................ 676,505 697,645 785,153 
44.20 Supplemental for civilian pay 

cg rice aa asset GID mcentiectcn 

Transfers in for: 
46.10 Wage-board pay increases ........0 ........:-ss0e--- Diaries 
46.20 RN IIE FIN Sosa cacsssessas . coeaseesncstions ie 
Relation of obligations to outlays: 

71.00 Obligations incurred, net ..............::...ssssee 675,835 717,192 785,153 
72.40 Obligated balance, start of year........ 72,391 66,247 83,729 
73.40  Obligated balance transferred, Mmet...............  cseccccssecscssee — ssssseeessneesees 1,736 
74.40 Obligated balance, end of year................... —66,247 —83,729  —105,874 
77.00 Adjustments in expired accounts.................. PAD ccccsrsera cc micsccshaestebets 
90.00 Outlays, excluding pay raise supple- 

mnie Se 669,837 681,305 763,581 
91.10 Outlays from wage-board pay raise 

SUNN acs cccnseacsnsc 125 9 
91.20 Outlays from civilian pay raise sup- 

IOINONNON cio Acca cctecoctancettsang “eee 18,280 1,154 





Note.—Includes $13,027 thousand in 1981 for activities previously financed from: 
[In thousands of dollars] 


1979 actual 1980 est. 


Missions to international organizations 12,362 13,508 


Excludes $11,298 thousand in 1980 (beginning April 1, 1980) and $24,563 thousand in 1981 for activities transferred to 
Operations and administration, International Trade Administration, Department of Commerce. Comparable amounts for 1979. 
($19,780 thousand) and 1980 through March 31, 1980 ($10,882 thousand) are included above. 

Excludes $68 thousand in 1980 (beginning January 2, 1980) and $91 thousand in 1981 for activities transferred to 
Salaries and expenses, Office of the United States Trade Representative. Comparable amounts for 1979 ($88 thousand) and 
1980 through January 1, 1980 ($22 thousand) are included above. 

The program described below is financed by this ap- 
propriation and by reimbursements from other agen- 
cies, which are provided with most of their administra- 
tive services overseas by the Department of State, and 
from non-Federal sources. 

1. Executive direction and policy formulation.—The 
Secretary is assisted in the formulation of policy and 
direction of the Department’s activities by appropriate 
staff officers, specialized offices, and functional bureaus 
of the Department. 

2. Conduct of diplomatic and consular relations with 
foreign countries.—This includes representation of the 
United States and its citizens abroad, political and eco- 
nomic negotiations and reporting, consular operations, 
and overseas administrative services. Major items of 
increase are for rising prices and local employee wage 
rates in other countries, increased passport and consul- 
ar services, improved communications services, in- 
creases in Foreign Service transfer allowances, and im- 
proved reporting and analysis of overseas political and 
economic developments and trends. Partially offsetting 
reductions are reflected from the closing of 12 overseas 
posts in 1980 and the waiver, under legislation to be 
proposed, of nonimmigrant visas for business and pleas- 
ure visits by citizens of low-fraud countries which do 
not require visas of Americans. Effective April 1, 1980, 
commercial activities in 65 countries will be transferred 
to the Department of Commerce. 

3. Conduct of diplomatic relations with international 
organizations.—In collaboration with other Government 
agencies, U.S. policy is developed and coordinated on 
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political and security issues and in such specialized 
fields as world health, education, and labor activities. 

4. Domestic public information and liaison.—This 
program provides for informing the American public on 
international policies and also keeping the Department 
informed on American attitudes on foreign policy. 

5. Central program services.—These provide personnel 
and physical security measures, operations of the For- 
eign Service Institute, and the administration of a 
global communications system for civilian activities of 
the Government, including services for other agencies 
on a reimbursable basis. 

6. Administrative and staff activities.—These include 
normal domestic administrative activities. 


Object Classification (in thousands of dollars) 
Identification code 19-0113-0-1-153 


Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 
Special personal services payments 





1979 actual 1980 est. 1981 est. 





300,623 
10,236 
16,680 

1,037 


328,576 
49,300 
2,473 
34,756 
34,398 
17,813 
68,696 
6,290 
74,013 
24,180 


318,003 
11,055 
17,915 

1,120 


348,093 
$1,751 
2,671 
34,954 
39,385 
18,183 
73,875 
6,499 
77,235 


342,115 
12,075 
19,667 

1,331 


375,188 
56,484 
2,911 
41,694 
45,842 
18,716 
82,831 
6,801 
84,040 





Total personnel compensation 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials . 25,976 28,356 
Equipment a 35,886 39,364 
Investments and loans. wi 4] 45 
Grants, subsidies, and contributions............. 1,701 1,854 
Insurance claims and indemnities 942 1,027 


676,208 = 717,192 785,153 





Total direct obligations 








Reimbursable obligations: 
Personnel compensation: 

Permanent positions. 
Positions other than permanent. 2,131 2,450 2,597 
Other personnel compensation 4,768 5,572 5,967 
Special personal services payments 116 133 141 


84,794 99,382 106,967 
18,358 21,942 24,259 

1,481 1,703 1,805 
11,110 10,363 11,176 
Transportation of things 14,824 13,830 14,641 
Communications, utilities, and other rent.... 37,945 46,315 49,469 
Printing and reproduction 315 362 384 
Other services 30,243 37,983 40,450 
Supplies and materials 8,663 9,960 10,660 
Equipment 14,454 16,618 17,615 
Grants, subsidies, and contributions 195 224 237 
Insurance claims and indemnities 253 291 308 


222,635 258,973 277,971 
898,843 976,165 


11.1 
11.3 
11.5 
11.8 


77,179 91,227 98,262 





Total personnel compensation 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons 


12.1 
13.0 
21.0 
22.0 
23.2 
24.0 
25.0 
26.0 
31.0 
41.0 
42.0 





Total reimbursable obligations 








99.00 Total obligations 





Personnel Summary 





21,965 
23,150 
(1,448) 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


21,647 
23,125 
(1,411) 


23,387 


642) (610) (600) 


~ 1,063,124 
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$50,072 
8.05 
$19,119 


$50,227 
8.05 
$19,307 


Average ES salary 
Average GS grade....... 
Average GS salary 
Average grade and salary established by the For- 
eign Service Act of 1946 (22 U.S.C. 801- 
1160): 
Average grade: 
Foreign Service officer 
Foreign Service reserve... 
Foreign Service staff 
Average salary: 
Foreign Service officer 
Foreign Service reserve... 
Foreign Service staff 
Average salary in foreign countries (local rates) 


4.08 4.11 
5.30 9.29 
6.07 6.10 


$30,714 
$24,803 
$17,343 
$10,206 


$32,801 
$26,520 
$18,727 
$11,737 


$32,649 
$26,725 
$18,761 
$13,457 





REPRESENTATION ALLOWANCES 


For representation allowances as authorized by section 901 of the 
Foreign Service Act of 1946, as amended (22 U.S.C. 1131), and for 
official reception of United States missions to the United Nations and 
the Organization of American States, [$3,090,000] $3,509,000. (De- 
partment of State Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 19-0545-0-1-153 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
Representation abroad by the Foreign 


Reimbursable program: 
Representation abroad by the Foreign 
Service 78 


10.00 Total obligations (object class 


25.0 2,976 

Financing: 
11.00 Offsetting collections from: Federal funds... —18 
25.00 Unobligated balance lapsing 2 


40.00 Budget authority (appropriation) .. 2,900 





Relation of obligations to outlays: 
Obligations incurred, net 2,898 
Obligated balance, start of year 306 
Obligated balance, end of year —§ll 
Adjustments in expired accounts —15 


2,678 


71.00 
72.40 
74.40 
77.00 


90.00 Outlays 





Note.—Includes $162 thousand in 1981 for activities previously financed from: 


[In thousands of dollars] 


1979 actual 1980 est. 
133 146 


Missions to international organizations 
Officers of the Foreign Service are reimbursed in part 
for expenses incurred in the pursuance of the following 
official activities (in thousands of dollars): 
1979 actual 1980 estimate 1981 estimate 
Promotion of U.S. national interests 2,005 2,079 2,506 
Promotion of U.S. citizens’ interests 131 140 
Promotion of economic activities 698 670 
Commemorative and ceremonial requirements 182 193 


3,090 


In 1981 expenses for representation abroad and offi- 
cial entertainment within the United States will be 
transferred to this appropriation from the Missions to 
international organizations appropriation. 





DEPARTMENT OF STATE 
ACQUISITION, OPERATION, AND MAINTENANCE OF BUILDINGS ABROAD 


For necessary expenses of carrying into effect the Foreign Service 
Buildings Act, 1926, as amended (22 U.S.C. 292-300), [$64,000,000] 
$135,932,000, to remain available until expended. (Department of State 
Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 19-0535-0-1-153 





1979 actual 1980 est. 1981 est 





Program by activities: 
Regular program: 
1. Acquisition, development, and con- 
struction: 
7,591 
American republics 10,976 
East Asia and Pacific . 4,935 
Europe 13,525 
Near E East and South Asia... 6,743 
. Moscow complex 58,745 
. Riyadh complex 
. Operations: 
Minor improvements 
Leasehold payments 
Operation and maintenance of build- 


18,095 

6,630 
14,770 
13,730 
11,515 
30,407 


2.453 


36,794 
8,389 
1,057 
2,634 


Furnishings and equipment.. 
Project supervision 
Administration 


Special foreign currency program: * 
1. Acquisition, development, and con- 


struction: Near East and South Asia .. 8, 174 


163,479 


12892 
168,269 


10.00 Total obligations 
Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
21.40 Unobligated balance available, start of year 


— 12,892 
—1,524 
— 102,741 


—8,174 
—17,240 
— 74,065 


Africa: 
Office buildings 
Embassy, officer and attache residences 
Staff housing units 

American republics: 
Office buildings 
Embassy, officer and attache residences 
Staff housing units 

Europe: 
Office buildings 
Embassy, officer and attache residences 
Staff housing units 

East Asia and Pacific: 
Office buildings 
Embassy, officer and attache residences... 
Staff housing units 

Near East and South Asia: 
Office buildings 
Embassy, officer and attache residences 
Staff housing units 


Total: 
Office buildings 


Embassy, officer and attache residences 
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24.40 Unobligate? balance available, end of year.. 
40.00 


74,065 
125,177 





Budget authority (appropriation) .. 135,932 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


153,853 
36,765 


138,065 
90,642 
— 102,849 


125,858 


135,932 
162,849 
_— 113,463 


Outlays 125,318 





+ Amounts obligated under this program are appropriated under Acquisition, operation, and maintenance of buildings abroad 
(special foreign currency program) below 


Note.—Includes $22,933 thousand in 1981 for activities previously financed from: 


[In thousands of dollars) 


1979 actual — 1980 estimate 
508 579 


Foreign Agricultural Service, Department of —_— casein cei 
Operation and maintenance, Army, Department of Defense ..............ccccocccescssee 897 
Operation and maintenance, Defense Agencies, Department of Defense 2,259 

Salaries and expenses, Drug Edema Administration, ee of Justice . 480 

Salaries and expenses, International Communication Agency ... a 4,331 

oo expenses, International — — Agency..... 


other accounts........... ae 3208 

The Foreign thicvine buildings program provides con- 
solidated office space for the Foreign Service and other 
Government agencies abroad and living quarters for 
American employees. This program also finances real 
property leases of 10 years or more (shorter term leases 
are included in Salaries and expenses); procurement of 
initial furniture and furnishings; and repair, mainte- 
nance, and operating costs of these facilities. In 1981, 
building operating expenses, which previously were re- 
imbursed by other agencies, will be financed. from this 
account. 

The table below shows present and estimated proper- 
ty holdings (including acquisitions under the special for- 
eign currency program) by type and structure and geo- 
graphic area (in thousands of dollars): 


- in — 


Estimated, 1980 Proposed program, 1981 __ 





Number 


Amount 


2,155 
775 
725 


3,778 
1,464 
1,847 


--125 
470 
4,838 

















Staff housing units 
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General and special funds—Continued 
ACQUISITION, OPERATION, AND MAINTENANCE OF BUILDINGS 
Asroap—Continued 

Unsatisfactory Government-owned or leased office 
space is replaced with structures designed specifically 
to meet the particular needs of the Foreign Service and 
other Government civilian operations overseas. Housing 
is provided for American employees in localities where 
suitable housing is otherwise unavailable. 

Object Classification (in thousands of dollars) 





Identification code 19-0535-0-1-153 1979 actual 1980 est. 1981 est. 





REGULAR PROGRAM 


Personnel compensation: 
Permanent positions. 
Positions other than permanent 


2,369 3,125 3,385 
402 400 455 
Other personnel compensation 113 152 195 


Total personnel compensation 2,884 3,677 4,035 
Personnel benefits: Civilian 319 445 552 
Travel and transportation of persons 583 540 705 
Transportation of things 951 957 1,065 
Communications, utilities, and other rent... 2,585 2,690 2,900 
Printing and reproduction 20 5 30 
Other services - 41,666 45,546 73,425 
Supplies and materials 2,372 2,719 3,105 
Equipment 6,662 7,536 7,905 
Lands and structures 97,335 91,170 64,995 


155,377 = 155,305 158,717 








Total regular program 


SPECIAL FOREIGN CURRENCY PROGRAM 


32.0 — Lands and structures 


99.0 


12,892 
168,269 


8,174 
163,479 





Total obligations 158,717 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


8.89 
$23,544 


8.89 
$23,725 


Average GS grade... 
Average GS salary 
Average grade and salary established by the For- 
eign Service Act of 1946 (22 U.S.C. 801- 
1160): 
Average grade: 
Foreign Service officer 
Foreign Service reserve... 
Foreign Service staff 
Average salary: 
Foreign Service officer......... i 
Foreign Service reserve... 
Foreign Service staff 
Average salary in foreign countries (local rates) 


$21,603 


4.45 
3.57 
4.20 


4.00 
3.61 
4.50 


4.00 
3.61 
4.50 


$28,340 
$32,965 
$23,486 
$24,428 


$30,867 
$37,510 
$25,731 
$25,300 


$31,302 
$38,321 
$26,266 
$26,400 





ACQUISITION, OPERATION, AND MAINTENANCE OF BUILDINGS ABROAD 
(SPECIAL FoREIGN CURRENCY PROGRAM) 


For payments in foreign currencies which the Treasury Department 
determines to be excess to the normal requirements of the United 
States for the purposes authorized by section 4 of the Foreign Service 
Buildings Act of 1926, as amended (22 U.S.C. 295), [$18,150,000] 
$37,400,000, to remain available until expended. (Department of State 
Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 19-0538-0-1-153 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Acquisition, development, and construc- 
tion: 

Near East and South Asia 
East Asia and Pacific 

2. Operations: 
Minor improvements 240 
Leasehold payments 8 
Operation and maintenance of buildings . 3,900 
Furnishings and equipment 1,517 
Project supervision 95 

3. Payment to acquisition, operation, and 
maintenance of buildings abroad 


18,629 
330 


8,174 


10.00 Total obligations 16,675 32,893 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 


— 25,393 
14,743 
6,025 


Budget authority (appropriation) .. 18,150 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


16,675 
5,653 
— 14,798 


7,530 


32,893 
14,798 
— 27,983 


19,708 


20,300 


Outlays 





Since 1961 a separate appropriation for payments in 
excess foreign currencies has been enacted annually to 
supplement the regular appropriation. These currencies 
are used to acquire or construct real property and to 
finance operating and maintenance costs to the greatest 
extent possible. Countries in which the appropriation is 
expected to be used in 1981 are the Arab Republic of 
Egypt, Burma, Guinea, India, and Pakistan. 


Object Classification (in thousands of dollars) 


Identification code 19-0538-0-1-153 





1979 actual 1980 est. 1981 est. 





11.5 — Personnel compensation: Other personnel 

compensation 32 
Travel and transportation of persons 25 
Transportation of things 150 
Communications, utilities, and other rent... 18 
Other services 5,634 
Supplies and materials . ss 249 
Equipment sii 1,212 
Lands and structures 25,573 


32,893 


22.0 
23.2 
25.0 
26.0 
31.0 


Total obligations 








Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 





EMERGENCIES IN THE DIPLOMATIC AND CONSULAR SERVICE* 
*See Part III for additional information. 


For expenses necessary to enable the Secretary of State to meet 
unforeseen emergencies arising in the Diplomatic and Consular Serv- 
ice, including obligations for direct loans during 1981, to be expended 
pursuant to the requirement of section 291 of the Revised Statutes (31 
U.S.C. 107), [$2,350,000] $5,000,000. (Department of State Appropri- 
ation Act, 1980.) 
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Program and Financing (in thousands of dollars) 


40.00 Budget authority (appropriation)........ 





identification code 19-0522-0-1-153 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. New repatriation loans 935 935 980 
2. Other activities 2,715 1,415 4,020 


3,650 5,000 


Total obligations (object class 91.0). 


Financing: 
30.00 Deficiency 


40.00 


10.00 


_ —1,300 


Budget authority (appropriation) .. 2,350 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 
Deficiency in prior year expired accounts, 
start of year 
Deficiency in prior year accounts, end of 


71.00 
72.40 
74.40 
77.00 
83.00 


84.00 


3,650 


— 1,300 


1,300 
3,680 





90.00 2,203 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 








Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 3,325 
2200 Disbursements “i 935 980 
2400 Repayments, prepayments, loan sales —474 —640 


2900 Outstanding, end of year 3,786 4,126 


These funds are used for relief and repatriation loans 
to U.S. citizens abroad and for other emergencies of the 
Department. Repayments are deposited to miscella- 
neous receipts. The outstanding balance of the loans 
subject to collection by the Department of State 
amounted to $3,325 thousand on September 30, 1979. 


Buyinc PoweER MAINTENANCE 


For transfer by the Secretary of State to appropriations available for 
the overseas operations of the Department of State for any fiscal year 
when necessary to maintain the approved level of operations and to 
eliminate substantial losses to appropriations caused by fluctuations 
in foreign currency exchange rates or overseas wage and price changes: 
$20,000,000, to be available without fiscal year limitation. In order to 
eliminate substantial gains to approved levels of overseas operations, the 
Secretary is authorized to transfer to this account amounts in other 
accounts which are determined by the Secretary to be excessive to the 
needs of an approved level of operations due to foreign currency ex- 
change rates or overseas wage and price changes. Funds transferred 
from this account shall be merged with and be available for the same 
purpose, and for the same time period, as the appropriation to which 
transferred, and funds transferred to this account shall be merged with 
and available for the purpose of this appropriation until expended. 
Restrictions contained within appropriations or other provisions of law 
limiting the amounts that may be obligated or expended are hereby 
adjusted to the extent necessary to offset the net effect of fluctuations in 
foreign currency exchange rates or overseas wage and price changes in 
order to maintain approved levels. (Additional authorizing legislation 
to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 19-0524-0-1-153 1979 actual 1980 est. 1981 est. 





Financing: 
24.40 Unobligated balance, end of year 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 





Outlays 





This appropriation would offset losses due to ex- 
change rate and overseas wage or price fluctuations 
unanticipated in the budget. Any gains due to fluctu- 
ations would be merged with this appropriation to be 
available to offset future losses. 

Management of the Department would be enhanced 
by the ready availability of funds to meet unbudgeted 
inflation and exchange rate losses. Under present ar- 
rangements, the uncertain timing and amounts of sup- 
plementals require management to revise and often to 
delay the execution of budget plans. 


PAYMENT TO THE AMERICAN INSTITUTE IN TAIWAN 


For necessary expenses to carry out the Taiwan Relations Act, 
Public Law 96-8 (93 Stat. 14) [for fiscal year 1980, $5,954,000], 
$6,582,000. (Department of State Appropriation Act, 1980; additional 
authorizing legislation to be proposed.) 


Program and Financing (in thousand of dollars) 





Identification code 19-0523-0-1-153 1979 actual 1980 est. 1981 est 





Program by activities: 
10.00 Payment to the American Institute in 
Taiwan (obligations) (object class 


5,954 6,582 
Financing: 
40.00 Budget authority (appropriation) 


6,582 


Relation of obligations to outlays: 

71.00 Obligations incurred, net 6,582 
72.40 Obligated balance, start of year ee ee i 894 
74.40 Obligated balance, end of year — 1,286 
90.00 Outlays 6,190 

The Taiwan Relations Act (Public Law 96-8) requires 
programs with respect to Taiwan to be carried out by or 
through the American Institute in Taiwan and author- 
izes funds to be appropriated to the Secretary of State 
to carry out the provisions of the act. 

This appropriation will enable the Department to 
contract with the Institute to conduct commercial, cul- 
tural and other relations with the people on Taiwan. 


PAYMENT TO THE FOREIGN SERVICE RETIREMENT AND DISABILITY 
Funp* 


*See Part III for additional information 


For payment to the Foreign Service Retirement and Disability 
Fund, as authorized by law, [$43,369,000] $42,346,000. (Department 
of State Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





entiation coe 19-0540-0-1-153 


1981 est. 


1979 actual 1980 est. 
Program by activities: 
10.00 Government contributions to the fund 
(object class 13.0) 


Financing: 
Budget authority 


125,369 151,969 154,446 


125,369 151,969 154,446 
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General and special funds—Continued 


PAYMENT TO THE FOREIGN SERVICE RETIREMENT AND DISABILITY 
Funp—Continued 


Program and Financing (in thousands of dollars) —Continued 
Identification code 19-0540-0-1-153 


Budget authority: 
40.00 Appropriation (current) 
60.00 Appropriation (permanent, indefinite) 





1979 actual 1980 est. 1981 est. 





41,569 43,369 


108,600 


42,346 
112,100 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


125,369 
125,369 


151,969 
151,969 


154,446 
154,446 





Outlays 





The current appropriation finances, by 30 equal 
annual installments, any unfunded liability created by 
new or liberalized benefits, new groups of beneficiaries, 
and salary increases. In addition, the current appropri- 
ation finances the annual balance of the Foreign Serv- 
ice normal cost not met by employee and employer 
contributions. 

The permanent appropriation provides payments to 
the fund for increasing shares of the interest on the 
unfunded liability and disbursements attributable to 
military service: 90% in 1979 and the full 100% in 1980 
and each year thereafter. 


ALLOCATIONS RECEIVED FroM OTHER ACCOUNTS 


Note.—Obligations incurred under allocations from other accounts are included in the 
schedules of the parent appropriations as follows: 
Funds appropriated to the President: 
“Peacekeeping operations.” 
“Development assistance program.” 
“International organizations and programs.” 
“Operating expenses of the Agency for International Development.” 
“Military assistance.” 
Interior: Bureau of Reclamation: “Colorado River Basin salinity control projects.” 
Transportation: Federal Highway Administration: ‘““Chamizal Memorial Highway.” 
International Communication Agency: “Salaries and expenses, special foreign currency 
program”; “Salaries and expenses.” 
U.S. Arms Control and Disarmament Agency: “Arms control and disarmament activi- 
ties.” 


Intragovernmental funds: 
WorkING CapitaL FuND 


Program and Financing (in thousands of dollars) 


Identification code 19-4519-0-4-153 


1980 est. 


1979 actual 1981 est. 


Program by activities: 
Operating costs, funded: 
1. Publishing services: 
(a) Cost of goods sold 538 
(b) Other expenses 3,446 

. Supply services: 

(a) Cost of goods sold 

(b) Other expenses 
. Central support services: 
(a) Cost of goods sold 967 
(b) Other expenses 3,099 
. Medical services (Kabul Hospital) 459 

. WACASC: 

(a) Cost of goods sold 

(b) Other expenses 


2,463 
3,719 


2,376 
324 


Total operating costs, funded... 


Capital investment, funded: 
1. Publishing services 
2. Supply services 
3. Central support services... 
4. Medical services 


5. WACASC 
Total capital investment 


1,192 


21,503 
—572 


20,931 


Total program costs, funded 15,755 
Change in selected resources 13 


10.00 Total obligations 15,768 


Financing: 
Offsetting collections from: 

Federal funds: 
Publishing services, revenue 
Supply services, revenue 
Central support services, revenue 
Medical services, revenue 
WACASC, revenue 
Change in unfilled customers’ orders . 

Non-Federal sources: 
Proceeds from sale of equipment 


11.00 
—4,432 
— 6,830 
—4,493 


14.00 


21.98 Unobligated balance available, start of 
year: Fund balance 

24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year: Fund bal- 


71.00 
72.98 


74.98 


90.00 





This fund finances on a reimbursable basis certain 
administrative and medical services and the operation 
of the West African Consolidated Administrative Sup- 
port Center (WACASC) at Lagos, Nigeria (22 U.S.C. 
2684). The operations of the Kabul Medical Hospital 
and the West African Consolidated Administrative Sup- 
port Center at Lagos, Nigeria ceased on September 30, 
1979. Therefore, no financing is included for these enti- 
ties in 1980 and 1981. 


Object Classification (in thousands of dollars) 


Identification code 19-4519-0-4-153 1979 actual 


1980 est. 1981 est 
Personnel compensation: 
1 Permanent positions 4,892 4,944 
a Positions other than permanent 112 
5 


ll. Other personnel compensation 


Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 — Travel and transportation of persons 
22.0 Transportation of things 
23.2 Communications, utilities, and other rent.... 
25.0 — Other services 
26.0 Supplies and materials... 
31.0 — Equipment 


Total costs, funded 
94.0 Change in selected resources 


99.0 Total obligations 


Personnel Summary 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary 














DEPARTMENT OF STATE 


Average grade and salary established by the For- 
eign Service Act of 1946 (22 U.S.C. 801- 
1160): 

Average grade: 


























Foreign Service officer.................. pai cin 4.75 4.75 4.75 
Foreign Service rOS@rve..........ssssssscssssssssssseeeeee 4.90 4.90 4.90 
Foreign Service Staff............sssssssccssssssssesssseees 5.00 5.00 5.00 
Average salary: 
Foreign Service Officer ...........ss:sscsssseecesssseeeeen $29,036 $30,632 $32,164 
Foreign Service reserve $29,264 $30,873 $32,417 
Foreign Service staff.............ssvss+: $22,396 $22,599 $23,728 
Average salary of ungraded positions ...................... $16,369 $17,545 $18,422 
Average salary in foreign countries (local rates) ..... $4,500 $4,850 $5,200 
CONSOLIDATED WoRKING FUND 
Program and Financing (in thousands of dollars) 
Identification code 19-3930-0-4-153 1979 actual 1980 est. 1981 est 
Relation of obligations to outlays: - 
A CU II Ro ass) ca recstanartiase,» seantgsbaonsbolgeiy  coddbcscosblccces 
72.98 Obligated balance, start of year: Fund bal- 
MP ase aceite leak ns ebesiviseactidciaasiceesca 3,232 aa eee 
74.98 Obligated balance, end of year: Fund bal- 
ase nase Scccausgcteasnssdcessssnssiensascuseasone See ge a sestcateeerreee 
90.00 RMMNONS. cis:i.cc Nciehustrctcnictec eee 2,495 DE siseeisee 


Trust Funds 






FOREIGN SERVICE RETIREMENT AND DISABILITY FUND* 


*See Part III for additional information. 


Amounts Available for Appropriation (in thousands of dollars) 


1981 est 


















































1979 actual 1980 est. 
Unappropriated balance, start Of year .............cscsseeoee i 1,978 2,369 x 2,369 
Receipts (net): Te 
NN casas gd ainsoeseseicssoaspeenreons 232,077 260,845 265,742 
Supplemental request secenoneenn RES ies 
RIMIEING THCONIOS csrcsisezcsls caseccnessissssecboste Seco _ 232,077 266,042 265,742 
Total available for appropriation .........0.. 234,054 «= 268,411 268,111 
Appropriation: ia an a 
WINING rb feces cleccconcc Wh cease dosvacesstccnctesanessins 231,685 260,845 265,742 
MNMMNINOCOD INUINESE cssscssectdsocssccsssctnseonceccssececonsncee eogadeenneninsse EG Snisanatecsic 
Subtotal appropriation..........cssssccsecsssssseseeen 231 685 266,042 265,742 
Unappropriated balance, end of year.............. 2,369 2,369 god 2,369 
Program and Financing (in thousands of dollars) 
\denttication code 19-8186-0-7-602 1979 actual 1980 est 1981 est 
Program by activities: 
1. Payments to beneficiaries ................sssee-: 112,166 145,920 172,210 
2. Refunds and gratuities............0...ssseseoe 784 1,650 1,650 
10.00 Total obligations ..............ccsssseesseesssee 112,950 147,570 173,860 
Financing: 
21.40 Unobligated balance available, start of 
year: 
IFEOIONIE NE DANINOG ss ccsacorssssexcscessecoveetsneace TEMES ccarcionsstntesns — 2,608 
US. SOCUIEIES (PAF) ......ics.cccsescscecccnceseee — 371,864 —492,628 —603,295 
24.40 Unobligated balance available, end of year: 
IPMN cis csicasanssiscicccisvsscaccenie © Sopcasbchigsctet 2,608 2,657 
U.S. securities (Par) .......scssssssssssssssssssee 492,628 603,295 695,128 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. 231,685 260,845 265,742 
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Relation of obligations to outlays: 











71.00 Obligations incurred, net ..............ssssee0000 112,950 147,570 173,860 
72.10 Receivables in excess of obligations, start 
a a eh eae —232 
72.40  Obligated balance, start of year BOD ncssdiutalatiocs 
74.10 Receivables in excess of obligations, end of 
OO ities ction POE aebceecicss. ccaabekes 
90.00 I Se 113,202 147,338 


173,860 





The fund is maintained through: (a) contributions by 
participants, consisting of all Foreign Service officers, 
Foreign Service information officers, Foreign Service 
reserve officers with unlimited tenure, and all Foreign 
Service staff officers and employees with unlimited ap- 
pointments, amounting to 7% of their basic salaries; (b) 
matching Government contributions; (c) special Govern- 
ment contributions from Payment to the Foreign Serv- 
ice retirement and disability fund; and (d) interest on 
investments (22 U.S.C. 1062). 

It is estimated that approximately 7,343 annuitants 
will be paid retirement benefits from this fund Septem- 
ber 30, 1981, compared with 6,898 paid September 30, 
1980, and 6,398 paid September 30, 1979. Gratuities and 
refunds represent payments to eligible former partici- 
pants leaving the retirement system. 

The status of the fund is as follows (in thousands of 
dollars): 


STATUS OF FUND 






























































1979 actual 1980 estimate ‘1981 estimate 
U.S. securities brought forward (par) ................s. 371,864 492,628 608,492 
Cash (unexpended balances) 2,049 — 232 2,608 
Unappropriated receipts ..............scccsesssesssssecssecsseeessee 1,977 2,369 : 2,369 
Balance of fund, start of year...............sss... 375,890 494,765 613,469 
Cash income for the year: 
Government receipts: 
Deductions from employees’ salaries: 
NING oe 20,438 21,500 22,600 
Change in unappropriated receipts .............. ele taster nape Bienes 
Voluntary contributions: 
WN cnc esis csicecssacecac 372 200 200 
Change in unappropriated receipts .............. RIE + sctielnnaiitar= “cerca 
Intrabudgetary transactions: 
Employer’s contribution: 
WI is cee oe ce 20,438 21,500 22,600 
Change in unappropriated receipts .............. Sees ctia oar fasmeeoiae 
Receipts from the Civil Service retirement 
fund: 
FN isis csisccctttsccestcncecatasenls Sacctsce 8,539 9,000 9,400 
Change in unappropriated receipts .............. RA ccsicitsicieateyticntai ae 
Federal COntriDUTION .............c:-ccsseccssececsseeeesssess 151,045 177,645 179,742 
Supplementals propOSed...............:ccccccseccseeccsese —sesseesseerasees I cu 
Interest On investMeNtS ..............ccseccseesseeesseeees 30,853 31,000 31,200 
TORE WO WIN cs ecttectercrsentrerscernsa 232,077 266,042 265,742 
Cash outgo during the year: 
Payments to beneficiaries............c..scssssessssesseeesee 112,166 145,688 172,210 
Refunds and gratuities ............c..ccssssssecssessseeesseeees 1,036 1,650 1,650 
WOR oii pctecene eemiicie 113,202 147,338 173,860 
U.S. securities carried forward (par) ...........sss0 492,628 608,492 700,325 
Cash (unexpended balances)...............+. —232 2,608 2,657 
Unappropriated receipts, end of year 2,369 2,369 2,369 
Balance of fund, end of year ................00 494,765 613,469 __ 105,351 
Object Classification (in thousands of dollars) 
Identification code 19-8186-0-7-602 1979 actual 1980 est. 1981 est. 
12.1 Personnel benefits: Civilian...................-.0 92 107 128 
42.0 — Insurance claims and indemnities................ 110,543 144,768 170,512 
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ForEIGN Service RETIREMENT AND DisaBILity Funp—Continued 


Object Classification (in thousands of dollars) —Continued 





Identification code 19-8186-0-7-602 
44.0 
99.0 


1981 est. 
3,220 
173,860 


1979 actual 
Zat9 
112,950 


1980 est. 
2,695 
147,570 





Refunds 





Total obligations 





MISCELLANEOUS TRUST FUNDS 


Program and Financing (in thousands of dollars) 





Identification code 19-9971-0-7-153 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Unconditional gift fund 101 90 90 
2. Conditional gift fund 1,071 1,050 


1,172 1,140 





10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of 
year: 
Treasury balance 
U.S. securities (par) 
24.40 Unobligated balance available, end of year: 
Treasury balance 
U.S. securities (par) 





60.00 Budget authority (appropriation) 


(permanent, indefinite) 





Distribution of budget authority by account: 
Unconditional gift fund 
Conditional gift fund 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 Outlays 950 950 








Distribution of outlays by account: 
Unconditional gift fund 90 90 
Conditional gift fund 860 860 





1. Unconditional gift fund.—Unconditional gifts may 
be used for carrying out the Department’s functions (22 
U.S.C. 809). 

2. Conditional gift fund.—Consists of procurement of 
furnishings, paintings, and decorative objects for the 
Department’s diplomatic reception rooms, and funds do- 
nated by overseas commissary and mess services to 
assist such services at other posts (22 U.S.C. 809). 


Object Classification (in thousands of dollars) 





1981 est. 


Identification code 19-9971-0-7-153 


21.0 
23.2 
25.0 
26.0 
31.0 
33.0 
41.0 


99.0 


1979 actual 1980 est. 





Travel and transportation of persons 83 83 
Communications utilities and other rent 

Other services 

Supplies and materials ... 

Equipment 

Investments and loans 

Grants, subsidies and contributions 





Total obligations 





INTERNATIONAL ORGANIZATIONS AND 
CONFERENCES 


Federal Funds 
General and special funds: 
CONTRIBUTIONS TO INTERNATIONAL ORGANIZATIONS* 
* See Part III for additional information. 


For expenses, not otherwise provided for, necessary to meet annual 
obligations of membership in international multilateral organizations, 
pursuant to treaties, conventions, or specific Acts of Congress, 
($411,500,000} $457,478,000, of which not to exceed $24,896,000 shall 
be available only upon the enactment into law of authorizing legisla- 
tion. (Department of State Appropriation Act, 1980; additional author- 
izing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 19-1126-0-1-153 1979 actual 1980 est. 1981 est. 





Program by activities: 
United Nations and affiliated agencies: 
1. United Nations 
2. United Nations Educational, Scien- 
tific, and Cultural Organization 
3. International Civil Aviation Organi- 


141,097 149,736 151,810 


37,249 33,462 45,268 
7,674 
49,197 


22,460 


7,660 
50,355 
28,625 


7,565 
97,607 
35,588 


4. World Health Organization 

5. Food and Agriculture Organization ... 
6. International + Telecommunication 
2,819 
4,349 


2,866 
4,614 


3,040 
7. World Meteorological Organization... 4,699 
8. Intergovernmental Maritime Consul- 
tative Organization 281 412 
9. Universal Postal Union 541 528 
10. World Intellectual Property Organi- 
406 467 


18,279 21,257 


284,352 299,982 


11. International Atomic Energy Agency. 
Subtotal 


Inter-American organizations: 
1. Inter-American Indian Institute 86 121 
2. Inter-American Institute of Agricul- 
tural Sciences 
3. Pan American Institute of Geogra- 
phy and History 200 
4. Pan American Railway Congress As- 
sociation 15 
5. Pan American Health Organization... 23,362 
6. Organization of American States 35,102 


Subtotal 65,656 


Regional organizations: 

1. South Pacific Commission 716 
2. North Atlantic Treaty Organization... ; 18,098 
3. North Atlantic Assembly 348 
4. Colombo Plan Council for Technical 

Cooperation 
5. Organization for Economic Coopera- 

tion and Development 


Subtotal 


Other international organizations: 

1. Interparliamentary Union 

2. International Bureau of the Perma- 
nent Court of Arbitration 

3. International Bureau for the Publi- 
cation of Customs Tariffs 

4. International Bureau of Weights 
and Measures 

5. International Hydrographic Organi- 


6,856 


7. International Coffee Organization 
8. International Institute for the Unifi- 
cation of Private Law 
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9. Hague Conference on Private Inter- 
national Law 
10. Maintenance of Certain Lights in 
the Red Sea 
11. Bureau of International Expositions .. 
12. Customs Cooperation Council 
13. International Center for the Study 
of the Preservation and Restoration 
of Cultural Property 239 284 
14. International Organization for Legal 
54 60 
15. International Agency for Research 
712 929 


3,571 3,755 

17. International Office for Epizootics 44 44 

18. World Tourism Organization 179 190 

19. International Tin Council 152 162 
20. International Cotton Advisory Com- 

mittee 64 77 

24 32 


4 5 
23. Lead and Zinc Study Group 24 26 


24. International Sugar Organization : 0 247 


Subtotal 9,487 


461,413 


8,098 
415,410 








10.00 390,663 
Financing: 

14.00 Offsetting collections from: Non-Federal 
sources: Deduction of loan repayment 
by U.N. from U.S. contribution, as 
authorized (22 U.S.C. 287i): 

Loan repayment 
Interest collected 
25.00 Unobligated balance restored 


40.00 


Total obligations 


3,203 
— 652 
— 


386,033 





Budget authority (appropriation) .. 411,500 457,478 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


386,808 
115,776 


411,500 
101,815 
—111,105 


402,210 


457,478 
111,105 
— 123,519 


445,064 





Outlays 400,769 


Status of Direct Loans (in thousands of dollars) 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2400 Repayments, prepayments, loan sales 


32,607 29,404 26,082 
—3,203 — 3,322 —3,414 


2900 Outstanding, end of year 29,404 26,082 22,668 


As a member of the above listed organizations, the 
United States contributes its assessed share of the bud- 
gets of those organizations. The 1981 estimates reflect 
approved budgets of only a few organizations; budgets 
for most others have not yet been adopted. For those, 
the United States proposes to support only increases 
needed to maintain the prior year’s level of operations 
in most organizations and minimal program growth in 
a selected few organizations. The United States will 
continue to encourage the organizations to meet new 
and expanded needs from reductions in low priority 
activities. With only a few exceptions, therefore, the 
increases reflected in the 1981 estimates are attributa- 
ble to inflation and foreign currency fluctuation. 


310-100 O - 80 - 43 


Object Classification (in thousands of dollars) 








1981 est. 


2,180 
459,233 


461,413 


Identification code 19-1126-0-1-153 


25.0 
41.0 


99.0 Total obligations 


1979 actual 


1,640 
389,023 


390,663 


1980 est 


1,960 
413,450 


415,410 





Other services 
Grants, subsidies, and contributions 





CONTRIBUTIONS FOR INTERNATIONAL PEACEKEEPING ACTIVITIES 


For payments, not otherwise provided for, by the United States for 
expenses of United Nations peacekeeping forces [in the Middle 
East], [$67,000,000] $53,550,000. (Department of State Appropriation 
Act, 1980.) 


Program and Financing (in thousands of dollars) 


1979 actual 1980 est. 1981 est 


Identification code 19-1124-0-1-153 


Program by activities: 
10.00 United Nations peacekeeping activities 
(object class 41.0) 
Financing: 
Budget authority 


55,000 


55,000 





Budget authority: 
40.00 Appropriation 
45.00 Transfers out for pay raises 


67,000 
— 12,000 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


67,000 
20,397 
_— 18,205 


69,192 


55,000 
18,205 
— 11,000 


62,205 


11,000 
—10,710 


Outlays 53,840 


This appropriation provides the U.S. share of the ex- 
penses of the United Nations Disengagement Observer 
Force in the Golan Heights (UNDOF) and the United 
Nations Interim Force in Lebanon (UNIFIL). 


[Missions To INTERNATIONAL ORGANIZATIONS ]* 
*See Part III for additional information. 


[For necessary expenses for permanent representation to certain 
international organizations in which the United States participates 
pursuant to treaties, conventions, or specific Acts of Congress, includ- 
ing expenses authorized by section 17 of the Act of August 1, 1956, as 
amended (22 U.S.C. 2669); $13,800,000.] (Department of State Appro- 
priation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 19—1127-0-1-153 1979 actual 1980 est. 1981 est 





Program by activities: 
Direct program: Delegations to: 
1. United Nations 
2. International organizations, Geneva.. 
3. International organizations, Vienna... 
4. International Civil Aviation Organi- 


4,043 
9,188 
1,093 


4,435 
6,101 
1,304 


296 310 

5. Organization of American States 787 1,053 
6. U.N. Educational, Scientific, and 

Cultural Organization 512 482 

7. Food and Agriculture Organization ... 333 245 

8. U.N. Environment Program 113 169 

9. Interparliamentary Union 90 90 
10. North Atlantic Organization Parlia- 

mentary Assembly 50 50 
11. Canada-United States Interparlia- 

mentary Group 50 50 
12. Mexico-United States Interparlia- 

mentary Group 50 50 


14,339 


Total direct obligations 
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General and special funds—Continued 
[Missions To INTERNATIONAL ORGANIZATIONS J —Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 19-1127-0-1-153, 





1979 actual 1980 est. 1981 est. 





Reimbursable program: Delegations to: 
1. United Nations 
2. International organizations, Geneva.. 
3. International organizations, Vienna... 
6. U.N. Educational, Scientific, and 
Cultural Organization 





2,306 
14,911 


Total reimbursable obligations 





10.00 Total obligations 

Financing: . 
11.00 Offsetting collections from: Federal funds... 
21.00 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 
25.00 Unobligated balance lapsing 


Budget authority 


— 2,306 
— 83 





12,985 





Budget authority: 
40:00 Appropriation 
41:00 Transferred to other accounts 


43.00 


12,985 





Appropriation (adjusted) 

Transfers in for: 
Wage-board pay raises 
Civilian pay raises 


46.10 
46.20 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance transferred, net... 
Obligated balance, end of year 


71.00 
72.40 
73.40 
74.40 


90.00 





Outlays, excluding pay raise supple- 

91.10 Outlays from wage-board pay raise 
supplemental 

Outlays from civilian pay raise sup- 
plemental 


91.20 





Note.—Excludes $202 thousand in 1980 (beginning January 2, 1980) and $269 thousand in 1981 for activities 
transferred to Salaries and expenses, Office of the United States Trade Representative. Comparable amounts for 1979 ($250 
thousand) and 1980 through January 1($60 thousand) are included above. Excludes $13,429 thousand in 1981 for activities 
transferred to: 

{In thousands of dollars] 
Salaries and expenses, Department of State 


Representation allowances 
International conferences and contingencies 


Comparable amounts for 1979 ($12,735 thousand) and 1980 ($13,894 thousand) are included above. 


These missions represent the United States in the 
international organizations listed above, provide con- 
tinuous reporting, and maintain liaison with the inter- 
national secretariats of the organizations and with the 
delegations of other governments. In 1981 resources for 
these activities will be transferred to the Salaries and 
expenses, Representation allowances, International con- 
ferences and contingencies and the U.S. Trade Repre- 
sentative appropriations. 


Object Classification (in thousands of dollars) 





Identification code 19-1127-0-1-153 


1981 est. 


1979 actual 1980 est 


Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent. 
Other personnel compensation 


Special personal services payments 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons. 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 


Unvouchered 
Total direct obligations 


Reimbursable obligations: 
Personnel compensation: 
Permanent positions. 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons. 
Transportation of things 
Communications, utilities, and other rent... 
Other services 
Supplies and materials 


Total reimbursable obligations 


Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average grade, grades established by the Secretary 
of State, equivalent to GS grades 
Average salary, grades established by the Secretary 
of State, equivalent to GS grades 
Average grade and salary established by the For- 
eign Service Act of 1946 (22 U.S.C. 801- 
1160): 
Average grade: 
Foreign Service officer 3.00 
Foreign Service reserve.... f 3.00 
Foreign Service staff 6.00 
Average salary: 
Foreign Service officer 
Foreign Service reserve.... 
Foreign Service staff 
Average salary in foreign countries (local rates) 


8.00 
$17,867 


$37,692 
$35,883 
$16,548 
$27,667 


$35,780 
$34,196 
$14,681 
$26,855 





INTERNATIONAL CONFERENCES AND CONTINGENCIES* 
*See Part III for additional information. 


For necessary expenses authorized by section 5 of the Act of August 
1, 1956, as amended (22 U.S.C. 2669), contributions for the United 
States share of general expenses of international organizations and 
representation to such organizations, and personal services without 
regard to civil service and classification laws, [$6,700,000] $7,518,000 
to remain available until expended, of which not to exceed 
[$200,000] $257,000 may be expended for representation and for 
official entertainment, as authorized by law. (Department of State 
Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 19-1125-0-1-153 


1981 est 


1979 actual 1980 est. 


Program by activities: 
Participation in international conferences: 
1. Meetings of international organiza- 





August 
United 
ns and 
vithout 
518,000 
exceed 
ind for 
f State 


1981 est. 


DEPARTMENT OF STATE 
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3. Other international conferences 2,397 
Subtotal 








INTERNATIONAL TRADE NEGOTIATIONS 


Program and Financing (in thousands of dollars) 





Contributions to new or provisional organi- 

zations: 

1. Central Treaty Organization 

2. U.N: Memorial Cemetery Commission. 

3. International Sugar Organization 

4. Union for the Protection of New 
Varieties of Plants 

5. International Rubber Organization 


Subtotal 
10.00 Total obligations 








Financing: 
17.00 Recovery of prior year obligations 
21.40 Unobligated balance available, start of year — 1,165 
24.40 Unobligated balance available, end of year. 1,331 


40.00 Budget authority (appropriation) .. 8,000 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 7,833 
72.40 Obligated balance, start of year... 4,106 
74.40 Obligated balance, end of year — 2,656 
77.00 Adjustments in expired accounts — 1,692 


90.00 Outlays 7,591 7,284 


Note.—Includes $240 thousand in 1981 for activities previously financed from: Missions to international organizations 1979, 
$240 thousand; 1980, $240 thousand. 








This appropriation funds official U.S. Government 
participation in multilateral intergovernmental confer- 
ences and bilateral and multilateral interparliamentary 
entities; certain expenses of international secretariats 
to meetings, conferences, and related activities held 
under U.S. auspices; and contributions to organizations 
with which U.S. relations are new or provisional. Prior 
to 1981 resources for interparliamentary entities were 
included in the Missions to international organizations 
appropriation. 


Object Classification (in thousands of dollars) 


\dentification code 19-1125-0-1-153 1979 actual 1980 est 1981 est 





11.5 Personnel compensation: Other personnel 

compensation 319 290 
12.1 Personnel benefits: Civilian 7 6 
21.0 Travel and transportation of persons i 3,840 3,106 
22.0 — Transportation of things 17 16 
23.2 Communications, utilities, and other rent... 785 721 
24.0 Printing and reproduction 71 65 
25.0 — Other services ; 2,890 2,677 
26.0 — Supplies and materials 76 
41.0 Grants, subsidies, and contributions 321 
91.0 — Unvouchered 240 


99.0 Total obligations 7,518 


Personnel Summary 
Total number of permanent positions 
Total compensable workyears 

Full-time equivalent of other positions 

Full-time equivalent of overtime and holiday 


Identification code 19-1147-0-1-153 1979 actual 1980 est 





Program by activities: 

10.00 Participation in international conferences... 4,472 
Financing: 

25.00 Unobligated balance lapsing 





40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 








This appropriation has provided for U.S. participation 
in the multilateral trade negotiations which began in 
late 1973 at Geneva under the sponsorship of the con- 
tracting parties of the General Agreement on Tariffs 
and Trade. Since the trade negotiations were completed 
during 1979, no appropriation was sought thereafter. 


Object Classification (in thousands of dollars) 





Identification code 19-1147-0-1-153 1979 actual 1980 est. 1981 est. 





11.1 Personnel compensation: Permanent posi- 


Personnel benefits: Civilian 
21.0 — Travel and transportation of persons... 
22.0 — Transportation of things 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 
25.0 Other services 
26.0 Supplies and materials 
31.0 Equipment 


99.0 Total obligations 








Personnel Summary 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 





Average GS grade... 
Average GS salary 
Average grade and salary established by the For- 
eign Service Act of 1946 (22 U.S.C. 801- 
1160): 
Average grade: 
Foreign Service officer 
Foreign Service reserve 
Foreign Service staff 
Average salary: 
Foreign Service officer 
Foreign Service reserve 
Foreign Service staff 


$39,570 
$31,776 
$14,161 


Trust Funds 


Girts AND BEQquEsts, NATIONAL COMMISSION ON EDUCATIONAL, 
ScIENTIFIC, AND CULTURAL COOPERATION 


Program and Financing (in thousands of dollars) 


Identification code 19-8812-0-7-153 


1979 actual 1980 est. 


1981 est 


Program by activities: 
10.00 Conduct of diplomatic relations with inter- 
national organizations (obligations) 33 
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Girts AND Bequests, NATIONAL COMMISSION ON EDUCATIONAL, 
ScIENTIFIC, AND CULTURAL COOPERATION—Continued 


Program and Financing (in thousands of dollars) —Continued 





Identification code 19-8812-0-7-153 1979 actual 1980 est. 1981 est. 





Financing: 
21.40 Unobligated balance available, start of year —33 —53 —§3 
24.40 Unobligated balance available, end of year.. 53 53 53 


60.00 Budget authority (appropriation) 
(permanent, indefinite) 53 50 50 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 33 
72.40 Obligated balance, start of year ll 


90.00 Outlays : 44 








Gifts or bequests may be used to carry out any of the 
authorized educational, scientific, or cultural purposes 
of the U.S. National Commission for UNESCO (22 
U.S.C. 287(g)). 


Object Classification (in thousands of dollars) 
Identification code 19-8812-0-7-153 


21.0 Travel and transportation of persons 19 19 
24.0 — Printing and reproduction 7 7 
25.0 Other services 24 24 


99.0 Total obligations 50 50 





1979 actual 1980 sst. 1981 est. 











INTERNATIONAL COMMISSIONS 
Federal Funds 


General and special funds: 


For necessary expenses, not otherwise provided for, to meet obliga- 
tions of the United States arising under treaties, conventions, or 
specific Acts of Congress, as follows: 


INTERNATIONAL BOUNDARY AND WATER COMMISSION, UNITED STATES 
AND Mexico 


For necessary expenses for the United States Section of the United 
States and Mexico International Boundary and Water Commission, 
and to comply with laws applicable to the United States Section; 
uniforms or allowances therefor, as authorized by law (5 U.S.C. 5901- 
5902); and leasing of private property to remove therefrom sand, 
gravel, stone, and other materials, without regard to section 3709 of 
the Revised Statutes, as amended (41 U.S.C. 5); as follows: (Depart- 
ment of State Appropriation Act, 1980.) 


SALARIES AND EXPENSES 


For salaries and expenses, not otherwise provided for, including 
examination, preliminary surveys, and investigations, and operation 
and maintenance of projects, [$7,700,000] $8,123,000: Provided, That 
expenditures for the Rio Grande bank protection project shall be 
subject to the provisions and conditions contained in the appropri- 
ation for said project as provided by the Act approved April 25, 1945 
(59 Stat. 89): Provided further, That the Anzalduas diversion dam 
shall not be operated for irrigation or water supply purposes in the 
United States unless suitable arrangements have been made with the 
prospective water users for repayment to the Government of such 
portions of the cost of said dam as shall have been allocated to such 
purposes by the Secretary of State. (Department of State Appropri- 
ation Act, 1980.) 


Program and Financing (in thousands of dollars) 


identification code 19-1069-0-1-301 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 


Operating costs: 
1. Administration 1,021 : 1,161 
2. Engineering 1,245 
3. Operation and maintenance: 
(a) River channel and levee proj- 


(c) Gaging stations 
(d) Water quality control... 
(e) Boundary 


Total operating costs 
Unfunded adjustment to total operating 
costs: Depreciation included above 


Total operating costs, funded 6,589 
Capital investment: Replacement of equip- 
205 


Total program costs, funded 6,794 
Change in selected resources (undelivered 
orders, inventories) 110 


Total direct obligations 6,904 
Reimbursable program 190 


10.00 Total obligations 7,094 8,134 
Financing: 
Offsetting collections from: 
11.00 Federal funds —90 
14.00 Non-Federal sources 
25.00 Unobligated balance lapsing 


Budget authority 





Budget authority: 
40.00 Appropriation 7,700 
Transfers in for: 
46.10 Wage-board pay raises 78 


46.20 Civilian pay raises 146 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 7,924 
72.40 Obligated balance, start of year... 
74.40  Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 Outlays, excluding pay raise supple- 


91.10 Outlays from wage-board pay raise 
supplemental 

91.20 Outlays from civilian pay raise sup- 
plemental 





1. Administration.—Activities comprise negotiations 
and supervision of joint projects with Mexico to solve 
international problems, overall control of the operation 
of the U.S. section of the Commission, formulation of 
operating policies and procedures, and financial man- 
agement to carry out international obligations of the 
United States, pursuant to treaty and congressional au- 
thorization. 

2. Engineering.—This provides for: (a) supervision of 
measurement and determination of the national owner- 
ship of boundary waters, (b) technical engineering guid- 
ance and supervision of the planning, construction, and 
operation and maintenance of international projects, (Cc) 
studies relating to international problems of a continu- 
ing nature, and (d) preliminary surveys and investiga- 
tions to determine the need for and feasibility of proj- 
ects for the solution of international problems arising 
along the boundary. 

3. Operation and maintenance.—This appropriation 
also finances the U.S. part of the operation and mainte- 
nance of river channel and levee projects, dams, gaging 





Identific 


| 


Identifice 
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Reimbursable obligations: 
Personnel benefits: Civilian 
Communications, utilities, and other rent... 
Other services 


stations, water quality control projects, and boundary 


monuments and markers. 110 


120 

5 
z.... 
230 


8,353 


Object Classification (in thousands of dollars) Total reimbursable obligations : as 


Total obligations 


1979 actual 1980 est 





Kdentfication code. 19-1069-0-1-301 1981 est 
Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 


Personnel Summary 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


298 
296 
(6) 


298 
293 
(6) 


296 
(6) 


(3) 
$50,100 
7.99 


(3) 
$50,100 


(3) 
$47,500 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials... 
Equipment 
Lands and structures 
Grants, subsidies, and contributions 


Average ES salary 

Average grade, grades established by the Secretary 
of State, equivalent to GS grades 

Average salary, grades established by the Secretary 
of State, equivalent to GS grades 

Average salary of ungraded positions 


7.99 7.99 


$19,050 
$14,900 


$20,384 
$15,010 


$20,635 
$15,114 





CONSTRUCTION 


For detailed plan preparation and construction of authorized pro- 
; noes jects, to remain available until expended, [$8,200,000] $6,052,000. 
Total direct obligations (Department of State Appropriation Act, 1980.) 

Program and Financing (in thousands of dollars) 





Costs to this appropriation Analysis of 1980 financing 


Deduct 
selected 
resources 
and un- 
obligated 


Add 
selected 
resources 
and un- 
obligated 
balance, 


Wentification code 19~1078-0-1-301 Total 


estimate 


To Sept 
30, 1978 


1979 
actual 


1980 
estimate 


1981 
estimate 





Program by activities: 
1. Lower Rio Grande flood control improve- 
ment program 
2. Tijuana River flood contro! project... 
3. 1970 boundary treaty projects 
4, Rio Grande canalization project... 
5. Amistad Dam powerplant 
6. Nogales international waste-water treatment 


7,472 7,399 9,651 5,724 


ae 


anki 18 
10,028 


12,727 


328 


Total program costs, funded 6,052 
Change in selected resources (unpaid undeliv- 


ered orders, equipment, accrued annual 


12,751 
ssi 
19,983 


es 


10.00 Total obligations 7,167 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year... 


40.00 


— 13,898 
ane 


8,200 


—2,115 


Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, Net...............0 
12.40 Obligated balance, start of year... 
14.40 Obligated balance, end of year 


90.00 


19,983 
6,087 
_—13,512 


Outlays 12,558 





1. Lower Rio Grande flood control improvement pro- 
gram.—Work will be completed in 1980 on repairs and 
improvements of flood control work which protect the 
cities of Brownsville, Harlingen, Mercedes, Hidalgo, and 
Weslaco, Tex. 


2. Tijuana River flood control project.—Construction 
of U.S. improvements required for flood control in the 


Tijuana River Valley in California and Baja, Calif., will 
be completed in 1980. 

3. 1970 boundary treaty projects.—Work will continue 
to provide for boundary preservation works, and for 
protection of the boundary against encroachments. 

4. Rio Grande canalization project.—Modification of 
this existing project will be completed in 1980 in order 
to safeguard from floods the urban development that 
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INTERNATIONAL BOUNDARY AND WATER CoMMISSION, UNITED 
States AND Mexico—Continued 
CONSTRUCTION—Continued 
has taken place since construction of the project in 
1943. 

5. Amistad Dam powerplant.—Power facilities are to 
be built on the U.S. side of the dam, on a self-liquidat- 
ing basis as required by the act. The recently completed 
contract for the sale of power from Amistad and the 
existing Falcon powerplant will retire the U.S. invest- 
ment allocated to power plus interest over a 50-year 
period and will cover the annual costs of operation and 
maintenance and equipment replacement. 

6. Nogales international waste-water treatment 
plant.—Improvements to the existing facility are re- 
quired to meet current EPA standards. The project im- 
provements are to be initiated in 1980 and are sched- 
uled to be completed in 1981. 


Object Classification (in thousands of dollars) 


Identification code 19-1078-0-1-301 





1979 actual 1980 est. 1981 est. 








INTERNATIONAL COMMISSION 


Personnel compensation: 
Permanent positions. 
Positions other than permanent 
Other personnel compensation 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons... 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction ve 
Other services 
Supplies and materials 
1,100 
Lands and structures... 17,447 
Claims and indemnities 





Total obligations, International Com- 
mission 


ALLOCATION TO DEFENSE—CIVIL, ARMY 


Personnel compensation: Permanent posi- 
tions 

Personnel benefits: Civilian 

Travel and transportation of persons 

Communications, utilities, and other rent.... 

Other services 

Supplies and materials 











Total obligations, Defense—Civil, 








Total obligations 19,983 





Personnel Summary 





INTERNATIONAL COMMISSION 
Total number of permanent positions 27 
Total compensable workyears 22 
Full-time equivalent of other positions (1) (2) 
Full-time equivalent of overtime and holiday 
(5) 
Average grade, grades established by the Secretary 
of State, equivalent to GS grades H 9.02 9.02 
Average salary, grades established by the Secretary 


of State, equivalent to GS grades 
Average salary of ungraded positions 


ALLOCATION TO DEFENSE—CIVIL, ARMY 
Total number of permanent positions 


$16,536 
$11,398 


$18,550 
$11,398 


$18,550 
$11,398 | 


Total compensable workyears. 10 20 
Full-time equivalent of other positions ( (0) (0) 
Full-time equivalent of overtime and holiday 

( (0) 

Average GS grade 10.00 10.00 

Average GS salary $24,894 $24,894 





AMERICAN SECTIONS, INTERNATIONAL COMMISSIONS 


For necessary expenses, not otherwise provided for, [$3,200,000] 
$3,198,000; for the International Joint Commission, including salaries 
and expenses of the Commissioners on the part of the United States 
who shall serve at the pleasure of the President; salaries of clerks and 
other employees appointed by the Commissioners on the part of the 
United States with the approval solely of the Secretary of State; 
travel expenses and compensation of witnesses; not to exceed $2,500 
for representation and official entertainment; and the International 
Boundary Commission, for necessary expenses, not otherwise provided 
for, including the completion of such remaining work as may be 
required under the award of the Alaskan Boundary Tribunal and 
existing treaties between the United States and Great Britain and 
Canada. (Department of State Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 19-1082-0-1-301 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. International Boundary Commission 490 580 
2. International Joint Commission: 
1,441 1,686 
(b) Special and technical investigations 
by Geological Survey 405 
(c) New referral startup fund 600 


10.00 Total obligations f 3,271 


Financing: 
25.00 Unobligated balance lapsing 
Budget authority 





Budget authority: 
40.00 Appropriation 
46.20 Transfers in for civilian pay raises 





Relation of obligations to outlays: 
Obligations incurred, net 3,271 
Obligated balance, start of year ach 786 
Obligated balance, end of year ie —1,223 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 Outlays, excluding pay raise supple- 
2,767 
91.20 Outlays from civilian pay raise sup- 


plemental 67 





These funds are used for payment of the U.S. share of 
the expenses of: 

1. International Boundary Commission.—The Com- 
mission, in accordance with existing treaties, maintains 
the physical boundary between the United States and 
Canada by surveying, inspecting and clearing the 
boundary and repairing or replacing markers as neces- 
sary. The 1981 activities will focus on: (1) inspecting and 
clearing the remaining 38 miles of the 77.6 mile North 
Line in Maine; (2) inspecting and clearing an additional 
33 miles of boundary along the 141st Meridian in the 
Yukon Territory, Alaska; and (3) completing the com- 
puterization of IBC survey data (approximately 7,500 
points) for inclusion in the U.S. National Geodetic Sur- 
vey’s 1983 Adjustment Report. 

2. International Joint Commission.—Pursuant to the 
Boundary Waters Treaty of 1909 the Commission ap- 
proves, regulates, and monitors structures in boundary 


21.0 
22.0 
23.2 
24.0 
25.0 
26.0 
31.0 
41.0 


99.0 


Total n 
Total c 
Full- 
Full- 
h 
Averag 
of § 





DEPARTMENT OF STATE 


waters and transboundary streams; investigates matters 
referred to it by the Governments of the United States 
and Canada that principally include transboundary 
water quality; and continues ongoing surveillance at 
the request of the two Governments. The most impor- 
tant mission is permanent surveillance of Great Lakes 
Water Quality Agreement compliance. During 1981 the 
Commission will continue regulation of 13 structures, 
investigation of approximately six matters referred to it 
(including in particular those undertaken pursuant to 
the 1978 Great Lakes Water Quality Agreement and 
references dealing with the regulation of Great Lakes 
levels) and ongoing surveillance in approximately seven 
cases. Completion of two investigations is expected. 
Annual, special or final reports on several other mat- 
ters are expected as are new referrals for study. 


Object Classification (in thousands of dollars) 





identification code. 19-1082-0-1-301 1979 actual 1980 est. 1981 est. 





DEPARTMENT OF STATE 


Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 





Total personnel compensation 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials .. 
Equipment 
Grants, subsidies, and contributions 


Total 





obligations, Department of 
t 








ALLOCATION TO DEPARTMENT OF THE INTERIOR: 
GEOLOGICAL SURVEY 


Personnel compensation: 
Permanent positions 
Positions other than permanent. 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials . 


41.0 — Grants, subsidies, and contributions 
Total obligations, Geological Survey ... 


99.0 Total obligations 


Personnel Summary 


DEPARTMENT OF STATE 


Total number of permanent positions 32 
Total compensable workyears 35 
Full-time equivalent of other positions................. 16 

Full-time equivalent of overtime and holiday 
(0) (0) 


11.83 11.87 


Average grade, grades established by the Secretary 
of State, equivalent to GS grades 
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Average salary, grades established by the Secretary 


of State, equivalent to GS grades $28,234 $30,891 $31,508 





ALLOCATION TO DEPARTMENT OF THE INTERIOR: 
GEOLOGICAL SURVEY 


Total number of permanent positions ll ll 
Total compensable workyears 13 13 
Full-time equivalent of other positions... (2) (2) 
Full-time equivalent of overtime and holiday 
(0) (0) 
10.14 10.84 
$23,628 $24,154 


Average GS grade... 


Average GS salary $22,941 





iltcieeememmeanal 


INTERNATIONAL FISHERIES COMMISSIONS* 

* See Part III for additional information. 

For necessary expenses for international fisheries commissions, not 
otherwise provided for, [$7,500,000] $8,286,000: Provided, That the 
United States share of such expenses may be advanced to the respec- 
tive commissions. (Department of State Appropriation Act, 1980; addi- 
tional authorizing legislation to be proposed for $286,000.) 


Program and Financing (in thousands of dollars) 





Identification code 19-1087-0-1-302 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. International Pacific Halibut Commis- 


2. International Pacific Salmon Fisheries 
Commission 


6. Great Lakes Fishery Commission 

7. North Pacific Fur Seal Commission 

8. International Commission for the Con- 
servation of Atlantic Tunas 

9. Northwest Atlantic Fisheries Organiza- 


tion 
10. U.S.-Canada East Coast Fisheries Com- 


11. International Council for the Explora- 
tion of the Sea 
12. Expenses of the U.S. Commissioners .... 





10.00 Total obligations 
Financing: 
25.00 Unobligated balance lapsing 


40.00 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year... 
74.40 Obligated balance, end of year ~9 
77.00 Adjustments in expired accounts 5 


90.00 Nos sessiisicccccrceeercres : 6,462 


These funds are used for payment of the U.S. share of 
the expenses of ten international fisheries commissions, 
one international sea council, and the expenses of the 
respective commissioners. The commissions either con- 
duct or plan and coordinate studies to determine meas- 
ures necessary for the preservation and expansion of 
the productivity of fishery stocks. In addition, the Hali- 
but and Salmon Commissions regulate their respective 
fisheries, the Great Lakes Fishery Commission carries 
on a program of lamprey eradication and control, and 
all the commissions are authorized to recommend con- 
servation measures to the member governments. The 
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General and special funds—Continued 
INTERNATIONAL FISHERIES COMMISSIONS—Continued 


sea council proposes and organizes fishery and oceano- 
graphic investigations and disseminates the results to 
the member governments. 


Object Classification (in thousands of dollars) 





Identification code 19-1087-0-1-302 


21.0 
41.0 


99.0 


1979 actual 1980 est. 1981 est. 





Travel and transportation of persons 17 23 44 
Grants, subsidies, and contributions 6,447 7,477 8,242 


6,464 7,500 8,286 





Total obligations 





Federal Funds 
General and special funds: 
MIGRATION AND REFUGEE ASSISTANCE 


For expenses, not otherwise provided for, necessary to enable the 
Secretary of State to provide, as authorized by law, a contribution to 
the International Committee of the Red Cross and assistance to refu- 
gees, including contributions to international organizations; salaries 
and expenses of personnel and dependents as authorized by the For- 
eign Service Act of 1946, as amended (22 U.S.C. 801-1160); allowances 
as authorized by 5 U.S.C. 5921-5925; hire of passenger motor vehicles; 
and services as authorized by 5 U.S.C. 3109; $552,298,000: Provided, 
That these funds shall be administered in a manner that insures 
equity in the treatment of all refugees receiving Federal assistance: 
Provided further, That no funds herein appropriated shall be used to 
assist directly in the migration to the United States of any person not 
having a security clearance based on reasonable standards to insure 
against Communist infiltration in the United States. (Additional au- 
thorizing legislation to be proposed for $94,500,000.) 

Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 


are based on House and Senate action on H.R. 4473, Foreign Assistance and Related Pro- 
grams Appropriations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 19-1143-0-1-151 1979 actual 1980 est. 1981 est. 





Program by activities: 

1. Indochinese refugee program 

2. Soviet, Eastern European, and other ref- 
ugees program 

3. Soviet and Eastern European refugees 
resettling in Israel 

4. African refugee program 

5. Middle East and other areas refugee 
program §25 580 

6. Latin American refugee program 800 870 

7. Intergovernmental Committee for Euro- 
pean Migration/International Committee 
of the Red Cross. 

8. Administrative expenses 


108,764 344,844 323,180 


48,522 49,824 73,108 
25,000 


7,225 


25,000 
25,000 


25,000 
94,000 


65,000 
1,000 


4,900 
3,052 


198,788 


5,120 
5,003. 


456,241 


6,000 
5,010 


552,298 





10.00 Total obligations 
Financing: 
25.00 Unobligated balance lapsing 


Budget authority 


1,701 
200,489 





456,241 552,298 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 


220,489 
— 20,000 


200,489 


456,241 552,298 





Appropriation (adjusted) 456,241 552,298 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year... 
74.40 (Coligated balance, end of year 


198,788 
13,014 
— 60,138 


456,241 
60,138 
—11,126 


552,298 
77,126 
— 111,495 


77.00 Adjustments in expired accounts 
90.00 °151,704 


Note.—Includes $76,000 thousand in 1981 for activities previously financed from: 
{in thousands of dollars} 


Outlays 439,253 517,929 





1979 actual 1980 estimate 
52,000 52,000 
5,000... 


International organizations and programs 
International disaster assistance 


Security supporting assistance 28900 23,000 


1. Indochinese refugee program.—The 1981 estimate 
provides for the care and maintenance of refugees in 
Southeast Asia and assumes the resettlement of 168,000 
Indochinese refugees in the United States. 

2. Soviet, Eastern European, and other refugees pro- 
gram.—The United States funds the care and mainte- 
nance of Soviet and Eastern European refugees in 
Europe through various private American voluntary 
agencies. The 1981 estimate assumes that 54,000 Soviet 
and Eastern European refugees will be resettled in the 
United States. 

4, African refugee program.—The U.S. contribution to 
the programs of various international organizations 
assist in the care of refugees and displaced persons 
throughout the African continent. In 1981, special pro- 
jects assistance will be funded through voluntary agen- 
cies designed to aid refugees not reached by multilater- 
al programs. 

5. Middle East and other areas refugee program.— 
Contributions to the United Nations Relief and Works 
Agency and other international organizations provide 
food, health and educational assistance to refugees in 
the Middle East and other areas. 


Object Classification (in thousands of dollars) 


Wenticatin code 19-1143-0-1-151 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 
Positions other than permanent sli 
Other personnel compensation 7 
Special personal services payments 46 


Total personnel compensation 2,054 
Personnel benefits: Civilian a 293 
Travel and transportation of persons........... 425 
Transportation of things 80 
Communications, utilities, and other rent... 144 
Printing and reproduction 22 9 
Other services 
Supplies and materials sei 
Equipment sits 66 
Grants, subsidies, and contributions 195,736 451,238 


198,788 456,241 


1,968 
33 


547,288 


Total obligations 552,298 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


8.45 


9.26 
$15,854 


$17,603 


Average GS grade... 
Average GS salary 
Average grade and salary rates established by the 
Foreign Service Act of 1946 (22 U.S.C. 801- 
1160): 
Average grade: 
Foreign Service officer 
Foreign Service reserve... 
Foreign Service staff 
Average salary: 
Foreign Service officer 


3.62 3.62 
3.80 3.80 
9.17 5.17 


$43,247 $43,679 


3.62 
3.90 
6.90 


$40,417 





DEPARTMENT OF STATE 


$41,572 
$18,441 
$30,712 


$44,483 
$17,403 
$30,987 


Foreign Service reserve... 
Foreign Service staff 
Average salary in foreign countries (local rates) . 


$44,927 
$17,577 
$31,297 





Unitep STATES EMERGENCY REFUGEE AND MIGRATION ASSISTANCE 
FuND 


For necessary expenses to carry out the provisions of section 2c) of 
the Migration and Refugee Assistance Act of 1962, as amended (22 
U.S.C. 2601(c)), $15,000,000, to remain available until expended. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 
are based on House action on H.R. 4473, Foreign Assistance and Related Programs Appropri- 
ations Act, 1980. 


Program and Financing (in thousands of dollars) 


Kdentification code 11-0040-0-1-151 1979 actual 1980 est. 


1981 est. 
Program by activities: 


10.00 Emergency activities (object class 41.0) 22,765 22,494 15,000 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


40.00 


~3,560 
a ne See 


26,700 40,000 


—1,494 — 25,000 


__ %,000 
15,000 


Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 


22,165 
1,585 
_ = 9,937 


14,414 


22,494 
9,937 
—3,431 


29,000 


15,000 
3,431 


Outlays 





The Emergency refugee and migration assistance 
fund enables the President to provide emergency assist- 
ance for unexpected, urgent refugee and migration 
needs including the admission of “emergency situation” 
refugees. 


Unitep STATES-YUGOSLAVIA BILATERAL SCIENCE AND TECHNOLOGY 
AGREEMENT 


For expenses, not otherwise provided for, to enable the United 
States to participate in a program of scientific and technological 
cooperation with Yugoslavia, [$500,000] $1,400,000, to remain availa- 
ble until expended. (Department of State Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 19-1151-0-1-153 


1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 U.S. Government participation (costs—ob- 
ligations) (object class 41.0) 


Financing: 
40.00 Budget authority (appropriation) 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





These funds will pay the U.S. share of expenses asso- 
ciated with funding selected science and technology 
project through a joint fund with Yugoslavia. Projects 
selected by the managing United States-Yugoslavia 
Joint Board are usually in the areas of agriculture, 
energy, ecology, technology, health, and transportation. 
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SPECIAL ASSISTANCE TO REFUGEES From CAMBODIA AND VIETNAM 


Program and Financing (in thousands of dollars) 


1979 actual 1980 est. 1981 est 


Identification code 19-1144-0-1-604 


Relation of obligations to outlays: 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts... 


90.00 





Outlays 

This program was terminated on June 30, 1976. The 
expenditure of remaining funds is dependent upon the 
resolution of several court cases that are expected to be 
completed in 1980. 


EIGHTH PAN AMERICAN GAMES 


Program and Financing (in thousands of dollars) 


Identification code 19-1150-0-1-154 1979 actual 1980 est 


1981 est. 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


This appropriation provided for the U.S. Govern- 
ment’s contribution for expenses associated with the 
Eighth Pan American Games held in San Juan, P.R., in 
1979. 


PAYMENT TO THE REPUBLIC OF PANAMA 


Program and Financing (in thousands of dollars) 


Identification code 19-2026-0-1-153 


1981 est 


1979 actual 1980 est. 





Program by activities: 
10.00 Payment to the Republic of Panama (obli- 
gations) (object class 41.0) 


Financing: 
60.00 Budget authority (appropriation) (per- 
manent) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 





Outlays 





The Panama Canal treaties ratified by the Senate on 
March 16 and April 18, 1978, provided for the elimina- 
tion of the payment required by the Treaty of Mutual 
Understanding and Cooperation of 1955. 


INTERNATIONAL CENTER, WASHINGTON, D.C. 


Program and Financing (in thousands of dollars) 


1981 est 


Identification code 19-5151-0-2-153 


1979 actual 1980 est. 


Program by activities: 
10.00 Site preparation (object class 32.0) (allo- 
cation to General Services Administra- 
187 250 


Financing: 


21.40 Unobligated balance available, start of year —44] —255 
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General and special funds—Continued 
INTERNATIONAL CENTER, WASHINGTON, D.C.—Continued 


Program and Financing (in thousands of dollars) Continued 





Identification code 19-5151-0-2-153 - 
24.40 Unobligated balance available, end of year.. 255 127 77 
60.00 


1979 actual 1980 est 1981 est. 








Budget authority (appropriation) 
(permanent, indefinite, special 
122 1,257 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 250 1,307 
72.40 Obligated balance, start of year... 159 2 
74.40 Obligate balance, end of year —2 —2 


90.00 Outlays 407 1,307 








Property owned by the United States in the north- 
west section of the District of Columbia bounded by 
Connecticut Avenue, Van Ness Street, Reno Road, and 
Tilden Street will be leased to foreign governments for 
use as embassies (82 Stat. 958). A special appropriation 
in 1974 is allocated to the General Services Administra- 
tion as required to cover the first stage of site prepara- 
tion. The remainder of the site preparation will be fi- 
nanced from proceeds. 


GENERAL PROVISIONS—DEPARTMENT OF 
STATE 


Sec. 101. None of the funds appropriated in this title shall be used 
(1) to pay the United States contribution to any international organi- 
zation which engages in the direct or indirect promotion of the princi- 
ple or doctrine of one world government or one world citizenship; (2) 
for the promotion, direct or indirect, of the principle or doctrine of 
one world government or one world citizenship. 


Sec. 102. Funds appropriated under this title shall be available for 
expenses of binational arbitrations arising under treaties or other 
international agreements, including international air transport agree- 
ments, and arbitrations arising under contracts authorized by law for 
the performance of services or acquisition of property abroad. 

Sec. 103. Funds appropriated under this title shall be available, 
except as otherwise provided, for salaries and expenses of personnel 
and dependents as authorized by the Foreign Service Act of 1946, as 
amended (22 U.S.C. 801-1158); allowances as authorized by 5 U.S.C. 
5921-5925; services as authorized by 5 U.S.C. 3109; expenses as auv- 
thorized by section 2 (a), (c) and (e) of the Act of August 1, 1956, as 
amended (22 U.S.C. 2669); and hire of passenger or freight transporta- 
tion. 

Sec. 104. Obligated balances in the account under the heading “Mis. 
sions to international organizations” may be transferred to and 
merged with the accounts under the headings “Salaries and ex. 
penses”’, “Representation allowances”, and “International conferences 
and contingencies,” in amounts determined by the Director of the 
Office of Management and Budget (Department of State Appropriation 
Act, 1980.) 


TITLE VI—GENERAL PROVISIONS 


Sec. 601. No part of any appropriation contained in this Act shall 
be used for publicity or propaganda purposes not authorized by the 
Congress. 

Sec. 602. No part of any appropriation contained in this Act shall 
be used to administer any program which is funded in whole or in 
part from foreign currencies or credits for which a specific dollar 
appropriation therefor has not been made. 

Sec. 603. No part of any appropriation contained in this Act shall 
remain available for obligation beyond the current fiscal year unless 
expressly so provided herein. 

Src. 604. None of the funds appropriated or otherwise made availa- 
ble by this Act shall be available for the Advisory Committee on the 
Bureau of the Census or for any other advisory committee to the 
Department of Commerce which would perform similar duties and 
responsibilities, other than a committee which has, before July 1, 
1978, filed a charter in accordance with section 9 of the. Federal 
Advisory Committee Act. (Department of State Appropriation Act, 
1980.) 





DEPARTMENT OF TRANSPORTATION 


OFFICE OF THE SECRETARY 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 
For necessary expenses of the Office of the Secretary of Transporta- 
tion, including not to exceed $27,000 for allocation within the Depart- 
ment of official reception and representation expenses as the Secre- 


tary may determine [$34,768,000] $36,800,000. (Department of Trans- 
portation and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


\dentitication code 69-0102-0-1-407 1979 actual 


1980 est 1981 est. 
Program by activities: 
Direct program: 
General administration (program costs, 
funded) 
Change in selected resources (undelivered 
orders) 


31,694 32,575 
—1,159 


30,535 





Total direct obligations 








Reimbursable program (program costs, 
funded) 2,312 

Change in selected resources (undelivered 
orders) 406 
218 
33,253 


4,200 
36,775 


Total reimbursable obligations 





10.00 Total obligations 


Financing: 

Offsetting collections from: Federal funds ... 

Recovery of prior year obligations 

Unobligated balance available, start of year 

Unobligated balance transferred from other 
accounts —63 

Unobligated balance available, end of year. 75 

Unobligated balance lapsing 848 


Budget authority 31,319 


11.00 
17.00 
21.40 
22.40 


—2,718  —4,200 
4 

—1) 

24.40 

25.00 








Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 
44.20 


33,750 
—2,431 


31,319 


34,768 
— 3,868 


Appropriation (adjusted) 30,900 
Supplemental for civilian pay 


1,600 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 
91.20 


30,532 
4,765 
—4,187 


32,575 
4,187 
—3,612 





Outlays, excluding pay raise supple- 
31,600 
Outlays from civilian pay raise sup- 


plemental 1,550 





This appropriation finances the costs of policy devel- 
opment and central supervisory and coordinating func- 
tions necessary for the overall planning and direction of 
the Department. It covers the immediate secretarial 
offices as well as those of the assistant secretaries and 
the general counsel. Also covered are staff assistance 
and supervision of general management and adminis- 
tration in the Department. 


Object Classification (in thousands of dollars) 
Identification code 69-0102-0-1-407 


Direct obligations: 
Personnel compensation: 
Permanent positions 18,089 18,831 20,252 
Positions other than permanent 945 1,003 1,239 
Other personnel compensation 158 44] 489 
Special personal services payments 87 189 189 


Total personnel compensation 19,279 20,464 22,169 
Personnel benefits: Civilian 1,814 1,878 2,029 
Travel and transportation of persons. 549 730 
Transportation of things 31 35 
Standard level user charges 2,432 2,688 
Communications, utilities, and other rent... 1,515 1,742 
Printing and reproduction 1,195 1,436 
Other services 4,053 5,419 
Supplies and materials .... 256 306 
Equipment 202 246 


32,575 36,800 





1979 actual 1980 est. 1981 est. 











Total direct obligations 





Reimbursable obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 


1,384 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons. 
Standard level user charges 
Communications, utilities, and other rent... 
Other services : 
Supplies and materials 





Total reimbursable obligations 2,718 


33,253 








Total obligations 36,775 





Personnel Summary 





Direct: 
Total number of permanent positions 613 
Total compensable workyears 644 710 
Full-time equivalent of other positions (77) (95) 
Full-time equivalent of overtime and holiday 
(9) (10) 
$49,925 $50,050 
11.47 11.46 
$30,403 $30,780 


( 
$46,670 
11.19 
$27,742 


Average ES salary 
Average GS grade 
Average GS salary 








Reimbursable: 
Total number of permanent positions 56 56 
Total compensable workyears 49 53 

Full-time equivalent of other positions (4) (3) 
Full-time equivalent of overtime and holiday 

(2) 

Average ES salary 

Average GS grade 

Average GS salary 


10.76 


: 11.04 
$23,245 


$25,806 $26,042 





TRANSPORTATION PLANNING, RESEARCH, AND DEVELOPMENT* 
*See Part III for additional information. 
For necessary expenses for conducting transportation planning, re- 
search, and development activites, including the collection of national 
transportation statistics, to remain available until expended, 


[$9,075,000] $73,000,000. (Department of Transportation and Related 
Agencies Appropriation Act, 1980.) 
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TRANSPORTATION PLANNING, RESEARCH, AND DEVELOPMENT— 
Continued 


Program and .Financing (in thousands of dollars) 





Identification code 69-0142-0-1-407 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Transportation policy and planning 
2. Transportation systems development 
and technology 
3. Special programs 





Total direct program costs, funded 18,780 
Change in selected resources (undelivered 


orders) —6,426 


12,353 





Total direct obligations 








Reimbursable program (program costs, 
funded) 1,049 
Change in selected resources (undelivered 


orders) —187 


Total reimbursable obligations 862 
13,215 











10.00 Total obligations 


Financing: 
Offsetting collections from: Federal funds... 
Recovery of prior year obligations 
Unobligated balance available, start of year 
Unobligated balance available, end of year. 


— 862 
—651 
—1,647 
2,395 


12,450 


11.00 
17.00 
21.40 
24.40 


40.00 





Budget authority (appropriation) .. 13,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


13,000 
9,400 
—7,400 


15,000 


18,904 





Outlays 16,676 16,000 





This appropriation finances those research activities 
and studies concerned with planning, analysis, and in- 
formation development needed to support the Secre- 
tary’s responsibilities in the formulation of national 
transportation policies. 

The program is carried out primarily through con- 
tracts with other Federal agencies, educational institu- 
tions, nonprofit research organizations, and private 
firms. 

1. Transportation policy and planning.—This research 
provides the foundation for development of transporta- 
tion policy, for coordination of national level transpor- 
tation planning, and for dealing with such difficult 
issues as regulatory modernization, energy conserva- 
tion, environmental and safety impacts of transporta- 
tion. 

3. Special programs.—Projects provide technical stud- 
ies and other data in support of the Secretary’s deci- 
sions involving State and local level planning, consumer 
affairs, technology sharing, and evaluation of depart- 
mental programs. 


Object Classification (in thousands of dollars) 


Identification code 69-0142-0-1-407 1979 ne 1980 est. 


1981 est. 


Direct obligations: 
Personnel compensation: 
11.1 Permanent positions 1,751 1,793 
11.3 Positions other than permanent 194 121 
11.5 Other personnel compensation 22 22 
Special personal services benefits 102 102 


2,069 2,038 





Total personnel compensation 
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Personnel benefits: Civilian 163 174 
Travel and transportation of persons 145 

Standard level user charges 180 
Communications, utilities, and other rent... 

Printing and reproduction 

Other services 

Supplies and materials .. 

Equipment 


Total direct obligations 
Reimbursable obligations: 


25.0 Other services 


99.0 Total obligations 








Total number of permanent positions 

Total compensable workyears. 61 
Full-time equivalent of other positions (14) 
Full-time equivalent of overtime and holiday 


(1) (1) 
$47,500 $50,112 
12.50 12.70 
$33,343 $36,461 


Average ES salary 
Average GS grade 
Average GS salary 


12.70 
$37,377 





TRANSPORTATION RESEARCH ACTIVITIES OVERSEAS 
(SPECIAL FOREIGN -CURRENCY PROGRAM) 


Program and Financing (in thousands of dollars) 


Identification code 69-0105-0-1-407 


1979 actual 1980 est. 1981 est. 
Program by activities: 
Overseas research 
funded) 
Change in selected resources (undelivered 
orders) 


(program costs, 


10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of year 
23.40 Unobligated balance transferred to other 
accounts 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 





Foreign currencies in excess of the normal require- 
ments of the United States have been made available in 
prior years for research in foreign countries. 


* Intragovernmental funds: 


[Limitation ON] WorkinG CapitTat FunpD 


[Necessary expenses for operating costs and capital outlays of the 
Department of Transportation Working Capital Fund not to exceed 
$64,383,000 shall be paid, in accordance with law, from appropriations 
made available by this Act and prior appropriation Acts to the De 
partment of Transportation together with advances and reimburse- 
ments received by the Department of Transportation.] (Department 
of Transportation and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 69-4520-0-4-407 


1979 actual 1980 est. 


1981 est. 
Program by activities: 
Operating costs, funded: 
1. Publishing and graphics activities: 
(a) Direct operating costs 20,593 


14,405 17,831 





20,593 


DEPARTMENT OF TRANSPORTATIO 


(b) Overhead costs 520 456 827 
2. Support services activities: 

(a) Direct operating costs 3,686 4,519 4,861 

(b) Overhead costs 574 284 250 
3. Library services: 

(a) Direct operating costs 2,102 2,279 2,406 

(b) Overhead costs 126 42 68 
4. Transportation computer activities: 

(a) Direct operating costs 20,206 30,480 30,895 

(b) Overhead costs 359 95 


59.998 


Total operating costs : 56,25 


Capital investment, funded: Purchase of 
equipment: 
1. Publishing and graphics activities 644 
2. Support services activities 89 
3. Library services 20 
4. Transportation computer activities 8,145 


Total capital investment 





Total program costs, funded 
Change in selected resources (stores, 
work-in-process, and undelivered 
orders) 


10.00 Total obligations 65,148 


Financing: 

11.00 Offsetting collections from: Federal funds: 
Publishing and graphics activities 
Support services activities 
Library services 
Transportation computer activities 
Unfilled customers’ orders 

21.98 Unobligated balance available, start of year 

24.98 Unobligated balance available, end of year.. 


Budget authority 


— 18,812 
—4,758 
—2,315 

— 30,214 
— 1,343 

— 10,238 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obligations, start 


72.98 Obligated balance, start of year 
74.10 Receivables in excess of obligations, end of 


74.98 
90.00 


The Working capital fund finances common adminis- 
trative services that are centrally performed in the in- 
terest of economy and efficiency in the Department. 


Services rendered are charged for at rates that return 
in full all operating expenses, including a normal re- 
serve for accrued annual leave and depreciation of 
equipment. The fund is reimbursed in advance by the 
operating administrations and offices being served. 


The activities of the Working capital fund have been 
consolidated as follows: 


1. Publishing and graphics activities include publish- 
ing and graphic programs; still photographic services; 
and visuals services. 

2. Support services activities include travel services 
and imprest fund; central employment information; 
warehouse management; parking management; chauf- 
feur services; mail and messenger service; management 
information center; and facilities management. 


3. Library services include information retrieval serv- 
ices. 
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4. Transportation computer activities include comput- 
er time-sharing services and the transportation comput- 
er center. 


Revenue and Expense (in thousands of dollars) 


1981 est 


1979 actual 1980 est 


Publishing and graphics activities: 


14,882 18,812 21,241 


Net operating income 
Support services activities: 


Revenue 


Net operating income 





Library services: 
Revenue 





Net operating income 








Transportation computer activities: 
20,242 
— 20,242 





Net operating income 





Net income or loss for the year 


Financial Condition (in thousands of dollars) 


1978 actual 





1979 actual 1980 est. 1981 est 


Assets: 
Fund balance with Treasury 5,020 6,520 7,720 
Accounts receivable (net) , 8,026 1,800 1,600 
Inventories. 29 30 30 
Real property and 


723 7,506 6,366 
2,613 2,625 2,620 


16,411 18,481 18,336 











Liabilities: 
Accounts payable and funded ac- 
crued liabilities ; 1,720 
Advances received 650 
Other liabilities 438 


Total liabilities __ 28 2,808 





Government equity: 
Unexpended budget authority: 
Unobligated balance 10,470 10,238 
Undelivered orders 5,871 9,933 
Unfinanced budget authority: Un- 
filled customers’ orders — 5,871 — 9,933 
Invested capital 3,177 3,365 


13,647 13,603 





Total Government equity 
Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 
Transaction: Increase in current assets (net) . 
Decrease in current assets (net) 


13,647 





Retained income or deficit: Transaction: 
Increase in inventory and property valuation ... 
Decrease in inventory and property valuation .. 


Total Government equity (end of year) .. 13,603 


12,880 
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[Limrration on] Workine Capitat Funp—Continued 


Object Classification (in thousands of dollars) 








Identification code 69-4520-0-4-407 ~ 1979 actual 


1980 est. 


1981 est. 





Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons. 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 


Total obligations 


Personnel Summary 


10,223 
285 
433 


10,941 
903 
118 

6 
1,955 
4,210 

125 
35,960 
2,500 
8,430 


65,148 


10,846 
305 
394 

11,545 
908 


128 

6 
1,825 
4,350 
140 
38,193 
2,900 
258 


60,253 





Total number of permanent positions 381 
Total compensable workyears. 417 
Full-time equivalent of other positions (15) 
Full-time equivalent of overtime and holiday 
(21) 


Average GS grade.. 7.39 


Average GS salary $15,317 
Average salary of ungraded positions $16,655 


COAST GUARD 


511 
583 
(42) 


(30) 

7.63 
$16,245 
$17,824 


dll 
983 
(42) 


(30) 

7.63 
$16,245 
$17,824 


The following table depicts funding for all Coast 
Guard programs for which detail is furnished in the 


budget schedules: 

{In millions of dollars) 

Budget authority: 1979 
Operating expenses 987.5 
Acquisition, construction and improvements 286.6 

14.9 
177.5 
Reserve training 
Research, development, test and evaluation 
State boating safety assistance 
Pollution fund 
Offshore oil pollution compensation fund... 
Coast Guard supply fund 


1981 
1,181.9 
324.4 
16.2 
232.0 
45.0 





Subtotal net 
Proposed legislation: 
Pollution fund 
Offshore oil pollution compensation fund 





Total net 








Program level: 
Operating expenses 
Acquisition, construction, and improvements 
Alteration of bridges 


Reserve training 

Research, development, test, and evaluation 
State boating safety assistance 

Pollution fund 

Offshore oil pollution compensation fund.... 
Coast Guard supply fund * 

Coast Guard yard fund + 

Trust funds * 


Subtotal net 
Proposed legislation: 
Pollution fund 


—14.0 


1,817.6 


Offshore oil pollution compensation fund 


Total net ae 1,785.0 


Total obligations before offsetting collections. 


Federal Funds 
General and special funds: 
OPERATING EXPENSES* 
*See Part III for additional information. 


For necessary expenses for the operation and maintenance of the 
Coast Guard, not otherwise provided for; purchase of not to exceed 
[eleven] eight passenger motor vehicles, seven for replacement 
[only] and one new passenger motor vehicle (ambulance); and recrea- 
tion and welfare; [[$1,042,585,000] $1,182,112,000 of which 
[$224,218] $232,935 shall be applied to Capehart Housing debt reduc- 
tion: Provided, That the number of aircraft on hand at any one time 
shall not exceed one hundred and [seventy-nine] eighty exclusive of 
planes and parts stored to meet future attrition: Provided further, 
That none of the funds appropriated in this or any other Act shall be 
available for pay or administrative expenses in connection with ship- 
ping commissioners in the United States. (10 U.S.C. 101 et seq.; 16 
U.S.C. 1882; 19 U.S.C. 261, 267, 1451; titles 14, 33, 37, and 46, United 
States Code; 49 U.S.C. 1651 et seq.; 50 U.S.C. 191, 194; Department of 
Transportation and Related Agencies Appropriation Act, 1980; addi- 
tional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 69-0201-0-1-403 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 

1. Search and rescue 
2. Aids to navigation... 
3. Marine safety 
4. Marine environmental protection 
5. Enforcement of laws and treaties 
6. Marine science and polar operations .. 
7. Military readiness 


278,981 
252,642 
132,092 
68,462 
165,929 
46,858 
41,532 


986,496 


303,638 
274,020 302,943 
144,076 159,747 
75,280 83,579 
179,965 200,437 
50,839 56,641 
45,043 50,138 


1,072,861 1,181,878 


328,393 


Total direct program costs 
Unfunded adjustments to direct program 
costs: Property transferred in without 
—3,000 


1,069,861 


— 3,000 


Total direct program costs, funded .... 983,496 1,178,878 
Change in selected resources (undelivered 


orders and stores) 3,000 3,000 


986,496 1,072,861 —_1,181,878 
22,695 25,000 17,500 


1,009,191 1,097,861 1,199,378 


Total direct obligations 
Reimbursable program 


10.00 Total obligations 
Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
25.00 Unobligated balance lapsing .. 


Budget authority 


—20,000  —14,000 


1,072,861 1,181,878 





Budget authority: 
40.00 Appropriation 
40.47 Portion applied to debt reduction... 
41.00 Transferred to other accounts 


43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian 


987,988 
—215 
—227 


987,546 


1,042,585 1,182,112 


—224 


1,042,361 


44,30 Supplemental for military 
raises 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
74.40 Obligated balance, end of year 


986,496 
146,900 
—144,407 


1,072,861 
144,407 
— 154,757 


1,181,878 
154,757 
— 174,954 


Privat 
Bridge 





DEPARTMENT OF TRANSPORTATION 


71.00 Adjustments in expired accounts 





90.00 
91.20 
91.30 


Outlays, excluding pay raise supple- 


980,780 1,032,060 1,161,632 


Outlays from civilian pay raise sup- 


Outlays from military pay raise sup- 
plemental 





Includes $7,162 thousand in 1981 for activities previously financed from: Department of Defense: Operation and 
maintenance, Navy. 
Includes $519 thousand in 1981 for activities previously financed from: Department of Defense: Other procurement, Navy. 


Funds for operating expenses represent 61% of the 
total Coast Guard request. To carry out its duties the 
Coast Guard employs multipurpose vessels, aircraft, 
and shore units, strategically located along the coasts 
and inland waterways of the United States and in se- 
lected areas overseas. 

1. Search and rescue.—The Coast Guard maintains a 
nationwide system of boats, aircraft, cutters, rescue co- 
ordination centers and other search and rescue facili- 
ties on 24-hour alert. Trained personnel are organized 
to receive notice of a distress incident, dispatch an ap- 
propriate search and rescue resource, and provide ap- 
propriate assistance on-scene to minimize loss of lives 
and property. In addition, the Coast Guard actively co- 
operates with other agencies and foreign nations to pro- 
vide more effective search and rescue in the maritime 
region. 

WORKLOAD DATA 


Responses to search and rescue cases serviced by 
Coast Guard regular forces or Coast Guard di- 
rected forces (auxiliary) 


1979 actual 1980 estimate 1981 estimate 
87,820 


4,520 


93,180 
4,860 
190,000 201,600 
$280,400 $284,900 $289,400 
2. Aids to navigation.—A network of manned and 
unmanned aids to navigation is maintained along our 
coasts and on our inland waterways to insure the safe 
passage of the mariner. Loran stations are operated in 
the United States and abroad to serve the needs of the 
armed services and marine and air commerce. Adminis- 
trative control is exercised over the construction, main- 
tenance, and operation of bridges across the navigable 
waters of the United States to insure that the safe 
passage of navigation is not unreasonably interfered 
with. Included in aids to navigation are the Coast 
Guard’s domestic ice operations which are performed by 
specially constructed icebreakers and cutters. 
WORKLOAD DATA 


1979 actual 
2,736 
19,800 
23,700 


Persons otherwise assisted 
Property loss prevented (in thousands) 


1981 estimate 
1,544 
20,600 
23,700 


1980 estimate 
Loran-A coverage (thousands of square miles) 2,7 
Loran-C coverage (thousands of square miles) 
Federal floating aids 
Federal fixed aids 24,300 24,300 24,300 
Private aids authorized 37,000 37,000 37,000 
Bridge permits and regulations issued 265 265 265 
Domestic icebreaking: 
Operating hours 11,653 10,500 
1,020 1,200 


Vessels assisted 

3. Marine safety.—The Coast Guard insures compli- 
ance with Federal statutes and regulations pertaining 
to the merchant marine industry by reviewing plans 
and specifications for the construction or alteration of 
merchant vessels; by periodic inspections; by investigat- 
Ing casualties; and by setting standards, procedures, 


20,600 
23,700 


11,000 
1,200 


ater Fonds—Conimed OST 
and practices under which merchant marine personnel 
are licensed and regulated. The Coast Guard reduces 
the risk of fatalities, injuries, and property damage as- 
sociated with the operation of recreational boats 
through a boat safety standards program, boater infor- 
mation, education and compliance programs, support of 
the Coast Guard Auxiliary, and technical support of the 
individual State boating safety programs. Also, under 
statutory requirements the Coast Guard must safeguard 
and secure U.S. ports and waterways against harm, and 
thereby improve their economic utilization and assure 
their availability in time of national emergency. 
WORKLOAD DATA 
Commercial vessel safety: 
U.S. commercial vessels undergoing construction, 1979 actual 1980 estimate 1981 estimate 
average monthly totals 7 775 800 
Seamen’s documents ie 47,259 47,098 
Marine incidents reported 12,738 12,935 
Seamen's records maintained... 100,000 100,000 
Admeasurement applications 11,500 11,850 
Vessel documentation applications 223,425 232,425 
U.S. commercial vessels inspected 11,000 11,194 
Foreign flag vessels subject to SOLAS and U.S. 
safety requirements examined 1,500 
Fixed offshore structures inspected... 2,200 
Uninspected vessel operations 1,200 18,677 
2,300 2,500 


Boating safety: 
Factory visits/inspections 
Defect campaigns 200 200 
Potential units affected 468,368 510,000 550,000 
Classroom instruction (student lessons in mil- 


10,786 


1,450 
2,300 
1,200 


2,000 
2,250 


1.40 
325,000 
19,000 
49,000 


1.45 
350,000 
20,000 
50,000 


68,400 
59,000 


2,300 
122,400 


1.30 
303,199 


Courtesy motorboat examinations (auxiliary) 
Assists (auxiliary) 
Boat boardings 
Port safety: 
Cargo vessels/barges boarded 
Waterfront facilities inspected 
Explosive loadings and other dangerous cargo 


66,400 
59,000 


2,300 


Harbor patrols (operating hours) 125,000 118,800 


4. Marine environmental protection.—Under various 
laws, international agreements, and conventions, the 
Coast Guard is charged with the prevention of damage 
to the marine environment and the enhancement of 
environmental quality. 

WORKLOAD DATA 


1979 actual 
6,200 
15,000 


Environmental protection: 
Aerial oil pollution patrols (flight hours) 
Oil and hazardous substances spills 
Number of pollution investigations 
District hearings 
Number of civil penalties 
Cargo transfer operations monitored.. 21,000 21,000 
Oil pollution removal operations 7,000 7,000 
Ocean dumping surveillance missions 600 200 


1980 estimate 
6,300 
16,000 
9,500 
1,200 
3,400 


1981 estimate 
6,300 
16,000 
9,500 
1,300 
3,400 


5. Enforcement of laws and treaties.—Maritime en- 
forcement of laws and treaties is accomplished by cut- 
ters and aircraft conducting patrols to enforce interna- 
tional agreements and Federal laws on the high seas 
and waters over which the U.S. exercises jurisdiction. 


WORKLOAD DATA 


1979 actual 
52,470 
108,000 


Cutter operating hours: 
Fisheries enforcement 
General law enforcement 

Aircraft flight hours: 
Fisheries enforcement 7,000 7,000 
General law enforcement... é 7,700 7,700 
Seizures—vessels 100 100 


1980 estimate 
60,000 
108,000 


1981 estimate 
60,000 
108,000 


6. Marine science and polar operations.—Marine sci- 
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90 


SeIZUFES—VESSEIS .........scvesscsssssssssesssssssssesssssesssecs 100 100 


6. Marine science and polar operations.—Marine sci- 
ence activities, which include the International Ice 
Patrol, are carried out on a cooperative basis with other 
Government agencies. Polar ice operations are per- 
formed by specially constructed icebreakers or ice- 
strengthened cutters which operate in support of Coast 
Guard programs, the requirements of other agencies, 
and in the facilitation of commerce. 


WORKLOAD DATA 





Marine science activities: 1979 actual 1980 estimate 1981 estimate 
Oceanographic Observations............sccsccssssesscessnees 2,550 2,500 2,500 
Ship operating hours: 

High endurance cutters saci 840 700 700 
FRU HOMIES SN ckasinscspstitcrtsSetesscassssseseseossess 2,070 2,500 2,500 
Aircraft hours (airborne radiation thermometer) .. 432 288 288 
National Oceanic and Atmospheric Administration 
Data Buoy Office support: 
Environmental buoys Serviced ..............ssssse00 27 30 30 
Cutter operating Gays ...........ssssesccssssesscsssneeees 247 239 240 
Polar ice operations: Deliveries by escorted cargo 
Ships: 
MOND OM NII 5 e.cassncoceeovvccosisonsvivcaicacctyssassnondtness 21,390 150,000 150,000 
Barrels of fuel (in thousands) ............-..ssseecseee 551 800 800 

International Ice Patrol: 

PUNRT EN THOUS osc n ess sSAR Rlesacecuvacsiceavs 579 400 400 
Ship operating MOUS ............ssssseecsssseccsssescsssesees 432 1,200 1,200 


7. Military readiness.—The Coast Guard operates as a 
service in the Navy in time of war or national emergen- 
cy at the direction of the President. During peacetime, 
an effective state of military preparedness is main- 
tained through individual and unit training, by joint 
naval training exercises, and by Coast Guard single and 
multiship operations. 


WORKLOAD DATA 





1979 actual 1980 estimate ‘1981 estimate 
Units trained by Coast Guard training teams............ 340 
Vessels participating in refresher training or shake- 

NOON CURIS cd sosdsidvssSutdeaccochccrsibsncstMlvatososenees 45 48 48 
PUNY ORVOORS Picclicrsasteriessvssoarsssbbevaxsscsenectscleaesswwvvennes 145 145 160 
Independent gunnery @XerCiSES................sssecssessseeees 515 550 550 
Other independent exercises.............c.ss0 15,650 18,000 20,000 
Small arms COurSeS fir€d ........cc.c.csssss. cssessssssseeeee 40,000 45,000 45,000 


Capehart family housing indebtedness.—The following 
schedule shows the status of the indebtedness assumed 
from the Department of Defense for transfer of family 
housing units for assignment as public quarters. 


STATUS OF INDEBTEDNESS 


[In thousands of dollars] 











1979 actual 1980 estimate 1981 estimate 
Total debt incurred .............cecsssecssssssessseees 3,556 3,556 3,556 
Debt retirement: eee nlite 
EF MMDANEINES ss cisusksessisocscasssnttceneorenGosantentsice —1,918 — 2,133 —2,357 
CD) MANTBOR VON. .ncsccsscssdschcceapscvtosessisacedsrsosoces aa —215 . — 224 wh — 234 
UNTRUE TRON os scssssccecesst hh Rcacuicts —2,133 — 2,357 —2,591 
Remaining debt, end Of year...........sescsssssesessseeeeen 1,423 1,199 965 
Object Classification (in thousands of dollars) 
Identification code 69-0201-0-1-403 1979 actual 1980 est. 1981 est 
Direct obligations: 
Personnel compensation: 
11.1 Permanent pOsitiOns..........cc.ccccccsssecsseeee 90,717 95,152 99,897 






















































































































11.3 Positions other than permanent.............. 2,322 2,436 2,568 
11.5 Other civilian personnel compensation .... 1,468 1,540 1,623 
11.7 Military PerSOnnel ...........sescccssseeeccsssseeeee 336,286 358,243 389,200 
11.8 Special personal services payments......... 146 152 160 
Total personnel compensation.............. 430,939 457,523 493,448 
Personnel benefits: 
12.1 CRON sso se isiicacs cca 9,805 10,285 10,841 
12.2 Military Personnel ............csccssssecssessneeeee 113,879 121,315 131,834 
21.0 — Travel and transportation of persons........... 32,535 30,921 33,705 
22.0 — Transportation Of thingS...........ssssssssssssssssee 24,300 23,100 25,200 
23.1 Standard level user charges ..............ssecsssee: 12,927 13,622 14,030 
23.2 Communications, utilities, and other rent... 54,250 63,500 70,000 
24.0 — Printing and reproduction................ccssecssee 4,900 5,500 6,000 
25.0 — Other services 125,750 149,755 165,695 
26.0 Supplies and materials ...............sssessssseees 151,500 168,500 199,000 
SEOs MEHMET POON Scaten a sade cas oh aye apsaaiapaaedaas cacti l 19,775 22,750 25,000 
32.0 — Lands and structures.................. §,065 5,200 6,200 
42.0 Insurance claims and indemnities 785 800 825 
43.0 — Interest and dividends ...............sssesssssseeees 86 90 100 
Total direct obligationS................s..0+ 986,496 1,072,861 1,181,878 
Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent positions. 430 460 550 
11.7 Military personnel ...........c..ssscccssecssseeesnee 1,782 1,950 1,750 
Total personnel compensation.............. 2,212 2,410 2,300 
Personnel benefits: 
12.1 CIVINOND es tciscesent wb inssea heeaeeae SS cde doaaad 47 50 20 
12.2 Military personnel ..............ssssessccccssseeeeees 693 760 650 
21.0 — Travel and transportation of persons........... 575 738 500 
22.0 Transportation of thingS ..............cccssseccsssees 214 82 75 
23.2 Communications, utilities, and other rent... 1,005 1,080 800 
24.0 — Printing and reproduction................css0e 3 5 5 
25.0 Other Services ..............sss0e 10,900 11,975 7,800 
26.0 Supplies and materials .. 5,425 6,000 4,000 
SILO; ¢ PQUMUNONG shcreseieeosyssesvestisetescizerionciiessviveozsess 1,621 1,900 1,350 
Total reimbursable obligations............ 22,695 25,000 17,500 
99.0 Total obligations ..........c....sssecccsssseecen 1,009,191 1,097,861 = 1,199,378 
Personnel Summary 
Direct: 
Military: 
Total number of permanent positions............... 37,770 38,186 38,254 
Total compensable Workyeas ...............ssesssseee- 36,583 37,570 37,627 
Full-time equivalent of other positions......... (0) (0) (0) 
Full-time equivalent of overtime and holi- 
RAY TOONS secsilcasecteetascioatachsocsstinsabececostosts (0) (0) (0) 
Civilian: 
Total number of permanent positions............... 5,360 5,343 5,373 
Total compensable Workyeas ...............scsssees00: 5,468 5,450 5,479 
Full-time equivalent of other positions......... (292) (292) (308) 
Full-time equivalent of overtime and holi- 
OI UES Ae aiisaccnncnmtiamutae (53) (53) 
Average ES salary... $50,112 $50,112 
Average GS grade..... 7.89 7.89 
Average GS salary ..........scecsssecssseessseee $18,706 $18,706 
Average salary of ungraded positions.............. $17,875 $19,305 $19,305 
Reimbursable: 
Military: 
Total number of permanent positions............... 198 198 159 
Total compensable workyealS .........c....ssses000 198 198 159 
Full-time equivalent of other positions......... (0) (0) (0) 
Full-time equivalent of overtime and holi- 
MOP THANG 5 cssissasijscrccuraptierosishomsasier (0) (0) (0) 
Civilian: 
Total number of permanent positions............... 30 30 34 
Total compensable WOrkyealS .............sssssesse00. 28 28 2 
Full-time equivalent of other positions......... (0) (0) (0) 
Full-time equivalent of overtime and holi- 
CONS chor onie tn. amis) (0) (0) (0) 
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Average GS grade 8.87 8.87 8.87 
Average GS salary $18,596 $19,897 $19,897 





ACQUISITION, CONSTRUCTION, AND IMPROVEMENTS 
[ (NCLUDING TRANSFER OF FUNDS) J 
For necessary expenses of acquisition, construction, rebuilding, and 
improvement of aids to nagivation, shore facilities, vessels, and air- 
craft, including equipment related thereto; to remain available until 
September 30, 1985, [[$286,011,000] $324,392,000. (Title 14, United 
States Code; Department of Transportation and Related Agencies Ap- 
propriation Act, 1980; additional authorizing legislation to be pro- 


posed.) 
Program and Financing (in thousands of dollars) 


\dentification code. 69-0240-0-1-403 





1979 actual 1980 est. 1981 est. 








Program by activities: 
Direct program: 
1. Search and rescue 
2. Aids to navigation 
3. Marine safety 
4. Marine environmental protection 
5. Enforcement of laws and treaties 


47,543 
13,667 

7,164 
32,497 
61,811 


20,711 
16,709 


200,102 


62,830 
40,043 
11,065 
37,740 
132,898 


7,446 
7,028 


299,050 


93,731 
51,682 
11,674 
36,315 
89,614 


18,036 
8,546 


269,598 





Total direct program costs, funded .... 
Change in selected resources (undelivered 
orders) 


15,898 (65,550 


364,600 


44,302 


Total direct obligations 313,900 


Reimbursable program: 
2. Aids to navigation 
Change in selected resources (undelivered 


orders) 2 — 4,683 


—2,276 
213,724 


Total reimbursable obligations 


10.00 Total obligations 
Financing: 
14.00 Offsetting collections from: Non-Federal 





2,276 
21.40 Unobligated balance available, start of year © —83,782 
24.40 Unobligated balance available, end of year.. 154,147 
25.00 Unobligated balance lapsing 252 


Budget authority 286,617 


— 154,147 


286,011 


324,392 


Budget authority: 
Current: 
Appropriation 
Permanent: 
Transferred from other accounts 


40.00 286,011 324,392 


62.00 


63.00 Appropriation (adjusted) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year. 
74.40 Obligated balance, end of year 
71.00 Adjustments in expired accounts 


90.00 


216,000 
309,885 
— 333,454 
—373 


192,058 


364,600 
333,454 
— 488,354 


313,900 
488,354 
— 557,254 


Outlays 209,700 245,000 





Note —Capital investment: 1979, $118,199 thousand; 1980, $170,650 thousand; and 1981, $150,410 thousand 


This appropriation provides for the major acquisition, 
construction, and improvement of vessels, aircraft, 
shore units, and aids to navigation, excluding minor 
acquisitions, alterations, additions, renewals, and re- 
placements funded in the Operating expenses appropri- 
ation where estimated costs of a project are $75 thou- 
sand or less, or where renewals and replacements in- 
volve less than 75% of the original facility. Although 


310-100 O = 80 = 44 
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most of the facilities listed below are multimission in 
nature, they are for this presentation highlighted only 
under their primary mission areas. 

1. Search and rescue.—In 1981, ten 41-foot search and 
rescue boats will be constructed along with continued 
improvement and modernization of several 95-foot 
patrol (WPB) boats. The medium-range surveillance 
(MRS) aircraft and short-range recovery (SRR) helicop- 
ter procurement programs will continue. Construction, 
replacement, and/or renovation programs at selected 
shore sites and facilities are also provided for. 

2. Aids to navigation.—Construction will begin on one 
new river tender (WLR) and the renovation of two 180- 
foot seagoing buoy tenders will continue. In addition, 
improvements to existing and the establishment of new 
waterway aids to navigation, the continuation of the 
lighthouse automation and modernization program, the 
loran-C improvement plan and procurement of two 
large navigation buoys (LNB’s) are highlighted under 
this activity. 

3. Marine safety.—Efforts to facilitate the marine 
safety mission will center on the acquisition, rehabilita- 
tion, renovation and improvement to selected vessels 
and shore facilities, including preconstruction costs for 
Marine Safety Office, Morgan City. 

4. Marine environmental protection.—For 1981 this 
activity is primarily concerned: with the procurement of 
oil pollution recovery systems with the capability to 
perform in open water areas and the procurement of 
dive team life support equipment and mobile command 
posts. The medium-range surveillance (MRS) aircraft 
and short-range recovery (SRR) helicopters will also be 
major contributors. 

5. Enforcement of laws and treaties—Emphasis in 
this activity centers on the continuation of the medium- 
endurance cutter replacement program and renovations 
and improvements to selected Coast Guard support cen- 
ters. 

6. Marine science and polar ice operations.—The 140- 
foot icebreaking tug (WTGB), medium-range surveil- 
lance aircraft, and short-range recovery helicopter pro- 
curement programs are the principal efforts of this ac- 
tivity for 1981. 

7. Military readiness.—Major emphasis in this activi- 
ty relates to the medium-endurance cutter replacement 
program. 


Object Classification (in thousands of dollars) 


Wentifcaton code 69-0240-0-1-403 


1979 actual 1980 est. 1981 est. 


Direct obligations: 

Personnel compensation: 
Permanent positions 3,343 
Positions other than permanent 7 
Other civilian personnel compensation .... 118 
Military personnel 3,586 


7,064 





405 

Military personnel 432 
Travel and transportation of persons 1,732 
Transportation of things 788 
Communications, utilities, and other rent... 203 
Printing and reproduction 67 
Other services 36,634 34,013 
Supplies and materials .... 47,443 43,865 


Equipment 113,229 159.272 «146,386 
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General and special funds—Continued 
ACQUISITION, CONSTRUCTION, AND IMPROVEMENTS—Continued 






Object Classification (in thousands of dollars) —Continued 


entiation cade 69-0240-0-1-403 









































































1979 actual 1980 est. 1981 est. 
32.0 Lands and Structures.................ccossssccccssseees 28,845 46,928 34,643 
Total direct costs, funded...............00. 200,102 299,050 269,598 
94.0 Change in selected resourceS.................0e. 15,898 65,550 44,302 
Total direct obligationS..............00 216,000 364,600 313,900 
Reimbursable obligations: 
25.0! RT SINIORS «isha caasiiicrleteorcachsnabtecbsbasss 2,305 
S105 f ERRNO S..Ss ck SSE E Reiter sate 102 
Total reimbursable costs ................04. 2,407 
94.0 Change in selected resources ................00+s. — 4,683 
fs Total reimbursable obligations............ —2,276 
99.0 Total obligations ..............ccccsseecsseeeens 213,724 364,600 313,900 














Personnel Summary 



































Military: 
Total number of permanent positions................... 204 204 209 
Total compensable workyea’s............... nee 198 198 203 
Full-time equivalent of other positions............. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
UU Sat aps sccceicteisietpessiesycde (0) (0) (0) 
Civilian: 
Total number of permanent positions.................... 202 202 202 
Total compensable workyears..................000 ae 151 197 197 
Full-time equivalent of other positions.............. (1) (2) (3) 
Full-time equivalent of overtime and holiday 
TUN itsteretsbieracticcetcntAschintsesced ccolsoticses (3) (4) 
Average GS grade ... 9.42 9.42 
Average GS salary $21,129 $21,229 


















ALTERATION OF BRIDGES 





For necessary expenses for alteration or removal of obstructive 
bridges; [$7,650,000] $16,200,000, to remain available until expended. 
(Title 14, United States Code; 33 U.S.C. 494, 511 et seq.; 49 U.S.C. 1,655 
(g(3); Department of Transportation and Related Agencies Appropri- 
ation Act, 1980; additional authorizing legislation to be proposed.) 







Program and Financing (in thousands of dollars) 






















































Identification code 69-0244-0-1-403 1979 actual 1980 est. 1981 est. 
Program by activities: 
Alteration of bridges (operating costs, 
POND  ssisssxencncccentcniepianiar th eetpssatiiec 7,238 16,100 16,200 
Change in selected resources (undelivered 
INTO S) isso cSovcespscccstortetiocesoovecedeatucda — 2,555 900 _sssunensneon 
10.00 Total obligations (object class 41.0). 4,682 17,000 16,200 
Financing: 
21.40 Unobligated balance available, start of year ...........ee. —10,218 — 868 
24.40 Unobligated balance available, end of year. 10,218 868 868 
40.00 Budget authority (appropriation) .. 14,900 7,650 16,200 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............sssssssccesee 4,682 17,000 16,200 
72.40 Obligated balance, start of year... 12,951 10,396 15,396 
74.40 Obligated balance, end of year................000 —10,396 —15,396 — 15,396 
90.00 I a scnes beth cis ccscentbans 7,238 12,000 16,200 











This appropriation provides the Government’s share 
of the costs for altering or removing bridges determined 
to be obstructions to navigation. In 1981, funding is 










requested to continue alteration of the Pearl River, Mis- 
sissippi River, Gulf Intracoastal Waterway and Three 
Mile Creek bridges and begin alteration of the Pt. 
Pleasant Canal bridge. 





RETIRED Pay* 
*See Part III for additional information. 


For retired pay, including the payment of obligations therefor oth- 
erwise chargeable to lapsed appropriations for this purpose, and pay- 
ment under the Retired Serviceman’s Family Protection and Survivor 
Benefit Plans: [$198,500,000] $232,000,000. (Title 14, United States 
Code; 10 U.S.C. 1164, 1166, 1201, 1204, 1205, 1263, 1293, 1305, 1431-55; 
33 U.S.C. 763, 763-1, 763-2, 768a-1, 763a-2, 765, 771, 772; Department 
of Transportation and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 


Identification code 69-0241-0-1-403 








Program by activities: 














1. Regular military personnel ..................00 170,281 192,000 223,200 
2. Former Lighthouse Service personnel...... 2,006 1,900 1,800 
3. Reserve PerSONnel............sessssseesssseeesseesens 5,199 5,800 7,550 
4. Survivor benefit payments ..............:.00+. 5,025 x 4,695 6,100 
Total program COSTS ..........cccssecssseessees 182,511 204,395 238,650 

Unfunded adjustments: Deductions from re- 
tired pay... LN torscssisscspsitee — 5,934 —5§,895 — 6,650 

10.00 Total program costs, funded—obliga- 
tions (object class 13.0) .............. 176,577 198,500 232,000 

Financing: 

25.00 Unobligated balance lapsing ..................0e 923s ssstindbteer ieee ete 
40.00 Budget authority (appropriation) .. 177,500 198,500 232,000 





Relation of obligations to outlays: 





71.00 Obligations incurred, Net ............c:..cssseeeee 176,577 198,500 232,000 
72.10 Receivables in excess of obligations, start 

IE OO eer caascedescacat ee ssetiadisicassecssoas ec 0S ccocctcingin earn 
72.40 Obligated balance, start Of year... sessccsssssseeees 2,057 2,057 
74.40 Obligated balance, end of year................00. — 2,057 — 2,057 —2,057 
77.00 Adjustments in expired ACCOUNTS...........:. BD caaaeescnneecesne —seeseccnssnernen 
90.00 OOS iis cee eA iiss cisntbiedid 174,414 198,500 232,000 





This appropriation provides for retired pay of mili- 
tary personnel of the Coast Guard and Coast Guard 
Reserve, members of the former Lighthouse Service, 
and for annuities payable to beneficiaries of retired 
military personnel under the retired serviceman’s 
family protection plan (10 U.S.C. 1431-1446) and survi- 
vor benefit plan (10 U.S.C. 1447-1455). 

The actual numbers on the rolls at the end of 1979 
were 19,818 and the numbers estimated to be on the 
rolls at the end of 1980 and 1981 are 20,482 and 21,131, 
respectively. The following tabulation shows the aver- 
age number of personnel on the rolls during 1979 com- 
pared with estimated numbers for 1980 and 1981: 


AVERAGE NUMBER 








Category 1979 actual 1980 estimate 1981 estimate 

Enlisted personnel......... 12,283 12,729 13,189 
Commissioned officers... 3,220 3,261 3,305 
Warrant Off1CerS..........scccsseesssseecsseeeesnes 2,497 2,571 2,661 
Former Lighthouse Service personnel... is. 194 174 144 
ROSCIVE POTGONNIE! c..nca..a.cscssovcsosisoscosvusesecebsonbsabscdveche 922 974 1,063 
MUON ses cdacasssictessslet Mattes temterts esrvconstries 19,116 19,709 20,362 


ee 
—————— 
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RESERVE TRAINING 


For all necessary expenses for the Coast Guard Reserve, as author- 
ized by law; maintenance and operation of facilities; and supplies, 
equipment, and services: [$41,255,000] $45,007,000. (Titles 10, 14, and 
37, United States Code; Department of Transportation and Related 
Agencies Appropriation Act, 1980; additional authorizing legislation to 
be proposed for $33,673,000.) 


Program and Financing (in thousands of dollars) 


identification code. 69-0242-0-1-403 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Initial training 3,580 4,010 4,411 
2. Continuing training 20,286 21,809 22,629 
3. Operation and maintenance of train- 
ing facilities 9,546 10,140 10,790 
4. Administration 6,364 6,996 7,177 


39,776 42,955 45,007 





Total direct program costs, funded .... 
Change in selected resources (undelivered 
orders) 730 


40,506 





Total direct obligations 
Reimbursable program: 
5. Miscellaneous services for other ac- 
counts (costs—obligations) 


10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds ... 
25.00 Unobligated balance lapsing 


Budget authority 





42,955 





Budget authority: 
40.00 Appropriation 41,255 
44.20 Supplemental for civilian pay raises 125 
44.30 Supplemental for military pay raises 1,575 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 40,506 42,955 
72.40 Obligate balance, start of year ee 4,313 4,344 
74.40 Obligated balance, end of year —4,344 — 4,347 
77.00 Adjustments in expired accounts —148 





90.00 Outlays, excluding pay raise supple- 
tal 39,727 41,255 


91.20 Outlays from civilian pay raise sup- 


91.30 Outlays from military pay raise sup- 
plemental 





The Coast Guard Reserve Forces program’s objective 
is to provide qualified individuals and trained units for 
active duty in time of war or national emergency. This 
objective is accomplished through formal training and 
augmentation of Regular Forces in the performance of 
peacetime missions during domestic emergencies and 
during routine and peak operations. Funds requested 
will provide a Ready Reserve of 19,900, including a 
Selected Reserve of 11,700. 

1. Initial training.—This activity encompasses direct 
costs of initial training for three categories of nonprior 
service trainees. The first category involves those who 
perform approximately 30 weeks initial training com- 
prised of recruit and entry level rate training. The 
second category involves reservists whose initial train- 
ing is split between two consecutive summer periods. 
The first period, 24% months, consists of recruit train- 
ing. The second period, 2% to 4 months, consists of 
entry level rate training and/or on-the-job training 
with the length of the period varying with the special- 


ity. The third category involves those who receive only 
15 weeks of initial training. 

2. Continuing training.—Direct costs of officer and 
enlisted drills and annual active duty for training are 
programed under this activity. 

3. Operation and maintenance of training facilities.— 
All costs for the operation and maintenance of Reserve 
training facilities are programed under this activity. 
Included are the costs of a training vessel, the prorated 
share of the cost of joint usage of Coast Guard and 
other Armed Forces facilities, the cost of providing sta- 
tion-keeper personnel for organized Reserve training 
units, and the procurement of training aids and facili- 
ties (under $75 thousand). 

4, Administration.—This activity encompasses all ad- 
ministrative costs of the Reserve Forces program. 

5. Miscellaneous services for other accounts.—The 
Coast Guard performs functions related to mobilization 
for the Selective Service System for which reimburse- 
ment is received. 


DAYS OF TRAINING 


1979 actual 
149,160 


1980 estimate 
160,000 


1981 estimate 
Initial training: Initial active duty for training 160,000 
Continuing training: Selected Reserve (with pay): 
Active duty for training 
Drills (12-48 per year) 
Other Ready Reserve (without pay): 
Drill training 19,815 14,000 14,000 
Active duty for training 813 1,200 1,200 


132,600 
482,000 


132,600 


448,224 482,000 


Object Classification (in thousands of dollars) 





Identification code 69-0242-0-1-403 1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other civilian personnel compensation .... 


Military personnel 28,869 


30,366 


31,805 
33,560 


32,025 
33,780 





150 150 150 
Military personnel 780 914 1,648 
Travel and transportation of persons 1,886 1,897 2,099 
Transportation of things 358 337 386 
Standard level user charges 311 321 321 
Communications, utilities, and other rent... 229 251 
Printing and reproduction 114 125 
Other services saa ’ 1,596 
Supplies and materials ate ; 3,416 
Equipment * 344 
Insurance claims and indemnities 77 


39,776 42,955 
730 





Total direct costs, funded 
Change in selected resources 


Total direct obligations 40,506 








Reimbursable obligations: 
11.7 Personnel compensation: Military personnel. 23 
12.2 Personnel benefits: Military personnel 1 
21.0 Travel and transportation of persons 2 





Total reimbursable obligations 26 
99.0 Total obligations 40,532 





42,997 





Personnel Summary 


Military: 
Total number of permanent positions ‘714 714 
Total compensable workyears 693 693 
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General and special funds—Continued 
RESERVE TRAINING—Continued 


Personnel Summary—Continued 





Full-time equivalent of other positions (0) (0) 
Full-time equivalent of overtime and holiday 
(0) (0) 








Civilian: 
Total number of permanent positions 119 119 
Total compensable workyears 117 117 
Full-time equivalent of other positions (1) (1) 
Full-time equivalent of ove 
(2) (2) 


Average GS grade 5.69 5.69 
Average GS salary $13,029 $13,943 $13,941 





RESEARCH, DEVELOPMENT, TEST, AND EVALUATION 


For necessary expenses, not otherwise provided for, for basic and 
applied scientific research, development, test, and evaluation; mainte- 
nance, rehabilitation, lease, and operation of facilities and equipment, 
as authorized by law; [$22,000,000] $25,000,000, to remain available 
until expended: Provided, That there may be credited to this appro 
priation, funds received from State and local governments, other 
public authorities, private sources and foreign countries for expenses 
incurred for research, development, testing and evaluation. (Title 14, 
United States Code; Department of Transportation and Related Agen- 
cies Appropriation Act, 1980; additional authorizing legislation to be 
proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 69-0243-0-1-403 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Search and rescue 1,682 1,713 1,939 
2. Aids to navigation... 3,835 3,905 4,419 
3. Marine safety 7,744 7,880 8,925 
4. Marine environmental protection 6,118 6,228 7,049 
5. Enforcement of laws and treaties 533 541 612 


952 562 636 
365 371 420 


20,829 21,200 24,000 





Total direct program costs, funded .... 
Change in selected resources (undelivered 
orders) 270 800 


21,099 22,000 





_ Total direct obligations 








Reimbursable program: 
3. Marine safety 314 500 
4. Marine environmental protection 244 400 





Total reimbursable program costs, 
funded 558 900 

Change in selected resources (undelivered 
orders) 435 100 


Total reimbursable obligations 993 1,000 


10.00 Total obligations 22,092 23,000 


Financing: 
11.00 Offsetting collections from: Federal funds... —993 — 1,000 
21.40 Unobligated balance available, start of year.. — 1,342 —243 
24.40 Unobligated balance available, end of year. 243 243 


20,000 22,000 














40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40  Obligated balance, end of year 


90.00 Outlays 


21,099 
15,051 
— 15,696 


20,454 


22,000 
15,696 
—17,696 


20,000 





22,000 
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1. Search and rescue.—Emphasis will be placed on 
improving the search and rescue system effectiveness of 
Coast Guard forces. Ship/helicopter interface projects 
will be continued and/or completed for new and exist- 
ing facilities; improved probability of detection method- 
ology projects will be continued. Evaluation of rescue 
techniques and procedures will continue. 

2. Aids to navigation.—Activities are designed to 
reduce the potential for damage to the environment 
and economic loss by an improved aid to navigation 
system for the maritime community. Continuing proj- 
ects include applied research to develop loran-C for use 
in precision navigation in restricted waters and assess 
the effect of new technology of the global positioning 
navigation system on the maritime community. Contin- 
ued emphasis will be given to the development of the 
quantitative relationship between visual aids to naviga- 
tion and the accuracy of navigation and advanced de- 
velopment techniques to improve the accuracy and reli- 
ability of buoy positions. 

3. Marine safety.—Commercial vessel safety research 
will be conducted to provide a knowledge base to sup- 
port regulations and standards designed to prevent 
vessel casualties and to permit analysis of consequences 
of presently unpreventable accidents. Emphasis will be 
directed toward bulk hazardous cargo vessels and to 
human factors as they relate to the operation of vessels, 
transfer operations in U.S. ports, and the offshore in- 
dustry operations. Recreational boating safety will em- 
phasize background research for boating safety educa- 
tion, improved program impact measurement, safe load- 
ing standards, and personal flotation devices perform- 
ance evaluation. Port safety and security research will 
develop vessel traffic management techniques to pro- 
vide reliable and earlier conflict alerts, to assess impact 
of conflict resolution, to reduce congestion, and to route 
vessels of interest. 

4. Marine environmental protection.—Emphasis is di- 
rected toward enhancing detection, identification, and 
quantification of pollutant spills, and development of 
new systems and procedures for the control and 
cleanup of those spills. Development and integration of 
a prototype airborne surveillance system for oil and 
hazardous substance identification and mapping of dis- 
charges should be completed. 

5. Enforcement of laws and treaties.—This activity 
will initiate a limited multimission surveillance re 
search and development program through the establish- 
ment of baseline system standards and levels of per- 
formance for surveillance of the 200-mile coastal man- 
agement zone. 

6. Marine science and polar ice operations.—The focus 
of this activity centers on ice-breaking and ice-clearing 
technology, improved effectiveness of the International 
Ice Patrol and the gathering of ice and ocean current 
information to facilitate ship movement in the arctic 
areas. 

7. Military readiness.—Activity in this program area 
will be a direct result of work in the broad research 
programs, energy research and development, and multi- 
mission project areas. 
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Object Classification (in thousands of dollars) 



































































\dentification code 69-0243-0-1-403 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent POSitiOnS...........c::ssessesssessseesee 2,227 2,436 2,575 
11.3 Positions other than permanent.............. 105 112 112 
11.5 Other civilian personnel compensation .... 9 9 9 
117 Military PersOMMel ..........c...sesccveccsvecsseecone i 2,028 53 2,126 A 2,345 
Total personnel compensation............. 4,369 4,683 5,041 
Personnel benefits: 
12.1 Sil 214 230 243 
12.2 Military Personnel ...............secccsssesceseeeeens 225 236 261 
21.0 ‘Travel and transportation of persons........... 729 804 857 
22.0 — Transportation Of thingS .............ssssccccsssee 88 99 116 
23.1 Standard level user charges..................s000 124 127 127 
23.2 Communications, utilities, and other rent... 418 441 533 
24.0 — Printing and reproduction...............cccsssseee 56 58 74 
DR MANION: SURWUOES,ccscccsucccanonssssesocsscscsoassnaésenenvece 13,290 13,130 15,020 
26.0 Supplies and materials ...........cssssssssssseeeeseee 382 402 499 
BED ooo oonsie os csnccacsssascessotovursencersosess 934 986 1,225 
GEE PLANTS, SND SITUICTINGS 2 scceccssecescvcescsone. senovenens —— 4 o_o . 
Total direct costs, funded.................. 20,829 21,200 24,000 
94.0 Change in selected resources .................0ve«« ~ 270 800 senensneantne 
Total direct obligationS................00 21,099 22,000 —_—24,000 
Reimbursable obligations: 
21.0 Travel and transportation of persons........... Be cic ce ccpetalP Acne fee 
a 551 900 
26.0 Supplies and materials a am steheneengne 
Total reimbursable costs ..............0..00 558 pee. 
94.0 Change in selected reSOUFCeS ..............00.0000 435 MOO ee. 
Total reimbursable obligations............. 993 _ 1,000 sesesesenee 
99.0 Total obligations ......cccsseseeeseme 22,092 23,000 + ~—-24,000 
Personnel Summary 
Military: 
Total number of permanent positions ..... 110 110 112 
Total compensable workyealS .............0.0se+.. 107 107 107 
Full-time equivalent of other positions (0) (0) (0) 
Full-time equivalent of overtime and holiday 
Naar cesdesdcask EES ars erais tei esbceecnincs (0) is (0) (0) 
Civilian: a ee ee 
Total number of permanent positions................... 122 122 122 
Total compensable Workyears .........cs.:..ssssesesessseee 120 120 120 
Full-time equivalent of other positions.............. (7) (7) (7) 
Full-time equivalent of overtime and holiday 
MN MN Scioscia icaceslsscdicanscoane (0) (0) (0) 
PUNTER OMNI 2 ccc SS cbacucesssicdhstedcanndle $47,500 $50,112 $50,112 
MEER EI Cocccececcgccasesensacnce Rebeaionbe 10.55 10.55 10.55 
BOOGIE CY SMMORY 5 5cscoescodsStcscevccvsucaisscacacioecenece $19,663 $21,686 $21,950 
State BoatinGc Sarety ASSISTANCE 
Program and Financing (in thousands of dollars) 
Wentitication code. 69-0246-0-1-403 1979 actual 1980 est 1981 est 
Program by activities: 
State boating safety assistance (operating 
RR ION ccc toes cies esti cee nce cag 4,895 (LE gamepierescanone teen 
Change in selected resources (undelivered 
Nee icc aerated neni 115 ie AUD Ovals 
10.00 Total obligations (object class 41.0). 5,009 TGGrie mae ccc, 
Financing: 
21.40 Unobiigated balance available, start of year —173 
24.40 Unobligated balance available, end of year.. ' 163 
40.00 Budget authority (appropriation) .. SOD kt inte Da, 





Relation of obligations to outlays: 








71.00 Obligations incurred, net ...............csccscsssse« 5,009 ME eiccsstctates 
72.40 Obligated balance, start of year 1,282 

74.40 Obligated balance, end of year.................0.- EP ee | Scccianenie 
90.00 ar i cs 4,368 Cee LS 





This appropriation provided financial assistance for 
the development and implementation of comprehensive 
State boating safety programs. As a result of the suc- 
cess of this program in stimulating State boating safety 
functions, funding for this activity was terminated at 
the end of 1979. Additional resources were added to 
operations in 1979 to expand liaison with the States to 
support their continuing recreational boating safety ac- 
tivities. All remaining balances previously appropriated 
to this grant program should be expended by September 
30, 1980. 





[Po.t.uTion Funp]* 
*See Part III for additional information. 


{For carrying out the provisions of subsections (c), (d), (i), and (1) of 
section 311 of the Federal Water Pollution Control Act Amendments 
of 1972, 33 U.S.C. 1321, $10,000,000 to remain available until expend- 
ed.] (Department of Transportation and Related Agencies Appropri- 
ation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 69-5168-0-2-304 


1981 est 























1979 actual 1980 est. 
Program by activities: 
Operating costs, funded ..............seccssecesssees 14,640 22,000 7,000 
Change in selected resources (undelivered 
UNS itn oe eee 4,102 cs 2,000 seerenennnte 
10.00 Total ob/i gations .............e.csseeccssseeeens 18,742 24,000 7,000 
Financing: 
21.40 Unobligated balance available, start of year © —11,178 —7,042 —42 
24.40 Unobligated balance available, end of year.. 7,042 42 nf 42 
Budget authority 0... eee 14,605 17,000 7,000 
Budget authority: 
Current authority: 
40.00 PN NNNII Soe csoscoeccsreraiceaanee 13,000 EL pgpieteecnctett a 
Permanent authority: 
60.00 WINN oo asserts ach 5,105 7,000 7,000 
61.00 Transferred to other accounts................. a 3,500 ceseeeenarten_sareuent — 
63.00 Appropriation (adjusted) ................ 1,605 7,000 7,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............c.ccseesseee 18,742 24,000 7,000 
72.40 Obligated balance, start of year 3,080 8,994 12,994 
74.40 Obligated balance, end of year................... —8,994  —12,994 a -9,994 
90.00 12,827 20,000 10,000 


IN oases trace ee eee 

This fund insures immediate cleanup of oil or other 
hazardous polluting substances spilled into the naviga- 
ble waters of the United States, adjoining shorelines or 
waters of the contiguous zone. The fund is used when a 
spill occurs and the responsible owners or operators of a 
vessel, of an onshore facility or of an offshore facility 
does not accomplish immediate cleanup with their own 
resources. Expenditures from the fund are later reim- 
bursed by the responsible owners or operators. 
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Budget authority: 













































































































































hs : 40.00 Appropriation (special fund, indefinite)... 0... 12,000 12,000 
Se oe eee 47.10 Authority to borrow (Public Law 95- 
Object Classification (in thousands of dollars) B72) cercesreernserneornsornsornsonneosneounsonne seoenseunsoen 2,000 2,000 
identification code 69-5168-0-2-304 1979 actual 1980 est. 1981 est. Relation of obligations to outlays: 
71.00 Obligations incurred, Met ..........sscccccsssssesee —sssesesssnssesess 14,000 14,000 
21.0 — Travel and transportation of persons........... 112 SST ae ee 
22.0 — Transportation of things ................ssssssssssss 7 90.00 GIUAVS: S cemerneeeRA ccheitdeyuniheataanse 14,000 14,000 
23.2 Communications, utilities, and other rent... 15 
2A AMINO UMNO sissies spsjsvesnsorsnvese 14,041 ; 
26.0 Supplies and materials ......ssccsscssscsssssnn Bie) BO"., Bre, The Outer Continental Shelf Lands Act Amendments 
42.0 Insurance claims and indemnities BO AEE LS sonfesscttieeaine of 1978 requires the Coast Guard to perform additional 
Total costs, fUNdEd......ccnsseennse 14,640 22,000 7000 Marine Safety and Environmental Protection missions 
94.0 — Change in selected reSOUFCeS .........ssssssseee 4,102 Fae 2.05.80: on the Outer Continental Shelf. Title III of the law 
99.0 Total obligatioN$ ....0t.enene 18742 24,000 7,000 Provides for an oil pollution compensation fund to pay 
compensation for damages, including cleanup, resulting 
bi Pet Gus from oil spills. 
(Proposed for later transmittal, proposed legislation) Object Classification (in thousands of dollars) 
Program and Financing (in thousands of dollars) 
Identification code 69-5167-0-2-304 1979 actual 1980 est. 1981 est. 
Identification code 69-5168-2-2-304 1979 actual 1980 est. 1981 est. : 
Personnel compensation: 
Program by activities: 11.1 Permanent positions 450 464 
10.00 Operating costs, funded—obligations 117 Military personnel...... ; 127 121 
(cick SS 20:0) 2 evcrarieseharcaeet Waiait) Hatiancnitees —7,000 Total personne! COMPENSELION enon serene 577 501 
Financing: ; i Personnel benefits: 
40.00 Budget authority (appropriation)... srtvmeisae siete ico Sl eae a ks 40 " 
: ae 12.2 NNT csc tacherrcce aera cccths cto 8 case 22 2 
Relation of obligations to outlays: 91.0 Travel and trans . 
ee ee a ; portation Of PerSONS...........  csececsseeesssees 184 200 
71.00 Obligations incurred, Met ..nmnnnnen = 1,000 92.0 Transportation Of thiNfS vous, cen. 18 20 
90.00 RONG tcc sttesiis ; —7,000 23.2 Communications, utilities, and other rent... .....sssssssssees 60 60 
25.0 — Other services seanensoannennoonbecoroatenseoanonon, _searoesnensoe 11,599 11,565 
The new Oil and Hazardous Substances Liability Fund 26.0 Supplies and materials.......... ensoonesnnonseee _snoeneesteste 100 100 
. ‘ ; ; 42.0 — Insurance claims, and indemnities.............0.  .sscsssssessssees 1,400 1,400 
in the Environmental Protection Agency will replace anaes 
the narrower Pollution fund enacted in section 311K of 99.0 NUMAN ODWISELIONG 2. cccctscececcocricRearcvetqen’Usssosartencoess 14,000 14,000 
the Federal Water Pollution Control Act. 
Personnel Summary 
OFFsHORE O1L POLLUTION COMPENSATION FUND wat 
se 2 ilitary: 
[For necessary expenses to carry out the provisions of title III of Pe 
the Outer Continental Shelf Lands Act Amendments of 1978 (Public Total number of permanent POSHONS nnn : : 
: Total compensable workyed' ...............00 0 4 § 
Law 95-372), such sums as may be necessary to be derived from the ‘ : i: 
; ; : : Z : Full-time equivalent of other positions.............. (0) (0) (0) 
Offshore Oil Pollution Compensation Fund, to remain available until : . . : 
ais ies F Full-time equivalent of overtime and holiday 
expended. In addition, the Secretary of Transportation is authorized hours (0) (0) (0) 
to issue to the Secretary of the Treasury, to meet the obligations of Average number Rey Mes RE IGIER: as § F 
the Fund, notes or other obligations pursuant to section 302 of the et ea ne —— 
Amendments in such amounts and at such times as may be neces- _(ivilian: 
sary.] (Department of Transportation and Related Agencies Appropri- Total number of permanent positions ..............000 22 22 22 
ation Act, 1980.) Total compensable WOrkY@aIS...............sssesssssssessees 0 ll 2 
, ees Full-time equivalent of other positions 0 0 0) 
Amounts Available for Appropriation (in thousands of dollars) Full-time cable of ohiee and. holiday (0) (0) 
OIE cE BEM aescc RGN sccincasocmayevtisn (0) (0) (0) 
ae ae fo IATA es NONI chases cxscacsteccsssctestossticentececerioaatens 9.77 9.77 97] 
Unappropriated balance, start Of year.......ccs.sssccssseecse —sesssseesssseeees 226 226 HAVEN QRO ! GS SOIANY ass Sspvstbossvensvavenstacostetoeertaotes $19,343 $20,697 $21,318 
EOBCEHONS ch osnbstabaetstssseccacexsvtethbe decbssssososssassassssssisooss 226 12,000 12,000 
Total available for appropriation ..........0.. 226 «=s-:12,226 += 12,226 OrrsHORE Or PoLLUTION COMPENSATION FUND 
RMN RR heen tras ii scs | ae —12,000 —12,000 (Proposed for later transmittal, proposed legislation) 
SHUM NIIND (MORRORIRDONISE,SssssssoosssshiPtsccdeovsavvassonvvorencasvvees-” —sstsvenvadasarnte- Oaessteatenine 12,000 : 
" e na Program and Financing (in thousands of dollars) 
Unappropriated balance, end of year............. 226 226 226 
GPFANDODNT PRUROUMLNON LC. Esda bassin Gotcdoisbecticeec’ 2 USustasccshiva slob? TU S2sbeafantehunded —226 Identification code 69-5167-2-2-304 1979 actual 1980 est. 1981 est 
eect! ag Program by activities: 
Pregram, snd ‘Financing (in thousands of deters) 10.00 Operating costs (Obligations) .......scsssssssssss ssssssessesssssse —sessesssssseneee — 14,000 
Identification code 69-5167-0-2-304 1979 actual 1980 est. 1981 est. Financing: ie 
Program by activities: RUE MPRMIEIER 505 icscacdhitossocsselsrinmctienst p< soureiaaoc feds a. Sebamed — 14) 
10.00 Operating costs (costs—obligations) .........  ssssssssesse 14,000 14,000 Budget authority: 
Financing: 40.00 Appropriation (special fund, indefinite) .... — 12,000 
Pe NNNOTY secsccccened acta... panera: 14,000 14,000 47.10 Authority to DOrrOW ...........csccssssssssseseeee —2,m 
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DEPARTMENT OF TRANSPORTATION 


Relation of obligations to outlays: 
71.00 Obligations incurred, net .............c.ccssseeeseee 


90.00 


— 14,000 
— 14,000 





BON scat Bete cieisseidistaasivoateeaiiaet 





The new Oil and Hazardous Substances Liability 
Fund in the Environmental Protection Agency will re- 
place the narrower Offshore Oil Pollution Fund enacted 
in the Outer Continental Shelf Lands Act Amendments 
of 1978. 


Object Classification (in thousands of dollars) 


identification code 69-5167-2-2-304 

















1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 TMD NSTI cosh ccf schrsucinssss . ssaraooaeantns... dovitionedichs — 464 
11.7 SIUM DRRSMMUOE Sere saccicsncccecoceuies "boostcconeess | tececnntisatie —127 
Total personnel COMPeNSAtION.............  csseccseecsseeese — ssvesssseceseeees —591 
Personnel benefits: 
121 Civilian —42 
12.2 Military —22 
21.0 ‘Travel and transportation of persons........... — 200 
22.0 Transportation of thingS................sscssssee —20 
23.2 Communications, utilities, and other rent.... —60 
De VON: SOPVICES ..ca.scucksencessosocccoconesesscveseseneess — 11,565 
26.0 Supplies and materials —100 
42.0 Insurance claims and indemnities........coos-  sessececesssssse —susssseeeeeenn — 1,400 
99.0 SOM ORNEROUNN cctv acted. -catauncccn screams — 14,000 





Personnel Summary 

















Military: 
Total number of permanent positions................... —6 
Total compensable workyeaiS..............-..++. =§ 
Full-time equivalent of other positions (0) 
Full-time equivalent of overtime and holiday 
Prec ois Read AN ee detatereschectacs. ) eapiemeeuiaintos,  peeaceravarsaneos (0) 
MU MRTIRMERNO raaciertectciassonctatiierisorccsetsiee | crinncescctesiass  sccounutrenyi —6 
Civilian: 
Total number of permanent positions ................0.. —22 
Total compensable Workyears.................ssseesccssssees —22 
Full-time equivalent of other positions............. (0) 
Full-time equivalent of overtime and holiday 
bien Shp i Meee A le leat ee (0) 
Average GS grade 9.77 
Average GS salary $21,318 








Intragovernmental funds: 
Coast Guarp SuppLty Funp 


To increase the capital of the Coast Guard Supply Fund; $1,500,000, 
o remain available until expended. (14 U.S.C. 650.) 


Program and Financing (in thousands of dollars) 











Wentification code 69-4535-0-4-403 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs, funded: Cost of goods : 
MORES cic tesceces cen csenssesetocsssvovbaess isosncsseazese 60,447 70,875 81,129 
Change in selected resources (undelivered 
OFdErs ANA StOFES) .......secscseeecsvecessseessenes 2,321 1,806 2,381 
10.00 Total obligations (object class 26.0) . 62,768 72,681 83,510 
Financing: 
Offsetting collections from: 
11.00 Federal funds: 
RE cacLicesSectossovtesisanensecctbtaooaalas —53,764 —61,561 —71,144 
Change in unfilled customers’ orders . —1,370 —1,706 — 1,081 
V4.00 —— Non-Federal SOUCES.......scssssssssssesnsesee —1,271 —9,314 —9,985 
21.98 Unobligated balance available, start of 
year: Fund balance ..........seccseecssescseessseees — 488 —124 —24 
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Unobligated balance available, end of yea 























24.40 Appropriation Pee ee er 200 
24.98 Fund balance 124 24 24 
40.00 Budget authority (appropriation). o........0. cesssseesessseee 1,500 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ............ccccssssscssee 364 100 1,300 
72.98 Obligated balance, start of year 2,879 2,054 1,754 
74.98 Obligated balance, end of year.................0. — 2,054 —1,754 _ 1,754 
90.00 UI is Os cere 1,189 400 1,300 












The Coast Guard supply fund, in accordance with 14 
U.S.C. 650, finances the procurement of uniform cloth- 
ing; commissary provisions; general stores; technical 
material; and fuel for vessels over 180 feet in length. 
The fund is normally financed by reimbursements from 
sale of goods. 

Activity of approximately $81 million in this fund in 
1981 is divided as follows: 7% for uniform clothing; 36% 
for commissary provisions; 14% for general stores and 
technical material; and 43% for fuel. 

Budget authority of $1.5 million will increase the 
range and depth of supply items managed in the Supply 
fund to significantly improve operating effectiveness of 
Coast Guard units. The budget authority will also help 
minimize the impact caused by significant increases in 
the prices of fuel and other commodities carried in the 
fund. 








Coast Guarp YARD FuND 


Program and Financing (in thousands of dollars) 





























Identification code 69-4743-0-4-403 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs: 
WIRE GE GOOUS SOUR co 10,120 10,027 10,715 
NE cccsacpicieeatesieace open as 21,468 22,752 24,230 
Total operating costs, funded............. 31,589 32,779 34,945 
Capital investment, funded: Purchase of 
WINE sees ee as 227 395 300 
Total program costs, funded .............. 31,815 33,174 35,245 
Change in selected resources (undelivered 
Orders ANd StOFES) ..........cssccssecsesseecsseeeees — 7188 — 1,396 —2,173 
10.00 Total obligations ............ssscssssseeceesssee 31,027 31,778 33,072 
Financing: 
Offsetting collections from: 
11.00 Federal funds: 
Sale of goods and serviceS................. —31,679 —32,561 — 35,100 
Change in unfilled customers’ orders 
OU saci sedscosatcencriis 5,837 591 5,300 
14.00 Non-Federal sources: 
Sale of scrap and excess material ..... —90 —69 —10 
Proceeds from sale of equipment... .......cscssve —|l —2 
21.98 Unobligated balance available, start of year © —10,033 — 4,938 —5,200 
24.98 Unobligated balance available, end of year. 4,938 5,200 2,000 
TORU IN si sononi chev, us Movccensbnceures | “aaeamthaeaasnall * oomecucmelionatieg 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..................cssseeee 5,095 —262 3,200 
72.98 Obligated balance, start of year... 2,592 4,183 2,800 
74.98 Obligated balance, end of year................ss+« — 4,183 — 2,800 — 1,000 
90.00 CN oor esscssscasotcsrrectaconeouior 3,504 1,121 5,000 





This fund finances industrial operation of the Coast 
Guard Yard, Curtis Bay, Md. (14 U.S.C.). The Yard 
finances its operations out of advances received from 
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Intragovernmental funds—Continued 


Coast Guarp Yarp Funp—Continued 


Coast Guard appropriations and other agencies for all 


direct and indirect costs. 
ANALYSIS BY TYPE OF WORK 






































































[Percent] 
1979 actual 1980 estimate 1981 estimate 
Vessel repairs and alterations .............ssssssscssssseees 70 58 
RN SREN NN GRNIRENONN cS ci ors vsnccstaveviscannacevsssuveds- <eniardivividtee 5 12 
Boat repairs and CONStrUCTION.............ssscssseecssseeceneee 20 10 17 
Bpoy Maorication 2 oe le ae 8 7 6 
Fabrication of special and miscellaneous items......... 10 8 7 
NUMA ote a cuar stene arco attr seg tania 100 100 100 
Object Classification (in thousands of dollars) 
Identification code 69-4743-0-4-403 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOSitiOnS..............ssssssecsseecsees 15,301 16,359 17,483 
11.3 Positions other than permanent.............. 28 30 30 
11.5 Other civilian personnel compensation .... 1,879 1,714 1,316 
11.7 Military personnel 403 440 444 
Total personnel compensation............. 17,611 18,543 19,273 
Personnel benefits: 
12.1 Ns eas linn icaiesag redsecnes 1,608 1,718 1,837 
12.2 Military personnel ................... 20 20 20 
21.0 — Travel and transportation of persons 8 12 38 
22.0 — Transportation of thingS ...............ssssseccsoee 60 84 65 
23.2 Communications, utilities, and other rent... 1,159 1,673 1,800 
24.0 — Printing and reproduction................sssccsseee 4 6 7 
LOA: PART ORI UIOBS ii ccasesisscs aso petsensccsssnatebccaeseesss 705 755 750 
26.0 Supplies and materials ................ssecccsseeseenee 10,442 10,150 11,238 
31:0: MEQUON och ties ts othe Aitnties 198 213 217 
TOTS esha s = tashasnaiacts 31,815 33,174 35,245 
94.0 Change in selected resources, net of un- 
funded adjustment ..........:..ssssssessessssees — 188 — 1,396 —2,173 
99.0 Total obligationS...............sseseccsssseessen 31,027 31,778 33,072 
Personnel Summary 
Military: 
Total number of permanent positions.................... 24 24 24 
Total compensable WOrkyears ............ssssssssessseeeeees 23 23 23 
Full-time equivalent of other positions............. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
MRM ccoharrnslccretcaanlanitabereretetine (0) 4 (0) prom 
Civilian: ee ee wee 
Total number of permanent positions.................... 1,007 1,007 1,007 
Total compensable workyearS................s00»« 960 938 979 
Full-time equivalent of other positions............. (2) (2) (2) 
Full-time equivalent of overtime and holiday 
SO cath eis StS Ao essossessovvnssdsssonne (73) (67) (51) 
BN CR IR sys css dssesscdin acoseistoasscesacsoasiatsncnzs 7.94 7.94 7.94 
POPS Sad SUING sss sccs cb veces sasseoisssnisnnnesctinS $17,098 $18,479 $18,664 
Average salary of ungraded positions................... $17,015 $18,546 $18,560 
Trust Funds 
Coast GuARD GENERAL Girt FuND 
Program and Financing (in thousands of dollars) 
Identification code 69-8533-0-7-403 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Training and morale (costs—obligations) .. 10 30 30 


Financing: 
21.40 Unobligated balance available, start of 
year: 











Treasury Dalance..........cc..ssesccssssccsseeerssees —10 —25 0h 
U.S. SeCUTiteS (Par) .........sesssssssssessseeeees —20 —20 —2 

24.40 Unobligated balance available, end of year: 
NVPRSUIY DOMINO ss ccscacsovessvonssacocensesessoares 25 25 25 
U.S. securities (Par) ......cssssseccssseecssseceese 20 20 20 

60.00 Budget authority (appropriation) 
(permanent, indefinite) ................. 25 30 30 





Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............sssccssssseee 10 30 30 











72.40  Obligated balance, start of year 1 1 l 
74.40 Obligated balance, end of year..............00 —1 —1 oe 
90.00 AION Ss bs iscrietts tuscstesceoovettaneiesoeives 11 30 30 





This trust fund, maintained from gifts and bequests, 
is used for purposes as specified by the donor in connec- 
tion with the Coast Guard training program (10 U.S.C. 
2601). 


Object Classification (in thousands of dollars) 




















Identification code 69-8533-0-7-403 1979 actual 1980 est. 1981 est, 
B50). QUIRERORVIORS seat criiccecocsscsscssrsesseneationatens 7 23 3 
26.0 Supplies and materials 2 4 4 
UAL < cRREMUNMI NNT E cc ccattecspcisrsae seas hcioseicescacsiadenes l 3 3 
99.0 Total obligations ..............sssecsssesessneeess 10 30 30 
SPECIAL STATISTICAL WORK 
Program and Financing (in thousands of dollars) 
Identification code 69-8535-0-7-403 1979 actual 1980 est. 1981 est 
Program by activities: 
Special studies (operating costs, funded)... TO ssssssscdicsansdysaccceaneecaeee 
Change in selected resources (undelivered 
orders) 


10.00 


Total Ob| gations ...........csseecssecsseesssees 
Financing: 
Budget authority 0... 


Relation of obligations to outlays: 


71.00 Obligations incurred, net .............c:sseccseessees 








72.40  Obligated balance, start of year... 161 ll 
74.40  Obligated balance, end of year.................. TD eseensene svn 
90.00 RNIRY A csccsccseslecrceaccrcorsatoosteaneeiack 150 i eee 





Under the provisions of Public Law 89-670, this fund 
financed special statistical studies relating to foreign 
and domestic transportation and special studies relating 
to other matters falling within the province of the De 
partment of Transportation. 





MISCELLANEOUS TRUST REVOLVING FUNDS 


Program and Financing (in thousands of dollars) 





Identification code 69-9981-0-8-403 





1979 actual 1980 est 1981 est 
Program by activities: 
Ae GUE OUIVIICS «sssssssiassssissctavsessoseseovosenss 3,340 3,524 3,614 
2. Surcharge collections, sales of commis- 
BITE TN ORs oh Sessieevaivescsy tivenioseriobie 247 166 180 
10.00 Total program costs, funded—obliga- 
OPI sisins hs cea Perecrcnnseaiexsciumeae 3,587 3,690 3,794 
Financing: 
Offsetting collections from: 
11.00 HM GTM WES cds Mcsecasccssvenvanecstatssaie —3,340 —3,524 —36l4 





ee 


aS ee 


fr; @m © @Ocro as 


SOC ste Ss CO fF 







































































DEPARTMENT OF TRANSPORTATION a 697 
a8 14.00 - Non-Federal SOUFCES...............cssssssseeesesee — 226 —114 —128 Aviation insurance revolving fund..................ccs000 —1 —1 —1 
=n. | 21.98 Unobligated balance available, start of year — 208 — 187 —135 Aircraft loan guarantees ...........sssssssssssssessseeseeeeee 10 400 400 
94.98 Unobligated balance available, end of year.. 187 135 83 ~ 
6 | Sedget suthoity WN ita a eek ee 3,073 3,622 3,811 
MMM OS cscs escchicci.;. sssssisscczaicd”.. aebaidibiasey: | “ggeetbicctete 
4 s 2 Outlays: 
Relation of obligations to outlays: ATO ic St es 1,991 2,150 2,239 
0 71.00 Obligations incurred, Met ..........ssssssssssssssssee 21 2 52 TN I cite (300) (325) (1,300) 
ay 72.98 Obligated balance, start of year... 37 279 306 Facilities, engineering and development... a 16 22 18 
74.98 Obligated balance, end of year... —279 — 306 —333 Metropolitan Washington airports............ = 29 41 39 
Grants-in-aid for airports (trust) ... se 556 620 665 
. 90.00 DUtlayS..ersrrserrrntneserntsenernenen —221 25 25 Facilities and equipment (trust) ..........s............ 188 219 255 
oa ee : me Research, engineering and development (trust) .. 70 72 81 
= by oye eagy by account: _o6 Aviation insurance revolving FUNG .............oce.oe deal ol anf 
ae | Surcharge collections, sales of commissary I ee 2,849 3,123 3,296 
| NUNN 2 fedex sivassececedstasoensstatvtss avec cscackonsess 25 25 25 
ests | 1 Includes $54 million reappropriation. 
mee : aA ? Includes $43 million reappropriation. 
nec | The Coast Guard cadet fund is utilized by the Super- —_ * Includes $1 million program supplemental 
S.C. | intendent of the Coast Guard Academy to receive, plan, 
' control, and expend personal funds of Coast Guard 
cadets. By use of the fund each cadet is assured funds 
to meet personal expenses while at the Academy and Feiee) Pita 
* an adequate balance in his account at graduation for «_ oa) and special funds: 
3 officer outfits, civilian clothing, and graduation leave . ‘ 
4 expenses. The fund also receives and expends funds of OPERATIONS 
3 the Coast Guard Academy Athletic Association. © isicashaain Soidaaiesnicaal ible 
0 The Coast Guard surcharge collections, sales of com- 
a missary stores fund is used to finance expenses in- For necessary expenses of the Federal Aviation Administration, not 
di ti ith th ti f the C t otherwise provided for, including administrative expenses for re- 
curred in connec ion wi © operauon 06 e \0as search and development and for establishment of air navigation facili- 
Guard commissary stores at Coast Guard Base, Gover- ties, and carrying out the provisions of the Airport and Airway Devel- 
nors Island, N.Y.; Coast Guard Training Center, Peta- opment Act, as amended, or other provisions of law authorizing obli- 
luma, Calif.; and Coast Guard Base, Kodiak, Alaska. tion of funds for similar programs of airport and airway develop- 
Revenue is derived from a surcharge placed on sales to ment or improvement; purchase of five passenger motor vehicles for 
81 est. replacement only and purchase and repair of skis and snowshoes: 














1981 est. 





3,614 
180 


——$—— 


3,794 


—3,6l4 





authorized store patrons (14 U.S.C. 487). 
Object Classification (in thousands of dollars) 
Wentfication code 69-9981-0-8-403 


23.2 Communications, utilities, and other rent... 15 16 17 


1979 actual 1981 est. 


1980 est. 








LOU)” MUN OE WIS <op5acsia5 cs cardossscassescicnvaasciceeee 2,435 2,490 2,553 
26.0 Supplies and materials... 1,122 1,159 1,197 
31.0 — Equipment 15 25 27 
99.0 Total obligations ............ssssessssecssssssees 3,587 3,690 3,794 








FEDERAL AVIATION ADMINISTRATION 


The following table, in millions of dollars, depicts the 
funding for all Federal Aviation Administration pro- 
grams for which more detail is furnished in the budget 
schedules: 









Budget authority: 1979 1980 1981 
RUM ei ods ies ssscsscivscestisne 2,033 2,172 2,267 
Trust fund. Setaterssiers (300) (325) (1,300) 
Facilities, engineering and development................ 18 21 25 
Metropolitan Washington airports .............ccssssvseee: 29 3 34 47 
Grants-in-aid for airports (trust) .......s....000eceee 644 650 700 
Facilities and equipment (trust) ...........scccccsseesee 1 345 2 293 350 
Research, engineering and development (trust) .. 75 15 85 
Li Sy ce 3,144 3,245 3,474 
Program level: 
AARNE co 8 5 wtadesesscscackscsesidadussondocee 2,036 2,176 2,267 
ISELIN HORS os ksh ices ochccanscovvosccen (300) (325) (1,300) 
Facilities, engineering and development............... 19 24 25 
Metropolitan Washington airports 28 36 48 
Grants-in-aid for airports (trust) 639 651 700 
Facilities and equipment (trust) .............0-ccece 271 258 287 
Research, engineering, and development (trust) . 81 78 85 
Civil supersonic aircraft development termination. mA. cetepedcenasiens, venience 


[$2,085,520,000]  $2,266,566,000, of which [not to _ exceed 
$325,000,000] $7,300,000,000, shall be derived from the Airport and 
Airway Trust Fund [for the purposes of subsection (e) of section 14 of 
the Airport and Airway Development Act of 1970, as amended, and 
subject to the conditions of that subsection and, in addition, not to 
exceed $5,000,000 from unobligated balances in the appropriations for 
“Civil supersonic aircraft development” and “Civil supersonic aircraft 
development termination” may be transferred to this account]: Pro- 
vided, That there may be credited to this appropriation, funds re- 
ceived from States, counties, municipalities, other public authorities, 
and private sources, for expenses incurred in the maintenance and 
operation of air navigation facilities; Provided further, That none of 
these funds shall be available for new applicants for the second 
career training program. (4 U.S.C. 1830; 10 U.S.C. 4655; 49 U.S.C. 
1151-60, 1301 et seq.; 50 U.S.C. App. 162%q); Department of Transpor- 
tation and Related Agencies Appropriation Act, 1980; additional au- 
thorizing legislation has been proposed for $1,300,000,000.) 


Program and Financing (in thousands of dollars) 














Identification code 69-1301-0-1-402 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Operations: 
(a) Operation of traffic control 
SAR ese arsted 1,010,834 1,084,225 —1,110,732 
(b) Installation and materiel services 247,507 267,016 291,549 
(c) Maintenance of traffic control 
I itssictccep teenth 505,496 540,304 567,291 
(d) Administration of flight stand- 
AFOS PFOBPAM...........cesseecsnesesseeeesees 213,931 227,859 236,398 
(e) Administration of medical pro- 
NOEs b taco hate cote 11,996 12,963 13,731 
(f) Development direction ................ 14,829 14,596 15,110 
(g) Administration of airports pro- 
NO cet ea ndeuain 31,108 31,775 33,016 
2. Facilities and equipment........... 2 Pe Dns 
3. Engineering and development ............. 0 ...scsssseessees 2 aed 
Total direct program—obligations...... 2,035,703 2,178,814 2,267,827 
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Program and Financing (in thousands of dollars) Continued 












































Identification code 69-1301-0-1-402 * 1979 actual 1980 est. 1981 est. 
Reimbursable program: 
1. Operations: 
(a) Operation of traffic control 
BRU sassccccchcnstssearliccesinactsten tos 3,512 6,590 6,990 
(b) Installation and materiel services 2,991 2,943 2,950 
(c) Maintenance of traffic control 
OI a te vibes tas ceacssasiene 7,644 10,723 11,088 
(d) Administration of flight stand- 
SOS PORN ...aseeccrvvssccccsorteceseoasees 4,638 5,384 5,546 
(e) Administration of medical pro- 
PTIINS oseicccrizs crac esiahionsesccsdeens 16 18 18 
(f) Development direction ................. iw cpparsecestuasar —wheearaiasiveds 
(g) Administration of airports pro- 
BFMM .asccncussscnceiiscnnsisicceeetee 286 520 559 
Total reimbursable program— 
Ob gatIONS .........sessscccsesssssesee 19,088 26,178 27,151 
10.00 Total obligationS...............ss000 2,054,791 2,204,992 2,294,978 
Financing: 
Offsetting collections from: 
11.00 PENI OID ge ssssrdecstonssivassopesappyoasnavce — 16,635 — 16,972 
13.00 ‘Trust funds................. sc —325,000 —1,300,000 
14.00 Non-Federal sources ; — 10,824 — 11,440 
21.40 Unobligated balance available, start of year —IB SPE ies cs cudpasete 
22.40 Unobligated balance transferred from other 
NN i ak ae stata cessnadacsandes 
24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsing..................ssss+« 
Budget authority 0.0.0.0... 1,732,743 1,847,457 966,566 
Budget authority: 
BOT) PITOTIMTION coco ecscconcoscescocccnscsscseonsvssesevsnvvces 1,735,400 — 1,760,520 966,566 
41.00 Transferred to other accounts .................0++ — 2,657 SUED ete. 
43.00 Appropriation (adjusted) ................ 1,732,743 1,757,295 966,566 
44.20 Supplemental for civilian pay 
Ria RA Rctaostestancttiee takes Aidensses G2) Ssvcssnstocdessess 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............sssscsseeeeee 1,735,703 1,852,533 966,566 
72.40  Obligated balance, start of year... 147,214 182,945 210,441 
74.40 Obligated balance, end of year................... — 182,945 —210,441 —238,107 
77.00 Adjustments in expired accounts................. SSOOOD -siitituataer Saeadeetiierateetes 
90.00 Outlays, excluding pay raise supple- 
FMONVAIN ysvucsesstvcovsasss tasssatepaeisioseiees 1,691,083 = 1,737,775 936,000 
91.20 Outlays from civilian pay raise sup- 
PINON cc ccctiaececcehcccanioasts” ccvoucciciauents 87,262 2,900 
1. Operations—(a) Operation of traffic control 


system.—This activity covers the operation of a national 
system of air traffic management in the United States 
and its possessions on a 24-hour basis. With the aid of 
radar, communications, and other facilities, traffic man- 
agement personnel at 25 centers monitor and control en 
route flights of civil and military aircraft conducted 
under instrument conditions to assure safety and to 
expedite the flow of traffic. Terminal control facilities 
are operated at 445 major civil airports to guide traffic 
movements at and in the vicinity of the airports. Some 
322 domestic and international flight service stations 
provide weather and other information to pilots and 
relay traffic control data between ground controllers 
and pilots. 





TRENDS IN VOLUME OF AIR TRAFFIC 


Instrument 
operations 
Landings and at airports 
takeoffs at with FAA Revenue 
ainports with traffic passenger 
FAA towers control service miles 
Year: (in millions) (in millions) (in billions) 
BOTT MUU: oi. 5 csciseseassins 66.7 31.5 187.7 
1978 actual........ 67.2 33.5 218.9 
1979 estimate... 70.6 34.8 256.1 
1980 estimate......... 73.9 40.1 273.7 
ILD) RMN si 8A Ds acseccs snesotecesonsctveescosoiee 77.0 417 288.2 





(b) Installation and materiel services.—This activity 
covers procurement, contracting and materiel manage- 
ment programs; leases communications services for the 
traffic control system, and administrative communica- 
tions services provided through the Federal Telecommu- 
nications System (FTS); supplies support for the Nation- 
al Airspace System (NAS) and agency aircraft, except 
for aircraft related to the research and development 
program; leases costs for space for which payment is 
made to General Services Administration (GSA), and 
provides other logistics support functions. The increase 
in 1981 will provide for increased costs primarily relat- 
ed to supply support, leased communications and other 
services for both existing facilities and new facilities 
authorized under prior year establishment programs. 
These costs are partially offset by reduced staffing re- 
quirements. 

(c) Maintenance of traffic control system.—This activi- 
ty covers direction and engineering services related to 
the maintenance, improvement, and modification of 
facilities and equipment in the traffic control system; 
and technical operation and maintenance of a national 
network of air navigation aids and traffic control facili- 
ties in the United States and its possessions. The in- 
crease in 1981 primarily provides for increased costs 
related to the operation and maintenance of both exist- 
ing and new facilities, partially offset by a reduction in 
staffing requirements. 

(d) Administration of flight standards program.—This 
activity exists to promote flight safety of commercial 
civil aircraft by assuring the airworthiness of aircraft; 
the competence of pilots, aviators and aviator techni- 
cians; the adequacy of flight procedures and air oper- 
ations; the evaluation of inflight facility performance 
for compliance with prescribed standards; and the safe 
operation and the effective development, utilization, 
and maintenance of the FAA’s aircraft fleet. Resources 
are also included under this activity for the conduct of 
the Federal Government’s civil aviation security pro- 
gram. 

(e) Administration of medical programs.—This activi- 
ty covers the development of regulations governing the 
physical and mental fitness of pilots and other persons 
whose health affects safety in flight; the application of 
these medical standards through the physical examina- 
tion of applicants for new or periodic renewal of airmen 
medical certification; the management of a corps of 
over 7,800 designated aviation medical examiners 
trained in the special requirements of aviation medi- 
cine; the medical investigation of fatal general aviation 
aircraft accidents; the development and supervision of 
an occupational health program for agency personnel; 
the administration of an airman medical education pro- 





ont ory 








1981 
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gram and the administration of an aviation medical 
research program, the costs of which are financed 
under the Research, engineering and development and 
Facilities, engineering and development appropriations. 

(f) Development direction.—This activity covers the 
planning, direction, and evaluation of the engineering 
and development program, the direct project costs of 
which are financed under the Research, engineering 
and development and Facilities, engineering and devel- 
opment appropriations. 

(g) Administration of airports program.—This activity 
includes the following work programs: (1) administra- 
tion of a grants-in-aid program for airport planning and 
development; (2) maintenance of a national airport 
system plan; (3) development and application of airport 
engineering and safety standards; (4) collection, process- 
ing, and dissemination of airport data; and (5) safety 
certification of airports serving Civil Aeronautics Board 
certificated air carriers. 


Object Classification (in thousands of dollars) 





















































Identification code 69-1301-0-1-402 1979 actual 1980 est. 1981 est. 
FEDERAL AVIATION ADMINISTRATION 
Direct: 
Personnel compensation: 
ll Permanent positions...............scsccsssseeeeses 1,312,654 1,429,392 1,461,580 
11.3 Positions other than permanent 34,574 26,569 21,538 
11.5 Other personnel compensation ................ 81,840 90,300 91,308 
118 Special personal services payments ....... al 818 472 421 
Total personnel compensation............. 1,429,886 1,546,733 1,574,847 
12.1 — Personnel benefits: Civilianh...........:...ssseese00 190,974 205,892 213,819 
13.0 Benefits for former personnel....................0 53 25 25 
21.0 Travel and transportation of persons........... 45,448 42,881 47,169 
22.0 ‘Transportation of things........ m4 14,824 14,435 15,879 
23.1 Standard level user charges 17,745 18,125 19,775 
23.2 Communications, utilities, and other rent... 80,359 93,360 103,066 
24.0 — Printing and reproduction...............se:ecsseses 8,302 9,902 10,388 
25.0 Other services .................0. a 98,241 102,022 116,778 
26.0 Supplies and materials . we 68,955 63,488 76,216 
RUD REMMI csc cccsccscacusccoscessisesssccousidsiaccdes 16,389 10,757 15,313 
32.0 — Lands and structures.........::..cccssssssssesesseee 267 217 317 
42.0 — Insurance claims and indemnities................ 196 121 127 
Total direct obligationS.................00 1,971,639 2,107,958 2,193,719 
Reimbursable: 
Personnel compensation: 
Ill Permanent POsitions...............vsssssccssesees 9,972 12,974 14,511 
11.3 Positions other than permanent 150 138 138 
11.5 Other personnel compensation ................ 595 1,079 1,262 
11.8 Special personal services payments......... 378 300 350 
Total personnel compensation............. 11,095 14,491 16,261 
12.1 Personnel benefits: Civilian........sssssssesssseee 1,491 2,923 2,648 
21.0 — Travel and transportation of persons............ 843 1,215 1,337 
22.0 — Transportation of things .........sccsssssssscescsee. 294 776 854 
23.2 Communications, utilities, and other rent.... 542 722 744 
24.0 — Printing and reproduction.........ccossossssscsseees 56 132 146 
25.0 Other services ......sssssesssee ae 937 1,987 1,206 
26.0 — Supplies and materials . ae 3,792 3,777 3,823 
PACs ENMU cs eSeucantciciceccieensnnsnooos 38 155 132 
Total reimbursable obligations............. 19,088 26,178 27,151 
Total obligations, Federal Aviation 
Administration..........ccscscsssesssessssee 1,990,727 2,134,136 2,220,870 
ALLOCATION TO DEPARTMENT OF DEFENSE 
23.2 Communications, utilities, and other rent... 64,064 70,856 74,108 
99.0 Total obligations ...........ssssssecsscsssssssees 2,054,791 2,204,992 2,294,978 











Personnel Summary 






















Direct: 
Total number of permanent positions.................... 54,407 54,372 54,299 
Total compensable WorkyeatS ................cccsssssssseee 54,654 53,164 53,054 
Full-time equivalent of other positions (1,787) (1,552) (1,545) 
Full-time equivalent of overtime and holiday 
ee (1,340) (1,300) 
Average ES salary................ $50,112 $50,112 
Average GS grade............... s 11.43 11.47 
Average GS salary...... $28,400 $28,852 
Average NM grade 11.11 1.1 
Average NM salary $32,004 $33,368 
Average salary of ungraded positions................... $19,450 $20,563 $21,130 
Reimbursable: 
Total number of permanent positions ................... 550 550 550 
Total compensable WOrkyealS ...........c-sccseecsssseeeees 512 570 600 
Full-time equivalent of other positions............. (15) (14) (14) 
Full-time equivalent of overtime and holiday 
RR eles i bien etd aes (7) (17) (19) 
ON sce sscpenticaninstnntbcnsen 9.73 9.95 9.97 
DE SIN os cicecctenes accra aececnccconces $20,292 $21,487 $21,663 
INES Wi OI acces sasencmstasnante 11.10 11.10 11.10 
Wieder FG a 2 $36,182 $41,155 $42,621 
Average salary of ungraded positions..................« $20,859 $21,902 $21,967 








FACILITIES, ENGINEERING AND DEVELOPMENT 


For necessary expenses of the Federal Aviation Administration, not 
otherwise provided for, for acquisition and modernization of facilities 
and equipment and service testing in accordance with the provisions 
of the Federal Aviation Act (49 U.S.C. 1301-1542), including construc- 
tion of experimental facilities and acquisition of necessary sites by 
lease or grant [and purchase of two aircraft for replacement only], 
[$20,500,000] $24,500,000, to remain available until expended: Pro- 
vided, That there may be credited to this appropriation, funds re- 
ceived from States, counties, municipalities, other public authorities, 
and private sources, for expenses incurred for engineering and devel- 
opment. (Department of Transportation and Related Agencies Appro- 
priation Act, 1980.) 


Program and Financing (in thousands of dollars) 


























Identification code 69-1303-0-1-402 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Engineering and development............. 15,911 19,806 19,250 
2. Facilities and equipment................00.« 2,713 4,030 5,250 
Total direct program costs—obli- 
Ci coniecixcccessean 18,624 23,836 24,500 
Reimbursable program: 
1. Engineering and development—obli- 
ac icsvssssciccseanreceieccseiinaaitn 563 1,000 1,000 
10.00 Total program costs, funded—ob- 
IE sa os iiccicsceccccne 19,187 24,836 25,500 
Financing: 
Offsetting collections from: 
11.00 TOIT UND cs aincsstcninsionles —463 —900 —900 
14.00 Non-Federal SOUFCES............ssccsssseseeeesssee —100 —100 —100 
21.40 Unobligated balance available, start of year —3,445 ENE © cxccsesceiseeies 
22.40 Unobligated balance transferred from other 
COIN cscs ccsarpeinacecicdcceceptdoeave EAD | icbseeecekilecka, ¥-Tencccocessltesei 
24.40 Unobligated balance available, end of year. 3,336 seneenennenee —_ tntunennenent 
40.00 Budget authority (appropriation) .. 18,370 20,500 24,500 
Relation of obligations to outlays: 
71.00 Obligations incurred, net............. 18,624 23,836 24,500 
72.40  Obligated balance, start of year.. 12,744 15,103 16,795 
74.40 Obligated balance, end of year.................... —15,103 —16,795 —22,975 
90.00 NINES csscssicssteteonsciatacedeceners 16,265 22,144 18,320 











FEDERAL AVIATION ADMINISTRATION—Continued 
Federal Funds—Continued 


700 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 





General and special funds—Continued 
FACILITIES, ENGINEERING AND DEVELOPMENT—Continued 


1. Engineering and development—(a) Aircraft safety.-— 
This subactivity covers the development of regulations 
for an accident prevention program designed to pro- 
mote flight safety of civil aircraft by assuring the 
design, flight performance, and airworthiness of aircraft 
and development of systems and devices to prevent and 
deter sabotage in the civil air transportation system. 

(b) Aviation medicine.—This subactivity provides for 
conducting an aeromedical research and development 
program to identify and eliminate those physical, phys- 
iological, and psychological factors which may jeopar- 
dize flight safety. 

(c) Environment.—Principal efforts provided for under 
this subactivity are the development of data to support 
rulemaking and to minimize the undesired environmen- 
tal effects on the public attributable to the air transpor- 
tation system. 

2. Facilities and equipment.—This activity provides 
for the purchase of training equipment used primarily 
by flight inspectors in keeping abreast of the latest 
technology in the areas of their responsibility and for 
the purpose of maintaining proficiency in the perform- 
ance of their duties. Also included are procurement and 
modification of nonflight inspection aircraft, improve- 
ment and replacement of navigation equipment, and 
purchase of explosive detection devices for testing and 
evaluation purposes. 


Object Classification (in thousands of dollars) 





Identification code 69-1303-0-1-402 1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 
Special personal services payments 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Rent, communications, and utilities 
Other services 14,500 
Supplies and materials... 361 
Equipment 4,165 


23,836 





Total direct obligations 24,500 








Reimbursable obligations: 

Personnel compensation: Permanent posi- 

tions 133 134 
Personnel benefits: Civilian 12 13 
Travel and transportation of persons 4 4 
Other services 738 732 
Supplies and materials... 75 76 
Equipment 38 4] 


1,000 1,000 
24,836 25,500 





Total reimbursable obligations 








Total obligations 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


51 11.50 11.43 
$27,307 $29,605 $29,628 
$20,453 


$19,115 $20,453 


Average GS grade 
Average GS salary 
Average salary of ungraded positions 


Reimbursable: 
Total number of permanent positions 6 
Total compensable workyears 6 
Full-time equivalent of other positions (0) 
Full-time equivalent of overtime and holiday 
(0) (0) 


11.33 11.33 11.33 
$25,017 $27,407 $27,731 


Average GS grade 
Average GS salary 





OPERATION AND MAINTENANCE, METROPOLITAN WASHINGTON 
AIRPORTS* 


* See Part III for additional information. 


For expenses incident to the care, operation, maintenance, improve- 
ment, and protection of the federally owned civil airports in the 
vicinity of the District of Columbia, including purchase of ten passen- 
ger motor vehicles for police or ambulance type use, for replacement 
only; and purchase of two motor bikes for replacement only; pur- 
chase, cleaning, and repair of uniforms; and arms and ammunition; 
[$25,465,000] $28,585,000: Provided, That there may be credited to 
this appropriation, funds received from air carriers, concessionaires 
and non-Federal tenants sufficient to cover utility and fuel costs 
which are in excess of $5,506,000: Provided further, That there may be 
credited to this appropriation, funds received from States, counties, 
municipalities, other public authorities, or private sources, for expenses 
incurred in the maintenance and operation of the federally owned civil 
airports. (49 U.S.C. 1301 et seq.; 54 Stat. 686, as amended, 1030 and 
1039; 64 Stat. 770, as amended; Department of Transportation and 
Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 


Identification code 69-1332-0-1-402 





Program by activities: 
Direct program: 
1. Washington National Airport 
2. Dulles International Airport 


11,442 
11,523 


22,965 


12,599 
12,509 
Total operating costs 25,108 


Capital investment, funded: 
1. Washington National Airport 541 617 
2. Dulles International Airport 721 659 


1,262 1,276 


Total direct costs, funded 24,227 26,384 
Reimbursable program 207 711 


24,434 27,095 


Total capital investment 


Total program costs, funded 
Change in selected resources (stores, un- 


delivered orders, accrued annual leave) . —13 


24,361 


—81 


10.00 Total obligations 27,014 
Financing: 
11.00 Offsetting collections from: Federal funds... —207 


25.00 Unobligated balance lapsing 334 


Budget authority 24,488 26,303 





* Budget authority: 
40.00 Appropriation 25,465 
44.20 Supplemental for civilian pay raises 838 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year... 
74.40  Obligated balance, end of year 


26,303 
3,163 
— 2,820 
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77.00 Adjustments in expired accounts 
90.00 





Outlays, excluding pay raise supple- 
tal 


23,375 


25,838 28,170 
Outlays from civilian pay raise sup- 


plemental 808 30 


91.20 





This appropriation finances maintenance, operations, 
management, and capital investment costs for equip- 
ment and minor facility projects at the federally owned 
Washington National and Dulles International Airports 
which serve the Metropolitan Washington area. 

The operation of the airports is conducted on a com- 
mercial basis with revenues derived from landing fees, 
concession activity, and lease arrangements being de- 
posited as receipts in the general fund of the Treasury. 
The direct operating costs and capital investment are 
financed by direct appropriation. 

Combined revenues are expected to exceed the 1981 
appropriation by $15.3 million. The operating profit at 
Washington National in 1981 is expected to be $12,193 
thousand and $3,317 thousand at Dulles International 
for a total operating profit of $15,510 thousand. Howev- 
er, the deduction of $6,675 thousand in depreciation and 
interest for the two airports results in a net profit of 
$8,835 thousand. 

The rate structures and concession arrangements are 
established so as to assure the recovery of operating 
costs, interest expenses, and an appropriate return on 
the Government’s investment during the useful life of 
the airports. 

For 1981, it is proposed that, to the extent airport 
utility costs rise above those budgeted, revenues may be 
used to cover them. 

The following table reflects increase in activity at the 
airports: 

Washington National Airport: 1979 actual 1980 estimate 1981 estimate 
Passengers (thousands) 15,009 15,970 16,170 
Air operations (thousands) 351 360 360 

176 181 187 
(81) (84) (88) 
(95) (97) (99) 


3,713 
(2,989) (3,319) 
(724) (804) 
221 227 
144 153 
(91) (96) 
(53) (57) 


4,123 


Object Classification (in thousands of dollars) 





1980 est. 1981 est 


Identification code 69-1332-0-1-402 1979 actual 





Direct obligations: 
Personnel compensation: 
Permanent positions. 13,101 14,803 15,259 
Positions other than permanent... 192 201 202 
Other personnel compensation 1,801 1,739 1,789 


Total personnel compensation 15,094 16,743 17,250 
Personnel benefits: Civilian 1,383 1,516 1,576 
Travel and transportation of persons 60 69 76 
Transportation of things 3 6 7 
Communications, utilities, and other rent... 3,924 3,971 4,430 
Printing and reproduction 8 21 21 
Other services 658 1,007 1,099 
Supplies and materials 1,974 1,992 2,885 
Equipment 1,119 950 1,045 
Lands and structures. 2 104 222 

2 5 5 


24227 26,384 ~=—«28,616 


94.0 —81 


26,303 


Change in selected resources —31 


Total direct obligations 24,154 








Reimbursable obligations: 
23.2 Communications, utilities, and other rent... 210 
26.0 Supplies and materials 441 481 
31.0 Equipment 60 60 


Total reimbursable obligations 711 771 
27,014 29,356 








99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 826 826 826 
Total compensable workyears 837 841 879 
Full-time equivalent of other positions (16) (15) (15) 

Full-time equivalent of overtime and holiday 
(69) (50) (51) 


$47,500 $50,112 $50,112 

7.02 6.98 6.98 
$16,795 $18,040 $18,281 
$17,202 $18,613 $18,807 


Average ES salary... 

Average GS grade 

Average GS salary 

Average salary of ungraded positions 





CONSTRUCTION, METROPOLITAN WASHINGTON AIRPORTS 


For necessary expenses for construction at the federally owned civil 
airports in the vicinity of the District of Columbia [[$6,785,000] 
$18,350,000, to remain available until September 30, [1982] 1983. (49 
U.S.C. 1301 et seq.; 54 Stat. 686, as amended 1030, 1039; 64 Stat. 770, 
as amended; Department of Transportation and Related Agencies Ap- 
propriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 69-1333-0-1-402 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Washington National Airport 
2. Dulles International Airport 


2,416 6,527 


3,630 7,293 


Total direct program costs, funded .... 6,046 13,820 
Reimbursable program 18 180 


6,064 14,000 








Total program costs, funded 
Change in selected resources (undelivered 


orders) — 4,000 


10,000 


1,793 
4,271 





10.00 Total obligations 


Financing: 
Offsetting collections from: Federal funds... —174 
Unobligated balance available, start of year — 8,569 
Unobligated balance available, end of year.. 7,914 
Unobligated balance lapsing 1,558 


5,000 


11.00 
21.40 
24.40 
25.00 


40.00 


4,699 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 


4,097 
10,747 


10,000 
8,780 
—4,780 


14,000 


— 13,350 
11,000 


Outlays 6,064 


The projects in the construction program for Wash- 
ington National and Dulles International Airports for 
1981 are designed to accomplish the following three 
objectives: 

Airport planning and development.—At Dulles Inter- 
national Airport, $13,000,000 is included for construc- 
tion of the connection of the airport access highway to 
interstate highway 66. Additional funding is included 
for public parking expansion. 

Upgrade airport facilities and correct deficiencies.— 
Due to growth in the air industry and changes in tech- 
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General and special funds—Continued 
CoNsTRUCTION, METROPOLITAN WASHINGTON ArRPORTS—Continued 


nology, existing facilities require expansion or replace- 
ment to increase load capacity or to upgrade perform- 
ance through modernization. At National, funds are 
included to conduct a survey for building code compli- 
ance and construct projects to correct deficiencies, study 
and design the modernization/expansion of terminal 
restrooms, and improve access for the handicapped. At 
Dulles, funds are requested to improve the baggage 
handling equipment in the customs area and improve 
access for the handicapped. 

Rehabilitate existing facilities.—Existing facilities re- 
quire periodic rehabilitation due to deterioration from 
age and usage. At National, funds are programmed to 
rehabilitate the ramp at gate No. 2 and replace the 
main terminal roof. At Dulles, funds are included to 
replace electrical feeders, replace airfield pavement 
panels, and reroof service buildings. 


Object Classification (in thousands of dollars) 





Identification code 69-1333-0-1-402 


1979 actual 1980 est. 1981 est. 





FEDERAL AVIATION ADMINISTRATION 


Direct obligations: 
Lands and structures. 
Change in selected resources 


5,890 
—1,793 


4,097 


14,000 
—4,000 


10,000 


32.0 
94.0 





Total direct obligations 
Reimbursable obligations: 
Lands and structures 174 


Total obligations, Federal Aviation 
Administration 


ALLOCATION TO FEDERAL HIGHWAY 
ADMINISTRATION 


Lands and structures 


32.0 





4,271 


32.0 
99.0 


17,000 
19,570 





Total obligations 10,000 








Crviz SuPERSONIC AIRCRAFT DEVELOPMENT TERMINATION 
Program and Financing (in thousands of dollars) 


Identification code 69-0106-0-1-402 





1979 actual 1980 est. 1981 est. 





Financing: 
Recovery of prior year obligations 
Unobligated balance available, start of year 
Unobligated balance transferred to other 
accounts 
Unobligated balance available, end of year.. 


Budget authority 


17.00 
21.40 
23.40 


24.40 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 





Outlays 





Distribution of outlays by account: 
Civil supersonic aircraft development 





This appropriation finances the termination of the 
supersonic transport development program. Included in 
these costs are payment of contractor claims and 


closeouts, airline refunds, and the necessary adminis- 
trative costs incidental to the activities. 


SAFETY REGULATION 


Program and Financing (in thousands of dollars) 





Identification code 69-1307-0-1-402 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Engineering and development (costs—obli- 
gations) (object class 25.0).............00 
Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year-.. 
74.40 Obligated balance, end of year 


90.00 Outlays 





Current activities are reflected in the Facilities, engi- 
neering and development account in 1981. 


Public enterprise funds: 
AVIATION INSURANCE REVOLVING FUND 


The Secretary of Transportation is hereby authorized to make such 
expenditures and investments, within the limits of funds available 
pursuant to section 1306 of the Act of August 23, 1958, as amended 
(49 U.S.C. 1586), and in accordance with section 104 of the Govern- 
ment Corporation Control Act, as amended (31 U.S.C. 849), as may be 
necessary in carrying out the programs set forth in the budget for the 
current fiscal year for aviation insurance activities under said Act. 
(49 U.S.C. 1531-42; 1651 et seq.; 72 Stat. 800-806; Department of Trans- 
portation and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 69-4120-0-3-402 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
Administrative expenses 
Reimbursable program 


10.00 Total program costs, funded—obliga- 


tions 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
21.98 Unobligated balance available, start of 
year: 
Fund balance 
U.S. securities (par) 
24.98 Unobligated balance available, end of year: 
Fund balance 
U.S. securities (par) 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obligations, start 


74.10 Receivables in excess of obligations, end of 


90.00 
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The fund currently provides direct support for the 
aviation insurance program authorized under title XIII 
of the Federal Aviation Act. 

In addition to the premium program, binders are also 
issued to cover aircraft, persons, and property. These 
binders would provide aviation insurance in wartime 
and under certain situations short of war. Also availa- 
ble are policies which provide similar coverage for U.S. 
air carrier aircraft used in connection with certain Gov- 
ernment contract operations entered into by the De- 
partment of Defense (DOD) and Department of State 
(DOS). There exists indemnity agreements whereunder 
the DOD and DOS agree to reimburse the Department 
of Transportation for all losses paid to air carriers sus- 
taining damage to their aircraft by an insured peril 
while said aircraft is operating under a contract to the 
interested Department. 

Administration costs are out of fee receipts (49 U.S.C. 
1531, as amended 75 Stat. 210) and interests earned 
through authorized investments. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 198i est. 





Administrative expenses: 
1,403 
—62 


1,341 


1,511 
—171 


1,340 


1,634 
—122 


1,462 








Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 181 327 1,339 
U.S. securities (par) 17,730 18,924 19,374 
Accounts receivable 84 84 84 


17,995 19,335 20,797 











Government equity: 


Retained earnings 16,654 17,995 19,335 20,797 





Analysis of changes in Government equity: 
Retained earnings: 
Start of year... ; 
Net income for year 


16,654 
1,341 


17,995 


17,995 
1,340 


19,335 


19,335 
1,462 


20,797 





Total Government equity (end of year) 





Object Classification (in thousands of dollars) 





Identification code 69~4120-0-3-402 1979 actual 1980 est. 1981 est. 





11.1 Personnel compensation: Permanent posi- 
tions 
Personnel benefits: Civilian 
21.0 — Travel and transportation of persons 
Supplies and materials 





Total direct obligations 
Reimbursable obligations: Insurance claims 
and indemnities 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


10.50 
$29,727 


11.00 
$31,693 


11.00 
$32,483 


Average GS grade 
Average GS salary 





Trust Funds 
AIRPORT AND Arrway Trust FuND 


Amounts Available for Appropriation (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Unappropriated balance, start of 
3,187,183 
1,808,526 


3,754,868 
1,665,700 
444,700 


4,552,268 
Revenue 


Proposed legislation (net) 2,578,800 


Total available for appro- 


priation 4,995,709 5,865,268 7,131,068 








Appropriations: 
Facilities and equipment 
Research, engineering and devel- 


— 290,997 — 250,000 — 350,000 


—75,100 —75,000 — 85,000 

Grants-in-aid for airports: 
Appropriation 
Appropriation to liquidate con- 

tract authority 

Operations: Trust fund transfer 
to operations, general fund, 
for maintaining air navigation 


facilities 


— 15,000 — 10,000 


— 550,000 — 610,000 1 — 665,000 


— 300,000 
— 1,231,097 


— 325,000 
— 1,270,000 


— 1,300,000 
— 2,400,000 





Total appropriations 





Reappropriation: Facilities © and 
equipment 

Unobligated balance returned to un- 
appropriated receipts 

Adjustments in expired accounts, 
return to unappropriated receipts 


— 54,363 
43,459 
1,160 








Unappropriated balance, 


end of year 3,754,868 4,552,268 4,731,068 





1 Represents total for Grants-in-aid for airports. 


The Airport and Airway Revenue Act of 1970 (49 
U.S.C. 1742(a)), as amended, provides for the revenues 
received in the Treasury from passenger ticket tax and 
certain other taxes paid by airport and airway users to 
be transferred from the general fund of the Treasury to 
the Airport and airway trust fund. The Secretary of the 
Treasury estimates the amount to be so transferred. In 
turn, appropriations are authorized from this fund to 
meet expenditures for Federal-aid airports and airways. 

The status of the fund is as follows (in thousands of 
dollars): 


Unexpended balance brought forward: 
U.S. securities (par) 


1981 estimate 
5,256,933 
10,000 


9,266,933 


1979 actual 
3,686,537 
11,210 


3,697,747 


1980 estimate 
4,377,426 
14,707 


4,392,133 





Balance of fund, start of year 








Cash income during the year: 
Government receipts: 
From excise taxes: 
Passenger ticket tax 
Waypbill tax 


1,284,185 
81,321 
64,149 


1,082,500 
71,900 
53,800 
59,900 
22,600 

1,000 

— 2,000 

444,700 
(361,000) 
(24,000) 


International passenger tax... 
Aircraft use tax 
Aircraft tires and tubes tax.... 
Refunds of taxes 

Proposed legislaticn (net) 
Passenger ticket tax 
Waybill tax 


2,578,800 
(1,532,700) 
(112,800) 
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AIRPORT AND AIRWAY TRUST FuNp—Continued 


Fuel 201 VAlOreIn NAX .....sescssesessssessssvessessneeess (32,200) (165,100) 
International passenger tax... ee (20,000) (83,700) 
Aircraft us tax... (7,500) (32,300) 






Aircraft tires and tubes tax.:. 
Aircraft/avionics tax ............. 
Refunds of taxes.......... 3 
Interest ON inveStMeNts............cssecseesseeeses 
Intrabudgetary transaction: Interest on invest- 






































NS eso cams scion oe cuore eeatias es 282,265 BIG DOU. enintrnss te 
Total annual inCOME..............essesceecsseesees 1,808,526 2,110,400 2,578,800 
Cash outgo during the year: 
Federal Aviation Administration: 
Grants-in-aid for airports ...............-. eras 556,454 620,000 665,000 
Facilities and equipment .............sscsccesseseeceeeon 187,932 218,700 255,000 
Research, engineering and development........... 69,729 71,900 81,500 
ENON cc.cs.crtecareateacrensaivirierccacormesenrartoectiis 300,024 325,000 1,300,000 
Total annual outgo 1,114,140 1,235,600 = 2,301,500 
Unexpended balance carried forward: 
US -GOCUTUES DAT) ss ccccsscsssecvcestoscnsttsecsessctovcssoess 4,377,426 5,256,933 5,534,233 
IRI cic ces RG ec osms asscessen cc MR faces 14,707 10,000 t 10,000 
Balance of fund, end Of year ...........ssssees 4,392,133 5,266,933 5,544,233 
Commitment against unexpended balances: 
Appropriated but not expended................sssescsses — 637,264 —714,664 —813,164 
Committed to future liquidating cash appropri- 
ations: 
To liquidate outstanding obligations (contract 
UNINY) oe IN a sstcasccaretes — 887,655 —917,655 —952,655 
To reserve funds equivalent to cumulative 
shortfalls below minimum annual obligation 
levels (Public Law 96-131)..............sssseee — 125,166 —116,966 — 116,966 
Uncommitted balance, end Of yeat............ssssssesssess 2,742,048 3,517,648 3,661,448 f 





Note—The budget schedule above reflects legislation to extend existing tax structures thru September 30, 1981, except 
that a fuel ad valorem tax will replace the existing fuel tax effective July 1, 1980, and a new aircraft/avionics tax will 
become effective October 1, 1980. 





GRANTS-IN-AID FOR AIRPORTS (LIQUIDATION OF CONTRACT 
AUTHORIZATION) (AIRPORT AND AIRWAY TRUST FUND) 


For liquidation of obligations incurred for airport development 
under authority contained in section 14 of Public Law 91-258, as 
amended, and for liquidation of obligations incurred for airport plan- 
ning and development under other law authorizing such obligations, 
$665,000,000 to be derived from the Airport and Airway Trust Fund 
and to remain available until expended. [$610,000,000; and for air- 
port planning grants, $10,000,000, to be derived from the Airport and 
Airway Trust Fund and to remain available until expended.] (49 
U.S.C. 1701 et seq.; Department of Transportation and Related Agen- 
cies Appropriation Act 1980; additional authorizing legislation has 
been proposed.) 





Program and Financing (in thousands of dollars) 




















Identification code 69-8106-0-7-402 1979 actual 1980 est. 1981 est 
Program by activities: 
1. Grants for planning/construction ...........  ssssccssssssesses — ssseeecssssseees 700,000 
2. Grants for planning...............ssse ee 14,998 
3. Grants for construction......... 624,197 
4. Grants for State standards 100 
10.00 Total program costs, funded—obliga- 
tions (object class 41.0) .............. 639,295 650,774 700,000 
Financing: 
17.00 Recovery of prior year obligations............... EE IO UW tire tale lsccessenncess 
Unobligated balance available, start of 
year: 
ZED sc MTN MNIOW 5005s ovscvevevvasssvvvasocsessstesevses —7,119 —7,176 — 6,402 
21.49 Contract authority............eccccssssessssssseees —87,563 —73,206 — 73,206 
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Unobligated balance available, end of year: 




































24.40 OTN 6 ois cbesicxcstoe,ipihheacudhioree 7,176 6,402 6,402 
24.49 Contract authority®..........ccsccssssssseeseen 73,206 73,206 73,206 
25.00 Unobligated balance lapsing................s+ STG QIOO *  aistoosiion.” font nceae 
Budget authority ................ssssssseee 644,140 650,000 700,000 
Budget authority: 
AD;00 55 PADOFODNIAEION oa. i.:!2.c-enev!sesasovcbseldes Soonstbselees 565,000 620,000 665,000 
40.49 Portion applied to liquidate contract au- 
RROD cacciaos fash isvcets Reasiesia usps —550,000 —610,000 —665,000 
43.00 Appropriation (adjusted) 15,000 19000. a550033 
Contract authority: 
49.10 Current (90 Stat. 872, 873)........2.. 54,140 30,000 700,000 
69.10 Permanent (90 Stat. 872, 873)...... 575,000 GION... ncisoninccn 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............sscssssseeese 639,139 650,774 700,000 
72.10 Receivables in excess of obligations, start 
Rea Uns szicarsscassanstisnveasserionssisytcesstviivses SAULT | saison beak 
Obligated balance, start of year: 
72.40 PRM ORNNEMION hospi siestctecbcdeasisitch oleae. bale atieece 6,411 7,185 
72.49 Contract authority.......c...ssssecccsssseessesssees 815,285 887,655 917,655 
Obligated balance, end of year: 
74.40 PM MIBNONY ssc sscscschcseigusvsesiéexaconsistoveces —6,411 —7,185 —1,185 
74.49 Contract authority —887,655 —917,655 —9§2,655 
77.00 Adjustments in expired accounts................. =RRC). <aniwansiue~ -simiaomee 
90.00 NILA scosses ia censscaraasussearesertasivesapeces 556,454 620,000 665,000 





1 Reflects decision of Comptroller General (B192888) and proposed legislation. 
Status of Unfunded Contract Authority (in thousands of dollars) 





1981 est 
















1979 actual 1980 est. 
Unfunded balance, start Of year.........c.ssssssseccseesssesesee 902,848 960,861 990,861 
Contract authority............... Seis aecsaspctovascsooradosooveobas 629,140 640,000 700,000 
Unfunded balance lapsing..........sc..sssssesssssssescssssesesesnee SEBO... G25 dee. .cmnndes 
Unfunded adjustments in expired accounts................. pee Store, Seca. 
Appropriation to liquidate contract authority................ —550,000 —610,000 — 665,000 
Unfunded balance, end Of yeat..........cccssseccsssescsseeeesee 960,861 990,861 1,025,861 








The Airport and Airway Development Act of 1970 
(Public Law 91-258, as amended) authorizes the Secre- 
tary of Transportation to incur obligations for airport 
planning and development grants for 1976 through 
1980. The administration has proposed legislation call- 
ing for a $4 billion airport grants program for the time 
period 1981-85. Some of the major features of this pro- 
posal are an increased funding level for a consolidated 
airport development and planning grant program, 
greater involvement of the States on an optional basis 
in the administration of airport grants, and grant eligi- 
bility for certain noise compatability items and plan- 
ning of noise abatement actions. 





FACILITIES AND EQUIPMENT (AIRPORT AND AIRWAY TRUST FUND) 


[ (INCLUDING TRANSFER OF FUNDS) J 


For necessary expenses, not otherwise provided for; for acquisition, 
establishment, and improvement by contract or purchase, and hire of 
air navigation and experimental facilities, including initial acquisi- 
tion of necessary sites by lease or grant; engineering and service 
testing including construction of test facilities and acquisition of nec- 
essary sites by lease or grant; construction and furnishing of quarters 
and related accommodations for officers and employees of the Federal 
Aviation Administration stationed at remote localities where such 
accommodations are not available; and purchase of one aircraft; to be 
derived from the Airport and Airway Trust Fund, [[$293,000,000, of 
which $43,000,000 shall be derived by transfer from the Appropriation 
“Facilities and Equipment (Airport and Airway Trust Fund), 1977,’] 
$350,000,000, to remain available until September 30, [1984] 1989: 
Provided, That there may be credited to this appropriation, funds 

















10.00 


11.00 
14.00 
21.40 
24.40 
25.00 


7,185 
2,655 


jation 
iy 
1985: 
funds 
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received from States, counties, municipalities, other public authori- 
ties, and private sources, for expenses incurred in the establishment 
and modernization of air navigation facilities[: Provided further, 
That no part of the foregoing appropriation shall be available for the 
construction of a new wind tunnel, or to purchase any land for or in 
connection with the National Aviation Facilities Experimental 
Center, or to decommission in excess of five flight service stations]. 
(449 U.S.C. 1151-60, 1301 et seq., 1507, 1701 et seq.; Department of 
Transportation and Related Agencies Appropriation Act, 1980; addi- 
tional authorizing legislation has been proposed.) 


Program and Financing (in thousands of dollars) 


identification code 69-8107-0-7-402 








1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Air route traffic control centers 
2. Airport traffic control towers 
3. Flight service facilities 
4. Air navigation facilities 
5. Housing, utilities, and miscellaneous 


95,125 
64,589 
13,579 
121,052 


48,382 
86,254 
16,040 
85,783 


28,300 
66,100 
95,900 
72,300 


6,602 

6. Aircraft and related equipment 1,157 

7. Development, test, and evaluation 
facilities 


11,665 
6,076 


6,100 
15,000 


8,898 
271,002 


3,900 
258,100 


3,600 
287,300 





Total direct program—obligations . 








Reimbursable program: 
1. Air route traffic control facilities 321 374 420 
2. Airport traffic control facilities 10,803 10,341 11,620 
4. Air navigation facilities 1,546 1,495 1,680 
5. Housing, utilities, and miscellaneous 
facilities 304 249 280 


Total reimbursable program—obli- 
gations 





12,974 12,459 14,000 








10.00 Total program costs, funded—ob- 


ligations 283,976 270,559 301,300 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsing 


Budget authority 


— 11,670 
—1,304 
— 261,393 
292,292 
43,459 


345,360 


—11,213 
—1,246 
— 292,292 
327,192 


— 12,600 
— 1,400 
— 327,192 
389,892 








Budget authority: 
40.00 Appropriation 
50.00 Reappropriation 


290,997 
54,363 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
71.00 Adjustments in expired accounts. 


90.00 Outlays 


271,002 
208,236 
— 290,100 
— 1,206 


187,932 


258,100 
290,100 
— 329,500 


287,300 
329,500 
— 361,800 





218,700 255,000 





Under this appropriation, the Federal airway system 
is improved by the installation of new equipment and 
the construction and modernization of facilities to keep 
pace with aeronautical activity. The appropriation also 
finances major capital investments required by other 
agency programs such as aircraft for flight inspection of 
facilities and related training, and experimental facili- 
ties for the engineering and development program. Op- 
erating costs of facilities procured under this appropri- 
ation are financed under the Operations appropriation. 
The administration has proposed legislation calling for 


a $2.1 billion facilities/equipment program for the time 
period 1981-85. 


310-100 0 - 80 - 45 


Funding in the amount of $51.6 million is contained 
in the 1981 request to complete the VOR/VORTAC 
equipment replacement program. When fully imple- 
mented, this program will provide annual savings to 
the Government of 788 employee years and $27.5 mil- 
lion. Financing is contained in 1981 to modernize and 
automate the flight service stations. Additionally, this 
request contains the initial funding increment of a mul- 
tiyear program to establish discrete address beacon sys- 
tems. These facilities will provide improved surveillance 
accuracies, data link transmissions, and an automated 
traffic advisory and resolution service. The budget ac- 
tivities include the following facilities and functions: 

1. Air route traffic control centers.—Long range radar 
provides FAA air traffic controllers with information 
on aircraft positions at distances up to 185 miles. Auto- 
mation equipment includes computers and other devices 
which aid controllers in handling en route air traffic. 
Other center activities cover the installation of equip- 
ment to provide communications and related services. 

2. Airport traffic control towers.—Terminal area 
radar aids traffic control in the vicinity of airports by 
displaying aircraft positions at distances up to 60 miles. 
Terminal area automation includes computers and 
other devices which aid controllers in handling termi- 
nal air traffic. Other tower activities include the estab- 
lishment, improvement, and relocation of airport traffic 
control tower facilities. 

3. Flight service facilities.—Domestic flight service 
stations and associated facilities provide flight assist- 
ance to pilots. International flight service stations pro- 
vide long-distance communications for transoceanic 
flights. 

4. Air navigation facilities.—Very high frequency om- 
nidirectional radio ranges equipped with tactical air 
navigation capabilities (VORTAC) are standard short- 
range navigation aids used to define airways and air 
routes and to provide distance and direction informa- 
tion to pilots. Low and medium frequency facilities in- 
clude radio beacons and ranges which provide pilots 
with direction and weather information. Instrument 
landing systems (which provide pilots with direction, 
distance, and glide slope information necessary for 
making safe approaches to runways under poor visibil- 
ity conditions), distance measuring equipment, and 
visual lighting aids assist pilots in making final ap- 
proaches to airport runways, particularly in areas 
where terrain and other environmental factors pose po- 
tential hazards to safe landings. 

5. Housing, utilities, and miscellaneous facilities.— 
This activity includes general facility support require- 
ments which apply to a wide range of FAA installa- 
tions. 

6. Aircraft and related equipment.—This activity pro- 
vides for flight inspection of facilities, including pro- 
curement, modification, and/or replacement of aircraft 
and equipment to inspect the accuracy and other char- 
acteristics of navigation and traffic control aids from 
the air and flight inspection training equipment. 

7. Development, test, and evaluation facilities.—This 
activity provides for leasing and improvement of plant 
and facilities at the National Aviation Facilities Experi- 
mental Center in Atlantic City, N.J. It also includes the 
procurement, rehabilitation, or replacement of equip- 
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FACILITIES AND EQUIPMENT (AIRPORT AND AIRWAY TrusT FuND)— RESEARCH, ENGINEERING AND DEVELOPMENT (AIRPORT AND AIRWay n 
Continued Trust Funp) p 
[ (NCLUDING TRANSFER OF FUNDS) J—Continued For necessary expenses, not otherwise provided for, for research, cl 
engineering and development in accordance with the provisions of the T 
6 j ‘. Federal Aviation Act (49 U.S.C. 13801-1542), including construction of t] 

ment for use in the engineering and development pro- experimental facilities and acquisition of necessary sites by lease or 
gram. grant; [$75,000,000] $85,000,000, to be derived from the Airport and Pp 
Airway Trust Fund, to remain available until expended: Provided, a 

: srasitde oft That there may be credited to this appropriation, funds received from 
Object Classification (in thousands of dollars) States, counties, municipalities, other public authorities, and private ; 

ae sources, for expenses incurred for research, engineering and develop. | 
Identification code 69-8107-0-7-402 1979 actual 1980 est. 1981 est. ment. (49 U.S.C. 1301 et seq., 1701 et seq.; Department of Transporta. | 0 
Direct obligations: tion and Related Agencies Appropriation Act, 1980; additional au- | 

Personnel compensation: thorizing legislation has been proposed.) il 
11.1 Permanent positiens. AA esdsbedesss ote ttocs 26,406 30,655 30,923 Program and Financing (in thousands of dollars) | d 
11.3 Positions other than permanent... 351 408 408 ll 
11.5 Other personnel compensation................ 1,647 1,850 1,740 Identification code 69-8108-0-7-402 1979 actual 1980 est. 1981 est v 
ll. jal al servi Pook Ly texte rscie avatcaavseestsveore | 
P Re ORR EPS Pe —_———_ Program by activities: a 
Total personnel compensation............. 28,421 32,913 33,071 Direct program: fe 
12.1 Personnel benefits: Civiliat.............sssssssesee: 3,023 3,456 3,472 1. Air traffic COMtION.......sssscssessessene 60,693 59,840 66,395 sl 

21.0 Travel and transportation of persons........... 5,699 5,704 6,177 2. Navigation .......... 16,212 12,277 12,430 
22.0 Transportation Of thiNgS .....onnnnsnon 1,705 939 1,071 } — ve 3,200 a i 
23.2 Communications, utilities, and other ret... 417 401 433 ae 2 oie en | 
24.0 — Printing and reproduction...............:.:sssescssse 360 289 292 Total direct program...........:sssses. 80,95 78,097 85,000 | a 
ZOU pe MINNA AON UNODS secsclaStcsccoccosnsccasestayrsecssnessieasvs 22,630 20,021 15,094 ! [SS | 
26.0 Supplies and Matetigls ...runnnnnne 8.266 «8,755 8,647 a a a 5 
31.0 Equipment ....nsssnnsstnnsstnnnstnnne 171,833 154,620 —-192,436 oi tra ens z : 7 ri 
32.0 Lands and Structures......scasnntnsentnne 28,615 30,950 26,605 + lite waar a 3 8 
42.0 Insurance claims and indemnities................ 33 2 2 TO EPEGL RURAL, pian ea) See es ——— a 

Total rei le program........... 
Total direct obigationS.....0u00o 271,002 258,100 287,300 ee “ ae Meo 
=" 10.00 Total obligations .............ccsssssecesse 81,323 78,852 85,760 le 
Reimbursable obligations: Financing: fi 
Personnel compensation: Offsetting collections from: 
11.1 Permanent positionS............... 839 1,635 1,363 11.00 Federal funds........essssssssessesnsesesee eC 
11.5 Other personnel compensation 26 24 24 14.00 Non-Federal SOUTCES... cadiiaidtsedesiscceaneosods n 
———— 21.40 Unobligated balance available, start of year 

Total personnel compensation............. 865 1,659 1,387 24.40 Unobligated balance available, end of year.. SE 
12.1 Personnel benefits: Civilian................ss00 50 157 132 40.00 Budget authori iati te 
21.0 — Travel and transportation of persons... 173 461 a = udget authority (appropriation) .. fc 
22.0 Transportation of things cdveveceessenesasecceesecasees 26 54 59 Relation of obligations to outlays: In 

23.2 Communications, utilities, and other rent... 11 8 8 — 71.00 Obligations incurred, Met .....snsesvattsees 80,950 78,097 85,000 
24.0 Printing and RON ORMICTINN cc snsesosossnssenssesén 16 10 9 72.40 Obligated balance, start of year a 27,154 38,375 44,51 at 
25.0 Other services .................00.. 812 2,412 1,779 74.40 Obligated balance, end of year................0... —38,375 —44,572 — 48,012 el 

26.0 Supplies and materials... 230 186 142 eer Cane 

Tp igapedt IG phage cdgaeah clan “WIND, 2 | SNM craeratgaener sce 69729 = 71,900 aah | te 
32.0 Lands and StrUCtUtS...cnmnnmnnnnnnn 4318 2,046 1,695 otter zz 

Total reimbursable obligations........ ok. Tih ate ¢, bne FAA. conducts engineering and development pep 


= grams to improve the national air traffic control system 
99.0 Total obligations ......cs.sscssssssssssssssee 283,976 270,559 301,300 and to increase its productivity and capacity to meet 
the expected air traffic demands of the future. These 
efforts are based upon exploiting current technology 
and applying system engineering techniques to the de 
Direct: 1: velopment and integration of new equipment into the 

Total number of permanent positions................... 1,332 1,332 1332 total system. The agency also administers aviation 

Total compensable WOrkY@arS ........sssssss00000 1,272 1,290 1306 medical research aimed at increasing the personal eéf- 
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Full-time equivalent of other positions (13) (11) (10) ‘i 
Full-time equivalent of overtime and holiday fectiveness of traffic controllers. A: 
SEMEN TERE (51) (45) (43) | These programs are conducted under the direction of 
I i caicesnsisessiessncsrscsorsnoeses 10.52 10.66 10.64 the agency’s technical personnel, through contracts 
PAIN iil Eoocsnsspacrencncitiipinscs $22,897 $24,944 $25,104 with qualified private firms, universities, individuals 
Average salary of ungraded positions.................... $20,665 $21,834 $22,003 and other Government agencies. 
Peicibursable 1. Air traffic control.—Existing technology is applied 
Total number of permanent positions................... 60 60 60 to air traffic control problems to keep the current 
Total compensable WOrkYeAIS......nssnsenneee 40 73 63 System operating safely and system improvements = | 
Full-time equivalent of other positions.............. (0) (0) (0) made to increase the productivity and capacity of the | 
Full-time equivalent of overtime and holiday current system. These improvements include the sur|  ,, 
eile ie ahh ommerapes (1) (1) (1) veillance of aircraft by tracking radars and control 
unten abe sie ites center processing of flight information received from 2 
3 ji . ° ° . ° ° e . 1 
Average salary of ungraded positions................00 $16,606 $17,704 $18,209 pilots, airline dispatchers, flight service stations and the 26, 


surveillance system through a national communications 
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network. The high-speed or real-time, computerized 
processing of this data for the direct use of air traffic 
controllers is a key to increasing system productivity. 
This traffic control program also provides for increasing 
the capacity of major airports to handle larger, faster 
passenger aircraft safely and efficiently. Increases in 
airport capacity will be achieved by the development of 
new procedures and equipment/computer programs 
which will enable more efficient metering and spacing 
of terminal traffic under all weather conditions. 

This program also includes activities designed to 
insure that the air traffic control system will satisfy the 
demands of the 1990’s, particularly those affecting the 
interface between pilots and traffic controllers. This 
work includes developing new traffic control concepts; 
assessing their technical, economic, and operational 
feasibility and conducting selected feasibility demon- 
strations. 

2. Navigation.—This provides for modernization, ex- 
pansion, and improvement of the common navigation 
system facilities in the United States and in overseas 
areas where international agreements require US. par- 
ticipation. This capability ranks in importance with the 
radar surveillance of aircraft in the effort to increase 
system capacity. It requires the exploitation of all avail- 
able and planned techniques, as well as the develop- 
ment of new navigation techniques and sophisticated 
landing systems capable of handling increased air traf- 
fic in adverse weather conditions. 

3. Aviation weather.—This provides for a program, 
coordinated with the Departments of Defense and Com- 
merce, to modernize the acquisition, processing, dis- 
semination, and display of weather information tailored 
to the needs of aviation users. Development of systems 
for the detection and avoidance of wind shears is also 
included in this activity. 

4. Aviation medicine.—This provides for conducting 
aeromedical research directed toward identifying and 
eliminating those physiological and psychological fac- 
tors inimical to personnel engaged in operating the 
traffic control system. 


Object Classification (in thousands of dollars) 





1981 est. 
































Identification code 69-8108-0-7-402 1979 actual 1980 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent positions...............ssssssssesees 21,022 23,109 23,130 
11.3 Positions other than permanent... 1,429 1,693 1,661 
11.5 Other personnel compensation ..............+. 244 409 406 
11.8 Special personal services payments........ 133 139 139 
Total personnel compensation............. 22,828 25,350 25,336 
12.1 Personnel benefits: Civilian............c.ccsscsssee 2,160 2,330 2,328 
21.0 Travel and transportation of persons........... 860 1,076 1,184 
22.0 — Transportation of things ........s...000sccsessee 72 88 97 
23.2 Communications, utilities, and other rent... 579 561 611 
LOW) OWN GOINGS So. nsicsssicesieceisledessinesseinnn 50,741 47,364 53,411 
26.0 — Supplies and materials .........sso0.ssssscssssessee 1,271 1,000 1,234 
Suits NINO ees Sac cssh sett cd ss csiclonntdcsdecne 2,439 328 799 
Total direct obligations................ssssee 80,950 78,097 85,000 
Reimbursable obligations: 
11.3 Personnel compensation: Positions other 
than permanent .......ccccccccccsssvcseecsseesssssees 13 56 56 
12.1 Personnel benefits: Civilian.. 1 5 5 
25.0 Other Services ........sssssosesee 252 671 679 
26.0 Supplies and materials .........ccccssssssossseen 96 23 20 






































































FEDERAL AVIATION ape 7 07 
a0 COI an Te saree Me “oeceenatiaceee 
Total reimbursable obligations............ 373 755 760 
99.0 Total obligations ....ccnnneeeee 81,323 78852 85,760 
Personnel Summary 
Direct: 
Total number of permanent positions.................... 799 799 769 
Total compensable WorkyearS .............0--:ssseesssseeee 878 873 866 
Full-time equivalent of other positions............. (107) (120) (114) 
Full-time equivalent of overtime and holiday 
re cciccercscacen ace (6) (11) (11) 
PUES I sc secs cise ssc $47,500 $50,112 $50,112 
BOI CS Ec seccssactstbencere 11.69 11.72 11.76 
| A ea $28,453 $30,747 $31,443 
Average salary of ungraded positions.................... $18,50 $19,911 $20,021 
Reimbursable: = 
Total number of permanent positions ................... 0 0 0 
Total compensable workyears................... 1 2 2 
Full-time equivalent of other positions.............. (1) (2) (2) 
Full-time equivalent of overtime and holiday 
ONG. So hod eel. (0) (0) (0) 
OPERATIONS (AIRPORT AND AriRWAY TrRusT FUND) 
Program and Financing (in thousands of dollars) 
Identification code 69-8104-0-7-402 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Payment to Operations (Federal) appropri- 
ation  (costs—obligations) (object 
NN EO ccc 300,000 325,000 —_ 1,300,000 
Financing: 
40.00 Budget authority (appropriation) ........... 300,000 325,000 1,300,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ............ccs.cssseeesee 300,000 325,000 1,300,000 
72.40  Obligated balance, start of year —210 — 189 —189 
74.40 Obligated balance, end of year....... 189 189 189 
77.00 Adjustments in expired accounts................. i SAE” Geek. 
90.00 si i 300,024 325,000 1,300,000 





Certain costs of maintaining air navigation facilities, 
formerly 100% financed from the general fund, are to 
be reimbursed to the Operations appropriation from the 
Airport and airway trust fund. The expected level of 
1981 trust fund receipts will permit a partial payment 
of operations and maintenance expenses as well as the 
costs of airport development, airway facilities invest- 
ment, and research programs. 

The administration has proposed legislation to in- 
crease significantly the level of trust funds allocated to 
cover operations and maintenance expenses of the Fed- 
eral Aviation Administration. During the 1981-85 time 
period, $8 billion will be proposed for these operational 
and maintenance activities. 





AIRCRAFT PURCHASE LOAN GUARANTEE 


In carrying out the program for guarantee of aircraft purchase loans 
under the Act of September 7, 1957, as amended (49 U.S.C. 1324 note), 
during jiscal year 1981 total new commitments to guarantee loans 
shall not exceed $400,000,000 of contingent liability for loan principal, 
including $100,000,000 for which priority shall be given to guarantees 
of aircraft purchase loans to commuter air carriers serving smaller 
communities. (Department of Transportation and Related Agencies Ap- 
propriation Act, 1980.) 
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ArrcraFt PurcHAsE LoAN GUARANTEE—Continued 


Status of Loan Guarantees (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Position with respect to’ limitation on 
loan guarantees: 

3110 Limitation on commitments: Appropriation .. 
3200 Commitments, gross 


650,000 
— 400,000 


250,000 


400,000 


— 10,824 — 400,000 





3900 Unused balance of limitation, expiring 





Cumulative balance of guarantees out- 
standing: 
Outstanding, start of year 
New loan guarantees 
Repayments or prepayments... 


171,052 
401,724 
— 14,401 


558,375 


958,375 
400,000 
— 39,780 


918,595 


4100 
4200 
4400 


4900 


187,941 
8,018 
— 24,907 


Outstanding, end of year 171,052 





Pursuant to Public Law 85-304, as amended, the Sec- 
retary of Transportation was authorized to provide Gov- 
ernment guaranty of private loans to certain air carri- 
ers for the purchase of modern aircraft and equipment 
when financing was not otherwise available on reason- 
able terms. This authority expired September 7, 1977; 
but on October 24, 1978, a new aircraft loan guarantee 
program was authorized (Public Law 95-504) primarily 
to offset any deterioration of service to small communi- 
ties resulting from the Airline Deregulation Act of 
1978. The table above reflects the activity of both 
programs. 


For 1980, new loan guarantees are estimated to be 
$400 million. If the demands for loan guarantees are 
greater than now estimated, new loan commitments up 
to the $650 million ceiling will be made. Estimated new 
loan commitments in 1981 are $400 million, including 
at least $100 million for carriers serving small 
communities. 


FEDERAL HIGHWAY ADMINISTRATION 


Title 23 U.S.C. (“Highways”) and other supporting 
legislation provide authority for the various programs 
of the Federal Highway Administration designed to im- 
prove highways throughout the Nation. 


In summary, the 1981 budget contemplates $8,992.5 
million in obligations and $8,218.7 million in outlays. 
The following table compares 1981 program level (obli- 
gations) with those of prior years (in millions of dollars). 


[In millions of dollars) 
1979 actual 


8,623.8 
(4,442.3) 
(1,974.1) 
(1,024.2) 

(614.4) 
(568.8) 


1981 estimate 


8,850.0 
(3,900.0) 
(2,015.0) 
(1,195.0) 
(900.0) (950.0) 
(790.0) (790.0) 

15.4 15.1 
9.1 72 


1980 estimate 


Account: 
Federal-aid highways 


8,400.0 
(3,680.0) 
(1,900.0) 
(1,130.0) 


Rural and small urban... 

Urbanized area 

Bridge construction... 

Safety and other 
Motor carrier safety 
Highway beautification .. 
Darien Gap Highway ’ 3 6 
Territorial highways J 6.7 6.6 
Railroad-highway crossings demonstration proj- 

45.0 33.0 


39.5 37.5 
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Alaska Highway 

Off-system roads programs .. 

Access highways to lakes. 

Highways crossing Federal projects... 
Bicycle program 

Sandhill Crane Wildlife Refuge 
Highway-related safety grants. 
Baltimore-Washington Parkway 
Highway safety research and development 
Overseas highway. 

Demonstration projects—trust fund... 
Carpool/Vanpool program 
Right-of-way revolving fund . 
Miscellaneous items. 


Total program level 


Federal Funds 
General and special funds: 
Moror CARRIER SAFETY 

For necessary expenses to carry out motor carrier safety functions 
of the Secretary, as authorized by the Department of Transportation 
Act (80 Stat. 939-40), [$13,700,000] $15,100,000, of which $3,800,000 
of the amount appropriated herein shall remain available until ex- 
pended and not to exceed [$1,264,000] $1,581,000, shall be available 
for “Limitation on general operating expenses”. (Department of 
Transportation and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 69-0552-0-1-401 1979 actual 1980 est. 1981 est. 





9,026 9,759 
2,019 900 
9,250 3,000 
1,264 1,581 


17,559 15,240 


2. Research and development... 
3. Demonstration program. 
4. Administration 


Total program costs, funded 
Change in selected resources (undelivered 


orders) —140 


15,100 


—2,136 


10.00 Total obligations 15,423 


Financing: 
17.00 Recovery of prior year obligations 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsing 


Budget authority 14,130 








Budget authority: 
40.00 Appropriation 13,700 
44.20 Supplemental for civilian pay raises 430 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 


15,423 
3,326 
—1,190 


71.00 
72.40 
74.40 


90.00 Outlays, excluding pay raise supple- 
17,169 
91.20 Outlays from civilian pay raise sup- 


plemental 





The motor carrier safety mission is to reduce the risk 
of accidents in truck and bus highway safety transpor- 
tation by regulation of motor carriers engaged in inter- 
state commerce. In 1981, efforts will be made to imple- 
ment fully the revised hazardous materials regulatory 
program, increase noise control, and provide knowledge 
to improve safety regulation of interstate trucks and 
buses, consistent with the Government-wide effort of 
regulatory reform. A $3 million motor carrier safety 





| est. 


9,759 

900 
3,000 
1,581 


15,240 
—140 


15,100 
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demonstration program will be continued in 1981. This 
program provides assistance to selected States for up- 
grading their enforcement efforts. 


Object Classification (in thousands of dollars) 


identification code 69-0552-0-1-401 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions. 5,217 7,002 7,441 
113 Positions other than permanent is 54 154 184 
11.5 Other personnel compensation se 8 10 10 


Total personnel compensation 7,166 7,635 
12.1 Personnel benefits: Civilian 677 722 
21.0 — Travel and transportation of persons 896 986 
22.0 — Transportation of things l 1 
23.2 Communications, utilities, and other rent... 6 6 
25.0 — Other services 6,595 5,683 
26.0 Supplies and materials... a 37 32 
31.0 Equipment 45 35 


99.0 Total obligations 15,423 15,100 








Personnel Summary 





Total number of permanent positions 292 292 
Total compensable workyears Be 286 298 
Full-time equivalent of other positions ( (15) (15) 
Full-time equivalent of overtime and holiday 
(0) (0) 
Average ES salary me $50,112 $50,112 
Average GS grade ee 10.43 10.33 10.38 
Average GS salary $22,769 $23,090 $23,428 





HicHway BEAUTIFICATION 
[LIQUIDATION OF CONTRACT AUTHORIZATION ] 


[For payment of obligations incurred in carrying out the provisions 
of title 28, United States Code, sections 131, 136, and 319(b), 
$25,283,000, to remain available until expended.] For necessary ex- 
penses in carrying out section 131 of title 22 U.S.C. and section 
104(aX11) of the Surface Transportation Assistance Act of 1978, 
$7,200,000 to remain available until expended. (Department of Trans- 
portation and Related Agencies Appropriation Act, 1980.) 

Note.—Included below is $8,500,000 for 1980 that was appropriated under the heading 


“Surface Transportation, Energy and Safety.” The language for this appropriation appears at 
the end of the Department of Transportation chapter. 


Program and Financing (in thousands of dollars) 


Mentitication code 69-0540-0-1-401 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Construction 19,661 23,500 21,000 
2. Administration bo 1,185 1,200 


20,846 23,500 22,200 
— 15,000 





Total program costs, funded 
Change in selected resources (undelivered 


orders) —8,294 


10.00 Total obligations 12,552 
Financing: 
17.00 Recovery of prior year obligations 
21.40 — Unobligated balance available, start of 
year: Appropriation 

24.40 Unobligated balance available, end of year: 

Appropriation ore 
25.00 Unobligated balance lapsing 919 


—14,417 
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Relation of obligations to outlays: 

71.00 Obligations incurred, net 

Obligated balance, start of year: 
72.40 Appropriation 
72.49 Contract authority 

Obligated balance, end of year: 
74.40 Appropriation 
74.49 Contract authority 


90.00 Outlays 


11,633 9,083 


40,401 48,182 
43,283 24,363 


— 48,182 


22,771 


Status of Unfunded Contract Authority (in thousands of dollars) 
43,283 
919 


Unfunded balance, start of year 

Unfunded balance lapsing 

Appropriation to liquidate contract authority 

Balance of appropriation to liquidate contract author- 
ization withdrawn 


~ 18,000 


Unfunded balance, end of year 


This program provides grant assistance for projects 
initiated pursuant to the provisions of the Highway 
Beautification Act of 1965, together with the Federal- 
Aid Highway Acts of 1968 and 1970, as amended. Activ- 
ities funded include junkyard screening and removal, 
control of commercial advertising along highways, and 
program administration. 

A recent General Accounting Office report indicates 
that “In light of the problems and limited progress by 
most States in removing nonconforming signs, it ap- 
pears that the objectives of the Highway Beautification 
Act will not be accomplished in the near future.” En- 
actment of the Surface Transportation Assistance Act 
has created further problems for the beautification pro- 
gram. The requirement for just compensation for bill- 
board removal is extended to signs that are removed 
pursuant to local ordinances, thus interjecting Federal 
requirements into an area that is not its proper prov- 
ince. Electronic signs that previously were not permit- 
ted will now be allowed. Last, it is the expressed con- 
gressional intent that the Department adopt a more 
compliant attitude to State-requested exemptions from 
billboard removal policies. 

In light of these developments, the Department has 
undertaken a comprehensive review of the outdoor ad- 
vertising program to determine how and if the program 
can be successfully continued. 


Object Classification (in thousands of dollars) 
Identification code 69-0540-0-1-401 





1979 actual 1980 est. 





25.0 Other services 
41.0 — Grants, subsidies, and contributions 11,367 9,083 


99.0 Total obligations 12,552 9,083 


Darien Gap HIGHWAY 


Program and Financing (in thousands of dollars) 





Identification code 69-0553-0-1-151 1979 actual 1980 est. 





Budget authority 13,135 





Budget authority: 
40.00 Appropriation 31,135 
40.49 Portion applied to liquidate contract au- 

thority — 18,000 


43.00 Appropriation (adjusted) 


33,783 


— 25,283 
13,135 8,500 








Program by activities: 
1. Design and construction 3,704 1,459 
2. Administration 469 541 


Total program costs, funded .. 2 4,173 2,000 
Change in selected resources (undelivered 
orders) —3,704 — 1,459 


10.00 Total obligations 469 541 

























































































































































































































1) ae eS APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 [| pi 
General and special funds—Continued Change in selected resources (undelivered 
Darien Gap Hichway—Continued orders) Diielenciecaiis hehe cttdasih sp spertresagaeniaden ce 1,323 iy 1,660 aioe x 
Program and Financing (in thousands of dollars) —Continued 10.00 Total obligations suadesonnseudvucbeapenesividéteas 6,632 6,660 6,600 ae 
Financing: 
Identification code 69-0553-0-1-151 1979 actual —1980est. 1981 est. 97.4) Unobligated balance available, start of year —92 —60 
Financing: 24.40 Unobligated balance available, end of year. aan OO kere. sven 
17.00 Recovery of prior year obligation................. —§99 SOO salaaadaess ; 
21.40 Unobligated balance available, start of year © —721 851  —S/l ee re Oerciincs eee 
24.40 Unobligated balance available, end of year. 851 Teenie. Budget authority: 
IR AS a ccs ~ “aussie 40.00 Appropriation ...nsrnmnnnstnnnnsstnnn 12,100 10,768 6600 } 10 
40.49 Portion applied to liquidate contract au- 

Relation of obligations to outlays: RMON Bess sisccsucsce, ce Bab siete gccosetescjcecstociccts — 5,500 HA LG8  cecccccsscvouen 13 
71.00 Obligations incurred, Met ...........sssssssssss00 —130 280 $71 440 5 eR beg bas] ORE al. 
72.40 Obligated balance, start of year... 8,461 4,167 2,447 43.00 Appropriation (adjusted) ............. 6,600 6,600 6600 | 24. 
74.40 Obligated balance, end of year................0++. -~ 4,167 —2,447 —1,818 i ine 

Relation of obligations to outlays: 40. 

90.00 GRINS cnn. beeacnecenstomc nies 4,165 2,000 1,200 — 71.00 Obligations incurred, Met ............sssssssseeeeee 6,632 6,660 6,600 = 

Obligated balance, start of year: 1 

The United States, in cooperation with the Republic 72.40 Appropriation soveenevnanseccncunnnssnggnnnansenney 4,408 12,579 18,407 72. 

of Panama and the Government of Columbia, is partici- 72.49 eae eee Mais cae 9,668 BOO nsccwntiene 14, 

pating in the construction of approximately 250 miles of _,, ,, po eR, SF iar % 901 

high h . s Theat in. ; bake Uikk : ppropriation senrntnenentntnenenenenenene —12, — 18,407 — 18,507 hi 

ighway through the Darien Gap—an incomplete MINK 7449 Contract authofitY .nenonnnnnennnene a 

in the Inter-American Highway. —_—- anv eer 

No appropriation is being requested for 1981. 90.00 RIIRIONS i iscsuth ssnaxissebpfevstosbvecscacaeeoesn'a 3,961 5,000 6,500 19 

Object Classification (in thousands of dollars) Status of Unfunded Contract Authority (in thousands of dollars) aa 

ena ery eee ee a Unfunded balance, start Of year....s..scssssssessssesee 9,668 4,168 ne 

Personnel compensation: Appropriation to liquidate contract authority................ — 5,500 — 4168 | i. ac 

11.1 Permanent positions.............ssssssssesssses 274 =. a $3 

11.3 Positions other than permanent 7 Unfunded balance, end of WO eckssivcnnwiliriareons 4,168 sunbepesssnntsees in 

11.5 Other personnel compensation................ ll | 

Total personnel compensation... 992 Grants are authorized by 23 U.S.C. 215(a) and section | gt 

12.1 Personnel benefits: Civilian... a8 42 104(a)(12) of the Federal-Aid Highway Act of 1978 to | do 

“ie ae oe a, seterneue . assist the territorial governments of the Virgin Islands, | MM; 

990 lomsataiee # Oe ule’ i 3 Guam, American Samoa and the Commonwealth of the re 

23.2 — Communications, utilities, and other rent... 36 Northern Marianas Islands in the improvement of their ea 

BO | UNE NING secregetercgeerrapemeremedene 78 highway systems. Assistance is provided for an arterial | _ thi 
26.0 Supplies and materials 9 highway system, and necessary interisland connectors, 

99.0 Total obligations 469 as designated by each governor and approved by the ‘ 

ee Secretary of Transportation. 

ee ee Under the Federal-Aid Highway Act of 1978, the four ‘ 

Total number of permanent positions.............:s.sce 15 governments are now also eligible for funding from the | gy: 

re raat rah sven oe ve . hazard elimination and highway-related safety grants | exp 

Foltewe ae. o ee ad holiday (1) programs. A program level of $6.6 million (including oe 

ee ee rs (0) the safety programs) is anticipated in 1981, approxi- 8 
— : ok ee weer mately the same as in 1980, for the territorial highways 
DONDE aa SMNY a: cctinsasc tana bossctvosiesgiaco : os 

progrem. ident 
Object Classification (in thousands of dollars) 4 
TERRITORIAL HIGHWAYS \dentitication code 69-0556-0-1-401 1979 actual 1980 est. 1981 est. 
For necessary expenses in carrying out the provisions of title 23, E - 
United States Code, sections 152, 153, 215, and 402, $6,600,000, [to 25.0 Other Services .........sessansasenensenneneeneen 210 132 30 
remain available until expended, together with $4,168,000 for pay- 41.0 Grants, subsidies, and contributions............ 6,422 6,528 6,281 
ment of obligations, incurred in carrying out the provisions of title 28, Ba - 10.0¢ 
United States Code, sections 215, 402, and 405,] to remain available 99-" Total obligations... 6,632 6,660 6m 
until expended. (Department of Transportation and Related Agencies 6 13.0( 
Appropriation Act, 1980.) 
Program and Financing (in thousands of dollars) ([Rartroap-HicHway Crossincs DEMONSTRATION PROJECTS] ne 
Identification code 69-0556-0-1-401 1979 actual 1980 est. 1981 est. {For necessary expenses of railroad-highway crossings demonstra: 40.0( 
P aL tion projects, as authorized by section 163 of the Federal-Aid Highway 40.49 
ie cee 4,839 44 Act of 1978, as amended, and title III of the National Mass Transpor- 
9 Sale on a eee area eS "060 ’ a — tation Assistance Act of 1974, to remain available until expended, 43.0( 
3 pie a . my 210 132 350 $20,000,000 of which $18,333,333 shall be derived from the Highway — 
ice eee ei Trust Fund.] (Department of Transportation and Related Agencies 
Total program costs, funded ............. 5,309 5,000 6,500 | Appropriations Act, 1980.) 71.0¢ 











18,407 


1981 est. 


380 
6,250 


6,600 
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Program and Financing (in thousands of dollars) 


ientfication code 69-0557-0-1-401 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Railroad-highway crossings 
2. Rail Crossings 


16,000 
4,000 


20,000 


22,000 
3,700 


Total program costs, funded 25,700 
Change in selected resources (undelivered 


orders) =f 


10.00 Total obligations (object class 41.0) . 10,102 
Financing: 

13.00 Offsetting collections from: Trust funds 

21.40 Unobligated balance available, start of year 

24.40 Unobligated balance available, end of year. 


25,108 
45,108 


7,297 
32,997 





— 30,036 
—19,471 
11,065 


6,667 


—11,077 
19,471 


13,333 





40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


15,072 
11,487 
— 17,559 


9,000 


—11,487 —17,924 


10,700 








This program provides for demonstration projects in 
19 cities. The planned program levels in 1980 and 1981 
will utilize all unobligated balances of appropriated 
funds and will allow for completion of preliminary engi- 
neering on most projects as well as some right-of-way 
acquisition and construction. Unobligated balances of 
$33 million are expected to be available for programing 
in 1981. 

2. Rail crossings.—This program provides for demon- 
stration projects along the route of the Northeast corri- 
dor rail line between Washington, D.C., and Boston, 
Mass., and in and around Greenwood, S.C. 1981 funding 
required for this program is provided under the North- 
east corridor improvement program administered by 
the Federal Railroad Administration. 


NATIONAL SCENIC AND RECREATIONAL HIGHWAY (LIQUIDATION OF 
ContTRACT AUTHORIZATION) 


For payment of obligations incurred in carrying out the provisions 
of 23 U.S.C. 148, [$25,800,000] $76,500,000 to remain available until 
expended, of which [$19,800,000] $9,400,000 shall be derived from 
the Highway Trust Fund. (Department of Transportation and Related 
Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


identification code 69-0544-0-1-401 





1979 actual 1980 est. 1981 est. 





Program by activities: 
National Scenic and Recreational Highway 
(program costs, funded) 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations (object class 41.0). 


Financing: 
13.00 Offsetting collections from: Trust funds 


17,231 


19,943 
37,174 


28,000 


11,500 
39,500 


31,500 


6,000 
37,500 





—37,174 —39,500 —37,500 


Obligated balance, start of year: 
Appropriation 
Contract authority 

Obligated balance, end of year: 
Appropriation 
Contract authority 


72.40 
72.49 


2,542 


19,100 13,100 


—542 
—7,100 


8,000 


74.40 
74.49 


90.00 


—13,100 
Outlays 





Status of Unfunded Contract Authority (in thousands of dollars) 


19,100 13,100 
—6,000 —6,000 


13,100 7,100 





Unfunded balance, start of year 
Appropriation to liquidate contract authority 


7,100 
—7,100 


Unfunded balance, end of year 





The Federal-Aid Highway Act of 1973 authorized the 
construction and reconstruction of the Great River 
Road by the 10 States bordering the Mississippi River. 
A single continuous two-lane route has been tentatively 
designated which will run from Lake Itasca, Minn., to 
Venice, La. Program levels for 1980 and 1981 will focus 
on preliminary engineering, environmental studies, re- 
construction and rehabilitation of existing road seg- 
ments, roadside rest areas, acquisition of areas of ar- 
cheological, scientific, or historical importance, and nec- 
essary easements for scenic purposes. Appropriation to 
liquidate contract authority to be derived from the 
Highway trust fund is reflected in the Trust fund share 
of other highway programs account. 


[Ataska HicHway] 


[For necessary expenses to carry out the provisions of section 218 
of title 23, United States Code, $2,500,000, to remain available until 
expended.] (Department of Transportation and Related Agencies Ap- 
propriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 69-0537-0-1-401 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Alaska Highway 8,844 
2. Administration 156 


Total program costs, funded 9,000 
Change in selected resources (undelivered 


orders) — 5,479 


10.00 Total obligations 3,521 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 


25,785 
— 20,306 


9,000 


— 12,306 


Outlays 8,000 





Budget authority 





Budget authority: 
40.00 Appropriation 
40.49 Portion applied to liquidate contract au- 
ty 





43.00 Appropriation (adjusted) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


The 1973 Federal-Aid Highway Act authorized $58.67 
million for the reconstruction of the Alaska Highway 
from the Alaskan border to Haines Junction, Canada, 
and the Haines Cutoff Highway from Haines Junction 
to the south Alaskan border. No appropriation is being 
requested for 1981 because the benefits from construc- 
tion of the highway accrue primarily to one State— 
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General and special funds—Continued 
[Ataska Highway ]—Continued 


Object Classification (in thousands of dollars) 





Identification code 69-0537-0-1-401 


21.0 
23.2 
25.0 156 
32.0 20,007 3,365 


99.0 20,177 3,521 


1979 actual 1980 est. 1981 est. 





(Orr-System Roaps (LiquipaATION OF CONTRACT AUTHORIZATION) ] 


[For payment of obligations incurred in carrying out the provisions 
of section 122 of Public Law 93-643; $10,000,000, to remain available 
until expended. (Department of Transportation and Related Agencies 
Appropriation Act, 1980.) 


[Sarer Orr-System Roaps] 


{For necessary expenses to carry out the provisions of 23 U.S.C. 
219; $35,000,000, to remain available until September 30, 1983.] (De- 
partment of Transportation and Related Agencies Appropriation Act, 
1980.) 


Note.—Included below is $20,000,000 for 1980 that was appropriated under the heading 
“Surface Transportation, Energy and Safety.” The language for this appropriation appears at 
the end of the Department of Transportation chapter. 


Program and Financing (in thousands of dollars) 


Identification code 69-0502-0-1-401 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Off-system roads 
2. Safer off-system roads = 
3. Off-system railway-highway crossings 


10,000 800 
89,600 91,400 
35,000 36,000 


134,600 128,200 


46,435 
120,067 
34,087 


Total program costs, funded 200,589 
Change in selected resources (undelivered 


—41,483 
159,106 


—41,717 —128,200 


10.00 Total obligations 


Financing: 
17.00 Recovery of prior year obligations 
Unobligated balance available, start of 
year: 
Appropriation 
Contract authority 
Unobligated balance transferred from other 


—3,136 


21.40 
21.49 
22.40 


— 155,365 
— 2,428 


— 6,063 
6,063 
31,823 


23.40 Unobligated balance transferred to other 


24.40 Unobligated balance available, end of year: 


Appropriation 


74.49 
90.00 


Contract authority 
AUB es iceacseazsitn Sie ‘ 


128,200 


197,983 134,600 





Distribution of outlays by account: 
Off-system roads 
Safer off-system roads 
Off-system railway-highway crossings 


46,435 
120,597 
30,951 


10,000 800 
89,600 91,400 
35,000 36,000 





Status of Unfunded Contract Authority (in thousands of dollars) 


72,500 10,000 
—62,500 —10,000 


10,000 





Unfunded balance, start of year 
Appropriation to liquidate contract authority 


Unfunded balance, end of year 





The Federal-Aid Highway Amendments of 1974 and 
the Federal-Aid Highway Act of 1976 authorized three 
programs for the improvement of roads off the Federal- 
aid highway system. 

1. Off-system roads.—The Federal-Aid Highway 
Amendments of 1974 provided for construction, recon- 
struction, and improvement of roads not on the Federal- 
aid highway system. This program was superseded by 
the Safer off-system roads program. 

2. Safer off-system roads.—This program is for con- 
struction, reconstruction, and improvement of any off- 
system road, and is to include correction of safety haz- 
ards, replacement of bridges, and elimination of high- 
hazard locations and roadside obstacles. 

3. Off-system railway-highway crossings.—This pro- 
gram is for the elimination of hazards of railroad-high- 
way crossings on roads other than those on any Feder- 
al-aid highway system. Projects include crossing separa- 
tion, relocation, and/or installation of gates or flashing 
lights. 

No funds are being sought for this account in 1981 for 
several reasons. First, increased Federal highway fund- 
ing assistance is provided in other accounts. This is 
shown by the fact that the total highway program level 
is proposed to increase from $8.4 billion in 1980 to $88 
billion in 1981, and the Federal matching share for 
many programs has been increased from 70% to 75%. 
Second, Federal assistance for construction of off-system 
roads is included in several other FHWA appropri- 
ations. For example, in the Federal-aid highway ac- 
count, funds for Pavement Marking, Railway-Highway 
Crossings, and Bridge Replacement and Rehabilitation 
may be used off-system. 


Object Classification (in thousands of dollars) 





Budget authority 30,000 





Budget authority: 
40.00 Appropriation 92,500 
40.49 Portion applied to liquidate contract au- 

— 62,500 


43.00 Appropriation (adjusted) 30,000 
Distribution of budget authority by account: 
Safer off-system roads 


Off-system railway-highway crossings 


15,000 
15,000 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
Obligated balance, start of year: 

Appropriation 

Contract authority 
Obligated balance, end of year: 

Appropriation 


155,970 86,823 


72.40 
72.49 


259,584 
70,072 


— 277,644 


277,644 239,867 
0,000 


74.40 — 239,867 —111,667 


Identification code 69-0502-0-1-401 


25.0 
41.0 


99.0 


1979 actual 1981 est. 


5,067 
154,039 


159,106 


1980 est. 


1,238 
85,585 


86,823 





Other services : 
Grants, subsidies, and contributions 


Total obligations 





Distribution of obligations by account: 
Off-system roads 
110,300 


Off-system railway-highway crossings 46,379 





[Access Highways To Pusiic RECREATION AREAS ON CERTAIN 
LAKEs] 

{For necessary expenses not otherwise provided, to carry out the 
provisions of 23 U.S.C. 155, $9,650,000, to remain available until Sep- 
tember 30, 1982.] (Department of Transportation and Related Agen- 
cies Appropriation Act, 1980.) 
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Program and Financing (in thousands of dollars) 


ienttfcation code 69-0503-0-1-401 





1979 actual 1980 est. 1981 est. 





Program by activities: 

Access highways to public recreation areas 
on certain lakes (program costs, 
funded) 

Change in selected resources (undelivered 
orders) 54 


4,652 


4,598 7,000 
14,239 


21,239 





10.00 Total obligations (object class 41.0) . 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsing 


40.00 


— 12,564 
11,589 
4,222 


7,900 


— 11,589 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


4,652 
8,700 
—8,855 


4,497 


8,855 
— 23,094 


7,000 


—14,194 
8,900 





Outlays 





The Federal-Aid Highway Amendments of 1974 au- 
thorized a program to construct or reconstruct access 
highways to public recreation areas on lakes in order to 
accommodate present and projected traffic density. 

The appropriation received for 1980 will fully fund 
projects authorized by the Congress. Therefore, no new 
budget authority is requested for 1981. Funds for addi- 
tional projects of this nature are available in the Feder- 
al-aid highways program which is national in scope and 
available to all States on an equitable basis. 


([Hicuways CrossinGc FEDERAL PROJEcTS] 


[For necessary expenses in carrying out the provisions of 23 U.S.C. 
156, $14,000,000, to remain available until September 30, 1982.] (De- 
partment of Transportation and Related Agencies Appropriation Act, 
1980.) 


Program and Financing (in thousands of dollars) 


Kdentification code 69-0510-0-1-401 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Highways crossing Federal projects (pro- 
gram costs, funded) 
Change in selected resources (undelivered 
orders) 


29,082 21,000 
—6,378 


14,622 


— 6,668 
22,414 





10.00 Total obligations (object class 41.0). 


Financing: 
21.40 Unobligated balance available, start of year —7,036 
24.40 Unobligated balance available, end of year. 622 


40.00 16,000 





Budget authority (appropriation) .. 








Relation of obligations to outlays: 
71,00 Obligations incurred, net 
12.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


22,414 
44,755 
— 40,563 


26,606 


40,563 
— 34,185 


21,000 





Outlays 





The Federal-Aid Highway Act of 1976 authorized $100 
million for the construction and reconstruction of any 
public highway bridge across any Federal public works 
project where there has been a substantial change in 
the requirements and cost of such highway or bridge 
Since the public works project was authorized, and 
where such increased costs would work an undue hard- 


ship upon any one State. The 1980 appropriation funds 
fully the authorization provided for this program. 


[Bicycte Procram] 


[For necessary expenses in carrying out the provisions of section 
141 of Public Law 95-599, $4,000,000, of which $2,000,000 shall be 
derived from the Highway Trust Fund.] (Department of Transporta- 
tion and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 
Identification code 69-0558-0-1-401 





1979 actual 1980 est. 





Program by activities: 
Bicycle program (program costs, funded) .. 
Change in selected resources (undelivered 
orders) 


2,000 


2,000 
4,000 





10.00 Total obligations (object class 41.0). 
Financing: 
13.00 Offsetting collections from: Trust funds 


40.00 


—2,000 


Budget authority (appropriation) .. 2,000 





Relation of obligations to outlays: 
71.00 Obligation incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 





Outlays 





The Federal-Aid Highway Act of 1978 authorized 
grants to States and local subdivisions for (1) construc- 
tion of bikeways, and (2) nonconstruction projects which 
can reasonably be expected to enhance the safety and 
use of bicycles. For 1981, bicycle projects will be eligible 
for funding from the proposed auto-use management 
program to be funded out of the Windfall Profits Tax. 


SANDHILL CRANE WILDLIFE REFUGE 


Program and Financing (in thousands of dollars) 





Identification code 69-0509-0-1-302 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Sandhill Crane Wildlife Refuge (costs— 
obligations) (object class 32.0) 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





This appropriation provided for the acquisition of 
land in Jackson County, Miss., to be administered by 
the Secretary of Interior as a wildlife refuge for the 
Mississippi Sandhill Crane. The appropriation was 
transferred to the Department of Interior in 1979. 


MISCELLANEOUS APPROPRIATIONS 


Program and Financing (in thousands of dollars) 





ientiicatn code 69-9911-0-1~401 


1979 actual 1980 est. 





Program by activities: 
1. Inter-American Highway 1,809 
2. Highway-related safety grants 915 
3. Alaskan assistance 
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Program and Financing (in thousands of dollars) —Continued 


Identification code 69-9911-0-1-401, 








1979 actual 1980 est. 1981 est. 





4. Rural highway public transportation 2,013 
5. Chamizal Memorial Highway 12 
6. Bikeway program 1,447 1,400 
7. Highway beautification . 150 
8. Forest highways 100 
9. Public lands highways... 

10. Salaries and expenses 


1,400 
8 





Total program costs, funded 
Change in selected resources (undelivered 
orders) : 32:733 
Total obligations (object class 41.0) . 508 
Financing: 
Recovery of prior years obligations 
Unobligated balance available, start of year 
Unobligated balance available, end of year. 


Unobligated balance lapsing 
Unobligated balance restored 


Budget authority 


3,241 6,017 


—4,623 


10.00 1,394 


17.00 
21.40 
24.40 
25.00 
25.00 


93 
—1,791 








Distribution of obligations by account: 
Inter-American Highway 
Rural highway public transportation . 
Chamizal Memorial Highway 
Bikeway program 
Highway beautification .. 
Forest Highways 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 Outlays 





Distribution of outlays by account: 
Inter-American Highway 
Highway-related safety grants 
Alaskan assistance 
Rural highway public transportation 
Chamizal Memorial Highway 
Bikeway program 
Highway beautification .. 

Forest highways 

Public lands highways... 
Salaries and expenses 
Integrated grant administration 





This account was established to display programs 
that no longer require appropriations and provide a 
mechanism to show the obligation and outlay of 
amounts made available in prior years. No subsequent 
appropriations are anticipated. 


Trust Funds 


FEDERAL-AID HiGHways (LIQUIDATION OF CONTRACT AUTHORIZATION) 
(Trust Funp)* 


* See Part III for additional information. 


For carrying out the provisions of title 23, United States Code, 
which are attributable to Federal-aid highways, not otherwise pro- 
vided, including reimbursements for sums expended pursuant to the 
provisions of 23 U.S.C. 308, [[$6,800,000,000] $7,900,000,000, or so 
much thereof as may be available in and derived from the Highway 
Trust Fund, to remain available until expended. (Department of 
Transportation and Related Agencies Appropriation Act, 1980.) 
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Program and Financing (in thousands of dollars) 





Identification code 20-8102-0-7-401 


1979 actual 


1980 est. 


1981 est. 





Program by activities: 
Direct program: 

1. Interstate system 

2. Rural and small urban area 
transportation programs 

3. Urbanized area transporta- 
tion programs 

4. Bridge program 

5. Construction safety programs 

6. Administration and research. 

7. Other 


Total direct 
costs, funded 


program 


Reimbursable program: 
1. Construction 
2. Administration 


Total reimbursable _pro- 
gram costs, funded 


Total program 
funded 
Change in selected resources (un- 
delivered orders) 


costs, 


10.00 Total obligations 


Financing: 
Offsetting collections from: 
Federal funds 
Trust funds 
Non-Federal sources: 


11.00 
13.00 
14.00 


17.00 
21.49 


Recovery of prior year obligations. 

Unobligated balance available, 
start of year 

24.49 Unobligated balance available, end 


25.00 


3,230,150 
1,845,653 


1,135,068 
207,683 
287,717 
150,699 
102,169 


3,680,000 
1,900,000 


1,130,000 
900,000 
500,000 
183,128 
106,872 


3,900,000 
2,015,000 


1,195,000 
950,000 
500,000 
184,511 
105,489 





6,959,139 


8,400,000 


8,850,000 








3,436 
23,602 


7,000 
28,000 


7,000 
me) 





27,038 


35,000 


35,000 








6,986,177 
1,768,163 


8,435,000 


8,885,000 





8,754,340 


— 26,304 
—1,331 


— 100,197 


0 
—2,776 


—5,707,772 


5,039,407 
20,998 


5,039,407 
9,240,947 


—5,240,947 
5,438,987 





7,976,365 


8,601,540 





Budget authority: 
Current: 
Appropriation 
Portion applied to liquidate con- 
tract authority 


40.00 
40.49 


43.00 
49.10 Contract authority 
(Public Law 95-599) 
Reduction in contract 
authority under 23 
U.S.C. 103(e)(4) 
Permanent: 
Contract authority defi- 
nite (Public Laws 
94-280, 95-599) 


6,950,000 
— 6,950,000 


6,802,000 
— 6,800,000 


7,900,000 
— 7,900,000 





7,894,067 


— 17,702 


100,000 


8,599,540 





Relation of obligations to outlays: 

Obligations incurred, net 

Obligated balance, start of year: 
Appropriation 
Contract authority 

Obligated balance, end of year: 
Appropriation 
Contract authority 


71.00 


72.40 
72.49 


74.40 
74.49 


90.00 Outlays 


8,623,732 


673,446 
10,566,797 


— 147,466 
— 12,240,528 


8,400,000 


747,466 
12,240,528 


— 2,000 
— 13,838,528 


8,850,000 


2,000 
13,838,528 


— 42,500 
— 14,788,528 





6,875,980 


7,547,466 


7,859,500 





tmp st GW 


— ao oa” > 


> - OO cr + 


co Mm TH 





10,000 
5,000 
15,000 
10,000 
10,000 


34,511 
15,489 


10,000 


7,000 
28,000 


35,000 


85,000 


33,000 
- 1,900 


—100 


40,947 


00,000 
00,000 


48,040 


50,000 


2,000 
38,528 


42,500 
88,528 


9,500 
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Status of Direct Loans (in thousands of dollars) 





Cumulative balance of direct loans 
outstanding: 
2100 Outstanding, start of year 
2400 Repayments, prepayments, 





Status of Unfunded Contract Authority (in thousands of dollars) 


16,274,569 17,279,936 
7,994,067 8,599,540 





Unfunded balance, start of year 

Contract authority 

Reduction in contract authority 
under sec. 110, Public Law 94- 


18,679,476 
9,048,040 


Appropriation from Highway trust 

fund to liquidate contract au- 

thority — 6,950,000 
Supplemental to liquidate contract 

authority 


Unfunded balance, end of 


— 6,800,000 
— 400,000 





17,279,936 18,679,476 19,827,516 





Financial assistance is made available to States for 
construction and improvements on the National System 
of Interstate and Defense Highways and for urban and 
rural transportation programs. The Federal Govern- 
ment pays 90% of the costs for interstate projects. The 
Federal share of most other Federal-aid projects was 
10%, but the 1978 Highway Act increased it to 75%. 
The Federal share of project costs is higher than 75% 
and 90% in those States with large areas of public 
domain. 

1. Interstate system.—Of the 42,500-mile system, 
39,706 miles were open to traffic as of September 30, 
1979. In addition to assistance for construction and im- 
provement of Interstate segments, provision is made for 
resurfacing, restoring, and rehabilitating older parts of 
the system. At State and local option, authorizations for 
nonessential segments deleted from the system may be 
utilized for improvements on bus and rail transporta- 
tion systems or on other highway systems. The Federal- 
aid Highway Act of 1978 changed the period of fund 
availability to 2 years at which time unobligated bal- 
ances will become discretionary for the purpose of ac- 
celerating the construction of the Interstate System. 

2. Rural and small urban area transportation pro- 
grams.—Provides financial assistance to States for high- 
way construction, reconstruction, and related planning 
and research on the primary, secondary, and urban 
systems in rural and small urban areas (with popula- 
tions of 50,000 or less). A portion of the financial assist- 
ance will be for projects to resurface, restore, and reha- 
bilitate primary and secondary highways. Assistance is 
also provided for forest and public lands highways. 

3. Urbanized area transportation programs.—Provides 
financial assistance to States for highway construction, 
reconstruction, and related planning and research on 
the urban system in urbanized areas (with populations 
of more than 50,000). Financial assistance may also be 
utilized for bus and other mass transportation related 
facilities. 

4. Bridge program.—Provides financial assistance to 
States for projects designed to replace or rehabilitate 
structurally deficient bridges which are hazardous to 
the safety of motorists. 


5. Construction safety programs.—Provides financial 
assistance to States for safety improvements to the 
highway systems. Programs that may be pursued in- 
clude: (1) a safety improvement program (which in- 
cludes projects for eliminating hazards and roadside 
obstacles), (2) pavement marking demonstration pro- 
jects, and (3) rail-highway crossings. 

6. Administration and research.—Provides for execu- 
tive and general administrative and research expenses 
of Federal-aid highways. These funds are expended 
under the Limitation on general operating expenses. 

7. Other.—Provides for emergency relief and bridges 
over Federal dams. 


Object Classification (in thousands of dollars) 





Identification code 20-8102-0-7-401 1979 actual 1980 est. 1981 est. 





FEDERAL HIGHWAY ADMINISTRATION 


Personnel compensation: 
11.1 Permanent positions 6,748 
11.3 Positions other than permanent 900 
11.5 Other personnel compensation 330 





Total personnel compensation 7,978 


Direct obligations: 
Personnel compensation 3,611 
Personnel benefits: Civilian 378 
Travel and transportation of persons 1,100 
Transportation of things 300 
Communications, utilities, and other rent... 215 
Printing and reproduction 13 
Other services ‘ : 1,150 
Supplies and materials 45 
Equipment 3 
Lands and structures. 28,000 
Grants, subsidies, and contributions 8,580,973 
Limitation on general operating expenses 

(see separate schedule) 


8,508,477 


184,511 


150,699 
8,800,299 


Total direct obligations 8,692,886 


Reimbursable obligations: 
Personnel compensation 4,581 4,367 
Personnel benefits: Civilian zs 329 
Benefits for former personnel 
Travel and transportation of persons 157 
Transportation of things 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 14,229 
Supplies and materials 265 
Equipment 440 
Lands and structures 1,800 
Limitation on general operating expenses 


(see separate schedule) 12,691 


Total reimbursable obligations 35,000 


Total obligations, Federal Highway 
Administration 8,835,299 


ALLOCATION ACCOUNTS 


Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personne! compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials .... 
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Identification code 20-8102-0-7-401, 1979 actual 1980 est. 1981 est. 
SUD GaN sc saseissicssetccsekccsnscesiptarsesnnngees 27 31 4] 
32.0 Lands and Structures................-sssssssssssssesee 828 1,042 1,377 
41.0 — Grants, subsidies, and contributions 21,280 30,000 30,000 
42.0 — Insurance, claims, and indemnities.............. 5 5 7 
Total obligations, allocation accounts . 33,819 45,418 49,701 
99.0 Total obligationS.............ssccccssssseesees 8,754,340 8,435,000 8,885,000 
Obligations are distributed as follows: 
Federal Highway Administration ............s...:::s+ 8,720,521 8,389,582 8,835,299 
Urban Mass Transportation Administration............ 21,280 30,000 30,000 
Army: Corps of Emgine@ers...............sssssssesssssessesnes 27 83 1,050 
Agriculture: Forest Service ............sssssscsssssessessssees 11,301 13,679 17,098 
Interior: 
Bureau of Land Management BED is ascteadatcn bean eicsibal hic kaovocss 
Bureau of Indian Affairs........... 835 1,352 1,333 
National Park Service .............cssscssscssssesssseesees 294 304 220 
Personnel Summary 
FEDERAL HIGHWAY ADMINISTRATION 
Direct: 
Total number of permanent positions.................... 137 137 137 
Total compensable workyeatS ............-..v--« 176 175 175 
Full-time equivalent of other positions (45) (50) (50) 
Full-time equivalent of overtime and holiday 
TT cla Savcinisnseurseanoen (6) (6) (6) 
Average GS grade 8.64 8.64 8.64 
Average GS salary $18,838 $20,370 $20,575 
Reimbursable: 
Total number of permanent positions................... 315 186 186 
Total compensable workyears...............ssssssssneeee 332 219 219 
Full-time equivalent of other positions............. (50) (50) (50) 
Full-time equivalent of overtime and holiday 
a oo easenese ( (14) (14) 
Average GS grade 8.64 8.64 
Average GS salary $20,370 $20,575 
ALLOCATION ACCOUNTS 
Total number of permanent positions..................0ses.. 61 64 66 
Total compensable workyea'S................. 163 171 177 
Full-time equivalent of other positions (102) (107) (111) 
Full-time equivalent of overtime and holiday 
aes con icgees p oaisrrcssiseeoneet (22) (23) (23) 
i Ral lM lee EIRP cm $47,500 $50,112 $50,112 
PIE TR EIEN oe cascpoaseiseacepusepsiosocsconvovnssanresetsc 8.7 8.75 8.75 
I MN incsescccassasnrmnscssiosinnsisisiviccersrsone $17,200 $18,545 $18,545 
Average salary of ungraded positions ............sssecse. $13,641 $14,596 $14,596 





LIMITATION ON GENERAL OPERATING EXPENSES 


Necessary expenses for administration, operation, and research of 
the Federal Highway Administration not to exceed [$188,600,000] 
$197,202,000 shall be paid, in accordance with law, from appropri- 
ations made available by this Act to the Federal Highway Adminis- 
tration together with advances and reimbursements received by the 
Federal Highway Administration: Provided, That not to exceed 
[$46,550,000] $39,000,000 of the amount provided herein shall 
remain available until expended. (Department of Transportation and 
Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 


Program by activities: 
1. Program direction and coordination: 





(a) Executive direction...............sssssssssssssecsssses 690 809 829 
(b) Legal services........... spas 1,606 1,878 1,922 
(c) Program review... sty 492 241 235 
(d) Public affairs........ a 318 375 384 
RY I MS i cccacascasiceosb ch dada cesisonnanse 770 902 931 

2. General program support: 
15,098 13,024 


(a) Program and highway planning................ 7,825 








(b) Research and development 20,725 29,756 23,470 
(c) Administrative support............ 28,365 29,986 34,142 
(d) National Highway Institute em 2,219 2,511 2,584 
(e) Career development programs................... 3,150 3,636 4,033 
3. Highway programs: 
(a) Engineering and traffic operations............ 7,318 8,553 8,768 
(b) Right-of-way and environment......... soit 3,368 3,931 4,027 
(c) Highway Safety............ccccssseeccee 10,483 10,965 10,457 


(d) Construction skill training .....n0.conun. 10,286 9,103 10,000 





RAT VME DONUNIONG ssccscecsttareteiciclecsiousesscssnsessetbsoses 68,814 72,440 74311 
5. Inspector general reimbursement ...............0000 4,064 7,265 8,085 
Total program costs, funded—obligations... 170,493 197,449 197,202 
Financing: 
Offsetting collections from: Federal funds............ — 2,330 
Unobligated balance available, start of year......... — 2,257 
Unobligated balance available, end of year........... 1,649 
Unobligated balance lapsing ..............:..ssssssssssese 6,294 
III sv casciassotvadcssiessasnigpunssnapsiaicaoecaes 173,850 
Proposed increase due to civilian pay 
STON si issstAcscesshtbceeSetseteccactees S tectaossbeotosese 





This limitation provides for the salaries and expenses 
of the Federal Highway Administration. 

1. Program direction and coordination.—(a) Provides 
overall direction and coordination of the highway trans- 
portation program; (b) provides legal services for all 
programs; (c) develops and administers programs for 
continuing audit of claims against Federal funds and a 
thorough investigation of alleged irregularities; (d) 
plans and directs public affairs programs; and (e) devel- 
ops, recommends policies and standards, and reassures 
compliance with the civil rights and equal opportunity 
procedures within the Federal Highway Administration 
and by recipients of grants-in-aid administered by the 
Federal Highway Administration. 

2. General program support.—(a) Formulates policy, 
multiyear and long-range plans and goals for highway 
programs and develops data and analyses for current 
and long-range programing; (b) conducts direct and con- 
tract research and development relating to traffic oper- 
ations, new construction techniques, and the social and 
environmental aspects of highways; (c) provides admin- 
istrative support services for all elements of the Federal 
Highway Administration; and (d) provides on-the-job 
training for employees of the Federal Highway Admin- 
istration and training opportunities for highway-related 
personnel. 

3. Highway programs.—(a) Provides engineering guid- 
ance to Federal and State agencies and to foreign gov- 
ernments, and conducts a program to encourage use of 
modern traffic engineering procedures to increase the 
vehicle-carrying capacity of existing highways and 
urban streets; (b) assists States, other Federal agencies, 
and certain foreign countries in right-of-way acquisition 
and develops procedures for highway location selection 
and consideration of environmental impacts; and (c) fi- 
nances construction skill training programs for disad- 
vantaged workers hired by contractors on federally 
aided highway projects. 

4. Field operations.—(a) Provides staff advisory and 
support services in field offices of the Federal Highway 
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Administration, and (b) provides program and engineer- 
ing supervision of the several highway programs 
through 9 regional and 52 division offices. 

Major new elements of this program in 1981 include: 
(1) an additional $1.0 million for skill training of minor- 
ities for employment in the highway construction indus- 
try; (2) an additional $1.1 million for the interjurisdic- 
tional trucking program; and (3) $1.49 million for mod- 
ernization of FHWA’s management and fiscal informa- 
tion system. 

FHWA employment attributable to this account for 
1981 will be maintained at the 1980 level of 3,542 posi- 
tions. 


Object Classification (in thousands of dollars) 
\dentitication code 20-8102-0-7-401 


Personnel compensation: 
11.1 Permanent positions 87,772 92,772 94,724 
11.3 Positions other than permanent 1,627 2,060 2,337 
115 Other personnel compensation 273 530 530 


Total personnel compensation 89,672 95,362 97,591 
12.1 Personnel benefits: Civilian 10,044 10,005 10,499 
13.0 Benefits for former personnel 3 
21.0 Travel and transportation of persons 5,185 
22.0 — Transportation of things 657 
23.1 — Standard level user charges 7,049 
23.2 Communications, utilities, and other rent... 3,257 
24.0 Printing and reproduction 1,928 
25.0 Other services 50,451 
26.0 — Supplies and materials 905 
31.0 1,179 
32.0 Lands and structures 157 
42.0 Insurance claims and indemnities 7 
93.0 Administrative expenses included in sched- 

ule for fund as a whole 





1979 actual 1980 est. 1981 est. 











Total obligations 











Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


3,527 
(14) 


3,551 
(14) 


(14) 
$50,112 
10.36 
$27,364 


(14) 
$50,112 
10.36 
$27,830 


Average ES salary... 
Average GS grade 
Average GS salary 





HicHway-RELATeD SaFrety GRANTS (LIQUIDATION OF CONTRACT 
AUTHORIZATION) (TRUST FuND) 


For payment of obligations incurred in carrying out the provisions 
of title 28, United States Code, section 402, administered by the 
Federal Highway Administration, to remain available until expended, 
[$26,500,000] $77,500,000 to be derived from the Highway Trust 
Fund: Provided, That not to exceed [$633,000] $560,000 of the 
amount appropriated herein shall be available for “Limitation on 
general operating expenses”. (Department of Transportation and Re- 
lated Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


\denttication code. 69-8019-0-7-401 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. State and community grants 24,001 22,367 
2. Administration of grant programs 633 633 


24,634 23,000 
5,000 


23,640 
560 


Total program costs, funded 24,200 
Change in selected resources (undelivered 


3,800 


10.00 Total obligations 28,000 28,000 28,000 


Financing: 
21.49 Unobligated balance available, start of year © —59,929 
24.49 Unobligated balance available, end of year.. 56,331 
25.00 Unobligated balance lapsing 271 


Budget authority 24,673 


— 53,004 
49,677 


— 56,331 





24,673 24,673 





Budget authority: 
Current: 
Appropriation 23,000 
Portion applied to liquidate contract au- 
— 23,000 


40.00 
40.49 


26,500 17,500 


— 26,500 





43.00 Appropriation (adjusted) 
Permanent: 
Contract authority (90 Stat. 451, 


92 Stat. 2727) (definite) 


69.10 


24,673 24,673 24,673 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
Obligated balance, start of year: 

Appropriation 

Contract authority 
Obligated balance, end of year: 

Appropriation 

Contract authority. 


Outlays 


28,000 28,000 28,000 
72.40 


72.49 


4,470 
31,298 


3,847 
36,298 


7,347 
37,798 


74.40 
74.49 


90.00 


—647 
— 48,298 


24,200 


—3,847 
— 36,298 


23,623 


—1,347 
—37,798 


23,000 





Status of Unfunded Contract Authority (in thousands of dollars) 


Unfunded balance, start of year 91,227 92,630 90,803 
Unfunded balance lapsing ar —271 

Contract authority 

Appropriation to liquidate contract authority 


24,673 
— 26,500 


90,803 


— 23,000 


Unfunded balance, end of year 92,630 





The Highway Safety Act of 1970 authorized grants to 
States and communities for implementing and main- 
taining highway-related safety standards. Funding was 
one-third Federal funds and two-thirds highway trust 
funds. The Highway Safety Act of 1975 and the High- 
way Safety Act of 1978 provided additional authoriza- 
tions which were entirely trust funded and extended 
grant eligibility to Indian reservations and the four 
U.S. territories. Funds for the territories are included 
in the Territorial Highways account. 


Object Classification (in thousands of dollars) 
Identification code 69-8019-0-7-401 


25.0 Other services 633 633 560 
41.0 Grants, subsidies, and contributions 27,367 27,367 27,440 


99.0 28,000 28,000 28,000 





1979 actual 1980 est. 1981 est. 





Total obligations 





BALTIMORE-WASHINGTON PARKWAY 


For necessary expenses not otherwise provided, to carry out provi- 
sions of the Federal-Aid Highway Act of 1970, for the Baltimore- 
Washington Parkway, to remain available until expended, $1,000,000 
to be derived from the Highway Trust Fund. 


Program and Financing (in thousands of dollars) 
Identification code 69-8014-0-7-401 


1979 actual 1980 est. 





Program by activities: 
Baltimore-Washington Parkway (program 
costs, funded) 
Change in selected resources (undelivered 


1,600 1,300 


876 —300 


10.00 Total obligations (object class 32.0). 2,476 1,000 
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BALTIMORE-WASHINGTON Parkway—Continued crossings demonstration 1! 
26,667 ROgO secteur 
Program and Financing (in thousands of dollars)—Continued  =»--»»-——————_ BUCY Cl PprO gram .......sssssssescessnsssssssseeeeseessusnsssnee —seseeeeeeeeenney EOUO  Ssiscnek y 
Identification code 69-8014-0-7-401 1979 actual 1980 est. 1981 est. Distribution of obligations by account: 
= National scenic and recreational highway............. 37,174 39,500 37,500 | 
Financing: Railroad-highway crossings © demonstration t 
17.00 Recovery of prior year obligations............... NOES cea iciniaig concstasttedsicatoerigtiscsstitebovscesreear 3,557 30,000 21,932 c 
21.40 Unobligated balance available, start of year Rail crossings—demonstration projects .... 1,605 36 t 
24.40 Unobligated balance available, end of year. SUPCIS RDDIONTY Shab thts -SocdeassecPheessedebatsacntchcndsoes , {SEA caccata 2,000 ; 
40.00 Budget authority (appropriation) .. Relation of obligations to outlays: a 
Relation of obligations to outlays: 71.00 Obligations incurred, Dt rr Basra 42,336 71,536 59,432 n 
ae ae 5 Obligated balance, start of year: 
71.00 Obligations incurred, Net ..............sssssecssssee: —682 2,476 1,000 eas t 
. 72.40 Appropriation .........ssccssssssssseessssesssseessssees 43,004 39,531 55,367 
72.40 Obligated balance, start of year 3,095 1,530 2,406 72.49 Contract authority 15,481 39,655 59 355 s 
74.40  Obligated balance, end of YEA onernerrnne — 1,530 —2,406 —2,106 Obligated balance, end of year: 5 
90.00 ARERR 883 1,600 1,300 — 74.40 Appropriation .......sccsesnsesnsesneensesstun —39,531 —55,367 = —41,819 i 
74.49 Contract authority.............scccsseecsseeecssees _— 39,655 _— 99,355 —87,455 i 

The Federal-Aid Highway Act of 1970 authorized $65 90.00 RUITAYS :Mectessstteettbstec teh cccwcosccecpc 21,634 36,000 44,880 
million for the reconstruction of the federally owned _ pjstribution of outlays by account: t 
section of the Baltimore-Washington Parkway to six National scenic and recreational highway............. 9,139 20,000 23,858 P 
lanes. Following reconstruction, the highway will be Railroad-highway crossings demonstration S 
transferred to the State of Maryland and placed on the R ee aostesane 4 duneoecese ' “i Sesecesben ot ecanensesncescces re Bo 15,800 V 
Federal-aid primary system. ail crossings—demonstration projects ! / 2,204 

satus , Rural highway public transportation demonstra- 

The 1981 program level of $1.0 million will complete el ob ee eatin 4,055 2,000 2,018 
environmental and preliminary design studies and NI SI iis scheme swat Aetna Ternabia cea 1,000 1,000 
begin some contract plans development. 

Status of Unfunded Contract Authority (in thousands of dollars) 5 
Unfunded balance, start Of year...........c:.ssssecssseecssnesees 94,650 106,650 111,850 " 
Trust Funp SHARE OF OTHER HIGHWAY PROGRAMS GOMTTACT BUTIONTE SA sosecccossestetistoesctonessscsessane a 25,000 25,000 25,000 
: Appropriation to liquidate contract authority................ —13,000 —19,800  —9,400 
Program and Financing (in thousands of dollars) eco i eo 
Unfunded balance, end of year..............s00 106,650 111,850 127,450 
Identification code 69-8009-0-7-401 1979 actual 1980 est. 1981 est. 
Program by activities: This account makes reimbursement for the trust fund 
1. National scenic and recreational high- share of certain accounts that are funded with both I 
Weslanich wlasinciies Pat obchds 10,101 20,000 23,858 general funds and trust funds. Those accounts are listed 
2. onwjeseng crossings—demon sou sh dah ran in the distribution tables shown above. The language 2) 
SRRUEM IIMS 355) ssccctssi steassigssress / i f * 4s . . 
3. Rail crossings—demonstration projects . 1,853 2,000 2,204 tL, P ropriating the amounts reflected in me wile 3 unt and a 
4. Rural highway public transportation the narrative statements on program and performance 4 
demonstration program ....ocasscsocentne 3,579 2,000 2,018 appear with those accounts. 4 
DE OO cacsccerwaiatesiaihcieter? <cabesniain 1,000 1,000 
Total program costs, funded........ 22,536 36,000 44,880 q 
Change in selected resources (undelivered HicHway SaFrety RESEARCH AND DEVELOPMENT ; 
orders) SccbhdakiiidbspebssbcueaNaesast poesiccieesossiees 19,800 35,536 14,552 For necessary expenses in carrying out provisions of title 23, United 
10.00 Total obligations (object class 25.0). 42,336 + —-71,536 59,432 States Code, to be derived from the Highway Trust Fund and to a 
— remain available until expended, [$9,500,000] $9,000,000. (Depart - 
; t Tra tati d Related Agencies A jation Act, 
Unobligated balance available, start of 1980. ) 7, Ne cnmicdiies raat ovat acutpeeiee eeae 
year: t! 
21.40 Appropriatioh ......ssssestseseseenenenesee —17,130 —38,635 —21,932 Program and Financing (in thousands of dollars) t' 
21.49 Contract DREROMIY sssssissscrssiasssavonsnvtosse —79,169 —66,995 —52,495 ; 5 
Unobligated balance available, end of year: Identification code 69-8017-0-7-401 1979 actual 1980 est. 1981 est s 
24.40 Appropriation ......ssstasrestesseseeseesneneen 38,635 CRIBL scssscvscemiier ti 
24.49 Contract authority 0.2... 66,995 92,495 39,995 Program by activities: il 
. Highway Safety Research and Development 
Budget authority .................cccsseccsses 51,667 40,333 25,000 (program costs, fuNdEA) 6c 7,618 9,400 8,500 , 
Budget authority: Change in selected resources (undelivered 
ee” Me ee 1,661 154 Te 
40.00 Appropriation ...........ssssssssssssssesssssssssseeeee 39,667 35,133 9,400 ioati a 000 
40.49 Portion applied to liquidate contract au- 10.00 Total obligations (object class 25.0). 9,279 9,554 9, 
ADO Sascmsccace time vhutsiendts —13,000 —19,800 —9,400 Financing: 
sss ' 21.40 Unobligated balance available, start of year —334 —54 
43.00 suaiieeeert oat (adjusted)............ 26,667 MOSES peaacinacatsissdveses 24.40 Unobligated balance available, end of year. SE een csensthiads ayeeanta eames 
69.10 Contract authority (90 Stat. 40.00 Budget authority (appropriation) .. 9,000 9,500 9,000 a 
MONS) iccazeas, cnr tsscaissssasSteaasssisk 25,000 25,000 25,000 
Relation of obligations to outlays: 
Distribution of budget authority by account: 71.00 Obligations incurred, net .............sssseescssseee: 9,279 9,554 9,000 “ 
National scenic and recreational highway............. 25,000 25,000 25,000 72.40 Obligated balance, start of year................... 15,228 16,889 17,043 th 














59,432 


95,367 
59,355 


~ 41,819 
~ 87,455 


44,880 


23,858 


15,800 
2,204 


2,018 
1,000 


111,850 
25,000 
—9,400 


127,450 
fund 
both 
listed 
uage 
t and 
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74.40 Obligated balance, end of year —16,889 —17,043 —17,543 
90.00 Outlays 7,618 9,400 8,500 








This appropriation, established in 1975, seeks to iden- 
tify, correct, and evaluate those critical elements that 
contribute to loss of life, disabling injuries, and proper- 
ty damage on American highways. The emphasis of 
research is to provide workable and timely solutions to 
a set of critical safety problems. A program level of $9.0 
million is planned for 1981. This program will attempt 
to meet the increasing demands for solutions to urgent 
safety problems such as traffic management in con- 
struction and maintenance zones, and new longer range 
initiatives in safety hardware, driver aids, and measur- 
ing system performance. 

Funds appropriated for this account are transferred 
to the General operating expenses limitation where the 
program is administered in conjunction with other re- 
search and development programs of the Federal High- 
way Administration. 


OverseAs HIGHWAY 
Program and Financing (in thousands of dollars) 


\denttication code 69-8021-0-7-401 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Overseas highway (program _costs, 
19,230 31,400 
Change in selected resources (undelivered 


orders) 


10.00 Total obligations (object class 41.0). 


Financing: 
21.40 Unobligated balance available, start of year — 1,551 
24.40 Unobligated balance available, end of year.. 35,292 


87,100 


16,062 —31,400 





93,359 


40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 Outlays 


53,359 
23,909 
— 64,677 


12,592 


64,677 
— 80,739 


19,230 


— 49,339 
31,400 








The Federal-Aid Highway Amendments of 1974 au- 
thorized 70% Federal grant assistance for reconstruc- 
tion or replacement of 37 two-lane bridges on the Over- 
seas Highway. This 110-mile highway is the ground 
transportation link between Key West and Key Largo 
in the State of Florida. 

By agreement with the State of Florida, the 1979 
appropriation of $87.1 million completes funding for 
this program. 


CaRPOOL/VANPOOL SUPPORT PROGRAM 


For necessary expenses in carrying out the provisions of section 
126(d) of Public Law 95-599, $1,000,000, to be derived from the High- 
way Trust Fund, to remain available until expended. 


Z Note.—Included below is $4,000,000 for 1980 that was appropriated under the heading 
Surface Transportation, Energy and Safety.” The language for this appropriation appears at 
the end of the Department of Transportation chapter. 


Program and Financing (in thousands of dollars) 
Identification code 69-8002-0-7-401 





1979 actual 1980 est. 





Program by activities: 
Carpool/vanpool support program (pro- 
gram costs, funded) 2,500 
Change in selected resources (undelivered 
—1,500 


10.00 Total obligations (object class 41.0) . 1,000 


Financing: 
40.00 Budget authority (appropriation) 1,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 1,000 
72.40 Obligated balance, start of year a 2,000 
74.40 Obligated balance, end of year , — 500 


90.00 Outlays : 2,500 





The Federal-Aid Highway Act of 1978 declared that it 
would be national policy to make a special effort to 
promote commuter modes of transportation that con- 
serve energy, reduce pollution, and reduce traffic con- 
gestion. The Secretary was directed to assist both public 
and private employers and employees who wish to es- 
tablish carpooling and vanpooling programs where they 
are needed and desired, and to assist local and State 
governments, and their instrumentalities, in encourag- 
ing such modes by removing legal and regulatory bar- 
riers to such programs, supporting existing carpooling 
and vanpooling programs, and providing technical as- 
sistance for the purpose of increasing participation in 
such modes. For 1981, carpool/vanpool projects will be 
eligible for funding from the proposed Auto-use Man- 
agement program to be funded out of the Windfall Prof- 
its Tax. 


Hicuway Trust Funp 


Amounts Available for Appropriation (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Unexpended balance brought for- - 
11,672,504 
—94,421 
— 838,218 


12,564,460 
— 95,803 
— 993,319 


12,641,501 
— 95,803 
— 442,316 


Balance in expenditure accounts . 
Appropriated balance 





Unappropriated —_ balance, 
start of year 


Receipts (net) existing legislation... 


10,739,865 
8,046,098 


11,475,338 
8,134,000 


12,103,382 
8,165,000 





Total available for appro- 


priation 18,785,963 19,609,338 20,268,382 





Appropriations: 
Federal Highway Administration: 
Federal-aid highways (liquida- 
tion of contract authoriza- 
6,950,000 6,800,000 
Appropriation 2,000 
Proposed supplemental (liqui- 
dation of contract authori- 
zation) 400,000 
Highway-related safety grants 
(liquidation of contract au- 
thorization) 
Demonstration programs 
Trust fund share of other 
highway programs: 
Appropriation 


7,900,000 


23,000 
10,000 


26,667 15,333 
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Amounts Available for Appropriation (in thousands of dollars) —Continued 








£. 


Liquidation of contract au- 
thorization 
Highway safety research and 
development 
Overseas highway 
Baltimore-Washington — Park- 


y 
National Highway Traffic Safety 
Administration: 
Trust fund share of highway 
safety programs: 
Appropriation 
Liquidation of contract au- 
thorization 
Department of Interior, National 
Park Service: Cumberland Gap 
Highway (liquidation of con- 
tract authorization) 


Total appropriations 


Unobligated balance returned to un- 
appropriated receipts 


Unexpended balance, end of year .... 
Balance in expenditure accounts . 
Appropriated balance 


Unappropriated — balance, 
end of year 


1979 actual 


13,000 


9,000 
87,100 


26,059 
166,000 


7,310,826 


1980 est. 


19,800 


46,323 
171,000 


15,500 


7,505,956 


1981 est. 


9,400 


88,125 
163,800 


21,500 


8,210,325 








202 





12,564,460 


— 95,803 
—993,319 


12,641,501 


— 95,803 
— 442,316 


12,588,468 


— 95,803 
— 434,608 





11,475,338 


12,103,382 


12,058,057 





The Highway Revenue Act of 1956, as amended, pro- 
vides for the transfer from the General fund to the 
Highway trust fund of revenue from the gasoline tax 
and certain other taxes paid by highway users. The 
Secretary of the Treasury estimates the amounts to be 
so transferred. In turn, appropriations are authorized 
from this fund to meet expenditures for Federal-aid 


highways and other programs specified by law. 


The status of the fund is as follows (in thousands of 


dollars): 


Unexpended balance brought for- 
ward: 
U.S. securities (par) 
Cash 


Cash income during the year: Gov- 
ernmental receipts: 
From excise taxes: 
Gasoline tax 
Truck, bus and trailer taxes... 
Tire, innertube, and tread 
rubber taxes 
Diesel fuel taxes 
Lubricating oil taxes 
Use tax on certain vehicles .... 
Truck parts and accessories 


Transfers to land and water 
conservation fund 
Refund of taxes 
Intrabudgetary transactions: 
Interest on investments 


1979 actual 


11,578,082 


94,421 


1980 estimate 


12,468,657 


95,803 


1981 estimate 


12,545,698 


95,803 





11,672,503 





4,478,531 
943,579 


866,950 
497,260 
109,415 
235,333 
224,730 


— 33,563 
— 133,422 


852,902 


12,564,460 


4,207,000 
949,000 


833,000 
515,000 
105,000 
277,000 
251,000 


—31,000 
— 172,000 


1,200,000 


12,641,501 


4,189,000 
1,078,000 


835,000 
513,000 
107,000 
274,000 
275,000 


—31,000 
— 158,000 


1,083,000 


Miscellaneous interest 


Total annual income 


Cash outgo during the year: 
Federal Highway Administration 
appropriations: 

Federal-aid highways (liquida- 
tion of contract authoriza- 
tion) 

Appropriation 

Proposed supplemental (liqui- 
dation of contract authori- 
zation) 

Highway-related safety grants 
(liquidation of contract au- 
thorization) 

Baltimore-Washington — Park- 


y 
Demonstration programs 
Trust fund share of other 
highway programs: 
Appropriation 
Liquidation of contract au- 
thorization 
Highway safety research and 
development 
Overseas highway 
Right-of-way revolving fund 
(liquidation of contract au- 
thorization) 

National Highway Traffic Safety 
Administration  appropri- 
ations: 

Trust fund share of highway 
Safety programs: 
Appropriation 
Liquidation of contract au- 
thorization 

Department of Agriculture, 
Forest Service appropri- 
ations: 

Highland Scenic Highway. 

Highland Scenic Highway 
study 

Department of Interior, Na- 
tional Park Service Appro- 
priation: Cumberland Gap 
Highway (liquidation of 
contract authorization) 


Total annual outgo 


Unexpended balance carried for- 
ward: 
U.S. securities (par) 
Cash 


Commitment against unexpended 
balances: 
Appropriated but not expended: 
Appropriations 
Liquidation of contract au- 
thorization 
Committed to future liquidating 
cash appropriations: 
Outstanding obligated balance 
of contract authority 
Unobligated balance of con- 
tract authority 


Total commitment against 
unexpended balances 


Uncommitted balance, end of 





8,046,098 


8,134,000 


8,165,000 








6,875,980 


23,623 
883 
14,326 
12,495 
9,139 
7,618 
12,592 


—44] 


27,400 
166,000 


4,406 


7,545,466 
2,000 


202,534 


23,000 

1,600 
13,450 
16,000 
20,000 


9,400 
19,230 


22,410 
170,500 


3,526 
343 


7,500 


7,859,500 


1,300 
12,282 


22,022 
22,858 


8,500 
31,400 


191,955 


18,500 





7,154,141 


8,056,959 


8,218,033 





12,468,657 
95,803 


12,545,698 
95,803 


12,492,665 
95,803 





12,564,460 


12,641,501 


12,588, 468 





—215,161 
— 873,961 


— 12,541,594 


— 5,336,544 


— 18,967,260 


— 182,954 
— 355,165 


— 13,755,006 


— 5,520,248 


— 19,813,373 


—116,417 
—414,163 


— 14,688,301 


— 5,803,873 


— 21,022,754 





— 6,402,800 


—1,171,872 


— 8,434,286 








——:}2 


24,200 

1,300 
12,252 
22,022 
22,858 


8,500 
31,400 


24,504 
91,955 


927 
515 


8 
8 


92,665 
sa 


i 


6,417 
4,163 


8,301 
3,873 
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MISCELLANEOUS TRUST FUNDS 


Program and Financing (in thousands of dollars) 









































Kdentification code 69-9971-0-7-151 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Cooperative work, forest highways.......... 500 821 500 
2. Equipment, supplies, etc., for cooperat- 
WU NN as ticeicssss Prcarteb casa oiciect 1,173 1,000 1,770 
3. Technical assistance, U.S. dollars ad- 
vanced from foreign governments........... 1,866 1,626 1,500 
4. Contributions for highway research pro- 
HONS spss ears ocasates ccecatessess osees|chssaretesonactes 2 590 500 
5. Advances from State cooperating agen 
NNO NO ie cctcssecsvvbsttesbnccecoono toes 288 2,735 1,000 
Total program costs, funded .............. 3,832 6,772 5,270 
Change in selected resources (undelivered 
OO ecto cscs teat ote 2,839 —3,310 —1,770 
10.00 Total obligations.............:s.scccssssssseeees 6,671 3,462 3,500 
Financing: 
Unobligated balance available, start of 
year: 
DEAD, ADIDTOITATION is. ascdccuctajccescccssscsonssessssees —1,275 SANDE a scsscscccctecsen 
21.49 Contract authority.............sscccccsccsssssssssees —2] Ee aceite 
Unobligated balance available, end of year: 
Bes, PRNNIIMIIONY co canscscasacesecensecocionevoresses A ceaeacceceies 
24.49 Contract authority........... oF ace 
Budget authority 6,974 1,864 3,500 
Budget authority: 
Permanent: 
60.00 Appropriation ..............cccssssssseseceessssssseess 6,130 3,300 3,500 
60.49 Portion applied to liquidate contract au- 
RR rca ecccaicaett tc doostsstrecsstseooss —600 1,486 esc. ccnneee 
63.00 Appropriation (adjusted)............ ; 5,530 1,864 3,500 
69.10 Contract authority ..................0... BM ee a ena 
Distribution of budget authority by account: 
Cooperative work, forest highwayS...................0+ 429 164 500 
Equipment, supplies, etc., for cooperating coun- 
Bas ENA llth coahovcecdectcsetboon nupoheniot CAR ec Ss 
Technical assistance, U.S. dollars advanced from 
foreign QOVEFMMENS .........ssssssseseseseseseeeeeseeeeeee 1,753 700 1,500 
Contributions for highway research programs ...... A cicirccaesioace 500 
Advances from State cooperating agencies .......... 2,023 1,000 1,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, met ............cccsssssssssssse 6,671 3,462 3,500 
Obligated balance, start of year: 
Pan PRIN csc cecagesesesintaneee 1,652 3,668 1,770 
72.49 Contract authority..............ccccccccsessssssssess 571 PN ccccssece 
Obligated balance, end of year: 
NN PEN cys donssocicysiccdooonsonner — 3,668 TAN is scales 
14.49 Contract authority.............cccssscsssssssssssses SN MUAC  svssscraateteaig, | eccencasagireeiess 
90.00 SINR ct cEes tevin scabs ivineccsesotens 3,814 6,772 5,270 





Distribution of outlays by account: 


Cooperative work, forest highWayS..........ssvvvssssses 494 
Equipment, supplies, etc., for cooperating coun- 

(1 Ee eR 1,173 
Technical assistance, U.S. dollars advanced from 

foreign goverMMeNtts .......ss.sscssscsssesssssesesseeeeees 1,854 


Contributions for highway research programs...... 5 
Advances from State cooperating agencies .......... 


Status of Unfunded Contract Authority (dollars in thousands) 





Unfunded balance, start Of year.........ccscssssssseseseeseeee 592 
I 1,444 
Appropriation to liquidate contract authority................ —600 


Unfunded balance, end of year..........sssssesssss 


310-100 0 - 80 - 46 


821 
1,000 
1,626 


590 
2,735 





500 


1,770 


1,500 
500 
1,000 





1. Cooperative work, forest highways.—Contributions 
are received from States and counties in connection 
with cooperative engineering, survey, maintenance, and 
construction projects for forest highways. 


2. Equipment, supplies, etc., for cooperating coun- 
tries.—In connection with the construction of the 
Darien Gap Highway, the Federal Highway Administra- 
tion acts as agent for Panama and Colombia in purchas- 
ing equipment, supplies, and services. 


3. Technical assistance, U.S. dollars advanced from 
foreign governments.—The Federal Highway Adminis- 
tration renders technical assistance and acts as agent 
for the purchase of equipment and materials for carry- 
ing out highway programs in foreign countries. Cur- 
rently, these services are being rendered in Costa Rica, 
Panama, Colombia, Saudi Arabia, and Kuwait. 


4. Contributions for highway research programs.—In 
association with the General Services Administration 
and the Department of Defense, tests of highway equip- 
ment are conducted for the purpose of establishing per- 
formance standards upon which to base specifications 
for use by the Government in purchasing such equip- 
ment. 


5. Advances from State cooperating agencies.—Funds 
are contributed by the State highway departments or 
local subdivisions thereof for construction and/or main- 
tenance of roads or bridges. The work is performed 
under the supervision of the Federal Highway Adminis- 
tration. 


Object Classification (in thousands of dollars) 























Identification code 69-9971-0-7-151 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOSitiOnS.................csssssssesssees 674 838 838 
11.3 Positions other than permanent.............. 4] 44 44 
11.5 Other personnel compensation................ 126 135 135 
Total personnel compensation.............. 841 1,017 1,017 
12.1 Personnel benefits: Civilian................ccsssvee« 82 99 99 
21.0 Travel and transportation of persons........... 82 166 170 
22.0 Transportation of thingS ...............ssccssseese 49 53 57 
23.2 Communications, utilities, and other rent.... 2 3 a 
25:0 > OieniSiniets oc... SS...S 1,127 1,077 1,092 
SEO  RODUIE ooo cccintacralinceteientsees l 2 2 
32.0 Lands and Structures...............ssssescccsssseeseees 4,487 1,045 1,060 
99.0 Total obligations .............:..sccccsssssseees 6,671 3,462 3,500 
Distribution of obligations by account: 
Cooperative work, forest highwayS.................sse 202 500 500 















Merc septresseearerereeeeer nee 1. igqypmncenesn clip Se Petter 
Technical assistance, U.S. dollars advanced from 
foreign government ..............scsseccesssesssseeesesaee 1,894 1,513 1,500 
Contributions for highway research programs ...... 6 447 500 
Advances from State cooperating agencies .......... 2,020 1,002 1,000 
Personnel Summary 
Total number of permanent positionS.................00 21 24 24 


Total compensable workyeaiS...................... a 23 26 26 









Full-time equivalent of other positions (2) (2) (2) 
Full-time equivalent of overtime and holida 
NOUTS .......00000 ie (0) (0) (0) 
Average GS grade....... Si 14.00 14.00 14.00 
FI CS scticsicrcleesctsnarasmeascrnnsirsecanateete $35,982 $39,116 $39,116 
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MISCELLANEOUS TRUST FUNDS—DEMONSTRATION PROJECTS 


Program and Financing (in thousands of dollars) 












































Identification code 69-9972-0-7-401 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Project acceleration demonstration pro- 
ee OC ee 7,377 6,000 5,502 
2. Traffic control signalization demonstra 
MIODDHOVOCRS os sinesscsccresetioschenncsesresctensons 6,947 7,000 6,000 
3. Intermodal urban demonstration project. 2 450 750 
Total program costs, funded.............. 14,326 13,450 12,252 
Change in selected resources (undelivered 
A Se 684 —10,545 — 12,252 
10.00 Total obligations (object class 41.0). 15,010 BOO. SAL eAE. 
Financing: 
21.40 Unobligated balance available, start of year —7,915 <P 5 > srsiacinakas 
24.40 Unobligated balance available, end of year. LAU - leutirtsssicst: stasis ene 
40.00 Budget authority (appropriation) .. OD WeiS aac fiscigenns SA cat iclseasass 
Distribution of budget authority by account: 
Project acceleration demonstration ................ssss0» 10/000) sis katsens. tes dais 
Distribution of obligations by account: 
Project acceleration demonstration 9,996 
Traffic control signalization .............. 3,590 
Intermodal urban demonstration ................ssscsssee 1,424 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ..............sssssscssssvees 15,010 D905 <1 iste dutesaye 
72.40 Obligated balance, start of year 31,703 32,387 21,842 
74.40 Obligated balance, end of year................... —32,387 —21,842 —9,590 
90.00 PUR oaissazeipserscasczsiseeseiccoside cacsass ian 14,326 13,450 12,252 
Distribution of outlays by account: 
Project acceleration demonstration ...............ss:00+« 7,377 6,000 5,502 
Traffic control signalization 6,947 7,000 6,000 
Intermodal urban demonstration 2 450. 750 





1. Project acceleration demonstration program.—The 
1976 Highway Act authorized $25 million to demon- 
strate the feasibility of reducing the time required to 
construct a highway project that is necessitated due to 
changes in population or traffic flow caused by the 
construction of other Federal projects. 

The appropriations for this program through 1979 
total $25 million, and are expected to be obligated by 
the end of 1980 for a highway interchange near Everett, 
Pa. 

2. Traffic control signalization demonstration proj- 
ects.—This program is intended to improve traffic 
signal control systems by using technology not now in 
general use. 

It is estimated that all $30 million appropriated 
through 1978 will be obligated by the end of 1980, and 
no further funding is requested. Activities authorized 
through this account are also authorized expenses 
within the Federal-aid highways account. 

3. Intermodal urban demonstration project.—Section 
124 of the Federal-Aid Highway Amendments of 1974 
authorized not to exceed $53 million for a demonstra- 
tion project for construction of a high-density urban 
highway intermodal transportation connection between 
Franklin Avenue and 59th Street South, in Minneapo- 
lis, Minn. 

The 1978 appropriation of $2.25 million will cover 
preliminary design and environmental studies. No addi- 


tional funding will be requested in 1981 because the 
outcome of social, economic and environmental studies 
are pending. 





Ricut-oF-Way REVOLVING FuND (LIQUIDATION OF CONTRACT 
AUTHORIZATION) (TRUST FUND) 


Program and Financing (in thousands of dollars) 





























Identification code 69-8402-0-8-401 1979 actual 1980 est. 1981 est. 
Program by activities: 
Advance acquisition of right-of-way (pro- 
RMN TISUSTMENODSscaocsasciscaisccvrsgiscroed”” svcorscssstecness, “ilesstbigeceassac”  chvnsnsnstieeege 
Change in selected resources (undelivered 
OPTIONS sss cassascassasceczecaescsvescien ESP 12,001 ssf Sct ocecstosheas 
10.00 Total obligations (object class 33.0). WENGE: -cccnncanes .shvweneee 
Financing: 
21.49 Unobligated balance available, start of 
year: Contract authority..............ssccssees —40,659 —28,658 — 28,658 
24.49 Unobligated balance available, end of year: 
Contract authority........ccccsssssesccsssseeeceseee 28,658 28,658 28,658 
BSUEROU. BUICINOUTED 5 ssnssosssasscstlinvgeetaho  ycassscalabaddas\ae- co vacdlsemosapsbieerebe sel dssessecessene 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............sssecsceseeee PIQUE sistsssssnatrtegs! connecseaee 
Obligated balance, start of year: 
72.49 Contract authority 24,341 36,342 36,342 
72.98 SWNT RINNOG Sich ssacaissavnessnevesouscosssvnsoes 73,582 74,023 74,023 
Obligated balance, end of year: 
74.49 Contract authority........cscsccesssssecssseeesssees —36,342  —36,342 — 36,342 
74.98 PUNE AIAUAINGE sisssstiscAlsdescavesecsssscotsuesoonies —14,023 —74,023 — 14,023 
90.00 OETA; iecsSAMRBIGR cccsvs cncsvacsbossvtpseens WL belasiereRii “sacar 
Status of Direct Loans (in thousands of dollars) 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start Of year............csesscssees 161,418 160,977 160,977 
2400 Repayments, prepayments, loan sales......... —"l aiewtmen, ame bes 
2900 Outstanding, end Of year............sscsssseeseeoee 160,977 160,977 160,977 





Status of Unfunded Contract Authority (in thousands of dollars) 





Unfunded balance, start Of year...........ssssssssessseessssees 65,000 


65,000 


65,000 
65,000 


65,000 


Unfunded balance, end Of year..........ssssess0u 65,000 





The Federal-Aid Highway Act of 1968 authorized $300 
million for the establishment of a right-of-way revolving 
fund. This fund is utilized to make cash advances to the 
States for the purpose of purchasing right-of-way par- 
cels in advance of highway construction and thereby 
preventing the inflation of land prices from causing a 
significant increase in construction costs. 


The initial legislation for this program required the 
States to construct the highway and reimburse the re- 
volving fund within seven years from the date of the 
advance. The 1973 Highway Act extended the required 
time limit on construction to 10 years and the 1976 
Highway Act extended the time limit indefinitely, if 
deemed necessary by the Secretary. 


In 1981, obligations will be made to the extent of 
States’ reimbursements to the revolving fund. 
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Revenue and Expenses (in thousands of dollars) 









































1979 actual 1980 est. 1981 est. 
Advances for acquisition of right-of-way program: 
coe cece sesatesssctorsereroncetons erscnentcsoanasecs ="GE” Uclueeee Eas. - 
Net operating l0SS...........scssssssssssescssseeessnne ML irtnnsettaaty Megiactasccms 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Drawing account with Treasury: 
Advances (l0aNS) ............ssssseeee 161,418 160,977 160,977 160,977 
Due from Highway trust fund... 73,582 74,023 74,023 74,023 
Total assets ............csssseeee 235,000 235,000 235,000 235,000 
Government equity: 
Non-interest-bearing capital: 
Undisbursed loan obligations...... 97,923 110,365 110,365 110,365 
Unobligated balance 40,659 28,658 28,658 28,658 
Contract authority........ —65,000  —65,000 —65,000 — 65,000 
Invested Capital .............ssesse 161,418 160,977 160,977 160,977 
Total Government equity... 235,000 235,000 235,000 235,000 
Analysis of changes in Government equity: 
Non-interest-bearing capital: 
SUMO NON 20 cos cceaaranigs os copb suse thacasi coco 235,000 235,000 235,000 
NMI os cs sninteccsss ei cai MOM NR cca, ssssastitSeaatece 
Total Government equity, end of year......... 235,000 235,000 235,000 








NATIONAL HIGHWAY TRAFFIC SAFETY 
ADMINISTRATION 


The programs administered by the National Highway 
Traffic Safety Administration (NHTSA) are authorized 
by three separate laws: The National Traffic and Motor 
Vehicle Safety Act, the Highway Safety Act, and the 
Motor Vehicle Information and Cost Savings Act. The 
following table shows the funding for NHTSA programs 
administered under each act (in thousands of dollars): 

















1979 actual 1980 estimate 1981 estimate 
Budget authority: 
Operations and research appropriation: 
Traffic and motor vehicle safety programs...... 43,432 45,375 52,302 
Highway safety research and development...... 26,059 26,323 29,125 
Automotive fuel economy and consumer infor- 
SMI, AS 2a. YSIS RETR LPTs coin Actcaseen 12,389 12,530 12,626 
State and community highway safety: 
PN Basses scp caezestionscteshe 1715 22,297 61,593 
RUMEN, AMUDONTOR 0.0 scascoosoiaescsorcascncheereecsese 175,785 175,203 199,907 
Total budget authority ..............sccccccsessseee 259,380 281,728 355,553 
Program level: 
Highway safety grant program.........csssscoseeeecee. 172,000 =: 197,500 209,405 
Operations and research 79,318 91,618 94,053 
MURR NINIR Ts pier ctigis iteetecsikekeke x Spcbecubaccii Grn hguckcons 
Total program level ...........ccssscccsssssesesssseeee 251,318 289,124 303,458 
Outlays: 
Operations and research appropriation: 
Traffic and motor vehicle safety programs ...... 39,119 44,475 47,920 
Highway safety research and development...... 27,400 22,410 24,504 
Automotive fuel economy and consumer infor- 
Dla Rik ceccath osu istscrachcihahtieee 11,160 12,295 12,000 
SNS MAA ORE sa diuadoa fsapdbarsonapgcioboic cssomnaensenossnvd Rowcoteiace) 
SUNMORM MUTANS schist Lik accent 77,679 79,186 84,424 


State and community highway safety appropri- 


NOD ssc tee ee cee 168,849 


246,528 


172,000 
251,186 


193,455 
277,879 





Onan I i a rn 














Federal Funds 
General and special funds: 
OPERATIONS AND RESEARCH 


For expenses necessary to discharge the functions of the Secretary 
with respect to traffic and highway safety and functions under the 
Motor Vehicle Information and Cost Savings Act (Public Law 92-513, 
as amended), [[$83,228,000] $94,052,000, of which [$25,913,000] 
$29,125,000 shall be derived from the Highway Trust Fund: Provided, 
That not to exceed [$36,889,000] $44,991,000 shall remain available 
until expended, of which [$9,139,500] $12,373,000 shall be derived 
from the Highway Trust Fund. (80 Stat. 416; 86 Stat. 947; 88 Stat. 
1470; 89 Stat. 901; 90 Stat 815; 90 Stat. 981; 92 Stat. 2727; Department 
of Transportation and Related Agencies Appropriation Act, 1980; addi- 
tional authorizing legislation to be proposed for $54,561,000.) 


Program and Financing (in thousands of dollars) 









































Identification code 69-0650-0-1-401 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Rulemaking program ...............-.ssescsesse 4,200 4,619 4,941 
2. Enforcement programs....... 6,281 6,784 7,246 
3. Highway safety programs .. 16,722 18,295 19,480 
4. Research and analysis ....... 41,844 45,058 48,702 
5. General administration ............c:cccssseeee 10,656 11,725 12,549 
Total program costs, funded .............. 79,703 86,481 92,918 
Change in selected resources (undelivered 
OS) mec... Sothech ee cried te 5,810 12,438 10,336 
10.00 Total obligations .............ccssccsssseeseesen 85,513 98,919 103,254 
Financing: 
Offsetting collections from: 
11.00 Federal tans. oc Seek —741 —600 —700 
13.00 Wetec teksten —30,617 —33,185 — 36,926 
14.00 Non-Federal funds...............sc000 ut — 550 — 600 —100 
17.00 Recovery of prior year obligations................ SOON» ccisdbbeicisige. . cgencmmaaiinatie 
21.40 Unobligated balance available, start of year —4795 — 6,660 —30 
24.40 Unobligated balance available, end of year.. 6,660 30 30 
25.00 Unobligated balance lapsing...................... EE eee sa ink lon aoncaties 
Budget authority 00.0... eee 55,821 57,905 64,928 
Budget authority: 
Me PE eee 55,961 57,315 64,928 
41.00 Transferred to other accounts..................... —140 SM cscccccncccebes 
43.00 Appropriation (adjusted)............... 55,821 57,115 64,928 
44.20 Supplemental for civilian pay 
NO ss cassiccde bates cinseaststsnciactsiss MM coat OE emcee 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ............ssssscssccesee 53,575 64,534 64,928 
72.40 Obligated balance, start of year 24,167 26,490 34,254 
74.40 Obligated balance, end of year....... w. —26,490 —34,254 — 39,262 
77.00 Adjustments in expired accounts................. me FE Fath esd VOUS enscecltos 
90.00 Outlays, excluding pay raise supple- 
NO ic ciicscheiieclelcaiccscaccdnnsseieiviaie 50,279 56,000 59,900 
91.20 Outlays from civilian pay raise sup- 
en ted 770 20 





1. Rulemaking programs.—Covers rulemaking activity 
relative to the promulgation of Federal motor vehicle 
safety standards for new and used motor vehicles, tires, 
and equipment; automotive fuel economy standards re- 
quired by the Energy Policy and Conservation Act; and 
programs requiring economic bumpers withstanding 
low-speed collisions, automobile ratings, diagnostic in- 
spection, and odometer regulation. 
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General and special funds—Continued 
OPERATIONS AND RESEARCH—Continued 


2. Enforcement programs.—Provides for the enforce- 
ment of programs described under the rulemaking ac- 
tivity, including manufacturer compliance with motor 
vehicle safety and automotive fuel economy standards, 
investigation of safety related motor vehicle defects, 
and surveillance of odometer tampering. 

3. Highway safety programs.—This activity provides 
for headquarters and field staff to assist the States in 
the conduct of their highway safety programs through 
program guidance, technical assistance and evaluation. 
Demonstration projects are conducted to show effective- 
ness of new techniques in operational environments 
and attain widespread acceptance and adoption of these 
new techniques and countermeasures. Training courses 
and materials are developed for use in the States. 

4. Research and analysis.—This activity provides for 
research and development in support of all NHTSA 
programs, including the collection and analysis of data 
to determine the relationship between motor vehicle 
and driver performance characteristics and crashes 
causing death or personal injury. Provision is also made 
for facilities required to furnish scientific and technical 
bases for motor vehicle standards, and to do limited 
compliance testing and defects investigation. The 1981 
budget includes funds to continue the development of a 
national accident data collection program to improve 
problem identification, rulemaking support, and pro- 
gram evaluation activities. 

5. General administration.—This activity provides for 
overall executive direction, coordination, and implemen- 
tation of agency programs, except for mission-oriented 
support activities which are included in the respective 
program areas. Basic administrative and support re- 
quirements for all safety programs are also provided in 























this category. 
Object Classification (in thousands of dollars) 
Identification code 69-0650-0-1-401 1979 actual 1980 est. 1981 est. 
Personnel compensation: ' 
11.1 Permanent pOSitionS............:scsssssesccssseee 22,936 25,151 25,342 
11.3 Positions other than permanent 1,020 1,020 1,020 
11.5 Other personnel compensation................ 218 449 449 
Total personnel compensation.............. 24,174 26,700 26,891 
12.1 Personnel benefits: Civilian............sssesccsssees 2,128 2,226 2,242 
21.0 Travel and transportation of persons........... 988 938 1,020 
22.0 Transportation of thingS...............ssccssssseees 179 184 200 
23.1 Standard level user charges................cssvvees 1,822 2,231 2,400 
23.2 Communications, utilities, and other rent... 1,359 1,100 1,100 
24.0 — Printing and reproduction...........sssvsssssssssses 1,088 1,100 1,100 
PO) PTR EN VIOND cocissdajakeostesatbascescrscscbisbsthasic 51,864 62,170 66,031 
26.0 Supplies and materials .............ccsssssscseveeee. 566 1,200 1,200 
BE NN sce cane estes wssenerrons 1,345 1,150 1,150 
99.0 Total obligationS..............sssessscsssssssseees 85,513 98,919 103,254 
Personnel Summary 
Total number of permanent positionS................000 874 874 874 
Total compensable WorkyearS..........c:.s000 895 910 910 
Full-time equivalent of other positions (80) (80) (80) 
Full-time equivalent of overtime and holiday 
TONG acca tosis ooasssecrocorrorbcceertiosesnscenanioes (11) (10) (10) 
Average ES salary... . $46,684 $49,419 $49,419 
Average GS grade...............00 11.00 11.00 11.00 





Average GS Salany aie. isicsistisietie cawaeb thpeateie $27,174 $31,055 $31,736 








State AND CoMMUNITY HicHway SaFETy (LIQUIDATION OF 
ContTRACT AUTHORIZATION) 


For payment of obligations incurred in carrying out the provisions 
of 23 U.S.C. 402 and 406, to remain available until expended, 
[[$171,000,000] $163,800,000 to be derived from the Highway Trust 
Fund, and for necessary expenses in carrying out the provisions of 23 
U.S.C. 402 and 406, [$2,297,000] $2,593,000, to remain available until 
expended; for necessary expenses in carrying out section 154 of title 23, 
United States Code, $57,000,000, to be derived from the Highway Trust 
Fund, of which $7,000,000 shall be for subsection (i); and, in addition, 
$2,000,000, to be derived from the Highway Trust Fund, for necessary 
expenses in carrying out section 407. (80 Stat. 731; 92 Stat. 2727, 2798. 
Department of Transportation and Related Agencies Appropriation 
Act, 1980.) 

Note.—Included below is $20,000,000 for 1980 that was appropriated under the heading 


“Surface Transportation, Energy and Safety.” The language for this appropriation appears at 
the end of the Department of Transportation chapter. 


Program and Financing (in thousands of dollars) 






































Identification code 69-0651-0-1-401 1979 actual 1980 est. 1981 est. 
Program by activities: 
State and community grants: 
1. Entitlement grant programs 135,184 171,199 142,604 
2. National maximum speed limit . 28,761 20,000 57,000 
SF WNEUVO FELSONOINOM sssscosiccsscnss: ecascosvecsssesodin i sonsestanedanonen 2,000 
4. Grant administration...............ssccccssses 4,904 6,301 7,801 
Total program costs, funded.......... 168,849 197,500 209,405 
Change in selected resources (undelivered 
(NS nentcncuemntanet et etoe EOE cuetiacitenr Teton 
10.00 Total Obligations .............ssssssessessessssses 172,000 197,500 209,405 
Financing: 
13.00 Offsetting collections from: Trust funds....... —170,285 —195,212 —207,495 
21.40 Unobligated balance available, start of year SAADG:  eertesss -9 
24.40 Unobligated balance available, end of year. .......sssssse. 9 692 
25.00 Unobligated balance lapsing.................:000 TD a nin asin aE 
40.00 Budget authority (appropriation) .. 1,715 2,297 2,593 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net............sccsssseseeee 1,715 2,288 1,910 
72.10 Receivables in excess of obligations, start 
MONT ihc desks cnotsonvechsidosssvntnbcreedvtieboicocne Mateleci ceboes SASF BEA Cs ssdchebicens 
72.40  Obligated balance, start of year.................. 657), s, 85ake 210 
74.10 Receivables in excess of obligations, end of 
MINE Freee casera e edecestinivsrisectiatcness ST cars a cae 
74.40 Obligated balance, end Of year..........scccccsse  sssssssseeesssnne —210 —620 
90.00 RRM ccs neh Bs ccsescaccponnsscanys 2,849 1,500 1,500 





Under the State and Community Highway Safety 
Program, Federal grants are provided to assist the 
States and their political subdivisions in the establish- 
ment and improvement of highway safety programs and 
in enforcement of the national maximum speed limit. A 
total program of $209.4 million is planned in 1981, com- 
pared to $197.5 million for 1980. 

1. Entitlement grant programs.—Allocation of grants 
is determined on the basis of statutory formula pursu- 
ant to authorizations for highway safety programs and 
school bus driver training. Highway safety programs 
include driver licensing, motor vehicle registration, 
driver education, and police traffic services. Individual 
States are utilizing this funding in areas which have 
the greatest potential for achieving safety improve- 
ments and reducing traffic fatalities and accidents at 
the State and local level. Activities are centered largely 
in efforts that will control the drinking driver; increase 
the intensity of traffic law enforcement; improve the 
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quality and availability of emergency medical services; 
and improve program management. Total obligations 
for all encompassed activities are estimated at $142.6 
million for 1981. 

2. National maximum speed limit.—Federal grants 
are authorized to assist the States in meeting statutory 
criteria for enforcement of the National 55 mile-per- 
hour speed limit. Under the program, States are eligible 
for: basic grant entitlement for activities related to fos- 
tering compliance with the speed limit, and for incen- 
tive grants for exceeding minimum compliance levels 
established for fiscal years 1979 through 1983. Funds 
are allocated in relationship to the statutory formula 
prescribed for highway safety grants. A program of $57 
million is proposed for 1981. 

3. Innovative grants.—Federal grants are also author- 
ized to be awarded to States which identify and demon- 
strate the feasibility of innovative solutions to highway 
safety problems. Funds of $2 million are proposed to 
initiate this program in 1981. 

4. Grant administration.—Funds of $7.8 million are 
required to cover the expenses of administering Federal 
grant activity in 1981. 


Object Classification (in thousands of dollars) 






































\entitication code 69-0651-0-1-401 1979 actual 1980 est 1981 est 
ER AN IIIS aig icsscse haa dpcscitcsdociaesesicstc 4,904 6,301 7,801 
41.0 Grants, subsidies, and contributions............ 167,096 191,199 201,604 
99.0 Total obligations ...............c.sssssseceeseee 172,000 197,500 209,405 
Trust Funds 
Trust FuND SHARE OF HIGHWAY SAFETY PROGRAMS 
Program and Financing (in thousands of dollars) 
Wenttication code 69-8016-0-7-401 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. State and community grants................... 166,000 195,212 207,495 
2. Highway safety research and develop- 
clic ccdck cadianaescgneaciasdsenencin 27,400 26,884 29,125 
Total program costs, funded .............. 193,400 222,096 236,620 
Change in selected resources (undelivered 
IONS Beccscisc Be ete iastacsdon cesta siniins chocsbaiie 2 2,628 veensnonans _sanenosonanae 
10.00 Total obligations (object class 25.0). 196,028 222,096 236,620 
Financing: 
Unobligated balance available, start of 
year: 
GEN. NON TMAOIN 555505 scocmcnsaccbcslcsioobe —44] PE senussiccasts 
Ee! — 139,653 —145,153 —145,144 
Unobligated balance available, end of year: 
PRIN HEMMER IM TIO scacecssoncesocossnceooesoessoecasbxeosbe NN ssl StEREE | Sostcescacanc 
24.49 Contract authority................. om 145,153 145,144 196,556 
25.00 Unobligated balance lapsing...... ve 202 ERI TNS en 
Budget authority .................ccsse 201,844 221,526 288,032 
Budget authority: 
Current: 
40.00 Appropriation ........ssssssssssssssccssssseeene 192,059 216,913 251,925 
40.49 Portion applied to liquidate contract au- 
MD cs isso cdtae toe essscscactceeees —166,000 —171,000 —163,800 
43.00 Appropriation (adjusted)............ 26,059 45,913 88,125 
44.20 Supplemental for civilian pay 
NNR sccccssccssinas.. . scescosesstavee (| eee 
4.10 Contract authority (92 Stat. 
EAT MEMO so ccrtceisisnseossctooosses RRGNROE  scaskcoccccheval * consscasioncessssie 
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Permanent: 
69.10 Contract authority (92 Stat. 
DPE, COTO iicisctiscccisicciccin — saevaasicee 175,203 199,907 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............--.secs00-- 196,028 222,096 236,620 
Obligated balance, start of year: 
72.40 I os nies ie clined 25,594 23,937 48,911 
72.49 Contract authority 184,486 188,771 192,983 
Obligated balance, end of year: 
74.40 [Se ee —23,937 —48,911 — 84,377 
74.49 Contract authority ..............ceccceccseeeesseeeene — 188,771 —192,983 —177,678 
90.00 Outlays, excluding pay raise supple- 
We 193,400 192,500 216,459 
91.20 Outlays from civilian pay raise sup- 
Se ce canna ated 
Status of Unfunded Contract Authority (in thousands of dollars) 
Unfunded balance, start of year.............cssesecsseeesenee 324,139 333,924 338,127 
Continct anther 2 SS eh, 175,785 175,203 199,907 
URSEaaaetneh RENN: NINN an ss. cassaccctdiene: -:ssndebslgleceacets 4 Sehpcculenmaienae cobetiecsseltiaeds 
Appropriation to liquidate contract authority................ —166,000 —171,000 —163,800 
Unfunded balance, end of year..............--.00-.. 333,924 338,127 374,234 





Funds are transferred to the Operations and research 
and State and community highway safety appropri- 
ations. Details are shown in the schedules for those 
accounts. 





Girts AND DONATIONS 


Program and Financing (in thousands of dollars) 





1980 est. 1981 est. 


Identification code 69-8548-0-7-401 1979 actual 
Program by activities: 
10.00 Automotive safety education —_ fund 
(costs—obligations) (object class 
PN Re ore teee 
Financing: 
21.40 Unobligated balance available, start of year —6 —§ 
24.40 Unobligated balance available, end of year. 6 


Budget authority 0... 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 








CO cerntaccdeowas 
Donations received are available for transportation 
activities. 





FEDERAL RAILROAD ADMINISTRATION 


The following table, in millions of dollars, depicts the 
level of all Federal Railroad Administration programs, 
the details of which are in the budget schedules: 








Program level 1979 1980 1981 
Office of the Administrator ..............ccccssssececcssseesseees 8 8 8 
Railroad safety .............ccssssssssesseessseeees 26 29 30 
Railroad research and development 56 61 58 
Rail service assistance: 
ANTONE DROUIN 55a scsascnrestscsosesnsencnteroanscansecinne 96 117 104 
Rail restructuring assistance (proposed legisla- 
NO Aes Ee cs ekaceteins ap antenonh/ “ieaecaanlieataes © Teaser 250 
Loan guarantee commitments... 80 159 133 
Ra IIOP: SEORUING s cc csecieisc deceit dtesea’) | A aaa 68 8 
Northeast corridor improvement.................ccssssesssses 449 462 465 
Railroad rehabilitation and improvement: 
Purchase of redeemable preference shares........... 68 MO sc aoe 
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General and special funds—Continued 
Girts AND Donations—Continued 

















Program level 1979 1980 1981 

Loan guarantee commitment..............sssssessecseen 33 350 270 
NGPA WOON SBR SSS ARSE eae aisasss 10 7 12 
SuUDUOtAN, FRA .sesossnsossensssssedhess vi nee 826 1,463 1,338 
National Railroad Passenger Corp. (Amtrak) grants. a 779 873 975 
Loan guarantee COMMItMENES ............s+sscsssssseesseesseee 46 85 7 
RI ROBIN 25 icici SRA BRS snassatetaenesien. 1,651 2,421 2,320 








Federal Funds 
General and special funds: 
OFFICE OF THE ADMINISTRATOR 


For necessary expenses of the Federal Railroad Administration, not 
otherwise provided for, [$7,523,000] $8,207,000 (Department of Trans- 
portation and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 
































Identification code 69-0700-0-1-401 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Executive direction............scscccssssesscssssee 5,029 4,184 4,305 
DANTON Sse Ol ee 3,341 3,807 3,902 
10.00 Total program costs, funded—obliga- 
BOS certo cascasmectater oorressssteees 8,370 7,991 8,207 
Financing: 
25.00 Unobligated balance lapsing ..............s...00 VE adae Casta ataet pee ae 8 
Budget authority 0.0.0... 8,530 7,991 8,207 
Budget authority: 
AO-0D: ADIODEISION sic scsn ttsciscsdbssssssvpsssnsccosnes 8,580 7,523 8,207 
41.00 Transferred to other accounts..................0 ee Fz Str carat om pecpemememraeee 
43.00 Appropriation (adjusted) ................ 8,530 7,523 8,207 
44.20 Supplemental for civilian pay 
eae cians Se cccccncesds — « ‘sisbagsipanseie WI 7) Eizvansvecescesisvs 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................. 8,370 7,991 8,207 
72.40 Obligated balance, start of year..... 1,252 1,054 1,125 
74.40 Obligated balance, end of year....... — 1,054 —1,125 —834 
77.00 Adjustments in expired accounts SDE Reces enteccnvtives mtanrepeititnats 
90.00 Outlays, excluding pay raise supple- 
IM ci Pee ess feces sascesiaas 8,532 7,468 8,482 
91.20 Outlays from civilian pay raise sup- 
PMUNUN cxhcnibeaiicicccen,. inane 452 16 





1. Executive direction.—Provides for salaries and re- 
lated expenses of the Offices of the Administrator, Chief 
Counsel, Planning and Budget, Civil Rights, and Public 
Affairs. In addition to dealing with critical policy issues 
concerning the railroad industry, the executive direc- 
tion program is also involved in maintaining communi- 
cations with the general public; developing a work force 
that includes minority groups and women at all levels; 
insuring that FRA programs receive legal counsel; and 
that programs are carried out in a manner consistent 
with predetermined objectives and budgetary goals. 

In 1981 increased effort will be placed on rail restruc- 
turing and deregulation matters. 

2. Administration.—Provides for salaries and related 
expenses associated with day-to-day operations of the 
Federal Railroad Administration. The Office of Admin- 
istration includes the Offices of Personnel and Training, 
Management Systems, Procurement, and Financial 
Services. 


Additional effort will be devoted in 1981 to improving 
FRA recruiting and maintaining the Safety Inspector 
register. 


Object Classification (in thousands of dollars) 
















































Identification code 69-0700-0-1-401 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOsitiOnS...........:-.ssessssssecsssees 4,707 5,077 5,121 
11.3 Positions other than permanent 484 370 370 
11.5 Other personnel compensation................. 82 85 86 
11.8 Special personnel service payments........ Lc cohelscaiihi tas Aud eR 
Total personnel compensation............. 5,274 5,532 5,577 
12.1 Personnel benefits: Civilian..............csssseseoe 478 494 498 
21.0 Travel and transportation of persons........... 185 202 210 
22.0 Transportation of things 10 10 19 
23.1 Standard level user charges... 366 377 400 
23.2 Communications, utilities, and other rent..... 389 300 308 
24.0 Printing and reproduction................sssssese 69 90 91 
DMN: ps MINOR OUI casastchos si psasnicicy inceb Popictiniics 1,458 851 967 
26.0 Supplies and materials ................sssecccsssseees 66 60 61 
BELO — RIMMNCOA cs Sesatatoatoncssssaeyccscocastetssececavtecs isn 75 75 16 
99.0 Total Obligations ............cssssssssesseessen 8,370 7,991 8,207 
Personnel Summary 
Total number of permanent positionS...................00 197 190 193 
Total compensable WOrkyealS............::.ssssssssesessseeeesee 228 206 206 
Full-time equivalent of other positions.................. (31) (24) (24) 
Full-time equivalent of overtime and holiday 

THOUS isu sucscubet Out etetuocseer s deptab hs aselteteret tsouseaauses (4) (4) (4) 
AVORARG SES !SAUAIYs sscsnussciscsccscacdscoracssstesscditbossulenven $47,500 $50,112 $50,112 
ANE O RELI RID wicevossercssousscctonsaresvassatisisoosassivistns 10.85 10.90 10.86 
[NG a $24,676 $26,551 $26,442 
Average salary of ungraded positions ..................sse+« $15,454 $15,454 $15,454 


RaILRoAD SAFETY 


For necessary expenses in connection with railroad safety, not oth- 
erwise provided for, [$28,000,000] $27,921,000, of which [$9,100,000] 
$7,850,000 shall remain available until expended. (Department of 
Transportation and Related Agencies Appropriation Act, 1980; addi- 
tional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





1981 est. 




















Identification code 69-0702-0-1-401 1979 actual 1980 est. 
Program by activities: 
Direct program: 
1, Federal enforcement...........s:ssssssssssees 13,411 15,349 15,751 
2. Automated track inspection program.. 6,926 5,935 5,850 
3. Safety regulation and program ad- 
MNNSOOON: cere eects. cra cexs 4031 4 283 4,320 
4. Grants-in-aid for railroad safety ......... 1,491 3500 3,748 
Total direct program CoStS..............000 25,859 29,067 29,669 
Reimbursable program: 
1. Safety regulation and program ad- 
TRIM ATRIAON is ésiccsaapascnt crcvascoscsspsesveccsose 1 Ba icon orc ea “senna 
10.00 Total program costs, funded—ob- 
MEMUIONIS & cctcecde te ttect cosecthsctayobicens 25,935 29,067 29,669 
Financing: 
11.00 Offsetting collections from: Federal funds... —1§ 
17.00 Recovery of prior year obligations............... —190 
21.40 Unobligated balance available, start of year —4,070 
24.40 Unobligated balance available, end of year.. 2,083 
25.00 Unobligated balance lapsing.................000 449 . 
Budget authority 0.0... 24,131 28,732 27,921 
Budget authority: 
40.00 Appropriation ..............sscccccssssecscssseessssneesseees 24,155 28,000 27,921 
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41.00 Transferred to other accounts..................... ref bilge ac 2 a on 
43.00 Appropriation (adjusted) ................ 24,131 28,000 27,921 
44.20 Supplemental for civilian pay 

NR Rta eSiSue em tsstttctscesse casetincisicusis Re Fasc cre 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............cssseccssssse: 25,669 29,067 29,669 
72.40 Obligated balance, start of year... 9,044 8,943 14,340 








74.40 Obligated balance, end of year...... —8943 —14,340 — 15,072 
77.00 Adjustments in expired accounts................. OEE Sepcca caine | sencepauieons 
90.00 Outlays, excluding pay raise supple- 

HONS iecsac cca scat csialvin 25,458 22,963 28,912 
91.20 Outlays from civilian pay raise sup- 

IU ccc Sestak ecesanhesecesbstar>>-sesipbaiaocsine 707 25 





1. Federal enforcement.—Provides for salaries and re- 
lated expenses of safety field operations which are de- 
signed to motivate the railroads to comply with Federal 
safety laws and regulations to reduce the number of 
railroad related accidents/incidents. Monitoring of the 
railroads is accomplished through the use of Federal 
inspectors. Budgeted positions have increased from 399 
in 1979 to 409 in 1980 and 1981. The level of effort in 
this program for 1981 will remain about the same as in 
1980, while a study of total railroad system safety is 
conducted. 

2. Automated track inspection program.—Enhances 
the Federal enforcement effort by providing inspection 
of track and associated components through the use of 
automated track inspection vehicles. In 1980 and 1981 
these vehicles will monitor track geometry and rail 
flaws on about 76,000 miles of track each year, up from 
70,000 miles in 1979. 

3. Safety regulation and program administration.— 
Includes salaries and related expenses of safety head- 
quarters personnel together with data gathering and 
dissemination, planning and evaluation activities and 
administration of grants-in-aid. The ongoing responsibil- 
ity of this program is to develop and subsequently issue 
new or revised standards, procedures, and regulations 
as necessary to provide a safer railroad operating and 
working environment. 

4. Grants-in-aid for railroad safety.—Assists States in 
paying salaries and expenses incurred for State safety 
inspectors authorized under section 206 of the Railroad 
Safety Act of 1970. The 1980 and 1981 programs will 
each support approximately 180 State inspectors, up 
from 88 in 1979, to aid the Federal Railroad Adminis- 
tration in enforcement of Federal safety standards. 


Object Classification (in thousands of dollars) 




















\denttication code 69-0702-0-1-401 1979 actual 1980 est 1981 est 
Direct obligations: 
Personnel compensation: 

111 Permanent positiOns..............sssescsssseeeseses 10,028 12,551 12,645 
11.3 Positions other than permanent 190 250 250 
11.5 Other personnel compensation ................ 67 90 92 

Total personnel compensation............. 10,285 12,891 12,987 
12.1 Personnel benefits: CiviliaN............... ae 1,007 1,276 1,285 
21.0 Travel and transportation of persons.......... 1,647 1,863 1,900 
22.0 Transportation Of things ....e.scssesseeseen 10 92 50 
23.1 Standard level user charges ......cscccsseee 767 823 851 
23.2 Communications, utilities, and other rent... 1,086 1,700 1,715 
24.0 Printing and reproduction 307 100 105 
25.0 Other services ..........cs..sseue 9,096 6,682 6,878 
26.0 Supplies and materials... 71 50 55 
| a eee 92 90 95 


41.0 — Grants, subsidies, and contributions............ 1,491 3,500 3,748 


25,859 29,067 29,669 














Total direct obligations 
Reimbursable obligations: 
ZOU) “ERD aca 75 


99.0 Total obligations ...............sssecsesssseees 25,935 29,067 29,669 








Personnel Summary 





Total number of permanent positions................-00+«. 474 484 484 

Total compensable workyears.................:.. 4il 478 482 
Full-time equivalent of other positions (11) (14) (14) 
Full-time equivalent of overtime and holiday 








MONS SS Sire Sai es (3) (5) (5) 
Average ES salary $47,500 $50,112 $50,112 
Average GS grade 11.14 11.14 11.14 
Average GS salary $24,993 $26,629 $26,629 








RAILROAD RESEARCH AND DEVELOPMENT 


For necessary expenses for railroad research and development, 
[$54,750,000] $57,728,000 to remain available until expended: Pro- 
vided, That there may be credited to this appropriation, funds re- 
ceived from State and local governments, other public authorities, 
private sources and foreign countries for expenses incurred for engi- 
neering, testing and development. (Department of Transportation and 
Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 






































Identification code 69-0745-0-1-401 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Track, equipment and personnel 
Sn Re ae 28,951 28,152 28,748 
2. Railroad operational improvements..... 4,628 4111 3,925 
3. Improved passenger systems 3,856 8,325 4,369 
4. Transportation test center 12,025 12,311 11,777 
I GUNG cn ccsssinsccrceseons 8,212 9,223 8,919 
Total direct program................sssee« 57,672 62,122 57,738 
Reimbursable program: . a 
1. Track, equipment and personnel 
SO ia or) anssenses 300 300 
2. Railroad operational improvements..... 25 160 160 
3. Improved passenger SYStEMS..............  ssssccssseseeenee 150 150 
4. Transportation test center 2,069 2,500 2,500 
5. POI SUNN oscar hs cccccsccensscsencciate 120 150 ani. 
Total reimbursable program........... 2,213 3,260 3,260 
10.00 Total program costs, funded—ob- : 
NS. chek 59,885 65,382 60,998 
Financing: 
Offsetting collections from: 
11.00 OUT NN ona ccncescrcomres — 1,752 


14.00 Non-Federal SOUrCES..........:-sve-s0+: —461 








17.00 Recovery of prior year obligations —1,549 
21.40 Unobligated balance available, start of year © —10,316 
24.40 Unobligated balance available, end of year. 6,172 
40.00 Budget authority (appropriation) .. 51,980 54,750 57,738 





Relation of obligations to outlays: : 
71.00 Obligations incurred, net ...................ecssee 56,124 60,922 57,738 


72.40 Obligated balance, start of year...... 42,968 41,081 52,003 
74.40 Obligated balance, end of year........ —41,081 —52,003 —§9,341 
77.00 Adjustments in expired accounts STAI cola ctalarake =. apengterentsiah 











90.00 MIND es scscccrceshac peceecnscseccenitbcle 57,996 50,000 50,400 


1. Track, equipment and personnel safety.—The objec- 
tive of this program is to plan and conduct research 
that will ultimately improve the safety of train oper- 
ations and related activities. 

2. Railroad operational improvements.—This program 
is utilized to identify and evaluate improvements in the 
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area of freight operations. Specific areas addressed in- 
clude service reliability, fuel efficiencies, labor/manage- 
ment relations, and classification yard problems. 

3. Improved passenger systems.—Functions of this pro- 
gram include evaluation of train technology; develop- 
ment of performance requirements for intercity passen- 
ger equipment and components; updating and advance- 
ment of technology for wayside electrification and vehi- 
cle traction; and conducting of limited studies of ad- 
vanced, nonconventional systems in high pay-off areas. 

4. Transportation test center.—This is a research and 
development facility, located at Pueblo, Colo. The 
center is operated in support of the Department of 
Transportation and other government agencies and is 
available to elements of private industry on a reimburs- 
able basis. 

5. Policy support.—This office is responsible for devel- 
opment of policies that assist railroads, labor and ship- 
pers in identifying and overcoming various problems. 


Object Classification (in thousands of dollars) 





Identification code 69-0745-0-1-401 1979 actual 1980 est. 1981 est. 





FEDERAL RAILROAD ADMINISTRATION 


Direct obligations: 
Personne! compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials .. 
Equipment 
Grants, subsidies, and contributions 


12.1 
21.0 
22.0 
23.1 
23.2 
24.0 
25.0 
26.0 
31.0 
41.0 





Total direct obligations 


Reimbursable obligations: 


25.0 Other services 





Total obligations, Federal Railroad 
Administration 


ALLOCATION ACCOUNTS 


Personnel compensation: 
Permanent positions 
Positions other than permanent. 
Other personnel compensation 


11.1 
11.3 
11.5 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Lands and structures. 


12.1 
21.0 
22.0 
23.2 
24.0 
25.0 
32.0 


Total obligations, allocation accounts . 


60,998 


99.0 Total obligations 
Obligations are distributed as follows: 


Federal Railroad Administration 60,581 


Federal Highway Administration 
Office of the Secretary of Transportation............. 





Personnel Summary 





FEDERAL RAILROAD ADMINISTRATION 


Total number of permanent positions 170 174 
Total compensable workyears 191 193 
Full-time equivalent of other positions (18) (27) (27) 
Full-time equivalent of overtime and holiday 
; (2) 
$50,112 
11.70 
$30,016 


(1) (2) 
$47,500 $50,112 
11.70 11.64 
$28,304 $29,939 


Average ES salary... 
Average GS grade 
Average GS salary 


ALLOCATION TO FEDERAL HIGHWAY 
ADMINISTRATION 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
(0) (0) 
12.13 12.13 
$31,836 $31,836 


11.94 
$29,249 


Average GS grade... 
Average GS salary. 





Ratt SERVICE ASSISTANCE 


For necessary expenses for rail service assistance authorized by 
section 5 of the Department of Transportation Act, as amended, and 
for necessary administrative expenses in connection with Federal rail 
assistance programs not otherwise provided for, [$87,798,000] 
$94,506,000, together with [$9,400,000] $9,440,000 for the Minority 
Business Resource Center, as authorized by title IX of Public Law 94- 
210, to remain available until expended. During 1981 and within the 
resources and authority available, gross obligations for the principal 
amount of direct loans shall not exceed $3,000,000. During 1981, total 
commitments to guarantee new loans under the Emergency Rail Serv- 
ices Act of 1970 shall not exceed $40,000,000 of contingent liability for 
loan principal. (87 Stat. 985; 84 Stat. 1975-78; Public Law 96-101; 
Department of Transportation and Related Agencies Appropriation 
Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 69-0122-0-1-401 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Rail line subsidies 
2. Washington Union Station model inter- 
modal terminal 480 
3. Minority Business Resource Center 17,099 
4. Other administration and special proj- 


90,508 85,000 


8,465 


10.00 


95,933 116,553 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


Budget authority 


Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 


—33,484 
20,974 


83,423 95,579 








84,370 
—947 


83,423 


97,198 
__—1,619 


Appropriation (adjusted)................ 95,579 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments 


103,946 
159,944 
— 178,436 


71.00 
72.40 
74.40 
77.00 


90.00 


95,933 
115,557 
— 143,391 
—2,727 


65,373 


116,553 
143,391 
— 159,944 


Outlays 100,000 85,455 
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Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
Limitation on obligations: 
1110 PRON Sole ah Lh csasCesesbal 
1120 Legislative program items 
1200 Obligations incurred, gross ..............sssssessee 


enlaboa: 3,000 








Cumulative balance of direct loans out- 


standing: 
2100 Outstanding, start Of year .............cccccccccsssssse —sssseccsseeeseees 4,200 7,700 
2200 Disbursements ...........ssssssssccsssssssesessesesssessseees 4,200 3,500 45,000 
2900 Outstanding, end Of year............scccccsssecsesee 4,200 7,700 52,700 





Status of Loan Guarantees (in thousands of dollars) 





Position with respect to limitation on 
loan guarantees: 








3100 Limitation on commitments: Appropriation. 2... ccssssessssneesee 1 40,000 
3200 Commitments, gr0SS.................::-scccssssseeesee —80,206 —159,025 § —133,011 
Cumulative balance of guarantees out- 
standing: 
4100 Qutstanding, start of year................ssssse 452,257 537,136 679,161 
4200 New loan guarantees 110,375 164,029 133,011 
4400 Repayments of prepayments...................-+ —25,496 —22,000 — 22,000 
4900 Outstanding, end Of year............ssssscsccceeee 537,136 679,161 790,172 





* Does not include a limitation on U.S. Railway Association loan guarantees. 





The State rail assistance program is designed to pro- 
vide financing assistance to States for rail planning and 
for: (1) rail service continuation payments; (2) the cost 
of purchasing a line of railroad or other rail properties 
for future rail service; (3) rehabilitating rail properties, 
and (4) providing substitute or alternate mode service in 
a manner less expensive than continuing rail service. 

A Minority Business Resource Center is operated to 
assist minority business firms, entrepreneurs, and ven- 
ture groups in securing contracts and subcontracts aris- 
ing out of the restructuring and revitalization of the 
Nation’s railroads. 

The other administration and special projects pro- 
gram provides for the necessary salaries and related 
expenses of the Federal Railroad Administration in sup- 
port of Federal assistance programs, in this account as 
well as in the Railroad rehabilitation and improvement 
financing account, grants to the National Railroad Pas- 
senger Corp. and the labor/management initiatives 
funded under railroad research and development. 

In 1981, this program will place increased emphasis 
on track rehabilitation in preference to subsidies in 
response to the Local Rail Assistance Act of 1978, and 
will apply increased administrative resources toward 
resolution of urban railroad conflicts. 

The limitation proposed on loan guarantees applies to 
those loans guaranteed by the Secretary of Transporta- 
tion pursuant to the Emergency Rail Services Act of 
1970. These funds are provided to railroads undergoing 
reorganization. 


Object Classification (in thousands of dollars) 
\dentification code 69-0122-0-1-401 


FEDERAL RAILROAD ADMINISTRATION 


Personnel compensation: 
11.1 Permanent positiOns........cscccccsccsccesscesesee 2,221 2,698 2,811 
113 Positions other than permanent............. 137 230 245 





1979 actual 1980 est. 1981 est. 




















11.5 Other personnel compensation ................ 15 25 30 
Total personnel compensation. 2,373 2,953 3,086 
12.1 Personnel benefits: Civilian.............c0csess0e« 207 277 289 
21.0 Travel and transportation of persons........... 168 124 137 
22.0 — Transportation of thingS................... 5 26 30 
23.1 Standard level user charges 160 183 203 
23.2 Communications, utilities, and other rent.... 156 150 160 
24.0 — Printing and reproduction .................:..csss0e« 69 45 4] 
Fa CN 8,638 11,790 11,937 
26.0 Supplies and materials .................sssesscssssneee 33 20 21 
I NI a ccc sscasersnrciseiseiccecnestectcennce 12 27 36 
33.0 Investments and l0ANS.................susssccsssseees 5,000 10,400 3,000 
41.0 Grants, subsidies, and contributions............ 78,911 90,558 85,000 
Total obligations, Federal Railroad 
Administration................-ssescsseesssees 95,732 116,553 103,946 











ALLOCATION TO FEDERAL HIGHWAY 
ADMINISTRATION 


11.1 Personnel compensation: Permanent posi- 

















WO i a ek cg se as, 134 
12.1 Personnel benefits: Civilian 23 
21.0 ‘Travel and transportation of persons........... 6 
22.0 Transportation of things ...............ccccsssseee: 2 
20 OU WS 37 
Total obligations, allocation to Feder- 
al Highway Administration............. Bee as ee 
99.0 Total Obligations ................ssecccseecsseees 95,933 116,553 103,946 











Personnel Summary 





FEDERAL RAILROAD ADMINISTRATION 

















Total number of permanent positions.....................0+- 89 99 105 
Total compensable workyea'S.................. 81 103 108 
Full-time equivalent of other positions (11) (18) (19) 
Full-time equivalent of overtime and holiday 
MGs. einer ores. (1) (2) (2) 
Average ES salary $47,500 $50,112 $50,112 
Average GS grade 12.24 12.21 12.17 
Average GS salary. $29,865 $31,020 $30,848 
ALLOCATION TO FEDERAL HIGHWAY 
ADMINISTRATION 
Total number of permanent positions...................00v«« 15 
Total compensable workyedIS...............:..« 15 





Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
WON ee 
Average GS grade 
RAE GS So nee 








FEDERAL RAILROAD ADMINISTRATION 





















Total number of permanent positions...................s00 89 99 105 
Total compensable Workyea'...............sssssssssessseeesssse 79 95 100 
Full-time equivalent of other positions.................. (9) (10) (11) 
Full-time equivalent of overtime and holiday 
WO ates sean anaes carne (1) (2) (2) 
Average ES salary $47,500 $50,112 $50,112 
Average GS grade 12.24 12.21 12.17 
Average GS salary $29,865 $31,020 $30,848 
ALLOCATION TO FEDERAL HIGHWAY 
ADMINISTRATION 
Total number of permanent positions 15 
Total compensable workyea'S................u++ 16 
Full-time equivalent of other positions.................. (0) 
Full-time equivalent of overtime and holiday 
WG Steer cltiots Joh (0) 
Average GS grade 11.94 
Average GS salary $29,249 
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General and special funds—Continued 


Rat SERVICE ASSISTANCE 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 


Identification code 69-0122-2-1-401 





1979 actual 1980 est. 1981 est. 








Program by activities: 
10.00 Railroad restructuring assistance (costs— 
obligations) (object class 33.0) 
Financing: 
40.00 Budget authority 


250,000 





Relation of obligations to outlays: 
71.00 Obligation incurred, net 
74.40 Obligated balance, end of year 


90.00 


250,000 
— 210,000 


Outlays 40,000 





A new rail restructuring assistance program has been 
proposed by the Administration to combine various 
forms of current assistance and to provide DOT with 
the flexibility to achieve desired rail restructuring. The 
mechanism for assistance will be repayable credits. The 
program should meet the following objectives: (1) en- 
hance the ability of railroads to eliminate redundancy 
in the rail system by promoting acquisitions, consolida- 
tions, coordinations, and/or mergers; (2) assist in facili- 
ty rehabilitation and improvement on major interstate 
lines and promote efficient rail competition in major 
market areas where economically justified; and (3) pro- 
vide labor protection for workers displaced by restruc- 
turing projects and promote labor productivity by pro- 
viding loans to cover the costs of changes in work rules 
and operating practices. The Administration proposes 
total authorizations of $1,475 million, of which $250 
million is requested to be appropriated in 1981. 


Ratt LABOR ASSISTANCE* 


* See Part III for additional information. 

For payment of benefits under section 509 of the Regional Rail 
Reorganization Act of 1973, as amended, $7,500,000, to remain availa- 
ble until expended. (87 stat. 985, Regional Rail Reorganization Act of 
1973; additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code. 69-0707-0-1-603 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Payment of benefit:—Conrail (costs—ob- 
ligations) (object class 41.0) 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 





Outlays 





Note.—1981 estimate is for activities previously financed from Regional Rail Transportation Protective Account of the 
Railroad Retirement Board, which will continue to administer payment of benefits. 


The Regional Rail Reorganization Act of 1973 pro- 
vides for unemployment and supplementary pay bene- 
fits for protected employees adversely affected by estab- 
lishment of Conrail in 1976. Amounts authorized and 
appropriated under the 1973 Act will be paid out in 
benefits before the end of 1980 ($250 million). The pro- 
posed supplemental request contained in Part III of this 


Appendix, together with the 1981 request, will continue 
to provide benefits for displaced employees, consistent 
with reauthorization legislation to be proposed to Con- 
gress. The reauthorization legislation will rectify some 
of the problems identified by the Comptroller General 
in his December 5, 1979, report to the Congress entitled 
“Employee Protection Provisions of the Rail Act Need 
Change.” 


NorTHEAST CORRIDOR IMPROVEMENT PROGRAM 


For necessary expenses related to Northeast Corridor improve- 
ments authorized by title VII of Public Law 94-210, as amended, and 
title I of Public Law 95-599, [$381,000,000] $400,000,000, to remain 
available until expended: Provided, That, notwithstanding any other 
provisions of law, the provisions of Public Law 95-804 shall apply to 
the Northeast Corridor Improvement Program: Provided further, 
That, the Secretary may waive the provisions of 23 U.S.C. 322 (c) and 
(d) if he determines such action would serve a public purpose. (87 
Stat. 985; Department of Transportation and Related Agencies Appro- 
priations Act, 1980; additional authorizing legislation to be proposed 
for $105,000,000.) 


Program and Financing (in thousands of dollars) 


Identification code 69-0123-0-1-401 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Construction 
(a) Boston-New Haven 
(b) New Haven-New York 
(c) New York-Philadelphia 
(d) Philadelphia-Washington .... 
2. System engineering/program 
management and administration 
3. Public grade crossing elimina- 


400,893 
(147,385) 
(118,219) 

(10,704) 
(124,585) 


44,734 


366,412 
(140,982) 
(26,346) 
(76,423) 
(122,661) 


51,808 


410,700 
(129,500) 
(16,600) 
(132,800) 
(131,800) 


39,300 
6,904 


44,096 15,000 





10.00 Total — program 


funded—obligations 
Financing: 
17.00 Recovery of prior year obligations. 
21.40 Unobligated balance _ available, 
start of year 
24.40 Unobligated balance available, end 
of year 


costs, 


452,531 462,316 465,000 


—3,378 
— 105,469 — 146,316 


146,316 65,000 





40.00 Budget authority (appro- 


priation) 490,000 381,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


465,000 
570,905 
— 647,705 


388,200 


449,154 
258,202 
— 508,589 


198,766 


462,316 
508,589 
—570,905 


400,000 





Outlays 





1. Construction.—This appropriation provides for the 
upgrading of rail passenger service between Boston, 
Mass., and Washington, D.C. Improvements to the 
Northeast corridor include improvements to the right- 
of-way, associated facilities, and installation of the nec- 
essary equipment for improved operations. Major reha- 
bilitation efforts include route realinement, track struc- 
ture, bridges, electrification, signaling, service facilities, 
and stations. 

2. System engineering/program management and ad- 
ministration.—This program includes system engineer- 
ing which provides for system modeling, standards, 
design and requirements criteria; and program manage- 
ment and administration which provides overall pro- 
gram planning, scheduling, monitoring, supervision, in- 
spection, and evaluation including the salaries of FRA 





DEPARTMENT OF TRANSPORTATION 
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and Federal Highway Administration personnel as- 
signed to the project. ; 

3. Public grade crossing elimination.—This program is 
funded under a separate authorization in the Surface 
Transportation Assistance Act of 1978, to modify or 
eliminate hazards of railway-highway crossings on 
public roads. 


Object Classification (in thousands of dollars) 


identification code 69-0123-0-1-401 





1979 actuai 1980 est. 1981 est. 





FEDERAL RAILROAD ADMINISTRATION 


Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent..... 
Printing and reproduction 
Other services 
Supplies and materials . 
Equipment 





Total obligations, Federal Railroad 


Administration 448,200 





ALLOCATION TO FEDERAL HIGHWAY 
ADMINISTRATION 


Personnel compensation: 
Permanent positions 1,452 
Positions other than permanent. Sasi l 12 
Other personnel compensation 2 


Total personnel compensation 1,466 
Personnel benefits: Civilian 136 
Travel and transportation of persons 159 
Transportation of things 4 
Communications, utilities, and other rent... 9 
Other services 21 
Supplies and materials . a 2 
Equipment 
Lands and structures 


3 3 
44,741 15,000 





Total obligations, allocation to Feder- 


al Highway Administration 46,549 


462,316 


16,800 


Total obligations 465,000 





Personnel Summary 





FEDERAL RAILROAD ADMINISTRATION 


Total number of permanent positions 40 40 
Total compensable workyears Si 46 46 
Full-time equivalent of other positions (12) (12) 
Full-time equivalent of overtime and holiday 
se ( (1) (1) 
= $50,112 $50,112 
12.50 12.50 
$32,994 $32,994 


Average ES salary... 
Average GS grade... 
Average GS salary 





ALLOCATION TO FEDERAL HIGHWAY 
ADMINISTRATION 


Total number of permanent positions 43 

Total conipensable workyears 43 
Full-time equivalent of other positions (1) 
Full-time equivalent of overtime and holiday 


(0) 
$50,112 
12.13 
$31,835 


(0) 
$50,112 
12.13 
$31,835 


Average ES salary... 
Average GS grade 
Average GS salary 





GRANTS TO THE NATIONAL RAILROAD PASSENGER CORPORATION 


To enable the Secretary of Transportation to make grants to the 
National Railroad Passenger Corporation, [[$873,400,000] 
$975,000,000, to remain available until expended, of which not more 
than [[$630,400,000] $650,000,000, shall be available for operating 
losses incurred by the Corporation, including payment of additional 
operating expenses of the Corporation, resulting from the operation, 
maintenance, and ownership or control of the Northeast Corridor 
pursuant to title VII of the Railroad Revitalization and Regulatory 
Reform Act of 1976, not more than [$20,000,000] $23,000,000, shall 
be available for the payment of capital and operating expenses result- 
ing from services provided pursuant to section 403(b) of the Rail 
Passenger Service Act, as amended, not more than [[$211,000,000] 
$250,000,000, shall be available for capital improvements, and for 
labor protection costs pursuant to 45 U.S.C. 565, and not more than 
$52,000,000 shall be available for the retirement of loans guaranteed 
pursuant to 45 U.S.C. 602, together with $148,100,000 for capital im- 
provements which shall not be available for expenditure until fiscal 
year 1982, pursuant to section 601(bX2) of the Rail Passenger Service 
Act as amended: Provided, That no capital funds provided in this 
appropriation shall be paid to the Corporation for the reduction of 
indebtedness [of which not to exceed $12,000,000 shall be used for 
capital improvements in connection with the Indianapolis-Chicago 
service, and not more than $12,000,000 shall be available only for the 
fiscal year 1980 purchase payments for the Northeast Corridor]: 
Provided further, That none of the funds herein appropriated shall be 
used for lease or purchase of passenger motor vehicles or for the hire 
of vehicle operators for any officer or employee, other than the Presi- 
dent of the National Railroad Passenger Corporation, excluding the 
lease of passenger motor vehicles for those officers or employees while 
in official travel status. During 1981, and within the resources and 
authority available, total commitments to guarantee new loans shail 
not exceed $7,300,000 of contingent liability for loan principal. (Depart- 
ment of Transportation and Related Agencies Appropriation Act, 
1980.) 


Program and Financing (in thousands of dollars) 





Identification code 69-0704-0-1-401 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Operating grants... .sccsssssccssssssseeeesen 
2. State assisted routes 
3. Labor protection and capital grants 
4. Debt transactions 


600,000 


130,000 
49,000 


630,400 
20,000 
211,000 
12,000 


650,000 
23,000 
250,000 
52,000 





10.00 Total program costs, funded—obliga- 


tions (object class 41.0) 
Financing: 
40.00 Budget authority (appropriation) 


779,000 873,400 975,000 


779,000 873,400 975,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
74.40 Obligated balance, end of year... 


90.00 


779,000 873,400 975,000 


129,500 
845,500 





Outlays 873,400 





Status of Loan Guarantees (in thousands of dollars) 





Position with respect to limitation on loan 
guarantees: 
3120 Limitation on commitments: Legislative pro- 


3200 Commitments, gross —45,600 —84,600 





Cumulative balance of guarantees out- 
standing: 
Outstanding, start of year 
New loan guarantees 
Repayments or prepayments... 
Other adjustments 


4100 
4200 
4400 
4700 


4900 


573,793 
45,600 

— 25,000 
— 122,626 


471,767 


471,767 559,661 
7,300 
— 52,000 


64,745 
579,706 


Outstanding, end of year 559,661 


The National Railroad Passenger Corporation 
(Amtrak) is a private corporation. Federal assistance is 
provided through the Department of Transportation in 
the following manner: 
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General and special funds—Continued 


GRANTS TO THE NATIONAL RAILROAD PASSENGER CORPORATION— 
Continued 


1. Operating grants.—In 1981, funding is required to 
meet operating losses anticipated on the reduced 
Amtrak route structure described by the Amtrak Reor- 
ganization Act of 1979. These losses are now expected to 
be significantly less than previously forecasted due to 
increases in ridership, improved load factors, and 
higher revenues brought about by higher automobile 
operating costs and higher non-rail fares. 

2. State assisted routes.—In 1981, funding is proposed 
at the level necessary to support for the full year all 
existing and new routes operated in 1980. Increased 
costs for full year operation will be partially offset by 
the increased state share of new routes in the second 
year as prescribed by the Amtrak Reorganization Act of 
1979. 

3. Labor protection and capital grants.—This program 
provides for the continuing cost of labor protection asso- 
ciated with recent route discontinuances and for in- 
creased capital investment to permit equipment pur- 
chase or modification (both cars and locomotives) and 
construction or modification of facilities consistent with 
the needs of the modified system. Advance 1982 appro- 
priations are requested for long lead time procure- 
ments. 

4. Debt transactions.—This program provides for con- 
tinuation of the systematic retirement of Amtrak’s sec- 
tion 602 loans, reducing the availability of guaranteed 
loans to $825 million, and for the retirement of the note 
issued in 1977 to finance an installment of the North- 
east corridor purchase. 


EMERGENCY Rai Factuities RESTORATION 


Status of Direct Loans (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2700 Other adjustments 


2900 Outstanding, end of year 


33,263 
1,888 


35,151 


35,151 
1,933 


37,084 


37,084 
2,040 


39,124 





The Emergency Rail Facilities Restoration Act au- 
thorized the Secretary of Transportation to make loans 
for the purpose of restoring or replacing railroad facili- 
ties, equipment, or services damaged or destroyed as a 
result of the natural disasters that occurred during 
June 1972 and provided that no loan application could 
be approved later than June 27, 1973. The program was 
terminated in 1974. On October 1, 1978, the unexpended 
balance was returned to the general fund of the Treas- 
ury. 


Public enterprise funds: 


ALASKA RarLroaD REVOLVING FUND 


The Alaska Railroad Revolving Fund shall continue available until 
expended for the work authorized by law, including operation and 
maintenance of oceangoing or coastwise vessels by ownership, 
charter, or arrangement with other branches of the Government serv- 
ice, for the purpose of providing additional facilities for transporta- 
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tion of freight, passenger, or mail, when deemed necessary for the 
benefit and development of industries or travel in the area served and 
payment of compensation and expenses as authorized by 5 U.S.C 8146, 
to be reimbursed as therein provided: Provided, That no employee 
shall be paid an annual salary out of said fund in excess of the 
salaries prescribed by the Classification Act of 1949, as amended, for 
grade GS-15, except the general manager of said railroad, one assist- 
ant general manager [at not to exceed the salaries prescribed by said 
Act for GS-17,] and five officers at not to exceed the salaries pre. 
scribed [by said Act for grade GS-16] for members of the Senior 
Executive Service. 


PAYMENTS TO THE ALASKA RAILROAD REVOLVING FuND 


For payment to the Alaska Railroad Revolving Fund for capital 
replacements, improvements, operations and maintenance, 
[$6,500,000] $10,640,000, to remain available until expended. (De. 
partment of Transportation and Related Agencies Appropriation Act, 
1980.) 


Program and Financing (in thousands of dollars) 


Identification code 69-4400-0-3-401 





1979 actual 1980 est. 1981 est. 


Program by activities: 
Operating and other costs, funded: 
1. Rail line operation program: 
(a) Operations 
(b) Maintenance of way and struc- 
3,843 
5,920 6,167 
470 505 
(e) Transportation service 11,592 11,599 
(f) Communications system oper- 
ation and maintenance 376 390 400 
(g) Incidental operations 1,907 1,837 1,924 
(h) General and administrative ex- 


11,775 


4,082 4,050 
. Other programs: 
(a) Riverboats and related facilities 
leased 
(b) Other nonoperating expense 
3. Other costs: 


(a) Adjustment of prior years’ costs. 


(c) Undistributed costs 
Change in selected resources 


Total operating and other obligations. ; 28,665 


Capital investment, funded: 
1. Rail line operation program: 
(a) Improvement of roadbed, track 
and structures 5,085 
(b) Maintenance 830 
(c) Purchase and upgrading of 
p 2,365 
(d) Nonprogrammed outlay ... 500 
Change in selected resources —2,303 


6,477 


35,142 


Total capital obligations 


10.00 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: 
Rail line operation program: 
Freight revenue 
Passenger revenue 
Other rail line revenue 
Other programs: 
Riverboats and related facilities —256 
Other nonoperating revenue — 1,825 
Proceeds from sale of assets —] 
Change in long-term accounts receiv- 


Total obligations 35,764 


— 18,158 
—1,564 
—3,378 


— 21,957 
—1,475 
— 2,490 


— 230 
—1,913 


—103 
—3,996 
2,823 


9,300 


21.98 Unobligated balance available, start of year 
24.98 Unobligated balance available, end of year.. 


40.00 Budget authority (appropriation) .. 
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Relation of obligations to outlays: Liabilities: 
71.00 Obligations incurred, net 10,473 7,077 11,710 Accounts payable and funded ac- 
71298 Obligated balance, start of year .. 1,718 2,399 2,476 crued liabilities 3,100 3,250 
74.98 Obligated balance, end of year —2,399  —2,476 —9,816 Advances received 774 875 


90.00 Outlays 9,792 7,000 5,000 Total liabilities 3,874 4,125 
Government equity: 
The Alaska Railroad is operated by the Federal Gov- Unexpended budget authority: 
ernment under the act of March 12, 1914 (38 Stat. 305). pe — ae ion 
Budget program.—The major activity of the rail line invested capita a 139°300 144,660 
operation program is transportation service; the princi- 
pal supporting activities are maintenance of way and Total Government equity 147,442 = 149,112 ‘155,082 
structures and maintenance of equipment. Lease of real Analysis of changes in Government equity: 
properties, riverboats, and related facilities round out Paid-in capital: 
the other operating programs. 1981 funds will be used Opening balance 158,294 167,603 174,103 
to maintain equipment and facilities at a level needed a ose wees 
for safe and efficient operations, make energy conserv- ere or "9 : 
ing improvements to the Anchorage shops, and to fund a 
the major share of a proposed joint State and Federal Closing balance 167,603 174,103 184,743 
passenger equipment replacement program, without Retained income: 
which self-sufficiency of passenger operations will not Opening balance... —13,533 —20,161 —24,991 
be feasible. Net operating income or loss — 6,309 


Financing.—To the extent possible, programs are fi- fae vent mabe - 
nanced by revenues earned from freight and passenger Net nonoperating income or loss _8 
services and other services incidental thereto. It is esti- er 
mated that freight tonnages will continue below the ae SE =: Ss ee 
peaks associated with pipeline construction, commensu- Total Government equity (end of year) 147,442 149,112 155,082 
rate with the projected plateau in general business adda 
levels in Alaska until such time as other energy re- Object Classification (in thousands of dollars) 
sources are developed; that is, natural gas and coal. 
Through aggressive marketing practices the Alaska : : 
Railroad hopes to achieve some increase in tonnage/ ersonnel compensation: 
revenue in 1980 and 1981 8 11.1 Permanent positions 18,494 17,200 
; 11.3 Positions other than permanent... 3,500 
Revenue and Expense (in thousands of dollars) 11s Other personnel compensation 981 850 


Total personnel compensation 21,561 21,550 
Personnel benefits: Civilian 
me s 13.0 Benefits for former personnel 
Rail line operation program: ‘ 
Revenue: Ordinary 23,100 25,922 26,100 21.0 Travel and transportation of persons 


a 22.0 — Transportation of things 
Expense: Ordinary — 28,085 _ —28,580 — —28,954 93° Communications, utilities, and other rent... 


Net income or loss, rail line operation —4985  —2,658 —2,854 25.0 Other services....... 1,836 
26.0 Supplies and materials 4,239 
Other programs: 31.0 2,700 
2,143 2,550 32.0 Lands and structures 1,500 

—86 —85 —166 42.0 _ Insurance claims and indemnities 160 


Net income, other programs 1,995 Total costs, funded 36,709 37,445 33,610 
igh 94.0 Change in selected resources —945  —2,303 3,750 
Nonoperating income or loss: 


Adjustment of prior year costs —271 99.0 Total obligations 35,764 35,142 40,360 
Loss on excess current inventories 
Undistributed costs Personnel Summary 




















Hentificaton code 69-4400-0-3--401 1979 actual 1980 est. 








1979 actual 1980 est. 1981 est. 12.1 
































Net nonoperating income or loss Total number of permanent positions 716 716 716 

Total compensable workyears 681 729 
Full-time equivalent of other positions (73) (122) (105) 
Full-time equivalent of overtime and holiday 

pitts: sti (40) (34) (40) 

Financial Condition (in thousands of dollars) Average ES salary & $47,500 $50,112 $50,112 

1978 scteal «1979 acta 1980 est. 1981 est Average salary of ungraded positions $31,839 $32,700 $32,100 








Net income or loss for the year 














Assets: 


Fund balance with Treasury 5,222 4,722 10,362 
Accounts receivable (net) 6,765 4,921 4,157 RAILROAD REHABILITATION AND IMPROVEMENT FINANCING FUNDS 


28 28 28 [The Secretary of Transportation is hereby authorized to expend 
6,339 6,028 6,028 proceeds from the sale of Fund anticipation notes to the Secretary of 
the Treasury and any other monies deposited in the Railroad Reha- 

119,371 127,546 129,599 bilitation and Improvement Fund pursuant to sections 502, 505-507 
13,591 9,967 9,033 and 509 of the Railroad Revitalization and Regulatory Reform Act of 
151.316 153.212 159.207 1976 (Public Law 94-210), as amended and section 803 of Public Law 
: : : 95-620, for the uses authorized for the Fund, in amounts not to 
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Public enterprise funds—Continued 


RaILroapD REHABILITATION AND IMPROVEMENT FINANCING FuNDS— 
Continued 


exceed $100,000,000.] The Secretary of Transportation is [also] au- 
thorized to issue to the Secretary of the Treasury notes or other 
obligations pursuant to section 512 of the Railroad Revitalization and 
Regulatory Reform Act of 1976 (Public Law 94-210), as amended, in 
such amounts and at such times as may be necessary to pay any 
amounts required pursuant to the guarantee of the [not to exceed 
$600,000,000] principal amount of obligations under sections 511 
through 513 of such Act, such authority to exist as long as any such 
guaranteed obligation is outstanding: Provided, That the aggregate 
principal amount of guarantees and commitments to guarantee obli- 
gations under section 511 of Public Law 94-210, as amended, shall not 
exceed [[$600,000,000] $770,000,000. During 1981, and within the re- 
sources and authority available, total commitments to guarantee new 
loans shall not exceed $270,000,000 of contingent liabilities for loan 
principal. During 1981 and within the resources and authority availa- 
ble, gross obligations for direct loans are authorized in such amounts 
as may be necessary to cover loan guarantee defaults. (Department of 
Transportation and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 












































Identification code 69-4411-0-3-401 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Redeemable preference shares (costs—ob- 
ligations) (object class 33.0)................ 68,070 POL DOD" iiscctaxtain 
Financing: 
Offsetting collections from: 
11.00 Federal fants eee een oi. —67 —90 —100 
14.00 Non-Federal SOUPCES...........ss-csssecssesssseeees —187 —332 —400 
Unobligated balance available, start of 
year: 
21.47 Authority to DOrrOW ..........sccssecesseessseeesses —733 — —102,696 aases.nsesscsossese 
21.98 Fund balance................. cop eaiedbacaraee —91 —50 
U.S. securities (par) —900 —1,070 — 1,533 
Unobligated balance available, end of year: 
24.47 Authority to DOrrOW ..........csssssssssesscessnees MADIBOD brpresigte? ssssssssscssosnces 
24.98 FUUPRMMINNC css sasnsted as hocansosacsvesssannaveiane 91 50 50 
AD,S, SQEOANTUNES CIEE). sscsssccccsnssssecsossssoooson 1,070 1,533 2,033 
47.00 Authority to borrow (appropri- 
OO DETR) 8 ios vnssccascsarconvdanniens 170,000 MUMUID ss ssyoseaveapscoen 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ..............ssssscssssseee 67,816 202,234 —500 
72.47  Obligated balance, start of year................... 129,434 125,394 227,628 
74.47 Obligated balance, end of year..............0e... —125,394 —227,628 —97,128 
77.00 Adjustments in expired accounts................. GeNBO secs tecumteste  ertannerees 
90.00 SRNIND wssisivccnsimmaeactonsssuscceresoee, 79,786 100,000 130,000 
Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: 
POTION Gace ne Achat coiecsccsassts? iti Vieasasaseied Tye Nepehaaseaiiss\l) sassctassicente.< 
1200 Obligations incurred, grOSS ..........sssssscsssseseeeee — 68,070  —202,656,  ....:scsss...0s... 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start Of year ...............ssssssseees 79,190 158,976 258,976 
2200 ~RSMOINOINID casssscsccctescecsovsoconnaccossseapesenasase 79,786 100,000 130,000 
2900 Outstanding, end Of year.............csssecccesssees 158,976 258,976 388,976 
Status of Loan Guarantees (in thousands of dollars) 
Position: with respect to limitation on loan 
guarantees: 
3110 Limitation on commitments: Appropriation... .....essssscssse  sssssssssssesees 270,000 
3200 — Commitments, gr0Ss ...............cscccsssssssssssssssee —33,386 —350,000 —270,000 





Cumulative balance of guarantees out- 
standing: 

4100 Outstanding, start Of year .......:..c..ssecccsseceene 

4200 New loan guarantees.............. 

4400 Repayments or prepayments... 

4900 Outstanding, end Of year.............sscecsssseeeceen 





35,781 
56,962 

—90 
92,653 


92,653 
82,900 
— 4,356 
171,197 


171,197 
181,600 
—1,402 
345,395 


Section 509 of the Railroad Revitalization and Regu- 
latory Reform Act of 1976, as amended, authorizes the 
Secretary of Treasury to purchase fund anticipation 
notes from the Secretary of Transportation. The Secre. 
tary of Transportation uses these funds to purchase 
redeemable preference shares from railroads to provide 
for capital needs to preserve rail freight services. Funds 
are provided to railroads with the highest priority on 
projects effecting mergers and consolidations. Under 
the provisions of the act, repayments on the shares will 
not commence earlier than 6 years after purchase by 
the United States. This authorization expires Septem. 
ber 30, 1980, and is proposed to be replaced by a new 


program of railroad restructuring assistance under the 
Rail service assistance appropriation. Section 511 of 
Public Law 94-210, as amended, also authorizes obliga- 
tion guarantees for meeting the long-term needs of the 
railroads. Railroads utilize this funding mechanism to 
finance major new facilities and rehabilitation or con- 
solidation of current facilities. The appropriation lan- 
guage provides standby authority to issue notes in the 
event of default, up to the cumulative level of loans 
anticipated to be guaranteed. Both a cumulative limite 
tion on loans outstanding and an annual limitation on 
new commitments are proposed for 1981. 





URBAN MASS TRANSPORTATION 
ADMINISTRATION 


Federal Funds 


General and special funds: 


URBAN Mass TRANSPORTATION FUND 


ADMINISTRATIVE EXPENSES 


For necessary administrative expenses of the urban mass transpor 
tation program authorized by the Urban Mass Transportation Act 0/ 
1964, as amended (49 U.S.C. 1601 et seq.); 23 U.S.C., chapter 1, i 
connection with the activities, including hire of passenger motor vehi: 


cles and services as authorized by 5 U.S.C. 3109; [$19,260,000] 


$23,100,000. 





RESEARCH, DEVELOPMENT, AND DEMONSTRATIONS AND UNIVERSITY 
RESEARCH AND TRAINING 





For necessary expenses for research and training, as authorized by 
the Urban Mass Transportation Act of 1964, as amended (49 US( 
1601 et seq.), to remain available until expended; [[$69,300,00(] 
$77,200,000: Provided, That [$66,800,000] $74,200,000 shall be avail: 
ble for research, development, and demonstrations, $2,000,000 shall 
available for university research and training and not to excet 
[$500,000] $7,000,000 shall be available for managerial training « 
authorized under the authority of said Act. 


URBAN DISCRETIONARY GRANTS 


[INcLUDING TRANSFER OF FUNDS] 







For necessary expenses for urban discretionary grants as autho 
ized by the Urban Mass Transportation Act of 1964, as amended (! 
U.S.C. 1601 et seq.) to remain available until September 30, [198] 
1984; ([$1,280,000,000} $1,280,000,000 [of which $9,925,000 shall 
derived by transfer from the Urban Mass Transportation Fund: Pr 
vided, That none of these funds shall be available to retrofit a 
existing fixed rail transit system to comply with regulations issu‘ 


pursuant to section 504 of the Rehabilitation Act of 1973; Providé 



















For 
103(e 
remai 
way 
trans: 
ther, 
thoriz 
ment 
1980.) 


Note.- 
“Surface 
the end 





ldentificatio, 





Pre 
| 





81,600 
-7,402 
45,395 


egu- 
; the 
ation 
ecre- 
hase 
vide 
unds 
y on 
Inder 
3 will 
se by 
otem: 
_ new 
r the 
11 of 
bliga- 
of the 
sm to 
r con- 
1 lan- 
in. the 
loans 
imite- 
ion on 


DEPARTMENT OF TRANSPORTATION 


URBAN MASS TRANSPORTATION ADMINISTRATION—Continued 
Federal Funds—Continued 


735 





further, That grants awarded for contracts for the acquisition of 
rolling stock, including buses, which will result in the expenditure of 
Federal financial assistatance, shall only be awarded based on consid- 
eration of performance, standardization, life-cycle costs, and other 
factors the Secretary may deem relevant, in addition to the considera- 
tion of initial capital costs. Where necessary, the Secretary shail 
assist grantees in making such evaluations]. 


[RURAL AND SMALL URBAN GRANTS] 
NON-URBAN FORMULA GRANTS 


For necessary expenses for public transportation projects in areas 
other than urbanized areas as defined for the purposes of the Urban 
Mass Transportation Act of 1964, as amended (49 U.S.C. 1601 et seq.), 
[$75,000,000] $91,000,000, to remain available until expended. 


URBAN FORMULA GRANTS 


For necessary expenses for urban formula grants as authorized by 
the Urban Mass Transportation Act of 1964, as amended (49 U.S.C. 
1601 et seq.), [$615,000,000] $1,525,000,000, to remain available until 
expended [: Provided, That grants awarded for contracts for the 
acquisition of rolling stock, including buses, which will result in the 
expenditure of Federal financial assistance, shall only be awarded 
based on consideration of performance, standardization, life-cycle 
costs, and other factors the Secretary may deem relevant, in addition 
to the consideration of initial capital costs. Where necessary, the 
Secretary shall assist grantees in making such evaluation]. 


LIQUIDATION OF CONTRACT AUTHORIZATION 


For payment to the urban mass transportation fund, for liquidation 
of contractual obligations incurred under authority of the Urban 
Mass Transportation Act of 1964, as amended (49 U.S.C. 1601 et seq.) 
and 23 U.S.C. 142(c) and of obligations incurred for projects substitut- 
ed for Interstate System segments withdrawn prior to enactment of 
the Federal-Aid Highway Act of 1976; $1,500,000,000, to remain avail- 
able until expended: Provided, That none of these funds shall be 
made available for the establishment of depreciation reserves or re- 
serves for replacement accounts: Provided further, That amounts for 
highway projects substituted for Interstate System segments shall be 
transferred to the Federal Highway Administration. 


[WATERBORNE TRANSPORTATION DEMONSTRATION PROJECT] 


[For mecessary expenses for a waterborne transportation demon- 
stration project as authorized by section 320 of the Surface Transpor- 
tation Assistance Act.of 1978 (Public Law 95-599); $10,000,000, to 
remain available until September 30, 1981.] 


INTERSTATE TRANSFER GRANTS 
[INCLUDING RESCISSION] 


For necessary expenses to carry out the provisions of 23 U.S.C. 
103(eX4) for fiscal year [1980, $700,000,000] 1981, $725,000,000, to 
remain available until expended: Provided, That amounts for high- 
way projects substituted for Interstate System segments shall be 
transferred to the Federal Highway Administration[: Provided fur- 
ther, That $713,100,000 of contract authority made available or au- 
thorized for Interstate transfer grants is hereby rescinded]. (Depart- 
ment of Transportation and Related Agencies Appropriation Act, 
1980.) 


Note.—Included below is $125,000,000 for 1980 that was appropriated under the heading 
“Surface Transportation, Energy and Safety.” The language of this appropriation appears at 
the end of the Department of Transportation chapter. 

Program and Financing (in thousands of dollars) 


Wentification code 69-1119-0-1-401 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 

Urban discretionary grants 
Urban formula grants 
Technical studies grants 
Nonurban formula grants 
Research and training 
Administrative expenses 
Waterborne demonstration 
Interstate transfer grants 
Commuter rail operating subsi- 


1,226,232 
1,134,482 


1,380,000 
1,480,000 


1,380,000 
1,600,000 


85,000 
70,300 
19,614 
15,000 
700,000 


110,000 
77,200 
23,100 








Total direct program costs, 
funded 3,749,914 
Reimbursable program 2 
Change in selected resources 


3,915,300 





10.00 Total obligations 
Financing: 


Offsetting collections from: Fed- 


3,151,935 


11.00 
—212 
17.00 Recovery of prior year obligations. —1,494 
Unobligated balance available, 
start of year: 
Appropriation 
Contract authority 
Unobligated balance available, end 


of year: 


21.40 
21.49 


— 327,323 
— 5,396,787 


— 649,792 
— 4,287,155 


— 643,192 
—2,713,130 


24.40 
24.49 
25.00 


649,792 
4,287,155 
2,285 


2,365,349 


634,192 
2,713,130 


624,192 
2,638,130 








Budget authority: 
Appropriation 
Portion applied to liquidate con- 
tract authority 
Transferred to other accounts 


Appropriation (adjusted) ... 
Supplemental for civilian 


40.00 
40.49 


4,216,600 4,383,635 5,321,300 


—1,850,000 —1,500,000 
—1,251 — 2,086 


2,881,549 


— 1,500,000 
41.00 


43.00 
44.20 





840 
49.11 Contract 


scinded 


authority 
(Public Law 
—713,100 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
Obligated balance, start of year: 
Appropriation 
Contract authority 
Obligated balance, end of year: 
Appropriation 
Contract authority 


Outlays, excluding pay raise 
supplemental 

Outlays from civilian pay 
raise supplemental 807 33 


3,150,228 3,749,914 


2,318,332 
3,724,710 


3,915,300 


72.40 
72.49 


883,449 
4,467,362 


4,106,514 
3,085,635 


—6,128,781 
— 1,660,635 


74.40 
74.49 


90.00 


— 2,318,332 
—3,724,710 


—4,106,514 
— 3,085,635 


2,457,997 2,600,000 2,718,000 


91.20 





Status of Direct Loans (in thousands of dollars) 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2900 Outstanding, end of year 


47,197 
47,197 


47,197 
47,197 


47,197 
47,197 





Status of Loan Guarantees (in thousands of dollars) 





Cumulative balance of guarantees out- 


standing: 
4100 Outstanding, start of year 
4900 Outstanding, end of year 


997,000 
997,000 


997,000 
997,000 


997,000 
997,000 





Status of Unfunded Contract Authority (in thousands of dollars) 
9,864,150 8,011,865 





Unfunded balance, start of year 

Reduction pursuant to Public Law 
96-131 

Unfunded balance lapsing 


5,798,765 


Appropriation to liquidate contract 
authority 


Unfunded balance, end of year 


— 1,850,000 
8,011,865 


— 1,500,000 
5,798,765 


— 1,500,000 
4,298,765 








This fund was established to finance all capital and 
operating assistance grants, contracts, and loan activi- 
ties authorized by the Urban Mass Transportation Act 
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of 1964, as amended. This fund was extended until 1982 
by the Surface Transportation Assistance Act of 1978. 
That act also authorized several new funding categories 
such as intercity bus terminal construction and special 
rail transit grants. The administration intends to fund 
such activities through the existing urban discretionary 
and formula grant programs which have adequate flexi- 
bility and funding to accommodate worthy projects. 

Urban discretionary grants.—Provides grants to State 
and local agencies for mass transportation investments. 
Such investments may include construction of new 
fixed guideway systems; extensions to existing guideway 
systems; major bus fleet expansions; capital grants for 
emergency repairs to transit facilities resulting from 
natural disasters; deployment of new technology; inno- 
vative transit demonstrations projects; and technical 
planning assistance. For 1981, $1.4 billion is planned for 
this activity with 260 projects. Under the administra- 
tion’s Urban Initiative, $200 million of these funds in 
1981 will be used for joint development and related 
projects which link transportation facilities and encour- 
age private economic development. The request for an 
advance 1981 appropriation for this activity in the 1980 
budget is superseded by this year’s request. 


Technical studies grants.—This program activity is 
now subsumed in the urban discretionary grants activi- 
ty; separate funding is no longer necessary. 


Urban formula grants.—Provides for grants to urban- 
ized areas or parts thereof on the basis of a formula for 
the payment of operating expenses; the construction, 
acquisition, and improvement of facilities and equip- 
ment; for routine capital projects such as the replace- 
ment of buses; the modernization of existing systems, 
and for commuter rail and other fixed guideway sys- 
tems. For 1981, $1.6 billion is planned for this activity 
with 385 projects. 


Nonurban formula grants.—Provides formula grants 
for nonurbanized areas. These funds provide for transit 
grants (for areas other than urbanized areas) on the 
basis of a formula. Both payment of operating expenses 
and capital expenses are eligible. For 1981, $110.0 mil- 
lion is planned for this activity with 50 grants. 

Research and training.—Provides for grants and con- 
tracts for the purposes of developing, testing, and dem- 
onstrating new facilities, equipment, techniques, and 
methods (operations and managerial), and improving 
mass transportation services; grants to public bodies to 
provide for advanced training for personnel in the mass 
transportation field; and grants are awarded to public 
and private, nonprofit institutions to assist in establish- 
ing or continuing programs which combine professional 
training and research in the field of mass transporta- 
tion. For 1981, $77.2 million is planned for this activity 
with 321 projects. 


Administrative expenses.—Provides for the adminis- 
trative costs of the Urban Mass Transportation Admin- 
istration. For 1981, $23.1 million is planned for this 
program activity. 

Waterborne demonstration.—Further funding is not 
necessary because the demonstration can be completed 
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with the appropriations already provided for this pro- 
gram activity. 

Interstate transfer grants.—Grants under this activity 
are authorized by the 1973 Highway Act, whereby 
States and localities may withdraw previously approved 
interstate segments and apply the authorized funds to 
substitute transit or highway projects. For 1981, $725 
million is planned for this activity with 20 projects. The 
Washington, D.C., area will receive up to $275 million 
in 1980 and 1981 from this activity. The request for an 
advance 1981 appropriation for this activity in the 1980 
budget is superseded by this year’s request. 

Direct loans and loan guarantees.—These program ac- 
tivities provide direct loans for advance land acquisition 
and guarantees rail system construction bonds issued 
by the Washington Metropolitan-Area Transit Authori- 
ty. No change in the status of these activities is planned 
for 1981. 


Object Classification (in thousands of dollars) 





Identification code 69-1119-0-1-401 1979 actual 1980 est. 1981 est. 
Personnel compensation: 

11.1 Permanent positions 12,700 13,590 15,000 

11.3 Positions other than permanent 542 585 850 


11.5 Other personnel compensation 73 115 120 


Total personnel compensation 13,315 14,290 15,970 
12.1 Personnel benefits: Civilian 1,135 1,220 1,350 
21.0 Travel and transportation of persons 859 891 
22.0 — Transportation of things 30 46 
23.1 Standard level user charges 972 998 
23.2 Communications, utilities, and other rent... 728 702 
24.0 — Printing and reproduction 400 
25.0 — Other services 54,767 
26.0 — Supplies and materials a 50 
31.0 50 
41.0 — Grants, subsidies, and contributions 3,076,138 3,681,500 


99.0 Total obligations 3,151,935 3,754,914 


3,839,300 
3,920,300 





Personnel Summary 





Direct: 
Total number of permanent positions 563 623 
Total compensable workyears ‘a 520 610 
Full-time equivalent of other positions ( (32) (44) 
Full-time equivalent of overtime and holiday 
(3) (3) 


Average ES salary $49,549 $50,000 
Average GS grade 10.53 10.53 10.54 
Average GS salary $24,124 $25,836 $25,933 
Reimbursable: 

Total number of permanent positions 
Total compensable workyears 

Full-time equivalent of other positions 

Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 





SAINT LAWRENCE SEAWAY DEVELOPMENT 
CORPORATION 


Federal Funds 
Public enterprise funds: 


Saint LAWRENCE SEAWAY DEVELOPMENT CORPORATION 


The Saint Lawrence Seaway Development Corporation is hereby 
authorized to make such expenditures, within the limits of funds and 
borrowing authority available to such Corporation, and in accord with 
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law, and to make such contracts and commitments without regard to 
fiscal year limitations as provided by section 104 of the Government 
Corporation Control Act, as amended, as may be necessary in carry- 
ing out the programs set forth in the budget for the current fiscal 
year for the Corporation except as hereinafter provided. (Department 
of Transportation and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


identification code 69-4089-0-3-403 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 
1. Administrative expenses (limitation). 
2. Operations 


1,279 
4,799 


6,078 
1,007 


7,085 





Total operating costs, funded 
3. Replacements and improvements 





Total program costs, funded 
Change in selected resources (undelivered 
orders) 643 


7,728 





10.00 Total obligations 


Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: Revenue 
Unobligated balance available, start of 
year: 
Authority to borrow 
Fund balance 
Unobligated balance available, end of year: 
Authority to borrow 
Fund balance 
Capital transfer to general fund 


Budget authority 


—10,878 —11,000 


— 6,200 
—5,937 


21.47 
21.98 


6,200 
5,856 


24.47 
24.98 
27.00 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
12.98 Obligated balance, start of year... 
74.98 Obligated balance, end of year 


90.00 


—3,150 
1,626 
—1,818 


—3,342 


— 2,319 
1,818 
—1,318 


—1,819 


— 2,644 
1,318 
—1,318 


— 2,644 





Outlays 





The continuing overall goal of the Saint Lawrence 
Seaway Development Corporation is to keep the St. 
Lawrence Seaway system a safe, reliable, and efficient 
transportation artery. The Corporation is continuing to 
interface with a multitude of diverse interests that 
share the common goal of expanding commerce on the 
Great Lakes/St. Lawrence Seaway system. In 1981, the 
Corporation will continue to operate and maintain the 
US. part of the seaway and pursue programs to in- 
crease the efficiency of the system by continuing efforts 
to: (1) extend the navigation season; (2) work closely 
with current and potential seaway shippers, Great 
Lakes ports, and other organizations; (3) encourage in- 
creased use of the seaway system; and (4) maintain and 
improve our lock facilities and lock approach channels. 
The winter lock maintenance program will be contin- 
ued. The Saint Lawrence Seaway Development Corpora- 
tion’s 1981 budget reflects these objectives: 

1. Administrative expenses (limitation).—This pro- 
gram provides for management and administration of 
the Corporation, and includes finance, legal, civil rights, 
procurement, personnel administration, and other relat- 
ed support services. 

2. Operations.—This program provides for operation 
of all facilities and for planning and development activi- 
ties. Operations are conducted on a 24-hour day, 7-day 
week basis throughout the navigation season with 
maintenance functions being performed throughout the 


310-100 0 - g0 - 47 


year. Some major maintenance items are necessarily 
deferred to the nonnavigation season when both oper- 
ations and maintenance forces are utilized for their 
accomplishment. 

3. Replacements and improvements.—This program 
provides for capital investments, such as purchase and 
installation of stack precipitator and modifications for 
tug Robinson Bay, dredging off-loading facility, naviga- 
tion aid construction, Phase III installation of flushing 
ports, season extension projects, and building, plant and 
equipment replacements. The Corporation also main- 
tains a reserve to provide funding of extraordinary 
maintenance and improvements and also to insure 
funding of programs when revenues do not reach ex- 
pected budgeted levels. 

The Corporation estimates its revenues for 1981 to 
reach $12.1 million which it proposes to apply as fol- 
lows: (a) $7.6 million to pay operating expenses consist- 
ing of administrative expenses of $1.5 million (subject to 
limitation) and $6.1 million for operations; (b) $1.9 mil- 
lion to pay estimated replacements and improvements 
costs for season extension projects, facility improve- 
ments, and replacements of equipment; (c) $2.5 million 
for the scheduled redemption of the Corporation’s reve- 
nue bonds issued to the U.S. Treasury; and (d) $0.1 
million to be added to the Corporation’s unobligated 
reserve. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 198) est. 





Operating income or loss: 
Operating program: 
Revenue: 
Shipping tolls 10,527 10,760 


351 240 
10,878 11,000 





Total revenue 








Expense: 
Administrative 
Operations 


1,279 
4,799 


6,078 
4,800 


1,410 
5,452 


6,862 
4,138 





Total expense 





Net operating income 








Nonoperating income or loss: 
Provision for depreciation and losses 1,796 
1,796 


3,004 


1,819 
1,819 
2,319 





Net nonoperating loss 








Net income or loss for the year 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 


Assets: 
Fund balance with Treasury 6,513 7,355 7,174 7,318 
Accounts receivable, net 660 927 927 927 
Accrued tolls, receivable unbilled.... 420 220 220 220 
Selected assets, supplies 230 246 246 246 
Fixed assets, net ss 101,687 100,867 101,367 101,367 


109,510 109,615 + = 109,934 110,078 





Total assets 


Liabilities: 
Accounts payable including funded 
accrued liabilities 





1,453 1,054 1,054 1,054 








Government equity: 
Unexpended budget authority: 
Unobligated balance: 
Regular 


11,087 10,800 
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Saint LAWRENCE SEAWAY DEVELOPMENT CORPORATION—Continued 


Financial Condition (in thousands of dollars) —Continued 





1981 est. 


1,400 
1,411 


1980 est. 


1,300 
1,411 


1978 actual 1979 actual 


1,000 
1,911 


—6,200 
101,113 


108,561 





Reserve 
Undelivered orders 
Unfinanced budget authority: 
Borrowing authority 
Invested capital 


— 6,200 
101,613 


108,880 


—6,200 
101,613 


109,024 


101,917 
108,057 








Total Government equity 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance : 
Repayment of borrowings from Treasury 


115,476 
— 2,500 


112,976 


112,976 
— 2,000 


110,976 


110,976 
— 2,500 


108,476 


Closing balance 


Deficit: 
Opening balance 
Net income or loss (—) 


—7,419 
3,004 


—4,415 
108,561 


—4,415 — 2,096 
2,319 2,644 


— 2,096 548 
108,880 109,024 





Closing balance 








Total Government equity (end of year) .. 





Object Classification (in thousands of dollars) 
Identification code 69-4089-0-3-403 


Personnel compensation: 
Permanent positions 3,380 3,508 
Positions other than permanent is 250 265 
Other personnel compensation 171 180 
Special personal services payments 16 17 


Total personnel compensation 3,817 3,970 
Personnel benefits: Civilian 387 403 
Travel and transportation of persons 58 66 
Transportation of things 5 5 
Standard level user charges 34 34 
Communications, utilities, and other rent... 171 175 
Printing and reproduction 29 31 
Other services ae 639 
Supplies and materials . 

Equipment 
Lands and structures 
Administrative expenses (see separate 








1979 actual 1980 est. 1981 est. 








Change in selected resources... 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears Sr: 166 166 
Full-time equivalent of other positions (12) (12) 
Full-time equivalent of overtime and holiday 
(14) (14) 


9.07 9.07 
$20,366 $20,562 
$18,885 $20,207 


Average GS grade 
Average GS salary 
Average wage-board salary 





LIMITATION ON ADMINISTRATIVE EXPENSES, SAINT LAWRENCE 
SEAwAy DEVELOPMENT CORPORATION 


Not to exceed [$1,372,000] $1,473,000 shall be available for admin- 
istrative expenses which shall be computed on an accrual basis, in- 
cluding not to exceed $3,000 for official entertainment expenses to be 
expended upon the approval or authority of the Secretary of Trans- 
portation: Provided, That Corporation funds shall be available for the 
hire of passenger motor vehicles and aircraft, operation and mainte- 
nance of aircraft, uniforms or allowances therefor for operation and 
maintenance personnel, as authorized by law (5 U.S.C. 5901-5902), 


and $15,000 for services as authorized by 5 U.S.C. 3109. (Department 
of Transportation and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Program by activities: 

Administration (tota! accrued expenses—costs) . 
Financing: 

Unobligated balance lapsing 


1,279 1,410 


Limitation 
Supplemental for pay increases 





Object Classification (in thousands of dollars) 
Identification code 69-4089-0-3-403 


Personnel compensation: 
Permanent positions 
Positions other than permanent 
Special personal services payments 





1979 actual 1980 est. 





Total personnel compensation 

Personnel benefits: Civilian 
Travel and transportation of persons 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 
Administrative expenses included in sched- 

ule for fund as a whole 


Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears. 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


(0) (0) 
$50,112 $50,112 
8.77 8.77 
$20,973 $21,157 


Average ES salary 
Average GS grade 
Average GS salary. 





RESEARCH AND SPECIAL PROGRAMS 
ADMINISTRATION 


Federal Funds 
General and special funds: 


RESEARCH AND SPECIAL PROGRAMS 


For expenses necessary to discharge the functions of the Research 
and Special Programs Administration, [$25,846,000] $31,790,000, of 
which not to exceed [$11,040,000] $71,553,000 shall remain available 
until expended for expenses for conducting research and development 
and not to exceed [[$2,820,000] $3,082.000 shall remain available 
until expended for grants-in-aid to carry out a pipeline safety pro 
gram, as authorized by section 5 of the Natural Gas Pipeline Safety 
Act of 1968 (49 U.S.C. 1674). (Department of Transportation and Relat- | 
ed Agencies Appropriation Act, 1980; additional authorizing legislation 
has been proposed for $9,079,000.) 


Program and Financing (in thousands of dollars) 
Identification code 69-0104-0-1-407 





1979 actual 1980 est. 198] est. 





12,221 17,155 
11,293 11,583 
3,218 3,082 


26,732 31,790 


2. Research and development. 
3. Grants 


Total program costs, funded 
Change in selected resources (undelivered 
orders) 


16,241 


aii 


Total direct obligations 23,721 26,732 31,79 
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Reimbursable program — (costs—obliga- 


1,539 
25,260 


1,500 
28,232 


1,500 
33,290 





10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds... =1 59 
91.40 Unobligated balance available, start of year —99 
4.40 Unobligated balance available, end of year.. 651 
25.00 Unobligated balance lapsing 167 


24,440 





Budget Authority. 





Budget authority: 
40.00 Appropriation 
41,00 Transfer to other accounts 


24,760 
—320 





43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 


25,781 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year.. 4,294 
74.40 Obligated balance, end of year —8,744 
71.00 Adjustments in expired accounts 4} 


23,721 26,732 
8,744 


— 12,238 


12,238 
— 16,946 


90.00 Outlays, excluding pay raise supple- 
22,946 


19,312 


91.20 Qutlays from civilian pay raise sup- 
plemental 





The mission of the Research and Special Programs 
Administration is to serve as a research, analytical, and 
technical development arm of the Department for long- 
range and multimodal research and development, as 
well as to conduct special programs. Particular empha- 
sis is given to pipeline safety, transportation of hazard- 
ous cargo by all modes of transportation, safety, secu- 
rity, facilitation of domestic and international com- 
merce, and intermodal research and development activ- 
ities including programs within the university commu- 
nity. Responsibilities of the administation are carried 
out under the following activities: 


1. Operations.—This activity provides for the Admin- 
istration’s salaries and expenses as well as for central 
supervisory and management functions including a 
management information system necessary for overall 
planning and direction of the Administration; manage- 
ment and execution of transportation programs involv- 
ing passenger and cargo security, facilitation services, 
national emergency plans/preparedness, management 
of the Transportation Safety Institute; and for the con- 
duct of hazardous materials and pipeline safety regula- 
tory and enforcement programs. 


2. Research and development.—This activity provides 
for research and development to complement research 
programs of the operating administrations, to stimulate 
industry efforts to advance transportation technology, 
to develop multimodal and intermodal systems and 
technology, to encourage university research, and to 
support the hazardous materials and pipeline safety 
regulatory programs. 


3. Grants.—This activity provides for grants-in-aid to 
State agencies of up to 50% of the actual costs for 
conducting a gas pipeline safety program as authorized 
by the Natural Gas Pipeline Safety Act of 1968. 


Object Classification (in thousands of dollars) 


Identification code 69-0104-0-1-407 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions. 
Positions other than permanent 
Other personnel compensation 





Total personnel compensation... 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials .... 


Grants, subsidies, and contributions 





Total direct obligations 
Reimbursable obligations: 


25.0 Other services 


99.0 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 


$28,917 $29,418 





Intragovernmental funds: 


CONSOLIDATED WORKING FUND, TRANSPORTATION SYSTEMS CENTER 


Program and Financing (in thousands of dollars) 





Identification code 69-3900-0-4-407 1979 actual 1980 est. 1981 est. 





Program by activities: 
Transportation research (program costs, 
funded) 
Change in selected resources (undelivered 
orders) 


60,387 62,400 62,400 


2,600 
65,000 


2,600 
65,000 


2,639 
63,026 





10.00 Total obligations 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
13.00 Trust funds 
21.98 Unobligated balance available, start of year 
24.98 Unobligated balance available, end of year.. 


Budget authority 


—51,031 
—1,128 
— 17,883 


— 55,200 
—7,800 
—3,617 


— 57,500 
—1,800 
—1,617 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 — balance, start of year: Fund bal- 
30,916 37,551 
74.98 Obigated balance, end of year: Fund bal- 


— 37,551 
— 2,368 


— 39,551 





90.00 





The fund was established for the conduct of multimo- 
dal research, analysis and development projects by the 
Transportation Systems Center (TSC) in Cambridge, 
Mass. These projects are sponsored by the Office of the 
Secretary and all departmental operating elements. 
Legislation has been proposed to establish a working 
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Intragovernmental funds—Continued 


CONSOLIDATED WorKING FUND, TRANSPORTATION SysTEMS CENTER— 
Continued 


capital fund to finance this activity beginning in 1981. 
The intragovernmental revolving fund will then permit 
the programs of the Center to be presented in a manner 
similar to other such activities elsewhere in the Gov- 
ernment. The planned work for 1981, grouped under 
the departmental objectives, is as follows: 

Modernize regulation and legislation.—This activity 
analyzes Federal regulation of transportation and stud- 
ies the financial and technical relationships which 
govern regulatory operations. TSC also conducts assess- 
ments of the potential impacts of proposed policies on 
the transportation industry and the public. 

Increase efficiency and service.—This area encom- 
passes development and assessment of new technology, 
systems, and operating concepts for air, marine, rail, 
pipeline and urban transportation. 

Improve safety and security.—This involves develop- 
ment of statistics and requirements for hazardous mate- 
rials, rail, and motor vehicle safety. The effort also 
includes development of improved systems and equip- 
ment for safer transportation in air and ground trans- 
portation. 

Lessen unfavorable environmental impacts.—The 
Center conducts assessments of transportation effects 
on air quality and noise. This work also includes specif- 
ic investigations of airport noise and diesel engine emis- 
sions. 

Minimize adverse impacts of energy constraints.—This 
work stresses technological, economic and social assess- 
ments of fuel economy, energy policy, and energy con- 
servation in the transportation field. The Center also 
works toward providing a more energy efficient and 
socially acceptable automobile. 

Increase knowledge base.—This activity includes the 
collection, organization, analysis, and dissemination of 
transportation information. This has been formalized as 
the Transportation Information Center, and is a prima- 
ry DOT activity for the sharing of data with state and 
local governments and, as appropriate, with private in- 
dustry. 


Object Classification (in thousands of dollars) 
Identification code 69-3900-0-4-407 





1979 actual 1980 est. 1981 est. 


Personnel compensation: 
dl Permanent positions 17,189 18,330 18,095 
11.3 Positions other than permanent 600 
11.5 Other personnel compensation 145 


12.1 
21.0 
22.0 
23.2 
24.0 
25.0 
26.0 
31.0 
32.0 


99.0 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 
Lands and structures 


63,026 65,000 


Total obligations 


Personnel Summary 


Total number of permanent positions 
Total compensable workyears 


18,840 
1,735 
1,009 

70 


1,465 
400 
39,106 
785 
1,400 
190 


65,000 


676 


Full-time equivalent of other positions (46) (46) (46) 
Full-time equivalent of overtime and holiday 
(3) (3) 


(3 
Average ES salary $49,882 s4o.88) 
Average GS grade 11.17 11.17 11.17 
Average GS salary $27,070 $29,151 $29,354 
Average salary of ungraded positions $16,463 $17,324 $17,324 





OFFICE OF THE INSPECTOR GENERAL 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 
(INCLUDING TRANSFER OF FUNDS) 


[For necessary expenses of the Office of the Inspector General, 
$700,000 together with $11,493,000 to be derived by transfer from 
“Salaries and Expenses”, Office of the Secretary, $3,868,000, ‘“Oper- 
ations”, Federal Aviation Administration, $3,225,000, “Operations and 
Research”, National Highway Traffic Safety Administration, $630,000, 
of which $430,000 shall be derived from the Highway Trust Fund, 
“Rail Service Assistance’, Federal Railroad Administration, 
$1,619,000, “Administrative Expenses”, Urban Mass Transportation 
Administration, $2,086,000, and “Research and Special Programs”, 
Research and Special Programs Administration, $65,000, together 
with $6,960,000 derived from funds available under 23 U.S.C. 104(a) 
for payment of obligations. ] 

For necessary expenses of the Office of the Inspector General in 
carrying out the provisions of the Inspector General Act of 1978, 
$13,657,000, together with $8,085,000 derived from funds available 
under 23 U.S.C. 104(a) for payment of obligations. (Department of 
Transportation and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 69-0130-0-1-407 





1979 actual 1980 est. 1981 est 


Program by activities: 
Office of the Inspector General (program 
costs, funded) 8,515 
Change in selected resources (undelivered 
orders) 1,089 


10.00 Total obligations 9,604 
Financing: 
Offsetting collections from: 
11.00 Federal funds —263 
13.00 Trust funds —3,950 
25.00 Unobligated balance lapsing 1,028 


Budget authority 


20,227 





Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 
raises 
Relation of obligations to outlays: 
71.00 Obligations incurred, net 12,384 
72.40 Obligated balance, start of year... 641 
74.40 Obligated balance, end of year =625 


90.00 Outlays, excluding pay raise supple- 
11,800 

91.20 Outlays from civilian pay raise sup- 
plemental 600 


In 1981 this appropriation will emphasize the policy 
development and central supervisory and coordinating 
functions necessary for the overall planning and direc- 
tion of the Office of Inspector General. It covers head- 
quarters and field office operations, general manage 
ment and administration. 
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DEPARTMENT OF TRANSPORTATION 


Object Classification (in thousands of dollars) 





ientfcation code. 69-0130-0-1-407 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Ll Permanent positions 13,659 14,841 
113 Positions other than permanent. - 150 163 
15 Other personnel compensation ... wets 108 115 


Total personnel compensation 13,917 15,119 
12.1 — Personnel benefits: Civilian i 1,246 1,353 
91.0 Travel and transportation of persons........... 723 794 
22.0 Transportation of things om 24 27 
23.1 Standard level user charges 448 493 
23.2 Communication, utilities, and other rent 274 302 
24,0 — Printing and reproduction 46 57 
25.0 Other services nee 3,505 3,547 
26.0 Supplies and materials .. oe 21 25 
31.0 — Equipment 23 25 


99.0 Total obligations 20,227 21,742 











Personnel Summary 





1979 actual 1980 est. 1981 est. 





Office of Inspector General: 

Total number of permanent positions 508 508 
Total compensable workyears Sas 474 488 
Full-time equivalent of other positions (12) (13) 

Full-time equivalent of overtime and holiday 
(6) (7) 
$50,112 $50,112 
11.45 11.45 
$27,482 $28,512 


Average ES salary 
Average GS grade 
Average GS salary 
Allocation to OST: 
Total number of permanent positions 8 
Total compensable workyears Re 8 
0 


11.42 
$27,022 


Full-time equivalent of other positions ( 
Full-time equivalent of overtime and holiday 


) 


(0) 
8.00 
$17,801 


Average GS grade 
Average GS salary 


8.00 
$18,831 





[SURFACE TRANSPORTATION] 


(ENERGY AND SAFrety] 


[For necessary expenses in carrying out section 126(d) of the Feder- 
al-Aid Highway Act of 1978 (Public Law 95-599), $1,000,000 to be 
derived from the Highway Trust Fund and for necessary expenses in 
carrying out section 126(e) of such Act, $3,000,000 to be derived from 
the Highway Trust Fund; for necessary expenses in carrying out 
section 131(j) of title 23, U.S.C., $8,500,000; for necessary expenses to 
carry out the provisions of 23 U.S.C. 219, $20,000,000, to remain 
available until September 30, 1983; for necessary expenses in carrying 
out section 154 of title 23, U.S.C. (other than subsection (i)), 
$20,000,000 to be derived from the Highway Trust Fund: Provided, 
That none of these funds shall be subject to the obligational limita- 
tion set forth in section 304 of this Act; for necessary expenses for 
urban discretionary grants as authorized by the Urban Mass Trans- 
portation Act of 1964, as amended (49 U.S.C. 1601 et seq.), to remain 
available until September 30, 1983, $100,000,000: Provided, That none 
of these funds shall be available to retrofit any existing fixed rail 
transit system to comply with regulations issued pursuant to section 
504 of the Rehabilitation Act of 1973; for necessary expenses for 
public transportation projects in areas other than urbanized areas as 
defined for the purposes of the Urban Mass Transportation Act of 
1964, as amended (40 U.S.C. 1601 et seq.), $10,000,000, to remain 
available until expended; for necessary expenses for urban formula 
grants as authorized by the Urban Mass Transportation Act of 1964, 
as amended (49 U.S.C. 1601 et seq.), $15,000,000, to remain available 
until expended. ] (Department of Transportation and Related Agencies 
Appropriation Act, 1980.) 


Dollar amounts included in the above language are 
reflected in the following accounts: 


TITLE III—GENERAL PROVISIONS 741 


Federal Highway Administration: 
Carpool/Vanpool Support Program... 
Highway Beautification 
Safer Off-System Roads 

National Highway Traffic Safety Administration: 
State and Community Highway Safety 

Urban Mass Transportation Administration: 
Urban Discretionary Grants 
Rural and Small Urban Grants... 

Urban Formula Grants 


$4,000,000 
8,500,000 
20,000,000 


20,000,000 


100,000,000 
10,000,000 
15,000,000 


TITLE III—GENERAL PROVISIONS 


Sec. 301. During the current fiscal year applicable appropriations to 
the Department of Transportation shall be available for maintenance 
and operation of aircraft; hire of passenger motor vehicles and air- 
craft; purchase of liability insurance for motor vehicles operating in 
foreign countries on official departmental business; and uniforms, or 
allowances therefor, as authorized by law (5 U.S.C. 5901-5902). 

Sec. 302. None of the funds provided in this Act shall be available 
for the planning or execution of programs the commitments for which 
are in excess of [$640,000,000] $700,000,000 in fiscal year [1980] 
1981 for grants in aid for airport planning and development. 
(“Grants-in-aid for airports” under 49 U.S.C. 1714 (a) and (b), of 
which $30,000,000 shall be added to the discretionary fund available 
for distribution pursuant to 49 U.S.C. 1715(a\(8)(B) and (aX4\C)J. 

Sec. 303. None of the funds provided under this Act shall be availa- 
ble for the planning or execution of programs, the obligations for 
which are in excess of $28,000,000 in fiscal year [1980] 1981 for 
“Highway-related safety grants”. 

Sec. 304. None of the funds provided under this Act shall be availa- 
ble for the planning or execution of programs including School Bus 
Driver Training, the total obligations for which are in excess of 
[$175,000,000]  $150,405,000 in fiscal year [1980] 1981 for “State 
and Community Highway Safety”. 

Sec. 305. Funds appropriated for the Panama Canal Commission 
may be apportioned notwithstanding section 3679 of the Revised Stat- 
utes, as amended (31 U.S.C. 665), to the extent necessary to permit 
payment of such pay increases for officers or employees as may be 
authorized by administrative action pursuant to law which are not in 
excess of statutory increases granted for the same period in corre- 
sponding rates of compensation for other employees of the Govern- 
ment in comparable positions. 

[Sec. 306. None of the funds provided under this Act shall be 
available for the planning or execution of programs for any further 
construction of the Miami jetport or of any other air facility in the 
State of Florida lying south of the Okeechobee Waterway and in the 
drainage basins contributing water to the Everglades National Park 
until it has been shown by an appropriate study made jointly by the 
Department of the Interior and the Department of Transportation 
that such an airport will not have an adverse environmental effect on 
the ecology of the everglades and until any site selected on the basis 
of such study is approved by the Department of the Interior and the 
Department of Transportation: Provided, That nothing in this section 
shall affect the availability of such funds to carry out this study.] 

Sec. [307] 306. Funds appropriated under this Act for expenditure 
by the Federal Aviation Administration shall be available (1) except 
as otherwise authorized by the Act of September 30, 1950 (20 U.S.C. 
236-244), for expenses of primary and secondary schooling for depend- 
ents of Federal Aviation Administration personnel stationed outside 
the continental United States at costs for any given area not in excess 
of those of the Department of Defense for the same area, when it is 
determined by the Secretary that the schools, if any, available in the 
locality are unable to provide adequately for the education of such 
dependents and (2) for transportation of said dependents between 
schools serving the area which they attend and their places of resi- 
dence when the Secretary, under such regulations as he may pre- 
scribe, determines that such schools are not accessible by public 
means of transportation on a regular basis. 

Sec. [308] 307. Appropriations contained in this Act for the De- 
partment of Transportation shall be available for services as author- 
ized by 5 U.S.C. 3109, but at rates for individuals not to exceed the 
per diem rate equivalent to the rate for a GS-18. 

(Sec. 309. None of the funds provided in this Act for liquidation of 
contractural obligations under the Urban Mass Transportation Act of 





742 


TITLE I1I—GENERAL PROVISIONS—Continued 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 18) 








1964, as amended, shall be made available for liquidation of obliga- 
tions entered into under section 5 of that Act to support mass transit 
facilities, equipment, or operating expenses unless the applicant for 
such assistance has given satisfactory assurances in such manner and 
forms as the Secretary may require, and in accordance with such 
terms and conditions as the Secretary may prescribe, that the rates 
charged elderly and handicapped persons during nonpeak hours shall 
not exceed one-half of the rates generally applicable to other persons 
at peak hours: Provided, That the Secretary, in prescribing the terms 
and conditions for the provision of such assistance shall (1) permit 
applicants to continue the use of preferential fare systems for elderly 
or handicapped persons where those systems were in effect on or 
prior to November 26, 1974, (2) allow applicants a reasonable time to 
expand the coverage of operating preferential fare systems as appro- 
priate, and (8) allow applicants to define the eligibility of “handi- 
capped persons” for the purposes of preferential fares in conformity 
with other Federal laws and regulations governing eligibility for 
benefits for disabled persons,] 


Sec. [310] 308. No part of any appropriation contained in this Act 
shall remain available for obligation beyond the current fiscal year 
unless expressly so provided herein. 


Sec. [311] 309. None of the funds provided under or included in 
this Act shall be available for the planning or execution of programs, 
the obligations for which are in excess of $8,750,000,000 for ‘‘Federal- 
Aid Highways” in fiscal year [1980] 1981: Provided, That this limita- 
tion shall not apply to obligations for emergency relief authorized by 
23 U.S.C. 125: Provided further, for replacement of the West Seattle 
bridge in the State of Washington, $50,000,000 to be made available 
from obligations authorized by 23 U.S.C. 125 on August 4, 1978: 
Provided further, That this limitation shall not become effective if 
subsequent legislation containing an obligation limitation on ‘Feder- 
al-Aid Highways” for fiscal year [1980] 1981 is enacted into law by 
September 30, [1979] 1980. [Provided further, That notwithstanding 
any other provisions of law, the Secretary of Transportation shall, not 
later than sixty days after date of enactment of this Act, designate as 
a route on the National System of Interstate and Defense Highways 
six miles extending I-164 southward to South Lane Drive to tie into 
USS. 41 South: Provided further, For not more than 90 per centum of 
the necessary expenses of the functional replacement of publicly- 
owned facilities located within the proposed right-of-way of Interstate 
Route 170 in Baltimore, Maryland, $2,000,000 out of the Highway 
Trust Fund, to remain available until expended: Provided, That the 
Secretary of Transportation is authorized and directed to proceed 
with the obligation of the necessary funds for such publicly-owned 
facilities without regard to the provisions of the National Environ- 
mental Policy Act of 1969, as amended: Provided further, That actual 
construction of a highway on the right-of-way with respect to which 
said funds are expended shall be commenced within a period not 
exceeding ten years following the date of enactment of this Act or 
said funds shall be repaid to the Highway Trust Fund with interest. ] 


Sec. [312] 310. Obligations for the Great River Road shall include 
preliminary engineering and the planning or execution of projects for 
the acquisition of areas of archeological, scientific, or historical impor- 
tance and of necessary easements for scenic purposes, the construc- 
tion or reconstruction of roadside rest areas, bicycle trails, and scenic 


viewing areas, the reconstruction and rehabilitation of existing road 
segments, and the construction of new route segments. No such funds, 
however, shall be used for. constructing new segments until 60 per 
centum of the Great River Road in each State is completed: Provided 
That such completion may be waived if the Administrator determines 
that circumstances in such State prevent such completion: Provided 
further, None of the funds provided under this Act shall be available 
for the planning or execution of programs for the Great River Road, 
the obligations for which are in excess of [$39,500,000] $37,500,00 
in fiscal year [1980] 1981. 

[Sec. 313. Appropriations under the heading “Facilities and Equip 
ment (Airport and Airway Trust Fund)” in the Department of Trans. 
portation and Related Agencies Appropriations Acts, and supplemen- 
tal appropriations Acts, 1978 and 1979, shall be available through 
fiscal years 1982 and 1983 respectively.] 

(Sec. 314. None of the funds in this Act shall be available for the 
administraive expenses of making a new loan guarantee during fiscal 
year 1980 for any aircraft purchase loan, pursuant to the Act of 
September 7, 1957 (71 Stat 629), as amended, which causes the aggre. 
gate of all such guarantees made during fiscal year 1980 to exceed 
$650,000,000 in principal amount: Provided, That the funds in this 
Act shall be available for the guarantee of loans for the refinancing of 
aircraft purchased after January 20, 1979, if an application for an 
aircraft purchase loan guarantee covering such aircraft was filed 
prior to that date but after October 24, 1978, and if such application 
meets the requirements of section 42(d) of the Airline Deregulation 
Act of 1978.] 

Sec. [315] 311. None of the funds provided under this Act shall be 
available for constructing an extension of the Dulles airport access 
highway prior to an agreement with the Commonwealth of Virginia 
under which that Commonwealth assumes responsibility for mainte 
nance and operation of such extension. 

Sec. [316] 312. None of the funds provided in this Act shall be 
available for the implementation or execution of programs the obliga- 
tions for which are in excess of $60,000,000 in fiscal year [1980] 198) 
for the “Offshore Oil Pollution Compensation Fund.” 

[Sec. 317. (a) None of the funds provided in this Act may be used 
to implement or enforce any standard or regulation which requires 
any motor vehicle to be equipped with an occupant restraint system 
(other than a belt system). 

(b) Nothing in this section shall be construed to prohibit the use of 
funds provided in this Act for any research and development activity 
relating to occupant restraint systems. ] 

Sec. [318] 313. None of the funds appropriated in this Act for the 
Panama Canal Commission may be expended unless in conformance 
with the Panama Canal Treaties of 1977 and any law implementing 
those treaties. 

(Sec. 319. None of the funds provided in this Act may be used for 
planning or construction of rail-highway crossings under section 
322(a) of title 23, United States Code, or under sections 701(a)(5) or 
section 703(1(A) of the Railroad Revitalization and Regulatory 
Reform Act of 1976 at the— 

(1) School Street crossing in Groton, Connecticut; and 

(2) Broadway Extension crossing in Stonington, Connecticut.] 
(Department of Transportation and Related Agencies Appropri- 
ation Act, 1980.) 
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DEPARTMENT OF THE TREASURY 


OFFICE OF THE SECRETARY 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Office of the Secretary, including the 
operation and maintenance of the Treasury Building and Annex 
thereof; hire of passenger motor vehicles; and not to exceed $15,000 
for official reception and representation expenses; [$30,700,000] 
$35,195,000 of which not to exceed $100,000 shall be available for 
unforeseen emergencies of a confidential character, to be allocated 
and expended under the direction of the Secretary of the Treasury 
and to be accounted for solely on his certificate, and of which $1,620,000 
shall be for repairs and improvements to Treasury buildings and shall 
remain available until expended. (5 U.S.C. 301, 302, 5311, 5901; Treasury 
Department Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 





Wentifcation code 20-0101-0-1-803 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Secretarial policy and program devel- 
13,947 14,945 15,970 
2. Departmental policy and administra- 
tive services 9,207 
3. Buildings maintenance and operations 4,983 


4. Repairs and improvements 18 


11,570 
5,347 
2,190 


34,052 


11,901 
5,704 
1,620 


35,195 


Total direct program 28,155 








Reimbursable program: 
1. Secretarial policy and program devel- 
1,750 1,869 1,930 
2. Departmental policy and administra- 
tive services 


3. Buildings maintenance and operations 


5,746 
1,830 


9,326 
37,481 


5,831 
1,600 


9,300 
43,352 


6,020 
1,650 


9,600 
44,795 





Total reimbursable program 








Total program costs, funded * 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 


Financing: 
Offsetting collections from: 
11.00 —8,540 
15.00 Off-budget Federal entities —186 
21.40 Unobligated balance available, start of year —1,018 
24.40 Unobligated balance available, end of year.. 157 
25.00 Unobligated balance lapsing 


3,146 
40,627 


— 2,033 
41,319 


—9,022 





Budget authority 31,028 31,862 





Budget authority: 
40.00 Appropriation 31,300 
41.00 Transferred to other accounts —1,251 
4200 Transferred from other accounts 979 


8.00 Appropriation (adjusted) 31,028 
44.20 Supplemental for civilian pay 


30,700 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
1240 Obligated balance, start of year .. 
1440 Obligated balance, end of year 


31,301 
4,726 


77.00 Adjustments in expired accounts 
90.00 Outlays, excluding pay raise supple- 





30,416 
91.20 Outlays from civilian pay raise sup- 


plemental 1,456 





1 Includes capital investment as follows: 1979, $2,940 thousand; 1980, $427 thousand; 1981, $1,714 thousand. 


Note.—Excludes $329 thousand in 1980 (beginning January 1, 1980) and $451 thousand in 1981 for activities 
transferred to Operations and administration, International Trade Administration, Department of Commerce. Comparable amounts 
for 1979 ($463 thousand) and first quarter of 1980 ($122 thousand) are included above. 


1. Secretarial policy and program development.—The 
Secretary has primary responsibility for formulating 
and recommending domestic and international financial 
policy, economic policy, and tax policy; managing the 
public debt; and participating in the formulation of 
broad fiscal policies that have general significance for 
the economy. 

2. Departmental policy and administrative services.— 
This activity provides central administrative policies 
and guidance to the entire Department; the direct ad- 
ministrative support required for the Office of the Sec- 
retary operations; and computer support and services. 

3. Buildings maintenance and operations.—This activ- 
ity provides for maintenance and operation of the main 
Treasury Building and the Annex, including utilities 
and custodial and craftsmen services. In addition, this 
activity provides for all telecommunications facilities 
and services and the Federal buildings fund payment 
for all space occupied by the Office of the Secretary 
outside of the Treasury Building and the Annex. 

4. Repairs and improvements.—This activity provides 
the funding for such major repairs and improvements 
to the Treasury Building and Annex as the air-condi- 
tioning system, and elevator repairs. 


Object Classification (in thousands of dollars) 





Identification code 20-0101-0-1-803 1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 18,286 
Positions other than permanent... 910 
Other personnel compensation 598 
Special personal services payments 158 


19,952 
1,887 





Total personnel compensation 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction ’ 
Other services 2,838 
Supplies and materials... 581 
Equipment lll 
Lands and structures 1,620 
Insurance claims and indemnities 2 


__ 3195 


Total direct obligations 


Reimbursable obligations: 
Personnel compensation: 


11.1 Permanent positions 1,741 
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General and special funds—Continued 
.SALARIES AND ExpENSES—Continued 


Object Classification (in thousands of dollars) —Continued 
Identification code 20-0101-0-1-803 - 
11.5 Other personnel compensation 101 69 73 


Total personnel compensation 2,331 1,734 1,814 
12.1 Personnel benefits: Civilian 167 
21.0 — Travel and transportation of persons 142 
22.0 Transportation of things 51 
23.1 Standard level user charges... 748 
23.2 Communications, utilities, and other rent... 2,486 
24.0 Printing and reproduction 139 
25.0 — Other services 3,748 
26.0 Supplies and materials .. 192 
31.0 107 
32.0 Lands and structures 6 


9,300 9,600 
41,319 44,795 





1979 actual 1980 est. 1981 est. 








Total reimbursable obligations 
99.0 Total obligations 








40,627 





Personnel Summary 





Direct: 
Total number of permanent positions 815 836 
Total compensable workyears 805 816 
Full-time equivalent of other positions ( (30) (30) 
Full-time equivalent of overtime and holiday . 
(18) 


$49,599 

9.70 
$25,374 
$16,711 


Average ES salary... 

Average GS grade .... 

Average GS salary 

Average salary of ungraded positions 


(18) 
$49,599 
9.67 
$25,248 
$16,628 








Reimbursable: 
Total number of permanent positions 135 135 
Total compensable workyears 135 135 
Full-time equivalent of other positions ( (0) (0) 
Full-time equivalent of overtime and holiday 


(0) 
$25,374 
$16,711 


(0) 
$25,248 
$16,628 


Average GS salary 


Average salary of ungraded positions $15,468 





INVESTMENT IN FuND ANTICIPATION NOTES 


[For the acquisition, in accordance with section 509 of the Railroad 
Revitalization and Regulatory Reform Act of 1976, as amended, and 
section 803 of Public Law 95-620, of fund anticipation notes, 
$100,000,000.3 (Department of Transportation and Related Agencies 
Appropriation Act, 1980.) 


Acquisition of Fund Anticipation Notes (in thousands of dollars) 


1981 est. 


130,000 


1979 actual 


_19,786 


1980 est. 


100,000 





New acquisitions 


Balances, start of year: 
Acquisition authority 
Fund anticipation notes 

Balances, end of year: 
Acquisition authority 
Fund anticipation notes 


—241,703 —330,770 


— 159,230 


— 281,170 
— 308,830 


330,770 
159,230 


170,000 


281,170 
308,830 


100,000 


143,170 
446,830 





New acquisition authority 





The Secretary of the Treasury is authorized under 
the Railroad Revitalization and Regulatory Reform Act 
of 1976 to loan funds, to the extent appropriated, to the 
Secretary of Transportation. These loans are made by 
purchasing fund anticipation notes from the Secretary 
of Transportation. The Secretary of Transportation uses 
these funds for loans to the railroads for capital needs 
to preserve rail freight service. 


In order to avoid double counting of the borrowing 
authority, the amounts are shown only by the borrow. 
ing agency. Therefore, the borrowing authority (budget 
authority) for these loans is reflected in the Depart. 
ment of Transportation under the account, “Railroad 
rehabilitation and improvement financing funds’, Fed- 
eral Railroad Administration. 


INVESTMENT IN NATIONAL CONSUMER COOPERATIVE BANK 


For the purchase of class A stock issued by the National Consumer 
Cooperative Bank as authorized by section 104 of the National Con- 
sumer Cooperative Bank Act (12 U.S.C. 3014), [$49,050,000] 
$116,000,000 to remain available until September 30, [1981] 1982[: 
Provided, That such amount shall also be the limit on the aggregate 
amount of commitments by the Bank to make or to guarantee loans 
in accordance with section 108 of the Act (12 U.S.C. 3018)]. (12 U.S.C 
3014, 3018; Department of Housing and Urban Development—Inde- 
pendent Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 20-1866-0-1-376 1979 actual 1980 est. 1981 est 





Program by activities: 
10.00 Purchase of class A bank stock (costs— 
obligations) (object class 33.0) 
Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 


117,003 
— 12,550 
1,000 12,550 


Budget authority (appropriation) .. 1,000 49,050 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 


117,003 
16,300 
ong 38,173 


Outlays 95,130 





This appropriation provides for the capitalization of 
the National Consumer Cooperative Bank, which was 
created and chartered by Public Law 95-351, to make 
loans and provide services to consumer cooperatives 
and other types of self-help cooperatives. 

The Bank is a mixed ownership Government corpora- 
tion, governed by a Board of Directors initially appoint- 
ed by the President with the advice and consent of the 
Senate. The capital of the bank will consist of capital 
subscribed by the United States (class A stock), by bor- 
rowers from the bank (class B stock), and by borrowers 
or organizations eligible to borrow (class C stock). The 
bank is also authorized to raise capital through the 
public or private sale of its bonds, debentures, notes, 
and other evidences of indebtedness, but will not do so 
in the first 2 years of operation. 

Class A stock purchased by the Secretary of the 
Treasury on behalf of the United States will be re 
deemed and retired as soon as practicable, but in any 
case beginning not later than October 1, 1990. 

Additional information on the operations of the Na- 
tional Consumer Cooperative Bank is shown in the 
“Other Independent Agencies” chapter. 


INTERNATIONAL AFFAIRS 


For the necessary expenses of the international affairs function of 
the Office of the Secretary; hire of passenger motor vehicles; mainte 
nance, repairs, and improvement of, and purchase of commercial 
insurance policies for, real properties leased or owned overseas, when 
necessary for the performance of official business; and not to exceed 
$80,000 for official reception and _ representation expenses, 
[$22,726,000] $24,271,000 to be available only upon enactment into 
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law of authorizing legislation. (92 Stat. 3092; 93 Stat. 344; Treasury Object Classification (in thousands of dollars) 
Department Appropriations Act, 1980; additional authorizing legisla- i 








tion to be proposed.) 


Program and Financing (in thousands of dollars) 


\gntification code 20-0171-0-1-803 1979 actual 


Program by activities: 
Direct program: 
1. International policy and support 
2. International programs and oper- 
ations 


4,644 


16,815 


21,459 
1,132 


Total direct program 
Reimbursable programs 


1980 est. 


5,048 
18,039 


23,087 
1,936 


1981 est. 





Total programs costs, funded + 22,591 
Change in selected resources (undelivered 


orders) 
10.00 Total obligations 
Financing: 
1400 Offsetting collections from: Non-Federal 


L, 164 


22,390 


25, 023 


23,087 





Budget authority: 
40,00 Appropriation 
41,00 Transferred to other accounts 


43.00 
420 


Appropriation (adjusted) 
Supplemental for civilian 
raises 


pay 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
1240 Obligated balance, start of year 
14.40 Obligated balance, end of year 


40.00 


21,226 
3,987 
— 2,864 


Outlays, excluding pay raise supple- 
22,349 


91.20 Outlays from civilian pay raise sup- 


22,726 
— 88 


22,638 
449 


23,087 
2,864 
_ — 3,192 


22,322 


1980 est 


Identification code 20- 0171- 0- 1- 803 





11.1 
11.3 
11.5 
11.8 


12.1 
21.0 
22.0 
23.1 
23.2 
24.0 
25.0 
26.0 


12.1 
21.0 
25.0 


99.0 


Direct obligations: 


Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 
Special personal services payments 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities and other rent 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 


Total direct obligations 


Reimbursable obligations: 
Personnel compensation: 
Permanent positions. 
Positions other than permanent... 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Other services 


Total reimbursable obligations 


Total obligations... 


Direct: 
Total number of permanent positions 
Total compensable workyears 


Full-time equivalent of other positions 


1979 actual 


11,022 
836 
224 

40 


12,249 
602 
419 
479 


1981 est. 


12,260 
602 
419 
482 





12,122 
1,408 
1,033 

91 
195 
1,294 
285 
4,205 
183 
40 


a, 226 


13,749 
1,549 
924 
96 

192 
1,486 
352 
4,402 
174 
163 


23,087 


13,763 
1,553 
1,057 

104 
256 
1,524 
387 
5,273 
192 
162 


24,271 





plemental 





Distribution of outlays by account: 
Exchange Stabilization Fund 
International Affairs 


19,895 23,642 





‘Includes capital investment of $370 thousand in 1979, $149 thousand in 1980, and $149 thousand in 1981. 


Excludes $88 thousand in 1980 fae te ee 1, 1980) and $120 thousand in 1981 for activities transferred to Salaries 
and expenses, Office of the United States Trai Representative. ena amounts for 1979 ($111 thousand) and first quarter 
of 1980 ($30 thousand) are included abov 

Amounts shown for 1979 were financed ty the Exchange Stabilization Fund. 


The goals of international affairs programs are to 
develop information on foreign activities in fiscal, mon- 
etary, trade and development matters, analyze factors 
affecting the U.S. external payments position, and 
assist in formulating and executing U.S. international 
financial’ policy. 

1. International policy and support.—Activities pro- 
vide executive direction and policy guidance on matters 
of formulation and analysis of international tax policy, 
legal support, legislative liaison, and public affairs. 

2. International programs and operations.—Activities 
are designed to improve the international monetary, 
Investment, trade, and payment systems. Program goals 
include improving surveillance of international econom- 
ic and financial matters in order to achieve more policy 
coordination and increasing the effectiveness of bilater- 
al and multilateral lending policies and programs. The 
survey of foreign portfolio investment will continue as 
mandated by Public Law 94-472. 


Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 


Reimbursable: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 

Average GS salary 

Average grade of positions established by the 
Foreign Service Act of 1946 (22 U.S.C. 801- 


Average salary of positions established by the 
Foreign Service Act of 1946 (22 U.S.C. 801- 


894 
ll 
133 


1,038 
86 

3 

5 


1,132 
22,358 


490 


1,534 
19 
228 


1,781 
147 

3 

5 


1,936 


460 
493 
(35) 


(7) 
$50,022 
9.82 
$22,527 


25,023 


485 
(35) 


(7) 
$50,022 
9.82 


$22,752 





$26, 080 
9.38 


$25,351 


64 
61 
(0) 


(0) 
11.25 
$28,166 


9.38 


$27,379 


64 
61 
(0) 


(0) 
11.25 
$28,448 


9.38 


$27,653 





PRESIDENTIAL ELECTION CAMPAIGN FUND 


Program and Financing (in thousands of dollars) 


Identification code 20-5081-0-2-806 


1979 actual 


1980 est 


1981 est 





Program by activities: 
1. Matching funds in primaries 
2. Nominating conventions of partie 
3. Candidates for general elections 


10.00 Total program costs, funded—obliga- 


tions (object class 41.0) 


34,177 





101,704 
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General and special funds—Continued 
PRESIDENTIAL ELECTION CAMPAIGN Funp—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 20-5081-0-2-806 . 1979 actual 1980 est. 1981 est. 
Financing: 

17.00 Recovery of prior year obligations 

21.40 Unobligated balance available, start of year 


24.40 Unobligated balance available, end of year.. 
60.00 


— 100,098 


135,003 118,949 


Budget authority (appropriation) 
(permanent, indefinite, special 
35,934 42,700 43,800 
Relation of obligations to outlays: 


71.00 Obligations incurred, net 
90.00 


1,028 
1,028 


101,704 850 


Outlays 101,704 850 


1. Matching funds in primaries.—Upon certification 
by the Federal Election Commission, every candidate 
entitled to receive payments is entitled to an amount 
equal to the contributions each has on or after the 
beginning of the calendar year immediately preceding 
the election year. Candidates may receive approxi- 
mately $5 million each. 

2. Nominating conventions of parties.—Upon certifica- 
tion by the Commission, payments may be made to the 
national committee of a major party or a minor party 
which elects to receive its entitlement. The total of such 
payments will be limited to the amount in the account 
at the time of payment. The national committee of each 
party may receive payments beginning on July 1 of the 
year immediately preceding the calendar year in which 
a presidential nominating convention of the political 
party is held. The two major parties will receive $2 
million dollars each, plus a cost-of-living increase. 

3. Candidates for general elections.—The two eligible 
candidates of each major party in a Presidential elec- 
tion will be entitled to equal payments in an amount 
which, in the aggregate, shall not exceed $20 million 
each, plus a cost-of-living increase. 

Also, provision is made for new parties, minor parties 
and candidates, who may in future elections receive in 
excess of 5% of the popular vote and, therefore, be 
entitled to reimbursement of qualified campaign ex- 
penditures. To date, no such parties have met these 
requirements. 


MISCELLANEOUS PERMANENT APPROPRIATIONS 
Program and Financing (in thousands of dollars) 


Identification code 20-9921-0-2-803 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Total obligations (object class 42.0) 


Financing: 
21.40 Unobligated balance available, start of year 
25.00 Unobligated balance lapsing 


60.00 Budget authority (appropriation) 


(Permanent, indefinite, special 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 


72.40  Obligated balance, start of year 


90.00 Outlays 





Funds from the German deposit fund are deposited in 
a receipt account and appropriated for a portion of the 
administrative expenses incurred in paying awards 
under the Settlement of War Claims Act of 1928 (45 
Stat. 262). 


Public enterprise funds: 
LIQUIDATION OF RECONSTRUCTION FINANCE CORPORATION 


Program and Financing (in thousands of dollars) 


Identification code 20-4170-0-3-803 





1979 actual 1980 est. 1981 est 





Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: 
Loans repaid 


Adjustment of prior year income 
21.40 Unobligated balance available, start of year 
27.00 Capital transfer to general fund 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obligations, start 


90.00 Outlays 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 


1110 Limitation on obligations: Appropriation 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2400 Repayments, prepayments, loan sales 
2500  Write-offs for default 





Under the provisions of Reorganization Plan No. 1 of 
1957, the Reconstruction Finance Corporation was abol- 
ished as a corporate entity and its remaining assets, 
liabilities, and obligations were transferred to the Sec- 
retary of the Treasury, the Administrator of Small 
Business, the Housing and Home Finance Administra- 
tor, and the Administrator of General Services. 

As of September 30, 1979, all balances in the Corpora- 
tion had been transferred to the general fund of the 
Treasury. 


EXCHANGE STABILIZATION FUND 
Program and Financing (in thousands of dollars) 


Identification code 20-4444-0-3-155 











1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Monetary operations—net loss 
on exchange transactions: 


(a) Foreign currency 576,834 


2. Net charges on SDR allocations. 


Total obligations (object 
class 25.0) 


35,384 


10.00 
650,520 
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Financing: 
11.00 Offsetting collections from: Federal 
funds: 
Interest on U.S. securities 
21.98 Unobligated balance available, 
start of year: 
Special drawing rights 
Fund balance 
U.S. securities (par) 
24.98 Unobligated balance available, end 
of year: 
Special drawing rights 
Fund balance 
U.S. securities (par) 
25.00 Unobligated balance restored: 
Net proceeds from the issue of 
SDR certificates to the Fed- 
eral Reserve System 
Net increase in SDR allocations. 
Advances from Treasury, draw- 
ings from IMF 


Budget authority 


— 220,479 — 490,603 — 487,564 


— 2,941,684 
— 35,580 
— 1,763,009 


— 2,725,228 
— 2,054,905 
— 4,266,116 


— 2,725,228 
— 2,054,905 
— 4,756,719 


2,725,228 
2,054,905 
4,266,116 


2,725,228 
2,054,905 
4,756,719 


2,725,228 
2,054,905 
5,244,283 


— 500,000 
— 1,236,017 


— 3,000,000 








Relationship of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


430,041 
430,041 


— 490,603 
— 490,603 


— 487,564 
— 487,564 





Outlays 





Note.—Amounts for 1979 exclude operational expenses which are shown under the heading “International Affairs.” 


The Secretary of the Treasury is authorized to deal in 
gold and foreign exchange and other instruments of 
credit and securities as he deems necessary, consistent 
with U.S. obligations in the International Monetary 
Fund (IMF), regarding orderly exchange arrangements. 
An Exchange Stabilization Fund, with a capital of $200 
million is authorized by law for this purpose (31 U.S.C. 
822a). All earnings and interest accruing to this fund 
are available for the purposes thereof. Transactions in 
special drawing rights (SDR’s) and U.S. holdings of 
SDR’s are administered by the fund. U.S. drawings 
from the IMF are also advanced to the fund. 

The principal sources of the fund’s income have been 
the handling charges imposed on purchases and sales of 
gold for the account of the fund, profits on foreign 
exchange transactions, and interest on investments 
held by the fund, including interest earned on fund 
holdings of U.S. Government securities. 

Due to the impracticability of forecasting fund trans- 
actions in foreign currency and foreign investment, pro- 
jections are not provided for those items. However, as 
an offset to actual data and projections made in the 
budget for interest paid on U.S. Government securities, 
data for the interest income on fund holdings of U.S. 
Government securities is provided for 1979 and project- 
ed for 1980 and 1981. Holdings of U.S. Government 
securities amounted to $4,266 million on September 30, 
1979. The interest earnings on these securities is esti- 
mated to increase these holdings to $4,757 million in 
1980 and $5,244 million in 1981. As required by Public 
Law 95-612, the fund no longer will be used to meet 
administrative expenses. 





Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





563,951 490,603 487,564 


—457,733 
106,218 


Expense 





Net operating income or loss (—) 490,603 487,564 








Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est 1981 est. 





Assets: 
Fund balance with Treasury 
U.S. securities (par) 
Accounts receivable (net) 


35,740 
1,763,009 
56,677 


1,794,008 
4,266,116 
109,616 


1,794,008 
4,756,719 
109,616 


1,794,008 
5,244,283 
109,616 


Advances made 285 493 493 493 
Real property and equipment 
) 


733 1,251 
2,941,684 2,725,228 


4,798,128 8,896,712 


1,251 
2,725,228 


9,387,315 


1,251 
2,725,228 


9,874,879 


Special drawing rights 





Total assets 
Liabilities: 
Accounts payable including funded 
accrued liabilities 
Advances from Treasury, drawings 








862,812 119,157 —-119,157 119,157 
3,000,000 
1,170 


1,800,000 


3,000,000 
1,170 
1,800,000 


3,000,000 
Unfunded liabilities 1,170 
Special drawing rights certificates . 


1,300,000 1,800,000 


2,938,754 
5,102,732 


4,174,771 
9,095,098 


4,174,771 
9,095,098 


4,174,771 
9,095,098 











Government equity: 
Retained earnings 
Invested capital 


— 504,604 
200,000 


— 304,604 


— 398,386 
200,000 


— 198,386 


92,217 
200,000 


292,217 


579,781 
200,000 


779,781 





Total Governmental equity 





Analysis of changes in Government equity: 
Paid in capital: 
Opening balance 
Transactions 


200,000 200,000 200,000 





Closing balance 200,000 200,000 200,000 








Retained income: 
Opening balance 
Transactions: 
Net operating income or loss (—) 


— 504,603 —398,386 92,217 


106,218 
— 398,386 
— 198,386 


490,603 
92,217 
292,217 


487,564 
579,781 
779,781 





Closing balance 








Total Government equity, end of year 





* Pursuant to the Special Drawing Rights Act of 1968, Special Drawing Rights (SDR) allocated to or otherwise acquired by 
the United States are resources of the Exchange Stabilization Fund (ESF). SDR, once allocated, are permanent resources 
unless cancelled (which requires an 85 percent majority decision of the total voting power of the Board of Governors of the 
International Monetary Fund), the Special Drawing Account is liquidated, the International Monetary Fund is liquidated, or the 
United States chooses to withdraw from the Fund or terminate its participation in the Special Drawing Account. Except for 
payment of interest and charges on SDR allocations to the United States, the payment of the Exchange Stabilization Fund 
liability related to SDR allocations is conditional on events listed above, in which the United States has a substantial or 
controlling voice. The Special Drawing Rights Act also authorizes the Secretary of the Treasury to issue Special Drawing Rights 
certificates to the Federal Reserve Banks in return for dollar deposits in amounts equal to the value of the SDR held. The 
certificates may be issued to finance the acquisition of SDR from other countries or to provide resources for financing ESF 
operations. 


Intragovernmental funds: 


WorkING CapITAL FuND 


Program and Financing (in thousands of dollars) 





identification code 20-4501-0-4-803 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 

1. Printing and reproduction: 
(a) Direct operating costs 1,430 1,361 
(b) Overhead costs 134 141 

2. Telecommunications: 
(a) Direct operating costs 1,544 1,735 
(b) Overhead costs 151 174 


Total operating costs funded 3,259 3,411 
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Intragovernmental funds—Continued Liabilities: : 
Workinc Capita, Funp—Continued Accounts payable, including funded 
accrued liabilities 
Program and Financing (in thousands of dollars) —Continued Advances payable 


Unfunded liabilities 
Identification code 20-4501-0-4-803_ - 1979 actual 1980 est. 1981 est. identificat 


Total liabilities 

















Capital investments, funded: Purchase of = 0.00 
equipment 23 21 Government equity: 10. 
Unexpended budget authority: 
Total program costs, funded...... Unobligated balance F 
Change in selected resources (undelivered Undelivered orders... i 11.40 
orders, stores, depreciation) Invested capital 


10.00 Total obligations 








24.40 





Total Government equity 





Financing: : : 50.0 

11.00 Offsetting collections from: Federa] funds: 4 3 a 

Printing and reproduction Analysis of changes in Government equity: 

Telecommunications Paid-in capital: 
21.98 Unobligated balance available, start of Opening balance... vse 

year: Fund balance Transactions: Capital contributions: 
24.98 Unobligated balance available, end of year: Property capitalized without the use of 

Fund balance 


Budget authority 





Accrued annual leave assumed 





: ate. Closing balance 
Relation of obligations to outlays: 


71.00 Obligations incurred, net Retained income: 

72.98 Obligated balance, start of year: Fund bal- Opening balance 

Transactions: 
Revenue 
Expense 





90.00 Net operating income 





Certain central services in the Department of the Closing balance 
Treasury, including telephones, telegraph, printing re- Total Government equity, end of year 
production, printing procurement, and the Treasury 
automated communications system are provided on a ' Sain OW 
reimbursable basis. Transactions are entered into with Object Classification (in thousands of dollars) Fo 
other Treasury appropriation accounts at rates which i the | 
will recover the expense of operations including accrual gentticatin code 20-4501-0—4-803 ee 


wee x 1979 actual 1980 est. 1981 est. pend 
of annual leave and depreciation of equipment. i 








Personnel compensation: 
Revenue and Expense (in thousands of dollars) 11.1 Permanent positions. 1,737 1,843 


eA Other personnel compensation 76 19 ae 
1979 actual 1980 est. 1981 est. : Identific 


Total personnel compensation 1,813 1,922 

12.1 Personnel benefits: Civilian 190 | 
21.0 Travel and transportation of persons 10 
_1'564 1,902 1,562 22.0 — Transportation of things ] 
— 23.1 Standard level user charges 4 
Net operating income or loss, printing and 23.2 Communications, utilities, and other rent... 852 
reproduction program 24.0 Printing and reproduction 2 
25.0 — Other services 182 
26.0 Supplies and materials is 356 
~1,695 ; 31.0 — Equipment 22 








Operating income or loss (—): 
Printing and reproduction program: 











Telecommunications program: 





Net operating income or loss, telecommu- Total costs, funded 3,432 
nications program 94.0 Change in selected resources Al 





Net income for the year _ 99.0 Total obligations 3,411 








Financial Condition (in thousands of dollars) Personnel Summary 





1978 actual 1979 actual 1980 est. 1981 est. 








Total number of permanent positions 117 


. Total compensable workyears Sg 112 12 

= balance with Treasury 657 697 657 Full-time equivalent of other positions ( (0) (0) 
counts receivable (net) 100 80 10 Full-time equivalent of overtime and holida 

Inventories (net) . 109 139 175 y (0) (0) 

m — od eqipnent 414 358 288 Average GS grade 9.66 9.67 9.70 

Average GS salary we $20,869 = $21,075 $21,283 

Total assets 1,280 1,234 1,190 — Average salary of ungraded positions $15,471 $15,622 $15,772 


Assets: 
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Trust Funds 
PERSHING HALL MEMoRIAL.FUND 


Program and Financing (in thousands of dollars) 


ientitication code. 20-8053-0-7-705 


1979 actual 1980 est 1981 est. 





Program by activities: 
10.00 Payment of fund earnings (costs—obliga- 
tions) (object class 41.0) 
Financing: 
21.40 Unobligated balance available, start of 
year: U.S. securities (par) 
24.40 Unobligated balance available, end of year: 
U.S. securities (par) 


60.00 Budget authority (appropriation) 
(permanent, indefinite) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year. 
74.40 Obligated balance, end of year 


90.00 Outlays 





The Secretary of the Treasury may invest the princi- 
pal of the Pershing Hall memorial fund in interest- 
bearing U.S. bonds. Earnings are paid to the American 
Legion for use in the maintenance of Pershing Hall in 
Paris, France (36 U.S.C. 491). 


OFFICE OF REVENUE SHARING 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses in the Office of Revenue Sharing, including 
the hire of passenger motor vehicles, [$6,237,000] $6,678,000. (31 
U.S.C. 1224(a); Department of Housing and Urban Development—Inde- 
pendent Agencies Appropriation Act, 1980; additional authorizing legis- 
lation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 20-0107-0-1-851 1979 actual 1980 est 1981 est 


Program by activities: 
Direct program: 
1. Legal and support services 857 
2. Operations and technical assistance... 2,554 
3. Monitoring and enforcement 2,513 
4. Antirecession financial assistance 512 


Total, direct program 6,436 


Reimbursable program 


Total program costs, funded 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 

Financing: 
11.00 Offsetting collections from Federal funds... 
25.00 Unobligated balance lapsing 


Budget authority 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
12.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 





77.00 Adjustments in expired accounts 
90.00 





Outlays, excluding pay raise supple- 


6,657 6,208 


91.20 Outlays from civilian pay raise sup- 


plemental 167 


During 1972, the Office of Revenue Sharing was es- 
tablished for the purpose of implementing the State and 
Local Fiscal Assistance Act of 1972, which was amended 
and extended through September 30, 1980, by the State 
and Local Fiscal Assistance Amendment of 1976. 

It is the responsibility of the Secretary of the Treas- 
ury to correctly compute and distribute revenue shar- 
ing funds and maintain adequate controls to insure 
integrity of the trust funds; supply adequate informa- 
tion, data, and technical assistance to all recipients to 
assure compliance with the act; improve the quality of 
State and local audits to eliminate noncompliance with 
audit requirements; insure compliance with the nondis- 
crimination and public participation provisions of the 
act; and at regular intervals, report to Congress, recipi- 
ent governments, and the general public. 

Current authorization of the this program expires on 
September 30, 1980; however, renewal legislation will 
be proposed for the 1981 program. 


Object Classification (in thousands of dollars) 


Identification code 20-0107-0-1-851 


1979 actual 1980 est. 1981 est. 


Direct obligations: 
Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent 
11.5 Other personnel compensation 


Total personnel compensation 
12.1 — Personnel benefits: Civilian 
Travel and transportation of persons. 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 


Total direct obligations...................00- 





Reimbursable obligations: 
Personnel compensation: Permanent posi- 


Personnel benefits: Civilian 
Total reimbursable obligations 


Total obligations 


Personnel Summary 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary $49,733 $49,733 
Average GS grade 9.74 9.74 
Average GS salary $23,343 $23,343 
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General and special funds—Continued 


TARGETED AND ANTIRECESSION FiscAL ASSISTANCE 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 


Identification code 20-0111-2-1-852 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Targeted payments (costs—obligations) 
(object class 41.00) 
Financing: 
21.40 Unobligated 


250,000 1,000,000 


balance available, __ start 


— 125,000 
balance available, end 


125,000 125,000 





40.00 Budget authority (appropriation) (pro- 


posed for later transmittal) 375,000 1,000,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


250,000 
250,000 


1,000,000 
1,000,000 





Outlays 








A highly targeted fiscal assistance program has been 
proposed to provide aid to local governments experienc- 
ing high unemployment and fiscal strain. Additionally, 
authority for a standby antirecession fiscal assistance 
program for 1981 will be proposed. 


ANTIRECESSION FINANCIAL ASSISTANCE FUND 
Program and Financing (in thousands of dollars) 


Identification code 20-0108-0-1-852 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Antirecession payments (costs—obliga- 
tions) (object class 41.0) 


Financing: 
21.40 Unobligated balance available, start of year 
25.00 Unobligated balance lapsing 


— 254,028 
251,750 


Financing: 


40.00 Budget authority (appropriation) 6,854,924 6,854,924 6,854.924 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


6,854,924 
6,854,924 


6,854,924 
6,954,924 


6,854,924 
6,854,924 


Outlays 





This account makes funds available to the State and 
local government fiscal assistance trust fund under the 
general revenue sharing program. The State and Local 
Government Fiscal Assistance Act of 1972, as amended 
by Public Law 94-488 expires on September 30, 1980, 
Additional authorizing legislation will be proposed for 
the 1981 program. 


Trust Funds 
STATE AND LOCAL GOVERNMENT Fiscaut ASSISTANCE TrusT FuNnpD 


Program and Financing (in thousands of dollars) 
Identification code 20-8111-0-7-851 





1979 actual 1980 est. 





Program by activities: 
10.00 General revenue sharing payments 
(costs—obligations) (object 
GAS AED) .ccst.ansatanarctes 
Financing: 
21.40 Unobligated — balance 
start of year 
24.40 Unobligated balance available, end 


6,855,535 6,862,578 6,856,924 


available, 


— 80,154 —19,543 — 71,889 


79,543 71,889 69,889 





60.00 Budget authority (appro- 


priation) (permanent, in- 


definite) 6,854,924 6,854,924 6,854,924 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
74.40  Obligated balance, end of year 


90.00 


6,855,535 
1,708,430 
— 1,716,256 


6,847,709 


6,862,578 
1,716,256 
— 1,716,256 


6,862,578 


6,856,924 
1,716,256 
— 1,716,256 


6,856,924 





Outlays 





Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 





Outlays 





The Public Works Employment Act of 1976 as amend- 
ed by the Intergovernmental Antirecession Act of 1977, 
expired on September 30, 1978. The activity in 1979 and 
1980 reflects the payment of remaining balances. 


PAYMENTS TO STATE AND LOCAL GOVERNMENT FiscaAL ASSISTANCE 
Trust FunD 


For payments to the State and Local Government Fiscal Assistance 
Trust Fund, as authorized by the State and Local Fiscal Assistance 
Act of 1972, as amended (81 U.S.C. 1221-1263), $6,854,924,000. (Depart- 
ment of Housing and Urban Development Independent Agencies Ap- 
propriation Act, 1980; additional authorizing legislation to be pro- 
posed.) 

Program and Financing (in thousands of dollars) 


Identification code 20-2111-0-1-851 





1979 actual 1980 est. 1981 est. 





Program by activities: 


10.00 General revenue sharing payments 


6,854,924 6,854,924 6,854,924 


This trust fund was established by the State and 
Local Fiscal Assistance Act of 1972 and renewed under 
Public Law 94-488, the State and Local Fiscal Assist- 
ance Amendments of 1976, to provide general revenue 
sharing payments to States and localities to supplement 
revenue sources. Payments to the States and localities 
are made at least quarterly. It is anticipated that the 
fourth quarter payment for each year will continue to 
be paid within the first 5 days of the succeeding year, 
as provided by law. 

One-third of the funds appropriated is allocated to 
the States and two-thirds are allocated to local jurisdic- 
tions to carry out general purpose governmental func- 
tions. At present 39,192 units of general purpose gov- 
ernment are eligible to receive revenue sharing funds: 
the 50 States and the District of Columbia, 3,108 coun- 
ties, 18,908 municipalities, 16,790 townships, and 335 
Indian tribes and Alaskan villages. 

The distribution formulas seek to measure a govern- 
ment’s size, its need, and its effort to meet its need. 
State and local jurisdictions are allowed to use the 
funds for any purposes which constitute legal purposes 
for use of their own locally generated revenues. 

Current authorization for this program expires on 
September 30, 1980; however, renewal legislation will 
be proposed for the 1981 program. Payments to State 
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and local jurisdictions will continue in the new program 
on a more highly targeted basis. A process in which 
recipients are required to actively address problems in 
their financial structure will be part of the proposed 
reauthorization. 


FEDERAL LAW ENFORCEMENT TRAINING 
CENTER 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Federal Law Enforcement Training 
Center, including purchase (not to exceed eight for police-type use) 
and hire of passenger motor vehicles; not to exceed $60,000 for ex- 
penses for student athletic and related activities; participation in 
firearms matches; repair; and services as authorized by 5 U.S.C. 3109; 
[$13,003,000] $23,400,000. (Treasury Department Appropriations Act, 
1980.) 


Program and Financing (in thousands of dollars) 





ientification code 20-0104-0-1-751 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Law enforcement training 
2. Plant operations 


9,842 
3,922 


Total direct program 13,764 
Reimbursable programs 583 


14,347 
1,063 


15,410 


7,816 
6,409 


14,225 
1,850 


16,075 
— 823 


15,252 


7,363 
6,117 


13,480 
2,200 


15,680 
—80 


15,600 








Total program costs, funded * 
Change in selected resources 
10.00 Total obligations 
Financing: 
11.00 Offsetting collections from: Federal funds... — 583 
25.00 Unobligated balance lapsing 173 


Budget authority 15,000 





13,402 





Budget authority: 
40.00 Appropriation 


13,003 
44.20 Supplemental for civilian pay raise 399 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
1240 Obligated balance, start of year. 
14.40 Obligated balance, end of year 
71.00 Adjustments in expired accounts 


14,827 
3,103 
— 3,530 
—875 


13,402 
3,530 





90.00 Outlays, excluding pay raise supple- 
91.20 


13,525 12,010 
Outlays from civilian pay raise sup- 


plemental 388 





* Includes capital investment as follows: 1979, $384 thousand; 1980, $110 thousand; 1981, $170 thousand. 


The Federal Law Enforcement Training Center pro- 
vides the necessary facilities, equipment, and support 
services for conducting recruit, advanced, specialized, 
and refresher training for law enforcement personnel of 
the participating organizations. Center personnel also 
conduct the instructional programs for the basic recruit 
and some of the advanced training. This appropriation 
is for operating expenses of the Center for common and 
specialized law enforcement training and for research 
in law enforcement training methods and curriculum 
content. The 1981 estimate provides for law enforce- 
ment training, maintenance and repair of facilities, 
planning and curricula development for the Center, and 
operation of living quarters, food service, and travel 
costs for the students. In addition, the Center has a 


substantial reimbursable program to accommodate the 
needs of the participating organizations. 


Object Classification (in thousands of dollars) 


Identification code 20-0104-0-1-751 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 5,546 
Positions other than permanent... 246 
Other personnel compensation 37 
Special personal services payments 445 


Total personnel compensation 6,274 
Personnel benefits: Civilian 614 
Travel and transportation of persons. 1,678 
Transportation of things 9 
Communications, utilities, and other rent... 1,533 
Printing and reproduction 15 
Other services 2,346 
Supplies and materials .... 1,646 
Equipment 110 


Total direct costs, funded 13,764 14,225 
Change in selected resources 1,063 —823 


14,827 13,402 











Total direct obligations 








Reimbursable obligations: 
Personnel compensation: Other personnel 
compensation 20 
Travel and transportation of persons 50 
Other services 1,625 
Supplies and materials 155 


1,850 
15,252 


11.5 


21.0 
25.0 
26.0 


Total reimbursable obligations 








99.0 Total obligations 15,410 





Personnel Summary 





Total number of permanent positions 254 
Total compensable workyears 256 259 
Full-time equivalent of other positions (8) (8) 
Full-time equivalent of overtime and holiday 
(3) (3) 
$50,112 $50,112 
9.42 9.50 
$20,039 $20,159 
$17,413 $17,547 


(3) 
$47,500 
9.53 
$20,596 
$17,459 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 





CONSTRUCTION, FEDERAL LAW ENFORCEMENT TRAINING CENTER 


Program and Financing (in thousands of dollars) 





Identification code 20-0103-0-1-751 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Glynco, Ga.: 
(a) Permanent 10,126 
(b) Equipment and services 896 
2. Major maintenance, renovation and al- 
teration 485 


11,507 
— 6,956 


4,551 





Total program costs, funded 
Change in selected resources 





10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


—17,010 





Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


72.40 Obligated balance, start of year 11,490 
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Federal Funds—Continued DEP 
General and special funds—Continued 1. Disbursement and Claims ............ 1,796 2,059 2,000 9 
CoNsTRUCTION, FEDERAL LAw ENFORCEMENT TRAINING CENTER— 2. Government-wide accounting........... 133 153 153 3 
Peticnedl 3. Banking and cash management.......... 966 1,069 1,081 clu 
4. General financial services................... 201 341 326 rep 
Program and Financing (in thousands of dollars) —Continued Total reimbursable program, operating . 
identification code 20-0103-0-1-751 * 1979 actual © —«1980est. ——»=-1981 est. i senses 1096 3,622 3,560 | 
Unfunded adjustment to total reimbursable cial 
74.40 Obligated balance, end of year..u................ S306" a: HAHO70 =197 program operating costs: Depreciation all 
UFICHNDO BDOVE ;sccs:csscccgscsscctoceshscocvnsesnses =i] —1§ —15 unc 
90.00 PAINS sc ctiyicsncoyathssuaissadbgiaseetitanese 12,215 9,414 1,173 a - —_— ; 
Total reimbursable obligations............. 3,079 3,607 3,545 cial 
1 Includes capital i follows: 1979, $11, ; 1980, $10,604 thousand; 1981, $1, . —S=  —_ >" 
See ee eee I | Tela... 720,791 193,968 195,30 | + ™e! 
This appropriation provides for the costs of adapting Fanci I 
° ° . inancing: 6 
the former Glynco Naval Air Station, near Brunswick, Offsetting collections from: an 
Ga., for the permanent location of the Federal Law 11,00 Federal funds........c:cscsccssssssenene —259 —428 -m g Pr 
Enforcement Training Center. Because of the flexible 13.00 Trust funds... cccssssssesseeneeen —1,782 —2,046 —1,984 
nature of facilities, the campus-like training center will 14.00 _Non-Federal SoUurces..........rorsesnnsene —1,038 = 1,133 -1,150 | 
be able to accommodate in excess of 1,300 resident stu- 25.00 Unobligated balance lapsing .................00. 10,594 seseteetonon assesses 
dents. The total estimated cost to this appropriation for Budget authority ..........ccs0csssssese 728,306 190,361 191,845 Check 
the facilities, equipment, and services is $40.2 million. Budget autor ae Produ 
ly: 
Object Classification (in thousands of dollars) 40:00 ‘AbprOprigtiony .:atic'... cima eel ceed 726,017 190,361 191,845 U 
42.00 Transferred from other accounts................. DOES — srrct tes “cetera cat: 
Identification code 20-0103-0-1-751 1979 actual 1980 est 1981 est. Fi =e Se anc 
43.00 Appropriation (adjusted) 728,306 190,361 191,845 | Vy 
LON PMID MEN UNIGS costccciseccocccisccitosstocsvisirantesooss.Pcesshaveccatites DE src custo vross nS et TE — a 
31.0  Equipment..................... 540 885 560 Relation of obligations to outlays: 
32.0 — Lands and structures 10,967 9,719 613 71.00 Obligations incurred, net ...........0...secssseeeee 717,712 190,361 191,845 
For ae ~~~ 72.40 Obligated balance, start of year 19,060 13,933 15,838 
in ee 1173 74.40 Obligated balance, end of yer... 13,933 —15,838 + —17,862 | 
Pr SERCD FUTONS oarerrseticesroie iis. laa 77.00 Adjustments in expired accounts............. ee 
99.0 Total obligations ...nnennernrn 4,551 6,958 Oe Gi it, 717,734 188,456 ‘189,821 9 
1. Disbursement and claims—(a) Payments.—Pay- a 
ments are made through 11 regional offices for Federal a 
BUREAU OF GOVERNMENT FINANCIAL civilian agencies, except the U.S. Postal Service, the i 
OPERATIONS U.S. marshals, and certain Government corporations. S 
These disbursing services are provided through the issu- 
Federal Funds : : gra 
. saa anil. ance of checks, letters of credit, and electronic funds a 
een ianted Pca cont transfer (EFT) payments. Savings bonds are also issued for 
SALARIES AND EXPENSES for employees under the payroll savings plan. vel 
For necessary expenses of the Bureau of Government Financial The total checks, savings bonds, and electronic funds for 
TUE Bee Ge Ta aioe 12 ae oe ae 2 scr i transfer payments, and productivity, relating to this ¢ 
, r INO. > Sa OC, 121, 122, 3, 4 /, . : er” ° 
420; 31 U.S.C. 144, 146-148, 157, 545, 548, 561, 686, 1023b): Treasury function carried out by the Division of Disbursement ury 
Department Appropriations Act, 1980.) follow: 
Program and Financing (in thousands of dollars) WORKLOAD AND PRODUCTIVITY 
Identification code 20-1801-0-1-999 1979 actual +1980 est. 1981 est ahaa 
= . oe operate 1979 actual 1980 estimate 1981 estate | Inter 
Program by activities: I i ssrieeniilonen tom etenicenieniditigt 690,722 711,900 = 728,725 | _ ter 
Direct program: Productivity per CMplOyee..............ccscssesssssesssseeesssees 584 574 591 . 
1. Disbursement and claims..................- 118,628 128,571 127,690 . . . : - 
2. Government-wide accounting 18294 24.563 04413 (b) Check claims settlement.—This function provides ( 
3. Banking and cash management.......... 33,482 36,835 39377 for the adjudication and settlement of claims against 
4. General financial Services ............... 643,677 778 773. the United States resulting from situations in which ii 
Total direct program, operating costs.. 714,081 190,747 192,53 GOvernment checks have been forged, lost, stolen, de | (1) 
Unfunded adjustments to total direct pro- stroyed, or mutilated. It receives moneys from banks, Fed 
gram operating costs: Depreciation in- endorsers, and other parties having liability to the a 
ClUdED ADOVE......erssesesseseeseesenseneen _—1,296 =—1,509 —1,509 United States through fraudulent or otherwise im- : « 
Total direct program operating costs, proper negotiation of Government checks. a 
NI een Racoon 712,785 189,238 190,744 Approximately 50% of the requests for stop payment mi 
Capital investment............sssssssssssssssssesceeeen ie 734 1255 __—«i1,233, «on Government checks result in actual paid check od 
Total direct program costs, funded... 713,519 190,493 -~—=«191,977 Claims acted upon by the Division of Check Claims. | 
Change in selected resources (undelivered 
orders, stores, and accrued annual WORKLOAD AND PRODUCTIVITY the 
OE Seer ee 4,193 -132 132 (ln thousands} a 
Total direct obligations 717,712 190,361 191,845 Wie mae: ae a 
’ ——— «= __ Claims and related requests processed .............ssss.. 1,888 1,765 1,765 est 
Reimbursable program: Productivity per EMplOyee.............csssesecssseescesseeccsssnee 3.7 3.6 38 the 
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2. Government-wide accounting.—This activity in- 
cludes maintaining a system of central accounting and 
reporting; disclosing the monetary assets and liabilities 
of the U.S. Treasury; and providing for the integration 
of Treasury cash and funding operations with the finan- 
cial operations of disbursing and collecting officers of 
all Federal agencies. Periodic reports are prepared 
under this function to show budget results, other finan- 
cial operations, and the financial status of the Govern- 
ment. 

In addition, this function includes the check payment 
and reconciliation operation with volume and related 
productivity as follows: 


WORKLOAD AND PRODUCTIVITY 


[In thousands} 


1979 actual 1980 estimate ‘1981 estimate 
Checks paid and recCOnciled..............sscscssssessesssseeseees 694,315 692,835 695,260 
Productivity per EMPlOYEl.................sssessscsssseesesssneeees 2,454 2,302 2,407 


Under this activity, the Treasury financial communi- 
cations system (TFCS) provides for the management 
and regulation of Federal funds movement resulting in 
savings to the Government as a whole as follows: 


GOVERNMENT-WIDE USE AND SAVINGS 


[In millions of dollars] 


1979 actual 1980 estimate 1981 estimate 
Dollar value of messages processed over TFCG......... 96,000 106,000 116,000 
Interest saved by USING TFCS..............ssccccsssecceesseees 56.2 63.4 64.9 


3. Banking and cash management.—(a) Depositary, 
cash, and currency operations.—This activity segment 
provides banking and related cash services involved in 
the management of the Government’s cash resources. It 
provides guidance to the system for advancing Federal 
funds under various grant programs and other pro- 
grams through letters of credit; designates and super- 
vises banks as Government depositaries; controls U.S. 
foreign currency transactions to afford the best cur- 
rency availability to the Government; and settles claims 
for the redemption of mutilated currency. 

Savings generated through this activity for the Treas- 
ury as a whole are as follows: 


GOVERNMENT-WIDE SAVINGS 


[In thousands of dollars] 


1979 actual 1980 estimate 1981 estimate 
Interest savings from foreign currency operations... 4,600 554 
Interest savings from advance financing.................. 240,640 200,860 220,964 
Interest savings from competitive depositary selec- 
MU Aik <M Ne scx cees sch coceenecnccinsuckcocncesatcesaces 17,000 19,800 21,100 


(b) Federal Reserve bank operations.—This activity 
segment allows for reimbursement to the Federal Re- 
serve banks for their services provided under the tax 
collection system, that is, for accepting and processing 
Federal tax deposit forms and advices of credit. 

(c) Treasury tax and loan operations.—This activity 
segment provides primarily for compensation to com- 
mercial banks through the Federal Reserve banks for 
services rendered in maintaining the Treasury tax and 
loan accounts and provides support to the Federal Re- 
serve banks for their day-to-day operations concerning 
the accounts. This activity is the result of legislation 
which allows Treasury to earn a return on its tax and 
loan account balances. In essence, the banks pay inter- 
est on the Treasury tax and loan funds deposited with 
them and are reimbursed for their services. 


310-100 0 - go - ug 


GOVERNMENT-WIDE EARNINGS 
[In million of dollars} 


1979 actual 1980 estimate 1981 estimate 
515.1 167.8 389.0 


4. General financial services.—This activity provides 
for the payment of international and other claims; ad- 
ministering of loan agreements with those corporations 
and agencies that have authority to borrow from the 
Treasury; accounting, billing, and collecting for lend- 
lease transfers and surplus property sales to foreign 
governments; administration of the Government Losses 
in Shipment Act; and fiscal administration of various 
funds for which the Secretary of the Treasury is respon- 
sible. Amounts appropriated for 197 included an addi- 
tional $543 million for the payment of claims to States 
for social services under Public Law 95-291. 


Earnings on Treasury tax and loan accounts ............ 


Object Classification (in thousands of dollars) 




























































Identification code 20-1801-0-1-999 1979 actual 1980 est. 1981 est 
Direct obligations: 
Personnel compensation: 
11.1 Permanent positions................cs-ssecsseeeees 35,378 41,857 41,700 
11.3 Positions other than permanent.............. 2,158 2,531 2,121 
11.5 Other personnel compensation ................ 1,155 1,453 1,437 
11.8 Special personal services payments........ 95 132 132 
Total personnel compensation............. 38,786 45,973 45,390 
12.1 Personnel benefits: Civilian................-s00- 3,876 4613 4,654 
21.0 Travel and transportation of persons........... 318 450 542 
22.0 — Transportation of things .................sccesssseee 213 240 295 
23.1 Standard level user charges ..............c:sssee. 4,828 7,080 6,402 
23.2 Communications, utilities, and other rent... 78,820 80,771 81,509 
24.0 — Printing and reproduction..................ccsss0e+- 4,598 6,113 5,927 
25.0 — Other services 34,904 39,835 41,496 
26.0 Supplies and materials ................ccccssescssseee 3,307 3,981 4,342 
RU RE scsi toned cee EON 869 1,437 1,420 
42.0 — Insurance claims and indeminities............... SRN 9 nscescciecoape ta 17 hantacaatenialce 
Total direct costs, funded................... 713,519 190,493 191,977 
94.0 Change in selected resources ...............:000 4,193 —132 — 132 
Total direct obligations ..................s04«. 717,712 190,361 191,845 
Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent positiOns.................sseccsseeees 1,090 1,365 1,355 
3 Positions other than permanent. 22 ll ll 
11.5 Other personnel compensation ................ 15 12 12 
Total personnel compensation............. 1,127 1,388 1,378 
12.1 Personnel benefits: Civilian..................ss00 118 127 127 
21.0 Travel and transportation of persons........... 31 33 36 
22.0 Transportation Of thingS ................sssesscssssees 107 35 35 
23.1 — Standard level user charges...............ss+ 7] 83 83 
23.2 Communications, utilities, and other rent... 1,436 1,688 1,628 
24.0 — Printing and reproduction.................sscssee 65 75 71 
Dekh: . © CRN Nsacac tite ctccctentcte 54 lll 118 
26.0 Supplies and materials ................cccccssescsseees 63 65 - 67 
RO | RMN ssc l 2 2 
Total reimbursable obligations............ 3,079 3,607 3,545 
99.0 COCR CN, asi sssseissroreaneals 720,791 193,968 195,390 
Personnel Summary 
Direct: 
Total number of permanent positions................... 2,469 2,467 2,465 
Total compensable Workyear ..............ssscsseseesseees 2,613 2,846 2,788 
Full-time equivalent of other positions............. (263) (300) (246) 
Full-time equivalent of overtime and holiday 
ON asc ieee eens (84) (96) (92) 
ARIE ES SU css sies aso ccscs secsevosarcesstssasansnnssssion $47,500 $49,638 $49,638 
PONE CP MRI rtesccctesaccensdeossoceacocecanenssitcs 6.58 6.63 6.86 
ME OSI ciated ter oder ccceavcsctone $15,226 $16,367 $16,527 
Average salary of ungraded positions................... $11,084 $11,084 $11,084 
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General and special funds—Continued 
SALARIES AND ExpENsES—Continued 


Personnel Summary—Continued 





Reimbursable: ‘ 
Total number of permanent position 79 85 
Total compensable workyears 8&7 86 
Full-time equivalent of other positions ( (1) (1) 
Full-time equivalent of overtime and holiday 
(1) (1) 


) 
Average GS grade 6.63 6.86 
Average GS salary $16,367 $16,527 
Average salary of ungraded positions $11,084 $11,084 





SPECIAL PAYMENT TO RECIPIENTS OF CERTAIN RETIREMENT AND 
Survivor BENEFITS 


Program and Financing (in thousands of dollars) 





Identification code 20-1823-0-1-601 1979 actual 1980 est. 1981 est. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
77.00 Adjustments in expired accounts 


90.00 





Outiays 





Public Law 94-12 provided for a special one-time pay- 
ment to those entitled to certain retirement or survivor 
benefits during March, 1975. The activity shown in this 
account represents adjustments to the expired balances. 


New York City LOAN GUARANTEE PROGRAM 


For necessary administrative expenses as authorized by the New 
York City Loan Guarantee Act of 1978 (Public Law 95-415), 
[$1,022,000] $1,072,000. During 1981 total commitments to guarantee 
loans shall not exceed $300,000,000 of contingent liability for loan 
principal. (31 U.S.C. 1521 and 1531; Department of Housing and 
Urban Development—Independent Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 20-0110-0-1-852 





1979 actual 1980 est. 1981 est. 





Program by activity: 
10.00 Administrative expenses (costs—obliga- 
tions) (object class 25.0) 
Financing: 
25.00 Unobligated balance lapsing 


Budget authority 
Budget authority: 


40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


1,051 








Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 





Outlays, excluding pay raise supple- 
91.20 Outlays from civilian pay raise sup- 
plemental 


Status of Loan Guarantees (in thousands of dollars) 


Position with respect to limitation on loan 
guarantees: 
3110 Limitation on commitments: Appropriation 
3200 Commitments, gross 


300,000 


—500,000 —250,000 —300,000 





Cumulative balance of guarantees out- 
standing: 
4100 Outstanding, start of year 
4200 New loan guarantees 
4400 Repayments or prepayments 


4900 Outstanding, end of year 


500,000 
250,000 
— 24,000 


726,000 


726,000 


—47,000 


500,000 679,000 





The costs of administering loan guarantees to New 
York City, borne by the Office of the Secretary, are 
paid from this account. 


CHRYSLER CORPORATION LOAN GUARANTEE PROGRAM 


For necessary administrative expenses as authorized by the 
Chrysler Corporation Loan Guarantee Act of 1979, [$1,518,000. Total 
loan commitments and loan guarantees may be extended in the 
amount of $1,500,000,000 of contingent liability for loan principal and 
for such additional sums as may be necessary for interest payments, 
and commitment is hereby made to make such appropriations as may 
become necessary to carry out such loan guarantees.] $1,320,000: and 
for payment of principal and interest on loans in default and guaran- 
teed pursuant to the Chrysler Corporation Loan Guarantee Act of 1979, 
such amounts as may be necessary, to remain available until December 
31, 1991. (Public Law 96-183.) 


Program and Financing (in thousands of dollars) 





Identification code 20-0113-0-1-376 1979 actual 1980 est. 1981 est 





Program by activities: 
10.00 Administrative expenses (costs—obliga- 
tions) + 
Financing: 
40.00 Budget authority (appropriation) 


1,518 1,320 


1,518 1,320 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 





1 Includes capital investment for 1980, $50 thousand, and 1981, $12 thousand. 


Status of Loan Guarantees (in thousands of dollars) 





Position with respect to limitation on loan 
guarantees: 
3110 Limitation on commitments: Appropriation 
3200 Commitments, gross 


1,500,000 
— 1,500,000 





Cumulative balance of guarantees out- 
standing: 
Outstanding, start of year 
New loan guarantees 
Repayments or prepayments 


940,000 
312,000 


4100 
4200 
4400 


4900 Outstanding, end of year 940,000 — 1,252,000 





The Chrysler Corporation Loan Guarantee Act of 
1979 authorizes the Secretary of the Treasury to guar- 
antee up to $1.5 billion of Chrysler Corporation debt. 
Chrysler is the 10th largest industrial corporation in 
the United States and needs Federal assistance on fi- 
nancing matters so that it might again be able to 
reemerge as a commercially viable, self-financing entity. 

In accordance with the legislation, a board consisting 
of the Secretary of the Treasury, the Chairman of the 
Federal Reserve Board, and the comptroller General 
are responsible for establishing and administering 4 
loan guarantee program for the Chrysler Corporation. 
These responsibilities include: (1) review of the financ- 
ing plan to assure its soundness and accuracy, (2) deter- 
mination of the prospect of repayment of a guarantee 
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loan, (3) assessment and analysis of the economic merits 
and implications of the courses of action available 
under the Act, and (4) preparation of an annual report 


to Congress on Chrysler’s activities. 


Object Classification (in thousands of dollars) 





\gntification code 20-0113-0-1-376 


1979 actual 


1980 est 


1981 est. 





Personnel compensation: 
IL Permanent positions 
113 Positions other than permanent 
115 Other personnel compensation 


Total personnel compensation 
121 Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
23.2 Rent, communications, and utilities 
24.0 Printing and reproduction 
25.0 Other services 
26.0 Supplies and materials 
31.0 — Equipment 


49.0 Total obligations 


509 
4 


10 





523 
47 
40 
50 
20 

611 

7 
22 





1,320 





Personnel Summary 





Total number of permanent positions 
Total compensable work years 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade... 
Average GS salary 
Average ES salary 


12 
(0) 


(0) 


$24,736 
$44,756 


10.84 
$24,736 
$44,756 





CLAIMS, JUDGMENTS, AND RELIEF ACTS 


Program and Financing (in thousands of dollars) 





ientfication code 20-1895-0-1-806 


1979 actual 


1980 est. 


1981 est. 





Program by activities: 
1. Claims adjudicated administratively: 
(a) Claims for damages 
(b) Claims for firefighting service 
(c) Claims for contract disputes 


Total claims adjudicated administra- 
tively 
2. Judgments of the courts 
3. Relief granted by laws 


10.00 Total program costs, funded—obliga- 
Financing: 


60.00 Budget authority (appropriation) (per- 
manent, indefinite) 


980 
20 
2,000 





195,899 
1,151 


3,000 
290,000 
1,000 


150,000 
1,000 





197,903 


197,903 


294,000 


294,000 


152,000 


152,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
1240 Obligated balance, start of year 
14.40 Obligated balance, end of year 


90.00 Outlays 


197,903 
85,551 
— 47,042 


294,000 
47,042 
— 20,000 


152,000 
20,000 
— 20,000 





236,413 


321,042 


152,000 





_ Appropriations are made for payment of claims and 
Interest for damages not chargeable to appropriations 
of individual agencies and for payment of private and 
public relief acts. Public Law 95-26 authorized a perma- 
nent indefinite appropriation to pay certain judgments 
from the general funds of the Treasury. In 1979, 6,214 
claims resulted in such judgments. 


Object Classification (in thousands of dollars) 





Identification code 20-1895-0-1-999 1979 actual 


42.0 Insurance claims and indemnities 197,363 
43.0 Interest and dividends 540 


99.0 Total obligations 197,903 


1980 est. 1981 est. 


35,000 151,542 
259,000 458 


294,000 152,000 











PAYMENTS TO THE GOVERNMENTS OF GUAM, VIRGIN ISLANDS, AND 
AMERICAN SAMOA* 


* See Part III for additional information. 


Program and Financing (in thousands of dollars) 





Identification code 20—1808-0-1-806 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Payments to the Government of Guam 
(costs—obligations) (object class 
DN reassess cari setanicicchonaoccecceacaes 
Financing: 
21.40 Unobligated balance, start of year 
25.00 Unobligated balance lapsing 


40.00 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 





Outlays 





Section 407 of the Tax Reduction and Simplification 
Act of 1977 authorizes the Secretary of the Treasury to 
make payments to territorial governments for tax 
losses incurred in 1977 as a result of certain sections of 
the act. The amount is determined by the Secretary of 
the Treasury upon certification to the Secretary by the 
United States Government Comptrollers for Guam and 
the Virgin Islands. The act also authorizes that funds, 
not otherwise appropriated, be appropriated to carry 
out the provisions of this section. 


INTEREST ON UNINVESTED FUNDS 


Program and Financing (in thousands of dollars) 





Identification code 20-1860-0-1-902 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Interest (costs—obligations) (object class 


12,124 9,934 


Financing: 
60.00 Budget authority (appropriation) (per- 
manent, indefinite) 


7,804 12,124 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


7,804 
2,468 
—764 


9,507 


12,124 





Outlays 12,888 





Under conditions of the law creating each trust, in- 
terest accruing and payable from the general fund of 
the Treasury is appropriated for payment to the proper 
trust fund receipt accounts (31 U.S.C. 725S; 2 U.S.C. 
158; 20 U.S.C. 54-55, 74a and 101; 24 U.S.C. 46; various 
treaties; and 69 Stat. 533). 

The following schedule details the interest paid under 
this account: 
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General and special funds—Continued 
INTEREST ON UNINVESTED Funps—Continued 


[In thousands of dollars} 


Annual 

rate of 

interest 
(percent) 


1980 1981 
estimate estimate 


1979 
actual 


Bequest of Gertrude M. Hubbard, Li- 

brary of Congress + 1 1 
Library of Congress trust fund * 367 280 280 
Expenses of Smithsonian Institution : eo 60 
National Gallery of Art trust fund * 576 350 
Education of the blind N 10 10 
Soldier's Home permanent fund 7,965 10,200 8,000 
Indian tribal funds : 232 500 500 
Immigration bonds deposit fund F 435 1,243 730 
Oliver Wendell Holmes devise fund ; ; 3 3 3 


9,507 12,888 9,934 





Total outlays 








1 Interest rates adjusted monthly. 


(= neem 


PAYMENT OF GOVERNMENT LOSSES IN SHIPMENT 


[For payment of Government losses in shipment, in accordance 
with section 2 of the Act approved July 8, 1937 (40 U.S.C. 722) 
$200,000, to remain available until expended.] (Treasury Department 
Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 20-1710-0-1-803 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Payment of claims (costs—obligations) 
(object class 42.0) 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: Revenue 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


40.00 


—879 





Budget authority (appropriation) .. 200 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 200 


90.00 Outlays 200 ~=———(200 








This account was created as self-insurance to cover 
losses in shipment of Government property such as 
coins, currency, securities, certain losses incurred by 
the Postal Service, and losses in connection with the 
redemption of savings bonds. There were 497 claims 
were paid in 1979. 


Loans TO ENERGY SECURITY CORPORATION 


(Proposed for later transmittal, proposed legislation) 


Program and Financing (In thousands of dollars) 


1980 est. 1981 est 


Identification code 20-0112-2-1-271 1979 actual 


Program by activities: 
10.00 Payments to the Energy Security Corpora- 


16,000 

Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


Budget authority 


— 11,780,500 
17,764,500 








Budget authority: 
40.00 Appropriations: 


Energy Security Reserve, special 
16,792,000 
General fund 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


16,000 


16,000 


_ 1800 


Outlays 11,500 





Legislation has been proposed to establish an Energy 
Security Corporation (ESC) to provide financial assist- 
ance for the production of synthetic fuels. Loans will be 
made to the ESC as funds are required to meet the 
ESC’s disbursement needs. It is proposed that windfall 
profits tax receipts will be used to repay the general 
fund of the Treasury for all borrowing by the ESC. 

Appropriations will be made to the Secretary of the 
Treasury for the purposes of purchasing capital stock 
in, and making loans to the Corporation. The authority 
of the ESC to incur obligations will be limited by the 
level of appropriations to the Secretary of the Treasury. 


Public enterprise funds: 


CuHEcK ForGERY INSURANCE FUND 


Program and Financing (in thousands of dollars) 


Identification code 20-4109-0-3-803 


1980 est. 1981 est 


1979 actual 





Program by activities: 
10.00 Payment of claims and losses (costs— 
obligations) (object class 42.0) 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 


The Check forgery insurance fund was established in 
the amount of $50 thousand by the act approved No- 
vember 21, 1941 (81 U.S.C. 561). Additional appropri- 
ations of $50 thousand in 1964, $100 thousand in 1970, 
and $1,800 thousand in 1973 increased the fund to a 
total of $2 million. This fund is for use by the US. 
Treasury in making settlement with the payees or spe- 
cial endorsees in case of checks drawn on the US. 
Treasury which have been paid on forged endorse 
ments. 

To reduce hardships sustained by payees of Govern- 
ment checks that have been stolen and forged, settle 
ment is made in advance of the receipt of funds from 
the endorsers of the checks through reclamation proce 
dure by this office. Benefits from these early settle 
ments are shared by claimants and the Government in 
that the claimants are more quickly restored financial: 
ly to their proper position and the Government 1 
spared the necessity of much unproductive correspond: 
ence. If the U.S. Treasury is unable to recover funds, 
the revolving account sustains the loss. 
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Intragovernmental funds: 


FISHERMEN’S PROTECTIVE FUND 
Program and Financing (in thousands of dollars) 


ientfcation code 20-4507-0-4-376 





1980 est. 1981 est 


1979 actual 





Program by activities: 
1. Claims of owners of vessels for reim- 


2. Loans to owners of vessels for fishing 
gear lost or damaged by actions of 
foreign countries 

3. Compensation to owners of vessels for 
fishing gear lost or damaged by actions 
of foreign countries 





10.00 Total program costs, funded—obliga- 
ti 


Financing: 
14.00 Offsetting collections from: Non-Federal 


21.98 Unobligated balance available, start of 
year: Fund balance 

2498 Unobligated balance available, end of year: 
Fund balance 





Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obligations, start 








Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 





Cumulative balance of direct loans out- 
standing. 
2100 Outstanding, start of year 
2200 Disbursement 


2900 Outstanding, end of year..... 


The Fishermen’s Protective Fund was created under 
amendments to Public Law 92-560 to reimburse owners 
of vessels for amounts of fines, fees and other direct 
charges which were paid by owners to a foreign country 
to secure the release of their vessels and crews. 

Public Law 95-194 provided for loans to be made to 
owners of fishing vessels under certain conditions when 
it is claimed that fishing gear may have been lost or 
damaged by actions of foreign nations. This loan func- 
tion was subsequently cancelled by Public Law 95-376, 
which provides for direct compensation to owners of 
vessels in such instances. 

The appropriation provides the means by which 
owners of American vessels may quickly receive reim- 


bursement or loans following such actions of foreign 
nations. 


Object Classification (in thousands of dollars) 





Identification code 20-4507-0-4-376 


33.0 
41.0 
42.0 


99.0 


1979 actual 1980 est. 1981 est. 





Investments and loans. 
Grants, subsidies, and contributions... 
Insurance claims and indemnities 





Total obligations 





Trust Funds 


MISCELLANEOUS TRUST FUNDS 
Program and Financing (in thousands of dollars) 


Identification code 20-9971-0-7-806 


1979 actual 1980 est. 1981 est. 





Program by activities: 
1. National defense conditional gift fund 
2. Esther Cattell Schmitt gift fund 





10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of 
year: U.S. securities (par) 
24.40 Unobligated balance available, end of year: 
U.S. securities (par) 





60.00 Budget authority (appropriation) 


(permanent, indefinite) 





Distribution of budget authority by account: 
National defense conditional gift fund 
Esther Cattell Schmitt gift fund 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 








Outlays 

Distribution of outlays by account: 
National defense conditional gift fund 
Esther Cattell Schmitt gift fund 





1. National defense conditional gift fund.—The Secre- 
tary of the Treasury accepts on behalf of the United 
States, conditional gifts of money or other intangible 
property to be used for a particular defense purpose. 
Intangibles other than money, are converted at the best 
terms available. The moneys held in trust are paid to 
those appropriation accounts which best effectuate the 
intent of the donors (68 Stat. 566). 

2. Esther Cattell Schmitt gift fund.—Public Law 87- 
467 (76 Stat. 88) authorized the acceptance of the gift 
made to the United States by the will of Esther Cattell 
Schmitt. The income received from the gift to the 
United States is paid by the Secretary of the Treasury 
to beneficiaries named in provisions of the will. 


Object Classification (in thousands of dollars) 


Identification code 20-9971-0-7-806 


41.0 
42.0 


99.0 





1980 est. 


1981 est. 


1979 actual 





Grants, subsidies, and contributions 
Insurance claims and indemnities 





Total obligations 
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BUREAU OF ALCOHOL, TOBACCO AND 
FIREARMS 


Federal Funds 
General and special funds: 


SALARIES AND EXPENSES 


For necessary expenses of the Bureau of Alcohol, Tobacco and 
Firearms including purchase of (not to exceed three hundred of which 
two hundred and fifty shall be for replacement only, for police-type 
use), and hire of passenger motor vehicles; hire of aircraft; and serv- 
ices of expert witnesses at such rates as may be determined by the 
Director; [$138,482,600] $146,944,000[: Provided, That no funds ap- 
propriated herein shall be available for administrative expenses in 
connection with consolidating or centralizing within the Department 
of the Treasury the records of receipt and disposition of firearms 
maintained by Federal firearms licensees or for issuing or carrying 
out any provisions of the proposed rules of the Department of the 
Treasury, Bureau of Alcohol, Tobacco and Firearms, on Firearms 
Regulations, as published in the Federal Register, volume 48, number 
55, of March 21, 1978]. (Title 26, U.S.C; Title 27, U.S.C; Treasury 
Department Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 20-1000-0-1-751 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Regulatory enforcement: 
38,581 41,114 41,816 
871 543 551 
(c) Firearms 5,450 5,993 5,985 
(d) Explosives 1,986 2,016 1,983 


46,888 49,666 90,335 





Total, regulatory enforcement... 








2. Law enforcement: 
1,491 1,931 
4,648 2,484 
53,632 61,601 
30,865 28,020 


90,636 94,036 
137,524 143,702 


2,076 
2,714 
63,803 
28,016 


96,609 
146,944 


(a 
(b 
(c) Firearms... 
(d) Explosives 





Total, law enforcement 








Total direct program 








Reimbursable program: 
1. Regulatory enforcement: Alcohol 608 631 





2. Law enforcement: 
(a) Alcohol and tobacco 70 80 
(b) Firearms 136 850 300 
(c) Explosives 110 465 434 


Total, law enforcement 316 1,385 814 
1,993 1,445 
145,695 148,389 











Total reimbursable program 819 
138,343 





Total program costs, funded '... 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds ... —819 
25.00 Unobligated balance lapsing 1,099 


Budget authority 136,622 


Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 


—2,001 
136,342 





148,389 


—1,445 





143,702 





131,722 138,483 


Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


135,523 143,702 146,944 
16,665 16,732 


— 16,732 


Outlays, excluding pay raise supple- 
138,483 145,511 
91.20 Outlays from civilian pay raise sup- 


plemental 5,152 67 





1 Includes capital investment as follows: 1979, $3,661 thousand; 1980, $4,446 thousand; 1981, $5,135 thousand 


The Bureau of Alcohol, Tobacco and Firearms is re. 
sponsible for the enforcement of the laws designed to 
eliminate certain illicit activities and to regulate lawful 
activities relating to distilled spirits, beer, wine and 
nonbeverage products, tobacco, firearms, and explosives. 
Overall, the request reflects the same level of program 
services in 1981 as in 1980. 

1. Regulatory enforcement.—This activity covers the 
regulation of: the alcohol and tobacco industries relat- 
ing to revenue protection and consumer protection; the 
legal firearms industry through a system of licensing 
and compliance inspections; and the explosives industry 
through a license and permit system for manufacturers, 
dealers, and users of explosives. 

2. Law enforcement.—This activity covers the enforce- 
ment of: Federal laws relating to the liquor industry; 
Federal firearms statutes; Federal laws to suppress il- 
legal use of explosives and illegal trafficking in explo 
sives; and the Federal law to suppress illegal cigarette 
smuggling. 


SELECTED WORKLOAD DATA 


1979 actual 1980 estimate 1981 estimate 
Regulatory enforcement: 
Alcohol: 
Inspections: 
Application 
Consumer protection... 
Revenue protection 


3,950 


Total inspections 
Tobacco: 


Total inspections 


Firearms: 
Inspections: 
Application 
Compliance 








Total inspections 


Explosives: 
Inspections: 
Application 
Compliance 


Total inspections 


Law enforcement: 
Alcohol: 
Investigations initiated .... 


Investigations completed. 

Distilleries seized 
Tobacco: 

Investigations initiated 





Investigations completed 
Firearms: 
Investigations initiated 


Identificat 
D 


IL. 
113 
ILS 


12.1 
13.0 
21.0 
22.0 
3.1 
23.2 
24.0 
2.0 
26.0 
31.0 
42.0 








DEPARTMENT OF THE TREASURY 


UNITED STATES CUSTOMS SERVICE 
Federal Funds 








Arrests 1,168 
Investigations completed 9,264 
Gun traces 60,000 60,000 
Explosives: 

Investigations initiated 2,740 2,877 

7 229 381 

Eee 2,649 2,784 
Recovered explosives (IDS.) ............secsseesseesneese 79,571 65,000 


1,390 
9,115 
57,000 


3,020 
400 
2,926 
65,000 





Object Classification (in thousands of dollars) 





\denttication code 20-1000-0-1-751 1979 actual 1980 est. 


1981 est 





Direct obligations: 
Personnel compensation: 
Permanent positions 77,186 81,828 
Positions other than permanent se 865 742 
Other personnel compensation 8,118 8,597 


Total personnel compensation 86,169 91,167 
Personnel benefits: Civilian 11,557 
Benefits for former personnel 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent.... 

Printing and reproduction 

Other services 

Supplies and materials 

Equipment 

Insurance claims and indemnities 





Total direct obligations 143,702 


146,944 








Reimbursable obligations: 
Personnel compensation: 
Permanent positions 306 
Other personnel compensation 603 


306 
3 





Total personnel compensation 909 
Personnel benefits: Civilian 68 
Travel and transportation of persons 759 
Transportation of things 2 
Standard level user charges 57 
Communications, utilities, and other rent... 16 
Printing and reproduction 107 
Other services 6 
Supplies and materials .... 67 
Equipment 2 


309 
71 
759 
2 
60 
16 
107 
6 
113 
2 





Total reimbursable obligations 1,993 


1,445 








99.0 Total obligations 136,342 145,695 


148,389 





Personnel Summary 





Direct: 
Total number of permanent positions ! 3,960 
Total compensable workyears ' 4,169 
Full-time equivalent of other positions (55) 
Full-time equivalent of overtime and holiday 
(391) 
Average ES salary $49,675 
Average GS grade 9.84 
Average GS salary $20,353 $22,953 
Average salary of ungraded positions $13,540 $13,540 


3,900 
4,163 
i) 


(394) 
$50,100 

9.86 
$23,412 
$13,540 








Reimbursable: 
Total number of permanent positions 16 
Total compensable workyears 15 
Full-time equivalent of other positions (0) 
Full-time equivalent of overtime and holiday 
(0) 


Average GS grade 9.13 
Average GS salary $19,988 


16 
15 


(0) 


(0) 
9.13 
$20,756 





UNITED STATES CUSTOMS SERVICE 


Federal Funds 


General and special funds: 


SALARIES AND EXPENSES 


For necessary expenses of the United States Customs Service, in- 
cluding purchase of [two] three hundred passenger motor vehicles 
for replacement only, including [one] two hundred and ninety for 
police-type use; operation, and maintenance of aircraft; hire of passen- 
ger motor vehicles and aircraft; and awards of compensation to in- 
formers as authorized by the Act of August 13, 1954 (22 U.S.C. 401); 
[[$447,457,000] $472,000,000, of which not to exceed $150,000 shall be 
available for payment for rental space in connection with preclear- 
ance operations; and of which not to exceed [$1,200,000] $1,000,000 
for research and studies shall remain available until expended [and 
of which at least $5,300,000 shall be available for the Antidumping 
and Countervailing Duty Program]: Provided, That none of of the 
funds made available by this Act shall be available for administrative 
expenses to pay any employee overtime pay in an amount in excess of 
$20,000. (19 U.S.C. 68, 128, 161, 257, 482, 540, 1303-1305, 1431 et seq., 
1455, 1461 et seq., 1496, 1499, 1581, 1585, 1592, 1595a, 1619, 1644, 1701; 
31 U.S.C. 529b; 46 U.S.C. 3, 7, 60, 158, 161, 251, 277, 278, 292, 319, 325, 
327, 808, 883, 883a; 49 U.S.C. 1509; Treasury Department Appropri- 
ations Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 20-0602-0-1-751 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Inspection and control 190,093 207,228 210,248 
2. Tariff and Trade is 111,772 125,473 127,602 
3. Tactical interdiction .. 5, 67,652 70,152 72,445 
4. Investigations ce 41,823 45,881 45,002 
5. Executive management a 13,572 16,360 16,703 


Total direct program 424,912 465,094 472,000 


Reimbursable program: 
1. Inspection and control 58,722 68,574 71,146 
2. Tariff and Trade oe 
3. Tactical interdiction. 
4. Investigations 
5. Executive Management 


Total reimbursable programs 69,547 72,171 


Total program costs, funded * 484,899 534,641 544,171 
Change in selected resources (undelivered 
orders, stores) 6,924 


10.00 Total obligations 491,823 534,641 544,171 
Financing: 
Offsetting collections from: 
11.00 — Federal funds —5,572  —6,230 — 6,238 
14.00 Non-Federal funds —54,415 —63,317 — 65,933 
21.40 Unobligated balance available, start of year —350 
24.40 Unobligated balance available, end of year. 755 
25.00 Unobligated balance lapsing a 11,817 


Budget authority 444,059 





























Budget authority: 
40.00 Appropriation 444,059 447,457 
41.00 Transferred to other accounts —5,271 


43.00 Appropriation (adjusted) 442,186 
44.10 Supplemental for wage-board pay 





229 
44.20 
21,924 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 431,836 465,094 472,000 
72.40  Obligated balance, start of year i 47,098 54,102 56,902 
74.40  Obligated balance, end of year —54,102 —56,902 — 62,660 





















































































































160 fidtten tint APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 | pEP 
General and special funds—Continued will allow for the addition of mini-FLIR radars for in- Ave 
SALARIES AND ExpeNses—Continued creased air program effectiveness. “s 
Program and Financing (in thousands of dollars) —Continued 4. Investigations.—This program 15 the investigative a 
arm of the Customs Service involved in conducting 
Identification code 20-0602-0-1-751 1979 actual «1980 est. 1981 est criminal, civil, and fact-finding investigations of Cus- 
77.00 Adjustments in expired accounts................ Me eR eae toms and related laws. gn 
90.00 Outlays, excluding pay raise supple- 5. Executive management.—This activity provides 
NED a istictecsseetabitne cas 424,747 441,434 464,949 overall direction, policy guidance and supervision of the — 
91.10 Outlays from wage-board pay raise Customs Service. enti 
SUDO cit AERTS ET! OF clkes. 216 13 rae 
91.20 Outlays from civilian pay raise sup- Object Classification (in thousands of dollars) | 
UR MNIHEOM okies. cctessa tres Monte cilicacs csladerss 20,644 1,280 
Identification code 20-0602-0-1-751 1979 actual 1980 est. 1981 est 
1 Includes capital investment as follows: 1979, $7,334 thousand; 1980, $5,917 thousand; 1981, $7,618 thousand. ; ea 
Note.—Excludes $5,271 thousand in 1980 (beginning January 1, 1980), and $8,032 thousand in 1981 for activities Direct obligations: = 
transferred to Operations and administration, International Trade Administration, Department of Commerce. Comparable amounts Personnel compensation: 10.00 
for 1979 ($2,833 thousand) and first quarter of 1980 ($1,000 thousand) are included above. 11.1 Permanent positionS...............-ssesssseesessees 264,158 286,391 286,915 | 
; : tis 11.3 Positions other than permanent 6,190 6,947 6,953 14.00 
1. Inspection and control.—In enforcing the provisions § 115 Other personnel compensation ................ 27,708 30,698 31,004 
of the Tariff Act of 1930, as amended, the inspection 118 Special personal services payments........ 586 510 510 21.40 
and control activity must: (1) accommodate the growth Total personnel compensation............. 298,642 324,546 325,387 24.40 
of persons and cargo entering this country; (2) open new 12.1 Personnel benefits: Civilian 33,520 35,711. «(36,876 «Fgnon 
ports of entry and expand service at existing ports to 21.0 _ Travel and transportation of persons........... 9,331 10,418 10,462 
meet the needs of the traveling and importing public; 22.0 _ Transportation of thingS............rrsrsnes 2,004 1,836 2,068 
(3) improve selectivity of Customs inspectional enforce- 23.1 Standard level user Charges ........sssssses 27,435 33,400 35,169 a 
P y , P : 23.2 Communications, utilities, and other rent... 18,210 19,755 20,831 Distr 
ment programs through improved techniques and 40 Printing and reproduction ..............cssssssssssee 2,086 2,109 2,236 Cu 
equipment; and (4) achieve maximum utilization of Cus- 25.0 Other services .....oconnnnnnnnnnsen 18,036 22,872 22,344 
toms resources with minimum disruption of interna- a ue - MALCTIAIS ....ssessseneeneenernenn oa Pas _ Cu 
: . . HMWONVVEITEE Ds cisicssesastt Ry RsssscesessecanainnodID 
tional trade and travel. 1981 resources will provide for aon tak et oe peat? 13 50 050 x 
improvements in passenger processing, an increase 1n 47) _ Insurance claims and indemnitig............. 83 75 15 
passenger and cargo secondary exams, additional sei- 71.00 
zures by detector dog teams, continued development of Total costs, funded........ 465,094 = 472,000 72.40 
; ; 94.0 — Change in selected reSOUrC€S...........csssssscece 6924 cecsssecsssccsse —Sesseserernesonen 74.40 
a compliance measurement system, and an improved —" 
safety and health program. Total direct obligations 465,094 472,000 90.00 
SELECTED WORKLOAD DATA Reimbursable obligations: Distr 
Personnel compensation: Re 
[tn thousands} 11.1 Permanent pOsitions...........csssssssssessesen 10,905 12,774 13,581 . 
' a: 1979 actual 1980 estimate 1981 estimate = \.3 Positions other than permanent 309 451 474 
Carriers of persons and merchandise arriving from 11.5 Other personnel compensation .............. 39,195 47,346 48,705 Re 
POPU MINNIE as crccccvacsccesttcossih oossssconssncacesbesinse 82,064 84,000 85,000 , aaa e 4 
Persons arriving from foreign COuNtrieS ........s...s...- 269,719 276,000 284,000 Total personnel compensation............. 50,409 60,571 “— ae 
2. Tariff and trade.—The primary goals of this pro- 12.1 Personnel benefits: Civiliat.........ssecaseesseee 1,404 1,586 16 C 
c 21.0 Travel and transportation of persons........... 537 308 325 ; 
gram are: (1) to accommodate the demands of interna- 27. _ Transportation Of thiNgS ...c.cccsecoeoeoee 1,908 1,685 1,770 Ric 
tional trade; (2) to improve the efficiency of processing 23.2 Communications, utilities, and other rent.... 108 90 95 the 
through better selectivity in document review and labo- 24.0 _ Printing and reproduction 218 185 195 Puc 
: : . 25.0 Other Services .............sssee. 5,322 4,920 5,120 th 
ratory analysis and an increased reliance on modern 26.0 Supplies and materials 4d 6 08 e 
business techniques such as regulatory audit; (3) to con- 31.9 _Equipment.................. 28 176 179 C 
tinue the development of automated systems; (4) to im- 32.0 _ Lands and structures........ccccssssssssssssnnee Gee icine Lie Isla 
prove the administration of post-audit techniques; and Total reimbursable obligation... 59,987 69,547 «72,171 ite 
(5) to provide Customs field personnel and the public on ——S pen 
with timely, uniform, predictable and useful rulings °° Total obligations .......nsnessmnstn 491,823 534,641 544,171 740 
and interpretations, and final administrative decisions. Personnel Summary 
1981 resources will provide for the procurement of a a 
Customs computer to handle overall automation; im- _ Ditect: e. ; Kani 
provements to lab equipment for complex analyses; and Total number of permanent positions... 14,332 13,915 13,88 
; re b f 1 hich Total compensable WOrkyearS .........c:.ssesssseessseeen 15,184 14,766 14,707 
an increase in the number of complex, high payoff Full-time equivalent of other positions (649) (682) (530) I. 
audits of large corporations. Full-time equivalent of overtime and holiday 11.3 
RT snensklda Dh snsemrersinnnre (1,123) (1,123) ~——_(1,110) 11.5 
SELECTED WORKLOAD DATA Average ES Salary .ssctcsnsnsrsvststntntntntntese $46,671 $49,477 $49,477 118 
1979 actual 1980 estimate 1981 estimate Para as UNS ss cdaehusaed Bs snssieisiptabsouse 8.84 8.93 8.98 
Formal entries (in thousands) ........sscssssssssssesesseessns 4,384 4,400 4,700 PVOETIO IRD SUEY ssssssssiassccrzatsnersont0 Ph siesinsensnne $19,211 $21,102 $21,464 121 
Total revenue collected (in billions of dollars) ......... 8.5 9.0 10.0 Average salary of ungraded positions.................. $15,108 $15,108 __ $15,108 210 
3. Tactical interdiction.—Operating under the author- _ Reimbursable: acca canpalllades Nema 22.0 
ity of titles 19 and 26, U.S. Code, the tactical interdic- Total number of permanent positions ................. 905 915 926 - 
tion program is directed at combating smuggling activi- _ Total compensable workyear......n.cnsnsensenen 1,657 1,691 ‘on “y 
ty along our national borders by maintaining a highly Full-time equivalent of other position......... (24) (24) 6.0 
ws pa : : 3 3 Full-time equivalent of overtime and holiday ; 
mobile interdiction force which is proficient in land, sea ee ene (839) (839) (839) 31.0 
and air tactical enforcement operations. 1981 resources PMO GO TIRI costes caciateiane uit, 7.38 7.40 7.44 32.0 





DEPARTMENT OF THE TREASURY 


UNITED STATES CUSTOMS SERVICE—-Continued 
Trust Funds 





$15,539 
$33,991 
$15,958 


$16,959 
$33,991 
$15,958 


$17,258 
$33,991 
$15,958 


Average GS salary 
Average FC salary 
Average salary of ungraded positions 





MISCELLANEOUS PERMANENT APPROPRIATIONS 


Program and Financing (in thousands of dollars) 





\dentification code 20-9922-0-2-852 1979 actual 1980 est. 1981 est. 


Program by activities: 
1. Expenses of operations, Virgin Islands... 
2. Refunds, transfers, and expenses of op- 
erations, Puerto Rico 


10.00 Total obligations 
Financing: 
14.00 Offsetting collections from: Non-Federal 


163,722 3,005 3,200 


15,982 
239,704 


86,000 
89,005 


92,000 





21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


60.00 


— 13,181 
1760 


Budget authority (appropriation) 
(permanent, indefinite, special 
229,320 


89,005 95,200 
Distribution of budget authority by account: 
Customs duties, taxes, and fees collected in 
Virgin Islands 
Customs duties, taxes, and fees collected in 
Puerto Rico 


154,289 3,005 3,200 


75,031 


86,000 92,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance available, start of year ... 
74.40 Obligated balance available, end of year 


90.00 


224,941 89,005 
1,532 


1777 
—1,777 —1,7717 


224,697 89,005 


95,200 
1777 
—1,777 


Outlays 





Distribution of outlays by account: 
Refunds, transfers, and expenses of operations, 
Virgin Islands 
Refunds, transfers, and expenses of operations, 
Puerto Rico 


148,751 3,005 3,200 


75,946 86,000 92,000 





Customs duties, taxes, and fees collected in Puerto 
Rico are deposited in this account. After providing for 
the expenses of administering Customs activities in 
Puerto Rico, the remaining amounts are transferred to 
the Treasurer of Puerto Rico. 

Customs duties, taxes, and fees collected in the Virgin 
Islands are deposited in the treasury of the municipal- 
ities of the Virgin Islands, after providing for the ex- 
penses of administering Customs activities. (48 U.S.C. 
740, 795, 1896, 1406(h)). 


Object Classification (in thousands of dollars) 





1981 est 


\dentifcation code 20-9922—0-2-852 1980 est 


1979 actual 





Personnel compensation: 
lll Permanent positions ae 6,051 6,254 
113 Positions other than permanent a 413 433 
11.5 Other personnel compensation 830 835 
118 Special personal services payments 8 ll 


Total personnel compensation 7,302 7,533 

12.1 Personnel benefits: Civilian 1,371 1,417 
21.0 — Travel and transportation of persons 256 
22.0 Transportation of things 50 
23.2 Communications, utilities, and other rent... 487 
24.0 — Printing and reproduction 7 
25.0 — Other services ee 895 
26.0 — Supplies and materials . ie 184 
31.0 — Equipment ri 175 
Lands and structures 13 


6,359 


41.0 Grants, subsidies, and contributions: 
Payments to the treasury of the munici- 


44.0 
99.0 


Total obligations 89,005 


Personnel Summary 





Total number of permanent positions 404 404 
Total compensable workyears 415 424 424 
Full-time equivalent of other positions (39) (39) (39) 
Full-time equivalent of overtime and holiday 
(30) (30) 
Average GS grade : 8.05 8.09 
Average GS salary $17,041 $18,821 $19,162 
Average salary of ungraded positions $9,078 $9,078 $9,078 


Intragovernmental funds: 


CONSOLIDATED WORKING FUND 


Program and Financing (in thousands of dollars) 





Identification code 20-3906-0-4-803 1979 actual 1980 est 1981 est 


Program by activities: 
Investigations (costs—obligations) (object 
class 25.0) 
Financing: 
11.00 Offsetting collections from: Federal funds... 


Budget authority 


10.00 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 


90.00 





Trust Funds 


REFUNDS, TRANSFERS, AND EXPENSES; UNCLAIMED, ABANDONED, AND 
Se1zEp Goops 


Program and Financing (in thousands of dollars) 


1981 est 


entiation cate 20-8789-0-7-803 


1979 actual 1980 est. 
Program by activities: 

10.00 Refunds, transfers, and expenses; un- 
claimed, abandoned, and seized goods 
(costs—obligations) 

Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


60.00 


3,955 4,340 


— 3,198 
4,923 


— 4,923 
4,923 





Budget authority (appropriation) 
(permanent, indefinite) 


5,681 4,340 4,600 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


4,600 
4,600 


3,955 
3,955 


4,340 
4,340 





Outlays 


Unclaimed, abandoned, or seized goods are held in 
storage under Customs custody for 1 year from the date 
of importation or seizure. At the end of that period, all 
merchandise upon which duties, storage and other 
charges have not been paid is appraised and sold at 
public auction. The net proceeds of that sale are depos- 
ited in this account (19 U.S.C. 528, 1491, 1493, 1559, 
1613, 1624). 





UNITED STATES CUSTOMS SERVICE—Continued 
Trust Funds—Continued 
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REFUNDS, TRANSFERS, AND EXPENSES; UNCLAIMED, ABANDONED, AND 
Sr1zED Goops—Continued 


Object Classification (in thousands of dollars) 
Identification code 20-8789-0-7-803 


25.0 
44.0 


99.0 





1981 est. 


1,530 
3,070 


4,600 


1979 actual 


1,441 
2,514 


3,955 


1980 est. 


1,440 
2,900 


4,340 





Other services 
Refunds 


Tota! obligations 





BUREAU OF ENGRAVING AND PRINTING 


Federal Funds 
Intragovernmental funds: 
BuREAU OF ENGRAVING AND PRINTING FuND 


Program and Financing (in thousands of dollars) 


Identification code 20-4502-0-4-803 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 
1. Engraving and printing 
2. Space utilized by other agencie: 
3. Other direct charges for miscella- 
neous services 566 123 134 


124,148 128,161 126,347 


122,222 
1,360 


126,371 
1,667 


124,408 
1,805 


Total operating costs 








Capital outlay, funded: Engraving and 
printing: 
Purchase of operating equipment + 
Plant alterations and experimental 
equipment 515 


5,646 
129,794 


5,131 30,000 


1,324 
31,324 
159,485 


20,180 


1,456 
21,636 
147,983 





Total capital outlay 








Total program costs, funded 
Change in selected resources (inventories 


and undelivered orders) 2 5,294 


135,088 


— 10,609 
148,876 





10.00 Total obiigations 147,983 


Financing: 
Offsetting collections from: 
Federal funds: 
Engraving and printing sales: Reve- 


11.00 
—28,325 —18,729 
Space utilized by other agencies: 
— 1,360 — 1,667 
Other direct charges for miscella- 
neous services: Revenue 
Increase (—) or decrease in unfilled 
customers’ orders 
Non-Federal sources: 
Engraving and printing sales: Reve- 


— 566 


1,540 
14.00 


—12,602 
Undistributed receipts: Proceeds from 
sale of equipment 
Off-budget Federal agencies: 
Engraving and printing sales: Reve- 


—10 
15.00 
—40,745  —43,791 

21.98 Unobligated balance available, start of 
year: Fund balance 

Unobligated balance available, end of year: 
Fund balance 

Capital transfer to general fund 


Budget authority 


—12,388  —19,324 —12,945 
24.98 


12,945 


19,324 
44 


27.00 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
ance 7,435 
74.98 Obligated balance, end of year: Fund bal- 
— 11,807 


— 6,980 6,379 
11,807 


— 10,794 





90.00 Outlays —11,351 7,392 


* Balances of selected resources are identified on the statement of financial condition 


2 Includes a surcharge for financing capital improvements and working capital needs totaling $16,146 thousand in 1979; 


$10,000 thousand in 1980; and $10,000 thousand in 1981. 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


The Bureau of Engraving and Printing designs, man- 
ufactures, and supplies most of the major evidences of a 
financial character issued by the United States. It is the 
sole source of Federal Reserve notes, various public 
debt instruments, as well as most of the minor evi- 
dences of a financial character issued by the United 
States, such as postage and internal revenue stamps. 
The Bureau executes certain printings for various terri- 
tories administered by the United States, particularly 
postage and revenue stamps. 


The anticipated work volume is based on estimates of 
requirements submitted by agencies served. The pro- 
gram is composed of the following activities: 

1. Engraving and printing—(a) Currency.—Total deliv- 
eries of currency for 1980 and 1981 are estimated to be 
4.2 and 4.4 billion notes, respectively. During 1979 the 
Bureau delivered 3.9 billion Federal Reserve notes. 

(b) Stamps.—This category of work is comprised 
mainly of postal and internal revenue stamps. The pro- 
jected requirements for 1980 and 1981 are 30.2 and 30.7 
billion stamps, respectively. In 1979, the Bureau deliv- 
ered 27.2 billion stamps. 

(c) Food coupons.—Production of the program was the 
joint responsibility of the Bureau and the private 
sector. The Bureau maintained the administrative func- 
tions and responsibilities to control the food coupon 
program, which concluded at the end of 1979. During 
1979 the deliveries were 1.9 billion units. 

(d) Securities.—This program encompasses the produc- 
tion of a wide variety of bonds, notes, and debentures 
for the Bureau of Public Debt and certain other agen- 
cies of the Government. 

(e) Commissions, certificates, etc.—This program rep- 
resents a small portion of the Bureau’s total workload. 

2. Space utilized by other agencies.—Charges are 
made to other agencies for services provided for space 
they occupy in the Bureau’s buildings. 

3. Other direct charges for miscellaneous services.— 
Charges for a wide variety of miscellaneous services 
performed by Bureau personnel are made to the agen- 
cies concerned on an actual cost basis. 

The operations of the Bureau are currently financed 
by means of a revolving fund established in accordance 
with the provisions of Public Law 656 which requires 
the Bureau to collect all of its costs from customer 
agencies for performance of work or service requisi- 
tioned. Bureau operations during 1979 resulted in a loss 
of $511 thousand. 


DELIVERIES, COSTS, AND PRODUCTIVITY 


[Units and costs in thousands; work-years include overtime] 
1. Engraving and printing: 1979 actual 1980 estimate 
i 34,404,369 
119,587 


1981 estimaie 
35,129,084 
128,279 


Manufacturing work-years 

Ink manufacturing work-years 
Engraving work-years 

Administrative and general work-years 


Total work-years 


2. Production under contracts with private sector 
for food coupons: 





DEPARTMENT OF THE TREASURY BUREAU 2 = 763 








3, Space utilized by other agencies 1,360 1,667 1,805 Transfer to general fund 
4, Other direct charges for miscellaneous services... 566 123 134 Closing balance 


Total bureau cost 127,881 131,986 _131,918 Total Government equity, end of year 70,269 80,780 90,780 























1 Sale of finished goods and inventories. ; / 
* The changes in these items are reflected on the program and financing schedule. 
; 2 Included in these figures are the following amounts earned by contractors for work performed against contracts for the 
Revenue and Expense (in thousands of dollars) fabrication of goods and equipment (constructive receipts); 1979—$4,175 thousand; 1980—$4,175 thousand; 1981— 
$4,175 thousand. 


1979 actual 1980 est. 1981 est Object Classification (in thousands of dollars) 











Operating income or loss (—): Identification code 20-4502-0-4-803 1979 actual 1980 est. 1981 est. 
Engraving and printing: 





Personnel compensation: 
ae aeoe  —Lapgyg 111 Permanent positions 54701 61,522 «64,138 
: es Wee «= Positions other than permanent... 784 311 321 


Net operating income or loss (—), 11.5 Other personnel compensation 10,164 11,542 11,542 


engraving and printing S11 Total personne! compensation 65,649 73,375 76,001 

os oa 12.1 Personnel benefits: Civilian 6,187 7,142 7,816 

Space utilized by other agencies: 21.0 Travel and transportation of persons 129 105 105 
22.0 — Transportation of things 260 363 395 
23.1 Standard level user charges 519 521 1,186 
23.2 Communications, utilities, and other rent... 3,394 4,341 4,642 
24.0 — Printing and reproduction... 22,705 22 24 
25.0 — Other services 3,937 2,764 2,959 
age 26.0 Supplies and materials .. 29,926 30,121 34,539 
Net operating income or loss (— ); 31.0 Equipment 30,120 20,314 
| 42.0 — Insurance claims and indemnities 2 2 2 


Nonoperating income or loss (—): Sale of equip- 99.0 Total obligations 135,088 148,876 147,983 
ment: 


Proceeds from sale Personnel Summary 
Net book value of assets sold 



































Total number of permanent positions , 3,189 2,970 


Net gain from sale of equipment Total compensable workyears 3,246 3,246 








— << Full-time equivalent of other positions ( (41) (98) 
Wet nonoperating income or loss (—) Full-time equivalent of overtime and holiday 
Net income or loss (—) for the year (300) (315) 











Average ES salary ; $49,500 $50,000 
1 Sales of work-in-process and finished goods inventories. Average GS grade 7.26 7.18 
Average GS salary = $16,250 $16,850 

Financial Condition (in thousands of dollars) Average salary of ungraded positions $20,150 $20,400 





1978 actual 1979 actual 1980 est. 1981 est. 





BUREAU OF THE MINT 
Assets: 


Fund balance with Treasury 19823 31,130 «23,739 8,739 Federal Funds 
Accounts receivable (net).... 13,732 11,773 10,181 9,266 General and special funds: 
Advances made 220 268 268 268 SALARIES AND EXPENSES 


Inventories * 2 22,072 25,980 15,371 15,371 For necessary expenses of the Bureau of the Mint, [$59,047,000] 


Fed assets (net) 24031 23,168 50,987 68,867 : oi 56. sats 
Materials and Supplies * =. i. a. ae. oS ee Oe ee ee ee ee 


Other assets (net) 2 / 5,085 7,710 7,450 7,335 
Total assets 88,645 104,496 112,403 114,253 





Program and Financing (in thousands of dollars) 











Identification code 20-1616-0-1-803 1979 actual 1980 est. 1981 est 





Liabilities: = 
Accounts payable and accrued |i- Program by activities: 
abilities 33,968 34,227 31,623 23,473 Direct program: 
= . Manufacture of coins (domestic) , 39,751 39,966 
Government equity: . Processing deposits and issues of 
Unexpended budget authority: Un- monetary metals and coins : 2,748 2,778 
obligated balance 12,388 19,324 12,945 5,180 . Protection of monetary metals and 
Undelivered orders + 10,855 11,516 11,516 11,516 i ; 4,139 4,469 
Unfinanced budget authority: Un- . Refining gold and silver bullion : 2,584 2,469 
filled customer orders —23,436 —21,896 —21,896 — 21,896 . Manufacture and distribution of gold 
Invested capital 54,870 61,325 78,215 95,980 medallion 10,108 11,161 


Total Government equity 54,677 70,269 80,780 90,780 Total direct operating costs : 59,330 60,843 
: Unfunded adjustments to total direct oper- 
Tae of changes in Government equity: ating costs: Depreciation included above — 2,252 — 2,287 
aid-in capital: ; , 
: Total direct operating costs, funded... 57,078 58,556 
Opening balance 54,634 70,780 ‘tal i 
Surcharge 16.146 10,000 Capital investment 2,600 2,400 


i Total direct program costs, funded— 
Closing balance 70,780 80,780 obligations 59,678 
pane income: Opening balance 44 —4ll Change in selected resources 
ransactions: Net operating income or loss (—) — 430 i igati 
ase wae oe) Total direct obligations 
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General and special funds—Continued 


SALARIES AND ExpeNsEs—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 20-1616-0-1-803 1979 actual 1980 est. 1981 est. 





Reimbursable program: 
1. Manufacture of coins and medals 
2. Miscellaneous services to other ac- 
counts 1,627 1,575 2,025 


31,107 38,952 41,942 





Total reimbursable program oper- 


32,734 40,527 43,967 


Unfunded adjustments to total reimburs- 
able program operating costs: Depreci- 
ation included above —14 


—400 —400 





Total reimbursable program costs, 
funded—obligations 


10.00 Total obligations 


Financing: 
Offsetting collections from: 
11.00 Federal funds —1,261 
14.00 Non-Federal sources —31,399 
25.00 Unobligated balance lapsing 207 


43,584 


32,660 
76,037 


40,127 
99,805 


43,567 
104,523 








—1,725 
— 38,402 


—1,925 
— 41,642 





Budget authority 





Budget authority: 
40.00 Appropriation 43,000 
42.00 Transferred from other accounts 584 


43.00 Appropriation (adjusted) 43,584 
44.20 Supplemental for civilian pay 
raises 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 43,377 59,678 
72.40 Obligated balance, start of year 6,773 9,143 9,877 
74.40 Obligated balance, end of year —9,143 —9,877 —11,164 
77.00 Adjustments in expired accounts — 183 





90.00 Outlays, excluding pay raise supple- 
tal 


40,824 58,338 59,644 
91.20 Outlays from civilian pay raise sup- 


plemental 25 





The Bureau of the Mint manufactures coins, receives 
deposits of gold and silver bullion, safeguards the Gov- 
ernment’s holdings of monetary metals, and refines 
gold and silver bullion. 

1. Manufacture of coins (domestic).—Production of 
coins is the major Mint activity. Funds requested for 
1981 will permit production of approximately 15.0 bil- 
lion coins. 


DOMESTIC COINAGE WORKLOAD 
{In millions of pieces) 


1978 1979 1980 1981 
actual actual estimate estimate 


Denomination: 
10,586 10,800 11,280 
761 1,040 1,040 
626 1,330 1,330 
25 cents 921 1,485 1,300 
50 cents 52 145 
1 dollar. 682 400 


13,628 15,200 





15,000 


UNIT COSTS—PER 1,000—BY DENOMINATION 
[Funded by appropriations} 


1978 1979 1980 1981 
actual actual estimate estimate 


Denomination: 
1.82 1.54 1.51 1.67 
4.88 5.12 451 4.99 
3.72 3,41 3.39 3.95 
8.75 7.18 7.64 7.96 
6.90 14.71 
16.67 


2. Processing deposits and issues of monetary metals 
and coins.—This activity includes disbursements of 
coins: moving, shipping, storing, and verifying bullion 
and coin, receipt of gold and silver bullion for exchange 
and settlement of international balances; and counting 
and classifying uncurrent coins returned to the Mints 
for recoinage. Total coins shipped in 1979 was 14.3 bil- 
lion; estimates for 1980 and 1981 are 15.2 billion and 
16.2 billion respectively. 

3. Protection of monetary metals and coins.—Protec- 
tion of the Government’s holdings of gold and silver 
bullion and coin is maintained by armed guards and 
modern protective devices. 

4. Refining gold and silver bullion.—Gold and silver 
bullion are refined in order to facilitate accountability, 
protection, and storage and to bring the bullion up toa 
degree of purity suitable for use in the world markets. 

5. Manufacture and distribution of gold medallions.— 
This activity includes funds to manufacture and distrib- 
ute gold medallions to the public, as authorized by 
Public Law 95-630. 


Object Classification (in thousands of dollars) 


Identification code 20-1616-0-1-803 


1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 26,204 30,295 30,428 
Positions other than permanent... 367 1,451 
Other personnel compensation 1,390 1,180 


Total personnel compensation 27,961 32,926 
Personnel benefits: Civilian 4,116 
Benefits for former personnel 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 

Printing and reproduction 

Other services 

Supplies and materials ... 
Equipment 

Lands and structures. 

Insurance claims and indemnities 


Total direct costs, funded... 41,024 
Change in selected resources 2,353 


Total direct obligations 43,377 


Reimbursable obligations: 
Personnel compensation: 
Permanent positions 13,372 
Positions other than permanent... 714 
Other personnel compensation 410 


Total personnel compensation 14,496 
Personnel benefits: Civilian 1,551 
Travel and transportation of persons 123 
Transportation of things 9,201 
Standard level user charges 283 
Communications, utilities, and other rent... 1,535 


Reimbut 
Total 


renou 
purch 
authe 


Identificat 
P 
10.00 


Fi 
40.00 


R 
71.00 
74.40 


\dentifica 
25.0 
31.0 


99.0 


Identifica 





DEPARTMENT OF THE TREASURY 





94.0 — Printing and reproduction 431 
95.0 — Other services ee 1,558 1,667 
96.0 Supplies and materials .... 3,654 4,210 
31.0 Equipment 500 500 


40,127 43,567 


“99,805 (104,523 


Total reimbursable obligations 





99.0 Total obligations 76,037 





Personnel Summary 


Direct: 

Total number of permanent positions 1,718 1,706 
Total compensable workyears = 1,777 1,765 
Full-time equivalent of other positions (95) (95) 

Full-time equivalent of overtime and holiday 
(55) (55) 
Average ES salary $50,112 $50,112 
Average GS grade Ei 7.85 7.84 
Average GS salary ie $19,066 $19,257 
Average salary of ungraded positions $18,37 $19,022 


Reimbursable: 

Total number of permanent positions 727 697 697 
Total compensable workyears 824 935 935 
Full-time equivalent of other positions (94) (125) (196) 

Full-time equivalent of overtime and holiday 
(32) (53) (53) 
Average GS grade 5.84 6.18 6.18 
Average GS salary $16,332 $17,695 $17,872 
Average salary of ungraded positions $19,636 $20,323 $21,034 


EXPANSION AND IMPROVEMENTS 


For expansion and improvements to existing Mint facilities and for 
renovation of surplus Federal properties to be acquired by lease or 
purchase, $8,895,000, to remain available until expended (Additional 
authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 20-1618-0-1-803 


1979 actual 1980 est. 1981 est 


Program by activities: 
10.00 Expansion and improvements (costs—obli- 
gations) 
Financing: 
40.00 Budget authority (appropriation) 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
74.40 Obligated balance, end of year 


90.00 Outlays 


This appropriation will provide funds to rehabilitate 
off-site surplus Federal facilities to be used for coining 
operations, and for expansion and improvements to ex- 
isting Mint facilities. 


Object Classification (in thousands of dollars) 


\dentitication code 20-1618-0-1-803 


1979 actual 1980 est 1981 est 


4,295 
4,600 


8,895 


25.0 — Other services 
31.0 — Equipment 


Total obligations 


CONSTRUCTION OF MINT FACILITIES 


Program and Financing (in thousands of dollars) 


Identification code 20-1617-0-1-803 1979 actual 1980 est. 1981 est 


Financing: 


21.40 Unobligated balance available, start of year —5,730 —5,730 


BUREAU OF THE PUBLIC DEBT 
Federal Funds 


765 


24.40 Unobligated balance available, end of year.. 


45.00 Budget authority (transfers out 
for pay raises) 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


Outlays 


This authorizaton for the activities funded through 
this appropriation is no longer available. In 1981, this 
activity will be funded by the Expansion and improve- 
ments account. 


CoINAGE Prorit FuND 


Program and Financing (in thousands of dollars) 


1981 est 


1980 est 


Identification code 20—5811-0-2-803 


1979 actual 
Program by activities: 
1. Distribution of coins 2,795 


2. Coinage wastage and recoinage losses ... 5 


10.00 Total program (costs—obligations) .. 3,215 2,800 


Financing: 
21.40 Unobligated balance available, start of year —605 
24.40 Unobligated balance available, end of year.. 1 


60.00 Budget authority (appropriation) 
(permanent, indefinite, special 


2,800 3,000 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 2,800 3,000 
72.40 Obligated balance, start of year 372 372 
74.40 Obligated balance, end of year ase — 2 
90.00 


Outlays 2,800 3,000 





A portion of the gains resulting from manufacturing 
coins is apportioned to cover wastage and recoinage 
losses incurred in coinage, and the cost of distributing 
coins (31 U.S.C. 317(c), and 340). 


Object Classification (in thousands of dollars) 


1980 est. 1981 est. 


22.0 Transportation of things 2,795 2,995 
42.0 — Insurance claims and indemnities 5 5 


99.0 Total obligations 2,800 3,000 


Mdenticatio code 20-5811-0-2-803 1979 acta 


BUREAU OF THE PUBLIC DEBT 
Federal Funds 


General and special funds: 
ADMINISTERING THE PUBLIC DEBT* 


*See Part III for additional information. 

For necessary expenses connected with any public-debt issues of the 
United States, [$183,466,000] $798,825,000. (12 U.S.C. 391; 31 U.S.C. 
731-774, 1023; Treasury Department Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 


1979 actual 1980 est 


Identification code 20-0560-0-1-803 
Program by activities: 
Operating costs: 
1. Processing and accounting for: 
(a) Savings and retirement securi- 
116,922 


137,597 147,014 
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General and special funds—Continued 
ADMINISTERING THE PusLic Dest—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 20-0560-0-1-803 - 





1979 actual 1980 est. 1981 est 





(b) Marketable and special securi- 
ie 32,381 
2. Promoting the sale of savings bonds . 14,758 


164,061 


33,351 
16,459 


187,407 


35,704 
15,743 


198,461 





Total operating costs 
Unfunded adjustments to total operating 


costs: Depreciation included above —367 _ 384 


Total operating costs, funded 163,717 187,040 198,077 
Capital investment, funded 774 573 748 


164,491 187,613 198,825 





Total program costs, funded 
Change in selected resources (stores, un- 
delivered orders, and accrued annual 


leave) 3,654 


168,145 


—1,531 
186,082 





10.00 Total obligations 


Financing: 
25.00 Unobligated balance lapsing 


Budget authority 


2,889 
171,034 





186,082 198,825 





Budget authority: 
Appropriation 
Transferred to other accounts 


40.00 
41.00 


43.00 
44.10 


183,000 
— 11,966 


171,034 


183,466 198,825 





Appropriation (adjusted) 183,466 
Supplemental for wage board pay 

i 43 
44.20 


2,573 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


168,145 
12,606 
—17,145 
—530 


186,082 
17,145 
— 16,131 


198,825 
16,131 





Outlays, excluding pay raise supple- 


163,076 184,550 198,256 


91.10 Outlays from wage-board pay raise 
1 
91.20 Outlays from civilian pay raise sup- 


plemental 69 





This appropriation provides funds for the conduct of 
all public debt operations and the promotion of the sale 
of U.S. savings-type securities. 

1. Processing and accounting for—(a) Savings and re- 
tirement securities.—This activity is concerned with the 
issuance, servicing, and retirement of savings bonds and 
notes and retirement-type securities, including: (1) The 
maintenance and servicing of individual accounts of 
owners of series H and HH bonds and the authorization 
of interest payments, and; (2) the maintenance of ac- 
counting control over financial transactions, securities 
transactions and accountability, and interest cost. 
These functions are performed directly by the Bureau 
of the Public Debt, by the Federal Reserve Banks as 
fiscal agents of the United States, and by the 40,000 
qualified agents which issue and redeem savings bonds 
and notes. 


U.S. SAVINGS-TYPE SECURITIES 


[Number of pieces, in thousands] 


1979 actual 1980 estimate 1981 estimate 


149,207 150,200 144,900 


8,200 
158,400 


8a 


153.00 


Retirements: 
Redemptions 
Reissues, claims and spoils 


136,530 144,330 


18,600 


162,930 


(b) Marketable and special securities.—This activity is 
concerned with all securities of the United States, other 
than savings and retirement securities, including secu- 
rities of Government corporations for which the Bureau 
of the Public Debt provides services. Functions per- 
formed relate to the issuance, servicing, and retirement 
of these securities, both directly by the Bureau and 
through the Federal Reserve Banks, as fiscal agents, 
including: (1) The maintenance and servicing of individ- 
ual accounts of owners of registered securities and 
book-entry Treasury bills; (2) the authorization of inter- 
est and principal payments; and (8) the maintenance of 
accounting control over financial transactions, securi- 
ties transactions and accountability, and interest cost. 


2. Promoting the sale of savings bonds.—This activity 
consists of sales promotion efforts, using press, radio, 
other advertising media, and organized groups, aug- 
mented by concentrated sales campaigns emphasizing 
payroll savings plans. These functions are performed by 
the U.S. Savings Bonds Division, a separate organiza- 
tion within the Department of the Treasury. 


Object Classification (in thousands of dollars) 





Identification code 20-0560-0-1-803 1979 actual 1980 est. 1981 est 





Personnel compensation: 
11.1 Permanent positions 
us Positions other than permanent 
11.5 Other personnel compensation 
11.8 Special personal services payments 


39,200 39,670 
1,063 1,064 
1,412 


Total personnel compensation 41,675 
12.1 Personnel benefits: Civilian 

13.0 — Benefits for former personnel 

21.0 Travel and transportation of persons 

22.0 — Transportation of things 

23.1 Standard level user charges 

23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 

25.0 — Other services 91,701 
26.0 Supplies and materials... 1,106 
31.0 — Equipment 774 


99.0 168,145 


16,489 
10,448 


17,901 
8,604 
106,722 
1,011 
573 
186,082 


Total obligations 198,825 





Personnel Summary 





Total number of permanent. positions 
Total compensable workyears. 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


2,671 2,671 
2,701 2,689 
(79) (73) 


(58) (49) 
$49,618 $49,618 
6.37 637 
$16,159 $16,271 


Average ES salary 
Average GS grade 
Average GS salary 


$49,337 
6.18 
$14,896 








Thi 
direct 
ment 
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INTERNAL REVENUE SERVICE 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Internal Revenue Service, not other- 
wise provided for, including executive direction, management serv- 
ices, and centrally directed legal, technical, and internal audit and 
security operations; including purchase (not to exceed seventy for 
replacement only, for police-type use) and hire of passenger motor 
vehicles (81 U.S.C. 638a(a)); and services as authorized by 5 U.S.C. 
3109 at such rates as may be determined by the Commissioner; 
[$142,908,000] $158,595,000. (26 U.S.C.; Treasury Department Appro- 
priations Act, 1980.) 


Program and Financing (in thousands of dollars) 


ieatification code 20-0911-0-1-803 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Executive direction 
2. Internal audit and security 
3. Management services 
4. Legal services 
5. Technical rulings and services... 


14,283 
30,865 
20,169 
49,236 
22,285 


136,838 


15,158 
32,816 
24,292 
93,311 
25,006 


150,583 


16,521 
33,231 
26,526 
56,996 
25,321 


158,595 





Total direct program 








Reimbursable program: 
1. Executive direction 
2. Internal audit and security 
3. Management services 
4. Legal services 
5. Technical rulings and services 





Total reimbursable program 








Total program costs, funded * 
Change in selected resources (stores and 
undelivered orders) 


10.00 Total obligations 

Financing: 
11.00 Offsetting collections from: Federal funds ... 
25.00 Unobligated balance lapsing 


Budget authority 


137,649 


1,348 
138,997 





—8ll 
3,878 


142,064 





158,595 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts... 


43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 
raises, 


142,089 
—25 


158,595 





142,908 


7,675 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 4,039 
Obligated balance, end of year sik Se 

77.00 Adjustments in expired accounts..... ee 49 


138,186 150,583 
14,216 


— 14,425 


158,595 
14,425 





90.00 Outlays, excluding pay raise supple- 


128,059 142,908 157,958 


91.20 Outlays from civilian pay raise sup- 


plemental 7,466 209 





"Includes capital investment as follows: 1979, $880 thousand; 1980, $1,483 thousand; 1981, $2,111 thousand. 


This appropriation provides for overall planning and 
direction of the Internal Revenue Service, for manage- 
ment of the Service’s support programs, for legal coun- 
sel and assistance, and for development of tax forms, 
instructions, and guides for internal audit and internal 
security. 

1. Executive direction.—This activity sets policies and 
goals, provides the research and planning necessary for 


sound and effective tax administration, and provides 
leadership and direction in the execution of all plans. 

2. Internal audit and security.—This activity inde- 
pendently reviews Service programs to ensure that they 
are functioning effectively and efficiently, that appro- 
priated funds are spent only for authorized purposes, 
and that proper controls exist to safeguard tax rev- 
enues. It also conducts background and criminal mis- 
conduct investigations to maintain public confidence in 
the integrity of the Internal Revenue Service. 

3. Management services.—This activity provides for 
the management of human, financial, and logistical re- 
sources of IRS in compliance with relevant public laws 
and administrative regulations. It also provides the 
knowledge and skills needed to carry out their tax ad- 
ministration function. 

4. Legal services.—This activity comprises the legal 
counsel and legal assistance necessary for the Service to 
administer and enforce the internal revenue laws. 

5. Technical rulings and services.—This activity devel- 
ops tax return forms, instructions, and guides; issues 
rulings and opinions as to application of the tax laws; 
and meets with taxpayer groups to review and resolve 
special tax problems. 


SELECTED WORKLOAD DATA 


1979 actual 1980 estimate 1981 estimate 
Technical projects: 
(1) Tax ruling requests 26,565 26,755 26,755 
(2) Technical advice requests .... 924 924 924 


Total cases and legal services 44,797 49,990 53,690 


Object Classification (in thousands of dollars) 





Identification code 20-0911-0-1-803 1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions. 102,367 
Positions other than permanent 1,907 1,815 1,827 
Other personnel compensation 951 1,461 1,447 
Special personal services payments 370 385 385 


105,595 116,657 120,670 
Personnel benefits: Civilian 10,163 10,835 11,217 
Travel and transportation of persons 3,962 3,823 4,479 
Transportation of things 328 357 375 
Standard level user charges 3,926 4,226 4,583 
Communications, utilities, and other rent.... 4,478 4,870 5,372 
Printing and reproduction 931 855 996 
Other services 5,793 6,055 7,010 
Supplies and materials .. 766 1,413 1,570 
Equipment 876 1,474 2,305 
Insurance claims and indemnities 20 18 18 


Total costs, funded 136,838 150,583 158,595 
Change in selected resources 1,348 


138,186 


112,996 117,011 





Total personnel compensation 








Total direct obligations 








Reimbursable obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Supplies and materials 
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General and special funds—Continued 
SALARIES AND ExpENsEs—Continued 


Object Classification (in thousands of dollars) —Continued 

Identification code 20-0911-0-1-803 
31.0 — Equipment 9 6 
Total reimbursable obligations 881 660 

99.0 Total obligations 138,997 151,464 159,255 





1979 actual 1980 est. 1981 est. 

















Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other position’s 
Full-time equivalent of overtime and holiday 


4,698 
4,585 
(142) 


4,810 
4,698 
(142) 


(27) (27) 
$49,390 $48,925 
10.20 10.24 
$24,973 $25,257 
$17,333 $18,606 


Average ES salary 

Average GS grade .... 

Average GS salary 

Average salary of ungraded positions 








Reimbursable: 
Total number of permanent positions 29 26 
Total compensable workyears 29 26 
Full-time equivalent of other positions ( (0) (0) 
Full-time equivalent of overtime and holiday 
(0) (0) 


Average GS grade 9.03 9.62 9.27 
Average GS salary $18,144 $21,520 $20,618 





TAXPAYER SERVICE AND RETURNS PROCESSING 


For necessary expenses of the Internal Revenue Service for process- 
ing tax returns; revenue accounting; providing assistance to taxpay- 
ers; statistical reporting; and hire of passenger motor vehicles (31 
U.S.C. 638a(a)); [$773,660,000] $822,807,000. (26 U.S.C; Treasury De- 
partment Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 20-0912-0-1-803 1979 actual 1980 est. 1981 est 


Program by activities: 
Direct program: 
1. Data processing operations 
2. Statistical reporting 
3. Taxpayer service 


515,944 
13,242 
195,343 


724,529 


582,832 
14,662 
208,359 


805,853 


590,688 
14,804 
wee 


Total direct program 822,807 





Reimbursable program: 
1. Data processing operations 6,080 
2. Statistical reporting 1,282 
3. Taxpayer service 792 


8,154 
814,007 


6,817 
1,941 
Bi 


9,959 
832,766 





Total reimbursable program 





Total program costs, funded? 
Change in selected resources (stores, un- 
delivered orders, and advances) 


10.00 Total obligations 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
25.00 Unobligated balance lapsing 


Budget authority 


—7,991 


805,853 


Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


773,660 
32,193 


Relation of obligations to outlays: . 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 


732,945 
101,287 


805,853 
94,413 


822,807 
95,290 


74.40 
77.00 


90.00 


Obligated balance, end of year —94,413 —95,290 


Adjustments in expired accounts 


—97,719 


Outlays, excluding pay raise supple- 


738,449 773,660 819,501 


91.20 Outlays from civilian pay raise sup- 


plemental 877 





1 Includes capital investment as follows: 1979, $7,371 thousand; 1980, $14,183 thousand; 1981, $10,494 thousand 


This appropriation provides for processing tax re- 
turns and related documents, and maintaining accu- 
rate, current taxpayer accounts by means of an auto- 
mated system. It also provides for taxpayer assistance 
and for statistical reporting responsibilities of the Inter- 
nal Revenue Service. 

1. Data processing operations.—This activity provides 
for all actions associated with the mailing out of tax 
return forms and instructions, receipt of completed re- 
turns and payments, deposit of those payments, process- 
ing and accounting for revenue collections and Federal 
Tax Deposits (FTD’s), and verification through an auto- 
mated master file system of the accuracy of information 
provided by the taxpayer. It provides for payment of 
refunds, offset of refunds against delinquent accounts, 
issuance of notices that payments are overdue, identifi- 
cation of possible nonfilers for investigation, and assist- 
ance in the selection of tax returns for audit. 

2. Statistical reporting.—This activity prepares statis- 
tical information, based on tax return data, on income 
and on various features of the tax system, performs 
other statistical research, and forecasts the number of 
tax returns to be filed by type, size, and geographical 
area. 

3. Taxpayer service.—This activity aids voluntary 
compliance with Federal tax laws on the part of all 
taxpayers by informing them of their responsibilities 
and by providing service which will assist them in 
meeting their obligations. It also protects the confiden- 
tiality of tax returns and return information and the 
taxpayers’ rights to privacy, while administering var- 
ious disclosure provisions. 


SELECTED WORKLOAD DATA 
{In millions] 

1979 actual 1980 estimate 1981 estimate 

Tax returns filed 143.0 145.5 

(a) Primary 137.1 139.2 

(b) Supplemental + i 5.9 6.3 
Individual income tax returns: 

93.2 94.9 

69.6 71.1 

Taxpayers assisted : 45.7 458 

(a) Directly by IRS , 40.3 40.3 

(b) Through taxpayer education 5.4 55 


‘Includes amended primary returns for individuals and corporations, extensions of time to file, individual retirement 
accounts which are attachments to individual returns, and some miscellaneous documents such as annual reports of private 
foundations. 


Note.—Estimates include workload resulting from enacted energy and revenue legislation. 


SELECTED REVENUE DATA 
(In millions of dollars) 


1979 actual 
460,412.0 


1981 estimate 
595,392.0 


1980 estimate 
Gross revenue 511,194.0 
Yield from math verification and validation of esti- 
mated payments: 
Underpayments 


Overpayments 


1,634.7 1,695.4 
720.2 742.6 
437.1 509.1 

2,792.0 2,947.1 

1,351.6 1,461.9 


1,566.4 
690.2 
393.7 

2,650.3 

1,269.9 


+ Sum of underpayments, overpayments, and offsets 
2 Underpayments less overpayments plus offsets. 


Direct: 
Total n 
Total c 

Full 
Full 

h 

Averag 

Averag 

Averag 

Averag 


Reimburse 
Total n 
Total c 

Full 
Full: 

h 

Averag 

Averag 

Averag 
Age 
Stat 

Averag 





tirement 
private 


stimate 


392.0 


695.4 
7426 
509.1 
947.1 
461.9 


DEPARTMENT OF THE TREASURY 


Object Classification (in thousands of dollars) 


satiation code 20-0912-0-1-803 


Direct obligations: 
Personnel compensation: 
Permanent positions. 
Positions other than permanent 
Other personnel compensation 
Special personal services payments 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials .. 
Equipment 
Insurance claims and indemnities 


Total costs, funded 
Change in selected resources 


Total direct obligations 


Reimbursable obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials .. 
Equipment 


Total reimbursable obligations 


9.0 Total obligations 


1979 actual 


310,964 
124,725 
8,438 
18 


444,145 
43,837 
7,445 
14,593 
44,626 
84,882 
42,808 
28,363 
6,470 
7,359 
1 


724,529 
8,416 


732,945 


2,262 
2,120 


5,860 
738,805 


Personnel Summary 


Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary... 

Average GS grade 

Average GS salary 

Average salary of ungraded positions 


Reimbursable: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 

Average GS salary 

Average FC grade established by Administrator, 
Agency for International Development (75 
Stat. 450) 


Average FC salary 


22,213 
34,138 
(13,160) 


(273) 
$47,277 

6.64 
$14,809 
$16,354 


138 
337 
(199) 


(0) 
7.49 
$15,196 


11.89 
$39,406 


mma 


EXAMINATIONS AND APPEALS 


1980 est 


355,045 
133,055 
10,519 
2 


498,621 
48,172 
7,354 
12,007 
47,779 
93,454 
40,275 
33,101 
10,935 
14,130 
25 


805,853 


23 


69 
53 


8,154 
814,007 


23,093 
35,305 
(13,039) 


(310) 
$49,872 

6.71 
$16,159 
$19,310 


174 
502 
(328) 


(0) 
771 
$16,780 


11.80 
$38,311 


1981 est 


358,071 
129,268 
10,283 
2 


497,624 
47,835 
8,218 
13,246 
49,241 
97,555 
45,909 
40,531 
12,211 
10,412 
25 


822,807 


832,766 


23,132 
34,728 
(12,454) 


(287) 
$50,956 

6.74 
$16,215 
$21,694 


0 
511 
(511) 


(0) 
7.66 
$15,597 


11.80 
$38,311 


For necessary expenses of the Internal Revenue Service for deter- 
mining and establishing tax liabilities; and hire of passenger motor 


310-100 0 - g0 - 4g 
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vehicles; and services as authorized by 5 U.S.C. 3109 at such rates as 
may be determined by the Commissioner; [[$799,000,000] 
$863,679,000. (26 U.S.C; Treasury Department Appropriations Act, 
1980.) 


Program and Financing (in thousands of dollars) 


Identification code 20-0913-0-1-803 1979 actual 1980 est 1981 est 
Program by activities: 
Direct program: 
1. Examinations 


2. Appeals 


714,206 
50,149 


764,355 


779,256 
61,318 


840,574 


801,779 


61,900 
Total direct program 863,679 


Reimbursable program: 
1. Examinations 139 
2. Appeals 4 


Total reimbursable program 143 


764,498 
5,738 


770,236 


Total program costs, funded * 
Change in selected resources 


10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds ... 
25.00 Unobligated balance lapsing 


—143 
8,516 


Budget authcrity 778,609 840,574 863,679 


Budget authority: 
40.00 Papper sss cscs cee 
44.20 Supplemental for civilian pay raises 


799,000 
41,574 


863,679 


Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


770,093 
68,369 
— 62,678 
—915 


840,574 
62,678 
— 63,810 


863,679 
63,810 


Outlays, excluding pay raise supple- 


774,869 799,000 860,209 


91.20 Outlays from civilian pay raise sup- 


plemental 40,442 1,132 


‘Includes capital investment as follows: 1979, $1,660 thousand; 1980, $4,449 thousand; 1981, $5,806 thousand. 


This appropriation provides for the examination of 
tax returns and the administrative settlement of tax- 
payer appeals of examination findings. Additional funds 
are requested for 1981 to continue the Service’s ability 
to assure evenhanded application and adequate enforce- 
ment of the tax laws and to maintain a satisfactory rate 
of voluntary compliance with the internal revenue 
laws. 


1. Examinations.—This activity stimulates voluntary 
compliance with the internal revenue laws through the 
selective examination of tax returns. These exams de- 
termine the correct tax liability, and explain any cor- 
rections to taxpayers. 


2. Appeals.—This activity provides for an independent 
administrative review of contested assessments pro- 
posed by the examination program. 


SELECTED WORKLOAD DATA 


{In thousands} 
1979 actual 1980 estimate 1981 estimate 
Returns examined 2,274 2,210 2,272 
Service center contacts 496 492 521 
Appellate work unit disposals 46.5 42.9 42.9 
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General and special funds—Continued 
EXAMINATIONS AND APPEALS—Continued 


SELECTED REVENUE DATA 


{In millions of dollars) 
1979 actual 1980 estimate 1981 estimate 
Assessments and penalties 3,889.2 4,036.0 4,495.0 
Interest on assessments 784.1 794.0 901.1 


Object Classification (in thousands of dollars) 





Identification code 20-0913-0-1-803 1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions ' 564,526 618,431 627,361 
Positions other than permanent... 10,655 11,038 11,091 
Other personnel compensation 2,356 2,314 2,320 
Special personal services payments 355 509 509 


Total personnel compensation a 577,892 632,292 641,281 
Personnel benefits: Civilian ae 65,491 
Benefits for former personnel 2 
Travel and transportation of persons 27,839 
Transportation of things 2,382 
Standard level user charges 48,288 
Communications, utilities, and other rent... 19,955 
Printing and reproduction................ssses ; 7,668 
Other services Ne 10,735 
Supplies and materials .. on 2,441 
Equipment cs 1,658 
Insurance claims and indemnities 4 


Total costs, funded 764,355 
Change in selected resources 8 








Total direct obligations 770,093 





Reimbursable obligations: 

Personnel compensation: Special personal 
services payments 

Personnel benefits: Civilian... es 
Standard level user charges.............ssssse 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials . 
Equipment 





Total reimbursable obligations 
Total obligations 840,745 863,851 














Direct: 
Total number of permanent positions 31,172 31,398 
Total compensable workyears oe 30,443 30,613 
Full-time equivalent of other positions ; (1,070) (1,033) 
Full-time equivalent of overtime and holiday 
(76) 6) 


(79) (7 
Average ES salary... 56 $49,758 $49,758 
Average GS grade... 8.98 9.05 
Average GS salary $21,191 $21,256 
Average salary of ungraded positions $19,848 $21,970 


INVESTIGATIONS AND COLLECTIONS 


For necessary expenses of the Internal Revenue Service for investi- 
gation and enforcement activities; including purchase (not to exceed 
three hundred and ninety-five for replacement only, for police-type 
use) and hire of passenger motor vehicles (31 U.S.C. 638a(a)); securing 
unfiled tax returns; collecting unpaid accounts; employee plans; 
exempt organizations; and services as authorized by 5 U.S.C. 3109 at 
such rates as may be determined by the Commissioner; 
£$476,711,000] $529,997,000. (26 U.S.C, Treasury Department Appro- 
priations Act, 1980.) 
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Program and Financing (in thousands of dollars) 





Identification code 20-0914-0-1-803 1979 actual 1980 est. 1981 est, 





Program by activities: 
Direct program: 
1. Tax fraud investigations A 139,104 141,98) 
2. Collection : 294,623 330,453 


67,694 67,564 


Total direct program 501,421 539,997 


Reimbursable program: 
299 


Total reimbursable program 


Total program costs, funded + 469,324 
Change in selected resources (stores 
and undelivered orders) 5,909 


10.00 Total obligations 475,233 
Financing: 

11.00 Offsetting collections from: Federal funds ... —291 

25.00 Unobligated balance lapsing 


Budget authority 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 Appropriation (adjusted) 476,711 
44.20 Supplemental for civilian pay 
raises 24,710 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 501,421 
72.40  Obligated balance, start of year 37,508 
74.40 Obligated balance, end of year y — 38,181 


90.00 Outlays, excluding pay raise supple- 
476,711 
91.20 Outlays from civilian pay raise sup- 
piemental 


1 Includes capital investment as follows: 1979, $1,853 thousand; 1980, $4,038 thousand; 1981, $6,400 thousar 


This appropriation provides for enforcing statutes re 
lating to detection and investigation of criminal viola 
tions of the internal revenue laws, collecting unpaid 
accounts, securing unfiled tax returns and payments, 
monitoring employee pension plans, determining quali: 
fications of organizations seeking tax exempt status, 
and examining tax returns of exempt organizations. 

1. Tax fraud investigations.—This activity provides 
for enforcement of the criminal statutes relating to vic 
lations of internal revenue laws. It investigates cases 0 
suspected intent to defraud, recommends prosecution 4 
warranted, and assists in the preparation and trial 0 
criminal tax cases. 

2. Collection.—This activity has the responsibility fo 
enhancing voluntary compliance with the internal reve 
nue laws by collecting unpaid accounts, securing uw 
filed tax returns, and identifying and preventing delir- 
quency in filing tax returns and paying taxes. 

8. Employee plans and exempt organizations.—This 
activity monitors private pension plans to insure com 
pliance with the Employee Retirement Income Security 
Act of 1974, determines whether organizations seeking 
tax-exempt status meet certain tests to qualify, ani 
examines tax returns of those organizations to insurt 
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Collectic 
Collectic 


Identificati 
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23.1 
23.2 
24.0 
25.0 
26.0 
31.0 


99.0 


Total nur 
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Full-tin 

Full-tin 
Average E 
Average ( 
Average ¢ 
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299 
104 
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DEPARTMENT OF THE TREASURY 


compliance with such an exemption. It also examines 
the returns of private foundations to insure payment of 
proper excise taxes. 


SELECTED WORKLOAD DATA 


{In thousands] 


1979 actual 1980 estimate 1981 estimate 
General investigations E ’ 
Special enforcement program investigations ............. : 1.6 1.6 
Returns compliance leads disposed eg 130 145 
Delinquent returns investigations disposed ad 1,082 1,346 
Delinquent returns secured 1,239 1,527 
Accounts receivable disposed 2,088 2,123 
Employee plans, determinations, examinations, and 
technical activities 
fxempt organizations determinations, examinations, 
and technical activities 


251.2 149.0 


74.0 75.6 


SELECTED REVENUE DATA 


{In millions of dollars} 
1979 actual 
1,379 
3,316 
1,584 


Object Classification (in thousands of dollars) 


tnsfcatin exe 20-0914-0-1-803 


1980 estimate 
1,283 
3,800 
1,900 


1981 estimate 
1,463 
3,959 
2,142 


Assessments on delinquent returns 
Collections from delinquent accounts... 
Collections from Notices 


1981 est 


1979 actual 1980 est 


Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent... 5,605 10,021 
Other personnel compensation 6,251 6,552 
Special personal services payments 10 10 


Total personnel compensation 353,469 378,979 402,819 
Personnel benefits: Civilian 37,634 
Benefits of former employees 3 
Tiavel and transportation of persons 18,457 
Transportation of things 1,791 
Standard level user charges 28,163 
Communications, utilities, and other rent... 12,966 
Printing and reproduction 4,648 
Other services 8,804 
Supplies and materials ... 1,270 
Equipment Fy 1,796 
Insurance claims and indemnities 32 

469,033 

5,909 

474,942 


340,490 367,113 386,236 


Total costs, funded 
Change in selected resources 


Total direct obligations 


Reimbursable obligations: 
11.8 Personnel compensation: Special personal 
services payments 
Travel and transportation of persons 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction... se 
Other services 
Supplies and materials ... 
Equipment 


Total reimbursable obligations 403 
475,233 


99.0 Total obligations 501,878 540,400 


Personnel Summary 





20,002 
20,061 
(989) 
(113) 
$49,887 
8.34 
$20,645 
$21,682 


Total number of permanent positions 18,614 
Total compensable workyears 18,354 
Full-time equivalent of other positions (512) 
Full-time equivalent of overtime and holiday hours. (90) 
Average ES salary $49,887 
Average GS grade 8.89 
Average GS salary $20,613 


Average salary of ungraded positions $19,636 
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PAYMENT WHERE CREDIT Exceeps LIABILITY FOR TAX 
Program and Financing (in thousands of dollars) 


Identification code 20-0906-0-1-604 





1979 actual 1980 est 1981 est 





Program by activities: 
10.00 Payment where credit exceeds liability for 
tax (total costs—obligations) (object 
class 44.0) 


Financing: 
60.00 Budget authority (appropriation) (per- 
manent, indefinite) 


772,673 1,696,000 +—-1,570,000 


772,673 1,696,000 + = 1,570,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


772,673 
772,673 


1,696,000 
1,696,000 


1,570,000 
1,570,000 





Outlays 





As provided by law, there will be instances wherein 
the earned income tax credit will exceed the amount of 
tax liability owed, resulting in a payment to the tax 
filer. The Revenue Adjustment Act of 1975 (Public Law 
94-164) originally authorized this credit. The estimates 
reflect the changes of the Revenue Act of 1978 (Public 
Law 95-600) which made permanent the earned income 
credit. 


PayMENT WHERE ENERGY CREDIT EXCEEDS LIABILITY FOR TAx* 


*See Part III for additional information. 


For necessary expenses to carry out the energy credit provisions of 
the Energy Tax Act of 1978 (Public Law 95-618), [$900,000] such 
sums as may be necessary. (Treasury Department Appropriations Act, 
1980.) 


Program and Financing (in thousands of dollars) 


1979 actual 1980 est. 


Identification code 20-0907-0-1-271 


198] est 


Program by activities: 
Payment where credit exceeds liability for 
tax (total costs—obligations) (object 
class 44.0) 


Financing: 
Budget authority 


10.00 





Bucget authority: 
40.00 Appropriation 
Appropriation (indefinite) 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year.... 
74.40 Obligated balance, end of year 


90.00 Outlays 


The Energy Tax Act of 1978 authorized a solar-wind 
business energy credit beginning October 1, 1978. As 
provided by law, there will be instances where a solar- 
wind business credit will exceed the amount of tax 
liability owed, resulting in a payment to the filer. This 
account provides for those funds which are required to 
make payments to businesses when the solar-wind 
credit exceeds the amount of tax liability owed. 
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General and special funds—Continued 
REFUNDING INTERNAL REVENUE COLLECTIONS, INTEREST 


Program and Financing (in thousands of dollars) 





Identification code 20-0904-0-1-907 1979 actual 1980 est 1981 est. 





Program by activities: 
10.00 Payment of interest on refunds (costs— 
obligations) (object class 43.0) 
Financing: 
17.00 Recovery of prior year obligations (repay- 
ment of interest, Federal Unemployment 
Tax Act refunds) 


358,784 700,000 710,000 


—807 — 2,000 — 2,000 





60.00 Budget authority (appropriation) 


(permanent, indefinite) 357,977 698,000 708,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


357,977 
357,977 


698,000 
698,000 


708,000 
708,000 





Outlays 





Under certain circumstances, as provided in 26 U.S.C. 
6611, interest is paid on Internal Revenue collections 
which must be refunded. The rate of interest changes 
every other year to reflect the prime interest rate then 
in effect. The rate will increase from 6 to 12% on 
February 1, 1981. 


INTERNAL REVENUE COLLECTIONS FOR PuERTO Rico 


Program and Financing (in thousands of dollars) 


Identification code 20-5737-0-2-852 1979 actua! 1980 est. 1981 est. 





Program by activities: 

Internal Revenue collections for Puerto 
Rico (costs—obligations) (object class 
41.0) 214,185 

Financing: 
60.00 Budget authority (appropriation) (per- 
manent, indefinite, special fund) 


10.00 


220,000 225,000 


214,185 220,000 225,000 


Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


214,185 
17,638 
— 19,280 


212,543 


220,000 
19,280 
— 19,280 


220,000 


225,000 
19,280 
— 19,280 


225,000 





Outlays 





Taxes collected under the Internal Revenue laws of 
the United States on articles produced in Puerto Rico 
and either transported to the United States or con- 
sumed on the island are paid to Puerto Rico (26 U.S.C. 
7652). 


Public enterprise funds: 
FEDERAL Tax LiEN REVOLVING FUND 


Program and Financing (in thousands of dollars) 


Identification code 20-4413-0-3-803 





1979 actual 1980 est. 1981 est 





Program by activities: 


10.00 Total obligations (object class 32.0) 1,137 1,300 1,300 


Financing: 
14.00 Offsetting collections from: Non-Federal 


—962 — 1,300 —1,300 
21.40 Unobligated balance available, start of year 


24.40 Unobligated balance available, end of year. 
Budget authority 
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Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





This revolving fund was established pursuant to sec. 
tion 112(a) of the Federal Tax Lien Act of 1966, solely to 
serve as the source of financing the redemption of real 
property by the United States. In collecting delinquent 
taxes, situations arise where it is to the Government's 
advantage to buy property on which it has a lien when 
the property is sold at a foreclosure sale brought by the 
holder of a lien which is superior to the Government’s, 
The advantage arises when the property is worth sub- 
stantially more than the first lienholder’s equity but is 
being sold for an amount that barely covers that equity, 
thereby leaving no proceeds to apply against delinquent 
taxes. Under these circumstances, if the Government 
buys the property and subsequently puts it up for sale 
under more advantageous conditions, it is possible to 
realize sufficient profit on the transaction to fully or 
partially collect the amount of taxes due. The revolving 
fund is reimbursed from the proceeds of the sale in an 
amount equal to the amount expended from the fund 
for the redemption. The balance of the proceeds are 
applied against the amount of the tax, interest, penal- 
ties, and additions thereto, and for the costs of sale. The 
remainder, if any, would revert to the parties legally 
entitled to it. 


ADMINISTRATIVE PROVISION—INTERNAL 
REVENUE SERVICE 


Sec. 1. Not to exceed one per centum of any appropriation made 
available to the Internal Revenue Service for the current fiscal year by 
this Act may be transferred to any other Internal Revenue Service 
appropriation, however, transfers shall not exceed in the aggregate the 
amount of $5,000,000. 


UNITED STATES SECRET SERVICE 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES* 
*See Part III for additional information. 


For necessary expenses for the operation of the United States 
Secret Service, including purchase (not to exceed two hundred and 
twelve for police-type use for replacement only) and hire of passenger 
motor vehicles; hire of aircraft; training and assistance requested by 
State and local governments which may be provided without reim- 
bursement; rental of buildings in the District. of Columbia, and fenc- 
ing, lighting, guard booths, and other facilities on private or other 
property not in Government ownership or control as may be neces 
sary to perform protective functions; the conducting and participation 
in firearms matches; [[$157,000,000] $159,241,000, of which not to 
exceed [$750,000] $3,500,000 shall remain available until expended, 
for payment to State and local governments for protection of perma- 
nent and observer foreign diplomatic missions, pursuant to Public 
Law 94-196 including costs of providing protection for motorcades and 
at other places associated with a visit qualifying under section 202(7) 
of title 3, United States Code; and for travel of Secret Service employ: 
ees on protective missions without regard to the limitations on such 
expenditures in this or any other Act: Provided, That approval is 
obtained in advance from the House and Senate Committees on Ap 
propriations: Provided further, That funds appropriated herein will be 
available for repairs and alterations of the Beltsville, Maryland facili- 
ty and for research and development. (3 U.S.C. 202, 203a; 5 U.S.C. 30; 
18 U.S.C. 3056; Treasury Department Appropriations Act, 1980.) 
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Program and Financing (in thousands of dollars) 


ientification code 20-1408-0-1-751 


1979 actual 1980 est 1981 est 





Program by activities: 
Direct program: 

1. Suppression of counterfeiting, investi- 
gating check and bond forgeries, 
protection of individuals, buildings 
and grounds, and safeguarding Gov- 
ernment securities 

. Payments to State and local govern- 
ments for protection of foreign diplo- 
matic missions under extraordinary 
circumstances 145 


137,817 


137,672 163,350 155,741 


_ 8321 
_169671 


3,500 


Total direct program 159,241 
Reimbursable program: 
1. Suppression of counterfeiting, investi- 
gating check and bond forgeries, 
protection of individuals, buildings 
and grounds, and safeguarding Gov- 
ernment securities 372 130 130 


Total program costs, funded + 138,189 169,801 159,371 
Change in selected resources (undelivered 


orders and stores) 


10.00 Total obligations 

Financing: 
11.00 Offsetting collections from: Federal funds... 
21.40 Unobligated balance available, start of year —3,716 
24.40 Unobligated balance available, end of year.. 5,571 
25.00 Unobligated balance lapsing 911 


139,328 


—1,255 
136,934 


—322 


Budget authority 164,100 


Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts... 


136,114 
3,214 


139,328 


157,000 


43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 
i 1,370 
46.20 Transfers in for civilian pay 
raises 
Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligate balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


5,730 


136,562 
21,400 
— 22,571 
—1,529 


169,671 
22,571 
— 27,457 


159,241 


90.00 Outlays, excluding pay raise supple- 


133,862 157,879 156,009 


91.20 Outlays from civilian pay raise sup- 


plemental 6,906 194 


‘Includes capital investment as follows: 1979, $4,991 thousand; 1980, $6,543 thousand; 1981, $6,246 thousand 


The Secret Service is responsible for protection of the 
President and other officials, investigating counterfeit- 
ing of currency and check forgeries, protection of the 
White House and various other buildings within Wash- 
ington, D.C. 

1. Suppression of counterfeiting, investigating check 
and bond forgeries, protection of individuals, buildings 
and grounds, and safeguarding Government securities.— 
The Service must provide for the protection of the 
President of the United States, members of his immedi- 
ate family, the President-elect, the Vice President, or 
other officer next in the order of succession to the 
Office of the President, and the Vice President-elect, 
and the members of their immediate families unless the 
members decline such protection; protection of the 
person of a visiting head of a foreign state or foreign 
government and, at the direction of the President, other 
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distinguished foreign visitors to the United States and 
official representatives of the United States performing 
special missions abroad; the protection of persons who 
are determined to be major Presidential or Vice Presi- 
dential candidates unless such protection is declined; 
upon request of a Presidential or Vice Presidential 
nominee of a major political party, as determined by 
the Secretary after consultation with the advisory com- 
mittee, the Secretary may authorize the U.S. Secret 
Service to furnish protection to the spouse of such 
major Presidential or Vice Presidential nominee, except 
that such protection shall not commence more than 60 
days prior to the general Presidential election; the pro- 
tection of the person of a former President and his wife 
during his lifetime, the protection of the person of the 
widow of a former President until her death or remar- 
riage, and minor children of a former President until 
they reach 16 years of age, unless such protection is 
declined. The Service is also responsible for investiga- 
tion of counterfeiting of currency, specie, and securities; 
forgery and altering of Government checks and bonds; 
and criminal and noncriminal cases. 

The Secret Service Uniformed Division protects the 
Executive Residence and grounds in the District of Co- 
lumbia; any building in which White House offices are 
located; the President and members of his immediate 
family; the temporary official residence of the Vice 
President and grounds in the District of Columbia; the 
Vice President and members of his immediate family; 
foreign diplomatic missions located in the Washington 
metropolitan area and such other areas as the Presi- 
dent may direct on a case-by-case basis. 

The Treasury Security Force is responsible for safe- 
guarding paper currency and other Government securi- 
ties and obligations that are contained in the Main 
Treasury Building and its Annex in Washington, D.C. 

2. Payments to State and local governments for protec- 
tion of foreign diplomatic missions under extraordinary 
circumstances.—When an extraordinary protective need 
exists, payments to State and local governments can be 
provided for protection of permanent and observer for- 
eign diplomatic missions attached to an international 
organization of which the United States is a member. 


NUMBER OF CASES CLOSED 


1978 1979 1980 1981 
actual actual estimate estimate 


119,735 80,024 41,400 85,000 
11,740 9,366 6,500 10,900 
20,466 20,556 15,900 22,600 
14,500 12,022 16,000 14,000 
19,783 18,877 20,900 20,000 


186,224 140,845  —- 100,700 152,500 


Check cases 

Bond cases 

Counterfeiting 

Protective research 

Other criminal and noncriminal cases ... 








Object Classification (in thousands of dollars) 


Identification code 20-1408-0-1-751 1979 actual 1980 est. 1981 est. 


Direct obligations: 
Personnel compensation: 

11.1 Full-time permanent positions 75,645 84,474 84,948 

11.3 Positions other than full-time permanent 153 258 259 

11.5 Other personnel compensation 14,190 16,724 14,186 


89,988 101,456 99,393 
12.1 Personnel benefits: Civilian 8,968 10,338 10,345 
21.0 Travel and transportation of persons 9,525 15,542 12,272 
22.0 — Transportation of things 919 1,174 1,106 





Total personnel compensation 
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General and special funds—Continued 
SALARIES AND ExpENsES—Continued 
Object Classification (in thousands of dollars) —Continued 





Identification code 20-1408-0-1-751_ 


23.1 — Standard level user charges 5,781 6,161 
23.2 — Communications, utilities, and other rent... 5,854 7,222 
24.0 - Printing and reproduction 265 535 
25.0 Other services 6,292 10,863 
Balance carried forward from prior year 

under Public Law 94-196 145 5,571 
26.0 — Supplies and materials Sse 3,784 4,266 
31.0 i 4,990 6,543 
42.0 — Insurance claims and indemnities 51 


136,562 


1979 actual 1980 est. 1981 est. 


6,250 
7,297 








Total direct obligations 169,671 159,241 








Reimbursable obligations: 
Personnel compensation: 
Full-time permanent positions 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent.... 
Other services 
Supplies and materials... 
Equipment 





Total reimbursable obligations 








Total obligations 136,934 169,801 159,371 





Personnel Summary 





Direct: 
Total number of permanent positions 3,667 3,588 3,588 
Total compensable workyears 4,193 4,236 4,118 

Full-time equivalent of other positions (0) (0) (0) 
Full-time equivalent of overtime and holiday 
(644) (710) 
$47,500 
10.11 
$22,347 


(592) 

Average ES salary 

Average GS grade 

Average GS salary 

Average salary, grades established by Public 
Law 93-407 (4 D.C. 823) 

Average salary of ungraded positions 


$24, 574 $24, 887 


$20,463 
$15,031 


$18,485 
$14,048 


$20,177 
$15,031 








Reimbursable: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary 





CONTRIBUTION FOR ANNUITY BENEFITS 


Program and Financing (in thousands of dollars) 


Identification code 20-1407-0-1-751 





1981 est. 


1980 est. 


1979 actual 


Program by activities: 
10.00 Contribution for annuity benefits (costs— 
obligations) (object class 12.1) 
Financing: 
60.00 Budget authority (appropriation) (per 
manent, indefinite) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40  Obligated balance, end of year 





90.00 Outlays 





The District of Columbia is reimbursed for benefit 
payments made from the revenue of the District of 
Columbia to or for members of the Secret Service Uni- 
formed Division and such members of the U.S. Secret 
Service entitled to benefits under the Policemen and 
Firemen’s Retirement and Disability Act (4 D.C. Code 
521). 


COMPTROLLER OF THE CURRENCY 


Trust Funds 


ASSESSMENT FUNDS 


Program and Financing (in thousands of dollars) 





Identification code 20-8413-0-8-376 1979 actual 1980 est. 1981 est 





Program by activities: 
10.00 Supervision of national banks (costs—ob- 
ligations) 


Financing: 
Offsetting collections from: 
Federal funds: Investment income 
Non-Federal sources: 
Assessments 
Trust examinations — 2,892 — 3,600 —5,400 
Investigations LNG —1,139 — 1,500 —2,500 
Reports sold J. —§3 —10 —100 
— 284 —330 —500 


96,594 109,400 117,650 


11.00 
14.00 


—4,47] — 4,500 —4,750 


—92,767 —99,500  —105,000 


21.98 Unobligated balance available, start of 
year: Fund balance 

24.98 Unobligated balance available, end of year: 
Fund balance 


—26,257 —31,269 





Relation of obligations to outlays: 
Obligations incurred, net 
~— balance, start of year: Fund bal- 


71.00 
72.98 

30,517 33,268 
74.98 


— 35,200 


— 2,032 


33,268 


90.00 —1,162 





The Comptroller of the Currency was created for the 
purpose of establishing and regulating a national bank- 
ing system. The National Currency Act of 1863 (12 
U.S.C. 1 et seq., 12 Stat. 665) provided for the charter- 
ing and supervising functions in this connection. The 
income of the bureau is derived principally from assess- 
ments paid by national banks and interest on invest- 
ments in U.S. Government obligations. In accordance 
with 12 U.S.C. 481 assessments paid by national banks 
are not construed to be Government funds. No funds 
derived from taxes or Federal appropriations are allo- 
cated to or used by the bureau in any of its operations. 

The Administrator of National Banks charters new 
banking institutions only after investigation and due 
consideration. Supervision of existing national banks is 
aided by the required submission of periodic reports 
and detailed, onsite examinations, the latter conducted 
by a staff of approximately 2,250 national bank examin- 
ers. At the present time there are approximately 4,500 
national banks with more than 18,000 operating 
branches and total assets of $928 billion. As a result of 
the reports submitted and the examinations conducted 
the bureau determines the financial condition of indi- 
vidual national banks and the system as a whole, the 
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DEPARTMENT OF THE TREASURY GENERAL PROVISIONS—TREASURY DEPARTMENT 7 1D 


soundness of operations, and compliance with applica- 32.0 __ Lands and structures 489 200 200 
ble laws and regulations. ; —— 99.0 Total obligations 96,594 109,400 ‘117,650 
In addition, the Comptroller considers applications — - 

for mergers in which the resulting bank will be a na- Personnel Summary 

tional bank, and applications from banks to establish ; ro 

branches. The Comptroller of the Currency promulgates Votal mater of permanent postions 3,298 3,258 3,258 
] : : Total compensable workyears 3,072 3,145 3,145 

rules and regulations for the guidance of national Full-time equivalent of other positions (85) (85) 

banks, bank directors, etc., and publishes them as man- Full-time equivalent of overtime and holiday 


uals so that they are readily available to the interested (5) (5) (5) 
arties Average ES salary a! SEF N72 $49,766 $49,766 
P d Average GS equivalent grade Ls 8.83 8.92 8.97 

Revenue and Expense (in thousands of dollars) Average GS equivalent salary we $20,228 = $22,047 $23,723 
Average salary of ungraded employees $15,860 $16,970 $18,158 














1979 actual 1980 est. 1981 est. 





Operating income or loss (—): 


97,135 105,000 113,500 
96330 — 108982 —— 1177250 INTEREST ON THE PUBLIC DEBT 


Net operating income or loss (—) 805  —3,982 —3,750 Federal Funds 
Nonoperating income: Investment income 4,471 4,500 _ 4,150 General and special funds: 





Net income or loss (—) for the year 518 1,000 INTEREST ON THE PusLic Dest 





Program and Financing (in thousands of dollars) 





Financial Condition (in thousands of dollars) 


== Identification code 20-0550-0-1-901 1979 actual 1980 est. 1981 est 
1978 actual 1979 actual 1980 est. 1981 est _ - 








Program by activities: 
10.00 Payment of interest (costs—obligations) 


ts: 
Strat US. souls (at om (object class 43.0) 59,837,203 73,300,000 79,400,000 
64,200 66,469 Financing: 


— 2.667 ~ 3,000 60.00 Budget authority (appropriation) (per- 


587 600 manent, indefinite) 59,837,203 73,300,000 79,400,000 


tee ian ‘ Relation of obligations to outlays: 


Prepaid expense 377 500 71.00 Obligations incurred, net 59,837,203 73,300,000 79,400,000 








Fined assets 3,258 3,800 , 90.00 Outlays 59,837,203 73,300,000 79,400,000 
Leasehold improvements. ; 4,363 4,200 res A ar Ne ie cB nae uaa 


Computer software 62 100 
Total assets 73,650 . 76,069 


Liabilities: U.S.C. 711(2) and 732). Interest on savings bonds and 
Current liabilities 6,030 6,500 ! notes and retirement bonds is computed on a due and 





Such amounts are appropriated as may be necessary 
to pay the interest each year on the public debt (31 





Deferred revenue 24,054 25,300 


Other bilities 615 1'300 payable basis. Interest on Government account series 


= securities is computed on a cash basis. Interest is com- 
Total liabilities 31,768 34,69 36,600 38,800 puted on an accrual basis on all other types of securi- 


Trust equity: as ~ es. : 7 ia ied 
Unobligated balance 26,257 31,369 i Payment of interest during 1979 was distributed 
Invested capital and earnings 7418 7,682, = 8100 += 8,500 among the following categories (in thousands of dollars): 


Total trust equity 33,675 39,469 Savings and retirement SeCurities........cc.scsssscscsssssecessssesssssesssseeeeseneeeee 4,853,855 
———+ ——— _ Government account series 11,575,566 


Analysis of changes in trust equity: Marketable and other issues 43,407,782 
Retained income: 


Opening balance 
Net income or loss for the year 





: 2 es GENERAL PROVISIONS—TREASURY 
Total trust equity (end of year) ; DEPARTMENT 





: te aa ‘ Sec. 101. Appropriations in this Act to the Treasury Department 
—- ee —— “ — eee _ shall be available for uniforms or allowances therefor, as authorized 
1980 est 1981 est by law (5 U.S.C. 5901-2) including maintenance, repairs, and cleaning; 
- - —— a == purchase of insurance for official motor vehicles operated in foreign 
1.1 Personnel compensation: Permanent  posi- countries; entering into contracts with the Department of State for 

tions : 71,050 76,450 the furnishing of health and medical services to employees and their 
121 Personnel benefits: Civilian y 6,880 7,080 dependents serving in foreign countries; and services as authorized by 
13.0 Benefits for former personnel 20 20 5US.C. 3109. 
21.0 Travel and transportation of persons ,29 16,000 18,000 [Sec. 102. None of the funds appropriated by this title shall be 
22.0 — Transportation of things 450 500 used in connection with the collection of any underpayment of any 
3.1 Standard level user charges 68 70 tax imposed by the Internal Revenue Code of 1954 unless the conduct 
23.2 Communications, utilities, and other rent... } 9,432 9,630 of officers and employees of the Internal Revenue Service in connec- 
240 Printing and reproduction 850 900 tion with such collection complies with subsection (a) of section 805 
2.0 Other services : 3,000 3,500 (relating to communication in connection with debt collection), and 
26.0 Supplies and materials 450 500 section 806 (relating to harassment or abuse), of the Fair Debt Collec- 
31.0 Equipment 1,000 800 tion Practices Act (15 U.S.C. 1692).] 


\entification code 20-84 13-0-8-376 1979 actual 
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[Sec. 103. None of the funds made available pursuant to the provi- 
sions of this Act shall be used to formulate or carry out any rule, 
policy, procedure, guideline, regulation, standard, or measure which 
would cause the loss of tax-exempt status to private, religious, or 
church-operated schools under section 501(c)(3) of the Internal Reve- 
nue Code of 1954 unless in effect prior to August 22, 1978.] (Treasury 
Department Appropriations Act, 1980.) 


TITLE V—GENERAL PROVISIONS 
THis Act 


Sec. 501. Where appropriations in this Act are expendable for 
travel expenses of employees and no specific limitation has been 
placed thereon, the expenditures for such travel expenses may not 
exceed the amount set forth therefor in the budget estimates submit- 
ted for the appropriations: Provided, That this section shall not apply 
to travel performed by uncompensated officials of local boards and 
appeals boards of the Selective Service System; to travel performed 
directly in connection with care and treatment of medical beneficia- 
ries of the Veterans Administration; or to payments to interagency 
motor pools where separately set forth in the budget schedules. 

Src. 502. No part of any appropriation contained in this Act shall 
be available to pay the salary of any person filling a position, other 
than a temporary position, formerly held by an employee who has left 
to enter the Armed Forces of the United States and has satisfactorily 
completed his period of active military or naval service and has 
within ninety days after his release from such service or from hospi- 
talization continuing after discharge for a period of not more than 
one year made application for restoration of his former position and 
has been certified by the Civil Service Commission as still qualified to 
perform the duties of his former position and has not been restored 
thereto. 

Sec. 503. No part of any appropriation made available in this Act 
shall be used for the purchase or sale of real estate or for the purpose 
of establishing new offices inside or outside the District of Columbia: 
Provided, That this limitation shall not apply to programs which have 
been approved by the Congress and appropriations made therefor. 


Sec. 504. No part of any appropriation contained in this Act shall 
remain available for obligation beyond the current fiscal year unless 
expressly so provided herein. 

Src. 505. No part of any appropriation contained in this Act shall 
be available for the procurement of or for the payment of salary of 
any person engaged in the procurement of any hand or measuring 
tool(s) not produced in the United States or its possessions except to 
the extent that the Administrator of General Services or his designee 
shall determine that a satisfactory quality and sufficient quantity of 
hand or measuring tools produced in the United States or its posses. 
sions cannot be procured as and when needed from sources in the 
United States or its possessions or except in accordance with proce. 
dures prescribed by section 6-104.4(b) of Armed Services Procurement 
Regulation dated January 1, 1969, as such regulation existed on June 
15, 1970. This section shall be applicable to all solicitations for bids 
opened after its enactment. 

Sec. 506. No part of any appropriation contained in this Act shall 
be available for the procurement of, or for the payment of, the salary 
of any person engaged in the procurement of stainless steel flatware 
not produced in the United States or its possessions, except to the 
extent that the Administrator of General Services, or his designee 
shall determine that a satisfactory quality and sufficient quantity of 
stainless steel flatware produced in the United States or its posses. 
sions cannot be procured as and when needed from sources in the 
United States or its possessions, or except in accordance with proce. 
dures provided by section 6-104.4(b) of Armed Services Procurement 
Regulation, dated January 1, 1969. This section shall be applicable to 
all solicitations for bids issued after its enactment. 

[Sec. 507. None of the funds available under this Act shall be 
available for administrative expenses in connection with the transfer 
of any functions, personnel, facilities, equipment, or funds out of the 
United States Customs Service unless such transfers have been spe 
cifically authorized by the Congress. ] 

[Sec. 508. None of the funds available under this Act shall be 
available for administrative expenses for the purpose of transferring 
the border control activities of the United States Customs Service to 
any other agency of the Federal Government.] (Treasury Department 
Appropriations Act, 1980.) 
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ENVIRONMENTAL PROTECTION AGENCY 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses, not otherwise provided for, including hire 
of passenger motor vehicles; hire, maintenance, and operation of air- 
craft; uniforms, or allowances therefor, as authorized by 5 U.S.C. 
5901-5902; services as authorized by 5 U.S.C. 3109, but at rates for 
individuals not to exceed the per diem rate equivalent to the rate for 
GS-18; purchase of reprints; library memberships in societies or asso- 
ciations which issue publications to members only or at a price to 
members lower than to subscribers who are not members; and not to 
exceed $3,000 for official reception and representation expenses, 
[$518,319,000] $562,542,000. Notwithstanding the provisions of Sec- 
tion 2006(b) of the Resource Conservation and Recovery Act (42 U.S.C. 
6916(b)), no more than $5,000,000 of the amounts appropriated by this 
Act shall be available for purposes of Resource Recovery and Conserva- 
tion Panels established under Section 2003 of that Act. (33? U.S.C. 
1363; 42 U.S.C. 1857; Department of Housing and Urban Develop- 
ment—Independent Agencies Appropriation Act, 1980; additional au- 
thorizing legislation to be proposed for $214,961,000.) 


Program and Financing (in thousands of dollars) 


team cote 68~0200-0-1~304 





1981 est 


1979 actual 1980 est 
Program by activities: 
Direct program: 
Executive direction, staff and adminis- 
trative support a 
Reimbursable program 


89,823 $21,513 


21,540 


962,542 
21,540 


10.00 Total program costs, funded—obliga- 


90,186 543,053 584,082 


Financing: 
11.00 Offsetting collections from: Federal funds... 
25.00 Unobligated balance lapsing 

Budget authority 

Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 
42.00 Transferred from other accounts 


43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 


— 363 
133 


89,976 


— 21,540 


521,513 


913,319 


507,248 
13,982 
44.30 Supplemental for military pay 
raises 283 
Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
771.00 


90.00 


562,542 
97,839 
— 131,381 


89,823 
24,494 
— 18,601 
—519 


521,513 
18,601 
— 97,839 


Qutlays, excluding pay raise supple- 


95,197 528,385 


91.20 Qutlays from civilian pay raise sup- 


91.30 Qutlays from military pay raise sup- 


plemental 

This appropriation finances salaries and related costs 

associated with administering the programs within the 

Environmental Protection Agency. It incorporates all 

costs exclusive of grant programs and program-specific 
contractual agreements. 


Agency management, legal and audit services include 
a variety of general functions required for the agency’s 
overall administration and management. These include 
the Office of the Administrator, Office of General Coun- 
sel, Office of Planning and Evaluation, and Office of 
Inspector General, as well as adminstrative support in 
such areas as fiscal and personnel management, con- 
tracting and procurement, and office services. Addition- 
ally, certain overall agency costs such as payments for 
office space rental, utilities, communications, and postal 
services, are budgeted under this activity. 

Regional management and administration activities 
include salaries and related expenditures for the region- 
al administrators and their immediate staffs who are 
responsible for the direction and performance of the 
regional offices. The functions of this staff include such 
duties as personnel management and general adminis- 
trative services for the field offices. This activity also 
includes the field offices’ portion of overall costs such as 
payments for office space rental, utilities, communica- 
tions, and postal services. 

The A-109 procurement process activity includes re- 
sources to replace all of the EPA’s data processing re- 
sources with a single, technically compatible processing 
utility over the next 5 years. 


Object Classification (in thousands of dollars) 


Identification code 68-0200-0-1-304 1979 actual 1981 est 


1980 est. 


Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 
Military personnel 
Special personal services payments 


46,707 
7,519 


255,440 
32,102 
3,000 
9,600 
—200 


299,942 


278,600 
35,000 
4,000 
9,960 
—200 


Total personnel compensation 327,360 
Personnel benefits: 

Civilian 

Military personnel 
Benefits for former personnel 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials ... 
Equipment 
Lands and structures 
Grants, subsidies, and contributions 
Insurance claims and indemnities 


31,944 29,096 


521,513 


562,542 


Total direct obligations 





Reimbursable obligations: 
Personnel compensation: 
Permanent positions 1,300 1,300 
Positions other than permanent 150 150 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
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General and special funds—Continued 
SALARIES AND ExpENsEsS—Continued 


Object Classification (in thousands of dollars) —Continued 
Identification code 68-0200-0-1-304- 


24.0 — Printing and reproduction 31 31 
25.0 Other services ae 15,711 15,711 
26.0 — Supplies and materials 292 
31.0  Equipment...................... ‘ ee 2,387 
32.0 Lands and structures Ke 10 
41.0 Grants, subsidies, and contributions 1,400 


21,540 
584,082 





1979 actual 1980 est. 1981 est. 








21,540 
543,053 


Total reimbursable obligations 








99.0 Total obligations 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


1,972 
2,498 
(470) 


10,920 
13,523 
(2,498) 


11,142 
13,766 
(2,519) 


(25) (105) 
$47,938 $47,938 
10.07 9.85 
$22,878 $23,041 
$8,513 $8,513 


(105) 
$47,938 
9.85 
$23,205 
$8,513 


Average ES salary ... 

Average GS grade 

Average GS salary 

Average salary of ungraded positions 








Reimbursable: 
Total number of permanent positions 64 64 
Total compensable workyears a 73 73 
Full-time equivalent of other positions (9) (9) 
Full-time equivalent of overtime and holiday 
(0) (0) 


9.85 9.85 
$23,041 $23,205 


( 
10.07 
$22,878 


Average GS grade ... 
Average GS salary 





RESEARCH AND DEVELOPMENT* 
* See Part III for additional information. 


For research and development activities, [[$233,568,000] 
$264,984,000, to remain available until September 30, [1981] 1982. (7 
U.S.C. 136; 15 U.S.C. 2601; 33 U.S.C. 1254, 1255, 1257, 1263, 1376; 42 
U.S.C. 300j, 6901, 7401; Public Law 94-140; Public Law 94-469; Public 
Law 94-580; Public Law 95-95; Public Law 95-155; Public Law 95- 
190; Reorganization Plan No. 3 of 1970; Department of Housing and 
Urban Development—Independent Agencies Appropriation Act, 1980; 
additional authorizing legislation to be proposed for $264,984,000.) 


Program and Financing (in thousands of dollars) 


Identification code 68-0107-0-1-999 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
Pollution processes, effects, and control 
technology 
Reimbursable program 


334,616 
10,691 


229,143 263,000 





10.00 Total program costs, funded—obliga- 


345,307 
Financing: 

Offsetting collections from: Federal funds... 

Recovery of prior year obligations 
Unobligated balance available, start of year 
Unobligated balance transferred to other 
accounts 305 
Unobligated balance available, end of year.. 8,176 
Unobligated balance lapsing 71 


Budget authority 


11.00 
17.00 
21.40 
23.40 


—10,691 
—2,424 
—1,913 


24.40 
25.00 





332,837 228,974 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


328,528 233,568 


42.00 Transferred from other accounts 


43.00 Appropriation (adjusted) 332,837 228,974 





Budget authority is distributed as follows: 
Research and development 
Energy research and development 


220,008 
112,829 


127,890 
101,084 


168,404 
96,580 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year. 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 


332,192 
317,241 
— 335,102 
— 283 


314,048 


228,143 
335,102 
— 335,245 


262,000 
335,245 
— 342,245 


Outlays 228,000 255,000 





Outlays are distributed as follows: 
Research and development 
Energy research and development 


124,000 
104,000 


207,048 
107,000 


150,000 
105,000 





EPA’s research and development efforts are conduct- 
ed through grants, contracts, and agreements with uni- 
versities, industries, other private commercial firms, 
nonprofit organizations, State and local governments, 
and Federal agencies as well as through research and 
development at EPA’s laboratories and field locations. 

These efforts are oriented toward producing the scien- 
tific knowledge and the tools for regulating, preventing, 
and abating pollution and are specifically directed to 
the problems of air and water pollution control, drink- 
ing water and radiation protection, solid and hazardous 
waste management, toxics and pesticides control, noise 
abatement, and energy related environmental research 
and development programs. Activities encompass: re- 
search on the effects of pollutants on man, animals, 
aquatic life, plants, materials, and the general environ- 
ment; research on .the processes, such as dispersion, 
that affect pollution; the development of new and im- 
proved sampling and analytical methods and instru- 
ments for measuring pollutants; the development and 
demonstration of new and improved technology for pre- 
venting and controlling pollution and recovery of mate- 
rials from wastes; and insuring environmental protec- 
tion necessary to facilitate the use of domestic energy 
supplies (with particular emphasis on coal) and the con- 
current development of appropriate control technologies 
for emerging energy systems to minimize control cost 
and environmental impact. 

This account represents only the grant and contract 
resources for 1980 and 1981. Salaries and Expenses, 
included above for 1979, are now shown in the Salaries 
and Expenses account for 1980 and 1981. 


Object Classification (in thousands of dollars) 


Identification code 68-0107-0-1-999 





1979 actual 1980 est. 1981 est. 





RESEARCH AND DEVELOPMENT 


Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation .... 
Military personnel 
Special personal services payments 


Total personnel compensation 
Personnel benefits: 


Military personnel 
Benefits for former personnel 
Travel and transportation of persons 





68,404 
96,580 


62,000 
135,245 
42,245 


99,000 


50,000 
05,000 
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92.0 — Transportation of things 

3.1 — Standard level user charges 

93,2 Communications, utilities, and other rent.... 
94,0 Printing and reproduction 

95.0 Other services 

96,0 Supplies and materials 

31.0 Equipment 

32.0 Lands and structures 

41,0 Grants, subsidies, and contributions 

42.0 Insurance claims and indemnities 


Total direct obligations 





Reimbursable obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials .. 
Equipment 
Lands and structures 
Grants, subsidies, and contributions 


Total reimbursable obligations 





Total obligations, Research and de- 
velopment 


ALLOCATION ACCOUNTS 


Transportation of things 15 
Communications, utilities, and other rent..... 75 
Printing and reproduction 329 
Other services 

Supplies and materials .. 

Equipment 

Lands and structures 

Grants, subsidies, and contributions 


258,500 


4,500 


5,248 


Total obligations, allocation accounts . 


229,143 


Total obligations 263,000 








Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary... 

Average GS grade .... 

Average GS salary 

Average salary of ungraded positions 





Reimbursable: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade .... 
Average GS salary 





ABATEMENT, CONTROL, AND COMPLIANCE* 
“See Part III for additional information. 


For abatement, control and compliance activities, [$508,892,000,] 
$555,338,000, to remain available until September 30, [1981] 1982. 
Notwithstanding the provisions of Section 2006(b) of the Resource 
Conservation and Recovery Act (42 U.S.C. 6916(b), no more than 


$5,000,000 of the amounts appropriated by this Act shall be available 
for purposes of Resource Recovery and Conservation Panels established 
under Section 2003 of that Act. (7 U.S.C. 135, 136; 15 U.S.C. 2601; 32 
U.S.C. 1252, 1254, 1256, 1258, 1262, 1281, 1285, 1288, 1290, 1311, 1314, 
1316, 1317, 1318, 1319, 1320, 1321, 1222, 1323, 1328, 1341, 1346, 1362, 
1365, 1376, 1412, 1414, 1420; 42 U.S.C. 300j, 4903, 4907, 4910, 4916, 
4917, 4918, 6901, 7401; Public Law 94-140; Public Law 94-301; Public 
Law 94-469; Public Law 94-558; Public Law 94-580; Public Law 95- 
95; Public Law 95-153; Public Law 95-190, Reorganization Plan No. 3 
of 1970; Department of Housing and Urban Development—lIndepend- 
ent Agencies Appropriation Act, 1980; additional authorizing legisla- 
tion to be proposed for $366,380,000.) 


Program and Financing (in thousands of dollars) 





1981 est 


Identification code 68-0108-0-1-304 


1979 actual 1980 est. 
Program by activities: 
Direct program: 
Standards setting, planning, assistance 
and training 
Reimbursable programs 


716,303 
6,729 


553,280 542,931 


10.00 Total program costs, funded—obliga- 


723,032 


Financing: 
Offsetting collections from: Federal funds... 
Recovery of prior year obligations 
Unobligated balance available, start of year 
Unobligated balance transferred from other 


11.00 
17.00 
21.40 
22.40 


—6,729 
—3,322 
— 113,680 


—305 
Unobligated balance available, end of year. 81,747 
Unobligated balance lapsing 140 


Budget authority 680,883 


24.40 
25.00 





519,557 


Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 
42.00 Transferred from other accounts 


43.00 


692,915 508,892 


Appropriation (adjusted) 519,557 


Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


951,280 
493,741 
— 669,257 


540,931 
669,257 
— 818,448 


71.00 
72.40 
74.40 
77.00 


90.00 


323,569 
— 493,741 





541,660 375,764 


Outlays 391,740 


This appropriation includes funds for contracts, 
grants, and cooperative agreements for pollution abate- 
ment, control, and compliance activities. 

Air quality.—The air program encompasses activities 
related to the development and implementation of air 
pollution control strategies and achievement of air 
quality standards. This objective is accomplished in two 
basic ways: (1) State and local actions are encouraged 
by the provision of assistance in all areas of technical 
and policy matters; and (2) direct Federal action is 
taken in cases of State or local failure to fulfill the 
requirements of the Clean Air Act (CAA). 

Support of State and local programs and the develop- 
ment of Federal air pollution emissions standards are 
the highest priorities of the Federal air pollution con- 
trol and abatement programs. Emphasis in 1981 will be 
on assuring that the accelerated development of new 
energy facilities is accomplished in an environmentally 
sound manner without unnecessary delays. 

The mobile source enforcement program in 1981 will 
emphasize continuation of efforts to insure that new 
vehicles meet emission standards at the time of sale 
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and a major new in-use program to prevent tampering 
and improper use of leaded gasoline. 

In 1981, the emphasis of the stationary source en- 
forcement program will be continuation of the major 
source enforcement effort, further implementation of 
the noncompliance penalty program established by the 
CAA amendments of 1977, assisting States in maintain- 
ing strong programs to insure compliance by major 
sources, and delegating the noncompliance penalty pro- 
gram under section 120 to as many States as possible. 
The program will also focus on expanded enforcement 
responsibilities in the new source and national emission 
standards for hazardous air pollutants programs. 

Major accomplishments of the air program projected 
for 1981 as compared to 1979 and 1980 are as follows: 

1979 actual 1980 estimate 1981 estimate 


Grants to States (in millions of dollars) 
Section 175 grants 





Stationary source regulatory programs: 
NSPS promulgated 
NSPS reviews 
Standards reviewed and revised 
Standards promulgated 
Mobile source regulatory programs: 
Emissions certification tests 
Stationary source enforcement: 
Civil/criminal actions against major sources in 
violation 
Number of noncompliance penalty determinations 
Number of inspections 1,477 
Number of PSD permits issued : 802 
Mobile source enforcement: 
Selected enforcement audit test orders 43 
Recall investigations 27 
Tampering investigations 2 904 
Unleaded fuels inspections 34,000 


Water quality.—The water quality program encom- 
passes the following major activities: (1) developing ef- 
fluent standards for industrial dischargers, (2) manag- 
ing the municipal wastewater facilities construction 
grant program, (3) assisting State and local agencies in 
developing water management programs, (4) assisting 
the States in implementing their water pollution con- 
trol programs including implementation of delegated 
Federal responsibilities, and (5) responding to major oil 
and hazardous materials spills. Emphasis in 1981 will 
be given to implementation of responsibilities for 
review of dredge and fill permits under section 404 of 
the Clean Water Act. The purpose of the water quality 
enforcement program is to assure compliance with re- 
quirements of the Federal Water Pollution Control Act. 
In 1981, the permit issuance program will emphasize 
reissuance of second-round National Pollutant Dis- 
charge Elimination System (NPDES) permits to incor- 
porate toxics limitations. The National Pretreatment 
Program will also control toxics through development 
of national indirect discharge standards for local pre- 
treatment programs. Major accomplishments projected 
for 1981 as compared to 1979 and 1980 are as follows: 

1979 actual 1980 estimate 1981 estimate 
Number of effluent standards promulgated 15 ll 29 


Number of active water quality management agen- 
cies assisted 225 220 175 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 


Amount of financial assistance provided to State 
water pollution control agencies (in millions 
of dollars): 
54.1 48.7 487 
94.5 37.5 34.0 
NPDES administrative orders and notices of viola- 
tions issued 579 699 97] 
NPDES cases referred to Department of Justice 188 195 179 
Administrative penalties assessed 845 1,100 1,098 
Permits issuance: 
Major permits issued 187 497 500 
Major State-issued permits reviewed ... 185 907 1,300 
Adjudicatory hearings resolved 20 23 40 
Cities assisted in developing pretreatment pro- 
220 389 
35 3] 
Safe drinking water.—The safe drinking water pro- 
gram encompasses: (1) developing and promulgating na- 
tional drinking water standards, (2) assisting the States 
in assuming primary responsibility for monitoring and 
enforcing compliance with the national standards, (3) 
developing and promulgating regulations for controlling 
underground injection of wastes, and (4) assisting States 
in assuming primary responsibility for implementing 
these regulations. The safe drinking water enforcement 
program is responsible for assuring compliance with the 
Safe Drinking Water Act. In 1981, the program will 
issue 10 variances and exemptions, initiate 25 enforce- 
ment actions and overview 6 public water supply State 
primary programs. Principal accomplishments planned 
for 1981 as compared to 1979 and 1980 are: 


1979 actual 1980 estimate 1981 estimate 


Number of States or other jurisdictions assuming 
primary responsibility for implementing standards 44 51 §l 
Amount of financial assistance available to State 
agencies (in millions of dollars): 
Public water systems 25.1 29.5 295 
Underground injection 5.5 4.4 86 


Solid waste.—The Resource Conservation and Recov- 
ery Act of 1976 (RCRA) establishes several goals, the 
most important of which is to assure that all solid and 
hazardous wastes are managed in a manner that will 
protect public health and the environment. RCRA au- 
thorizes a national program of hazardous waste regula- 
tion and enforcement; control of land disposal practices; 
comprehensive solid waste management planning; solid 
waste research; and financial and technical assistance 
to support State and local implementation of these pro- 
grams. 

Dramatic increases for 1981 have been provided for 
hazardous wastes to enable EPA to launch a vigorous 
implementation and enforcement program of the regu- 
lations. 

1981 will be the first full year of implementation 
after the regulations become effective and an ambitious 
effort of site permitting and tracking of a manifest 
system is planned to provide proper comprehensive and 
ongoing management of hazardous wastes. 

State assumption of RCRA authorities will be encour- 
aged through Federal financial and technical assist- 
ance, regulations, guidelines, and public support. The 
solid waste enforcement program is responsible for the 
enforcement of the Resource Conservation and Recov- 
ery Act of 1976. To support compliance with the act, 
major increases are provided in 1981 to implement and 
enforce permit issuance. The major accomplishment of 
the program projected for 1981 will be implementation 
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of the hazardous waste regulations. Other accomplish- 
ments of the program are: 


1979 actual 1980 estimate 


1981 estimate 
Promulgation of hazardous waste regulations 
Number of States applying to assume primary re- 
sponsibility for implementing hazardous waste 
regulations 
Number of facility permits issued... 
Number of facility inspections 
Number of notices of violations issued 
Number of civil penalty assessments 
Number of States conducting inventories of waste 
disposal facilities 
Amount of financial assistance available to State 
agencies (in millions of dollars): 
Hazardous waste t 30.0 
Solid waste : 10.0 8.0 
Resource recovery local financial assistance ; 10.0 10.0 


32.3 38.6 48.0 











Pesticides.—The pesticides program has primary re- 
sponsibility for implementing the requirements of the 
1972 Federal Insecticide, Fungicide, and Rodenticide 
Act (FIFRA) as amended in September 1978 and por- 
tions of the Federal Food, Drug, and Cosmetic Act 
(FFDCA). Pesticide supplies are controlled to keep 
chemicals off the market which pose unreasonable ad- 
verse effects on human health or the environment. 
Major activities include: (1) processing of rebuttable pre- 
sumptions against registration for those pesticides that 
appear to cause unreasonable adverse effects to human 
health or the environment to reduce risk; (2) develop- 
ment of registration standards through review and vali- 
dation of scientific data for chemicals used as active 
ingredients in pesticide products; (3) classifying of pesti- 
cide products for restricted or general use; (4) establish- 
ing pesticide residue tolerances for food and feed com- 
modities 

Major accomplishments for the pesticides program 
projected for 1981 as compared to 1979 and 1980 are: 


1979 actual 1980 estimate 1981 estimate 


Number of registration standards completed 20-40 
Number of new chemical registration applications 

processed 15 22 
Number of old chemical registration applications, 

5,300 5,300 

Number of amendments and supplemental registra- 

tions processed 
Number of special registrations 


Number of tolerance petitions and amendments 


22,978 
1,579 


22,240 
2,025 


22,240 
2,025 


310 310 
Certification and training grants 56 56 
Laboratory data audits 51 33 


The pesticides enforcement program is responsible for 
assuring compliance with the Federal Insecticide, Fun- 
gicide, and Rodenticide Act and managing the State 
certification and training program. In 1981 the program 
will continue to emphasize the use of Federal-State co- 
operative enforcement grants-in-aid, user compliance 
with label directions, and industry compliance with reg- 
istration, classification, and labeling requirements. 
Under terms of grants-in-aid, the States will conduct 
activities contributing to user and industry compliance, 
including use and re-entry inspections at application 
sites, producer establishment inspections, marketplace 
Inspections, and the initiation of enforcement actions 
when violations are detected. EPA activities will in- 
clude investigations of alleged laboratory data fraud, 


implementation and enforcement of Federal applicator 
certification programs, and import surveillance. 

Radiation.—The radiation program endeavors to 
eliminate unnecessary health and environmental effects 
by limiting exposure to radiation from releases of ra- 
dionuclides to the environment, from medical and occu- 
pational uses of radiation, and from nonionizing radi- 
ation sources. Major activities include development and 
promulgation of standards and regulations to control 
exposures to these types of radiation. 

In 1981, the program will develop six source specific 
standards under the Clean Air Act. Activities related to 
the development of environmentally sound solutions to 
radioactive waste disposal problems including disposal 
of low and high level waste, waste resulting from the 
decommissioning of nuclear power plants, and shallow 
land and ocean disposal will be expanded and acceler- 
ated to bring EPA’s schedule in line with the time 
requirements of other Federal agencies. 

Toxic substances.—The toxic substances program in- 
cludes activities relating to the identification and con- 
trol of risks to human health and the environment 
posed by chemical substances. In 1981 the program will 
place a balanced emphasis on regulation of new and 
existing chemicals based upon the continuing develop- 
ment of the information base established in 1979, 1980 
and 1981. It will continue to place high priority on full 
operation of the premanufacture review program, and 
development of control actions for existing chemicals. 
Nonregulatory approaches will be used when appropri- 
ate. Testing rules, and recordkeeping and reporting 
rules will continue to be developed to obtain data to 
support assessment and regulations. The program will 
rely extensively on other programs and agencies to take 
action when appropriate and to establish coordinated 
approaches to chemically related problems. The toxic 
substances enforcement program seeks to protect public 
health and the environment from unreasonable risks 
posed by chemical substances through the enforcement 
of the Toxic Substances Control Act and its established 
regulations. 

Major accomplishments for the toxic substances pro- 
gram projected for 1981 as compared to 1979 and 1980 
are as follows: 

1979 actual 


1980 estimate 1981 estimate 


Abatement and control: 
Proposed test rules 3 
Proposed test standards 15 
New chemical nonregulatory actions... 
Proposed existing chemical rules 4 
Compliance: 
Testing inspections 79 
Chemical inspections ; 560 
Labeling inspections 392 
Information reporting inspections 95 


Noise.—The noise program’s major activities to 
reduce the detrimental health and welfare effects of 
noise include: the development of regulations control- 
ling noise emissions, the provision of technical assist- 
ance to strengthen State and local noise programs, and 
the coordination of noise reduction and research activi- 
ties throughout the Federal Government. 
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Object Classification (in thousands of dollars) 


Identification code 68-0108-0-1-304 





1979 actual 1980 est. 1981 est. 


ABATEMENT, CONTROL, AND COMPLIANCE 


Direct obligations: 
Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent... 
11.5 Other personnel compensation 
11.7 Military personnel 
11.8 Special personal services payments 


101,858 
10,195 
1,316 
5,166 
—510 


118,025 


10,574 

Military personnel 225 
Benefits for former personnel 5 
Travel and transportation of persons. 7,149 
Transportation of things 751 
Standard level user charges 9,126 
Communications, utilities, and other rent... 13,910 
Printing and reproduction 4,192 
Other services 182,699 
Supplies and materials .... 3,723 
Equipment 
Lands and structures 
Grants, subsidies, and contributions 
Insurance claims and indemnities 


4 
343,636 
92 





Total direct obligations 704,905 








Reimbursable obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 





Total personnel compensation... 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials .... 


Grants, subsidies, and contributions 
Total reimbursable obligations 


Total obligations, Abatement, Control, 
and Compliance 


ALLOCATION ACCOUNT 
41.0 Grants, subsidies, and contributions 


99.0 Total obligations 


515,676 


11,398 
723,032 


37,604 
953,280 





542,931 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions ... 
Full-time equivalent of overtime and holiday 


4,903 0 0 
9,373 72 72 
(700) (72) (72) 


(51) (0) (0) 
$47,938 $47,938 $47,938 
10.07 9.85 9.85 
$22,878 $23,041 $23,205 
$8,513 $8,513 $8,513 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 








Reimbursable: 
Total number of permanent positions 
Total compensable workyea' .............0+... 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary 


BUILDINGS AND FACILITIES 


For construction, repair, improvement, extension, alteration, and 
purchase of fixed equipment of facilities of or used by the Environ- 
mental Protection Agency, [$1,425,000] $4,115,000, to remain availa- 
ble until expended. (3? U.S.C. 1254; Department of Housing and 
Urban Development—Independent Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 68-0110-0-1-304 1979 actual 1980 est 1981 est 


Program by activities: 
10.00 Repairs, improvements, alterations, and 


construction (costs—obligations) 1,880 


Financing: 
21.40 Unobligated balance available, start of year —1,077 
24.40 Unobligated balance available, end of year.. 369 


Budget authority 1,172 1,425 4,115 


Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 


1,063 


Appropriation (adjusted) 1,172 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


1,880 
2,502 
ie 


Outlays 2,368 i 





This appropriation provides for construction, repair, 
improvement, extension, alteration, and purchase of 
fixed equipment or facilities of or used by the Environ- 
mental Protection Agency. The change in 1981 repre- 
sents an increased emphasis on improvements related 
to health and safety. 


Object Classification (in thousands of dollars) 


Identification code 68-0110-0-1-304 1979 actual 1980 est 


198] est. 


21.0 Travel and transportation of persons 23 
24.0 Printing and reproduction sais 

25.0 — Other services 

26.0 Supplies and materials 

31.0 — Equipment 

32.0 Lands and structures 


99.0 Total obligations 





CONSTRUCTION GRANTS 


For necessary expenses to carry out title II of the Federal Water 
Pollution Control Act, as amended, other than sections 206, 208, and 
209, [$3,400,000,000] $3, 700,000,000 to remain available until expend- 
ed, and for liquidation of obligations incurred pursuant to authority 
contained in section 203, [$1,500,000,000] $7,700,000,000, to remain 
available until expended. (33 U.S.C. 1283, 1287; Department of Hous- 
ing and Urban Development—Independent Agencies Appropriation 
Act, 1980.) 
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Program and Financing (in thousands of dollars) 


identification code 68-0103-0-1-304 1979 actual "1980 est. 1981 est 





Program by activities: 
10.00 Waste treatment works  con- 
struction (costs—obligations) 
(object class 41.0) 4,256,558 


4,800,000 4,500,000 


Financing: 
17,00 Recovery of prior year obligations. 
Unobligated balance available, 
start of year: 
21.40 Appropriation 
21.49 Contract authority 
Unobligated balance available, end 
of year: 
24.40 Appropriation 
24.49 Contract authority 


Budget authority 


— 377,806 — 300,000 — 300,000 


— 3,552,570 
— 118,789 


— 3,835,683 
— 156,924 


— 2,892,607 


3,835,683 
156,924 


4,200,000 


2,892,607 








Budget authority: 
40,00 Appropriation 
40.49 Portion applied to liquidate con- 
tract authority 


5,600,000 4,900,000 5,400,000 


1,700,000 
3,700,000 


— 1,400,000 
4,200,000 


— 1,500,000 
3,400,000 





43.00 Appropriation (adjusted) ... 
Relation of obligations to outlays: 
71.00 Obligations incurred, net 
Obligated balance, start of year: 
72.40 Appropriation 
72.49 Contract authority 
Obligated balance, end of year: 
74.40 Appropriation 
74.49 Contract authority 


90.00 Outlays 


3,878,752 4,500,000 4,200,000 
4,048,497 


7,617,287 


7,057,903 
4,730,554 


9,900,980 
2,487,477 


— 1,057,903 
— 4,730,554 


3,756,079 


— 9,900,980 
— 2,487,477 


~ 3,900,000 


— 12,300,980 
— 337,477 


3,950,000 





Status of Unfunded Contract Authority (in thousands of dollars) 


5,600,008 4,200,000 
—1,400,000 — — 1,500,000 1,700,000 


4,200,000 2,700,000 1,000,000 


Unfunded balance, start of year 2,700,000 


Appropriation to liquidate contract authority 


Unfunded balance, end of year 





This appropriation covers grants made to local public 
agencies for construction of municipal wastewater 
treatment facilities to assist States and localities in 
attaining and maintaining water quality standards. 

The 1981 budget requests $3,700 million for the mu- 
nicipal wastewater facilities construction grants pro- 
gram. These funds, in addition to nearly $2,900 million 
available from prior-year appropriations, will provide 
nearly $6,600 million for obligation in 1981. 

The municipal wastewater facilities construction 
grants program provides 75% Federal financial assist- 
ance to municipal, intermunicipal, State, and interstate 
agencies to construct wastewater treatment and appur- 
tenant facilities to comply with effluent standards re- 
quired by the Clean Water Act of 1977. Major accom- 
plishments in 1981 as compared to 1979 and 1980 are: 

1979 1980 1981 
Amount of grants awarded (in billions of dollars) ... 43 48 45 
Number of grants awarded 2,922 3,515 3,840 
Number of construction completions (Step 3) 904 824 1,237 
Number of active projects 11,468 12,526 11,722 


Much of the workload in 1981 will be managed by the 
Corps of Engineers working under an _ interagency 


agreement with the Environmental Protection Agency 
and by State agencies that agree to manage the pro- 


gram under the provisions of section 205(g) of the Clean 
Water Act of 1977. 


ScrentiFic Activities OvERSEAS (SPECIAL FOREIGN CURRENCY 
PROGRAM) 


For payments in foreign currencies which the Treasury Department 
determines to be excess to the normal requirements of the United 
States, for necessary expenses of the Environmental Protection Agency 
in the conduct of scientific activities overseas in connection with envi- 
ronmental pollution, as authorized by law, $1,000,000, to remain avail- 
able until expended: Provided, That this appropriation shall be availa- 
ble in addition to other appropriations to such Agency, for payments in 
the foregoing currencies. 


Program and Financing (in thousands of dollars) 





Identification code 68-0104-0-1-304 1979 actual 1980 est 1981 est 





Program by activities: 
10.00 Foreign environmental pollution research 
(costs—obligations) ; 3,204 1,200 
Financing: 
17.00 Recovery of prior year obligations —200 —200 
21.40 Unobligated balance available, start of year —3,204 —200 
24.40 Unobligated balance available, end of year.. 200 





40.00 Budget authority (appropriation) .. 1,000 
Relation of obligations to outlays: 

71.00 Obligations incurred, net 2,173 1,000 

72.40 Obligated balance, start of year ie 5,133 5,046 6,250 

74.40 Obligated balance, end of year — 5,046 —6,250 —4,250 


90.00 Outlays 2,260 1,800 3,000 





Excess foreign currencies derived through sales of 
surplus agricultural commodities and from other 
sources are used to support research on the sources, 
effects, and control of environmental pollution. 

Object Classification (in thousands of dollars) 


Mentifeation code 68-0104-0- 1-304 


1979 actual 1980 est 1981 est 


21.0 Travel and transportation of persons ll 15 15 
25.0 Other services 2,108 3,189 1,185 


99.0 Total obligations 2,719 3,204 


1,200 


UniTep States REGULATORY COUNCIL 


For necessary expenses of the United States Regulatory Council, 
including services as authorized by 5 U.S.C. 3109, [$3,038,000] 
$3,338,000. (7 U.S.C. 136; 15 U.S.C. 2608; 33 U.S.C. 1254; 42 U.S.C. 6907 
and 7609; Department of Housing and Urban Development—Independ- 
ent Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Wentiication cote 68~0111-0-1-304 


1979 actual 1980 est 1981 est 


Program by activities: 
10.00 Regulatory policy analysis and coordination 
(costs—obligations) 3,338 
Financing: 
Budget authority 
Budget authority: 
40.00 Appropriation 


71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
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Federal Funds—Continued 


General and special funds—Continued 
Unitep States REGULATORY Councit—Continued 
Program and Financing (in thousands of dollars) —Continued 


lentificatn code 68-0111-0-1-304 











1979 actual 1980 est. 1981 est. 
74.40 Obligated balance, end Of year... cssssesssseeesens — 682 — 1,220 
90.00 Outlays, excluding pay raise supple- 
NN SS icon ei aay 2 cneie aio 2,356 2,800 
91.20 Outlays from civilian pay raise sup- 
sf Nosev M ssesinigtiaaisbes 


_ Dlemental SNe coset a 


The viaaisioe Council is responsible for esha the 
President, the public, and the Congress informed of the 
cumulative impact of regulation on the economy. The 
Council will help insure that regulations are well co- 
ordinated, do not conflict, and do not impose excess 
burdens on particular sectors of the economy. The 
Council will consult with the public and the Congress 
as it proceeds in its work. 


Object Classification (in thousands of dollars) 


Wentification code 68- O111- 0- 1-304 1980 est. 




















1979 actual 1981 est. 
Personnel ‘compensation: 
11.1 Permanent positions..............ccsssecssecseeeees 568 568 
11.3 Positions other than permanent.............. 264 264 
> Other personnel compensation................. 17 17 
Total personnel compensation............. 849 849 
12.1 — Personnel benefits: Civilian................. 90 90 
21.0 Travel and transportation of persons 20 38 
23.2 Communications, utilities, and other rent... 74 190 
24.0 — Printing and reproduction 424 651 
25.0 Other Services ..........s:.ces00e 1,580 1,450 
26.0 Supplies and materials... 6 23 
Ba) EMME Lc iasscrers Os aoeRccteisheacesocinosonnse 39 4] 
99.0 ADDU CONONS oi isssasityoo ly sonnscboyithis 3,082 3,338 
Peneunel Summary 

Total number of permanent positions Pibiietccrtattiss ~ usenet ll ll 

Total compensable workyears 26 26 
Full-time equivalent of other positions... secsssseessssees (15) (15) 


Full-time equivalent of overtime and holiday 
BUDU ISAM defekt easaasanrebcsagahspsnseitissasietsedstins (0) (0) 





Average ES salary... $47,938 
Average GS grade... 9.85 
Average Gs Salary 


$23,205 





OPERATIONS, RESEARCH, AND FACILITIES 
Program and Financing (in thousands of dollars) 


ean cote , 68- 0100-0-1- 304 ' 











1979 actual 1980 est 1981 est 
Program by activities: 
10.00 Operations, research, and facilities 
(COSts—obligationS) ® .........c..sccesseesssees 3,742 1,414 800 
Financing: 
17.00 Recovery of prior year obligations.............. —2,176 — 800 —500 
21.40 Unobligated balance available, start of year — 2,480 —914 —300 
24.40 Unobligated balance available, end of year. 914 SU pes cisvssincinthones 
Budget BUthOFity oa nneerrrrrrrrr ieskesivie Se 20h WA viele> 
Relation of obligations to outlays: aga Sta . 
71.00 Obligations incurred, Net ............cccccccccccee. 1,566 614 300 
72.40 Obligated balance, start of year... 12,146 7,791 3,405 
74.40  Obligated balance, end of year...... —1,791 — 3,405 —505 
77.00 Adjustments in expired accounts................. POD" aicscassanssdien ~~ Bissseth see 
90.00 NOSIS cbs ON EE oa 6,156 5,000 3,200 





1 Includes capital investment as follows: 1979, $559 thousand; 1980, $50 thousand; 1981, $50 thousand. 





APPENDIX TO THE BUDGET FOR FISCAL YEAR 198) 


Starting in 1973, activities formerly financed under 
this appropriation have been financed under other ap- 


propriations. 


Object Classification (in thousands of dollars) 


198] est 





























Identification code 68-0100-0-1-304 1979 actual 1980 est 
OPERATIONS, RESEARCH, AND FACILITIES 
23.2 Communications, utilities, and other rent.... 2,000 879 650 
DOO: PHONE ZSONVICRS oo. inascesstoisssttccasssesescsstioer 84 100 100 
910? EQUPMENL nc s6e05...-.... 240 50 50 
32.0 — Lands and structures OG wieiatstaae eget ar onic 
41.0 — Grants, subsidies, and contributions............. 4 1,000 trsnsnsntas etter 
Total obligations, Operations, re- 
search, and facilities.................000 cs: 3,683 1,029 800 
ALLOCATION ACCOUNTS 
ESA) «UG TNEh SOURCES sciiscssxscessacth ccotivsees oveaeai test Brel cgenage 
32.0 — Lands and structures.............s.sssssscsssesessses So a 385 
Total obligations, allocation accounts . 59 SO) cncesssli eee 
99.0 Total obligato... 3742 1,814 — 800 
Obligations are distributed as fellows 
Environmental Protection Agency..............sssssee 3,683 1,029 800 
Food and Drug Administration......... 2 “Shanta hab atistyeinree 
General Services Administration 97 DBO eyiftcssseanteaeds 
ENFORCEMENT 
Program and Financing (in thousands of dollars) 
identification code 68- 0106- 0- “L- 304 1979 actual 1980 est 1981 est 
Program by activities: 
10.00 Standards, permits, enforcement, and legal 
counsel costs (costs—obligations) ........ RTA Vaccaro We uaa 
Financing: 
21.40 Unobligated balance available, start of year OU) ii cssssarinzmnvnirig. <eishateugaten 
25.00 Unobligated balance lapsing.................000 PAE ccetrsene®  niaermen 
Budget SOTO 0:60 te sitneveess GO ITG i Sinadoud sp cureientl 
Budget authority: 
4000 PRPKODTIATION isisecsdcctelstssscasesseceitescessicees DE TEBE Ha ssasseacs 


42.00 Transferred from other accounts 
43.00 


Appropriation (adjusted) ... Ses isassites 


Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............cccssseccssees 
72.40  Obligated balance, start of year... 
74.40 Obligated balance, end of year..............00000 
77.00 Adjustments in expired accounts 





22,958 
— 33,614 
8 


90. 00 PANS... SCs A Lhe. re hihledaea tl. 


82 595 


33,614 
— 18,614 


15, 000 





“15,00 


Note.—Excludes $82,385 thousand in 1980 and $89,367 thousand in 1981 for activities transferred to: (in thousands of 


dollars) 


Abatement, control, and orey 
Salaries and expenses 


A comparable amount for 1979 ($93,235 thousand) is included above: 


Abatement, control, and wer 
Salaries and expenses. 


49,616 


1981 
33,822 
55,545 


1979 


30,560 
62,675 


This activity was consolidated, in 1980, into the “Sal- 
aries and Expenses” and “Abatement, Control, and 


Compliance” appropriations. 
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1981 
33,822 
55,545 


1979 


30,560 
62,675 
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Object Classification (in thousands of dollars) 








ienfication code 68-0106-0-1-304 


Personnel compensation: 
lil Permanent pOSitiOnS............cccssessseesseeeens 
11.3 Positions other than permanent... 
115 Other personnel compensation ...... 
117 Military Personnel ...............scccseccsseecsseeess 
118 Special personal services payments........ 


1979 actual 1980 est. 












































12.1 RR yicanreitetes oicriricactestcareoskercsavesser 
122 Military personnel................ 
13.0 Benefits for former personnel 
21.0 Travel and transportation of persons. 
22.0 Transportation of thingS 0... 
13.1 Standard level user charges ..............s--000 
23.2 Communications, utilities, and other rent... 
24.0 Printing and reproduction....................s0 
25.0 Other services ...............00. 
26.0 Supplies and materials .... 
CN RIMM UOC cscscecisesicyctacetanscssonessncsoscanissonentsa 
32.0 Lands and Structures..............cccccssecccsssessoeee 
41.0 Grants, subsidies, and contributions. 
420 — Insurance claims and indemnities 


















































99.0 Total obligations ..............cccssessseecsseees 

















Total number of permanent positions........................ 
Total compensable workyeaS..................+.. 
Full-time equivalent of other positions................... 
Full-time equivalent of overtime and holiday 
nan ee (13) 
Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions ....................+«- 


















































Om anv Hazarpous SuBsTANCE LIABILITY FUND 





(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 
















































identification code 68-5165-2-2-304 1979 actual 1980 est 1981 est 
Program by activities: 
10.00 Operating costs  (costs—obligations) 
NERO ietcrore eons Canine. Lncicsibtecaes 250,000 
Financing: 
x SN NNT ea 8 5 i auyaccchanss,_ secenstbanecebon 250,000 
40.00 Appropriation: 
aes Sinica .«cnaaiwarida - -aacenihanieise 200,000 
SET ca hreccidisieiiid  « racetrminiewnes — easieiaeispeoe 50,000 
Relation of obligations to outlays: 
PIOPRERMMMRMTIONG WICIMTORD, (NOE cessccssssscsccscccocsccssoss,  ccoccssssoscocese avstauonseasason 250,000 
T4.40 Obligated balance, end Of year.........sscccsccce ccsssssseceesss — seseesanseeeeee — 205,000 
40.00 RIN Mcrae cae, <eitcc dee este ila cpcnndesassnnaned  _, edvoobesonssicor’ 





45,000 










This new fund will replace several other narrower 
pollution funds and will establish a comprehensive and 
uniform system of notification, emergency response, en- 
forcement, liability and limited economic compensation 
for oil and hazardous substance spills. For uncontrolled 
hazardous waste dumpsites, the program would estab- 
lish a broad based cleanup program. A program would 
be established with financial responsibility shared by 
Federal, State, and local governments as well as indus- 










310-100 0 - 80 - 50 





1981 est 











__ Federal Funds Continued 785 








try. The special fund will be financed through industri- 
al fees. 





ALLOCATIONS RECEIVED From OTHER ACCOUNTS 


Note.—Obligations incurred under allocations from other accounts are included in the 
schedules of the parent appropriations as follows: 

Executive: “Appalachian regional development programs.” 

Commerce: 
Regional Action Planning Commissions, “Regional development programs.” 
Economic Development Administration, “Job Opportunities Program.” 

Department of Defense—Military: 
Navy, “Military Construction, Navy” 


eee 


Public enterprise funds: 
REVOLVING FUND FOR CERTIFICATION AND OTHER SERVICES 


Program and Financing (in thousands of dollars) 





Identification code 68-4311-0-3-304 1979 actual 1980 est. 1981 est 
Program by activities: 
10.00 Pesticides (costs—obligations) .................. 580 580 580 
Financing: 
14.00 Offsetting collections from: Non-Federal 
SN cera ncaa — 554 — 550 —550 
21.98 Unobligated balance available, start of 
year: Fund balance .............cs.ssescceessseesee —1% —159 —129 
24.98 Unobligated balance available, end of year: 
SN RMN in a 759 729 699 





Budget authority... 


Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............ccssssseeee 26 30 30 








72.40 Obligated balance, start of year... —102 —115 —125 
74.40 Obligated balance, end of year..................+. 115 125 145 
90.00 MUNG 2 SUR hoe 39 40 50 





Fees are paid by industry for Federal services in es- 
tablishing tolerances for residue of pesticide chemicals 
in or on food and animal feed. 


Object Classification (in thousands of dollars) 




















Identification code. 68-431 1-0-3-304 1979 actual 1980 est. 1981 est 
11.1 Personnel compensation: Permanent  posi- 
MOE eis ence aceon 469 469 469 
12.1 Personnel benefits: Civilian 56 56 56 
21.0 Travel and transportation of persons........... 40 40 40 
24.0 — Printing and reproduction 7 7 7 
26.0 Supplies and materials ..... 3 3 3 
SET =, CO in becca cies ee 5 5 5 
99.0 Total Obligations ...........sscsccssseessessseees 580 580 580 
Personnel Summary 
Total number of permanent positions 20 20 20 
Total compensable WOrkyeaS............scsccsssssecsessseeees 20 20 20 
Full-time equivalent of other positions.................. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
UR cn ee es ee (0) (0) (0) 
IRI GF DE sai secssiciceececs ccc henconion 10.07 9.85 9.85 
FOI CS: SUI sis ecissecarcersnsseonctediopitaatod $22,878 $23,041 $23,205 
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Intragovernmental funds: Relation of obligations to outlays: 


71.00 Obligations incurred, net 
ConsoLipATeD WORKING FUND 72.40  Obligated balance, start of year 


Program and Financing (in thousands of dollars) 74.40 Obligated balance, end of year 
90.00 Outlays 








Identification code 68-3912-0-4-304_ - 1979 actual 1980 est. 1981 est. 





1a, tana a Includes gifts for pollution control programs which 
72.40  Obligated balance, start of year... are, for the most part, designated for a specific use by 
74.40 Obligated balance, end of year the donor, and deposits from pesticide registrants to 
77.00 Adjustments in expired accounts. cover the costs of petition hearings when such hearings 


90.00 Outlays result in unfavorable decisions to the petitioner. 





Object Classification (in thousands of dollars) 





Trust Funds Identification code 68-9971-0-7-304 1979 actual 1980 est 1981 est 





MISCELLANEOUS TruST FUNDS ; - 
11.3 Personnel compensation: Positions other 


Program and Financing (in thousands of dollars) than permanent 


Travel and transportation of persons 
Identification code 68-997 1-0-7-304 1979 actual 1980 est. 1981 est. Other services 2s 








Program by activities: Total obligations 
10.00 Miscellaneous contributed funds (costs— 
obligations) 
Financing: 
21.40 Unobligated balance available, start of year ADMINISTRATIVE PROVISIONS 
24.40 Unobligated balance available, end of year.. Not to exceed 2 per centum of any appropriation made available to 
25.00 _Unobligated balance lapsing the Environmental Protection Agency by this Act (except appropri- 
60.00 Budget authori opriation ations for “Construction grants”) may be transferred to any other 
“oraaont awake) _— such appropriation. (33 U.S.C. 1283, 1287; Department of Housing and 
: Urban Development—Independent Agencies Appropriation Act, 1980) 


















which 
use by 
nts to 
arings 





1981 est. 











ailable to 
appropri 
any other 
using and 
ict, 1980.) 





NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 


Federal Funds law; and purchase, hire, maintenance, and operation of other than 
administrative aircraft, necessary for the conduct and support of aero- 


General and special funds: nautical and space research and development activities of the Nation- 







RESEARCH AND DEVELOPMENT* al Aeronautics and Space Administration[; and including not to 
exceed $116,100,000 for Project Galileo and not to exceed $18,300,000 
"See Part III for additional information. for space transportation system upper stages, without the approval of 


the Committees on Appropriations, $3,807,500,000] $4,569,500,000, to 

For necessary expenses, not otherwise provided for, including re- remain available until September 30, [1981] 1982. (42 U.S.C. 2451, et 

search, development, operations, services, minor construction, mainte- seg.; Department of Housing and Urban Development—Independent 

nance, repair, rehabilitation and modification of real and personal Agencies Appropriation Act, 1980; additicnal authorizing legislation to 
property; tracking and data relay satellite services as authorized by _ be proposed.) 













Program and Financing (in thousands of dollars) 





Costs and obligations 





Budget plan (amounts for research and 
itentification code 80-0108-0-1-999 opment actions programed) 













1979 actual 





1980 est. 1981 est. 1979 actual 1980 est. 1981 est 








Program by activities: 
Direct program: 
1. Space transportation systems: 
MAPA SIA sess scoaca ees cscvaxveactesdonsetacsececostecsaocessoonn 1,638,300 1,586,000 1,873,000 1,588,332 1,601,000 1,897,000 

















































































(b) Space flight operations 299,700 446,600 809,500 307,039 412,100 688,000 
(c) Expendable launch vehicle development.................. 38,700 36,100 50,400 68,797 41,490 65,700 
2. Scientific investigations in space: 
() Physics and astronOmy .............sssvsecscsscsssssessesesssssee 296,400 339,200 438,700 266,450 337,400 387,400 
(b) Planetary exploration 183,400 219,900 179,600 189,501 209,300 204,800 
LTE NNO ec ccscchs soo sseenvecgeqestioercetseesnec 40,100 43,800 49,700 29,959 46,500 38,500 
3. Space and terrestrial applications: 
(1) SPWCO SPPMCARIONS .ccsscsccscosckncsasecossocosescnedboooosinene 295,200 364,300 387,000 277,342 362,110 366,100 
(b) Technology utilization iS 9,100 12,100 13,100 7,571 9,800 9,800 
4, Space research and technolOgy...............c.svvvsssscsssssseeses 107,300 115,800 115,200 94,922 117,100 114,300 
5. Aeronautical research and technology .................ccsssesee: 264,100 308,300 290,300 244,275 279,700 302,800 
ie POY COG TONONEE sc cconcsonnceess<sacnsnvesceoerecovssecedeoscurentveces 5,000 3,000 4,000 6,887 3,700 4,100 
7. Supporting activity: 
(a) Tracking and data acquisition ................c:ccsescssee 299,900 332,400 359,000 292,653 323,200 355,900 
Total direct Program ...........cssssssssssssssssscesseessssssees 3,477,200 3,807,500 4,569,500 3,373,728 3,743,400 4,434,400 
Reimbursable program: 
1. Space transportation systems: 
A UNSURE PRIN as Pies ccc esnecosnansssbeconcnnsccssci 46,673 22,820 16,120 29,299 25,990 17,990 
(b) Space flight operations ...............ssssssssesesessseseeeesesen 72,762 91,660 157,590 62,579 84,940 144,350 
2. Scientific investigations in space: 
(a) Physics and astronOmy ............ccsecccscsseessesssessssssseees 1,234 610 510 1,617 790 540 
(b) Planetary exploration a RD rssciccs eee cg Soe 6 Ot ee 
Reet MN hye cancccecrsnsadzapeochopeeie 297 233 180 255 230 198 
3. Space and terrestrial applications: 
(a) Space applications ...............ssssssssssssssessesesssesssessees 137,567 162,330 93,440 114,074 168,340 111,480 
(b) Technology utilization........... bs 16,132 13,460 13,220 12,235 17,800 13,490 
4, Space research and technology ..............ccsvcsvsssecsssesseeee 1,055 —20 2 1,460 719 2 
5. Aeronautical research and technology .............cs-sscsssees 19,763 12,240 9,870 19,998 15,750 10,600 
RO ROUEN COUINMNOIED Sccccchosccsoosnszececesecosscossonscosnetenunrerseses 196,311 224,430 275,400 134,489 213,370 267,670 
7. Supporting activity: 
(a) Tracking and data acquisition ..................cccsssssssssee 4,300 4,410 4,668 4,354 4,240 4,680 
Total reimbursable program ..............:c-scsssssesseseee 496,104 532,173 571,000 380,366 532,173 571,000 
Total program costs, fUNGED ............sssescsesssssseeesee 3,973,304 4,339,673 5,140,500 3,754,094 4,275,573 5,005,400 
Change in selected resources (undelivered orders and 
em aE ee eS. errs tae tee EE oat. F gestae te steed oak weccusscaseatbar apeoietae, PP iepcngexseacee ant 115,133 488,991 135,100 
1000 OU heehee ssessccgiph cen cbivhebccnictinalien adios 3,973,304 4,339,673 5,140,500 3,869,227 4,764,564 5,140,500 
Financing: 
Offsetting collections from: 
RT — 380,871 — 412,130 — 478,563 — 380,871 — 412,130 — 478,563 
WOO Non-Federal SOUPCES.....ccsstacssosesessesnssnssnsenseneeneeneve — 115,233 — 120,043 — 92,437 — 115,233 — 120,043 —92,437 
Reallocation of prior year unobligated reimbursable orders to 
current year: 
I Sn sceaneeminesss 1 asters PMiaadientachieeh WI oe nissan 


1400 —-Non-Federal sources 
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General and special funds—Continued 


RESEARCH AND DEVELOPMENT—Continued 


Program and Financing (in thousands of dollars) —Continued 





Budget plan (amounts for research and 
evelopment actions programed) 


Identification code 80-0108-0-1-999 





Costs and obligations 





1979 actual 


1980 est. 1981 est. 1979 actual 1980 est. 1981 est. 





21.40 Unobligated balance available, start of year: For completion 
of prior year budget plans: 
Direct 
Reimbursable 
23.40 Unobligated balance transferred to other accounts 
24.40 Unobligated balance available, end of year: For completion of 
prior year budget plans: 
Direct 
Reimbursable 
25.00 Unobligated balance lapsing 


— 240,403 
— 116,945 
680 


— 239,006 
— 185,885 


239,006 
185,885 
282 





40.00 Budget authority (appropriation) 3,477,200 


3,807,500 4,569,500 3,477,200 3,807,500 4,569,500 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


3,408,696 
515,865 
— 785,812 


3,138,749 


4,232,391 
785,812 
— 1,364,303 


3,653,900 


4,569,500 
1,364,303 
— 1,789,603 


4,144,200 








Note.—Reconciliation of budget plan to obligations: 


Total budget plan ' 
Deduct portion of budget plan to be obligated in 


Add obligations of prior year budget plans...................:::sssssssseseenenneeneeneeeeee mie 


Total Obligations ................csscceceesseeeee ; 


This appropriation provides for the following research 
and development activities of the National Aeronautics 
and Space Administration: 


1. Space transportation systems (STS).—The objectives 
of this activity focus on development of the reusable 
space shuttle vehicle and establishment of a fleet of 
orbiters to meet the needs of U.S. and other users of 
space. The elements of the program are described below 
along with work to be performed during 1981. 


(a) Space Shuttle.—The first reusable Earth-to-orbit 
vehicle will advance the fields of Earth resources obser- 
vations, scientific exploration, national security, and re- 
search and technology. The Shuttle will have unique 
capabilities not available with today’s launch vehicles, 
including retrieval of satellites, experiments, and equip- 
ment for reuse; maintenance and repair in orbit; reuse 
of space laboratories; and rescue missions. The Shuttle 
will increase the versatility and productivity of space 
operations for all users by reducing costs and increasing 
benefits from activities in space. 


The Shuttle development is in the final stages of 
ground certification testing of flight configured ele- 
ments. The design certification review of the overall 
configuration was completed in April 1979 validating 
the basic technical soundness of the Shuttle system 
design. The major emphasis in 1980 is completion of 
preparations for First Manned Orbital Flight. The 
checkout of the Columbia at Kennedy Space Center is 
showing good progress although the completion of 
system installation and testing, and the scope and com- 
plexity of the initial launch processing flow are greater 
than originally planned and causing delays in orbiter 
flight readiness. Technical problems have also affected 
progress in the main propulsion system development, 
and manpower and hardware have been added to the 
program in an effort to avoid further delays in achiev- 


1979 actual 1980 estimate 


4,339,673 


1981 estimate 

\ 5,137,400 
348,368 

244,292 





3,869,227 4,764,564 5,137,400 








ing engine maturity at the rated power level and to 
provide increased confidence in achieving performance 
at full power level. Other elements of the program are 
progressing well. The engines and external tank re 
quired for the initial flight are in the initial stages of 
processing at the launch site, and the solid rocket boost- 
er hardware has been delivered and is being readied for 
stacking. All facilities of KSC are complete and in place 
for first flight and software validation is in progress. 

Although the Shuttle development is demonstrating 
good overall progress, the delays in processing the Co- 
lumbia for launch and the engine test problems have 
resulted in adjustments to program schedules requiring 
additional resources in all elements of the Shuttle and 
supporting activities. This situation has led to the re 
quirement for the proposed supplemental appropriation 
in 1980. The 1981 program is based on the availability 
of a supplemental appropriation in 1980. Emphasis in 
1981 provides for completion of deliveries to support the 
orbital flight tests, continued launch preparations, 
checkout, testing and accomplishment of orbital flight 
tests, and for continued engine testing to achieve full 
power performance. 

(b) Space flight operations.—The objective is to facili- 
tate the utilization of an STS capabilities and to reduce 
the cost of space operations. Principal areas of activity 
include the NASA development efforts, other than the 
Space Shuttle, related to the establishment of an STS 
operations capability; development, test, and mission 
support at NASA centers; space transportation system 
operations requirements; and advanced programs study 
and evaluation efforts. The 1981 program continues 
these support efforts on a plan consistent with the 
Shuttle development and STS operations. 

The STS operations capability development activities 
are required for the transition to STS operations and to 
capitalize on the capabilities provided by this system. 
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NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 


Principal areas of activity include NASA efforts related 
to the Spacelab, and upper stages to place statellites in 
higher altitude orbits; standard, reusable ground and 
flight payload support equipment; reconfiguration of 
the Mission Control Center; and payload and operations 
support. 

The Spacelab, a joint effort with the European Space 
Agency (ESA), will be carried in the cargo bay of the 
Shuttle orbiter and will provide users with a multi- 
purpose, reusable space laboratory. ESA is funding the 
development, production, and delivery of the first 
Spacelab and associated ground support equipment; 
NASA is providing for development of auxiliary flight 
and ground support equipment and procurement of addi- 
tional sets of flight hardware and ground support equip- 
ment necessary to meet its mission requirements. The 
upper stages, which consist of the inertial upper stage 
being developed by DOD and the spinning solid upper 
stage being developed by industry, are required for high 
energy Earth orbit and planetary missions. Also included 
in the 1981 program is sufficient funding authority to 
permit the ESA to continue with the production of the 
second Spacelab in the most cost-effective manner. 

The major emphasis in 1980 is on the final prepara- 
tions for the first manned orbital flight, including train- 
ing of the flight crews and further development of the 
other elements of the STS. Efforts will continue on the 
development of the upper stages required for delivery of 
payloads to geosynchronous orbits and for high energy 
missions. The Inertial Upper Stage (IUS) and the Solid 
Spinning Upper Stage (SSUS) will complete a series of 
design reviews in 1980 leading to their targeted use in 
late 1981. 

In 1981, efforts will continue on procurement, assem- 
bly, and checkout of the solid rocket booster, external 
tank, the upper stages hardware as well as standard- 
ied flight plans, avionics software, flight control sys- 
tems, and crew procedures. The preparations in the pre- 
flight and direct mission support elements at KSC, JSC, 
and MSFC supporting the flight tests, payload support, 
and multimission capability will continue. Other efforts 
will focus on technical and programmatic data for the 
definition and evaluation of potential future space mis- 
sion and systems. 

(c) Expendable launch vehicle (ELV) development.— 
This effort provides engineering, reliability, and launch 
support services until the transition to STS operations 
is completed. 

2. Scientific investigations in space.—This activity 
conducts systematic study of the Earth and its space 
environment. 

(a) Physics and astronomy.—Research is being con- 
ducted to investigate the Earth’s environment, the Sun 
and the interplanetary medium, as well as the interre- 
lationships among these areas and the processes that 
control them. Study results include discovery of the 
Farth’s radiation belts and knowledge of phenomena 
such as pulsars, quasars, and black holes. 

1979 highlights include the successful launch of the 
third and last mission of the High Energy Astronomy 

bservatory series to study cosmic rays and gamma 
tfays emanating from various sources in the universe. 
Development effort on the Solar Maximum Mission, to 
tarry out research on solar flares and solar transient 
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events, is essentially complete and scheduled for launch 
in early 1980. Development work began on the Interna- 
tional Solar Polar Mission (ISPM), a joint NASA-ESA 
venture, to explore the heliosphere, the space around 
the Sun, and to obtain observations of the Sun over the 
full range of heliographic latitudes (launch in 1983). 

Work is continuing on the Space Telescope, to be 
launched on the Shuttle in 1983. 

Development efforts also continue for payloads to be 
flown on a Shuttle Flight Test in 1981, and for Spacelab 
1 and 2 flights planned for launch in 1982. Development 
activities for follow-on Spacelab payloads are also un- 
derway. Several multiuser payloads to investigate phe- 
nomena in the various disciplines are now being de- 
fined for future Spacelab missions. 

Work is also continuing on several Explorer projects 
to continue research thrusts started in prior years. 
These satellites will be launched during 1981 through 
1983. During 1981, development of the Active Magnetos- 
pheric Particle Tracer Experiment (AMPTE) and the 
Cosmic Background Explorer (COBE) will be initiated. 
The AMPTE will study the solar wind at the subsolar 
point and identify particle entry windows, entry mecha- 
nisms, energization processes and transport processes 
into the magnetosphere. The COBE will make a defini- 
tive measurement of the spectrum and large-scale iso- 
tropy of the background microwave radiation to estab- 
lish the nature of the 2.7 degree Kelvin cosmic back- 
ground radiation believed to be a remnant of the “Big 
Bang” genesis of the universe. 

The plans for 1981 include the Spacelab Payloads for 
Physics and Astronomy, and the mission management 
requirements for all agency payloads. In 1981, work will 
begin on the Gamma Ray Observatory (GRO) mission 
planned for launch in 1985. The GRO will provide the 
highest sensitivity study of the sky conducted in the 
gamma ray spectral region. 

(b) Planetary exploration.—This activity increases sci- 
entific knowledge about the origin and evolution of our 
solar system and of life processes, and applies the re- 
sults to a better understanding of the Earth. 

The planetary program continues programs initiated 
in prior years. Pioneer 10 is on its way out of the solar 
system; and Pioneer 11 encountered Saturn in Septem- 
ber 1979, and is continuing on beyond the planet. Pio- 
neers 6-9 are in orbit around the Sun. 

Two Voyager spacecraft, launched in 1977, have suc- 
cessfully encountered Jupiter and are now enroute to 
Saturn and perhaps Uranus. The Galileo mission, to be 
launched in 1984, is composed of two segments, an or- 
biter and an atmospheric entry probe. The orbiter will 
be launched to Jupiter via a Mars swingby and will 
achieve orbit capture in 1986 to carry out long-term 
studies of the giant planet, its satellites, and its magne- 
tosphere. The probe will be launched via a separate 
Shuttle/IUS directly to Jupiter. The probe will enter 
the upper atmosphere of the giant planet in 1986, and 
send the data back to the Earth via a dedicated probe 
carrier. 

Studies will be continued during 1981 on future can- 
didate missions, including a comet mission, an asteroid 
mission, and a Saturn orbiter mission with dual probes. 
Analysis of data from past planetary missions will also 
continue. 
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RESEARCH AND DEVELOPMENT—Continued 


(c) Life Sciences.—This program will continue to pro- 
vide for the research.and technology necessary to meet 
the goals of insuring human health, safety, well-being, 
and effective performance in space flight; utilizing 
space environment to advance knowledge and applica- 
tions in Earth medicine and biology; and understanding 
the origin and distribution of life in the universe. 

3. Space and terrestrial applications.—This program 
activity develops, demonstrates, and transfers space 
technology for practical uses on Earth. 

(a) Space applications.—This program category con- 
ducts coordinated and logically phased research and 
development activities to relate space technology to 
Earth benefits. The 1981 program provides for contin- 
ued progress in the areas of materials processing in 
space, remote sensing, and communications. The activi- 
ties involve active and increasing participation by cur- 
rent and future users of these capabilities, within the 
Government, industry, and the academic community. 

The Materials Processing in space program has estab- 
lished a preliminary base of space-derived data from 
experiments performed on the manned flights of the 
1970’s and from sounding rocket flights which began in 
1975. Research initiatives currently are focused on ap- 
plications which will serve as demonstrations of space 
techniques to control the composition and shape of ma- 
terials. Technology development projects include high 
termperature heat pipes, electrostatic positioning meth- 
ods, laser holography, acoustic positioning feedback con- 
trol, and furnaces for directional solidification with 
high temperature gradients. An initial group of space 
investigations and four apparatus systems are under 
development for the early Space Shuttle missions. 
Active efforts are underway with the industrial commu- 
nity to prepare the way for commercial space process- 
ing, with three proposals for joint endeavers under con- 
sideration at present. 

In space communications, support was provided to 
the World Administrative Radio Conference for 1979 
and operations and experiments utilizing ATS-1, -3, 
and -5 were conducted. The 1981 program includes con- 
tinued progress on the development of the Search and 
Rescue Mission and the definition of an applications 
data service, continuation of advanced communications 
research activities, and definition studies and advanced 
technology development on an experimental wide band 
communications satellite to operate in the newly allo- 
cated 30/20 GHz spectrum bands. 

In remote sensing, utilization of data from satellite 
observations has resulted in an increase in our under- 
standing of the environment, the Earth’s resources, and 
our ability to forecast change. Recent achievements in- 
clude the development and testing of techniques to pre- 
dict severe storms; and use of SEASAT satellite experi- 
ments to measure ocean surface winds, sea state, major 
ocean currents, ocean circulation patterns, and sea ice 
conditions. 

A wide range of similar activities will be continued 
during 1980 and 1981. Mobile laser units are being de- 
ployed in the United States, Australia and the Pacific 
to form a global network for observation of tectonic 
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plate motion. Ongoing efforts in the Remote Sensing 
area include development of the Landsat-D system to 
advance the technology in Earth resources remote sens. 
ing; the Earth Radiation Budget Experiment to acquire 
valuable data for climate studies; the Halogen Occulta- 
tion Experiment to provide improved pollution monitor. 
ing capabilities; and AGRISTARS, an agricultural ex. 
periment. The 1981 program also includes a National 
Oceanic Satellite System to demonstrate, in cooperation 
with the National Oceanic and Atmospheric Adminis. 
tration and the Department of Defense, an operational 
capability for application of remote sensing from space 
to the oceanographic program. The NASA activities in- 
volving land remote sensed data from space will be 
managed under an integrated plan, involving all Feder. 
al agencies, which is being proposed under the leader. 
ship of the Department of Commerce. 

(b) Technology utilization.—This program is designed 
to accelerate the transfer of NASA technology to the 
nonaerospace industry, as well as State and local gov- 
ernments. During 1981, NASA will continue its efforts 
to assure widespread dissemination of new technology 
through publications and demonstration projects. 

4, Space research and technology.—The objective is to 
conduct the activities necessary to increase the efficien- 
cy and effectiveness of space systems and operations. 
The 1981 program provides for continuation of the re 
search and technology base activities necessary for ad- 
vances in the key discipline areas, and also continued 
progress in ongoing systems technology and experimen- 
tal efforts. 

5. Aeronautical research and technology.—The goal is 
to help ensure U.S. leadership in aeronautics by provid- 
ing a sound base to meet current and future national 
technology needs; to conduct the research and technol- 
ogy activities necessary for increasing the safety, effi- 
ciency, and economy of air transportation systems while 
decreasing their energy consumption and adverse envi- 
ronmental effects; to support the Department of De 
fense in maintaining the superiority of the Nation’s 
military aircraft; and to maintain a strong competitive 
position of the United States in the international avi- 
ation marketplace. The 1981 program continues the 
fundamental disciplinary research and technology activ- 
ities essential to meeting these goals. 

Activities will continue to provide a strong research 
and technology base in the technology disciplines of 
aerodynamics, propulsion, avionics, and flight controls, 
human-vehicle interaction, materials, and structures; 
and to conduct focused technology activities relevant to 
the major classes of aeronautical vehicles such as con- 
ventional take-off and landing aircraft, rotorcraft, and 
high performance aircraft. 

Continued progress will be made in the aircraft 
energy efficiency efforts to provide, by the mid-1980’s, 
the technology that can lead to major reduction in fuel 
requirements for transport aircraft. The 1981 program 
includes follow-on program phases in variable cycle pro 
pulsion systems to focus on techniques to enhance the 
aero/acoustic performance of the coannular exhaust 
systems in advanced propulsion sy8tems; and in ad 
vanced turboprops to develop and verify propeller struc- 
tural and aerodynamics scaling methodology for ad- 
vanced turboprop propulsion systems. 
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6. Energy technology.—This program seeks to identify 
NASA’s aerospace technologies and capabilities that 
have energy applications, and to provide support to 
Government agencies engaged in national energy pro- 


1. Supporting activity.—This program provides track- 
ing and data acquisition support to the entire NASA 
flight program, including automated missions, manned 


sounding rockets, and aerodynamic test 


Object Classification (in thousands of dollars) 


ientcation code 80-0108-0-1-999 








Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 


Supplies and materials .. 


Lands and structures. 
Grants, subsidies, and contributions... 





Total direct obligations 








Reimbursable obligations: 
Transportation of things 
Communications, utilities, and other rent... 


Program and Financing (in thousands of dollars) 


















24.0 — Printing and reproduction....................sse 125 230 180 
TOD i, SE I in cincsssecccccs 376,476 690,338 548,970 
26.0 Supplies and materials .................sssecsssseeeee 7,016 12,860 10,230 
RUD. RUIN i ccccsneeetctociseceecs 5,811 10,660 8,470 
32.0 Lands ang Structures..............sssccccsssseeseesees 400 730 580 

Total reimbursable obligations............. 391,591 718,058 571,000 
99.0 Total Ob gations .............csssccssssesceessee 3,869,227 4,764,564 5,140,500 








CONSTRUCTION OF FACILITIES 


For construction, repair, rehabilitation and modification of facili- 
ties, minor construction of new facilities and additions to existing 
facilities, and for facility planning and design not otherwise provided, 
for the National Aeronautics and Space Administration, and for the 
acquisition or condemnation of real property, as authorized by law, 
[$156,100,000] $720,000,000, to remain available until September 30, 
[1982] 1983: Provided, That, notwithstanding the limitation on the 
availability of funds appropriated under this head by this appropri- 
ation Act, when any activity has been initiated by the incurrence of 
obligations therefor, the amount available for such activity shall 
remain available until expended, except that this provision shall not 
apply to the amounts appropriated pursuant to the authorization for 
repair, rehabilitation and modification of facilities, minor construc- 
tion of new facilities and additions to existing facilities, and facility 
planning and design. (42 U.S.C. 2451, et seq.; Department of Housing 
and Urban Development—Independent Agencies Appropriation Act, 
1980; additional authorizing legislation to be proposed.) 















Budget plan (amounts for construction of Costs and obligations 
facilities actions programed) 


Wentification code 80-0107-0-1-999 









1980 est 








1981 est 1979 actual 





1980 est. 1981 est. 








Program by activities: 


1. Space transportation systems. 
2. Scientific investigations in space.... 
3. Space and terrestrial applications .. 
4. Space research and technology 
5. Aeronautical research and technology 
7. Supporting activity 











Total direct program 

Reimbursable program: 
1. Space transportation systems 
5. Aeronautical research and technology 
7. Supporting activity 








Total reimbursable program 








Total program costs, funded 
Change in selected resources (undelivered orders) 





11.00 Offsetting collections from Federal funds 
21.40 Unobligated balance available, start of year: For completion 
: of prior year budget plans: 

irect 








0 Unobligated balance transferred from other accounts 
Unobligated balance available, end of year: For completion of 
ior year budget plans: 




















10,100 41,029 43,600 29,700 

5,215 2,800 3,400 

2,225 800 500 

me BE wasrcceccerxcteeceete _cisasssreee eee 

45,291 43,047 69,800 61,300 

62,992 45,366 48,800 58,400 

156,100 120,000 136,998 165,800 153,300 

12,000 2,000 251 3,636 7,700 

1,600 4,000 5 2,030 2,000 

3,400 5,000 5,034 4,934 3,500 

17,000 11,000 5,290 10,600 13,200 

a Sciiswepe eeepc, susiere ong 142,288 176,400 166,500 
ob assem aie oenmcee 4,658 2,000 — 10,600 
173,100 131,000 146,946 178,400 155,900 

— 17,000 — 11,000 —2,724 — 17,000 — 11,000 

ossssssis Rag ADEE PRE lst PEN — 93,356 — 95,501 — 88,601 





cncwssncesssRGSpaateN ccc Rist asecested —823 — 2,676 —4,276 













Budget authority (appropriation) 





156,100 120,000 147,500 156,100 120,000 








Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 














a secs ais esos eae 144,222 161,400 144,900 
Des 450515 <osusdsaiesgecleps esis asus sage tees ese spe ste fbas pasa ESSN OST aati on alae aah 128,061 139,535 146,035 
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CONSTRUCTION OF FaciLitres—Continued 
Program and Financing (in thousands of dollars) -Continued 





Budget plan (amounts for construction of 
facilities actions programed) 


Costs and obligations 
Identification code 80-0107-0-1-999 


1979 actual 1980 est 1981 est. 1979 actual 1980 est. 1981 est 





Note.—Reconciliation of budget plan to obligations: 


This appropriation provides for contractual services 
for the design, repair, major rehabilitation, and modifi- 
cation of facilities; the construction of new facilities; 
minor construction; the purchase of land and equip- 
ment related to construction and modification; and ad- 
vanced design related to facilities planned for future 
authorization. The principal projects in the 1981 pro- 
gram are described below: 

1. Space transportation systems.—This activity in- 
cludes funds for space shuttle facilities at various loca- 
tions. 

2. Scientific investigations in space.—This activity 
provides for the rehabilitation and modification for pay- 
load ground support operations at the John F. Kennedy 
Space Center, Florida. 

5. Aeronautical research and technology.—This activi- 
ty includes construction of a man-vehicle systems re- 
search facility, modification of the steam ejector system 
and thermal protection laboratory, and modification of 
the unitary plan wind tunnel at the Ames Research 
Center, Moffett Field, Calif.; modifications to the avion- 
ics integration research laboratory, and the aircraft 
landing dynamics facility, and rehabilitation and modi- 
fication of the gas dynamics laboratory at the Langley 
Research Center, Hampton, Va.; and modifications to 
the central air system in various buildings, and reha- 
bilitation of electrical switchgear in the engine research 
building at the Lewis Research Center, Cleveland, Ohio. 

7. Supporting activity.—The estimates for this activity 
include modifications to various buildings for energy 
conservation and seismic protection at the Jet Propul- 
sion Laboratory, Pasadena, Calif.; rehabilitation of the 
high temperature hot water systems in the industrial 
area at the Kennedy Space Center, Florida; decommis- 
sioning of the reactor facility, Plum Brook Station, 
Lewis Research Center; rehabilitation of roof and the 
chilled water system at the Michoud Assembly Facility, 
New Orleans, La.; modification of 26-meter antenna, 
Canberra, Australia; replacement of azimuth radial 
bearing, Goldstone, Calif.; repair, rehabilitation and 
modificaticn of facilities, not in excess of $500 thousand 


— 139,535 — 146,035 — 127,835 





132,716 


163,000 


154,900 


per project, and minor construction of new facilities and 
additions to existing facilities, not in excess of $250 
thousand per project, at various NASA installations 
and at Government-owned plants operated by contrac. 
tors; and facility planning and design. 


Object Classification (in thousands of dollars) 
Identification code 80-0107-0-1-999 





1979 actual 1980 est. 1981 est 





Direct obligations: 
Equipment 
Lands and structures 


31.0 
32.0 


978 
162,022 





Total direct obligations 146,076 163,000 


Reimbursable obligations: 
31.0 3 
32.0 Lands and structures ; 867 


870 
~ 146,946 


Total reimbursable obligations 


99.0 Total obligations 178,400 





RESEARCH AND PROGRAM MANAGEMENT 


For necessary expenses of research in government laboratories, 
management of programs and other activities of the National Aero 
nautics and Space Administration, not otherwise provided for, inclu¢: 
ing uniforms or allowances therefor, as authorized by law (5 USC 
5901-5902); awards; purchase (for replacement only, of one aircraft, for 
which partial payment may .be made by exchange of at least one 
existing administrative aircraft and such other existing aircraft 0 
may be considered appropriate) hire, maintenance and operation of 
administrative aircraft; purchase (not to exceed [thirty-two] thirty 
six for replacement only) and hire of passenger motor vehicles; ani 
maintenance and repair of real and personal property, and not in 
excess of $75,000 per project for construction of new facilities an 
additions to existing facilities, repairs, and rehabilitation and modif- 
cation of facilities; [$959,900,000] $1,047,154,000: Provided, That con: 
tracts may be entered into under this appropriation for maintenanc 
and operation of facilities, and for other services, to be provided 
during the next fiscal year: Provided further, That not to exceei 
$25,000 of the foregoing amount shall be available for scientific cor 
sultations or extraordinary expense, to be expended upon the appro’ 
al or authority of the Administrator and his determination shall be 
final and conclusive. (42 U.S.C. 2451, et seq.; Department of Housing 
and Urban Development—Independent Agencies Appropriation At 
1980; additional authorizing legislation to be proposed.) 
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Program and Financing (in thousands of dollars) 


igentfcation code 80-0103-0-1-999 
1979 actual 


Program by activities: 
Direct pregram: 

1. Space transportation systems. 
2. Scientific investigations in space 
3. Space and terrestrial applications 
4. Space research and technology 
5. Aeronautical research and technology .... 
6. Energy technology 
7. Supporting activity 


389,638 
120,113 
110,451 
67,572 
178,474 
24,439 
43,121 


Total direct program 933,808 


Reimbursable program: 
1. Space transportation systems 
2. Scientific investigations in space 
3. Space and terrestrial applications 
5. Aeronautical research and technology... 
6. Energy technology 
7. Supporting activity 


1,131 
105 
5,008 
762 
14,849 
11,818 


33,673 
967,481 


Total reimbursable program 


Total program costs, funded 
Change in selected resources (undelivered orders) 


Total 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
25.00 Unobligated balance lapsing 


Budget authority 


10.00 


Budget authority: 
40.00 Appropriation 
40.01 Appropriation rescinded (Public Law 96-7, 92 Stat. 798) 


43.00 
44.20 


Appropriation (adjusted) 
Supplemental for civilian pay raises 


Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


Outlays, excluding pay raise supplemental 
Outlays from civilian pay raise supplemental 


71.00 
72.40 
714.40 
71.00 


90.00 
91.20 


This appropriation provides for research in Govern- 
ment laboratories, management of programs, and other 
expenses for the operation of NASA installations. 

Responsibility for the space transportation systems 
activity is located at the John F. Kennedy Space 
Center, Kennedy Space Center, Fla.; Lyndon B. Johnson 
Space Center, Houston, Tex.; Marshall Space Flight 
Center, Huntsville, Ala.; and the National Space Tech- 
nology Laboratories, Bay St. Louis, Miss. The scientific 
investigations in space and space and terrestrial appli- 
tations activities are concentrated principally at the 
Ames Research Center, Moffett Field, Calif.; Goddard 
Space Flight Center, Greenbelt, Md.; Langley Research 
Center, Hampton, Va.; Lewis Research Center, Cleve- 
land, Ohio; Lyndon B. Johnson Space Center; Marshall 
Space Flight Center; National Space Technology Labo- 


Budget plan Costs and obligations 


1980 est 1981 est. 1979 actual 1980 est 1981 est 


415,886 
115,900 
128,700 
74,600 
199,500 
28,300 
43,300 


1,006,186 


435,154 
120,300 
133,000 
79,300 
207,700 
30,400 
41,300 


1,047,154 


390,823 
120,014 
107,252 
66,927 
176,615 
24,409 
43,053 


929,093 


415,886 
115,900 
128,700 
74,600 
199,500 
28,300 
43,300 


1,006,186 


435,154 
120,300 
133,000 
79,300 
207,700 
30,400 
41,300 


1,047,154 


1,440 1,700 
50 50 
7,780 4,180 
440 390 
14,960 12,890 
11,330 12,790 


36,000 


1,125 1,440 1,700 
105 50 50 
4,980 7,780 4,180 
760 440 390 
14,770 14,960 12,890 
11,749 11,330 12,790 


33,489 36,000 32,000 


962,582 1,042,186 1,079,154 
4,899 
967,481 


1,042,186 1,079,154 


— 28,672 — 30,015 





1,006,186 


959,900 





46,286 


933,808 
74,276 

— 80,798 
—2,279 


925,007 


1,006,186 
80,798 


1,047,154 
83,184 





958,750 1,041,264 


1,236 


ratories; and the Wallops Flight Center, Wallops Island, 
Va. 

The space research and technology activity is con- 
ducted at the Ames, Goddard, Langley, Lewis, Johnson, 
Marshall, and Wallops Centers, as well as the Dryden 
Flight Research Center, Edwards, Calif. 

Aeronautical research and technology work is con- 
ducted at the Ames, Dryden, Langley, and Lewis Re- 
search Centers. 

Programwide support and management are provided 
by NASA headquarters, Washington, D.C. Support ac- 
tivities for tracking and data acquisition requirements 
are performed at the Goddard Space Flight Center and 
Wallops Flight Center. 

The following table reflects the distribution of direct 
obligations by installation: 
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RESEARCH AND PROGRAM MANAGEMENT—Continued 
DISTRIBUTION BY INSTALLATION 


[In millions of dollars) 
Total 





i. 1979 actual 1980 estimate 
Johnson Space Center 152.9 162.9 
Kennedy Space Center 123.3 131.9 
Marshall Space Flight Center 157.6 
National Space Technology Laboratories. ' 4.9 
Goddard Space Flight Center E 135.8 
Wallops Flight Center ; 17.1 
Ames Research Center . 69.8 
” Dryden Flight Research Center 21.7 
Langley Research Center 116.0 
Lewis Research Center 87.5 97.8 
NASA Headquarters 84.5 90.7 


1981 estimate 


170.7 
141.4 
160.4 
9.1 
139.3 
19.0 
71.4 
21.7 
119.2 
101.4 
97.6 





933.8 1,006.2 


1,047.2 








Object Classification (in thousands of dollars) 





Identification code 80-0103-0-1-999 1979 actual 1980 est. 


198] est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 626,314 674,184 
Positions other than permanent... 8,577 11,125 
Other personnel compensation 5,194 8,649 
Special personal services payments 2,385 2,955 


682,623 
11,541 
8,918 
2,958 





Total personnel compensation 642,470 696,913 
Personnel benefits: Civilian 62,303 66,044 
Benefits for former personnel 100 106 
Travel and transportation of persons. 18,061 19,005 
Transportation of things 2,887 2,427 
Standard level user charges 5,067 5,911 
Communications, utilities, and other rent.... 59,052 71,799 
Printing and reproduction 5,800 5,754 
Other services 115,133 119,606 
Supplies and materials... 16,062 16,474 
Equipment 6,601 2,373 
Lands and structures. 70 
Grants, subsidies, and contributions... 99 
Insurance claims and indemnities 5 


706,040 
67,561 
46 
20,825 
2,592 
5,927 
75,541 
7,874 
139,186 
16,468 
4,920 
70 

99 

5 





Total direct obligations 933,808 1,006,186 


1,047,154 








Reimbursable obligations: 
Personnel compensation: 
Permanent positions. 17,738 17,556 
Other personnel compensation 312 


15,312 
156 





Total personnel compensation 18,050 
Personnel benefits: Civilian 2,063 
Travel and transportation of persons. 

Transportation of things 

Communications, utilities, and other rent... 
Printing and reproduction 

Other services 

Supplies and materials 

Equipment 

Insurance claims and indemnities 


15,468 
1,805 





Total reimbursable obligations 33,673 36,000 





Total obligations 967,481 1,042,186 


1,079,154 





Personnel Summary 





Total number of permanent positions ’ 22,613 22,713 
Total compensable workyears : 24,025 24,061 
Full-time equivalent of other positions (1,174) (1,214) 

Full-time equivalent of overtime and holiday 
(135) (135) 


Average ES salary... er $50,034 $50,034 
Average GS grade... se ; 11.20 11.20 
Average GS salary $30,327 $30,478 
Average salary, grades established by the Adminis- 

trator, NASA $42,801 $45,626 $45,626 
Average salary of ungraded positions $21,637 $23,335 $23,561 





Trust Funds 
MISCELLANEOUS TRUST FUNDS 


Program and Financing (in thousands of dollars) 





Identification code 80-9971-0-7-255 1979 actual 1980 est. 1981 est 





Program by activities: 
1. International cooperation 1,413 
2. Gifts and donations 16 


Total program costs, funded 1,429 
Change in selected resources ~ 1,274 


10.00 Total obligations (object class 25.0) . 
Financing: 

21.40 Unobligated balance available, start of year 

24.40 Unobligated balance available, end of year. 


60.00 Budget authority (appropriation) 
(permanent, indefinite) 





Distribution of budget authority by account: 
International cooperation 
Gifts and donations 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 Outlays 





Distribution of outlays by account: 
International cooperation 
Gifts and donations 





International cooperation.—U.S. dollars are advanced 
from foreign governments to allow the National Aero- 
nautics and Space Administration to procure, in the 
United States, nonmilitary space-oriented materials and 
services on their behalf. Authority for this action is 
granted by the National Aeronautics and Space Act of | 
1958 (42 U.S.C. 2451 et seq.). 





22,713 
24,061 
(1,214) 


(135) 
$50,034 
11.20 
$30,478 


$45,626 
$23,561 


1981 est. 


lvanced 
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als and 
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VETERANS ADMINISTRATION 


Federal Funds 
General and special funds: 
[CoMPENSATION AND PENSIONS] 


[For the payment of compensation, pensions, gratuities, and 
allowances, including burial awards, plot allowances, burial flags, 
headstones and grave markers, emergency and other officers’ retire- 
ment pay, adjusted-service credits and certificates, and other benefits 
as authorized by law; and for payment of premiums due on commer- 
cial life insurance policies guaranteed under the provisions of article 
IV of the Soldiers’ and Sailors’ Civil Relief Act of 1940, as amended, 
$11,201,800,000, to remain available until expended.] (Department of 
Housing and Urban Development—Independent Agencies Appropri- 
ation Act, 1980.) 


Note. The activities formerly included in this account are presented in the “Compensa- 
tion,” “Pensions” and “Burial benefits and miscellaneous assistance” accounts. 


COMPENSATION* 
* See Part III for additional information. 


For the payment of compensation benefits to or on behalf of veterans 
as authorized by law (38 U.S.C. section 107, chapters 11, 13, and 51-61) 
$7,508,000,000 to remain available until expended. 


Program and Financing (in thousands of dollars) 





Wentification code 36-0153-0-1-701 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Compensation: 
(a) Veterans: 
Spanish-American War 13 14 
Mexican border period 45 46 
World War | 109,545 105,530 94,410 
World War II 2,830,935 3,020,722 2,987,210 
Korean conflict. 660,947 715,004 717,776 
Vietnam era 1,320,729 1,484,300 1,545,129 
Peacetime service 631,880 744,531 818,615 


5,554,098 6,070,145 6,163,200 





Total living veterans 








(b) Survivors: 
Prior to Spanish-American War 22 23 
Spanish-American War 516 439 
Mexican border period 9 

121,220 127,204 
World War II 521,698 548,496 
Korean conflict... 127,137 137,528 
Vietnam era 


247,151 282,799 
Peacetime service 197,827 216,883 


1,215,677 1,313,457 
"6,769,775 7,383,602 

13,763 15,424 
6,783,538 7,399,026 


9 
125,140 
543,687 
138,673 
299,747 
221,282 





Total deceased veterans 1,329,000 
7,492,200 
15,800 


7,508,000 





Total compensation 








2. Clothing allowance 





Total program costs, funded 
Change in selected resources (benefit 
overpayments collectible and undelivered 
orders) 


10.00 Total obligations (object class 42.0). 
Financing: 

21.40 Unobligated balance available, start of year 

24.40 Unobligated balance available, end of year. 


9,488 
6,793,026 





7,399,026 


—116,426 
116,426 


6,909,452 





40.00 Budget authority (appropriation) .. 





Distribution of budget authority by account: 
Compensation 


Compensation and pensions 6,909,452 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


6,793,026 
495,279 
— 544,985 


6,743,320 


7,399,026 
944,985 
— 583,411 


7,360,600 


7,508,000 
583,411 
— 624,911 


7,466,500 





Outlays 





Distribution of outlays by account: 
Compensation 
Compensation and pensions 


6,883,089 


6,743,320 7,360,600 583,411 





This appropriation provides for the payment of com- 
pensation benefits to veterans and survivors. Previous- 
ly, funds for this program were appropriated under the 
title “Compensation and Pensions.” 

Requirements for 1981 are estimated to be $7,508.0 
million, an increase of $170.7 million over 1980 includ- 
ing additional funding for a proposed supplemental. 

Compensation is payable as either a disability benefit 
or a survivorship benefit. Criteria for entitlement are 
based on a veteran’s disabilities incurred in or aggra- 
vated by active military service, death while on active 
duty, or death resulting from service-connected disabil- 
ities. 

Veteran compensation cases will continue to increase 
to an estimated 2,284,708 average cases during 1981. 
Survivor cases are projected to decline by 520 to an 
estimated 359,613 during 1981. 

The “Veterans Disability Compensation and Survi- 
vors’ Benefits Amendments of 1979” increased both dis- 
ability compensation for disabled veterans and depen- 
dency indemnity compensation (DIC) rates for surviving 
spouses and children by approximately 9.9% effective 
October 1, 1979. 

The Administrator may pay a clothing allowance to 
each veteran who wears or uses a prosthetic or orthope- 
dic appliance (including a wheelchair) which, in the 
judgment of the Administrator, tends to wear out or 
tear the clothing of such veteran. The allowance is paid 
from this appropriation and was increased to $240 as a 
result of Public Law 96-128 effective October 1, 1979. 

Legislation will be proposed to provide a 13.0% cost- 
of-living increase for veterans, surviving spouses and 
children, and veteran’s clothing allowance. 


AVERAGE NUMBER OF COMPENSATION CASES AND COSTS 


Veterans: 1979 actual 1980 estimate 1981 estimate 
Spanish-American War 3 3 
Mexican border period a 5 
World War | oe 31,900 28,300 
World War II 1,206,300 1,183,800 
Korean conflict... 235,500 
Vietnam era 563,900 
Peacetime service... 273,200 


TODD ssccsssacecs ; 2,284,708 
$2,697 
$6,163,200 


Average payment per case, per year 
Total cost (in thousands) 


Effects of proposed legislation: 


Total cases 2,284,708 
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General and special funds—Continued 
CoMPENSATION—Continued 


AVERAGE NUMBER OF COMPENSATION CASES AND COSTS—Continued 
Average payment per case, per year 


$3,034 
$6,931,700 





Total cost (in thousands) 








Survivors: 
Prior to Spanish-American War 6 
Spanish-American War 105 
Mexican border period... 2 
29,800 
170,900 
39,100 
69,700 
50,000 


359,613 
$3,696 
$1,329,000 


World War II 
Korean conflict 
Vietnam era 
Peacetime service 


174,300 
39,200 
66,400 
49,500 


360,133 
$3,672 
$1,322,494 


48,938 
361,178 
$3,366 
$1,215,677 











Average payment per case, per year 





Total cost (in thousands) 








Effects of proposed legislation: 
Total cases 
Average payment per case, per year 


359,613 
$4,120 


$1,481,500 





Total cost (in thousands) 








Clothing allowance: 
Number of veterans 
Average payment per case, per year 


63,431 65,100 66,300 
$217 $237 $238 


$13,763 $15,424 $15,800 





Total cost (in thousands) 








Effects of proposed legislation: 
Number of veterans 
Average payment per case, per year 





Total cost (in thousands) 








COMPENSATION 


(Proposed for later transmittal, proposed legislation) 
Program and Financing (in thousands of dollars) 


Identification code 36-0153-2-1-701 


1981 est. 


1979 actual 1980 est 
Program by activities: 
1. Compensation: 
(a) Veterans: 
Spanish-American War 
Mexican border period 
World War | 
World War II 
Korean conflict. 
Vietnam era 


Peacetime service 102,056 


Total living veterans 768,500 





(b) Survivors: 
Prior to Spanish-American War 4 
Spanish-American War 
World War | 
World War II 
Korean conflict. 
Vietnam era 
Peacetime service 


14,360 
62,385 
15,912 
34,395 
25,395 


152,500 


Total compensation = 921,000 

2. Clothing allowance sevvesnonsones—_sasoneansnn 2,100 

10.00 Total obligations (object class 42.0) . 923,100 
Financing: 

40.00 Budget authority (appropriation) 


Total deceased veterans 


923,100 


Relation of obligations to outlays: 


71.00 Obligations incurred, net 923,100 


74.40 Obligated balance, end of year 


90.00 Outlays 846,200 





Legislation will be proposed to provide a 13.0% com- 
pensation rate increase for veterans, DIC spouses and 
children, and veteran’s clothing allowance, effective Oc- 
tober 1, 1980. 


PENSIONS 


For the payment of pension benefits to or on behalf of veterans as 
authorized by law (38 U.S.C. chapter 15, and 51-61; 92 Stat. 2508), 
$4,073, 700,000, to remain available until expended. 


Program and Financing (in thousands of dollars) 


Identification code 36-0154-0-1-701 1979 actual 1980 est. 1981 est 





Program by activities: 
Pensions: 
(a) Veterans: 
Improved law 
Prior law 
Old law and service 


259,825 
1,840,597 
49,889 


2,150,311 


779,551 1,254,500 
1,491,738 1,261,450 
41,900 34,500 


2,313,189 2,550,850 


Total living veterans 


(b) Survivors: 
Improved law 
Prior law 
Old law and service 


91,644 
1,264,815 
45,639 


1,402,098 
3,552,409 


316,202 971,450 
1,064,509 917,300 
139600 340 


1420311 _ 1,522,880 


3,733,500 4,073,700 


Total deceased veterans 


Total program costs, funded 
Change in selected resources (benefit 
over-payments collectible and undeliv- 
ered orders) 


10.00 Total obligations (object class 42.0) . 
Financing: 
21.40 Unobligated balance available, start of year 


16,154 
3,568,563 


_—13,715 
3,554,848 


Budget authority 3,733,500 4,073,700 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


3,618,703 
ie 


3,554,848 


3,733,500 4,073,700 


43.00 Appropriation (adjusted) 


Distribution of budget authority by account: 


Compensation and pensions 
Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


3,568,563 — 3,733,500 
251,754 298,591 
— 319,591 


ra i ll 
3,521,725 3,712,500 4,031,600 


4,073,700 
319,591 
— 361,691 


Outlays 


Distribution of outlays by account: 
3,712,009 
3,521,725 3,712,500 319,591 


Compensation and pensions 

This appropriation provides for the payment of pen- 
sion benefits to veterans and survivors. Previously, 
funds for this program were appropriated under the 
title ‘Compensation and Pensions.” 

Requirements for 1981 are estimated to be $4,073.7 
million, an increase of $340.2 million over 1980. 

Pension may be paid to a veteran or his survivor(s). 
Veteran’s entitlement is based on active duty service of 
a specific length (normally 90 days or more) during a 
designated war period; disabilities considered perma- 





reti 
pre 


AR 1981 


—16,900 
846,200 


0 com- 
2s and 
ve Oc- 


Tans as 
t. 2508), 


1981 est. 


1,254,500 
1,261,450 
34,900 


2,990,850 


4,073,700 


4,073,700 


4,073,700 


4,073,700 


4,073,700 
319,591 
— 361,691 


4,031,600 


3,712,009 
319,591 


yf pen- 
iously, 
er the 


4,073.7 


ivor(s). 
vice of 
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nent and total; and countable income below established 
levels. There is no disability requirement for survivor 
cases. Income support is provided at established benefit 
levels. 

Although the 1981 caseload is decreasing, the average 
cost is increasing. This is due to the “Veterans and 
Survivors’ Pension Improvement Act of 1978,” effective 
January 1, 1979, which reformed the pension program 
and provides automatic annual cost-of-living increases 
comparable to annual social security increases for those 
pensioners in the improved program and to parents 
receiving dependency and indemnity compensation. 
These increases are effective on June 1 by the same 
percentage as social security benefits are increased. The 
1981 increase is expected to be 13%. 


AVERAGE NUMBER OF PENSION CASES AND COSTS 


1979 actual 
49,602 
895,936 
51,483 


997,021 
$2,157 
$2,150,311 


1980 estimate 
199,000 
740,100 

44,900 


984,000 
$2,351 
$2,313,189 


1981 estimate 
291,000 
650,100 

38,900 


980,000 
$2,602 
$2,550,000 


Veterans: 
Improved law 


Old law and service.. 











Average payment per case, per year 





Total cost (in thousands) 








Survivors: 
Improved law. 
Prior law 
Old law and service 


28,240 
1,126,479 
67,217 


1,221,936 1,183,000 
$1,147 $1,201 
$1,402,098 $1,420,311 


118,000 
1,002,700 
62,300 


187,000 
919,100 
57,900 


1,164,000 
$1,309 
1,523,850 











Average payment per case, per year 





Total cost (in thousands) 








BuriAL BENEFITS AND MISCELLANEOUS ASSISTANCE 


For the payment of burial benefits, emergency and other officers’ 
retirement pay, adjusted-service credits and certificates, payment of 
premiums due on commercial life insurance policies guaranteed under 
the provisions of article IV of the Soldiers’ and Sailors’ Civil Relief 
Act of 1940, as amended, and by other benefits as authorized by law 
(38 U.S.C. 107, 412, 617, 777, and 806, chapters 23, 51-61; 50 U.S.C. 
App. 540-548; 42 Stat. 122, 123; 45 Stat. 735; 76 Stat. 1198), 
$191,000,000, to remain available until expended. 


Program and Financing (in thousands of dollars) 


Wentfication code 36-0155-0-1-701 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Burial benefits: 
(a) Burial allowance 94,218 
(b) Burial plot 41,351 
(c) Service-connected deaths 8,711 
(d) Burial flags 4,582 5,125 5,472 
(e) Headstones/markers.... 10,661 10,750 11,440 
(f) Headstone allowance 375 1,250 1,250 


159,898 167,800 172,500 


97,420 100,113 
43,500 44,250 


9,755 9,975 





Total burial 








. Miscellaneous assistance: 
(a) Retired officers 1,160 1,050 
(b) Adjusted service and dependence 
4 4 
750 700 
12,985 13,445 
(e) Mortgage insurance 
(f) Veterans’ group life insurance 


(g) Soldiers’ and sailors’ civil relief 1 1 1 


Total miscellaneous assistance 18,648 17,900 18,500 








10.00 Total program costs, funded—obliga- 
tions (object class 42.0) 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: loans repaid —] 


178,545 


178,546 185,700 191,000 


40.00 Budget authority (appropriation) .. 





Distribution of budget authority by account: 
Burial benefits and miscellaneous assistance 
Compensation and pensions 


178,545 185,700 





Relation of obligations to outlays: 

71.00 Obligations incurred, net 

72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 


178,545 
12,578 
— 14,242 


176,881 


185,700 
14,242 
— 15,342 


184,600 


191,000 
15,342 
— 16,342 


Outlays 190,000 





Distribution of outlays by account: 
Burial benefits and miscellaneous assistance 
Compensation and pensions 


174,658 


176,881 184,600 15,342 





This appropriation provides for the payment of burial 
and other miscellaneous benefits to certain veterans 
and survivors. Previously, funds for this program were 
appropriated under the title “Compensation and Pen- 
sion.” 

Requirements for 1981 are estimated to be $191 mil- 
lion, an increase of $5.3 million from the 1980 funding 
requirements. The increase is due to a higher estimated 
number of death claims in 1981. 

1. Burial benefits.—Provides for: (a) the payment of 
an allowance of $300 (plus transportation charges 
where death occurs under VA care) to reimburse in 
part, the burial and funeral expense of a deceased vet- 
eran; (b) the payment of $150 for a plot allowance 
where an eligible veteran is not buried in a national 
cemetery or other cemetery under the jurisdiction of 
the United States; (c) the payment of a burial allowance 
up to $1,100 when a veteran dies as the result of serv- 
ice-connected disability; (d) furnishing a flag to drape 
the casket of each deceased veteran entitled thereto; (e) 
furnishing a headstone or marker for the grave of vet- 
eran; or (f) an allowance toward the purchase of a 
marker. 

NUMBER OF BURIAL BENEFITS 

1979 actual 

313,651 

283,454 

10,247 

Burial flags 296,117 
Headstone markers 210,707 215,000 220,000 
Headstone allowance 7,681 25,000 25,000 

2. Miscellaneous assistance.—Provides for: (a) pay- 
ments to emergency officers of World War I and certain 
officers of the Regular Establishment who have retired 
because of service-connected disability; (b) payments for 
claims made pursuant to the provision of the World 
War Adjusted Compensation Act of 1924, as amended; 
(c) a special allowance (38 U.S.C. 412) to dependents of 
certain veterans who died after December 31, 1956, but 
who were not fully and currently insured under the 
Social Security Act; (d) invalid lifts and other devices to 
veterans in receipt of pension based on the need of 
regular aid and attendance; (e) mortgage protection life 
insurance for service-connected disabled veterans who 


1980 estimate 
320,000 
290,000 

10,500 
300,000 


1981 estimate 
325,000 
295,000 

10,500 
305,000 
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have received grants for specially adapted housing; (f) 
payment of the extra risk portion of the veterans group 
life insurance which is attributable to veterans service- 
connected disabilities; (g) payment of claims arising 
from the guarantee of premiums due on commercial life 
insurance policies held by service persons while in serv- 
ice and for 2 years after discharge. 


MISCELLANEOUS ASSISTANCE CASELOAD 


1979 actual 1980 estimate 
Retired officers 2 200 
Adjusted service and dependence pay... 4 4 
Special allowance dependents 2,400 2,200 
Invalid lifts and devices 51,900 52,800 
Mortgage insurance 
Veterans’ group life insurance 
Soldiers’ and sailors’ civil relief 


1981 estimate 


READJUSTMENT BENEFITS 


For the payment of readjustment and rehabilitation benefits to or 
on behalf of veterans as authorized by law (88 U.S.C. chapters 21, 31, 
82, 34-36, [and] 39, and 51-61), [$2,278,535,000] $1,822,208,000, to 
remain available until expended. (Department of Housing and Urban 
Development—Independent Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 36-0137-0-1-702 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Education and training: 
(a) Post-Korean conflict veter- 
2,449,924 
(b) Sons and daughters 176,993 
(c) Wives and widows. 27,068 
(d) Post-Vietnam era veterans.. 231 


1,988,552 
170,425 
26,176 
3,000 


1,547,224 
164,416 
24,456 
7,500 





Total education and train- 


2,654,216 2,188,153 1,743,596 








2. Special assistance to disabled 
veterans: 
(a) Vocational rehabilitation 
(b) Housing grants 
(c) Automobiles, adaptive 
equipment, maintenance and 
repair 


96,405 
22,608 


92,941 
20,550 


89,696 
15,600 


12,457 11,494 11,734 





Total special assistance to 
disabled veterans 


Total program costs, 

funded 2,785,686 

Changes in selected resources 

(beneficiary overpayments, ad- 
vance payments) 


131,470 124,985 117,030 








2,313,138 1,860,626 


10,522 
2,796,208 


— 29,988 
2,283,150 


— 38,318 
1,822,308 





10.00 Total obligations 

Financing: 

21.40 Unobligated balance 
start of year 

24.40 Unobligated balance available, end 


of year 
Budget authority 


Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts... 


43.00 Appropriation (adjusted) ... 


available, 
— 291,268 


4,615 


2,909,555 1,822,308 


2,278,535 





2,445,700 
63,855 


2,909,555 


2,278,535 1,822,308 


2,278,535 


Relation of obligations to outlays: 


71.00 Obligations incurred, net 2,796,208 2,283,150 1,822,308 
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72.40  Obligated balance, start of year 
74.40  Obligated balance, end of year 


90.00 


158,375 
— 143,770 


2,810,812 


143,770 
— 121,370 


2,305,550 


121,370 
— 106,370 


1,837,308 





Outlays 





This appropriation finances the education, and train- 
ing of veterans and servicepersons whose service was, 
at least in part, between February 1, 1955 and Decem- 
ber 31, 1976 (post-Korean conflict veterans and Viet- 
nam-era veterans). It also finances educational assist- 
ance allowances for eligible dependents of those veter- 
ans: (a) who died from service-connected causes or have 
a total and permanent rated service-connected disabil- 
ity; and (b) servicepersons who were captured or miss- 
ing in action. Also, 2 for 1 matching funds are provided 
for veterans whose entire service was after December 
31, 1976. In addition, certain disabled veterans are pro- 
vided with vocational rehabilitation; specially adapted 
housing grants, and automobile grants with the associ- 
ated approved adaptive equipment. With fewer eligible 
people remaining for post-Korean conflict training, the 
funding level in 1981 will be $456.2 million less than in 
1980. 

1. Education and training.—The number of post- 
Korean conflict veterans and servicepersons in training 
is expected to decrease in 1981 to a level of 799,100. The 
decrease in trainees is attributable in part to more 
veterans reaching their delimiting date, termination of 
the post-Korean GI bill benefits for persons entering 
the military after December 31, 1976, and proposed leg- 
islation that would eliminate flight and correspondence 
training. These decreases are partially offset by a pro- 
posal to grant a 2-year extension of the delimiting 
period for needy and educationally disavantaged Viet- 
nam-era veterans. 

Public Law 94-502 instituted the post-Vietnam-era GI 
bill. Legislation is proposed that would eliminate the 
Predischarge Education Program (PREP) for these vet- 
erans. In 1981, 9,400 veterans are expected to train 
under this program. 

The number of sons and daughters receiving educa- 
tional assistance is expected to decrease to 79,600 in 
1981, while the number of wives and widows will de- 
crease to 15,510. Proposed legislation would eliminate 
correspondence training. 

Legislation will be proposed to provide a 10% rate 
increase for those in training. The following table pro- 
vides a comparison of trainees and costs for the four 
types of trainees mentioned above. 


NUMBER OF TRAINEES AND COST 


Post-Korean conflict veterans: 1979 actual 
Number of trainees. 1,278,538 
Average cost per trainee 


1981 estimale 
817,000 
$1,894 


$1,547,224 


1980 estimate 
1,040,200 
$1,912 


Total cost (in thousands) 


Effects of proposed legislation: 
Number of trainees 799,100 


$2,139 


— 


$1,709,309 


Post-Vietnam era veterans: 


Number of trainees 15,000 





121,370 
~ 106,370 


1,837,308 
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® rate 
le pro- 
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981 estimate 
817,000 
$1,894 


51,547,224 


799,100 
$2,139 


$1,709,309 


——— 


15,000 


VETERANS ADMINISTRATION 








$500 
$7,500 


Average cost per trainee 





Total cost (in thousands) 








Effects of proposed legislation: 
Number of trainees 
Average cost per trainee 


9,400 
$500 


$4,700 





Total cost (in thousands) 








Sons and daughters: 
Number of trainees 
Average cost per trainee 


79,600 
$2,066 


$164,416 


$2,065 
$176,993 


$2,066 
$170,425 





Total cost (in thousands) 








Effects of proposed legislation: 
Number of trainees 
Average cost per trainee 


79,600 
$2,273 


$180,916 





Total cost (in thousands) 








Wives and widows: 
Number of trainees 
Average cost per trainee 


16,700 
$1,567 


$26,176 


15,600 
$1,568 


$24,456 


$1,568 
$27,068 





Total cost (in thousands) 








Effects of proposed legislation: 
Number of trainees 


Average cost per trainee $1,730 


$26,836 


2. Special assistance to disabled veterans.—Disabled 
veterans requiring vocational rehabilitation receive as- 
sistance to cover the costs of subsistence, tuition, books, 
supplies, and equipment. The number of trainees will 
decrease to 26,000 in 1981. Legislation will be proposed 
to implement certain recommendations of a study of 
the vocational rehabilitation program mandated by 
Public Law 95-202 and provide a 10% cost-of-living ad- 
justment for the subsistence allowance. These enhance- 
ments to the program will result in an additional 1,400 
trainees in 1981. 

Specially adapted housing grants are provided to cer- 
tain severely disabled veterans. The number of grants is 
expected to decrease to 535 in 1981 as the effects of 
Public Law 95-117 which expanded eligibility begin to 
lessen. Legislation will be proposed that would extend 
eligibility to veterans with the loss or loss of use of both 
upper extremities. 

An allowance is provided to certain disabled veterans 
and certain persons on active duty toward the purchase 
price of new automobiles, adaptive equipment, and the 
maintenance and replacement of such equipment. Auto 
grants are expected to decrease to 800 in 1981 while 
adaptive equipment cases will increase to 8,400. 

The following table shows a caseload and cost com- 
parison for these beneficiaries: 





Total cost (in thousands) 


CASELOAD AND AVERAGE COST DATA 


1979 actual 
29,470 
$3,271 


$96,405 


Disabled veterans: 
Number of trainees, 


1980 estimate 
27,600 
$3,367 


$92,941 


1981 estimate 
26,000 
$3,450 


$89,696 





Total cost (in thousands) 








Effects of proposed legislation: 
Number of trainees 27,400 


$3,781 
Total cost (in thousands) $103,601 


Housing grants: 
Number of housing grants ats 








Average cost per grant 
Total cost (in thousands) 


Effects of proposed legislation: 
Number of housing grants 
Average cost per grant 


Total cost (in thousands) 


Automobiles or other conveyances: 
Number of conveyances. 
Average cost per conveyance 


Total cost (in thousand) 


Adaptive equipment (including maintenance, repair 
and instailation for automobiles): 
Number of items 
Average cost 


Total cost (in thousands) 


$31,055 $30,000 


Federal Funds—Contined TQ 


$30,000 





$22,608 $20,550 


$15,600 








535 
$30,000 





$16,050 








$3,701 $3,800 


800 
$3,800 





$4,948 $3,420 


$3,040 





8,350 
$967 


8,400 
$1,035 





$8,074 


$8,694 








Object Classification (in thousands of dollars) 





Identification code 36-0137-0-1-702 


1979 actual 1980 est. 


1981 est. 





41.0 — Grants, subsidies, and contributions 
42.0 — Insurance claims and indemnities 


Total costs, funded 
94.0 Change in selected resources 


99.0 Total obligations 


2,654,216 
131,470 


2,785,686 
10,522 


2,188,153 
124,985 


2,313,138 
— 29,988 


1,743,596 
117,030 


1,860,626 
— 38,318 





2,796,208 2,283,150 


1,822,308 





READJUSTMENT BENEFITS 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 





Identification code 36-0137-2-1-702 


1979 actual 1980 est. 


1981 est. 





Program by activities: 
1. Education and training: 
(a) Post-Korean-conflict veterans 
(b) Wives and widows 
(c) Sons and daughters 
(d) Post-Vietnam-era veterans 


Total education and training 


2. Special assistance to disabled veterans: 
(a) Vocational rehabilitation 
(b) Housing grants 


Total special assistance to disabled 
veterans a 


10.00 Total obligations 


Financing 
40.00 Budget activity (appropriation) 


162,085 
2,380 
16,500 
— 2,800 





178,165 








13,905 
450 





14,355 








192,520 


192,520 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 


192,520 





192,520 





Legislation will be proposed to eliminate authority 
for veterans, servicepersons, and dependents, to receive 
assistance for flight and correspondence training effec- 
tive October 1, 1980. Legislation will also be proposed to 
increase the delimiting period by 2 years for Vietnam- 
era veterans in on-the-job training and to those veter- 
ans in vocational-technical training or high school if 
they do not possess a high school diploma or its equiva- 
lent. Further proposals would terminate the authority 
for the predischarge education program (PREP) for 
post-Vietnam-era veterans and enhance the vocational 
rehabilitation programs. An education rate increase of 
10% for all trainees except post-Vietnam veterans will 
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be proposed. Another proposal would extend eligibility 
for housing grants to veterans with the loss or loss of 
use of both upper extremities. 

Enactment of these legislative items will affect train- 
ees, caseload and budget authority in 1981 as follows: 


{In thousands of dollars] 
Budget authority/outlays Change in trainees/ 
caseload 


— $56,261 — 93,590 
63,226 35,600 
— 5,600 


1. Eliminate flight and correspondence training 
2. 2-year extension of delimiting period 

3. Terminate PREP 

4. Enhance vocational rehabilitation program . 
5. Education Rate Increase 

6. Specially adapted housing grants 


Object Clas-‘fication (in thousands of dollars) 





1981 est. 


178,165 
14,355 


192,520 


Identification code 36-0137-2-1-702 


41.0 
42.0 


99.0 


1979 actual 1980 est. 





Grants, subsidies, and contributions 
Insurance claims and indemnities 





Total obligations 





VETERANS INSURANCE AND INDEMNITIES 


For military and naval insurance, national service life insurance, 
servicemen’s indemnities, and service-disabled veterans insurance, as 
authorized by law (38 U.S.C. chapter 19, 70 Stat. 887, 72 Stat. 487), 
[$5,400,000] $7,360,000, to remain available until expended. 

During 1981 and within the resources available, gross obligations 
for direct loans are authorized in such amounts as may be necessary to 
carry out the purposes of the “ Veterans’ insurance and indeminities 
fund”. (Department of Housing and Urban Development—Independent 
Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 36-0120-0-1-701 





1979 actual 1980 est 1981 est. 





Program by activities: 
Operating costs, funded: 
1. Military and naval insurance: 
(a) Payment to U.S. Government life 
insurance fund 35 
(b) Direct payments to policyholders 
and beneficiaries 432 
2. National service life insurance: 
(a) Payment to national service life 
insurance fund 
(b) Direct payments to policyholders 
and beneficiaries 915 
3. Payment to service-disabled veterans 
insurance fund 
4. Other expenses 


2,313 


1,000 
l 





Total operating costs, 4,696 








Capital investment, funded: 
1. Policy loans made 134 
2. Policy liens established 4 


Total capital investment 138 








10.00 Total program costs, funded obliga- 


4,834 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: 

Policy loans repaid 

Policy liens repaid 

Premiums earned 

Interest on loans 

Optional income settlement 


—142 
2,031 


5,750 


—2,031 
3,269 


5,400 


21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
Obligations incurred, net 4,162 
Obligated balance, start of year 243 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 Outlays 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 





Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year 
Disbursements 132 
—160 


1136 


2100 
2200 
2400 


2900 


Repayments, prepayments, loan sales 


Outstanding, end of year 





1. Military and naval insurance.—Payments are 
made to the U.S. Government life insurance fund for 
certain World War I veterans for claims traceable to 
extra hazards of military service. Payments are made 
also to policyholders and beneficiaries for claims on war 
risk insurance issued to servicemen and veterans of 
World War I. Payments are expected to remain stable 
in 1981. 


2. National service life insurance.—Payments are 
made to the national service life insurance fund for 
certain World War II veterans for: (a) disability and 
death claims traceable to the extra hazards of service; 
(b) gratuitous insurance granted to certain persons 
unable to apply for national service life insurance; (c) 
death claims on policies under waiver of premiums 
while the insured was on active duty. 


Payments are made also to policyholders and benefi- 
ciaries on nonparticipating national service life insur- 
ance policies issued to World War II veterans with serv- 
ice-connected disabilities and on worthy exceptional 
cases that would not have been covered under the law 
in effect at the time of death. 

The general decline in the policies in force is expect 
ed to continue in 1981 as indicated in the following 
table (dollars in thousands), however payments are ex: 
pected to remain level. 

1980 estimate 


3,865 3,690 
$21,130 $20,173 


1979 actual 
4,060 
$22,104 


Number of policies 
Amount of insurance 


3. Payment to service-disabled veterans insurance 
fund.— Payments are made to the service-disabled vet- 
erans insurance fund to supplement the premium and 
other receipts of the fund in amounts necessary to pay 
claims on insurance policies issued to veterans with 
service-connected disabilities. Payments are projected to 
increase in 1981, due to additional policyholders, since 
this is the only fund open to new issues. 

Financing.—Operations are financed by appropriation 
funding and a small amount of premiums. The request 
ed appropriation is significantly reduced due to an in- 
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crease in the projected unobligated balance at the end 
of 1980. 


Object Classification (in thousands of dollars) 





1979 actual 


167 


1980 est. 


138 
3,349 
1,347 


4,834 


iaticaton code 36-0120-0-1-701 1981 est. 


136 
3,789 
1,347 


5,272 





0 Investments and loans 
{0 Granis, subsidies, and contributions 
120 Insurance claims and indemnities 





990 Total obligations 





MEDICAL CARE 


For necessary expenses for the maintenance and operation of hospi- 
tals, nursing homes, and domiciliary facilities; for furnishing, as au- 
thorized by law, inpatient and outpatient care and treatment to bene- 
fiiaries of the Veterans Administration, including care and treat- 
ment in facilities not under the jurisdiction of the Veterans Adminis- 
tration, and furnishing recreational facilities, supplies and equipment; 
funeral, burial and other expenses incidental thereto for beneficiaries 
receiving care in Veterans Administration facilities; repairing, alter- 
ing, improving or providing facilities in the several hospitals and 
homes under the jurisdiction of the Veterans Administration, not 
otherwise provided for, either by contract or by the hire of temporary 
employees and purchase of materials; uniforms or allowances there- 
for, as authorized by law (5 U.S.C. 5901-5902); and aid to State homes 
as authorized by law (38 U.S.C. 641); [$5,683,700,000] $6,154,802,000, 
plus reimbursements. (5 U.S.C. chaps. 1-7, 21-89; 12 U.S.C. 32415(a); 38 
US.C. 10%), 111, 213, 216-219, 233, 234, 903, 1506, chaps. 17, 39, 73, 
81, 85; 89 U.S.C. 3206(a); 41 U.S.C. 5; 44 U.S.C. 150% a); 72 Stat. 1262- 
1264; Department of Housing and Urban Development—Independent 
Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


tiation code 36-0160-0-1-703 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Maintenance and operation of VA 
facilities: 

(a) VA hospital care 
(b) Nursing home care ... 
(c) Domiciliary care 
(d) Outpatient care 
(e) Miscellaneous benefits and serv- 


3,195,460 
177,977 
75,501 
951,608 


3,604,038 
207,916 
75,940 
1,091,502 


3,706,165 
218,809 
78,029 
1,153,764 


98,898 
275,492 


105,471 
297,313 


112,550 
(f) Education and training 310,878 
2. Contract care: 

(a) Hospitalization 

(b) Community nursing home care ... 
3. Grants for State home care: 

(a) Domiciliary 

(b) Nursing home 

(c) Hospitalization 
4. Civilian health and medical program 

of the Veterans Administration: 
(a) Hospitalization 
(b) Outpatient care 


64,812 
98,692 


69,931 
115,219 


69,754 
128,360 


11,392 
19,787 
5,098 


11,656 
22,485 
4,598 


13,490 
27,973 
5,226 


31,271 
7,947 


32,782 
6,302 


40,398 
6,899 





Total direct operating costs, 


5,013,937 5,645,153 5,872,295 








Capital investment, funded: 
1. Maintenance and operation of VA 
facilities: 
(a) VA hospital care 
(b) Nursing home care .. 
(c) Domiciliary care 
(d) Outpatient care 
(e) Miscellaneous benefits and serv- 


182,103 
7,988 
3,563 

20,817 


170,268 
8,526 
3,747 

17,976 


230,762 
10,118 
4,500 
26,385 


6,119 
1,548 


222,138 


6,300 
3,000 


209,817 


7,742 
3,000 


282,507 








310-100 0 - 80 - 51 


Total direct program costs, 
ded 


5,236,075 5,854,970 





6,154,802 


Reimbursable program: 
1. Maintenance and operation of VA 
facilities: 
(a) VA hospital care 
(d) Outpatient care 


Total 


32,886 
5,795 


34,008 
5,992 


reimbursable program 
38,681 


5,274,756 


40,000 


Total program costs, funded 6,194,802 
Change in selected resources (undelivered 


133,496 


10.00 Total obligations 5,408,252 5,894,970 6,194,802 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources (38 U.S.C. 611)... 
25.00 Unobligated balance lapsing 


— 20,680 
— 18,001 
4,803 


5,374,374 


— 21,385 
— 18,615 


— 21,385 


Budget authority 5,854,970 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


5,683,700 
171,270 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


5,369,571 
620,814 
— 817,833 


5,854,970 
817,833 
— 146,718 


6,154,802 
746,718 
— 800,433 





Outlays, excluding pay raise supple- 


5,760,408 6,095,494 


91.20 Outlays from civilian pay raise sup- 


plemental 165,677 5,593 





The Veterans Administration operates the largest 
medical care delivery system in the country, with 172 
hospitals, 16 domiciliaries, 97 nursing homes, and 229 
outpatient clinics in 1981. In addition to these facilities, 
patients are cared for in contract Federal and commu- 
nity hospitals, community nursing homes with VA sup- 
port and State-run domiciliaries, nursing homes and 
hospitals. This system will treat over 1.3 million pa- 
tients in 1981, and over 18.2 million outpatient medical 
and dental visits will be made to VA and community 
facilities. 

In 1981, a continued priority for VA health care will 
be meeting the needs of veterans with service-connected 
disabilities and of aging veterans. The Veterans Admin- 
istration will continue its efforts to increase the flexibil- 
ity of the medical care delivery system. The use of 
outpatient and ambulatory care programs will obviate 
the need for some hospital admissions and use of com- 
munity living arrangements such as home-based care, 
foster home care, et cetera, will permit increased out- 
placement of hospitalized veterans with a corresponding 
reduction in length of stay. Arrangement will be contin- 
ued and improved to provide for hospital and medical 
care, in the private sector, for certain dependents and 
survivors of veterans, as authorized by law. 

In 1981 increased costs are associated with (1) work- 
load increases for new VA nursing homes, (2) operation- 
al requirements of new facilities, (3) noncontrollable 
payroll increases, (4) increased usage of drugs, utilities, 
communications, provisions, prosthetics, medical and 
dental supplies, and operating supplies. Offsetting these 
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increases, in part are workload decreases for VA domi- 
ciliaries, and hospitals. 

1. Maintenance and operation of VA facilities—(a) VA 
hospital care-—This summarizes the medical, surgical, 
and psychiatric bed sections in VA hospitals. Increased 
cost over 1980 is $172,621 thousand. 

Estimated operating levels are: 

1979 actual 
1,230,252 
69,821 


1981 estimate 
1,235,000 
67,500 


1980 estimate 
1,235,000 
68,500 


Patients treated 

Average daily census 

Average employment (including education and 

142,215 145,061 144,862 
2.04 2.12 2.15 


(b) Nursing home care.—This covers the operation of 
nursing care beds in Veterans Administration facilities. 
An increase of $12,485 thousand in 1981 is estimated. 

Estimated operating levels are: 

1979 actual 

12,283 

7,760 


Ratio average employment to census 


1981 estimate 
12,700 
8,237 


1980 estimate 
12,420 
8,063 


Patients treated 
Average daily nursing patient census 
Average employment (including education and 


training) 8,150 8,468 8,651 


(c) Domiciliary care.—This covers the care of domicili- 
ary members in Veterans Administration facilities. In 
1981, an increase of $2,842 thousand is estimated. 


Estimated operating levels are: 

1979 actual 
16,541 
8,448 


1980 estimate 
14,900 
7,600 


1981 estimate 
14,700 
7,520 


Members treated 
Average daily member census 
Average employment (including education and 


training) 2,916 2,684 2,639 


(d) Outpatient care.—This covers the cost of outpa- 
tient medical and dental care provided by Veterans 
Administration staff and by physicians and dentists 
participating under a fee basis arrangement in the 
hometown care program. The 1981 estimates exceed 
1980 estimates by $60,671 thousand. 


NUMBER OF MEDICAL VISITS AND DENTAL WORKLOADS 


Medical visits (in thousands): 1979 actual 
15,053 
2,209 


17,262 


1980 estimate 
15,615 
2,370 


17,985 


1981 estimate 
15,706 
2,299 


18,005 


Examinations 
Treatments 


128,195 
134,769 


262,964 
67,749 


131,000 
135,000 


266,000 


Fee: Cases completed 56,648 








Average employment (including education and 
training) 26,982 27,686 
(e) Miscellaneous benefits and services.—This covers 

items of expense not directly connected with medical 

care and treatment such as beneficiary travel, care of 
the dead, operation of personnel quarters at medical 
facilities, and the cost of furnishing supply, engineer- 
ing, housekeeping, and other administrative support 
services to other Veterans Administration departments 
on a nonreimbursable basis. The increase in the esti- 


mated cost in 1981 over 1980 is $8,521 thousand. 


1979 actual 1980 estimate 1981 estimate 
1,140 1,140 1,140 
(f) Education and training.—This covers the cost ap. 

plicable to residency and other health services training 

in Veterans Administration facilities. An increase of 

$13,565 thousand is estimated in 1981. 


1979 actual 


Average employment 


1980 estimate 1981 estimate 

Average employment (all education and training 
average employment has been apportioned to the 
respective activities) 


Number of trainees 


(9,459) (9,043) (9,043) 
98,400 100,190 100,330 


2. Contract care—(a) Hospitalization.—This covers the 
hospitalization of patients for service and non-service 
connected disabilities in other Federal hospitals when 
Veterans Administration facilities are not available. 
VA beneficiaries are also provided care in non-Federal 
hospitals under the provisions of title 38, U.S.C., sex. 
tions 601 and 1506, such as, women veterans of any 
war, emergency cases and veterans requiring hospital. 
ization to prevent interruption of vocational rehabilita. 
tion training. A decrease of $177 thousand is estimated 
in 1981. 

1979 actual 

1,182 

29,268 


1980 estimate 1981 estimate 
1,176 1,061 
28,271 29,800 


(b) Community nursing home care.—This covers the 
cost of nursing care in private facilities when Veterans 
Administration facilities are not available. An increas 
of $18,141 thousand is estimated in 1981. 
1979 actual 

8,126 

27,807 


Average daily patient census... 
Patients treated 


1980 estimate 1981 estima 
8,250 8,301 
28,050 28,50) 


Average daily nursing census 
Patients treated 


3. Grants for State home care—(a) Domiciliary.—This 
covers the cost of domiciliary care of veterans in State 
homes. An increase of $1,884 thousand in 1981 is esti: 
mated over 1980. 

1979 actual 

5,296 

10,536 


1980 estimate 1981 estimat 
5,459 5,53 
11,355 11,505 


Average daily member census 
Members treated 


(b) Nursing home.—This covers the cost of nursing 
care of veterans in State homes. An increase of $5,488 
thousand in 1981 is estimated over 1980. 
1979 actual 

5,203 

9,282 


1980 estimate 1981 estna 
5,698 6,200 
10,484 11,28 


Average daily nursing census... 
Patients treated 


(c) Hospitalization.—This covers the cost of hospital 
care of veterans in State homes. A increase of $628 
thousand is estimated in 1981. 

1979 actual 

Average daily patient census 980 

Patients treated 6,192 
Average employment (for support of all non-VA fa- 

cility workloads) 338 338 38 


1980 estimate 1981 estimale 
1,000 1,000 
6,460 6,496 


4. Civilian health and medical program of the Veter. 
ans Administration.—This program provides private 
hospital and outpatient care for dependents and survi: 
vors of certain veterans. An increase of $8,213 thousand 
is estimated in 1981. 

1979 actual 1980 estimate 1981 ena 
Average daily hospital census 492 432 Mi 
Outpatient visits (in thousands) 179 134 ltl 
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Object Classification (in thousands of dollars) 





Wentfication code 36-0160-0-1-703 1979 actual 


1980 est. 


1981 est. 





Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent... 
11.5 Other personnel compensation 


2,614,122 
333,028 
208,453 


Total personnel compensation 3,155,603 


2,889,804 
369,951 
230,346 


3,490,101 


2,929,191 
374,863 
233,406 


3,537,460 





Direct costs: 

Personnel compensation 

Personnel benefits: Civilian 

Benefits for former personnel 

Travel and transportation of persons: 
Employee travel 
Beneficiary travel 
Interagency motor pool payments 


3,132,868 
324,974 


Transportation of things 

Standard level user charges 

Communications, utilities, and other rent.... 

Printing and reproduction 

Other services 

Outpatient dental fees 

Medical and nursing fees 

Community nursing homes 

Contract hospitalization 

Civilian health and medical program of the 
Veterans Administration 

Supplies and materials 

Provisions 

Equipment 

Lands and structures 


Grants, subsidies, and contributions 34,748 


3,466,591 
360,038 
21 


4,652 
60,006 
4,324 
1,732 
12,417 
16,225 


37,095 


3,513,950 
364,952 
21 


5,057 
69,992 
5,276 
2,033 
17,729 
19,936 
194,636 
5,408 
319,431 
34,459 
117,645 
126,607 
67,910 


47,297 
850,909 
99,010 
200,908 
46,599 
45,037 





Total direct costs 5,236,075 


“5,854,970 


6,154,802 





Reimbursable costs: 
Personnel compensation 
Personnel benefits: Civilian 2,002 
Communications, utilities, and other rent.... 8,655 
Other services 967 
Supplies and materials 4,322 


22,735 


23,510 
2,070 
8,950 
1,000 
4,470 


23,510 
2,070 
8,950 
1,000 
4,470 





Total reimbursable costs 38,681 


40,000 


40,000 





Total costs, funded 
94.0 Change in selected resources 


5,274,756 
133,496 


5,894,970 


6,194,802 





99.0 Total obligations 5,408,252 


5,894,970 


6,194,802 





Personnel Summary 








Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


167,220 


Average ES salary 

Average GS grade 

Average GS salary 

Average salary, grades established by 38 U.S.C. 73. 
Average salary of ungraded positions 


$23,625 
$14,612 


175,727 
188,443 
(18,741) 


(3,177) 
$53,985 
6.00 
$14,994 
$25,397 
$15,781 


173,556 
188,493 
(19,031) 


(3,177) 
$53,985 
6.00 
$15,144 
$25,650 
$16,333 





MEDICAL CARE 


(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 





Mdentification code 36-0160-2-1-703 1979 actual 


1980 est. 


1981 est. 





Program by activities: 
10.00 Maintenance and operation of VA facilities: 
(d) Qutpatient care (costs—objec- 
tions) (object class 25.0) 
Financing: 
40.00 Budget authority (appropriation) 


—31,913 


—31,913 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 


—31,913 
—31,913 





Legislation will be proposed to eliminate class II 
dental benefits, to no longer provide outpatient dental 
care for service-connected noncompensable dental con- 
ditions which are not related to service trauma or pris- 
oner-of-war status. This legislation is estimated to save 
$31,913 thousand in 1981. 


MEDICAL AND PROSTHETIC RESEARCH 


For necessary expenses in carrying out programs of medical and 
prosthetic research and development, as authorized by law, to remain 
available until September 30, [[1981, $122,847,000], 1982, 
$134,810,000, plus reimbursements. (38 U.S.C. 111, 213, 216, 217, 219 
(a) and (b), 233, 652, chaps. 39, 73; 41 U.S.C. 254(@); 44 U.S.C. 1509%a); 
Department of Housing and Urban Development—Independent Agen- 
cies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 36-0161-0-1-703 1979 actual 1980 est. 





Program by activities: 
Direct program: 
Operating costs, funded: 
1. Medical research 
2. Rehabilitative research 
3. Health services research 


Total 


100,060 
5,106 


106,824 
6,713 
3,105 


109,948 
7,984 
2,943 


operating costs, 


direct 
led 


108,134 = 116,642 





120,875 


Capital investment, funded: 
1. Medical research 12,795 
2. Rehabilitative research 1,000 
3. Health services research 140 


13,935 
134,810 


Total capital investment 
Total direct program costs, funded 


Reimbursable programs: 
1. Medical research: 
(a) Cancer chemotherapy research... 
(b) Direct grants 
(c) Other medical research 
2. Rehabilitative research 


Total reimbursable program costs? 
126,325 
3,649 
129,973 


Total program costs, funded 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 134,242 142,010 


Financing: 
11.00 Offsetting collections from: Federal funds ... 
21.40 Unobligated balance available, start of year 
22.98 Unobligated balance transferred from other 
accounts: Fund balance 
24.40 Unobligated balance available, end of year.. 


Budget authority 


—6,248 —7,200 —7,200 


— 482 


—1,173 
1,060 


126,447 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


122,847 
3,600 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
73.98 Obligated balance, transferred, net: Fund 


127,042 
24,290 


134,810 
25,219 


1 Includes capital investment as follows: 1979, $35 thousand; 1980, $190 thousand; and 1981, $190 thousand. 
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General and special funds—Continued 
MEDICAL AND PrRosTHETIC RESEARCH—Continued 


Program and Financing (in thousands of dollars) —Continued 
Identification code 36-0161-0-1-703 
74.40 Obligated balance, end of year 
90.00 Outlays, excluding pay raise supple- 


91.20 


1981 est. 


—25,219 


1979 actual 


— 24,290 


1980 est. 


— 25,219 





117,270 =: 122,847 


3,462 138 


134,672 
Outlays from civilian pay raise sup- 
plemental 





1. Medical research.—This program is comprised of 
institutional and special research and is designed to 
utilize the unique capability of the Veterans Adminis- 
tration medical system in answering questions which 
can only be answered by a large number of patients 
under a single management. In addition to the broad 
spectrum of biomedical research projects, special em- 
phasis is given to research on prevalent diseases of 
veterans such as aging, alcoholism, schizophrenia, de- 
layed stress disorders, and spinal cord injury and tissue 
regeneration. Cooperative studies included under spe- 
cial research are: Surgical treatment of angina pectoris; 
adjunct treatment of diabetes; and relative potency and 
side-effect liability of new and marketed sedatives. 

2. Rehabilitative research.—This program is dedicated 
to the development and application of science and tech- 
nology to improve the care of the physically disabled 
veteran. This includes those with disorders of the spine, 
the limbs and of those with visual, hearing and speech 
disorders. It addresses itself to better the quality of life, 
such as prostheses for the amputee; better wheelchairs 
for the paralyzed; and better joint functions for the 
arthritic. 

8. Health services research.—This program provides 
support for health services projects at VA medical cen- 
ters for improving the effectiveness and economy of 
delivery of health services and improving the accessibil- 
ity of services to veterans. 


Object Classification (in thousands of dollars) 
Identification code 36-0161-0-1-703 


Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 





1979 actual 1980 est. 1981 est. 





67,967 
8,145 
1,148 


77,260 


74,548 
8,933 
1,250 


84,731 





Total personnel compensation 


Direct costs: 

Personnel compensation 73,144 80,481 
Personnel benefits: Civilian 7,654 8,419 
Benefits for former personnel 60 60 
Travel and transportation of persons: 

Employee travel 

Beneficiary travel 

Interagency motor pool payments. 


Transportation of things 

Communications, utilities, and other rent... 
Printing and reproduction 

Other services 

Supplies and materials... 

Equipment 

Lands and structures 


10,925 
17,845 
11,835 

2,100 


134,810 


Total direct costs 120,077 127,042 


Reimbursable costs: 


Personnel compensation 4,116 4,250 4,250 


Personnel benefits: Civilian 

Travel and transportation of persons: 
Employee travel....... : . 
Beneficiary travel 


Transportation of things 

Communications, utilities, and other rent... 
Printing and reproduction 

Other services 

Supplies and materials . 

Equipment 


Total reimbursable costs ... 


Total costs, funded 
Change in selected resources 


7,200 
134,242 


Total obligations 





Personnel Summary 


3,554 
4,430 4,433 
(882) (950) 


(15) (15) (15) 
$47,007 $53,985 $53,985 
6.00 6.00 6.00 
$13,948 $14,994 $15,144 
$23,625 $25,397 $25,650 
$14,612 $15,781 $16,333 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


4,433 
(950) 


Average ES salary... 

Average GS grade... 

Average GS salary. 

Average salary, grades established by 38 U.S.C. 73. 
Average salary of ungraded positions 





MEDICAL ADMINISTRATION AND MISCELLANEOUS OPERATING EXPENSES 


For necessary expenses in the administration of the medical, hospi- 
tal, domiciliary, construction and supply, research, employee educa- 
tion and training activities, as authorized by law, and for carrying out 
the provisions of section 5055, title 38, United States Code, relating to 
pilot programs and grants for exchange of medical information, 
[$47,606,000] $56,407,000, plus reimbursements. (5 U.S.C. chaps. 1-7, 
21-89; 24 U.S.C. 30; 31 U.S.C. 530a, 686, 691; 38 U.S.C. 10%a), 111, 218, 
216, 218-220, 230, 233, 234, 903, 1506, 1903, 1904, chaps. 17, 73, 81-83, 
85; 41 U.S.C. 5; 44 U.S.C. 150%); 72 Stat. 1262-1264; Department of 
Housing and Urban Development—Independent Agencies Appropri- 
ation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 36-0152-0-1-703 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
Operating costs, funded: 
1. Medical, hospital, and domiciliary 
administration 
2. Postgraduate and inservice train- 


31,210 


11,194 
2,074 


8 
3. Exchange of medical information... 
Total 


direct operating costs, 


44,478 


Capital investment, funded: 
1. Medical, hospital, and domiciliary 
administration 253 
2. Postgraduate and inservice train- 
i 591 
1,529 


2,374 
46,852 


g 
3. Exchange of medical information... 
Total capital investment 


Total direct program costs, funded 
Reimbursable programs: 

1. Medical, hospital, and domiciliary ad- 

ministration 25 


Total program costs, funded 46,877 
Change in selected resources (undelivered 


orders) 
Total obligations 


—505 


10.00 46,372 48,725 





4,433 
(950) 


(15) 
$53,985 
6.00 
$15,144 
$25,650 
$16,333 


KPENSES 


1, hospi- 
» educa- 
ying out 
ating to 
mation, 
ips. 1-7, 
'11, 218, 
, 81-88, 
ment of 
ppropri- 


1981 est. 


56,407 


VETERANS ADMINISTRATION 








Financing: 
11.00 Offsetting collections from: Federal funds ... 
25.00 Unobligated balance lapsing 


94.0 Change in selected resources 
99.0 Total obligations 





46,372 48,725 56,407 





Budget authority 


Personnel Summary 





Budget authority: 
40.00 Appropriation 47,606 
44.20 Supplemental for civilian pay raises 1,099 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


48,705 
11,484 
—11,500 





90.00 Outlays, excluding pay raise supple- 
47,620 
91.20 Outlays from civilian pay raise sup- 
plemental 





1. Medical, hospital, and domiciliary administra- 
tion.—Central office staff elements will continue to pro- 
vide executive direction of all agency medical programs 
through program development, implementation, and ad- 
ministration of policies, plans, and objectives. Increased 
emphasis will be placed on developing and coordinating 
implementation of the departmental construction pro- 
gram. 

2. Postgraduate and inservice training.—Program as- 
sists VA and Department of Medicine and Surgery per- 
sonnel in maintaining and upgrading their knowledge 
and skills. The purchase of educational supplies and 
materials will increase slightly over 1980. Renewed em- 
phasis will be placed on providing continuing education 
and staff development opportunities to staff in or near 
their assigned VA health care facility. 

3. Exchange of medical information.—Program in 
1981 will provide support for an estimated 11 ongoing 
and 2 new projects (grants and pilot projects) to demon- 
strate the effective use of existing or new methods in 
biomedical communications and education at VA medi- 
cal centers located remote from urban medical teaching 
facilities. 


Object Classification (in thousands of dollars) 





Kdentification code 36-0152-0-1-703 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
lll Permanent positions 20,044 23,395 24,513 
11.3 Positions other than permanent 643 703 737 
11.5 Other personnel compensation 656 687 


21,259 24,754 25,937 





Total personnel compensation 








Direct costs: 

Personnel compensation 21,259 24,754 25,937 
Personnel benefits: Civilian 2,025 2,359 2,471 

Travel and transportation of persons: 
Employee travel 8,340 8,790 
Interagency motor pool payments 2 2 
25 25 
Transportation of things 117 144 
23.2 Communications, utilities, and other rent... ; 1,665 1,809 
24.0 — Printing and reproduction 567 600 
25.0 — Other services 8,018 13,935 
26.0 Supplies and materials .. : 929 1,034 
31.0 — Equipment 1,329 1,310 
41.0 — Grants, subsidies, and contributions 600 350 

Total direct costs 


46,852 48,705 56,407 
Reimbursable costs: 


25.0 — Other services 25 20 


Total costs, funded 46,877 48,725 56,407 


Total number of permanent positions 892 807 815 

Total compensable workyears 813 839 
Full-time equivalent of other positions ( (60) (60) 
Full-time equivalent of overtime and holiday 


(1) (1) 
Average ES salary... $53,985 $53,985 
Average GS grade 6.00 6.00 
Average GS salary $14,994 $15,144 
Average salary, grades established by 38 U.S.C. 73. $25,397 $25,650 
Average salary of ungraded positions $15,781 $16,333 


$ 
$23,625 
$14,612 





GENERAL OPERATING EXPENSES* 
*See Part III for additional information. 


For necessary operating expenses of the Veterans Administration, 
not otherwise provided for, including uniforms or allowances therefor, 
as authorized by law; not to exceed $3,000 for official reception and 
representation expenses; cemeterial expenses as authorized by law, 
purchase of [twelve] nine passenger motor vehicles, for use in ceme- 
terial operations, and hire of passenger motor vehicles; and reim- 
bursement of the General Services Administration for security guard 
services, and the Department of Defense for the cost of overseas 
employee mail; [$587,392,000] $645,175,000. (5 U.S.C. chaps. 1-7, 21- 
89; 6 US.C. 15; 12 U.S.C. 32415(a); 24 U.S.C. 30; 28 U.S.C. 2672; 31 
U.S.C. 241, 530a, 686, 691; 38 U.S.C. 111, 112, chaps. 3, 24, 31, 32, 34- 
37, 41, 42, 55, 57, 59, 71, 81; 39 U.S.C. 3206(a); 41 U.S.C. 5; 44 U.S.C. 
1509 a); 72 Stat. 1262-1264; 74 Stat. 793-799; Department of Housing 
and Urban Development—Independent Agencies Appropriation Act, 
1980.) 


Program and Financing (in thousands of dollars) 


Identification code 36-0151-0-1-705 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. General administration 
2. Data management 
3. Veterans benefits: 
(a) Executive direction 
(b) Veterans services 
(c) Compensation, pension, and edu- 
cation 134,726 136,049 135,638 
(d) Loan guaranty. 47,964 52,954 53,602 
(e) Insurance 7,585 8,630 8,755 
(f) Office services. 141,655 139,017 143,570 
. Memorial affairs 28,798 31,394 33,609 


606,294 612,971 645,175 


77,295 
63,336 


83,528 
51,001 


89,440 
66,550 


12,656 
92,279 


14,046 
96,052 


14,301 
99,710 


Total direct program 





Reimbursable program: 
1. General administration 60 60 60 
2. Data management 280 310 

3. Veterans benefits: 
(b) Veterans services 145 
(d) Loan guaranty 50 
(e) Insurance 660 
(f) Office services 145 


Total reimbursable program 1,370 


Total program costs, funded '... 608,301 646,545 
Change in selected resources (undelivered 


orders) 


10.00 Total obligations 
Financing: 

11.00 Offsetting collections from: Federal funds... — 2,007 

25.00 Unobligated balance lapsing 7,941 


Budget authority 631,675 


17,440 
625,741 


612,971 645,175 


Includes capital investment as follows: 1979, $7,067 thousand; 1980, $3,256 thousand; 1981, $11,825 thousand. 
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General and special funds—Continued 
GENERAL OPERATING ExPENSES—Continued 


Program and Financing (in thousands of dollars) Continued 


Identification code 36-0151-0-1-705 1980 est. 1981 est. 
Budget authority: 


40.00 Appropriation 
44.10 Supplemental for wage-board pay 


1979 actual 


631,675 587,392 645,175 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 


612,971 
77,521 
— 65,519 


645,175 
65,519 
—67,118 


623,734 
59,320 
—77,521 
—2,237 


Outlays, excluding pay raise supple- 
tal 


603,295 600,094 


91.10 Outlays for wage-board pay raise 
supplemental 825 

Outlays from civilian pay raise sup- 
24,054 


plemental 


91.20 


This appropriation provides for the administration of 
nonmedical veterans benefits through the Department 
of Veterans Benefits; operation and maintenance of 107 
national cemeteries by the Department of Memorial 
Affairs; data processing operations and communications 
systems through the Office of Data Management and 
Telecommunications; and top management direction 
and support through agency-level staff offices. 

Amounts requested for 1981 are $19.1 million above 
the 1980 estimate. The additional funds are requested 
to improve ADP support to agency programs; provide 
for cemeterial expansion; and provide for the cost of 
within-grade salary increases. 

1. Genera? administration.—This activity contains the 
executive direction of the agency and several top level 
supporting offices. In addition, it covers the Board of 
Veterans Appeals which decides all cases of appeals to 
the Administrator on claims involving benefits under 
veterans legislation. 

2. Data management.—This activity manages all com- 
puter operations and provides technical support and 
assistance in the development of new computer and 
communications systems. 

3. Veterans benefits.—This activity determines eligi- 
bility and adjudicates all claims for compensation, pen- 
sions, educational assistance, housing loan assistance, 
and insurance awards. A summary of program objec- 
tives and anticipated workload is included in the follow- 
ing paragraphs: 

(b) Veterans services.—Information, advice, and assist- 
ance concerning the availability and procurement of 
benefits under the law is provided to all veterans, their 
dependents, and survivors. 


WORKLOADS IN THOUSANDS 


1979 actual 1980 estimate 


3,617 3,360 3,280 
Telephone actions 19,669 21,500 21,400 
Field examinations 103 105 110 


(c) Compensation, pension, and education.—This activ- 
ity provides timely and efficient service to veterans and 
their dependents related to compensation, pension, and 
education benefits under the various laws enacted by 
Congress. Compensation and pension workloads are ex- 


1981 estimate 
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pected to decline slightly, and the number of trainees is 
expected to decrease as reflected in the following table: 
(in thousands) 

1979 actual 1980 estimate 1981 estimate 
New claims 331 340 349 
Reopened claims 457 480 485 
Dependency and income claims .. 2,404 1,600 1,575 
Number of trainees 1,411 1,173 953 


(d) Loan guaranty.—This program mission is to pro- 
vide a viable form of credit assistance whereby housing 
credit needs of veterans and servicemen may be satis- 
fied by private capital on more liberal terms than gen- 
erally available to nonveterans. Added responsibilities 
associated with the Housing Act of 1974 and the Real 
Estate Settlement Procedures Act of 1974 produce a 
continued high level of loan activity. Key workloads are 
listed below: (in thousands) 

1979 actual 


1980 estimate 1981 estimate 


Loan originations 


Property acquisitions 
Properties disposed of 


4, Memorial affairs.—Effective September 1, 1973, the 
Veterans Administration became responsible for admin- 
istering the National Cemetery System. Cemeterial op- 
erations include overall program administration, main- 
tenance of grounds and equipment, and headstone pro- 
curement and assignment. Key workload forecasts are 
as follows: (in thousands) 

1979 actual 1980 estimate 


Headstone applications 255 258 
Interments 39 42 44 


Object Classification (in thousands of dollars) 

Identification code 36-0151-0-1-705 
Personnel compensation: 
Permanent positions. 


Positions other than permanent... 
Other personnel compensation 


1981 estimate 





1979 actual 1980 est. 1981 est. 





378,012 
6,608 
6,920 


391,540 


393,210 
6,597 


Total personnel compensation 


Direct obligations: 
Personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons: 
Employee travel 
Beneficiary travel 
Interagency motor pool payments 


391,063 
41,771 


Transportation of things 

Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 

Other services 

Supplies and materials ... 

Equipment 

Lands and structures 

Insurance claims and indemnities 


Total direct obligations 612,971 


Reimbursable obligations: 

Personnel compensation 369 
Personnel benefits: Civilian 35 
Travel and transportation of persons: Em- 

15 
Communications, utilities, and other rent... 279 
Printing and reproduction 30 
Other services 574 
Supplies and materials 38 


Total reimbursable obligations 1,340 1,370 


Total costs, funded 614,311 646,545 





bilities 
e Real 
luce a 
ids are 


981 estimate 
363 

18 

18 


73, the 
admin- 
‘ial op- 
main- 
1e pro- 
sts are 


1981 estimate 
260 


1,370 
646,545 


VETERANS ADMINISTRATION 


94.0 Change in selected resources 





99.0 Total obligations 625,741 614,311 646,545 


Federal Funds—Contimed S07 


Object Classification (in thousands of dollars) 
Indentification code 36-0151-2-1-705 





1979 actual 1980 estimate 





Personnel Summary 





22,287 
22,139 
(731) 


22,214 
22,158 
(733) 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
(259) 
$49,963 
7.75 
$18,315 


(243). 
$49,949 
7.80 


Average GS grade 
$18,498 


Average GS salary 





GENERAL OPERATING EXPENSES 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 





identification code 36-0151-2-1-705 1974 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
3. Veterans benefits: 
(c) Compensation, pension, and edu- 


(f) Office services 





10.00 Total program costs, funded 


Financing: 
40,00 Budget authority (appropriation) 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





Legislation will be proposed to terminate the authori- 
ty for flight and correspondence training by veterans, 
spouses, and surviving spouses. This legislation is esti- 
mated to save $845 thousand in 1981. 


11.1 Personnel compensation: Permanent posi- 


Personnel Summary 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary 





ConstTRUCTION, Masor Prosects* 
* See Part III for additional information. 


For constructing, altering, extending and improving any of the 
facilities under the jurisdiction or for the use of the Veterans Admin- 
istration, or for any of the purposes set forth in sectons 1004, 1006, 
(5001, 5002 and 5004] 5002, 5003, 5006, 5008, 5009, and 5010 of title 
38, United States Code, including planning, architectural and engi- 
neering services, and site acquisition, where the estimated cost of a 
project is [$1,000,000] $3,000,000 or more or where funds for a project 
were made available in a previous major project appropriation, 
[$317,292,000] $519,354,000, to remain available until expended: Pro- 
vided, That, except for advance planning of projects funded through the 
Advance Planning Fund, none of these funds shall be used for any 
project which has not been considered and approved by the Congress in 
the budgetary process. (5 U.S.C. chaps. 1-7, 21-89; 31 U.S.C. 686; 38 
U.S.C. 213, 230, 233, chaps. 24, 73, 81, 83; 41 U.S.C. 5; Department of 
Housing and Urban Development—Independent Agencies Appropriation 
Act, 1980.) 


Program and Financing (in thousands of dollars) 





Costs to this appropriation 


Analysis of 1980 financing 





Wentfication code 36-0110-0-1-703 


Total 
estimate 


To Sept. 
30, 1978 


1979 
actual 





Program by activities: 
1. Replacement and modernization 
2. Nursing home care 
3. Domiciliaries 
4. Research and education 
5. Outpatient improvements... 
6. Other improvements 
7. National cemeteries 
8. Computer centers, additions and alterations. 
9. Replacement or renovation of regional of- 


1,848,171 
155,639 
35,798 
54,151 
178,902 
793,872 
96,827 
5,600 


453,336 
25,117 
2,346 
27,589 
39,459 
140;320 


Total program costs, funded 
Change in selected resources (undelivered 


51,811 


153,741 


Deduct Add 
selected 
resources 
and un- 
obligated 
balance, 
end of 
year 


resources 
and un- 
obligated 
balance, 
start of 
year 


1980 1981 
estimate estimate 





125,932 242,942 
20,789 

6,806 

5,130 
19,629 
78,377 
12,725 


823,307 
44,843 
14,858 
10,983 
59,798 

297,466 
54,003 


884,820 
84,523 
18,142 
18,024 
92,525 

410,873 


187,445 
60,469 
10,090 
12,171 
52,356 

191,784 


156,944 269,583 1,305,258 1,555,029 519,354 334,900 


232,205 250,820 





10.00 Total obligations 


Financing: 


2140 Unobligated balance available, start of year 
44.40 Unobligated balance available, end of year 


{0.00 Budget authority (appropriation) 


205,552 


—154,954 
914,962 


389,149 520,403 


—914,962 
843,105 


317,292 


— 843,105 
842,056 


519,354 
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General and special funds—Continued 


ConsTRUCTION, Mayor Prosects—Continued 


Program and Financing (in thousands of dollars) —Continued 





Costs to this appropriation 


Analysis of 1980 financing 





Identification code 36-0110-0-1-703 


Total 0 Sept. 1979 
estimate , 1978 actual 


Deduct 
selected 
resources 
and un- and un- 
obligated obligated 
balance, balance, 
start of end of 

year year 


Add 
selected 
resources 

1980 1981 
estimate estimate 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year... 
74.40  Obligated balance, end of year 


205,552 
186,956 
— 242,277 


389,149 
242,277 
— 480,597 


520,403 
480,597 
—139,179 





90.00 Outlays 


150,232 


150,829 261,821 





This appropriation level emphasizes long-term care 
and ambulatory service. Construction funds are request- 
ed for seven nursing home projects which will provide 
720 nursing home beds. This level of nursing home 
construction will be maintained over the next several 
years to attain a level of 13,100 operational nursing 
home beds by 1987. Eight major construction projects 
provide for outpatient expansions and modernizations 
which will contribute to the anticipated 15% growth in 
outpatient visits by 1985. 

This budget request is more than a 60% increase 
above the current year’s appropriation. To maintain the 
172 medical center system expenditures must be ex- 
panded. Other objectives to be met within this long 
range plan are the funding of one replacement hospital 
per year, more vigorous correction of safety deficiencies, 
and protection of capital investment. Within this 
budget, design funds for a replacement hospital at Min- 
neapolis are included. Proposed funding for safety defi- 
ciencies, which include seismic, electrical, and fire 
safety, is increased 67% above the 1980 funding. Indi- 
rect patient care functions receive a 90% increase 
above the current year appropriation. 

The VA is on schedule toward the goal of a 45% 
reduction in energy consumption. Some of the promi- 
nent projects which are achieving greater energy effi- 
ciency are the heat extractor at Albany, N.Y., and an 
Annual Cycle Energy System at Wilmington, Del. The 
heat extractor at Albany recovers energy previously 
escaping up the boiler plant stack. Initial experience 
indicates a payback of 4 years with 100,000 gallons of oil 
per year being saved. The Department of Medicine and 
Surgery is funding 48 additional heat extractors that will 
save 6 million gallons of oil annually. At Wilmington, the 
Annual Cycle Energy System utilizes a large reservoir 
tank of water that stores summer heat and winter cold 
for year-around air-conditioning (heating and cooling) of 
the nursing home. Powered by electricity, the system 
uses only one-third of the fuel a conventional system 
would require. 


In the renewable energy field, the direct use of solar 
energy is being pursued vigorously by the VA. Currently 
4 systems are operational, 21 projects are under con- 
struction, and 13 projects are being designed. The annual 
fossil fuel savings for all of these projects when oper- 
ational will be more than 600,000 gallons. 

Construction activity for the Department of Memorial 
Affairs will continue to focus on the development of the 
11 regional cemeteries. Also, a new activity within the 
construction program is the erection of regional offices 
on the medical center grounds to facilitate full service to 
the Nation’s veterans. This is a reversal of trends that 
have forced regional offices out of the medical centers, 
which have needed the space, into GSA office buildings. 

The distribution of major construction appropriations 
by primary objectives is: 


[In thousands of dollars} 


1979 actual 
$211,241 
70,936 
21,428 
49,255 
12,700 


$365,560 


1980 estimate 
$150,060 
10,082 
21,741 33,142 
122,673 314,438 
12,736 §,039 


$317,292 $519,354 


1981 estimate 
$52,820 
113,915 


Replacement 

Outpatient and extended care 

Safety deficiencies 

Functional modernization and plant maintenance 
Other departments 


Object Classification (in thousands of dollars) 


Identification code 36-0110-0-1-703 





1979 actual 1980 est. 198] est 





11.3 Personnel compensation: Positions other 
than permanent If 
12.1 Personnel benefits: Civilian. 3 
22.0 — Transportation of things If 
23.2 Communications, utilities, and other rent... i 
25.0 — Other services 30,100 
26.0 — Supplies and materials ... 
31.0 — Equipment 
32.0 Lands and structures 


Total costs, funded 
94.0 Change in selected resources 


99.0 Total obligations 


129,949 


153,741 
51,811 


205,552 


132,078 


156,944 
_ 22208 


389,149 


238,33 


269,58) 
250,820 


_——$—— 


520,403 








Total | 
Total 
Ful 
Ful 
| 
Avera 


Identifice 


of solar 
irrently 
ler con- 
annual 
NM. oper: 


emorial 
it of the 
hin the 
| offices 
rvice to 
ids that 
centers, 
ildings. 
riations 


1981 estimate 
$52,820 
113,915 

33,142 
314,438 
5,039 


$519,354 


238,332 


269,583 
250,820 


520,403 


mam, 
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Personnel Summary 





Total number of permanent positions i 0 0 
Total compensable workyears . 0 4 


Full-time equivalent of other positions (19) (23) 
Full-time equivalent of overtime and holiday ‘ 
(1) (1) 


$32,000 $32,000 


(.1) 
$30,556 


Average salary of ungraded positions 





CoNnsTRUCTION, Minor PrRoJEcts* 
*See Part III for additional information. 


For constructing, altering, extending, and improving any of the 


facilities under the jurisdiction or for the use of the Veterans Admin- 
istration, including planning, architectural and engineering services, 
and site acquisition, or for any of the purposes set forth in sections 
1004, 1006, [5001, 5002 and 5004] 5002, 5003, 5006, 5008, 5009, and 
5010 of title 38, United States Code, where the estimated cost of a 
project is less than [[$1,000,000, $72,633,000] $3,000,000, $140,454,000, 
to remain available until expended: Provided, That not more than 
[$23,230,000] $29,344,000 shall be available for expenses of the Office 
of Construction. (5 U.S.C. chaps. 1-7, 21-89; 31 U.S.C. 686; 38 U.S.C. 
218, 230, 233, chaps. 24, 73, 81, 83; 41 U.S.C. 5; Department of Housing 
and Urban Development—Independent Agencies Appropriation Act, 
1980.) 


Program and Financing (in thousands of dollars) 





Costs to this appropriation 


Analysis of 1980 financing 





\dentifcation code 36-0111-0-1-703 


Total To Sept. 1979 
actual 


estimate 30, 1978 


Program by activities: 
1. Nursing home care 
2. Research and education 
3. Outpatient improvements... 
4. Other improvements 
5. National cemeteries 
6. Computer centers, additions and alterations. 
7. Replacement or renovation of regional 


4,643 
17,444 
16,679 

415,287 
22,969 
5,373 


7,874 


8. General administration 118,993 


22,323 





Total program costs, funded 
Change in selected resources (undelivered 
orders) 


609,262 


10.00 Total obligations 


Financing: 
11.00 Offsettng collections from: Federal funds. 


21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year 


Budget authority 


86,533 
24.873 
111,406 


—119,321 


selected 


1980 1981 
estimate estimate 


367 600 
3,149 3,876 
1,403 971 

81,252 74,793 
3,958 6,026 
1,488 904 


1,480 
_ 29344 


117,994 


135,866 «158,326 
_ =23,700 


92,547 


4,326 
122,320 


—94,345 
15,231 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
12.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 
91.20 


Outlays, excluding pay raise supplemental 
Outlays from civilian pay raise supplemental 





This appropriation level is consistent with the in- 
crease in the Major construction as the initial step in 
the long range plan for VA construction activity. The 
Minor appropriation, which provides a fast response to 
physical deficiencies, is used to modernize patient 
wards, to correct safety deficiencies, and to update indi- 
rect patient care functions. The 1981 request provides a 
90% increase above the current year appropriation. In- 
cluded with the request is a significant personnel in- 


72,633 


72,633 
800 


92,547 
90,773 
_= 7106 


111,504 


122,320 
71,046 
= 


107,666 
30 


crease for the Office of Construction to begin the devel- 
opment of greatly increased construction program. 


Construction funding for the other departments in 
the Agency will provide gravesite development in the 
smaller cemeteries, support the Health Care Informa- 
tion System, supply emergency power at the Hines 
Data Processing Center, and support modifications to 
GSA space for regional office activities. 
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General and special funds—Continued Program and Financing (in thousands of dollars) 
Construction, Minor Progects—Continued 





Identification code 36-0181-0-1-703 1979 actual 1980 est. 1981 est 












The distribution of Minor construction appropriations Program by activities: 























: os oy Grants to States for the construction, re- 
by primary objectives is: modeling or renovation of State home 
facilities (Costs, funded) .............sesssee0 14,191 8,011 9,100 
{In thousands of dollars] Change in selected resources (undelivered 
1979 actual 1980 estimate 1981 estimate OPENS) oerererisenteteenenentntenenense 862 —1,438 4,100 
Outpatient and Extended RIND cisccccosencant | oa aG eee 544 1,634 10.00 Total obligations (object class 41.0). 15,053 6,573 13,800 
Safety Deficiencies svtnennentnnentnnenennnnnnsnn $7,159 3,447 12,699 Financing: 
Functional Modernization & Plant Maintenance .... 53,392 43,109 87,430 21:40 Unobligated balance available, start of year 5,182 _ 129 _1 05 
PPI NI NITED co cacccsocas css csccsctveccessssscvtssesttn 3,400 2,303 9,347 ot 4A Unsdiinated telenre setehin. cod  Yoer 129 1.056 0 m5 
General Administration ................sssssssssescssseeesssseee 22,394 24,030 29,344 : 8 . ini scgenee u 
40.00 Budget authority (appropriation) .. 10,000 7,500 15,000 








$86,345 $73,433 $140,454 





Relation of obligations to outlays: 
71.00 Obligations incurred, Net ..............csssssseeeeee 15,053 6,573 13,800 
Object Classification (in thousands of dollars) 72.40 Obligated balance, start of year..... 30,404 31,028 27,545 

















































74.40 Obligated balance, end of year....... w. 31,028 —27,545 —31,182 
identification code 36-0111-0-1-703 1979 actual 1980 est. 1981 est. 77.00 Adjustments in expired accounts 126 enessssssseso — 
Personnel compensation: 90.00 DUTIENS. ccrinstin osuruterptep nics 14,303 10,056 10,163 
11.1 Permanent pOsitiOnS................ccsssssssssesees 16,446 18,315 21,465 : 
113 Positions other than permanent 1,142 1,280 1,320 In 1981, the VA will obligate $13,800 thousand to 
11.5 Other personnel compensation .............- 269 264 355 assist the States to construct State Home facilities for 
Total personnel compensation... 17,857 ‘19,859 23,149 furnishing domiciliary or nursing home care to veter- 
12.1 Personnel benefits: CivliaN....unnn0nn 1785 ‘1,984 2,428 ans, and to expand, remodel or alter existing buildings 
21.0 — Travel and transportation of persons: for furnishing domiciliary, nursing home, or hospital 
Employee travel (subject to limitation) .. 730 720 1,055 care to veterans in State homes. Of the $13,800 thou- 
Interagency motor pool payments........... 13 10 18 sand, $11,900 thousand will be obligated to support con- 
ta rs svtnnntnneannenensnn = “ “ struction of 546 new beds in State veteran home facili- 
AD RRO GTI wicwsreerereeornrenreun ties and $1,900 thousand will be utilized to renovate or 
23.2 Communications, utilities, and other rent... 399 450 543 . ee + 4s +748 
24.0 — Printing and reproduction...............scssse 208 276 250 correct deficiencies in existing facilities. 
PO NG MNOS cise ti bsctienscartestles tise 9,017 14,455 10,554 
26.0 Supplies and materials .............cc:.csscssseeeene 511 640 660 
31.0  Equipment...........0.......... 354 275 557 GRANTS TO THE REPUBLIC OF THE PHILIPPINES 
















32.0 Lands and structures 99,526 77,491 78,564 For payment to the Republic of the Philippines of grants as author- 
ized by law (88 U.S.C. 631-634), [$1,350,000] $7,200,000, of which 

Total casts, FUME nner 86,533 116,247 117,994 $50,000 for hospital equipment, plant, and facilities rehabilitation 

94.0 Change in selected resources 24,873 —23,700 4,326 grants shall remain available until expended. (Department of Housing 
99.0 Total obligations «nnn 111,406 © 92,547 ~—«122,329 8d Urban Development—Independent Agencies Appropriation Act 


1980.) 





Program and Financing (in thousands of dollars) 










Personnel Summary Identification code 36-0144-0-1-703 1979 actual +1980 est. 1981 est 


Total number of permanent positions..................00. 678 685 860 









Program by activities: 



























































Total compensable WOrk YearS......r.rirsennnenensn 791 764 866 1. Medical care and treatment of veterans . 188 1,250 1,100 
Full-time equivalent of other positions............. (66) (66) (64) 2. Health service personnel training grants. 38 50 50 
Full-time equivalent of overtime and holiday 3. Hospital equipment, plant and facilities 

_ johocbgickainis botpyeebsensy sete daca af ee (11) (13) (15) rehabilitation Qrants........ccccsssssssssssseeeee 39 103 50 

Average ES salary $47,500 $50,112 $50,112 

Average GS Grade 1047 10.43 10.10 nan ee ae .--. 265 1,403 1,200 

Average GS salary $24,375 $24,695 $24,452 oma) ie sabsiat-teee meant ; 

Average salary of ungraded positions ................s0s $23,074 $23,800 ACAD. at hate Pee AY ae ho 1 ee 

10.00 Total obligations (object class 41.0). 269 1,403 1,200 
Financing: 
cee 21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsing....................00+ 
GRANTS FOR CONSTRUCTION OF STATE EXTENDED CARE FACILITIES 40.00 Budget authority (appropriation) . 
For grants to assist the several States to construct State nursing Relation of obligations to outlays: 

home and domiciliary facilities and to remodel, modify or alter exist- 1.00 Obligations PROPOR TIE sctsseccIsesessesetotcoev 269 1,403 1,200 

ing hospital, nursing home and domiciliary facilities in State homes, 72-40 Obligated balance, start of year.... 191 267 320 

for furnishing care to veterans, as authorized by law (38 U.S.C. 5031- 74.40 Obligated balance, end of year... — 267 —320 —320 

5037), [$7,500,000] $15,000,000, to remain available until September 77-00 Adjustments in expired accounts............. = 








30, [1982] 1983. (Department of Housing and Urban Development— 90.00 
Independent Agencies Appropriation Act, 1980.) : 





Outlays 187 1,350 1,200 








9,100 
4,700 


es 


13,800 


— 1,056 
2,256 


15,000 


13,800 
27,545 
—31,182 


10,163 
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on Act, 


1981 est. 


1,100 
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Grants are made to the Republic of the Philippines 
for the medical care and treatment, at the Veterans 
Memorial Medical Center or at other facilities by con- 
tract, of Philippine Commonwealth Army veterans and 
new Philippine Scouts. The 1981 request of $1,200 thou- 
sand will support an average daily hospital census of 
150 and 2,679 patients treated; an average daily nursing 
home census of 4 and 8 nursing patients treated; and a 
total of 16,138 outpatient medical visits. In addition, $50 
thousand would be provided for education and training 
of health service personnel and $50 thousand would be 
provided to assist in upgrading hospital equipment. 


ASSISTANCE FOR HEALTH MANPOWER TRAINING INSTITUTIONS 
Program and Financing (in thousands of dollars) 


Wentfication code 36-0182-0-1-703 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Grants for new State medical schools... 
2. Other health manpower training institu- 
tions: 
(a) Grants to affiliated medical schools. 17,404 9,866 
(b) Grants to other health manpower 
institutions 6,691 4,504 1,606 
(c) Expansion of Veterans Administra- 
tion hospital education and training 


14,944 24,978 33,251 


16,008 


679 628 
38,322 47,514 





Total program costs, funded * 
Change in selected resources (undelivered 
orders) 8,902 8,172 
10.00 Total obligations 47,224 55,686 
Financing: 
21.40 Unobligated balance available, start of year 


24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsing 


40.00 Budget authority (appropriation) .. 


— 43,483 
101,158 
6 


— 101,158 
45,472 





104,905 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


47,224 
43,147 
— 49,699 


40,672 


55,686 
49,699 
— 55,883 


49,502 








"Includes capital investment as follows: 1979, $2,569 thousand; 1980, $7,309 thousand; 1981, $19,697 thousand. 


1. Grants for new State medical schools.—Grants may 
be awarded to assist in the establishment of new State 
medical schools if such schools are located in proximity 
to, and operated in conjunction with, Veterans Admin- 
istration medical centers. 

2. Other health manpower training institutions.—(a) 
Grants to affiliated medical schools.—Grants may be 
awarded to medical schools which have maintained af- 
filiations with the Veterans Administration in order to 
expand and improve their training capacities and to 
encourage cooperation with other health manpower 
training institutions in the improvement and expansion 
of allied and other health manpower utilization. 

(b) Grants to other health manpower institutions.— 
Grants may be awarded to other health manpower in- 
stitutions affiliated with the Veterans Administration 
to assist in the establishment of cooperative arrange- 
ments among such institutions in order to coordinate, 
expand, and improve the training of professional and 
technical allied health and paramedical personnel and 
to assist in developing and evaluating new health ca- 


reers, interdisciplinary approaches and career advance- 
ment opportunities. 

(c) Expansion of Veterans Administration hospital 
education and training capacity.—Necessary improve- 
ments to Veterans Administration buildings and struc- 
tures may be accomplished to make them suitable for 
use in health manpower education and training in coop- 
eration with other institutions and organizations. Spe- 
cial funds are provided to Veterans Administration hos- 
pitals and other medical facilities for the development 
or initiation of improved methods of educating and 
training health personnel. 

The legislative authorization for this program has 
been extended by Public Law 96-151 to September 30, 
1982. Funding is available to meet existing commit- 
ments made prior to May 1, 1978, in accord with the 
Veterans’ Administration Programs Extension Act of 
1978. 


Object Classification (in thousands of dollars) 





Identification code 36-0182-0-1-703 1979 actual 1980 est. 1981 est. 





22.0 Transportation of things 3 4 4 
23.2 | Communications, utilities, and other rent... 1 6 6 
25.0 — Other services 506 1,365 1,381 
26.0 Supplies and materials 611 2,142 2,161 
31.0 — Equipment 1,227 1,765 5,487 
32.0 Lands and structures 1,288 5,544 14,210 
41.0 Grants, subsidies, and contributions 34,685 36,688 21,478 


Total costs, funded 38,322 47,514 44,727 
94.0 Change in selected resources 8,902 8,172 —9,595 


99.0 Total obligations 47,224 55,686 35,132 





GRANTS FOR THE CONSTRUCTION OF STATE VETERANS CEMETERIES 


For grants to aid States in establishing, expanding or improving 
State veterans’ cemeteries as authorized by law (Public Law 95-476, 
sec. 202), $5,000,000, to remain available until September 30, 1982. 
(Department of Housing and Urban Development—Independent Agen- 
cies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 
Identification code 36-0183-0-1-705 





1979 actual 1980 est. 1981 est. 





Progam by activities: 
10.00 Grants for establishment and construction 
of State cemeteries (costs—obliga- 
tions) (object class 41.0) 5,000 


Financing: 
40.00 Budget authority (appropriation) 5,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 5,000 
72.40  Obligated balance, start of year 3,000 
74.40 Obligated balance, end of year — 3,000 


90.00 Outlays 5,000 


This appropriation provides for the provision of aid to 
States for the establishment, expansion, and improve- 
ment of Veterans cemeteries. The amount requested for 
1981 is $5,000 thousand, which is the amount author- 
ized to be appropriated in amending chapter 24 of title 
38. 
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Public enterprise funds: 
CONSTRUCTION AND OPERATION OF GARAGE AND PARKING FACILITIES 


Program and Financing (in thousands of dollars) 


Identification code 36-4538-0-3-703 


1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded 744 
Capital investment, funded 150 


10.00 Total program costs, funded—obliga- 


Financing: 
14.00 Offsetting collections from: Non-Federal 








Relationship of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 











This revolving fund, established pursuant to the Vet- 
erans Omnibus Health Care Act of 1979, Public Law 
96-72, approved September 30, 1979, provides a mecha- 
nism for collecting funds from employees to operate 
medical employee parking facilities. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 








Operating income: 
Revenue 894 
—744 


150 





Financia! Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Real property and equipment 250 





Total assets 250 


Government equity: 
Unexpended balances: 
Invested capital 





Total Government equity 





Analyses of changes in Government equity: 
Paid-in capital: 
Opening balance. 100 
Net operating income 150 





Closing balance = 250 





Total Government equity (end of year) 250 





Object Classification (in thousands of dollars) 
Identification code 36-4538-0-3-703 


25.0 Other services 744 
31.0 — Equipment 150 


99.0 Total obligations 894 








1979 actual 1980 est. 1981 est. 








LOAN GUARANTY REVOLVING FUND 


During the current fiscal year, the Loan guaranty revolving fund 
shall be available for expenses for property acquisitions, payment of 
participation sales insufficiencies, and other loan guaranty and insur- 
ance operations [under chapter 37, title 38, United States Code], as 


authorized by law (38 U.S.C. chapter 37, except administrative ex- 
penses, as authorized by section 1824 of such [title] title: Provided, 
That the unobligated balances including retained earnings of the 
Direct loan revolving fund shall be available, during the current 
fiscal year, for transfer to the Loan gudranty revolving fund in such 
amounts as may be necessary to provide for the timely payment of 
obligations of such fund and the Administrator of Veterans Affairs 
shall not be required to pay interest on amounts so transferred after 
the time of such transfer. 

During 1981 and within the resources available, gross obligations 
for direct loans and total commitments to guarantee loans are author- 
ized in such amounts as may be necessary to carry out the purposes of 
the “Loan guaranty revolving fund”. (Department of Housing and 
Urban Development—Independent Agencies Appropriation Act, 1980). 


Program and Financing (in thousands of dollars) 


Identification code 36-4025-0-3-704 








1979 actual 1980 est. 1981 est. 





Program by activities: 
Capital investment, funded: 
1. Real property acquisitions 
2. Property improvements 
3. Claims processed: 
(a) Individual homes 36,560 47,685 50,298 
(b) Mobile homes 2,156 3,249 4,656 
4. Repurchase of loans sold, net 28,930 41,958 55,541 
5. Cash advances—Vendee loans 2,027 3,000 3,000 
6. Loans acquired 1,445 1,912 2,008 


382,403 547,319 589,862 


286,814 
24,471 


416,955 439,983 
32,560 34,376 





Total capital investment, funded... 








Operating costs, funded: 

7. Property management expense 16,470 

8. Sales expense 17,993 

9. Discount on sale of loans — 480 

10. Interest expense on participation 
certificates 


15,926 16,708 
23,807 25,200 
13,995 20,300 


36,636 
70,619 


33,172 31,797 
86,900 94,005 





Total operating costs, funded 








10.00 Total program costs, funded—ob- 


ligations 453,022 634,219 683,867 


Financing: 
Offsetting collections from: 
11.00 Federal funds: Investment income from: 
Participation sales fund 
14.00 Non-Federal sources: 
Loans repaid: 
(a) Vendee loans 
(b) Acquired loans 
Sale of loans 
Sale of properties 
Collection of claims receivable (vet- 
erans indebtedness) — 4,300 — 4,300 
Other repayments —300 —300 
Interest on loans —79,040 —80,000 — 66,400 
Rental and other revenue — 2,853 — 3,000 — 3,000 
Unobligated balance available, start of 
year: Fund balance 
Unobligated balance transferred from other 
accounts: Fund balance: 
HUD participation sales fund 
Direct loan revolving fund 
Unobligated balance transferred to other 
accounts: Fund balance: HUD participa- 
tion sales fund 
Unobligated balance available, end of year: 
Fund balance 
Redemption of participation certificates 


Budget authority 


—20,286 —20,436 —19,400 


—89,225 —95,100 
—1,741 
— 408,797 


— 54,200 


— 94,600 
—1777 
— 633,000 
— 57,200 


—193,941 —241,899 —428,608 


— 22,579 
— 300,000 


— 24,254 
— 200,000 


45,205 46,946 


241,899 428,608 550,646 


22,579 24,254 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 


206,837 —33,655 —196,110 


36,424 36,149 34,119 





Nun 


439,983 
34,376 


50,298 
4,656 
55,541 
3,000 
2,008 


989,862 


16,708 
25,200 
20,300 


31,797 
94,005 


683,867 


- 19,400 


- 94,600 
—1,771 

633,000 

- 57,200 
—4,300 

— 300 

- 66,400 
—3,000 


428,608 


— 97,185 


550,646 


- 196,110 
34,119 





VETERANS ADMINISTRATION 





74.98 Obligated balance, end of year: Fund bal- 
— 36,149 


90.00 207,112 


—34,119 
—31,625 


— 33,009 
— 195,000 








Note.—The above statement excludes the following exchanges of nonworking capital assets: 


1979 actual 1980 estimate 1981 estimate 


286,814 416,955 439,983 
28,529 37,725 39,611 


Status of Direct Loans (in thousands of dollars) 
\dentification code 36-4025-0-3-704 





1979 actual 1980 est. 1981 est. 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 


—355,905 —511,759 —552,486 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 12,233 62,009 78,189 
2200 Disbursements 355,905 511,759 552,486 
2400 Repayments, prepayments, loan sales —1,457 —1,741 —1,777 
2500  Write-offs for default —26,730 —30,416 —33,675 
Other adjustments —277,942 —463,422 —499,274 


Outstanding, end of year 62,009 78,189 95,949 





Status of Loan Guarantees (in thousands of dollars) 


Identification code 36-4025-0-3-704 





1979 actual 1980 est. 1981 est. 





Position with respect to limitation 
on loan guarantees: 
3110 Limitation on commitments: Appro- 
3200 Commitments, gross 


—10,277,610 —10,350,333 





Cumulative balance of guarantees 
outstanding: 
4100 Outstanding, start of year 
4200 New loan guarantees 
4400 Repayments or prepayments 
4500 Terminations for default 


39,153,683 
7,375,202 
—4,224,457 
— 212,564 


42,091,864 


42,091,864 
9,524,200 

— 2,899,282 
— 307,061 


48,409,721 


48,409,721 
9,584,033 
— 2,823,607 
—331,491 


54,838,656 





4900 Outstanding, end of year 





In 1981, 362,850 loans for a total amount of $19.8 
billion are expected to be guaranteed or insured. 

Budget program.—1. Real property acquisitions.—Both 
the number and average cost are expected to increase 
for 1981 reflecting the increased exposure incident to 
the high volume of loans and higher average loan 
amount over the past 5 years. 

1979 actual 1980 estimate 1981 estimate 
Number of property acquisitions processed 11,245 15,675 15,700 
Average cost per acquisition $25,506 $26,600 $28,024 
Total cost (in thousands) $286,814 $416,955 $439,983 


2. Property improvements.—The higher acquisition 
volume for 1981 requires increased expenditures for 
capital improvements necessary to place properties in 
salable condition. 


1979 actual 1980 estimate 1981 estimate 
Number of properties acquired 13,082 18,190 18,285 
Average cost per property $1,870 $1,790 $1,880 
Total cost (in thousands) $24,471 $32,560 $34,376 


3. Claims processed.—Despite an improved cure rate 
on defaulted loans of 89.4%, the aforementioned in- 
creased exposure is also expected to result in higher 


home and mobile home loan claim expenditures in 
1981. 


Individual homes: 1979 actual 1980 estimate 1981 estimate 
Number of claims 12,372 16,500 16,600 


Federal Funds—Contined 813 








Average cost per payment 
Total cost (in thousands) 
Mobile homes: ‘ 
Number of claims 807 1,050 1,400 
Average cost per payment $2,672 $3,094 $3,326 
Total cost (in thousands) $2,156 $3,249 $4,656 


4. Repurchase of loans sold, net.—1980 loan sales of 
$408.8 million and 1981 sales of $633 million are expect- 


ed to produce a significant increase in repurchase ex- 
penditures. 


$2,955 
$36,560 


$2,890 $3,030 
$47,685 $50,298 


1979 actual 1980 estimate 1981 estimate 
Number of loans repurchased 1,637 2,160 2,730 
Average cost per repurchase... ts $17,672 $19,425 $20,344 
Total cost (in thousands) $28,930 $41,958 $55,541 


5. Cash advances—Vendee loans.—Cash expenditures 
are not involved in the establishment of vendee loans or 
installment contracts. However, it is often necessary to 
subsequently advance cash on behalf of the borrower in 
order to protect the interest of the Government. 

1979 actual 1980 estimate 1981 estimate 
Total cost (in thousands) $2,027 $3,000 $3,000 


6. Loans acquired.—Guaranteed or insured loans in a 
default status may be purchased by the Administrator 
to avoid foreclosure when temporary forbearance will 
allow the veteran borrowers to cure the default. The 
following table reflects this activity: 

1979 actual 1980 estimate 1981 estimate 
Number of loans acquired 55 65 65 
Average cost per acquisition a $26,273 $29,415 $30,892 
Total cost (in thousands) $1,445 $1,912 $2,008 


7. Property management expense.—The maintenance 
of a low property inventory moderates the impact of 
increased average cost. 

1979 actual 1980 estimate 1981 estimate 
Average number of properties 10,335 9,410 9,398 
Average cost per property aN $1,594 $1,692 $1,778 
Total cost (in thousands) $16,470 $15,926 $16,708 


8. Sales expense.—Broker’s fees are expected to in- 
crease with the volume of sales. 

1979 actual 1980 estimate 1981 estimate 

Number of sales 14,663 17,900 18,000 

Average cost per sale $1,227 $1,330 $1,400 

Total cost (in thousands) $17,993 $23,807 $25,200 


9. Discount on sale of loans.—Represents the discount 
expense to the revolving fund incident to the sale of 
vendee accounts. Discounts occur when the contract 
rate of interest does not afford yield commensurate 
with the market. 

1979 actual 1980 estimate 
$—480 $13,995 


10. Interest expense on participation certificates. 
1979 actual 1980 estimate 
$36,823 $33,172 


1981 estimate 


Total cost (in thousands) $20,300 


1981 estimate 
Total interest accrued on participation certificates... $31,797 
Interest accrued in Government Mortgage Liquida- 

tion Trust (GMLT) for which insufficiencies are 


not authorized —3,667 oa 2,748 


Interest accrued to Federal Assets Financing Trust 
(FAFT) for which insufficiencies are authorized .. 29,692 29,505 29,505 
Interest on equal amount of loans in the FAFT trust —15,989 —13,888 —11,800 


Insufficiency 13,703 15,617 17,705 
Financed by: 
Investment income from participation sales fund 
in FAFT trust 
Carried forward to subsequent year 





— 13,703 
—4,742 


—15,617 
—4,742 


—17,105 
—4,742 





Bee eke APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 





Public enterprise funds—Continued Analysis of changes in Government equity: 
Loan GuaRANTY REVOLVING Funp—Continued Paid-in capital 649,488 649,488 649,488 
. Deficit: 
Brought forward from prior year 4,742 4,742 Opening balance — 196,107 —176,839  —177,532 


ROD sient Cosakcuicn Transaction: 
oe ’ Net operating loss —672 —18,164 — 42,905 


Net nonoperating income or loss (—) 19,940 17,471 20,000 














Financing.—Vendee loan sales of $633 million 
sent the major item of income for 1981. Closing balance —176,839 —177,532 —200,437 


Revenue and Expense (in thousands of dollars) Total Government equity (end of year).. 472,649 471,956 449,051 








1979 actual 


1980 est. 


1981 est. 





Operating income or loss (—): 
Revenue 102,179 
— 102,851 


103,436 


— 121,600 


88,800 
— 131,705 





— 18,164 


— 42,905 








Nonoperating income or loss (—): 
Proceeds from sale of properties: 
Cash proceeds 48,259 
Other (vendee loans) 316,639 
Net book value of properties sold — 344,958 


54,200 
414,800 
— 451,529 


57,200 
427,500 
— 464,700 





Net nonoperating income or loss 19,940 


17,471 


— 20,000 








Net income or loss for the year 19,268 


— 693 


— 22,905 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 


1980 est. 


1981 est. 





Assets: 
Fund balance with Treasury 230,365 278,048 
Accounts receivable, regular (net) 4,165 4,190 
Interest collections held by or for 
trustees: Participation sales 
10,337 13,300 
Interest collections in escrow for 
trustee: Participation sales fund —2,234 —1,090 
Loans receivable (net): 
Vendee accounts 963,775 1,194,137 
Acquired loans 12,233 12,210 
Claims receivable (net) 42,729 49,799 
Real property owned (net) 230,769 219,465 


461,024 
4,200 


13,890 

— 2,045 
1,111,269 
12,156 


66,033 
251,805 


604,685 
4,200 


7,791 

— 2,040 
829,077 
12,162 


83,287 
279,980 





Total assets 1,492,139 1,770,059 


1,918,332 


1,819,142 








Liabilities: 
Current: 
Accounts payable — including 
funded accrued liabilities 48,547 52,156 
Deferred credits 146 393 


48,451 
10 


46,236 
12 





Total current liabilities 48,693 52,549 


48,461 


46,248 








Long term: 
Participation certificates _out- 
standing: Participation sales 
fund 616,459 593,880 
Principal collections in escrow 
for trustee: Participation 
3,908 3,466 
Principal payments to be ap- 
plied to redemption of par- 
ticipation certificates — 236,020 —258,203 
Debt issued under borrowing 
authority: Borrowing from 
Treasury 605,718 905,718 


569,626 


3,100 


— 280,529 


1,105,718 


472,441 


2,750 


— 257,066 


1,105,718 





Net long-term liabilities .... 990,065 1,244,861 


1,397,915 


1,323,843 








Total liabilities 1,038,758 1,297,410 


1,446,376 


1,370,091 








Government equity: 
Unexpended balance: 
Unobligated balance 193,941 241,899 
Invested capital, net 259,440 230,750 


428,608 
43,348 


550,646 
— 101,595 





Total Government equity... 453,381 472,649 


471,956 


449,051 





Note.—This statement excludes unfunded contingent liabilities under loan guarantee and insurance programs as follows 
1979, $42.1 billion, 1980, $48.4 billion, and 1981, $54.8 billion. 


Object Classification (in thousands of dollars) 





Identification code 36-4025-0-3-704 1979 actual 1986 est. 1981 est. 


25.0 Other services 33,983 53,728 62,208 
33.0 — Investments and loans. ate 382,403 547,319 589,862 
43.0 Interest and dividends 36,636 33,172 31,797 


99.0 Total obligations 453,022 634,219 683,867 











Direct LOAN REVOLVING FUND 


During 1981 and within the resources available, gross obligations 
for direct loans are authorized in such amounts as may be necessary to 
carry out the purposes of the ‘Direct loan revolving fund” (28 U.S.C. 
Chapter 37). 


Program and Financing (in thousands of dollars) 





Identification code 36-4024-0-3-704 1979 actual 1980 est. 1981 est. 





Program by activities: 
Capital investment, funded: 
1. Direct loans to veterans 38,094 55,815 58,194 
2. Cash advances and repur- 
chases, vendee loans 67 120 115 
3. Property improvements 39 56 §2 





Total capital investment, 
38,200 55,991 98,361 
Change in selected resources (un- 
disbursed loan obligations) — 508 980 1,006 


Total capital investment, ob- 
ligations 37,692 96,971 59,367 


Operating costs, funded: 
4. Interest on borrowings 6,968 5,648 §,072 
5. Property management, sell- 
ing and operating expense... 256 369 369 
6. Interest expense on partici- 
pation certificates 12,460 11,104 6,600 
7. Discount on sale of loans 3,874 1,540 


Total operating costs, 
funded—obligations 19,684 20,995 13,581 


10.00 Total obligations 57,376 77,966 72,948 
Financing: 
Offsetting collections from: 
11.00 Federal funds: — Investment 
income from: Participation 
sales fund — 13,343 —11,164 — 9,300 
14.00 Non-Federal sources: 
Loans repaid: 
(a) Loans to veterans —62,222 —70,590 — 66,220 
(b) Vendee loans —3,040 —3,200 —3,000 
Sale of loans without re- 




















— 116,000 — 46,100 
et 95 95 
Sale of properties —J}] — 150 
Interest on loans —27,770 — 22,640 
Rental and other revenue —1,748 — 2,000 — 1,900 

21.98 Unobligated balance _ available, 
start of year: Fund balance —1,012,171 — 677,610 — 561,073 


Other repayments 





g 1981 


aeenancstas 


649,488 


177,532 


42,905 
20,000 


200,437 
449,051 


aS follows: 


98,194 


115 
52 


98,361 
1,006 


VETERANS ADMINISTRATION 








1298 Unobligated balance transferred 
from other accounts: Fund bal- 
ance: HUD participation sales 


23.98 Unobligated balance transferred to 
other accounts: 
Fund balance: HUD participation 


Loan guaranty revolving fund... 
24.98 Unobligated balance available, end 
of year: Fund balance 
31.00 Redemption of participation certifi- 
t 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obliga- 
tions, start of year 
74.10 Receivables in excess of obliga- 
tions, end of year 


90.00 Outlays 


—11,524 


86,495 
300,000 


677,610 
71,524 


—17,861 


69,377 
200,000 


561,073 
77,861 





—59,386 
45,962 


— 152,840 
— 45,962 
23,802 


— 23,802 
— 6,931 





— 65,358 


—175,000 


— 107,000 


Federal Funds—Contined S15 





Loans approved: 


Average per loan 
Amount (in thousands) 
Loans closed: 


Average per loan 

Amount (in thousands) 
Number of properties acquired 

Average cost per property 

Total cost (in thousands) 
Property management expense: 

Average Number of properties owned 

Average Cost per property 

Total cost (in thousands) 
Property sales expense: 

Number of sales 

Average cost per sale 

Total cost (in thousands) 


1979 Actual 
1,410 
$26,652 
$37,580 


1,419 
$26,846 


$38,094 . 


1980 Est 
1,850 
$30,700 
$56,795 


1,830 
$30,500 
$55,815 

90 
$622 
$56 


37 
$1,027 
$38 


85 
$600 
$51 


1981 Est. 
1,850 
$32,000 
$59,200 


1,830 
$31,800 
$58,194 

80 
$650 
$52 


37 
$1,081 
$40 


75 
$653 
$49 


6. Interest expense on participation certificates.—The 
1981 decrease is due to repayment of the outstanding 





Note—The above statement excludes the following exchanges of nonworking capital assets (in thousands of dollars): 
1979 actual 1980 estimate 1981 estimate 


Settlement of defaulted veterans loans by foreclosures and 
725 871 826 


519 


768 


Status of Direct Loans (in thousands of doliars) 


698 





ientification code 36-4024-0-3-704 


1979 actual 


1980 est. 


1981 est. 





Position with respect to limitation on 


direct loans: 


1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 


—56,815 


—59,220 


liability in the Government Mortgage Liquidation 
Trust. The remaining interest is payable to the Federal 
Assets Financing Trust. 

7. Discount on sale of loans.—Discounts are expected 
to decline in 1981 due to lower loan sales volume. 

Financing.—Total collections for 1981 are estimated 
to decrease $81.6 million from 1980 collections. This is 
due mainly to a $70 million decrease in direct loan 
sales and a $9.5 million decline in principal and inter- 
est collections. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Cumulative balance of direct loans out- 


standing: 
Outstanding, start of year 
Disbursements 
Repayments, prepayments, loan sales 
Write-offs for default 
Other adjustments 


Outstanding, end of year 


473,001 
38,111 

— 62,112 
—43 
—701 


448,256 
55,835 

— 182,621 
—20 
—4,765 


316,685 
58,214 

— 110,685 
—20 

— 2,386 





448,256 


316,685 


261,808 





Operating income: 
Revenue 44,022 


—19,720 
24,302 


33,840 
— 13,632 


20,208 


40,934 
—21,046 


19,888 





Net operating income 


Nonoperating income or loss (—): Proceeds from 
sale of properties: 
136 177 150 
534 768 698 
—674 —926 —831 





Status of Loan Guarantees (in thousands of dollars) 








Cumulative balance of guarantees out- 
standing: 
4100 Outstanding, start of year 
4400 Repayments or prepayments... 
4500 Terminations for default 


4900 Outstanding, end of year 


5,767 
—620 
—20 


5,127 


5,127 
—548 
—20 


4,559 


6,420 
— 636 





Budget program.—1. Direct loans to veterans.—Direct 
loans are made to veterans for homes or farms in rural 
areas, small cities, and towns where private credit for 
the making of guaranteed loans is and has been gener- 
ally unavailable. 


In 1981, 1,830 Direct Loans in the amount of $58.2 
million are expected to be closed. There is no increase 
expected since the budget program calls for the continu- 
ance of the program of referring direct loans to private 
lenders in order to allow private extension of credit 
whenever possible. 


Net nonoperating income 


Net income for the year 


—4 


19 


17 








24,298 


19,307 


20,225 





Financial Condition (in thousands of dollars) 





1978 actual 


1979 actual 


1980 est. 


1981 est. 





Assets: 
Fund balance with Treasury 
Accounts receivable, regular (net) 
Interest collections in escrow for 
trustee: Participation sales fund 
Interest collections held by or for 
trustee: Participation sales fund 
Loans receivable (net): 
Vendee loans 
Direct loans to veterans 
Real property owned (net) 
Total assets 
Liabilities: 
Current: 
Accrued interest payable 
Accounts payable and accrued 
liabilities 
Deferred credits 


Total current liabilities 


952,785 
1,431 


— 1,003 
89,176 


631,648 
1,071 


195 
74,932 
21,960 


448,256 
529 


527,181 
1,531 


639 
60,869 
19,426 


316,685 
706 


628,982 
1,638 


—553 
32,311 
17,016 


261,808 
881 





1,178,591 


2,010 


19,039 
633 


21,682 


927,037 


1,412 
21,512 


—35 


22,889 


942,083 
1,268 


23,018 
—3§ 


24,251 





816 


Federal Funds—Continued 


Public enterprise funds—Continued 
Direct LOAN REVOLVING Funp—Continued 


Financial Condition (in thousands of dollars) —Continued 





” 1978 actual 1979 actual 1980 est. 


Participation certificates outstand- 
ing: Participation sales fund 
Principal collections in escrow for 
trustee: Participation sales fund 
Principal payments to be applied 

to redemption of participation 


254,628 183,104 = 105,243 


3,797 3,541 250 


—85,004 —99,719 —91,235 


Debt issued under borrowing au- 
thority: Borrowing from Treas- 
1,124,360 


824,360 624,360 


1981 est 


105,243 
240 


— 97,766 


624,360 





1,297,781 911,286 638,618 


632,077 








1,318,937 932,968 — 661,507 


656,328 








Government equity: 

Unexpended balance: 
Unobligated balance 
Undisbursed loan obligations 

Invested capital, net 


1,012,171 
9,062 
—799,908 


677,610 
8,554 
—440,541 


561,073 
6,258 
—301,801 


630,809 
7,318 
— 352,372 





Total Government equity 221,325 245,623 265,530 


285,755 





Analysis of changes in Government equity: 
Retained income: 
Opening baiarce 
Transactions: 
Net operating income 
Net nonoperating income 


221,325 245,623 
19,888 


24,302 
= 19 


265,930 
20,208 
7 





Total Government equity (end of 


245,623 265,530 


285,755 





Object Classification (in thousands of dollars) 





Identification code 36-4024-0-3-704 1979 actual 1980 est 


1981 est. 





25.0 
33.0 
43.0 


Other services 256 
Investments and loans 38,200 
Interest and dividends 19,428 


57,884 
— 508 


4,243 
56,815 
15,928 


76,986 
‘980 


Total costs, funded 


94.0 Change in selected resources 


1,909 
59,220 
10,813 


71,942 
1,006 





99.0 Total obligations 57,376 77,966 


72,948 





CANTEEN SERVICE REVOLVING FUND 


Program and Financing (in thousands of dollars) 





Identification code 36-4014-0-3-705 1979 actual 1980 est 


1981 est. 





Program by activities: 
Operating costs: 
(a) Cost of goods sold 
(b) Direct operating expense 
(c) Indirect operating expense 


87,237 
39,384 
5,707 


132,328 


96,750 
39,708 
6,237 


Total operating costs 142,695 
Unfunded adjustments to total operating 


—2,398 —1,150 


102,070 
41,874 
6,571 


150,515 
— 1,200 





Total operating costs, funded 
Capital investment, funded: Sales program: 
Purchase of equipment and leasehold 


129,930 141,545 


2,054 3,471 


149,315 
3,319 





Total program costs, funded 
Change in selected resources (inventories 
and undelivered orders) 


131,984 145,016 


4,325 1,070 


152,634 
1,135 





10.00 Total obligations 136,309 146,086 


153,769 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 


Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: 
Sales program: Revenue 
Undistributed receipts: 
Proceeds from sale of equipment 
Miscellaneous income 
21.98 Unobligated balance available, start of 
year: Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 


—145,683  —152,973 


—10 —10 
—60 —18 


Budget authority 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year: Fund bal- 


71.00 
72.98 
14,134 

74.98 
—14,134 = —15,425 


—1,018 


= 
—143 


90.00 Outlays 


The Veterans Canteen Service was established by 
Congress in 1946 to furnish at reasonable prices mer- 
chandise and services necessary to the comfort and 
well-being of veterans in hospitals and domiciliaries op- 
erated by the Veterans Administration (38 U.S.C. 4201- 
08). 

Budget program.—Sales are expected to be $145,683 
thousand in 1980 and $152,973 thousand in 1981. 

Financing.—No appropriation by the Congress will be 
required for the operation of the Veterans Canteen 
Service during 1981. Operations will be financed from 
current revenues. The Congress originally appropriated 
a total of $4,965 thousand to establish and operate the 
Service. 

Operating results and financial condition.—Operating 
revenue is expected to be sufficient to cover operating 
expenses. 


Revenue and Expense (in thousands of dollars) 


1979 actual 


1980 est. 198] est. 


135,507 
— 132,328 


145,683 
= 12695 


152,973 
— 150,515 
Net operating income, sales program O88 


Nonoperating income or loss (—): 
Proceeds from sale of equipment 
Net book value of assets sold 


Net loss from sale of equipment 
Miscellaneous income 


Net nonoperating income or loss 
Net income for the year 


Financial Condition (in thousands of dollars) 


1981 est 





1978 actual 1979 actual 1980 est 


Assets: 
Cash with Treasury, in banks, on 
hand, and in transit 17,076 18,237 
Accounts receivable (net) 933 900 
Inventories (net) 15,098 16,722 
Real _ property 
(net) 11,915 15,955 
Other assets (net).. 18 10 


38,483 45,040 51,824 


and equipment 





Total assets 











— lhe 

—143 
ed by 
3 mer- 
t and 
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will be 
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1981 est. 


152,973 


1981 est 


18,23] 
900 
16,122 


15,955 
10 


wd 


51,824 


— 
——————— 


VETERANS ADMINISTRATION 





Liabilities: 
Accounts payable including funded 
accrued liabilities 6,876 
Unfunded annual leave and coupon 
1,571 


8,447 











Government equity: 
Unexpended balances: 
Unobligated balance 3,592 
Undelivered orders... as 4,247 
Invested capital 22,197 


30,036 





Total Government equity 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 
Closing balance 


Retained income: 
Opening balance 
Transactions: 
Net operating income 
Net nonoperating income or loss 


Lae 
33,222 


Closing balance 
Total Government equity (end of year) 





Object Classification (in thousands of dollars) 


Identification code 36-4014-0-3-705 





1981 est 


1979 actual 1980 est 





Personnel compensation: 
11.1 Permanent positions 27,404 32,454 35,015 
11.3 Positions other than permanent 3,849 3,563 3,850 
11.5 Other personnel compensation 363 440 475 
11.8 Special personal services payments 480 507 551 


Total personne! compensation f 36,964 39,891 
12.1 Personnel benefits: Civilian : 4,408 4,758 
21.0 ‘Travel and transportation of persons 250 255 
23.2 Communications, utilities, and other rent... 4,153 4,427 4,781 
24.0 — Printing and reproduction 186 135 140 
25.0 Other services 760 700 725 
26.0 Supplies and materials . ai 88,403 94,661 98,765 
31.0 Equipment 2,054 3,471 3,319 


Total costs, funded 131,984 
94.0 Change in selected resources 4,325 


99.0 Total obligations 136,309 


Personnel Summary 


145,016 152,634 
1,070 1,135 


146,086 153,769 





Total number of permanent positions...............ss 2,904 3,192 3,192 
Total compensable workyears us 3,552 3,629 3,629 
Full-time equivalent of other positions (412) (412) 
Full-time equivalent of overtime and holiday 
(25) (25) 
Average ES salary so ; $50,112 $50,112 
Average GS grade site 7.92 7.92 
Average GS salary $19,520 $20,590 
Average salary of ungraded positions $8,120 $8,567 


SERVICE-DISABLED VETERANS INSURANCE FUND 


During 1981 and within the resources available, gross obligations 
for direct loans are authorized in such amounts as may be necessary to 
carry out the purposes of the ‘‘Service-disabled veterans’ insurance 
fund” (38 U.S.C. Chapter 19). 


Program and Financing (in thousands of dollars) 


1981 est. 


Kentiicatin cote 36~4012-0-3-701 


1979 actual 


1980 est. 





Program by activities: 
Operating costs, funded: 


1. Death claims 18,162 18,121 18,799 


310-100 O - 80 - 52 
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2. All other 2,516 
20,678 


2,999 


Total operating costs 20,680 








Capital investment, funded: 
1. Policy loans made 5,289 4,783 
2. Policy liens established 142 146 


Total capital investment ga 9,431 4,929 





10.00 Total program costs, funded—ob- 


ligations 26,109 25,609 


Financing: 
Offsetting collections from: 
11.00 Federal funds: Payment from Veterans 
insurance and indemnities 
14.00 Non-Federal sources: 
Policy loans repaid —2,940 
Policy liens repaid —93 
Premiums earned —19,517 
Interest on investments 


— 1,000 


(policy 
— 1,290 
Other income (optional settlements) . —607 
21.98 Unobligated balance available, start of 
year: Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 


—3,586 
3,424 


Budget authority 
Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 


Status of Direct Loans (in thousands of dollars) 


Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 


Cumulative balance of direct loans out- 
standing: 

2100 Outstanding, start of year 24,895 

2200 Disbursements , 4,783 

2400 Repayments, prepayments, loan sales — 2,940 


26,738 t 


2900 Outstanding, end of year 


This fund finances the payment of claims on nonpar- 
ticipating life insurance policies issued and currently is 
open for new issues to veterans having service-connect- 
ed disabilities. The program provides insurance cover- 
age for service-disabled veterans at standard rates. As a 
result, premium payments do not cover operating and 
capital reserve requirements. Annual deficits are met 
by transfers from the Veterans insurance and indemni- 
ties appropriation. Administrative expenses are paid 
from the General operating expenses appropriation. 


Operating costs.—(1) Death claims.—Represents pay- 
ments to designated beneficiaries. 


(2) All other.—This category represents payments to 
policyholders who surrender their policies for their cash 
value and hold endowment policies which have ma- 
tured. 


Capital investment.—A policyholder may borrow up 
to 94% of the value of his policy. This activity increases 
with the increased number of policyholders. 
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SeRVICE-DISABLED VETERANS INSURANCE Funp—Continued 


The general increase in the activity of this fund is 
indicated in the following. table (dollars in thousands): 


1979 1980 1981 
actual estimate estimate 


186,341 192,300 196,800 
$1,684,684 $1,738,392 $1,779,662 

Financing.—Operations are financed from premiums 
and other receipts. Additional funds are received by 
transfer from the Veterans insurance and indemnities 
appropriation, instead of direct appropriations to this 
fund. It is estimated that the payment will be $1.0 
million in 1980 and $1.4 million in 1981. 

Operating results and financial condition.—Since pre- 
mium and other receipts are insufficient to cover oper- 
ations, the fund continues to project liabilities in excess 
of assets. The deficit is expected to reach an estimated 
$171.1 million by September 30, 1981. 


Revenue and Expense (in thousands of dollars) 


Number of policies 
Insurance in force 





1979 actual 1980 est. 1981 est. 





Operating income or loss: 
Revenue: 
20,667 21,414 21,981 
7,624 8,263 8,853 


28,291 29,677 30,834 
—42,990 —46,237 —48,073 


—14,699 -—16,560  —17,239 











Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 6,187 6,187 6,187 
Accounts receivable (net) 614 628 643 
Policy loans 24,895 26,738 28,482 
Policy liens 435 488 585 


32,131 34,041 35,897 





Total assets 


Liabilities: 
Accounts payable and accrued |i- 








2,002 2,190 2,215 
Deferred credits 1,043 1,214 1,202 1,261 
Operating reserves: 
Reserve for cash surrender 
147,499 162,175 178,961 196,334 
Reserve for future installments 


on matured contracts 6,448 6,460 6,968 7,206 
156,988 171,851 189,321 207,016 





Total liabilities 








Government equity: 

Unexpended balance: Unobligated 

3,585 3,423 3,394 
—143,305 —158,703 —174,473 


—139,720 —155,280 —171,079 


Invested capital — 131,058 


— 126,458 





Total Government equity 


Analysis of changes in Government equity: 
Paid-in capital 4,500 4,500 4,500 
Deficit: 

Opening balance 
Transactions: 
Net operating loss 
Payment from Veterans insurance and in- 
demnities appropriation 1,000 


— 144,220 
~ 139.720 








— 130,957 —144,220 


— 16,560 


~ 159,780 
— 17,239 
1,440 

~ 159,780 —175,579 


—155,280  —171,079 


Closing balance 
Total Government equity (end of year) 


Object Classification (in thousands of dollars) 





Identification code 36-4012-0-3-701 1981 est. 


33.0 — Investments and loans 5,431 4,929 4,934 
42.0 Insurance claims and indemnities 20,678 20,680 21,609 


99.00 Total obligations 26,109 25,609 26,543 


1979 actual 1980 est. 











VETERANS REOPENED INSURANCE FUND 


During 1981 and within the resources available, gross obligations 
for direct loans are authorized in such amounts as may be necessary to 
carry out the purposes of the ‘‘Veterans’ reopened insurance fund” (38 
U.S.C. Chapter 19). 


Program and Financing (in thousands of dollars) 


Identification code 36-4010-0-3-701 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 
1. Death claims 16,393 
2. Dividends ise 14,000 
3. All other 9,905 


21,724 40,298 





Total operating costs 








Capital investment, funded: 
4. Policy loans made 7,508 
5. Policy liens established 8 





Total capital investment 7,516 








10.00 Total program costs, funded—obliga- 


29,240 47,451 


Financing: 
Offsetting collections from: 
11.00 Federal funds: Interest on securities 
14.00 Non-Federal sources: 
Policy loans repaid —4185 —3,577 — 2,400 
Policy liens repaid —9 —/ —6 
Interest on investments (policy 


—31,623 —31,522 — 33,400 


—1,518 — 1,600 —1,900 

Insurance premiums earned —18,970 —21,360 — 21,880 

Administrative cost premiums earned. — 856 —940 —940 

Other income (optional settlements) . —112 — 887 — 894 

21.98 Unobligated balance available, start of 
year: Fund balance 

24.98 Unobligated balance available, end of year: 

Fund balance 


Budget authority 


—415,780 —444,473 —456,915 


444,473 456,915 465,044 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obligations, start 


— 12,442 


—5,253 —6,046 
74.10 Receivables in excess of obligations, end of 


6,046 —1,221 
90.00 —27,900 —19,709 








Status of Direct Loans (in thousands of dollars) 


Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 


1200 Obligations incurred, gross —1,153 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year , 33,400 
2200 Disbursements 7,153 7,098 
2400 Repayments, prepayments, loan sales —3,577 —2,400 


——_— 


2900 Outstanding, end of year 36,976 41,674 


(dolls 


Number | 
Insuranc 


Fir 
collec 
ment 
writt 
ment 
recei 
retail 
fund 
form 


Operating 
Reven 
Fur 

Uni 





6,976 
7,098 
2,400 


1,674 


VETERANS ADMINISTRATION 
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This fund pays claims and administrative costs on 
participating life insurance policies issued during the 
period May 1, 1965, through May 2, 1966, under three 
life insurance programs: (1) service-disabled standard 
insurance, (2) service-disabled rated insurance, and (3) 
nonservice disabled insurance established by the Na- 
tional Service Life Insurance Act of 1940, as amended 
availing disabled World War II and Korean conflict 
veterans an opportunity to acquire life insurance cover- 
age who were no longer eligible for other Government 
insurance because of delimiting dates. 

Budget program—1. Death claims.—Represents pay- 
ments to designated beneficiaries. 

2. Dividends.—Public Law 96-128, enacted November 
28, 1979, provides for policyholders to participate in the 
distribution of annual dividends. 

3. All other.—This category represents payments to 
the General operating expense appropriation for the 
administrative costs of processing claims and maintain- 
ing the accounts, and those policyholders who: (a) sur- 
render their policies for cash value; (b) hold endowment 
policies which have matured; and (c) have purchased 
total disability income coverage and subsequently 
become disabled. 

4, Policy loans made.—A policyholder may borrow up 
to 94% of the cash value of his policy. This activity is 
reflected in the status of loan schedule shown above. 

The following table reflects the decrease in the 
number of policies and the amount of insurance in force 
(dollars in thousands): 

1979 actual 1980 estimate 1981 estimate 

170,748 167,200 162,900 
$1,184,488 $1,159,706 $1,128,082 

Financing.—Operations are financed from premiums 
collected from policyholders and interest on invest- 
ments. Favorable mortality experience on insurance 
written against this fund has kept death claim pay- 
ments well below the amount of premium and interest 
receipts, thereby producing an annual increase in the 
retained earnings of the fund. Excess earnings of the 
fund are now distributed to the policyholders in the 
form of an annual dividend. 


NINE 6 DONO ws ijacsnnsnecthGkacouscatovieosonveecacesosovess 
Insurance in force 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Operating income or loss: 
Revenue: , 
53,739 56,309 59,014 

Unfunded ... 1,712 1,837 1,987 


55,451 58,146 61,001 
—59,950 —70,008 —73,810 


—4499 —11,862  —12,809 





Total revenue .. 








Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 571 477 11,756 
U.S. securities (par) 443,921 
Accounts receivable (net) 8,978 10,132 
| 36,975 41,673 
Policy liens 54 48 


448,913 501,684 514,379 


12,019 
450,507 


Total assets 


Liabilities: 
Accounts payable and accrued |i- 
abilities 835 4,632 4,944 
Deferred credits : 2,320 3,108 2,670 
Operating reserves: 
Policy reserves 
Premium waiver disability re- 


370,952 =. 392,191 = 414,451 437,380 


13,211 15,130 16,624 
Reserve for future installments 

on matured contracts 3,051 3,054 2,984 2,919 
Total disability income reserves . 11,007 11,721 12,885 14,007 


Reserve for dividends. 14,000 16,600 16,750 


Total liabilities 437,332 


469,790 495,294 


400,658 





Government equity: 

Unexpended balances: Unobligated 

415,780 
— 367,525 


48,255 


444,473 
—400,717 


43,756 


456,915 
— 425,021 


31,894 


465,044 
—445,959 


19,085 


Invested capital 





Total Government equity 





Analysis of changes in Government equity: 
Retained income: 
Opening balance 
Transactions: Net 


48,255 43,756 31,894 


— 4,499 
43,756 
43,756 


— 11,862 
31,894 
31,894 


— 12,809 
19,085 
19,085 


Closing balance 








Total Government equity (end of year) 





Object Classification (in thousands of dollars) 








Identification code 36-4010-0-3-701 1979 actual 1980 est. 





25.0 — Other services 973 
33.0 — Investments and loans 7,153 
42.0 — Insurance claims and indemnities 25,325 
43.0 Dividends and interest 14,000 


99.0 Total obligations 47,451 








EpucaTIon LOAN FUND 


During 1981 and within the resources available, gross obligations 
for direct loans are authorized in such amounts as may be necessary to 
carry out the purposes of the “Education loan fund” (38 U.S.C. Chap- 
ters 32, 34, 35 and 36). 


Program and Financing (in thousands of dollars) 


Identification code 36-4118-0-3-702 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Capital investment, funded: Loans to veter- 
ans (costs—obligations) (object class 
FOOD cenecscssosssstisacsccen triacetate 


Financing: 
14.00 Offsetting collections from: Non-Federal 
SOUrCceS: 
— 1,094 — 1,680 —2,270 
—241 —255 —231 
Interest on loans —35l —870 —1,400 
Recoveries of prior year write-offs —20 —20 —30 
21.98 Unobligated balance available, start of 
year: Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 


—36,676 —30,351  —24,676 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
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Program and Financing (in thousands of dollars) —Continued 





Identification code 36-4118-0-3-702 1980 est. 


1979 actual 1981 est 


74.98 Obligated balance, end of year: Fund bal- 
—25 


6,367 


-10 _ ~69 


* 90.00 9,600 3,800 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 


1200 Obligations incurred, gross —8,500 


Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year 
Disbursements 
Repayments, prepayments, loan sales 
Write-offs for default 
Other adjustments 


56,059 
8,031 
—1,094 
—1,965 


60,886 
8,500 
— 1,680 
— 2,660 
—190 


64,856 


2100 
2200 
2400 
2500 
2700 


2900 Outstanding, end of year 60,886 


This fund is used to make loans up to $2,500 to eligi- 
ble persons training under chapters 32, 34, and 35 of 
title 38, U.S.C., who are without sufficient funds to 
meet their expenses (38 U.S.C. 1737). Repayments are 
used to make new loans. The following table provides a 
comparison of loan activity for this program. 


WORKLOAD, AMOUNT LOANED AND REPAID 


1979 actual 
11,040 
$727 
63,003 
$966 
$8,031 
$1,094 


1980 estimate 
10,900 
$780 
69,960 
$927 
$8,500 
$1,680 


1981 estimate 
9,450 
$815 
74,380 

$898 
$7,700 
$2,270 


Number of loans made 

Average per loan 

Number of loans outstanding 

Average amount per loan outstanding 

Total amount of loans made (in thousands) 
Repayment of loans (in thousands) 


Revenue and Expense (in thousands of dollars) 


1979 actual 1980 est 1981 est 


Operating income or loss (—): 
612 
_= 20 


— 1,498 


1,145 
288 


~1705 


1,661 


Net income or loss (—) for the year 


Financial Condition (in thousands of dollars) 


1979 actual 1980 est 1981 est. 


1978 actual 


Assets: 
Fund balance with Treasury 
Loans receivable (net) 


36,744 
ae 


92,802 


30,376 
60,886 


lhe 


24,776 
64,856 


1: AR 


20,976 
66,796 


_ 87,172 


Total assets 


Liabilities: 
Accounts payable and accrued |i- 


abilities 25 100 








Government equity: 

Unexpended balances: Unobligated 
30,351 
60,886 


91,237 


24,676 
64,856 


89,532 


20,907 
66,796 


87,703 


Invested capital 56,059 


92,735 








Analysis of changes in Government equity: 


Paid-in capital 91,709 


91,709 


91,709 


Retained income: 
Opening balance 
Net operating income or loss (—) 


1,026 
— 1,498 


Closing balance 


Total Government equity (end of year) 89,532 





VOCATIONAL REHABILITATION REVOLVING FUND 


During 1981 and within the resources available, gross obligations 
for direct loans are authorized in such amounts as may be necessary to 
carry out the purposes of the “Vocational rehabilitation revolving 
fund” (38 U.S.C. chapter 31.) 


Program and Financing (in thousands of dollars) 


Identification code 36-4114-0-3-702 1979 actual 1980 est 1981 est 


Program by activities: 
10.00 Capital investment, funded: Loans to veter- 
ans (costs—obligations) (object class 
33.0 


Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: Loans repaid 
21.98 -Unobligated balance available, start of 
year: Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
e 


anc 
74.98 Obligated balance, end of year: Fund bal- 


90.00 Outlays 23 


Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 


1120 Limitation on obligations: Legislative pro- 


g 
1200 Obligations incurred, gross 





Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year 
Disbursements 
Repayments, prepayments, loan sales... 
Write-offs for default 


2100 
2200 
2400 
2500 


2900 Outstanding, end of year 





This fund is used to make loans to veterans enrolled 
in a program of vocational rehabilitation who are tem- 
porarily in need of additional funds to meet expenses. 
Legislation is being proposed to increase the individual 
maximum loan from $200 to $400. 

Budget program.—Interest-free direct loans are grant: 
ed to veterans in vocational rehabilitation training. The 
loans are repaid over a period of ten months by offset 
from benefit payments. 

Financing.—With initial capitalization through an 
appropriation, the fund is financed solely by repay: 
ments. 





Assets 
Fune 
Loar 


Liabilit 


Analysi 


Vdentificatio 


—— 


Pre 
10.00 | 


Fin 
14.00 | 
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essary to 
evolving 
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Administrative expenses are borne by the General 
operating expenses appropriation — 

Operating results.—The following table presents oper- 
ating results: 


WORKLOAD, AMOUNT LOANED AND REPAID 


1979 actual 
5,861 
$168 
3,636 
$114 
$986 


1980 estimate 
5,740 
$170 
3,350 
$115 
$975 


1981 estimate 
5,410 
$170 
3,140 
$115 
$920 
$935 


Number of loans made 
Average per loan 
Number of loans outstanding 
Average amount per loan outstanding 
Total amount of loans made (in thousands) 
Repayment of loans (in thousands) 
Effects of proposed legislation: 
Number of loans made 
Average per loan 
Number of loans outstanding 
Average amount per loan outstanding 
Total amount of loans made (in thousands) 
Repayment of loans (in thousands) 


9,410 
$282 
3,140 
$202 
$1,527 
$1,268 


Revenue and Expense (in thousands of dollars) 


1979 actual 1980 est. 1981 est. 


—10 





Expense: Net loss for the year 


Financial Condition (in thousands of dollars) 


1978 actual 1979 actual 1980 est. 


1981 est 


Assets: 
Fund balance with Treasury 146 122 142 233 
Loans receivable 408 415 385 634 


Total assets 554 537 527 867 
Liabilities: ats. 
Accounts payable and accrued |i- 
abilities 











24.98 Unobligated balance available, end of year: 
Fund balance 





40.00 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 





Outlays 





Legislation will be proposed to increase the loan limit 
from $200 to $400, requiring additional capitalization of 
$350,000 in 1981. 


SERVICEMEN’S Group Lire INSURANCE FUND 


Program and Financing (in thousands of dollars) 





Identification code 36-4009-0-3-701 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 
1. Premium paymentS................sessse 
2. Payment to General operating ex- 
penses appropriation 394 400 400 


105,259 103,700 103,700 





10.00 Total program costs, funded—ob- 


ligations (object class 25.0) .... 105,653 104,100 104,100 


Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: Withholdings from service pay.. 
21.98 Unobligated balance, start of year: Fund 
balance 


—105,539 —104,100 —104,100 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 


90. 00 





Government equity: 
Unexpended balances: Unobligated 


Invested capital 





Total Government equity 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 
Transactions: Appropriation 


Closing balance 
Deficit: 
Opening balance 
Transactions: Net operating income or loss 





Closing balance 


Total Government equity (end of year) 





VOCATIONAL REHABILITATION REVOLVING FUND 
(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 





Wentfication code 36-4114-2-3-702 1979 actual 1980 est 1981 est 





Program by activities: 
10.00 Capital investment, funded: Loans to veter- 
ans (costs—obligations) (object class 
33.0) 


Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: Loans repaid 


Budget program. = fund finances the payment of 
group life insurance premiums to private insurance 
companies under the Servicemen’s Group Life Insur- 
ance Act of 1965, as amended. The decrease in pay- 
ments during 1980 and 1981 is consistent with the esti- 
mated decrease in the number of members. 

Payment is made to the General operating expenses 
appropriation for administrative costs incident to the 
program. A minimal increase in requirements is fore- 
cast. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est 


Operating income or loss (— 
Revenue 105,539 


— 105,653 


104,100 
— 104,100 


104,100 
— 104,100 





SPECIAL THERAPEUTIC AND REHABILITATION ACTIVITIES FUND 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 


Identification code 36-4048-0-3-703 





Program by activities: 
10.00 Rehabilitation of veteran 
(costs—obligations) 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources (38 U.S.C. 618) 


beneficiaries 


2,050 2,066 


—2,047  —2,050 — 2,066 
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SPECIAL THERAPEUTIC AND REHABILITATION ACTIVITIES FUND— 
Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 36-4048-0-3-703 





1979 actual 1980 est. 1981 est. 





21.98 Unobligated balance available, start of 
year: Fund balance 

24.98 Unobligated balance available, end of year: 
Fund balance 


— 242 — 439 — 439 





Budget authority 





Relation of obligations to outlays: 
Obligations incurred, net ...............000 ton 
Receivables in excess of obligations, start 


71.00 
72.10 


72.98 
74.10 
74.98 





90.00 — 253 





This revolving fund, established pursuant to the Vet- 
erans Omnibus Health Care Act of 1976, Public Law 
94-581, provides a mechanism for the furnishing of re- 
habilitative services to certain veteran beneficiaries 
who are receiving medical care and treatment from the 
Veterans Administration. 

Funds to operate the various rehabilitative activities 
and provide for the therapeutic work for remuneration 
for patients and members in Veterans Administration 
health care facilities are derived from contractual ar- 
rangements with private industry or nonprofit entities. 
This is a self-sustaining fund and therefore no appropri- 
ation is required to support these activities. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Operating income: 
Rehabilitative program: 
2,047 
— 1,823 


2,050 
— 2,050 


2,066 








Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 401 654 909 
Accounts receivable (net) 130 130 130 
Real property and equipment 
) 66 66 66 


Total assets 597 850 1,105 
Liabilities: 
Accounts payable including funded 
accrued liabilities 601 











Government equity: 
Unexpended balances: Unobligated 
balance.......... ‘ 
Invested capital 


Total Government equity 


Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 280 
Net operating income 224 


Closing balance 504 


Total Government equity (end of year) 504 





Object Classification (in thousands of dollars) 
Identification code 36-4048-0-3-703 


25.0 — Other services 1,787 1,801 
26.0 Supplies and materials 263 265 


99.0 Total obligations 2,050 2,066 





1981 est. 


1979 actual 1980 est. 








Intragovernmental funds: 
Suppty Funp 


Program and Financing (in thousands of dollars) 





Identification code 36-4537-0-4-705 1979 actual 1980 est 1981 est 





Program by activities: 
Operating costs: 
1. Procurement, distribution, and serv- 
ices program: 
(a) Cost of goods sold 
(b) Other 
2. Publication and reproduction pro- 
gram: 
(a) Cost of goods sold 
(b) Other 


Total operating costs 
Unfunded adjustments to total operating 


360,416 
14,801 


476,640 
17,103 


916,057 
17,680 


8,048 
4,136 


387,401 


10,273 
4,145 


508,161 


10,433 


—170 


Total operating costs, funded 387,231 


Capital investment, funded: 
1. Procurement, distribution, and serv- 
ices program: Purchase of equipment 319 
2. Publication and reproduction pro- 
gram: Purchase of equipment 221 


Total capital investment 540 


Total program costs, funded 387,771 
Change in selected resources (inventory— 
undelivered orders) 


Property capitalized without costs 


26,766 


10.00 Total obligations 414,486 502,753 550,748 


Financing: 
11.00 Offsetting collections from: Federal funds: 
Procurement, distribution, and services 
program: Revenue 
Publication and reproduction program: 


— 375,380 — 533,762 


— 12,089 


—494,112 

— 14,418 — 14,796 
Adjustment of unfilled customers’ 

orders: Unrecorded 

21.98 Unobligated balance available, start of 
year: Fund balance 

24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 


— 22,850 19,365 — 1,000 


—28,213 —24,046 — 10,458 


10,458 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 


13,588 
78,017 


— 82,605 
9,000 

























981 est. 


1,801 
265 


2,066 





















1981 est. 













516,057 
17,680 







10,433 
4,363 


548,533 







— 193 
548,340 



































550,748 






— 533,762 






— 14,196 






—1,000 







— 10,488 
9,268 










VETERANS ADMINISTRATION 








Under the provisions of 38 U.S.C. 5021, the Supply 
fund finances on a reimbursable basis the cost of ware- 

















Financial Condition (in thousands of dollars) 
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: : : 978 9 
house inventories at depots and field stations and se- a as saat 
lected items of equipment procured centrally. It also a 
finances, on the same basis, items and services to other — balance with Treasury ....... 94,467 102,063 93,063 93,063 
‘ pf unts receivable (net).... 15,715 15,734 16,000 17,000 
Federal agencies who either request or are assigned to _ Advances mate............ 632 251 500 800 
the Veterans Administration for support by the Office Inventories (Net) ............0.- dite 89,881 91,326 104,000 105,000 
of Federal Procurement Policy. Real property and equipment 

Budget program.—The fund provides financial sup- I rm je 
port for: (1) Maintenance of depot and field station in- Total SSSR so) sis sccssscscs 201,713 210,741 215,104 217,594 
ventories; (2) maintenance and operation of three | abilities: 
supply depots; (3) a publications depot including print- Accounts payable including funded 
ing services to VA installations on a centralized basis; accrued liabilities sess. 29,158 38,087 42,105 44,595 
(4) operation of a service and reclamation program Op- government equity: 
erating out of the supply depots; (5) centralized periodi- Unexpended balances: 
cal procurement and library cataloging; and (6) a mar- Unobligated balance 28,213 24,046 10,458 9,268 
keting center or central buying office. : eaere _— nice 100,960 126,280 108,000 ~ 109,000 

atts : : financed budget authority: 

The publications and reproduction program provides Unfilled customers’ orders... —47515 —70,365 51,000  —52,000 
printing service and distribution of printed matter to Invested Capital .........ssssssseeseee 90,898 92,693 105,541 106,731 
VA installations. Printed matter is acquired in accord- Total Government equity... 172,556 172,654 +—-172,999~—=—«172,999 
ance with the rules of the Joint Committee on Printing 
from the Government Printing Office, the General Analysis of changes in Government equity: 

Services Administration, a VA-operated plant, and from Paid-in capital: 
commercial sources. Opening balance......... eiistissacttescsmencbiciscamacioas 172,948 172,999 172,999 

The marketing center is responsible for determining — capitalized without use of funds........ Sr cae aes 
the levels of inventories to be carried at depots and COGN TRICE ascssescsciiecccccinasasuacaiisoasi 172,999 172,999 172,999 
acquiring stock to maintain such levels. It is also re- Retained income: 
sponsible for the central contracting of items not availa- Opening balance.......ccrorornrctatntntetntntse —392 CON acct oa 
ble from other Government sources for VA installations —, - ‘es a 
and other Government agencies as may be determined et operating income OF WSS (— ) ann 

a ‘ Net nonoperating l0SS.............cscccsssseeceeesneee —2l —24 —25 
economical or advisable. 

The supply fund does not finance costs for the oper- Chases RONNIE = 345 ak SRI SSS eee 
ation and administration of supply activities at field Total Government equity (end of year) ...... 172,654 172,999 172,999 
stations. These costs are charged directly to applicable 
appropriations. Object Classification (in thousands of dollars) 

Financing.—Costs of supplies, equipment, and serv- 
ices acquired through the Supply fund and Supply fund — “**tifcton ne 36-4537-0-4-705 ee eee — 
operating costs are recovered through reimbursements Personnel compensation: 
from the VA appropriations and other Government 11.1 Permanent POSitiOns.........sscesseseeneeee 12,206 13,761 13,908 
agencies receiving goods and services. For 1981 Supply aa acca coy - on a a 
fund sales are estimated to reach $542 million. Average - ” oe 
inventory needed to support those sales will be $106 Total personnel compensation........... 12,587 14,120 14,272 
million 12.1 Personnel benefits: Civiliam.................sssseee 1,258 1,406 1,434 

me 21.0 — Travel and transportation of persons: 

Operating results.—The fund operated at a profit of Employee eRe aoe 358 450 533 
$48 thousand in 1979 and carried forward a loss of $392 Interagency motor pool payments........... 35 52 58 
thousand from prior years. During the past 10 years All ONL «essen bes tchastat ida decessetintshes 4 9 9 
and transition quarter the fund has shown a loss of 22.0 — Transportation of things............ 4,292 4,319 4,738 
39 9 ears 23.1 Standard level user charges 245 294 322 
$ 8 thousand on a total of $2.6 billion cost of goods 737 Communications, utilities, and other rent... 528 548 570 
sold in the same period. 24.0 Printing and reproduction .......c.asccsscenee 8,047 8,216 8,900 

25.0 — Other SOPVICES .......seeeesseen 1,232 1,450 1,581 
Revenue and Expense (in thousands of dollars) 26.0 Supplies and materials.......... 305,234 397,110 450,923 
31.0 — Equipment for use of fund ae 540 385 » 40 
1979 actual 1980 est. 1981 est. Equipment for sale to Others............ssssssssss« 53,411 80,000 65,000 
Operating income or loss (—): Total costs, fUnded................scccccssees 387,771 508,359 548,748 
Sales program: 94.0 — Change in selected resources bess 26,766 —5,606 2,000 
Revenue 387,469 508,530 548,558 Property capitalized without costs............... ee 
Expense — 387,401 —508,161 — — 548,533 gq Total obligations ......ccnsnemennnnn 414,486 502,753 550,748 
Net operating income or loss (—), sales 
SRAM cd acc stanscoscckccansscssgesn 68 369 25 Personnel Summary 

Nonoperating loss: Net book value of assets sold..... —21 —24 —25 Total number of permanent positions...............ssss.0- 695 695 695 
. Total compensable workyea'..............ve-s00« 702 722 722 

Net nonoperating Se eee —2l —24 —25 Full-time equivalent of other positions (13) (13) (13) 

i sy Full-time equivalent of overtime and holiday 

oe ee = .:aceoure aN teicninckcocacaseneel (6) (6) (6) 
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$47,500 $50,112 

8.02 8.06 
$17,829 $19,228 
$16,790 $18,004 





Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 


$50,112 

8.06 
$19,421 
$18,184 





CONSOLIDATED WorRKING FUND 


Program and Financing (in thousands of dollars) 
Identification-code 36-3901-0-4-705 


21.98 Unobligated balance available, start of 
year: Fund balance 

23.98 Unobligated balance transferred to other 
accounts: Fund balance 

24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 





1979 actual 1980 est. 1981 est. 





—1,173 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
ance 
73.98 Obligated balance transferred, net: Fund 


74.98 





90.00 





Funds were made available from grants approved by 
the Public Health Service under the provisions of 
Public Law 90-31, June 24, 1967. 

Mental Health Amendments of 1967 provide that ap- 
propriations to the Public Health Service for research, 
training, or demonstration project grants shall also be 
available, on the same terms and conditions as apply to 
non-Federal institutions, for grants for the same pur- 
pose to hospitals of the Veterans Administration. Effec- 
tive in 1980, funds and employment will be transferred 
to and reflected under the appropriation Medical and 
Prosthetic Research. 


Trust Funds 
Post-VIETNAM ERA VETERANS EDUCATION ACCOUNT 


Program and Financing (in thousands of dollars) 


Identification code 36-8133-0-7-702 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs funded: 
1. Disbursement to post-Vietnam-era 
2,550 
17,200 


7,050 


2. Participant disenrollments 13,652 30,800 





10.00 Total program costs, funded—obliga- 


13,965 19,750 37,850 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


60.00 


— 35,045 
91,867 


— 91,867 
170,917 


—170,917 
247,267 


Budget authority (appropriation) 


(permanent, indefinite) 70,788 98,800 114,200 
Relation of obligations to outlays: 
71.00 Obligations incurred, net 


72.40 Obligated balance, start of year 


37,850 


13,965 
2 6,453 


19,750 
153 


—153 
13,815 


74.40  Obligated balance, end of year 
90.00 


— 6,453 
13,450 


— 20,853 


Outlays 23,450 





This account consists of voluntary contributions by 
eligible servicepersons and matching contributions pro- 
vided from the Readjustment benefits account. Its pur- 
pose is a depository for that portion of the contributory 
matching educational program which provides educa- 
tional assistance payments to participants who entered 
the service after December 31, 1976, and are pursuing 
training under chapter 32 (38 U.S.C.). The estimated 
activity in the fund follows: 


CONTRIBUTIONS, PARTICIPANTS, DISENROLLMENTS, REFUNDS AND TRAINEES 


[Dollars in thousands} 

1979 actual 
$70,788 
$70,558 

$230 
146,078 


1981 estimate 
$114,200 
$109,500 

$4,700 
160,200 


$684 
48,000 
$30,800 
9,400 
$7,050 
$750 


transac- 


1980 estimate 
$98,800 
$97,100 

$1,700 
152,900 


Total contributions (budget authority) 
Servicepersons 
Transferred from Readjustment benefits account.. 
Total participants 
Average contribution per participant (actual dol- 
$484 
Number of disenrollments ... 21,322 
Total refunds fh $13,652 
Total trainees........ 456 
Total trainee cost $313 $2,550 
Average cost per trainee (actual dollars) $686 $708 


The status of the fund, excluding noncash 
tions, is as follows (in thousands of dollars): 


1979 actual 1980 estimate 
$35,047 $92,020 


$635 
26,900 
$17,200 
3,600 


1981 estimate 


Undisbursed balance of fund, start of year $177,370 





Cash income during the year: Proprietary receipts 
(contributions from servicepersons, net of disen- 
rollment refunds) 

Intrabudgetary transactions: (contributions from 
Department of Defense and Readjustment bene- 
fits account) 230 


70,788 


70,557 97,100 109,500 


1,700 
98,800 


4,700 





Total annual income 





Cash outlays during the year: 
Payments to trainees 163 
Refunds to participants (disenrollments) 13,652 


_13815 
92,020 


1,740 
11,710 


_18480 
177,370 





Total cash outlay 
Undisbursed balance of fund, end of year 


Object Classification (in thousands of dollars) 
Identification code 36-8133-0-7-702 


41.0 
44.0 


99.0 





1979 actual 1980 est. 


2,550 
17,200 


19,750 





Grants, subsidies, and contributions 313 
Refunds 13,652 


Total obligations 13,965 37,850 





GENERAL Post Funp, NATIONAL HoMES 


Program and Financing (in thousands of dollars) 


Identification code 36-8180-0-7-705 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Religious, recreational, and entertainment 
(costs—obligations) » 
Financing: 
21.40 Unobligated balance available, start of 
year: 
Treasury balance 
U.S. securities (par) 
24.40 Unobligated balance available, end of year: 
Treasury balance 


5,601 6,000 6,300 


—1,629 
—2,365 


8,329 


—6,070 
— 2,365 


6,929 





stimate 

4,200 
)9,500 
4,700 
10,200 


$684 
18,000 


09,500 


4,700 
14,200 


4,370 
19,080 


23,450 
68,120 


VETERANS ADMINISTRATION 
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U.S. securities (par) 


60.00 Budget authority (appropriation) 
(permanent, indefinite) 6,700 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 6,000 
72.40 ~Obligated balance, start of year: Treasury 
443 497 497 
74.40 Obligated balance, end of year: Treasury 
balance —497 —497 —497 


90.00 Outlays 9,547 6,000 6,300 








1 |ncludes capital investment as follows: 1979, $1,292 thousand; 1980, $1,385 thousand; 1981, $1,454 thousand 


This fund consists of gifts, bequests, and proceeds of 
sale of property left in the care of the facilities by 
former beneficiaries; patient’s fund balances and pro- 
ceeds of sale of effects of beneficiaries who die leaving 
no heirs or without having otherwise disposed of their 
estate. Such funds are used to promote the comfort and 
welfare of veterans at hospitals and homes where no 
general appropriation is available. (88 U.S.C. Chs. 83 
and 85.) 


Object Classification (in thousands of dollars) 





Identification code 36-8180-0-7-705 1981 est 

23.2 Communications, utilities, and other rent... 828 887 931 
25.0 — Other services 468 502 527 
26.0 — Supplies and materials 5 2,935 3,146 3,308 
31.0 Equipment és 1,089 1,167 1,225 
32.0 Lands and structures... bo 203 218 229 
44.0 — Refunds 80 80 


99.0 Total obligations 6,000 6,300 


1979 actual 1980 est 


NATIONAL SERVICE LIFE INSURANCE FUND 


During 1981 and within the resources available, gross obligations 
for direct loans are authorized in such amounts as may be necessary to 
carry out the purposes of the ‘‘National service life insurance fund” (38 
U.S.C. Chapter 19). 





Program and Financing (in thousands of dollars) 


Identification code 36-8132-0-7-701 


1979 actual 1980 est 1981 est. 





Program by activities: 
Operating costs, funded: 
1. Death claims 424,936 432,125 436,000 
2. Disability claims a 18,668 20,109 21,979 
3. Matured endowments............ 39,991 42,981 47,286 
4. Cash surrenders st 40,393 38,320 38,400 
5. Dividends. 424,940 494,000 499,000 
6. Interest paid on dividend 
credits and deposits f 19,003 19,165 
7. Other expenses 153 160 
Total operating costs 966,687 1,046,691 1,061,990 
Capital investment, funded: 
1. Policy loans made 142,790 140,669 139,612 
2. Policy liens established 120 97 130 


Total capital investment / 142 140,76 139,742 


10.00 Total program _costs, waar oe 


funded—obligations 1,187,457 1,201,732 


Financing: 
14.00 Offsetting collections from: Non- 
Federal sources: 
Repayment of policy loans — 94,000 — 86,000 
Repayment of policy liens —139 — 137 
Optional income settlement — 32,500 — 32,400 


Net income offsets and adjust- 


— 157,988 — 138,330 — 137,970 

21.98 Unobligated balance _ available, 
start of year: Fund balance: 
U.S. securities (par) 

24.98 Unobligated balance available, end 
of year: Fund balance: U.S. se- 


curities (par) 


—7,389,395 —7,559,281 —7,665,921 


7,999,281 7,665,921 


7,780,889 


60.00 Budget authority (appro- 
priation) (permanent, in- 
definite) 982,543 


1,029,128 1,060,193 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: 
Fund balance: 
Treasury balance 16,974 7,214 4,051 
U.S. securities (par) 363,646 400,670 523,321 
74.98 Obligated balance, end of year: 
Fund balance: 
Treasury balance 
U.S. securities (par) 


812,657 922,488 945,225 


—1,214 
— 400,670 


Outlays 785,393 


—4,051 
— 523,321 


803,000 


— 4,688 
— 536,909 


931,000 





Status of Direct Loans(in thousands of dollars) 


Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 


—140,669 —139,612 


Cumulative balance of direct loans out- 
standing: 

Outstanding, start of year 

Disbursements 

Repayments, prepayments, loan sales 


1,013,240 1,049,874 
142,790 140,669 
—106,156 —94,000 


— 86,000 
1,049,874 1,096,543 = 1,150,155 


1,096,543 
139,612 


Outstanding, end of year 


This fund was established in 1940 for the World War 
II servicemen’s and veterans’ insurance program au- 
thorized by the National Servicemen’s Life Insurance 
Act of 1940. Over 22 million policies have been issued 
under this program. Since issuance of new policies 
ended in 1951, the insurance in force is estimated to 
decrease in 1981 by $428 million, representing a de- 
crease of 56,000 policies. Activity of the fund reflects a 
rising claim, but declining loan workload. The trend in 
the number and amount of policies in force is shown as 
follows (in thousands of dollars): 


1981 estimate 
3,518,000 
$22,863,482 


1979 actual 
3,665,317 
$23,895,260 


1980 estimate 
3,574,000 
$23,291,758 


Number of policies 
Insurance in force 


The status of the fund, excluding noncash transac- 
tions, is as follows (in thousands of dollars): 


1981 estimate 
8,193,292 


439,080 


1980 estimate 
7,967,164 


451,069 


1979 actual 
7,770,014 


451,877 


Undisbursed balance of fund, start of year 


Cash income during the year: Proprietary receipts... 

Intrabudgetary transactions: Interest and profits on 
investments in securities 

Payment from general and special funds 


528,559 575,746 618,800 
2,107 2,313 2,313 


982,543 1,029,128 1,060,193 


Total annual income 


Cash outlay during the year: 


Benefit payments 748,772 756,373 877,395 
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NaTIONAL SERvIcE Lire INSURANCE FuNnp—Continued 
36,621 46,627 53,605 
785,393 803,000 ___ 931,000 
7,967,164 8,193,292 8,322,485 


Net lending 





Total cash outlay 





Undisbursed balance of fund, end of year 








This fund is operated on a commercial basis to the 
extent possible except that administrative expenses are 
charged to the General operating expenses account, 
consistent with law. 

The income of the fund is derived from premium 
receipts, interest on investments, and payments which 
are made to the fund from the Veterans insurance and 
indemnities appropriation for claims: (1) resulting from 
extra hazards of the veterans’ service, and (2) arising on 
certain policies held by personnel on active duty. 

Assets of the fund, which are largely invested in spe- 
cial Treasury interest-bearing securities and in policy 
loans, are expected to increase from $9,339 million as of 
September 30, 1980, to $9,562 million as of September 
30, 1981. The actuarial estimate of policy obligations as 
of September 30, 1980, totals $9,236 million, leaving a 
balance of $104 million for contingency reserves. 


Object Classification (in thousands of dollars) 
Identification code 36-8132-0-7-701 


33.0 
42.0 
43.0 


99.0 





1979 actual 


142,910 
524,074 
442,613 


1,109,597 


1980 est. 


140,766 
533,688 
513,003 


1,187,457 


1981 est. 


139,742 
543,825 
518,165 


1,201,732 





Investments and loans 
Insurance claims and indemnities... 
Dividends and interest 





Total obligations 





Unitep States GOVERNMENT LIFE INSURANCE FUND 


During 1981 and within the resources available, gross obligations 
for direct loans are authorized in such amounts as may be necessary to 
carry out the purposes of the ‘United States Government life insurance 
fund” (88 U.S.C. Chapter 19). 


Program and Financing 


Identification code 36-8150-0-7-701 


(in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 
1. Death claims 46,212 46,659 42,000 
2. Disability claims 4,310 3,842 3,595 
3. Matured endowments... 620 571 222 
4. Cash surrenders 2,232 2,008 1,513 
5. Dividends 25,074 21,500 23,383 
6. Interest paid on dividend credits and 
1,170 1,166 1,220 
7. Other expense 10 4 5 


79,628 


71,938 


Total operating costs 75,750 





Capital investment, funded: 
8. Policy loans made 4,750 4,559 4,524 
9. Policy liens established 17 30 25 


Total capital investment 4,767 4,589 4,549 








10.00 Total program costs, funded—ob- 


ligations 
Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: 

Repayment of policy loans 

Repayment of policy liens 

Optional income settlements 

Net income offsets and adjustments 


84,395 80,339 76,487 


—7,281 

-17 
—3,372 
— 2,098 


21.98 Unobligated balance available, start of 
year: Fund balance: U.S. securities 


—471,550 —438,233 —404,878 


438,233 404,878 373,985 





60.00 Budget authority (appropriation) 


(permanent, indefinite) 38,310 35,910 34,304 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
ance: 
Treasury balance 
U.S. securities (par) 
74.98 Obligated balance, end of year: Fund bal- 
ance: 
Treasury balance 
U.S. securities (par) 


71,627 69,265 65,197 


1,233 
24,092 


1,787 
24,324 


1,411 
25,265 


—1,411 
— 25,265 


68,700 


— 1,635 
— 26,638 


63,600 


— 24,324 
70,841 





90.00 Outlays 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 


—4750 —4,559 





Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year 
Disbursements 
Repayments, prepayments, loan sales 


2100 
2200 
2400 


2900 


47,836 
4,750 
—1,281 


45,305 


45,305 
4,559 
—6,478 
43,386 


Outstanding, end of year 41,410 





This fund was established in 1919 to receive premi- 
ums and pay claims on insurance issued under the 
provisions of the War Risk Insurance Act. The general 
decline in the activity of the fund is indicated in the 
following table (in thousands of dollars): 


1979 1980 1981 
actual estimate estimate 


107,751 96,900 85,350 
$441,520 $397,484 $347,972 


The status of the fund, excluding noncash transac- 
tions, is as follows (in thousands of dollars): 


1979 1980 1981 
actual estimate estimate 


496,876 464,345 431,555 
3,894 4,166 3,779 


Number of policies 
Insurance in force 


Undisbursed balance of fund, start of year 


Cash income during the year: Proprietary receipts... 
Intrabudgetary transactions: 
Interest and profits on investments in securities. 34,384 31,709 30,490 
Payments from general and special funds 32 35 35 


38,310 35,910 34,304 





Total annual income 








Cash outlay during the year: 
Benefit payments 
Net lending 


73,372 70,601 


—1,901 
68,700 
431,555 


65,631 
— 2,031 


63,600 
402,259 


Total annual outlay 
Undisbursed balance of fund, end of year 


The fund is operated on a commercial basis to the 
extent possible except that administrative expenses are 
charged to the General operating: expenses account, 
consistent with law. 

The income of the fund is derived from premium 
receipts, interest on investments, and payments which 
are made to the fund from the Veterans insurance and 
indemnities appropriation for claims: (a) resulting from 
the extra hazards of the veteran’s service, and (b) aris- 





17,972 
sac- 


VETERANS ADMINISTRATION 
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ing on certain policies held by personnel on active mili- 
tary duty. 

Assets of the fund, which are largely invested in in- 
terest-bearing securities and policy loans, are estimated 
to decrease from $492 million as of September 30, 1980, 
to $458 million as of September 30, 1981, as an increas- 
ing number of policies mature through death or disabil- 
ity. The actuarial evaluation of policy obligations as of 
September 30, 1980, totals $477 million, leaving a bal- 
ance of $15 million for contingency reserves. 


Object Classification (in thousands of dollars) 





Kdentification code 36-8150-0-7-701 1981 est. 


33.0 — Investments and loans. 4,767 4,589 4,549 
42.0 — Insurance claims and indemnities 53,384 53,084 47,335 
43.0 Dividends and interest 26,244 22,666 24,603 


99.0 Total obligations 84,395 80,339 76,487 


1979 actual 1980 est. 








VETERANS SPECIAL Lire INSURANCE FUND 


During 1981 and within the resources available, gross obligations 
for direct loans are authorized in such amounts as may be necessary to 
carry out the purposes of the ‘Veterans’ special life insurance fund” 
(88 U.S.C. Chapter 19). 


Program and Financing 


Wentfcation code 36-8455-0-8-701 


(in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 
1. Death claims , 22,500 
2. Cash surrenders , ; 3,213 
3. Dividends i 28,000 
4. All other . f 8,865 


62,578 





Total operating costs 


Capital investment, funded: 
5. Policy loans made 10,407 
6. Policy liens established 13 


10,420 
72,998 





Total capital investment 


10.00 - — Total obligations 


Financing: 
Offsetting collections from: 
11.00 Federal funds: Interest on securities 
14.00 Non-Federal sources: 
Policy loans repaid —8,236 —9,000 —6,070 
Policy liens repaid —8 —6 
Interest on investments (policy 








77,173 


—39,308 —42,630 —46,681 


—2,700 
— 58,859 
—1,420 


— 2,900 
—59,608 
— 1,234 


Premiums earned 
Other income (optional settlements) . 
21.98 Unobligated balance available, start of 
year: Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 


— 1,544 
—602,611 —648,343 


648,343 691,844 





Relation of obligations to outlays: 
71,00 Obligations incurred, net 
1298 Obligated balance, start of year: Fund bal- 
ance 13,636 
1498 Obligated balance, end of year: Fund bal- 


—32,166 
19,519 19,787 


—19,519 
— 38,049 


—19,787 —23,286 
— 46,000 


— 47,000 


Status of Direct Loans (in thousands of dollars) 


Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 


1200 Obligations incurred, gross —10,489 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2200 Disbursements 
2400 Repayments, prepayments, loan sales. 


54,390 
11,449 
—8,236 


57,603 


57,603 
10,489 
—9,000 


2900 Outstanding, end of year 59,092 

This fund finances the payment of claims on life in- 
surance policies issued before January 31, 1957, to vet- 
erans who served in the Armed Forces subsequent to 
April 1, 1951. No new policies can be issued and the 
number of policies in force are expected to decline by 
2,500 in 1980 and 14,500 in 1981. Policyholders may 
elect to purchase total disability income coverage with 
the payment of additional premiums. 

Budget program—1. Death claims.—Represents pay- 
ments to designated beneficiaries. 

2. Cash surrenders.—A policyholder may terminate 
his insurance by cashing in his policy for its cash value. 

3. Dividends.—Public Law 93-289, enacted May 24, 
1974, provides for policyholders to participate in the 
distribution of annual dividends. 

4, All other.—Classified in this category are payments 
to policyholders who: (a) hold endowment policies which 
have matured; (b) have purchased total disability 
income coverage and subsequently become disabled; and 
(c) are paid interest on dividend credits and deposits. 

The following table reflects the decrease in the 
number of policies and the amounts of insurance in 
force (in thousands of dollars): 


1979 1980 198: 
actual estimate 


cctmat 
546,500 544,000 529,500 
$4,763,511 $4,735,520 $4,604,002 


Financing.—Payments from this fund are financed 
primarily from premium receipts and interest on 
investments. 

Operating results and financial condition.—Favorable 
mortality experience on insurance written against this 
fund has kept death claim payments well below the 
amount of premium and interest receipts, thereby pro- 
ducing an annual increase in the retained earnings of 
the fund. The retained earnings have, since the incep- 
tion of the program, been reduced by payments of a 
special dividend and subsidy payments to the Veterans 
insurance and indemnities appropriation and the Veter- 
ans reopened insurance fund. Excess earnings of the 
fund are now distributed to the policyholders in the 
form of an annual dividend. 


Number of policies 
Insurance in force 


Revenue and Expense (in thousands of dollars) 


1979 actual 1980 est. 


Operating income: 
Revenue: 
101,092 105,609 110,423 
1,062 1,050 1,050 


102,154 106,659 111,473 
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Revenue and Expense (in thousands of dollars) —Continued 





1981 est. 
— 109,047 
2,426 


1980 est. 
— 96,502 
10,157 


1979 actual 
— 107,602 
— 5,448 











Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 681 995 
U.S. securities (par) a 583,400 621,135 
Accounts receivable (net). 10,624 11,740 14,331 14,974 
Policy loans 54,390 57,604 59,093 63,430 
Policy liens 26 26 30 37 


649,121 691,499 741,583 793,570 


2,440 
665,689 


3,516 
711,613 





Total assets 
Liabilities: 

Accounts payable including funded 
accrued liabilities 

Deferred credits 

Operating reserves: 
Policy reserves 
Premium waiver disability re- 








18,360 
19,899 


565,316 
84,172 


11,568 
12,691 


15,430 
15,828 


16,478 
17,639 
473,370 


503,942 531,175 


70,540 71,884 79,008 
Reserve for future installments 

on matured contracts 
Reserve for dividends 


Total disability income reserves . 


7,350 
30,000 
38,843 


763,940 


7,464 
24,620 
26,373 


626,626 


7,669 
30,903 
28,796 


2 674,452 


7,364 
28,600 
34,115 


714,379 





Total liabilities 








Trust equity: 

Unexpended balances: Unobligated 

691,844 
— 662,214 


29,630 


970,445 
— 547,950 


22,495 


602,611 
— 585,564 


17,047 


648,343 
cere 


27,204 


Invested capital 
Total trust equity 


Analysis of changes in trust equity: 
Retained income: 
Opening balance 22,495 


17,047 27,204 


Transactions: Net operating income —5,448 10,157 2,426 


Closing balance—total trust equity (end of 


27,204 


17,047 29,630 





Object Classification (in thousands of dollars) 


Identification code 36-8455-0-8-701 





1979 actual 


11,460 
41,119 
24,594 


77,173 


1980 est. 


10,501 
31,716 
26,668 


68,885 


1981 est 


10,420 
33,493 
29,085 


72,998 





33.0 Investments and loans 
42.0 — Insurance claims and indemnities.... 
43.0 Dividends and interest 


99.0 Total obligations 
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ADMINISTRATIVE PROVISIONS 


Not to exceed 5 per centum of any appropriation for the current 
fiscal year for “Compensation [and pensions] ”, ‘Pensions’, “Burial 
benefits and miscellaneous assistance’, ‘Readjustment benefits”, and 
“Veterans insurance and indemnities” may be transferred to any 
other of the mentioned appropriations, but not to exceed 10 per 
centum of the appropriations so augmented. 

Appropriations available to the Veterans Administration for the 
current fiscal year for salaries and expenses shall be available for 
services as authorized by 5 U.S.C. 3109. 

No part of the appropriations in this Act for the Veterans Adminis- 
tration (except the appropriations for “Construction, major projects” 
and “Construction, minor projects”) shall be available for the pur- 
chase of any site for or toward the construction of any new hospital 
or home. 

No part of the foregoing appropriations shall be available for hospi- 
talization or examination of any persons except beneficiaries entitled 
under the laws bestowing such benefits to veterans, unless reimburse- 
ment of cost is made to the appropriation at such rates as may be 
fixed by the Administrator of Veterans Affairs. 

The unexpended balance in the appropriation under the heading 
“Compensation and pensions” may be transferred to and merged with 
the newly established appropriations for ‘“‘Compensation,”’ “Pensions,” 
and “Burial benefits and miscellaneous assistance” in amounts deter- 
mined by the Administrator of Veterans Affairs. (Department of Hous- 
ing and Urban Development—Independent Agencies Appropriation 
Act, 1980.) 








10,420 
33,493 
29,085 


72,998 


current 
“Burial 
s’, and 
to any 
10 per 


for the 
ible for 


dminis- 
rojects” 
he pur- 
hospital 


r hospi- 
entitled 
mburse- 
may be 


heading 
ed with 
nsions,” 
's deter- 
»f Hous- 
priation 


























ACTION 


ACTION, the Federal agency for volunteer service, 
brings together a number of volunteer programs includ- 
ing the Peace Corps, Volunteers in Service to America 
(VISTA), Foster Grandparent, and Retired Senior Vol- 
unteer Program. 

As a result of the President’s Executive Order No. 
12187, the Peace Corps is administered directly by the 
Director of the Peace Corps and its appropriation is 
located in the chapter entitled Funds Appropriated to 
the President. The operating expenses, domestic pro- 
grams appropriation is below. The Peace Corps and 
domestic appropriations each contain a share of the 
agency's common support costs. A special information 
schedule of these common support costs is presented in 
the following materials. 











Federal Funds 
General and special funds: 






OPERATING EXPENSES, DoMEsSTIC PROGRAMS* 






*See Part III for additional information. 






For expenses necessary for Action to carry out the provisions of the 
Domestic Volunteer Service Act of 1973, [$83,317,000] $177,826,000. 
(42 U.S.C. 4951 et seq.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980. For those activities or 
portions of activities of this account that were deferred from regular appropriation considera- 
tion, Public Law 96-123 provides funding at the current rate. For all activities or portions of 
activities of this account, Public Law 96-123 provides funding at a rate consistent with 
amounts that would be provided by the conference version of H.R. 4389, the Departments of 
Labor, and Health, Education, and Welfare Appropriations Act, 1980. 












Program and Financing (in thousands of dollars) 



























































\entitication code 44-0103-0-1-506 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Volunteers in service to America....... 30,416 30,800 43,782 
2. Older American volunteer programs... 61,966 83,317 85,900 
SMM WOMUMUMOE TORTS sacesscsissesissn ~sesscrssnsassasna © Ghlecaecccace 12,000 
4. Citizen participation and volunteer 
demonstration programs.................... 2,479 2,404 5,945 
5. Program SUPpOFt..........csccsssessessssseeee 23,784 25,278 30,199 
Total direct program ...........cscssscsssee 118,645 141,799 177,826 
Reimbursable program.............ccsvsseesssseeessees 173 BI sires 
10.00 Total obligations ..........ssssssssecsssecceseee 118,818 141,822 177,826 
Financing: 
1190 Offsetting collections from: Federal funds... —173 —23 
21.40 Unobligated balance available, start of year NONE sxcescetaistnns 
25.00 Unobligated balance lapsing ............cssscse GG: eis 
Budget authority... 119,175 141,799 177,826 
Budget authority: 
40.00 Appropriation ...........csccccsssssssssssssesssssseee 119,175 140,492 177,826 
44.20 Supplemental for civilian pay raises...... sss. | ee ee 
Relation of obligations to outlays: 
T1.00 Obligations incurred, Net ..........cssscsseseee 118,645 141,799 177,826 
1240 Obligated balance, start of year... 53,334 54,409 65,672 
14.40 Obligated balance, end of yeat.................. —54,409 —65,672 — 80,366 











OTHER INDEPENDENT AGENCIES 














77.00 Adjustments in expired accounts................. RG ah ici 
90.00 Outlays, excluding pay raise supple- 

Ne oe oe es 117,344 129,255 163,106 
91.20 Outlays from civilian pay raise sup- 

UNNI rath ciasincecacisiensecinascicd 5 eapieteaseasi 1,281 26 





This appropriation finances the Federal share of vol- 
unteer programs within the United States and its terri- 
tories. 

ACTION’s 1980 request for all but the older Ameri- 
can volunteer programs had been deferred from regular 
appropriation consideraton at the time this budget was 
prepared. Enactment of the full appropriation is re- 
quested in Part III. 

1. Volunteers in service to America.—The VISTA and 
the University Year for ACTION programs provide full- 
time volunteers to assist low-income communities work- 
ing on problems of poverty. These programs will sup- 
port about 5,700 years of voluntary service in 1981. 
Volunteers will concentrate their efforts in energy con- 
servation, community services, health and nutrition, 
economic development, and housing. The National 
Center for Service Learning will continue to assist sec- 
ondary and post-secondary schools to develop student 
service-learning programs. 

2. Older American volunteer programs.—These pro- 
grams provide opportunities for Americans, age 60 and 
over, to volunteer their services to the community by 
working with the emotionally disturbed, the mentally 
retarded and physically handicapped, the infirm, and 
the isolated elderly. In 1981, 4,860 volunteers in the 
Senior Companions Program will provide long term 
care services to about 17,500 frail elderly Americans. 
The retired senior volunteer program will support 
275,000 part-time volunteers providing service in the 
areas of energy conservation, health, nutrition, commu- 
nity services, and knowledge and skills. The 17,470 
foster grandparent volunteers will serve approximately 
43,700 children. Emphasis will be placed on preventing 
institutionalization and returning children to the com- 
munity. 

3. Urban volunteer programs.—The urban volunteer 
programs consist of technical and management assist- 
ance, fixed income consumer counseling, helping hand, 
and the good neighbor fund, all targeted in complemen- 
tary ways to stem and reverse the deterioration of 
neighborhoods in large urban areas. In 1981, these four 
programs will enroll about 54,400 volunteers in approxi- 
mately 785 of the Nation’s urban neighborhoods. 

4. Citizen participation and volunteer demonstration 
programs.—These programs encourage the integration 
of volunteer services as ongoing activities at State and 
local levels, provide small community groups one-time 
mini-grants which provide the impetus to make their 
community projects viable, and various forms of Sup- 
port Service Assistance to improve voluntary action. 

5. Program support.—Costs of program direction and 
administration both at headquarters and at the region- 


829 


ACTION—Continued 
Federal Funds—Continued 


830 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 








General and special funds—Continued 
OPERATING EXPENSES, Domestic ProGrAMS—Continued 


al and State offices are financed by this activity. 
Agency-wide programs and support services are also 
included. . 


Object Classification (in thousands of dollars) 
Identification code 44-0103-0-1-506 


Direct obligations: 
Personnel compensation: 
Permanent positions 10,623 11,612 
Positions other than permanent 263 214 
Other personnel compensation 47 42 
Special personal services payments 19,880 28,231 
Total personnel compensation 30,813 40,049 
Personnel benefits: Civilian 1,810 2,131 
Travel and transportation of persons 2,813 3,888 
Transportation of things 88 183 
Standard level user charges 1,045 1,048 
Communications, utilities, and other rent... 388 478 
Printing and reproduction 114 126 
Other services 2,592 3,943 
Supplies and materials .. 98 147 
Equipment 7 55 
Grants, subsidies, and contributions 71,937 91,637 112,169 
Administrative expenses (share 
agencywide costs—see separate sched- 





1979 actual 1980 est. 1981 est. 





28,376 
1,642 


9,857 
118,645 


10,394 
141,799 


13,559 
177,826 





Total direct obligations 








Reimbursable obligations: 

Personnel compensation: 
Permanent position 
Positions other than permanent... 

Personnel benefits: Civilian 

Travel and transportation of persons 

Other services 

Supplies and materials 

Administrative expenses (share of 
agencywide costs—see separate sched- 


Total reimbursable obligations 








Total obligations 141,822 177,826 





Personnel Summary 
Total number of permanent positions 456 501 
Total compensable workyears 455 472 
Full-time equivalent of other positions ( (18) (18) 
Full-time equivalent of overtime and holiday 


(3) 
$50,113 
Average GS grade 9.96 9.96 9.91 


(3) (3) 
Average ES salary $46,168 $50,113 


Average GS salary $22,543 $23,463 $23,463 





ACTION AGENCY SUPPORT SERVICES COSTS (INFORMATION SCHEDULE) 


{In thousands of dollars} 


1979 1980 1981 
actual estimate estimate 


Funded by: aco 
1. Operating expenses, domestic 
10,394 


15,520 
25,984 


13,599 3,165 
15,723 133 


29,282 3,298 


16,120 
25,977 











Costs of ACTION’s Agency Support services are fi- 
nanced jointly from the operating expenses, domestic 
programs, and Peace Corps appropriations, as the above 
table illustrates. 

These costs includes expenses related to: 

Recruitment of about 3,800 Peace Corps and 2,190 


domestic volunteers, selection and placement of an ad- 
ditional 2,800 domestic volunteers, and agency commu- 
nications activities; voluntary citizen participation as- 
sistance, liaison and coordination activities; agencywide 
planning, policy development, budgeting and evalua- 
tion; internal management functions, including legal, 
legislative, equal opportunity, internal audit and inspec- 
tion, and the activities of the Agency Director’s office, 
and administrative functions, including management 
analysis, procurement, accounting, data processing, per- 
sonnel, staff training, and general administrative serv- 
ices. 
Object Classification (in thousands of dollars) 





Identification code. 44-0103-0-1-506 1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
11.1 Permanent positions. 13,541 14,454 14,822 
11.3 Positions other than permanent... 1,280 530 1,155 
11.5 Other personnel compensation 219 163 237 


Total personnel compensation 15,040 15,147 16,214 
12.1 Personnel benefits: Civilian 1,359 1,384 1,525 
13.0 — Benefits for former personnel 180 180 180 
21.0 Travel and transportation of persons 1,019 905 1,382 
22.0 Transportation of things 48 21 3] 
23.1 Standard level user charges 1,273 1,383 1,383 
23.2 Communications, utilities, and other rent... 3,210 3,120 3,922 
24.0 Printing and reproduction 519 508 629 
25.0 — Other services 2,938 3,055 3,689 
26.0 Supplies and materials 204 
31.0 — Equipment 140 
93.0 Administrative expenses included in sched- 

ule of funds as a whole 


Total direct obligations 


Reimbursable obligations: 
11.1 Personnel compensation: Permanent posi- 


12.1 — Personnel benefits: Civilian. 

25.0 Other services 

93.0 Administrative expenses (included in 
schedule of funds as a whole 


Total reimbursable obligations 


Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 684 
Full-time equivalent of other positions (40) 
Full-time equivalent of overtime and holiday 
(3) (3) 
Average ES salary $47,341 $49,890 $49,890 
Average GS grade 9.01 9.00 9.01 
Average GS salary. $19,997 $21,611 $21,853 
Average grade, grades established by the Foreign 
Service Act of 1946, as amended (22 U.S.C. 
801-1158) (as amended Public Law 88- 
426): 
Foreign Service Reserve 
Foreign Service Staff 
Average salary, grades established by the Foreign 
Services Act of 1946, as amended (22 U.S.C. 
801-1158) (as amended Public Law 88- 
426): 
Foreign Service Reserve 
Foreign Service Staff 


$35,119 
$17,794 


$34,772 
$17,618 


$32,175 
$16,302 
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$35,119 
$17,794 











OTHER INDEPENDENT AGENCIES 


Trust Funds 
DONATIONS AND CONTRIBUTIONS, DoMESTIC PROGRAMS 


Program and Financing (in thousands of dollars) 


Kdentification code 44~8986-0-7-506 














180 est. 1980 est. 1981 est. 
Program by activities: 
10.00 Total obligations (object class 26.0) 2.00. ccssssssessssseee 2 2 
Financing: 
60.00 Budget authority (appropriation) 
(permanent, indefinite) ...........cscccscsse — ssssssescsenseees 2 2 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ..........c.csscecccsescsse —ccssssessneceeene 2 2 
90.00 Nie acs. cecsenetncn 2 2 





Miscellaneous contributed funds received by gift, 
devise, bequest are used in furtherance of the Domestic 
Volunteer Service of 1973 (87 Stat. 394) as authorized 
by 42 U.S.C., 5042(5). 





ADMINISTRATIVE CONFERENCE OF THE 
UNITED STATES 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 

For necessary expenses of the Administrative Conference of the 
United States, established by the Administrative Conference Act, as 
amended (5 U.S.C. 571 et seq.), [$1,079,000] $1,132,000. (Department 
of Housing and Urban Development—Independent Agencies Appropri- 
ation Act, 1980.) 


Program and Financing (in thousands of dollars) 























Mentification code 95-1700-0-1-751 1979 actual 1980 est. 1981 est. 
Program by activities: 
Studies to improve administrative proce- 
dure (program costs, funded)_.............. 1,003 1,077 1,082 
Change in selected resources (undelivered 
NUD) ccsccccacaceaansistacaessapnssanindoscinsicinis 46 50 50 
10.00 Total obligations .............ccssssssseessesseee 1,049 1,127 1,132 
Financing: 
25.00 Unobligated balance lapsing .............v-vvssves«. Be pelea tad Sissi 
Budget authority ................0........0 1,062 1,127 1,132 
Budget authority: 
40.00 Appropriation ......................ccccscssscsssssssseee 1,062 1,079 1,132 
44.20 Supplemental for civilian pay raises... ..........00..... MB eS. 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...........ssssssvesssess000 1,049 1,127 1,132 
72.40 Obligated balance, start of year...... 246 326 347 
74.40 Obligated balance, end of year....... —326 —347 —364 
77.00 Adjustments in expired accounts Bhs iteteicah cee wil tances: 








90.00 Outlays, excluding pay raise supple- 


MOMMA see. ecloent hs ieebsaalscceaeoolcecteas 977 1,062 1111 
91.20 Outlays from civilian pay raise sup- 
INOIINS icasaischeciciecsccowveccosesesse” sissiunenecnciion 44 4 





* Includes capital investment as follows: 1979, $24 thousand; 1980, $4 thousand; 1981, $4 thousand. 


The Conference assists the President, the Congress, 
the administrative agencies, and executive departments 
in improving existing administrative procedure, includ- 
ing achievement of needed regulatory reform. It is re- 
sponsible for conducting studies of the efficiency, ade- 
quacy, and fairness of present procedures by which the 
Federal administrative agencies and executive depart- 
ments determine the rights, privileges, and obligations 
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of private persons. On the basis of such studies the 
Conference issues formal recommendations for improve- 
ments and then encourages implementation of the rec- 
ommendations through appropriate agency, congres- 
sional, or judicial action. 

In addition to its research activities, the Conference 
also arranges for the interchange among administrative 
agencies of information useful in improving administra- 
tive procedures; collects, tabulates, analyzes, and pub- 
lishes statistics from administrative agencies to identify 
and correct delays and other problems in the adminis- 
trative process; and, on an ongoing basis, furnishes as- 
sistance and advice on matters of administrative proce- 
dure to the agencies, Congress, and others. 


Object Classification (in thousands of dollars) 



































Identification code 95-1700-0-1-751 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent pOsitiOnS..............ccssssssessssees 486 605 615 
3 Positions other than permanent 83 38 40 
11.5 Other personnel compensation ................ 4 15 15 
Total personnel compensation.............. 573 658 670 
12.1 Personnel benefits: Civilian................c.ss000 48 60 61 
21.0 Travel and transportation of persons........... 36 54 54 
23.1 Standard level user charges...............:...0. 57 57 57 
23.2 Communications, utilities, and other rent..... 55 63 63 
24.0 Printing and reproduction...................cssse 20 38 38 
25.0 Other services ..............00.. 220 166 158 
26.0 Supplies and materials 16 27 27 
SEU RENE ee 24 4 4 
99.0 Total obligations ................ssssssseeecssees 1,049 1,127 1,132 
Personnel Summary 
Total number of permanent positionS..................00 20 20 20 
Total compensable workyeais..................0. 22 22 22 
Full-time equivalent of other positions (2) (2) (2) 
Full-time equivalent of overtime and holiday 
sass scssnnac io ccescccstacenuasee (0) (0) (0) 
Average ES salary... $47,500 $50,100 $50,100 
Average GS grade......... 10.18 10.62 10.68 
IOUT GS SUNY ceases isiacctchnc incest $22,000 $24,625 $25,250 








ADVISORY COMMITTEE ON FEDERAL PAY 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Advisory Committee on Federal Pay, 
established by 5 U.S.C. 5306, [$232,000] $192,000. (Independent Agen- 
cies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 

















Identification code 95-1800-0-1-805 1979 actual 1980 est. 1981 est. 
Program by activities: 
Reviews and makes recommendations on 
Federal pay comparability (program 
CONTE RI sist isiscccinereecciecscigc 97 230 190 
Change in selected resources (undelivered 
EUS sh ee 4 2 2 
10.00 Total obligations ................csseccsseeccssees 101 232 192 
Financing: 
25.00 Unobligated balance lapsing ..................... 131 sieeaei ripudanonee 
40.00 Budget authority (appropriation) .. 232 232 192 
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General and special funds—Continued 
SALARIES AND ExpeNsEes—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 95-1800-0-1-805 1979 actual 1980 est. 1981 est. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 232 192 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts... 


90.00 








* Includes capital investment as follows: 1980, $2 thousand; 1981, $2 thousand. 


The Advisory Committee on Federal Pay was appoint- 
ed in accordance with the Federal Pay Comparability 
Act of 1970. The Committee assists the President in 
carrying out the policy of comparability in pay between 
major Federal statutory pay systems and private enter- 
prise. The Committee reviews the annual report of the 
President’s pay agent and considers the recommenda- 
tions of representatives of Federal employees and other 
officials of the Federal Government. The Committee 
then prepares for the President an independent report 
with its findings and recommendations. 

The Committee meets jointly throughout the year 
with the President’s pay agent and the Federal Employ- 
ees Pay Council in an attempt to reach early resolution 
of issues between them. It provides advisory opinions on 
unresolved issues. 


Object Classification (in thousands of dollars) 
Identification code 95-1800-0-1-805 


Personnel compensation: 
Permanent positions. 27 78 81 
Positions other than permanent 14 15 





1979 actual 1980 est. 1981 est. 








Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


(0) ( 
10.67 10.67 


Average GS grade... a 10.67 


Average GS salary $23,901 $26,396 $26,987 





ADVISORY COUNCIL ON HISTORIC 
PRESERVATION 


Federal Funds 
General and special funds: 


SALARIES AND EXPENSES 


For expenses made necessary by the Act establishing an Advisory 
Council on Historic Preservation, Public Law 94-422, [$1,350,000] 
$1,625,000: Provided, That none of these funds shall be available for 
the compensation of Executive Level V or higher positions]. (Public 


Law 96-126, making appropriations for the Department of the Interior 
and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 95-2300-0-1-303 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program—Administration (total 
1,194 
Reimbursable program 160 


Total program costs, funded + 1,354 
Change in selected resources (undelivered 
orders) 1 


10.00 Total obligations 1,355 


Financing: 
11.00 Offsetting collections from: Federal funds... — 160 
25.00 Unobligated balance lapsing 9 


Budget authority 1,204 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 





90.00 Outlays, excluding pay raise supple- 


91.20 Outlays from civilian pay raise sup- 
plemental 





* Includes capital investment as follows: 1979, $20 thousand; 1980, $24 thousand; 1981, $29 thousand. 


The Council provides independent advice to the Presi- 
dent and the Congress relating to the national historic 
preservation program and protects significant historic 
properties threatened by Federal undertakings. 


Object Classification (in thousands of dollars) 





Identification code 95-2300-0-1-303 1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions. 
Positions other than permanent .. 
Other personnel compensation 





Total personnel compensation 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials .. 
Equipment 


Total direct obligations 


Reimbursable obligations: 
Personnel compensation: Positions other 
than permanent 
Personnel benefits: Civilian 
Travel and transportation of persons 
Communications, utilities, and other rent... 
Other services 
Supplies and materials .. 
Equipment 


Total reimbursable obligations 





Direct: 
Total 
Total | 

Ful 
Ful 
| 

Averas 

Averas 

Avera 


Reimburs 
Total | 
Total ¢ 

Full 
Full 
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Averas 
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OTHER INDEPENDENT AGENCIES 
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99.0 Total obligations 1,540 1,775 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary .. 
Average GS grade 
Average GS salary 


11.04 
$21,637 








Reimbursable: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions (6) (4) 
Full-time equivalent of overtime and holiday 
(0) 
Average GS grade 9.0 9.0 
Average GS salary $21,250 $21,250 





AMERICAN BATTLE MONUMENTS COMMISSION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses, not otherwise provided for, of the Ameri- 
can Battle Monuments Commission, including the acquisition of land 
or interest in land in foreign countries; purchases and repair of 
uniforms for caretakers of national cemeteries and monuments out- 
side of the United States and its territories and possessions; rent of 
office and garage space in foreign countries; purchase ([four] one for 
replacement only) and hire of passenger motor vehicles; and insur- 
ance of official motor vehicles in foreign countries when required by 
law of such countries; [$7,603,000, of which $40,000 shall remain 
available until expended] $9,003,000: Provided, That where station 
allowance has been authorized by the Department of the Army for 
officers of the Army serving the Army at certain foreign stations, the 
same allowance shall be authorized for officers of the Armed Forces 
assigned to the Commission while serving at the same foreign sta- 
tions, and this appropriation is hereby made available for the pay- 
ment of such allowance: Provided further, That when traveling on 
business of the Commission, officers of the Armed Forces serving as 
members or as secretary of the Commission may be reimbursed for 
expenses as provided for civilian members of the Commission: Pro- 
vided further, That the Commission shall reimburse other Govern- 
ment agencies, including the Armed Forces, for salary, pay, and 
allowances of personnel assigned to it. (Department of Housing and 
Urban Development—Independent Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


tifcaton ce 74-0100-0-1-705 1981 est. 


1979 actual 


1980 est 





Program by activities: 
1. Administration and U.S. memorials 719 
2. European memorials and cemeteries 6,137 
3. Mediterranean memorials and cemeter- 
i 1,117 
4. Asian memorials and cemeteries... 327 
5. Latin memorials and cemeteries 210 


Total program costs, funded * 8,510 
Change in selected resources (undelivered 


orders) 


10.00 Total obligations 

Financing: 
21.40 Unobligated balance available, start of year —300 
4.40 Unobligated balance available, end of year.. 310 


Budget authority 








310-100 O - 80 - 53 


Budget authority: 
40.00 Appropriation 
44.10 Supplemental for wage-board pay 


44.20 Supplemental for civilian pay raises 
44.30 Supplemental for military pay raises 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 





Outlays, excluding pay raise supple- 
7,591 

91.10 Outlays for wage-board pay raise 
supplemental 525 

91.20 Outlays for civilian pay raise supple- 
35 
91.30 Outlays for military pay raise supple- 


mental 





* Includes capital investment as follows: 1979, $562 thousand; 1980, $220 thousand; 1981, $501 thousand. 


The American Battle Monuments Commission is re- 
sponsible for the maintenance and construction of U.S. 
monuments and memorials commemorating the 
achievements in battle of our Armed Forces since April 
6, 1917, controlling erection of monuments and markers 
by U.S. citizens and organizations in foreign countries, 
and for the design, construction, and maintenance of 
permanent military cemetery memorials in foreign 
countries. 

Altogether, the Commission maintains on foreign soil 
24 military cemetery memorials; 12 monuments and 
memorials not a part of the cemeteries; and 2 bronze 
tablets. In addition, the Commission maintains three 
large memorials on U.S. soil. 

On October 1, 1979, the Commission assumed respon- 
sibility for the Corozal American Cemetery, Republic of 
Panama, in accordance with the Senate reservation to 
the 1977 Panama Canal Treaty. 

In 1980, the Commission will initiate construction of 
a memorial at Utah Beach to the Americans who died 
there during the Normandy invasion. 


Object Classification (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Identification code 74-0100-0-1-705 


Personnel compensation: 
11.1 Permanent positions 4,537 
11.3 Positions other than permanent. is 63 
11.5 Other personnel compensation a 29 
11.8 Special personal services payments 447 


Total personnel compensation 5,076 
12.1 Personnel benefits: Civilian 

13.0 — Benefits for former personnel 

21.0 Travel and transportation of persons... 

22.0 Transportation of things 

23.2 Communications, utilities, and other rent... 

24.0 — Printing and reproduction 

25.0 Other services 

26.0 Supplies and materials .. 

31.0 — Equipment 





Total costs, funded 


94.0 Change in selected resources 


99.0 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
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Personnel Summary—Continued 





(6) (6) 


(1) (1) 

8.06 8.06 
$17,935 $18,020 
$11,208 $11,674 


Average GS grade 
Average GS salary 
Average salary of ungraded positions 


$17,288 
$9,662 








Trust Funds 


CONTRIBUTIONS 
Program and Financing (in thousands of dollars) 


Identification code 74-8569-0-7-705 1979 actual 1980 est. 1981 est. 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


Program and Financing (in thousands of dollars) 


Identification code 94-0100-0-1-153 








1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Program operation..... 
2. External research 


13,925 
3,540 3,873 


Total direct program 17,465 20,034 
Reimbursable program 213 225 


17,678 20,259 


16,161 


10.00 Total obligations 
Financing: 

11.00 Offsetting collections from: Federal funds... —213 
25.00 Unobligated balance lapsing 255 


Budget authority 17,720 








Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 














Program by activities: 
1. Purchase of flowers 23 20 20 
2. Repair of non-Federal war memorials 2 5 8 


Total obligations 25 25 28 


Financing: 
21.40 Unobligated balance available, start of year —20 —2 —25 
24.40 Unobligated balance available, end of year.. 25 25 25 


60.00 


10.00 


Budget authority (appropriation) 
(permanent, indefinite) 30 25 28 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 25 25 28 
72.40 Obligated balance, start of year ul: 2 1 l 
74.40 Obligated balance, end of year —1 —l —1 


90.00 Outlays 27 25 28 





1. Purchase of flowers.—Private citizens contribute 
funds for the purchase of flowers to decorate graves and 
tablets of the missing at the cemeteries and memorials 
administered by the Commission. 

2. Repair of non-Federal war memorials.—When re- 
quested to do so and upon receipt of the necessary 
funds, the Commission arranges for and oversees the 
repair of war memorials to U.S. Forces erected in for- 
eign countries by American citizens, States, municipal- 
ities, or associations. 


Object Classification (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 


Identification code 74-8569-0-7-705 


25.0 
26.0 


Other services 5 8 
Supplies and materials 20 20 


99.0 Total obligations 25 28 





ARMS CONTROL AND DISARMAMENT AGENCY 


Federal Funds 
General and special funds: 


Arms CONTROL AND DISARMAMENT ACTIVITIES 


For necessary expenses, not otherwise provided for, for arms con- 
trol and disarmament activities, including not to exceed [$16,500] 
$17,000 for official reception and representation expenses, authorized 
by the Act of September 26, 1961, as amended (22 U.S.C. 2551 et seq.), 
[$18,270,000] $20,034,000. (Departments of State, Justice, and Com- 
merce, the Judiciary, and Related Agencies Appropriation Act, 1980.) 


Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


18,630 
8,182 
—9,792 


Outlays, excluding pay raise supple- 
16,670 
91.20 Outlays from civilian pay raise sup- 


plemental 





The Agency advises the President and the Secretary 
of State on arms control and disarmament activities 
and participates in negotiations with other countries 
seeking international agreements to control, reduce, or 
eliminate arms. Among the activities to which ACDA 
resources will be devoted in 1981 are support of arms 
control negotiations with the Soviet Union, support of 
the nuclear safeguards program of the International 
Atomic Energy Agency, external research relating to 
the development of alternative nuclear fuel cycles, and 
activities relating to arms transfer reviews and the 
preparation of arms control impact analyses of weapons 
systems. 

The Agency’s external research in these areas is con- 
ducted through contracts with nongovernmental re- 
search organizations and reimbursable agreements with 
other U.S. Government agencies. 


Object Classification (in thousands of dollars) 


Identification code 94-0100-0-1-153 





1979 actual 1980 est. 1981 est. 





ARMS CONTROL AND DISARMAMENT AGENCY 


Direct obligations: 
Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent 
11.5 Other personnel compensation 
11.8 Special personal services payments 


Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
22.0 — Transportation of things 
23.1 Standard level user charges 
23.2 Communications, utilities, and other rent.... 
24.0 — Printing and reproduction 
25.0 — Other services 
26.0 — Supplies and materials 
31.0 — Equipment 


Total direct obligations 16,093 17,092 18,370 
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Reimbursable obligations: 
25.0 Other services 225 225 


Total obligations, Arms Control and 
Disarmament Agency 





16,306 17,317 18,595 





ALLOCATION TO DEPARTMENT OF STATE 


Personnel compensation: 
Permanent positions 54 
Positions other than permanent 24 
Special personal services payments 14 


Total personnel compensation 92 
Personnel benefits: Civilian 25 
Travel and transportation of persons 98 
Transportation of things 1 
Communications, utilities, and other rent.... 1,078 
Other services 312 
Supplies and materials ... 32 
Equipment 26 





Total obligations, Department of 


1,372 
99.0 17,678 


1,538 
18,855 


1,664 
20,259 











Personnel Summary 





Total number of permanent positions 199 201 
Total compensable workyears 226 228 
Full-time equivalent of other positions ( (27) (27) 
Full-time equivalent of overtime and holiday 
(4) (4) 
Average ES salary $50,112 $50,112 
Average GS grade . 9.88 9.90 
Average GS salary $22,520 $22,810 
Average salary, grades established by act of Sep- 
tember 16, 1961 (22 U.S.C. 2551 et seq.)........ 
Average salary, grades established by the Director, 
U.S. Arms Control and Disarmament Agency. 


$47,500 $50,112 


$49,834 


$50,112 


$47,500 $49,834 





BOARD FOR INTERNATIONAL BROADCASTING 


Federal Funds 
General and special funds: 
GRANTS AND EXPENSES* 
*See Part III for additional Information. 


For expenses of the Board for International Broadcasting, including 
grants to RFE/RL, Inc., [$84,470,000] $103,835,000, of which 
[$3,250,000] $5,000,000, to remain available until expended, shall be 
available only for fluctuations in foreign currency exchange rates in 
accordance with the provisions of section 8 of the Board for Interna- 
tional Broadcasting Act of 1973, as amended, and of which $4,500,000 
shall be available only for the purpose of transferring RFE/RL posi- 
tions to the United States in accordance with recommendations of the 
Board for International Broadcasting: Provided, That not to exceed 
$52,000 shall be available for official reception and representation 
expenses. (22 U.S.C. 2871 et seq.; Board for International Broadcasting 
Act of 1973 (P.L. 93-129); 93 Stat. 416; Departments of State, Justice, 
and Commerce, the Judiciary, and Related Agencies Appropriation 
Act, 1980; additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 





Kentfcation code 95-1145-0-1-154 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Administrative expenses 790 813 
2. Grants for private broadcasting activi- 

84,992 


89,979 


83,680 98,022 


10.00 Total obligations + 84,470 98,835 


Financing: 
21.40 Unobligated balance available, start of year —2,979 


CENTRAL INTELLIGENCE AGENCY 
Federal Funds 


835 





24.40 Unobligated balance available, end of year. 
40.00 


5,000 


Budget authority (appropriation) .. 103,835 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 


89,979 
7,980 
— 15,267 


82,692 


98,835 


Outlays 101,288 





* Includes capital investment as follows: 1979, $4,204 thousand; 1980, $0; 1981, $0. 


The Board for International Broadcasting oversees 
the operations of RFE/RL, Inc. (Radio Free Europe and 
Radio Liberty), which broadcasts in 21 languages of 
Eastern Europe and the U.S.S.R. A major moderniza- 
tion of RFE/RL transmitter facilities, recommended by 
the President in 1977, will be virtually completed in 
1981. Increases in the grant level to RFE/RL reflect the 
new facilities as well as higher dollar costs of oper- 
ations in the Federal Republic of Germany. 

The sum of $4.5 million has been provided to reduce 
by $3 million the annual level of RFE/RL personnel 
costs by selective transfers of personnel from the Feder- 
al Republic of Germany to the United States and a 
limited reduction in force, as recommended by the 
Board’s report to the Congress. 


Object Classification (in thousands of dollars) 





Identification code 95-1145-0-1-154 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 324 326 
Positions other than permanent 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons. 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials... 
Equipment 
Grants, subsidies, and contributions 





Total obligations 98,835 





Personnel Summary 





Total number of permanent positions 9 
Total compensable workyears 1 l ll 
Full-time equivalent of other positions (1) (2) (2) 
Full-time equivalent of overtime and holiday 
(0) 


(0) (0) 
Average ES salary $47,500 $50,113 $50,113 
Average GS grade 8.75 8.75 9.00 
Average GS salary $17,644 $19,023 $19,353 





CENTRAL INTELLIGENCE AGENCY 


Federal Funds 
General and special funds: 


PAYMENT TO THE CENTRAL INTELLIGENCE AGENCY RETIREMENT AND 
DisaBiuity FuND 


For payment to the Central Intelligence Agency Retirement and 
Disability Fund, to maintain proper funding level for continuing the 
operation of the Central Intelligence Agency Retirement and Disabil- 
ity System; [$51,600,000] $55,300,000. (50 U.S.C. App. 403 note; Depart- 
ment of Defense Appropriation Act, 1980.) 





CENTRAL INTELLIGENCE AGENCY—Continued 
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General and special funds—Continued 


PAYMENT TO THE CENTRAL INTELLIGENCE AGENCY RETIREMENT AND 
DisaBiLity Funp—Continued 


Program and Financing (in thousands of dollars) 


Identification code 56-3400-0-1-054 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Government contributions to the fund 
(costs—obligations) 
Financing: 
40.00 Budget authority (appropriation) 


43,500 51,600 55,300 


43,500 51,600 55,300 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


43,500 
43,500 


51,600 
51,600 


95,300 


Outlays 55,300 





This appropriation provides for payment to the fund: 
(a) for increasing shares of interest on the unfunded 
liability and annuity disbursements attributable to mili- 
tary service; (b) for the amount of normal cost not met 
by the sum of statutory employee/employer contribu- 
tions; and (c) for financing, in 30 equai installments, the 
unfunded liability created by new or liberalized bene- 
fits, new groups of beneficiaries, and salary increases. 
The request for 1981 includes the fourth installment for 
the unfunded liability created by liberalized benefits 
authorized by Public Law 94-522; the appropriate 
annual installments for salary increases authorized in 
prior years; and the first installment for salary in- 
creases effective in October 1979. 


Object Classification (in thousands of dollars) 
Identification code 56-3400-0-1-054 


12.1 
13.0 


99.0 





1979 actual 


37,800 
5,700 


43,500 


1980 est 


44,300 
7,300 


51,600 


1981 est. 


47,000 
8,300 


95,300 





Personnel benefits: Civilian 
Benefits for former personnel 





Total obligations 





CIVIL AERONAUTICS BOARD 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Civil Aeronautics Board, including 
hire of aircraft; hire of passenger motor vehicles; services as author- 
ized by 5 U.S.C. 3109; uniforms, or allowances therefor, as authorized 
by law (5 U.S.C. 5901-5902); and not to exceed $5,000 for official 
reception and representation expenses, [$28,287,000] $28,829,000. 
(Federal Aviation Act of 1958, as amended; the Airline Deregulation 
Act of 1978; Department of Transportation and Related Agencies Ap- 
propriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 70-1226-0-1-402 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 

1. Domestic competition, operating au- 
thority and pricing 

2. Community assistance, small commu- 
nity air service and subsidy. .............. 

3. International negotiations, operating 
authority, and pricing 

4. Consumer protection, assistance and 
information 

5. Economic analysis and regulatory in- 
formation 


9,217 
3,780 


7,914 6,531 


5,208 6,331 
5,072 
3,647 


5,688 
27,404 


6,191 6,380 
4,035 
5,552 


28,829 


4,121 


6,240 
29,674 


Total direct program 


Reimbursable programs 94 


Total program costs, funded * 27,498 


Change in selected resources (undelivered 


29,774 


105 


10.00 Total obligations 27,603 


Financing: 
11.00 Offsetting collections from: Federal funds ... 
25.00 Unobligated balance lapsing 


Budget authority 


~94 
185 


27,694 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


27,694 28,287 


1,348 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


29,674 
1,585 1,830 
— 1,830 


—182 


Outlays, excluding pay raise supple- 


27,112 28,267 28,819 


91.20 Outlays from civilian pay raise sup- 


plemental 1,348 39 





1 Includes capital investment as follows: 1979, $306 thousand; 1980, $162 thousand; and 1981, $162 thousand. 


The Board regulates the economic aspects of domestic 
and international air carrier operations. In 1981 the 
Board will emphasize actions designed to move commer- 
cial air transportation toward a system governed pri- 
marily by competitive market forces. Congress through 
passage of the Airline Deregulation Act of 1978 on Oc- 
tober 24, 1978, has ratified and further defined the 
Board’s efforts to deregulate the air transportation in- 
dustry. 

1. Domestic competition, operating authority and pric- 
ing.—This program involves the following basic activi- 
ties: scheduled service, charter and special services, 
pricing and tariffs, and competition maintenance. 

2. Community assistance, small community air service 
and subsidy.—This program consists of three basic ac- 
tivities: community assistance, small community air 
service, and the provision of subsidy to communities. In 
1981 this program will increase efforts to assist commu- 
nities to obtain and/or maintain adequate air services 
by relying primarily on increased competition. 

3. International negotiations, operating authority, and 
pricing.—This program includes three basic activities: 
negotiations and consultations, operating authority, and 
pricing. In 1981 this program will seek to support U5. 
policy by providing the greatest possible benefits to the 
consumer through the maintenance and extension of 
competition in international air transportation. 

4. Consumer protection, assistance and information.— 
This program involves three primary activities: consum- 
er protection, consumer complaints, and consumer in- 
formation and education. 

5. Economic analysis and regulatory information.— 
This program covers two activities: economic analysis 
and regulatory information. In 1981 this program will 
provide the Board with a basic analytical capability to 
evaluate its procompetitive economic policies and deci- 
sions. 
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28,829 
1,889 
—1,860 


28,819 
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1, Domestic competition, operating authority and 
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pricing: 1979 actual 1980 estimate 1981 estimate 
a. Section 401 case completion .............-sssssee0 207 186 155 
b. Antitrust investigations ................ssssecccsssseecesse 26 35 40 
¢. Tariff filings ProceSSed..............scsssssssesssseeseesses 101,985 107,084 112,438 
HEAPANO QING FONE’ CASES ccc ccsscesconcecscapesssaseinseyeieonse 10 8 3 
2. Community Assistance and Subsidy: 
a. Direct community assistance and self-help 
WN cceecocctcdscnissretr on eter etssetesoottec 500 1,000 1,200 
b. Determine essential air service levels, process 
appeals, and effect modification ..................... 10 50 50 
c. Develop criteria and review points for 419 
MN aera ers cs assict tolsssh stots Sicrskensdbninin 60 60 
d. Section 419 individual subsidy rates... sssssssseecsssees 144 144 
e. Adjustments to Section 406 subsidy class 
PRA Se eel ivan crv eshte ccensaececeancesvonksuese 57 126 128 
f, Initial and continuing fitness evaluations........... 70 165 210 
3, International negotiations, operating authority 
and pricing: 
a. Bilateral negotiations and consultations 49 40 42 
b. Foreign carrier applications ...............ccsssssssseee 45 52 60 
¢. Tariff filings reviewed ..............cssssescsssseesssssseess 855 1,000 1,200 
4. Consumer protection, assistance and information: 
a. Consumer protection cases... 60 80 80 
b. Consumer Complaints ...........ccs..csssseessssseeeessseee 31,500 41,000 45,000 
5. Economic analysis and regulatory information: 
a. Studies Completed ..............ccscssccsssessssssseeesssssees 21 21 19 
MNO ONION gcse doccdsobdcvescossdteesinetas 3,259 3,433 3,744 
Object Classification (in thousands of dollars) 
Wentitication code. 70-1226-0-1-402 1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
lll Permanent positionS................ccsssssessseen 19,245 20,711 19,797 
lL3 Positions other than permanent... 476 412 397 
115 Other personnel compensation 130 123 257 
118 Special personal services payments........ 65 53 53 
Total personnel compensation.............. 19,916 21,299 20,504 
12.1 — Personnel benefits: Civilian.............ssssss. 1,822 1,931 1,857 
21.0 Travel and transportation of persons............ 566 510 538 
22.0 — Transportation of thingS .........s..sscssssssee 23 12 12 
23.1 Standard level user charges ...................00. 1,307 1,329 1,341 
23.2 Commynications, utilities, and other rent... 1,437 1,845 1,776 
24.0 — Printing and reproduction ............cccssseeess0e0 560 705 576 
25.0 Other services 0.2... 1,067 1,483 1,624 
26.0 Supplies and materials ... 402 398 439 
31.0 Equipment...................... 306 162 162 
Total direct costs, funded................. 27,404 29,674 28,829 
$4.0 Change in selected resources ...................... TO cok euaten fea 
Total direct obligations 27,509 29,674 28,829 
Reimbursable obligations: 
1.1 Personnel compensation: Permanent posi- 
MIN ees tah aschiscccoctesssceesdécecausivescbevene 36 46 
121 Personnel benefits: Civiliat.......sssssssssssssssses 3 4 
21.0 Travel and transportation of persons........... Ty cesta 
Bem MPN SUNOS 555555 sscsctnsosinidinicacourctaonine’ 52 Se csectattcceteane 
Total reimbursable obligations............ 94 IGG aS. 
49.0 Total obligations ...........0...sssesssssseeseen 27,603 29,774 28,829 
Personnel Summary 
Direct: 
Total number of permanent positions................... 799 743 690 
Total compensable WOrkyears ........ssscsssssssssseee 804.4 785.0 744.9 
Full-time equivalent of other positions.............. (29.5) (21.9) (21.7) 
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Full-time equivalent of overtime and holiday 

















a ts ein shee (3.9) (3.9) 
Average ES salary ... $49,729 $49,729 
Average GS grade........ 10.46 10.46 
Average GS Salary ............ssccscsssssecessnseees ake $26,067 $26,568 
Average salary of ungraded positions................... $23,335 $25,258 $25,342 

Reimbursable: 
Total number of permanent positions 12 2 0 
Total compensable workyeat ..............cccsssesesssseee 0.8 0.8 0 
Full-time equivalent of other positions............. (0) (0) (0) 
Full-time equivalent of overtime and holiday 

ee ee ree (0) (0) (0) 
Average GS grade ... si 15.40 i! ese 
Average GS Salary ..........ccccssccccccsccssssessseeccecenssssees $44,868 POE MB ectccee 








PAYMENTS TO AIR CARRIERS* 
*See Part III for additional information. 


For payments to air carriers of so much of the compensation fixed 
and determined by the Civil Aeronautics Board under section 406 and 
section 419 of the Federal Aviation Act of 1958, as amended, and the 
Airline Deregulation Act of 1978, as is payable by the Board, 
[$76,100,000] $86,300,000 to remain available until expended. (De- 
partment of Transportation and Related Agencies Appropriation Act, 


1980.) 
Program and Financing (in thousands of dollars) 


Identification code 70—1236-0-1-402 






































1979 actual 1980 est. 1981 est. 
‘Program by activities: 
Section 406 subsidy: 
a. Local service operations ..................... 59,208 52,000 58,200 
b. Regional carrier operations................. 5,770 5,000 7,300 
C. Alaska operations ..........c..ccescsesssseesees 3,916 5,000 7,400 
d. Adjustment of prior year subsidy........ 3,249 Wee lees. 
ipa ccneencaie 72,143 69,616 72,900 
Section 419 subsidy: 
a. Essential air SOrvice.............ssssesesssssees 507 7,000 13,400 
WS ee 507 7,000 13,400 
10.00 Total obligations (object class 41.0). 72,650 76,616 86,300 
Financing: 
21.40 Unobligated balance available, start of year — 266 eR dig eee 
24.40 Unobligated balance available, end of year. SUG canusodan. caasambaaed 
40.00 Budget authority (appropriation) .. 72,900 76,100 86,300 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................... 72,650 76,616 86,300 
72.406 Obligated balance, start of year... 5,775 6,091 6,300 
74.40 Obligated balance, end of year..................... —6,091 — 6,300 —7,200 
90.00 MIG asic sa a siete 72,334 76,407 85,400 


The Civil Aeronautics Board fixes rates of subsidy 
compensation under section 406 of the Federal Aviation 
Act of 1958, as amended, to promote the development of 
air transportation required for the commerce of the 
United States, the Postal Service, and the national de- 
fense. 

The Airline Deregulation Act of 1978, through its 
addition of section 419 to the Federal Aviation Act of 
1958, has given the Board responsibility for administer- 
ing a second subsidy program. This new authority re- 
quires that the Board guarantee, with subsidy if neces- 
sary, a minimum level of service to every community 
certificated as of October 24, 1978. Currently, the Board 
is determining the essential air service needs of 555 
U.S. communities that were served by one or no carrier 
on the date the act was signed. In addition, other com- 
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munities may be designated eligible if the Board so 
decides. . 


COMMISSION OF FINE ARTS 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES 


For expenses made necessary by the Act establishing a Commission 
of Fine Arts (40 U.S.C. 104), [$268,000] $294,000. (Public Law 96-126, 
making appropriations for the Department of the Interior and related 
agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 95-2600-0-1-451 1979 actual 1980 est. 1981 est. 
Program by activities: 
Administration (total 
funded) 


Change in selected resources . 


program costs, 


10.00 Total obligations 


Financing 


25.00 Unobligated balance lapsing 


40.00 
44.20 


Budget authority (appropriation) .. 
Supplemental for civilian pay 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 
91.20 


' Qutlays, excluding pay raise supple- 


Outlays from civilian pay raise sup- 
plemental 


The Commission advises the President, Congress, and 
department heads on matters of architecture, sculpture, 
painting, and other fine arts. 


Object Classification (in thousands of dollars) 


Identification code 95-2600-0-1-451 1979 actual 1980 est. 1981 est. 


Personnel compensation: 
11.1 Permanent positions. 177 184 
ll Positions other than permanent 4 


Total personnel compensation 188 
Personnel benefits: Civilian 17 
Travel and transportation of persons 7 
Standard level user charges 26 
Communications, utilities, and other rent.... 16 
Printing and reproduction 6 
Other services 29 
Supplies and materials .. 3 
Equipment 2 


Total obligations 294 


Personnel Summary 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
a equivalent of overtime and holiday 


(0) 
$50,112 


(0) 
$50,112 
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Average GS grade 9.33 9.33 9.33 
Average GS salary $19,401 $20,759 $20,759 


COMMISSION ON CIVIL RIGHTS 
Federal Funds 


General and special funds: 


SALARIES AND EXPENSES 


For expenses necessary for the Commission on Civil Rights, includ. 
ing hire of passenger motor vehicles, [$11,230,000] $12,143,000. (De. 
partments of State, Justice, and Commerce, the Judiciary, and Related 
Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 95-1900-0-1-751 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Reports, studies and program monitor- 
i 1,939 2,118 
. Hearings, legal analysis, and legal serv- 
i 1,466 


3,967 


1,600 
4,280 


1,078 1,124 
. Federal program evaluation 849 915 
. Liaison and information dissemination .... 1,198 1,251 
. Clearinghouse library 431 


10.00 Total program costs, funded—obliga- 


10,849 11,719 
Financing: 
25.00 Unobligated balance lapsing 3 


Budget authority 10,852 11,719 





Budget authority: 
40.00 Appropriation 11,230 
44.20 Supplemental for civilian pay raises 489 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 


11,719 
2,080 


Outlays, excluding pay raise supple- 
11,005 11,900 
91.20 Outlays from civilian pay raise sup- 


plemental 480 4 





1 Includes capital investment as follows: 1979, $70 thousand; 1980, $48 thousand; 1981, $48 thousand. 


1. Reports, studies and program monitoring.—Studies 
concerning areas in which there may be denials of civil 
rights are conducted, and reports are issued with rec: 
ommendations to the President and the Congress. Civil 
rights issues are examined, and clearinghouse reports, 
monographs, and statements are prepared. 

Reports and studies: 1979 1980 1961 ' 
8 4 5 
Monitoring reports, working papers, and statements 6 27 si 

2. Hearings, legal analysis, and legal services.—Hear- 
ings are conducted by the Commissioners to investigate 
and obtain information about denials of civil rights. 
Legal analysis is undertaken and reports are issued 
with recommendations to the President and the Con- 
gress. Legal services are provided to Commissioners and 
staff. 
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1980 
Hearings 3 3 
Hearing days... 8 7 
Publications 14 10 

3. Field operations.—Regional office staff and State 
Advisory Committees hold conferences and open meet- 
ings to gather information and issue reports that pro- 
vide information about civil rights problems. Programs 
to disseminate Commission recommendations and sug- 
gest solutions to civil rights problems are conducted. 

1979 1980 1981 

State advisory committee meetings and activities .... 406 499 525 
Reports and monographs 18 20 22 


4, Publications preparation and dissemination.—Com- 
mission publications are edited, illustrated, processed 
and prepared for printing. Publications are distributed 
to those who implement laws and policies, as well as to 
the general public. 


1979 1980 1981 
Copies of publications distributed 465,000 490,000 530,000 
Publications edited 60 50 60 


5. Federal program evaluation.—Programs of Federal 
agencies are appraised for compliance with civil rights 
laws to determine whether their benefits reach all 
groups equitably. Complaints which allege discrimina- 
tion are received from the public and referred to Feder- 
al agencies having jurisdiction to deal with these com- 
plaints. 


1979 1980 1981 

Evaluation reports completed ] 0 0 

2,620 
0 


Complaints processed 
Monographs and papers 


2,600 

7 

6. Liaison and information dissemination.—The Com- 
mission uses publications, films, and liaison with pri- 
vate groups, public groups, and the media to provide 
civil rights information to Government officials, organi- 
zations, and the public. The Commission maintains liai- 
son with members and committees of the House and 
the Senate in order to provide interim reports, respond 
to requests for civil rights information, and obtain in- 
formation reporting legislative developments which 
have civil rights implications. 


2,600 
4 


1979 1980 1981 

Issues of Civil Rights Update published 12 12 12 
Issues of Civil Rights Digest published .... rs 4 4 
Issues of press report published ne 52 52 
Consultants and conferences Re 3 2 
Congressional testimony and comments 25 25 


1. Clearinghouse library.—A library to support re- 
search, studies, hearings, and other Commission activi- 
ties, and to provide information to the general public, is 
maintained. 


1979 1980 1981 
Library volumes acquired 4,100 5,100 4,600 
Bibliographies prepared 12 14 16 


Object Classification (in thousands of dollars) 


Wenttication code 95-1900-0-1-751 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Il Permanent positions 7,111 7,199 
113 Positions other than permanent 450 464 
115 Other personnel compensation 81 81 


Total personnel compensation 7,642 7,744 
12.1 Personnel benefits: Civilian 669 677 
21.0 Travel and transportation of persons 545 545 
22.0 Transportation of things 25 25 





Standard level user charges 622 903 
Communications, utilities, and other rent..... 631 631 
Printing and reproduction 421 421 
Other services y 945 978 
Supplies and materials .... 171 171 
Equipment 48 48 


11,719 12,143 





Total obligations 





Personnel Summary 





Total number of permanent positions 285 285 
Total compensable workyears 300 301 
Full-time equivalent of other positions. (25) (26) 
Full-time equivalent of overtime and holiday 
(3) (3) 
$50,112 $50,112 
10.38 10.45 
$24,759 $25,092 
$12,501 $12,750 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 


COMMITTEE FOR PURCHASE FROM THE BLIND 
AND OTHER SEVERELY HANDICAPPED 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary for the Committee for Purchase From the 
Blind and Other Severely Handicapped established by the Act of June 
23, 1971, Public Law 92-28, including hire of passenger motor vehi- 
cles, [$481,000] $516,000. (Independent Agencies Appropriation Act, 
1980.) 


Program and Financing (in thousands of dollars) 





Identification code 95-2000-0-1-505 1979 actual 1980 est. 1981 est. 





Program by activities: 

Select, price, and assign products and 
services of the blind and other severely 
handicapped for supply to the Govern- 
ment (total program costs, funded)? 

Change in selected resources (undelivered 
orders) 





10.00 Total obligations... 


Financing: 
25.00 Unobligated balance lapsing 


Budget authority 








Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 





Outlays, excluding pay raise supple- 


91.20 Qutlays from civilian pay raise sup- 


plemental 





* Includes capital investment as follows: 1979, $10 thousand; 1980, $3 thousand; 1981, $3 thousand. 


The Committee for Purchase from the Blind and 
Other Severely Handicapped was established by the 
Wagner-O’Day Act of 1938, as amended. Its primary 
objective is to increase the employment opportunities 
for the blind and other severely handicapped and, 
whenever possible, to prepare them to engage in 
normal competitive employment. In 1981, 31,000 blind 
and handicapped individuals are projected to be em- 
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ployed in 215 producing workshops. The Committee de- 
termines which commodities and services are suitable 
for Government procurement from qualified nonprofit 
agencies serving the blind and other severely handi- 
capped; publishes a procurement list of such commod- 
ities and services; determines the fair market price for 
commodities and services on the procurement list; and 
makes rules and regulations necessary to carry out the 
purposes of the act. The Committee proposes to have 
1,340 items on its procurement list, for an estimated 
workshop sale of $115 million to the Federal Govern- 
ment. 

The Committee staff supervises the selection and as- 
signment of new commodities and services, assists in 
establishing prices, reviews and adjusts these prices, 
verifies the qualifications of workshops, and monitors 
their performance. 


Object Classification (in thousands of dollars) 





Identification code 95-2000-0-1-505 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 304 314 
11.3 Positions other than permanent 9 10 
11.5 Other personnel compensation l l 
11.8 Special personal services payments 6 6 





Total personnel compensation 
12.1 Personnel benefits: Civilian 30 32 
21.0 Travel and transportation of persons 28 28 
23.1 Standard level user charges 24 34 
23.2 Communications, utilities, and other rent.... 16 16 
24.0 — Printing and reproduction 33 32 
25.0 — Other services 30 30 
26.0 Supplies and materials... ll 10 
31.0 — Equipment 3 3 


99.0 Total obligations 495 516 








Personnel Summary 





Total number of permanent positions 10 12 12 
Total compensable workyears 10 12 12 
Full-time equivalent of other positions (0) (0) (0) 

Full-time equivalent of overtime and holiday 
(0) (0) (0) 


10.50 10.42 10.58 
$23,135 $25,607 $26,177 


Average GS grade 
Average GS salary 








COMMODITY FUTURES TRADING COMMISSION 
Federal Funds 


General and special funds: 
Commopity Futures TRADING COMMISSION 


For necessary expenses to carry out the provisions of the Commod- 
ity Exchange Act, as amended (7 U.S.C. 1 et seq.) including the 
purchase and hire of passenger motor vehicles; the rental of space in 
the District of Columbia and elsewhere; and not to exceed $75,000 for 
employment under 5 U.S.C. 3109, [$16,366,000] $19,281,000 to be 
available as authorized by law: Provided, That not to exceed $1,000 
shall be available for official reception and representation expenses. 
(Public Law 96-108, making appropriations for Agriculture, Rural 
Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 95-1400-0-1-376 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Market surveillance 
2. Research and education 
3. Registration, audits, and contract 


4,728 
1,138 


4,925 
6,126 


Total direct program 16,917 
Reimbursable program 2 20 


Total program costs, funded + 16,937 


Change in selected resources (undelivered 


10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds... 
25.00 Unobligated balance lapsing 


Budget authority 16,917 19,281 








Budget authority: 
40.00 Appropriation 16,366 
44.20 Supplemental for civilian pay raises 551 


19,281 





Relation of obligations to outlays: 
Obligations incurred, net 16,917 
Obligated balance, start of year... 1,787 
Obligated balance, end of year — 1,886 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 Outlays, excluding pay raise supple- 
16,277 
91.20 Outlays from civilian pay raise sup- 


plemental 541 





1 Includes capital investment as follows: 1979, $149 thousand; 1980, $103 thousand; 1981, $30 thousand. 


The Commodity Futures Trading Commission (CFTC) 
administers the Commodity Exchange Act of 1936, as 
amended. The purpose of the CFTC is to further the 
economic utility of the futures markets by encouraging 
their efficiency, assuring their integrity, and protecting 
participants against abusive trade practices, fraud, and 
deceit. The object of commodity futures trading regula- 
tion is to enable the markets to better serve their desig- 
nated functions of providing a price discovery mecha- 
nism and a means of offsetting price risk. By properly 
serving these functions, the futures markets serve the 
public interest by contributing toward better planning, 
more efficient distribution and consumption, and more 
economical marketing. 

1. Market surveillance.—Responsibilities under this 
program include daily surveillance of the market activi- 
ty of large individual traders and fundamental econom- 
ic market factors to insure orderly markets. The longer 
term activities of surveillance concentrate on the 
review of contract terms and conditions to insure con- 
formity with current cash marketing conditions and 
adequate deliverable supplies. The program is further 
responsible for the publication of market data, the en- 
forcement of Federal limits, and the monitoring of ex- 
change limits on speculative positions. 

1979 actual 1.980 estimate 
Trader and broker reports analyzed (thousands) 1,141 1,082 1,192 
Weekly surveillance sheets analyzed 2,452 2,652 
Reports published 1,180 1,230 


Economic review of contract rule changes.. 40 40 
Economic review of new contracts 14 15 





1981 estimate . 
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5,384 
1,363 


9,590 
6,944 


19,281 
20 


19,301 


OTHER INDEPENDENT AGENCIES 


COMMUNITY SERVICES ADMINISTRATION 
Federal Funds 








2. Research and education.—The objectives of this 
program are to systemically investigate the functioning 
of markets and market users; to develop better tools to 
assist in detecting and preventing price distortions; and 
to develop and disseminate educational and statistical 
materials regarding futures trading. In 1981, the pro- 
gram will continue to provide basic analytical support 
to the Commission, to include the analysis of policies 
and regulations having economic implications. 

3. Registration, audits, and contract markets.—Re- 
sponsibilities under this program are: To prevent 
misuse of customers’ funds by Futures Commission mer- 
chants; to assure that the rules and practices of the 
contract markets are in compliance with the provisions 
of the Commodity Exchange Act and the rules of the 
Commission; and to review and approve applications 
from individuals and firms for registration under the 
provisions of the act. 

1979 actual 1980 estimate 1981 estimate 
Audits of Futures Commission merchants 3 303 310 
Audits of exchange clearing operations ll ll 
Audits of exchanges’ financial rule enforcement ll 9 
Contract market rules approved 1,000 1,200 
Customer accounts examined 40,000 48,000 
Customer equities examined (dollars in millions) 500 560 
Examinations of commodity pool operators 71 75 
Review of financial statements rs 2,197 2,200 
Registrations a 20,667 28,595 
Rule enforcement reviews completed én 8 10 10 
Trade practice investigations completed 75 75 


4. Enforcement.—The enforcement program is respon- 
sible for detecting, investigating and litigating viola- 
tions of the Act or regulations. These violations may 
include actual and attempted market manipulations, 
cheating and defrauding customers, and abusive trading 
practices such as fictitious trading, wash trading and 
pre-arranged trading. As the prosecuting arm of the 
Commission, this program may seek redress through 
the administrative process or by injunctive actions in 
the Federal Courts. In addition to developing investiga- 
tions on its own, the enforcement program handles in- 
vestigations and litigation on a referral basis from 
other Federal and State agencies. 

The 1974 amendments to the act provide for the han- 
dling of customer’s reparation claims for damages 
against persons registered with the Commission. 

Reparations: 1979 actual 1980 estimate 1981 estimate 

Received 1,929 1,600 1,600 

903 800 800 


Referred for hearing a 700 700 
Matters: 


1,175 1,250 
1,000 1,000 


95 100 
45 55 
i “matter” is every complaint, however received, alleging incidents which, if true, would constitute a violation of the Act or 
lations. 
A “case” is any matter that goes into litigation. Thus, a case is opened with the filing of a complaint either in district 
court or in an administrative proceeding. 


Object Classification (in thousands of dollars) 
Wdenttication code 95-1400-0-1-376 


Direct obligations: 
Personnel compensation: 
IL. Permanent positions 
113 Positions other than permanent ie 
1.5 Other personnel compensation 227 203 








1979 actual 1980 est. 1981 est. 





10,847 11,731 
104 156 


11.8 Special personal services payments 10 


Total personnel compensation 
12.1 — Personnel benefits: Civilian 
21.0 — Travel and transportation of persons 560 
22.0 — Transportation of things 44 
23.1 — Standard level user charges 0 
23.2 Communications, utilities, and other rent..... 
24.0 — Printing and reproduction 227 
25.0 Other services 795 
26.0 Supplies and materials .. 290 
31.0 — Equipment 


Total direct obligations 





Reimbursable obligations: 
11.1 — Personne! compensation: Permanent posi- 
tions 18 18 
12.1 Personnel benefits: Civilian 2 2 


Total reimbursable obligations 20 20 
99.0 Total obligations 16,937 19,301 











Personnel Summary 





Total number of permanent positions 550 550 

Total compensable workyears 478 528 
Full-time equivalent of other positions ( (8) (13) 
Full-time equivalent of overtime and holiday 


(6) (6) (5) 
Average ES salary $46,723 $50,113 $50,113 
Average GS grade 9.20 9.25 9.25 
Average GS salary $20,842 $22,674 $22,900 





COMMUNITY SERVICES ADMINISTRATION 


Federal Funds 
General and special funds: 
CoMMUNITY SERVICES PROGRAM 


For expenses of the Community Services Administration, 
[$796,100,000] $549,800,000 of which [$40,500,000] $44,500,000 for 
the purpose of carrying out title VII, part A, of the Economic Oppor- 
tunity Act of 1964 shall be available until September 30, [1981] 
1982. 

[For an additional amount for “Community services program”, 
$1,350,000,000: Provided, That of this amount $1,200,000,000 shall be 
transferred by allocation to the Secretary of Health, Education, and 
Welfare for payment of energy grants and allowances and related 
administrative costs: Provided further, That energy allowances shall 
not be considered as income or resources under any other public or 
publicly assisted income tested program, but shall be taken into con- 
sideration in determining eligibility for energy crisis assistance: Pro- 
vided further, That the States shall, in awarding funds, give priority 
to those households experiencing significant increases in heating fuel 
costs over the levels of the previous year: Provided further, That 
States shall, in establishing such priority, provide for determining the 
extent to which increases in rents are caused by increases in heating 
fuel costs and consider such portions of increases in rents to be 
increases in heating costs: Provided further, That proof of income 
eligibility shall be required of all applicants: Provided further, That 
an annual audit shall be made of this program and all of its compo- 
nents: Provided further, That no awards to applicants shall be made 
after June 30, 1980: Provided further, That $400,000,000 shall be paid 
as a special one-time energy allowance to recipients of Supplemental 
Security Income distributed among the States according to the follow- 
ing formula: (1) 33% per centum based on the number of heating 
degree days squared times the number of households below 125 per 
centum of poverty; 33% per centum based on the difference in home 
heating energy expenditures between 1978 and 1979; (3) 33% per 
centum based on the number of Supplemental Security Income recipi- 
ents (other than those receiving no more than $25 because of their 
presence in a Medicaid institution) in each State relative to the 
national total: Provided further, That no Supplemental Security 
Income recipient shall receive more than $250 from the funds pro- 
vided for Supplemental Security Income recipients: Provided further, 
That the remainder of any funds that would have been allotted to 
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General and special funds—Continued 
CoMMUNITY SERVICES PROoGRAM—Continued 


any State for Supplemental Security Income recipients if no maxi- 
mum payment limitation had been in existence shall be allocated 
based on the State determination previously made in regard to funds 
provided for special energy allowances to recipients of Aid to Families 
with Dependent Children (AFDC) or block grants to States: Provided 
further, That $942,600,000 shall be distributed among the States ac- 
cording to the following formula: (1) 50 per centum based on the 
number of heating degree days squared times the number of house- 
holds below 125 per centum of poverty; (2) 50 per centum based on the 
difference in home heating energy expenditures between 1978 and 
1979: Provided further, That in the State Funding Plan, the Governor 
shall provide assistance for those who pay fuel bills indirectly as well 
as directly: Provided further, That from revenues received from any 
windfall profit taxes imposed by Federal law on producers of domestic 
crude oil, there shall be reimbursed to the general fund of the Treas- 
ury an amount equivalent to the amount of funds appropriated to 
carry out the purposes of this paragraph: Provided further, That for 
the purposes of this paragraph, the term “States” shall include the 
“insular areas” of the United States.] (Public Law 96-126, making 
appropriations for the Department of the Interior and related agencies, 
1980. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 81-0500-0-1-999 





1979 actual 1980 est. 1981 est. 





Program by activities: 

Direct program: 
1. Community action operations 
2. Energy crisis assistance 
3. Special energy allowances 
4. Community economic development 
5. Demonstrations.............scssseee Pee 
6. Evaluation 


495,157 
188,774 


492,800 
397,200 
1,200,090 
46,000 
11,000 
1,000 


2,148,000 


491,200 


1,813 


742,617 
1,201 





Total direct program 
Reimbursable programs 





10.00 
743,818 
Financing: 
11.00 Offsetting collections from: Federal funds ... —1,201 
25.00 Unobligated balance lapsing 236 


Budget authority 742,853 





2,148,000 








Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


742,853 2,146,100 


1,900 





Relation of obligations to outlays: 
Obligations incurred, Met ..........ss.:..cssssssseee 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


742,617 
407,245 
— 366,540 
—3,809 


2,148,000 
366,540 
— 284,940 


949,800 
284,940 
—279,940 


Outlays, excluding pay raise supple- 
779,513 2,227,700 
91.20 Outlays from civilian pay raise sup- 


plemental 





* Includes capital investment as follows: 1979, $123 thousand; 1980, $100 thousand; 1981, $100 thousand. 


OBLIGATIONS BY PROGRAM 


{in millions of dollars) 


jets 1979 actual 1980 estimate 1981 estimate 
Program by activities: 


1. Community action operations 495,157 


364,342 


492,800 
383,800 


491,200 


(a) Local initiative 394,300 


(b) Senior opportunities and services 10,500 10,500 
(c) State economic opportunity offices 7,500 
(d) Community food and nutrition 28,000 
(e) Energy conservation services 3,700 
(f) Youth sports program 6,000 
(g) Summer youth recreation 10,000 
(h) Training and technical assistance 2,000 
(i) Migrant and seasonal farmworkers 1,000 


(j) Program administration 40,300 
397,200 

1,200,000 
46,000 


40,500 
2,000 


11,842 


. Energy crisis assistance* 
. Special energy allowances* 
. Community economic development 


(a) Community development corporations 
(b) Rural cooperatives 

(c) Technical assistance 

(d) Demonstrations 

(e) Program administration 


. Demonstrations 
(a) Family/children 
(b) Migrants 
(c) Rural housing . 
(d) Other 
. Evaluation 
. Reimbursable Programs 
Total obligations 
* These programs are included in the Funds Appropriated to the President account for 1981. 


1. Community action operations.—The primary re- 
sponsibility of the Community Services Administration 
(CSA) is to oversee a variety of social services programs 
intended to address the needs of low income families 
and help them out of their poverty status. These pro- 
grams are administered at the local level by community 
action agencies, whose administrative costs are primar- 
ily derived from CSA funding. In 1980, an increase of 
$18 million was appropriated for the local initiative 
program, which provides this basic administrative and 
flexible program funding for community action agen- 
cies. The 1981 request seeks a stabilization of the fund- 
ing for local initiative, including a modest travel reduc- 
tion for agencies. To encourage performance of commu- 
nity action grantees, a community action competitive 
grant program is requested in 1981. This program will 
make awards to local initiative grantees on a competi- 
tive basis using grantee performance evaluations, proj- 
ect plans, and well-established criteria for comparing 
the merits of grantee proposals. Funds for the competi- 
tive grant program were principally made available 
through cancellation of the summer recreation pro- 
gram. 

The senior opportunities and services program and 
State economic opportunity offices will be continued at 
their 1980 levels, but grants under both accounts will 
also be awarded on a competitive basis in 1981 using 
established rating criteria for grantee funding requests. 
The community food and nutrition program’s basic as- 
sistance will operate at the 1980 level and continue to 
be awarded on a competitive basis. The youth sports 
program is funded at the 1980 level with grants to be 
awarded based on performance evaluations and pub- 
lished criteria for ranking grantee proposals. Funding 
for energy conservation and migrants will not continue 
in 1981 as separate programs. Energy conservation ac- 
tivities have expanded significantly in the last few 
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years through the Department of Energy’s low income 
home weatherization program and the new energy 
crisis assistance and special energy allowance programs 
administered by CSA in 1980 and the Department of 
Health and Human Services in 1981. Migrants program 
funding is retained at $1 million, but included under 
demonstrations as a more accurate reflection of the 
type of one-time, experimental migrant projects admin- 
istered by CSA. 

The training and technical assistance increase in 
1981 reflects a consolidation of existing assistance now 
provided through this account and the local initiative, 
nutrition, and rural housing programs. Increased em- 
phasis will be placed on improving grantee managerial 
and administrative skills. 

The program administration request reflects transfer 
of energy crisis assistance activities to the Department 
of Health and Human Services in 1981. While reduced 
from 1980, the 1981 request provides for the addition of 
ten staff to the Office of Inspector General. 

2. Energy crisis assistance.—Proposed in 1980 as part 
of the Administration’s low income energy initiative, 
this program provides relief to low income families ex- 
periencing energy-related crises. Assistance is usually 
given in the form of fuel bill payments and emergency 
services. The program’s source of funding will be the 
Energy Security Trust Fund. It will be administered in 
1981 by the Department of Health and Human Services. 

3. Special energy allowances.—This program is also 
included in the administration’s low income energy ini- 
tiative and provides cash assistance to low income fami- 
lies and, at the discretion of the Governors, may also be 
used for crisis assistance activities. It is administered by 
the Department of Health and Human Services in both 
1980 and 1981 and is funded under the Energy Security 
Trust Fund. 

4. Community economic development.—This demon- 
stration program has undergone a reexamination in the 
last 3 years as to its purpose and structure. A reempha- 
sis has been placed on economic development objectives 
and a competitive venture capital fund established for 
the most successful grantees (community development 
corporations) to compete for resources. During 1980, at 
least two corporations are expected to become self-suffi- 
cient from CSA administrative funding support. As the 
most successful corporations become self-sufficient, new 
planning grants will be initiated to replace them. To 
accelerate this process, the venture capital fund will be 
increased in 1981 by $4 million, representing a substan- 
tial rise in support for promising community develop- 
ment corporations. 

5. Demonstrations.—Activities under this account ad- 
dress new approaches to meeting the needs of low 
income families. Funds will be provided for one-time 
projects, short-term interagency efforts, and experimen- 
tal programs in areas such as family counseling, group 
homes, migrants, rural housing, and veterans. 

6. Evaluation.—Evaluation funds in 1981 will contin- 
ue to be used to assess the performance of individual 
CSA grantees and CSA programs. 


Object Classification (in thousands of dollars) 


Identification code 81-0500-0-1-999 1979 actual 


COMMUNITY SERVICES ADMINISTRATION 


Direct obligations: 
Personnel compensation: 
Permanent positions. 
Positions other than permanent 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 


Grants, subsidies, and contributions 
Total direct obligations 


Reimbursable obligations: 
25.0 — Other services 
41.0 — Grants, subsidies, and contributions 


Total reimbursable obligations 


Total obligations, Community Services 
Administration 


ALLOCATION ACCOUNTS 


Personnel compensation: 
Permanent positions. 
s Positions other than permanent 
11.5 Other personnel compensation 


Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
23.1 Standard level user charges 
23.2 Communications, utilities, and other rent... 
24.0 Printing and reproduction 
25.0 Other services 
26.0 Supplies and materials 
41.0 — Grants, subsidies, and contributions 


Total obligations, allocation accounts . 
99.0 Total obligations 


Obligations are distributed as follows: 
Community Services Administration 
National Advisory Council 
Health, Education, and Welfare 


1980 est. 


27,578 27,690 
3,300 1,500 
100 100 


30,978 29,290 
2,687 2,687 
1,700 1,700 

3 3 
2,700 2,700 
1,750 1,750 

375 
7,000 
300 


100 
503,695 
549,600 


"9 


1,196,000 


1,200,200 
2,148,000 


947,800 
200 
1,200,000 








Personnei Summary 


COMMUNITY SERVICES ADMINISTRATION 


Total number of permanent positions 
Total compensable workyears. 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade... 
Average GS salary. 


ALLOCATION ACCOUNTS 


Total number of permanent positions 
Total compensable workyears. 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


1,011 
1,089 1,049 
(100) (28) 


(38) (38) 
$50,112 $50,112 
10.56 10.56 
$24,914 $25,114 
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Personnel Summary—Continued 





1979 actual 


Average GS grade 9.99 9.99 9.99 
Average GS salary $23,198 $25,036 $25,236 


1980 est. 1981 est. 











RurAL DEVELOPMENT LOAN FUND 


During 1981 and within the resources and authority available, gross 
obligations for the amount of direct loans shall not exceed $8,000,000. 
During 1981, total commitments to guarantee loans shall not exceed 
$2,000,000 of contingent liability for loan principal. 


Program and Financing (in thousands of dollars) 


Identification code 81-4005-0-3-452 








1979 actual 1980 est. 1981 est. 








Program by activities: 

10.00 Total obligations (object class 33.0) 15 
Financing: 

14.00 Offsetting collections from: Non-Federal 


20,000 8,000 


—2,163 —1,902 — 2,000 


21.98 Unobligated balance available, start year: 


—48,950 —51,098  —33,000 


24.98 Unobligated balance available, end of year: 


Fund balance 51,098 33,000 27,000 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 














This program, transferred from the Department of 
Agriculture, will provide loans and loan guaranties to 
borrowers in rural areas or communities having sub- 
stantial numbers or concentrations of low-income per- 
sons. Loans and guaranties to eligible organizations will 
be made only for business facilities and community de- 
velopment projects which are group ventures aimed at 
providing increased income employment and ownership 
opportunities for low-income local residents. 

Two distinct types of loan and guaranty issuing meth- 
ods will be conducted under this program. The first is 
direct assistance, i.e., loans and guaranties made direct- 
ly to eligible organizations (including intermediary or- 
ganizations); and the second is loans and guaranties 
through intermediary organizations which in turn loan 
or guaranty the funds to other eligible organizations 
(including other intermediaries) and in certain cases to 
low-income families and profit making businesses. 

Families and profit making businesses can borrow 
only from intermediaries and only if such lending activ- 
ities are approved as a part of an intermediary’s overall 
community economic development financial plan. Eligi- 
ble organizations will be nonprofit tax-exempt organiza- 
tions. ' 


Financial Condition (in thousands of dollars) 





Budget authority 





1979 actual 1980 est. 1981 est. 








Relation of obligations to outlays: 
Obligations incurred, net 
Receivables in excess of obligations, start 


—2,148 18,098 


Receivables in excess of obligations, end of 
I 


yea 
Obligated balance, end of year: Fund bal- 


16,500 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligation: Appropriation 
1200 Obligations incurred, gross 


—20,000 —8,000 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 12,253 
2200 Disbursements 3 
2400 Repayments, prepayments, loan sales — 1,628 
2500  Write-offs for default —849 
2700 Other adjustments 2 


9,781 


9,781 
18,402 
—1,402 


26,281 
8,000 
—1,600 
—400 


2900 Outstanding, end of year 26,281 32,281 





Status of Loans Guarantees (in thousands of dollars) 





Position with respect to limitation on 
loan guarantees: 

3110 Limitation on commitments: Appropriation .. 
3200 Commitments, gross 


Cumulative balance of guarantee out- 
standing: 
4100 Outstanding, start of year 
4200 New loan guarantees 


4900 Outstanding, end of year 


Assets: 
Fund balance with Treasury 32,526 
Real property 247 
Judgments (net) 21 
Loans receivable (net) 26,719 


26,526 


Total assets 
Liabilities: 
Accounts payable and accured liabilities 
Government equity: 


Unexpended balance: unobligated balance 
Invested capital 


Total Government equity 





Public enterprise fund: 
CoMMUNITY DEVELOPMENT CREDIT UNIONS REVOLVING FUND 


[For the Community Services Administration for loans to commu- 
nity development credit unions, $6,000,000 together with amounts of 
principal and interest on loans repaid, to be available until expend- 


ed.J 


During 1981 and within the resources and authority available, gross 
obligations for the amount of direct loans shall not exceed $1,000,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 81-4063-0-3-452 





1979 actual 1980 est. 





Program by activities: 
10.00 Total operating costs, funded—(object 
class 33.0) 
Financing: 
14.00 Non-Federal sources: Loan collections 


Wentificat 
P 
10.00 
Fi 
21.40 
24.40 





2 1981 


— 


nt of 
es to 

sub- 
- per: 
3 will 
y de- 
ed at 
rship 


neth- 
rst is 
irect- 
'y or- 
inties 
loan 
‘tions 
es to 


rTOW 
activ- 
yerall 
Eligi- 
wniza- 


212 

al 
33,596 
60,355 


27,000 


ND 


ommu- 
unts of 
»xpend- 


e, gross 
100,000. 


ed at the 
ontinuing 
s for this 
onference 
re Appro- 


OTHER INDEPENDENT AGENCIES 


CONSUMER PRODUCT SAFETY COMMISSION 
Federal Funds 840 











94.40 Unobligated balance available, end of year. 
40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90,00 Outlays 








Status of Direct Loans (in thousands of dollars) 


for GS-18, and not to exceed $500 for official reception and represen- 
tation, [$40,600,000: Provided, That funds provided by this appropri- 
ation for laboratories shall be available only for the acquisition or 
conversion of existing laboratories.] $43,959,000. (Department of 
Housing and Urban Development—Independent Agencies Appropri- 
ation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 61-0100-0-1-554 1979 actual 1980 est. 1981 est. 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 


1,000 
— 1,000 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2200 Disbursements 
2400 Repayments, prepayments, loan sales 


4,500 
1,000 
— 1,500 


4,000 





2900 Outstanding, end of year 





In 1980 a new revolving loan fund was established to 
be jointly administered by the Community Services Ad- 
ministration and the National Credit Union Adminis- 
tration. These funds will be used as seed money for 
community development credit unions. 

The credit union, before chartering, will identify com- 
munity development needs such as housing, employ- 
ment, and small business as well as devise plans direct- 
ed toward growth, development, and capitalization in 
those areas. These efforts will be coordinated with local 
businesses, and Federal, State, and local programs. 


Trust Funds 


Girts AND CONTRIBUTIONS 
Program and Financing (in thousands of dollars) 


Wentfcation code 81-8905-0-7-506 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Total obligations (object class 21.0) 
Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


Budget authority 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 








This fund is the repository of gifts, bequests, and 
other voluntary contributions which the Director of the 
Community Services Administration is authorized to 
accept and employ by section 602(f) of the Economic 
Opportunity Act of 1964, as amended. 


CONSUMER PRODUCT SAFETY COMMISSION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Consumer Product Safety Commis- 
sion, including rent in the District of Columbia, hire of passenger 
motor vehicles, services as authorized by 5 U.S.C. 3109, but at rates 
for individuals not to exceed the per diem rate equivalent to the rate 


Program by activities: 
Direct program: 
1. Commission policy development and 

3,067 3,407 
. Product safety and enforcement: 
Office of the Executive Director 
Hazard programs 10,064 
Hazard identification and analysis 3,134 
Engineering and sciences 907 
Information and education... 2,559 
Compliance and enforcement 2,808 
Field activities 11,852 


Subtotal product safety and en- 
forcement 


1,258 1,460 
10,727 
3,294 
1,572 
2,217 
2,599 
12,375 





32,582 34,244 
5,300 5,601 


Total, direct program 40,949 43,252 
Reimbursable program 563 750 


41,512 44,002 





3. Administration and general support... 








10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal Funds... 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 
25.00 Unobligated balance lapsing 





Budget authority 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


40,600 
1,020 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


40,949 
12,346 
—14,011 


43,252 
14,011 
— 12,199 


12,199 
— 12,238 





Outlays, excluding pay raise supple- 


39,284 44,074 43,890 


91.20 Outlays from civilian pay raise sup- 


plemental 30 





The major activities of the Commission are as follows: 

1. Commission policy development and direction.— 
This activity provides overall guidance and direction for 
agency actions. 

2. Product safety and enforcement.—Programs address 
fire and thermal burn hazards, electrical hazards, acute 
and chronic chemical hazards, children’s and recre- 
ational product hazards, power equipment hazards, and 
household structural products hazards. Support for 
these hazard programs is provided by activities such as 
economic analysis, hazard identification, engineering 
and health sciences research, information and educa- 
tion, compliance and enforcement, and field activities. 
Within each of the hazard program areas, the Commis- 
sion undertakes a wide spectrum of activities ranging 
from data collection and analysis through the develop- 
ment of regulations and the conduct of enforcement 
and information campaigns. 

3. Administration and general support.—This activity 
includes those support activities such as personnel, ac- 
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counting, contracting, and services providing indirect 
support to all activities of the Commission. 


Object Classification (in thousands of dollars) 


‘Identification code 61-0100-0-1-554 1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
11.1 Permanent positions 20,381 21,838 21,840 
11.3 Positions other than permanent 1,248 1,354 1,374 
11.5 Other personnel compensation 237 205 
11.8 Special personal services payments 78 81 81 


21,918 23,510 23,500 
2,039 2,200 2,230 


Total personnel compensation 
12.1 Personnel benefits: Civilian 
13.0 Benefits for former personnel 
21.0 Travel and transportation of persons 
22.0 Transportation of things 
23.1 Standard level user charges 
23.2 Communications, utilities, and other rent... 
24.0 Printing and reproduction 
25.0 — Other services 
26.0 Supplies and materials... 
31.0 — Equipment 
42.0 Insurance claims and indemnities 





Total direct obligations 43,252 
Reimbursable obligations: 


Other services 750 
44,002 


25.0 
99.0 





Total obligations 44,709 





Personnel Summary 





Total number of permanent positions 881 880 880 
Total compensable workyears 935 933 933 
Full-time equivalent of other positions (44) (44) (44) 
Full-time equivalent of overtime and holiday 
(10) (9) (9) 
10.20 10.10 10.00 
$23,085 $24,152 $24,064 


Average GS grade 
Average GS salary. 





CORPORATION FOR PUBLIC BROADCASTING 


Federal Funds 
General and special funds: 
PuBLic BROADCASTING FUND 


For payment to the Corporation for Public Broadcasting, as author- 
ized by the Public Telecommunications Financing Act of 1978, for the 
fiscal year [1982, $172,000,000] 1983, $182,000,000: Provided, That 
these funds shall not be used to pay for receptions, parties, and 
similar forms of entertainment for government officials or employees: 
Provided further, That these funds shall not be available or used to 
aid or support any program or activity excluding from participation 
in, denying the benefits of, or discriminating against any person on 
the basis of race, color, national origin, religion, or sex. 


Note.—The regular appropriation for this account for 1982 had not been enacted at the 
time this budget was prepared. The 1982 amount in the above language is based upon a 
continuing resolution (Public Law 96-123) in effect through September 30, 1980 that provides 
for this account in 1982 at a rate consistent with the amounts that would be provided by the 
conference version of H.R. 4389, the Departments of Labor, and Health, Education, and 
Welfare Appropriations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 20-0151-0-1-503 1979 actual 1980 est. 1981 est. 


Program by activities: 
10.00 Payment to the Public broadcasting fund 
120,200 


152,000 162,000 
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Financing: 
60.00 Budget authority (appropriation) (per- 


manent, definite) 120,200 152,000 162,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


120,200 
120,200 


152,000 
152,000 


162,000 


Outlays 162,000 





The Corporation for Public Broadcasting assists in 
the development and improvement of public telecom- 
munications services and noncommercial television and 
radio broadcasting through direct support of national 
interconnection services, payments to radio and televi- 
sion stations for general operational support, and 
grants to radio and television stations and other enti- 


_ties throughout the country for the production and ac- 


quisition of programs for national, regional, and local 
use. In addition, the Corporation for Public Broadcast- 
ing undertakes research and analysis activities, con- 
ducts training, and provides technical assistance to im- 
prove systemwide capacity and performance. 


DISTRICT OF COLUMBIA 


Federal Funds 
General and special funds: 
FEDERAL PAYMENT TO THE DisTRICT OF COLUMBIA* 
*See Part III for additional information. 


For payment to the District of Columbia for the fiscal year ending 
September 30, [1980, $238,200,000,] 1981, $301,000,000, and for the 
fiscal year ending September 30, 1982, $320,000,000, as authorized by 
the District of Columbia Self-Government and Governmental Reorga- 
nization Act, Public Law 93-198, as amended (D.C. Code 47-2501d); 
and [$10,500,000] $8,100,000 in lieu of reimbursements for charges 
for water and water services and sanitary sewer services furnished to 
facilities of the United States Government as authorized by the Act of 
May 18, 1954, as amended (D.C. Code 43-1541 and 1611); and 
$52,070,000 for the Federal contribution to the Police Officers and Fire 
Fighters, Teachers’ and Judges’ Retirement Funds as authorized by 
the Act of November 17, 1979, Public Law 96-122 (93 Stat. 866). 
(District of Columbia Appropriation Act, 1980; additional authorizing 
legislation to be proposed for $1,000,000.) 


Program and Financing (in thousands of dollars) 


Identification code 20-1700-0-1-852 








1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Payment to the District of Columbia 
general fund 
2. Payments for water and sewer services . 
3. Stadium bond payment 
4. Retirement Funds Contribution 


238,200 
10,500 


301,000 


10.00 Total program costs, funded—obliga- 


274,665 248,700 361,170 


Financing: 


40.00 Budget authority (appropriation) 274,665 248,700 361,170 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


274,665 
274,665 


248,700 
248,700 


361,170 


Outlays 361,170 

Legislation will be proposed to amend the District of 
Columbia Self-Government and Governmental Reorga- 
nization Act of 1973 (Public Law 93-198), as amended to 
authorize $301,000 thousand as the 1981 payment and 
$320,000 thousand as the 1982 payment by the United 
States toward defraying expenses of the government of 
the District of Columbia. The legislation will propose to 
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budget the amount of the payment to. the general fund 
on the basis of a formula. This appropriation also in- 
cludes a payment of $8,100 thousand in lieu of charges 
for water, water services, and sanitary sewer services 
rendered to Federal facilities by the District of Co- 
lumbia during 1980 (act of May 18, 1954, as amended). 
This appropriation also includes a contribution of $52.1 
million which represents the Federal share of payments 
to District of Columbia Retirement Funds for police 
officers, fire fighters, teachers and judges (act of No- 
vember 17, 1979). 


Object Classification (in thousands of dollars) 





Kentification code 20-1700-0-1-852 


23.2 Communications, utilities, and other rent... 
41.0 Grants, subsidies, and contributions 


99.0 Total obligations 


1979 actual 


12,200 
262,465 


274,665 


1980 est. 


10,500 8,100 
238,200 353,070 


248,700 361,170 


1981 est. 











LOANS TO THE District OF CoLUMBIA FOR CapiTaAL [OuTLAY] 
INVESTMENT 


For loans to the District of Columbia, as authorized by the District 
of Columbia Self-Government and Governmental Reorganization Act, 
Public Law 93-198, as amended [[$125,000,000] $166,057,000, which 
together with balances of previous appropriations for this purpose, 
shall remain available until expended and be advanced upon request 
of the Mayor. During 1981 and within the resources and authority 
available, gross obligations for the principal amount of direct loans 
shall not exceed $200,000,000. (District of Columbia Appropriation Act, 
1980; additional authorizing legislation has been proposed.) 


Program and Financing (in thousands of dollars) 


Kdentitication code 20-0137-0-1-852 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. District projects 
2. Rapid rail transit system 


128,180 
17,092 


156,587 
17,600 





10.00 Total program costs, funded—obliga- 
tions (object class 33.0) 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


100,000 145,273 174,187 


—128,403 —28,403 
28,403 8,130 


125,000 





40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 


100,000 
100,000 


145,273 
145,273 


174,187 
174,187 








Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 


200,000 


—145,273 —174,187 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2200 Disbursements 
2400 Repayments, prepayments, loan sales 


2900 Outstanding, end of year 


1,314,436 
100,000 
—21,514 


1,392,922 


1,392,922 
145,273 
— 23,680 


1,514,515 


1,514,515 
174,187 
— 25,780 


1,662,922 





The District of Columbia Self-Government and Gov- 
ernmental Reorganization Act (Public Law 93-198, De- 
cember 24, 1973) terminated as of January 2, 1975, the 


District’s permanent authority to borrow from the U.S. 
Treasury to finance its capital improvements program. 

The Self-Government Act authorized the District of 
Columbia to issue tax-exempt general obligation bonds 
to finance capital improvements projects. To prevent 
undue disruption during the development of the Dis- 
trict’s bond issuance program, the Self-Government Act 
provided interim authority under which the District 
could borrow from the U.S. Treasury to finance capital 
projects for which funds had been authorized or appro- 
priated before January 2, 1975, and to finance the Dis- 
trict’s share of the cost of the adopted regional trans- 
portation system specified in the National Capital 
Transportation Act of 1969. 

Because of unanticipated delays in the development 
of the city’s bond issuance program, the Self-Govern- 
ment Act has been amended by Public Law 95-131 to 
extend the interim borrowing authority for all projects 
approved prior to October 1, 1979. The 1976 and 1977 
appropriations acts for the District of Columbia con- 
tained language provisions authorizing Treasury loans 
to finance capital projects approved in those two acts. 
Legislation is pending in the Congress that would 
extend the interim borrowing authority for all new proj- 
ects approved in the 1980 and 1981 budgets. 

The Self-Government Act set a ceiling on outstanding 
long-term debt of the District of Columbia. Under that 
limitation, the District may neither issue general obli- 
gation bonds nor borrow funds from the U.S. Treasury 
to finance capital projects if the amount of the addition- 
al obligation thus incurred would cause debt service on 
outstanding long-term debt in any one year to exceed 
14% of District revenues estimated to be credited to the 
District during the year in which the bonds were to be 
issued or the Treasury loans were to be drawn down. 

The District of Columbia is requesting an appropri- 
ation of $166,057 thousand for capital investment loans 
from the U.S. Treasury for 1981. The entire amount is 
for the general fund. D.C. Act 1-42 (January 22, 1976) 
established the general fund of the District and pro- 
vided that the following revenues would be deposited in 
the general fund: taxes, fees, charges, and miscella- 
neous receipts; Federal payments; loans from the US. 
Treasury and other sources; and any moneys for operat- 
ing expenses not otherwise designated to be deposited 
in another fund of the District Government. D.C. Act 1- 
42 abolished the District’s highway, water, sanitary 
sewage works, and metropolitan area sanitary sewage 
works funds (MASSWF). 

Together with funds available under prior loan au- 
thorizations, the 1981 estimate of $166.1 million will 
meet the full cash requirements for capital projects 
during the year ending September 30, 1981. The budget 
estimate assumes that all capital investment expendi- 
tures from appropriated funds during the year will be 
financed with U.S. Treasury loans. 

The following table shows the status of general fund 
capital investment loans authorizations on a cumula- 
tive basis: 


LOANS—CUMULATIVE 
[In thousands of dollars) 


1981 estimate 
1,530,910 


1980 estimate 
1,382,453 


1979 actual 
1,274,545 


Appropriations: 
District projects 
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LOANS—CUMULATIVE—Continued 


[In thousands of dollars} 
1979 actual 
269,700 


1,544,245 


1980 estimate 
286,792 


1,669,245 


1981 estimate 
304,392 


1,835,302 


Rapid rail transit 





Total appropriations 








Funds withdrawn: 
District projects 
Rapid rail transit 


1,246,143 
269,700 


1,515,843 


1,374,297 
286,792 


1,661,115 


1,530,910 
304,392 


1,835,302 





Total borrowings 








Less: 
Principal repaid + 
MASSWF adjustment 


Total reduction 


110,571 
12,350 


122,921 146,600 172,380 


Outstanding principal debt 1,392,922 1,514,515 1,662,922 


1 The District is required to repay only 50% of the loans advanced to the Metropolitan area sanitary sewage works fund 
before July 1, 1971, in accordance with sec. 502 of the act of December 15, 1971 (Public Law 92-196, 85 Stat. 654). 


134,250 
12,350 


160,030 
12,350 








Loans TO STapIuM SINKING FUND 


Program and Financing (in thousands of dollars) 


Identification code 20-0145-0-1-852 


1981 est. 





1979 actual 1980 est. 





Program by activities: 
10.00 Advances to stadium 
(costs—obligations) 


sinking fund 
(object class 


Financing: 
67.10 Budget authority (authority to borrow) 
(permanent, indefinite) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 





Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year 
Disbursements 
Repayments, prepayments, loan sales 


2100 
2200 
2400 


2900 Outstanding, end of year 





Status of Loan Guarantees (in thousands 0’ 





Cumulative balance of guarantees out- 
standing: 
4100 Outstanding, start of year 
4400 Repayments or prepayments 


4900 Outstanding, end of year 





Loan guarantees of $19,800 thousand were outstand- 
ing at the start of 1980 for the stadium bonds. The 
bonds were repaid in December, 1979 and were financed 
jointly from Federal funds ($9,900 thousand) appropri- 
ated in 1979 and District of Columbia funds ($9,900 
thousand) appropriated in 1978. 


Advances were made by the U.S. Treasury to the 
District of Columbia to meet interest payments on sta- 
dium bonds which could not be met from receipts not 
required for operating and maintenance expenses. 


REPAYABLE ADVANCES TO THE DistrRICcT OF COLUMBIA GENERAL 
FuND 


Program and Financing (in thousands of dollars) 


1981 est. 


1980 est. 


Identification code 20-0144-0-1-852 1979 actual 


Program by activities: 
10.00 Advances to the general fund (costs— 
obligations) (object class 33.0) 
Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40,000 


— 20,000 


60.00 Budget authority (appropriation) (per- 
manent, indefinite) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


Outlays 


40,000 


Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross — 40,000 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2200 Disbursements 
2400 Repayments, prepayments, loan sales 


2900 Outstanding, end of year 

Temporary advances are made by the U.S. Treasury 
to the District of Columbia to meet short-term cash 
requirements, resulting from variations in the rate of 
disbursements and tax collections during the year (53 
Stat. 1118). 


EQUAL EMPLOYMENT OPPORTUNITY 
COMMISSION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Equal Employment Opportunity 
Commission as authorized by title VII of the Civil Rights Act of 1964, 
as amended, 29 U.S.C. 201-219, 621-634, including services as author- 
ized by 5 U.S.C. 3109; hire of passenger motor vehicles; and not to 
exceed [$15,000,000] $20,000,000 for payments to State and local 
enforcement agencies for services to the Commission pursuant to title 
VII of the Civil Rights Act, as amended; [$119,000,000] $744,751,000. 
(Departments of State, Justice, and ‘Commerce, the Judiciary, and 
Related Agencies Appropriation Act, 1980.) 


1981 est 


Program and Financing (in thousands of dollars) 


Identification code 45-0100-0-1-751 i — 





1979 actual 1980 est. 





Program by activities: 
Direct program: 
1. Policy and executive direction 
2. Enforcement 


9,452 
113,310 


6,877 
68,722 


9,112 
94,111 
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3. Program support and administration .. 19,225 


94,824 


21,339 
124,562 


21,989 
144,751 





Total direct program 
Reimbursable program: 
2. Enforcement 43 
Change in selected resources (undelivered 


orders) 10,728 


105,595 





10.00 Total obligations 

Financing: 

11.00 Offsetting collections from: Federal funds... 
25.00 Unobligated balance lapsing 


Budget authority 


—43 
5,865 


111,417 





124,562 144,751 





Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 
44.20 


107,000 
4,417 


111,417 


119,000 144,751 





Appropriation (adjusted) 
Supplemental for civilian pay 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 


105,552 
18,851 
—31,227 


124,562 
31,227 
— 35,379 


144,751 
35,379 





Outlays, excluding pay raise supple- 


92,490 115,000 135,241 


91.20 Outlays from civilian pay raise sup- 


plemental ; 152 





The Equal Employment Opportunity Commission was 
created by Title VII of the Civil Rights Act of 1964 to 
resolve charges of alleged employment discrimination 
based on race, color, religion, sex, or national origin 
through settlement, investigation, and where cause is 
found, conciliation. The Commission has jurisdiction 
over all employers with 15 or more employees, includ- 
ing states, localities, and private educational institu- 
tions. Also, as the result of the President’s Civil Rights 
Reorganization of 1978, the monitoring of equal employ- 
ment opportunity in the federal sector as required by 
Section 717 of Title VII of the Civil Rights Act of 1964 
and Section 501 of the Rehabilitation Act of 1973 has 
been the responsibility of the Commission since Janu- 
ary 1, 1979. In addition, the reorganization plan trans- 
ferred, effective July 1, 1979, the enforcement of the 
Equal Pay Act and the Age Discrimination in Employ- 
ment Act from the Department of Labor to the Commis- 
sion. Executive Order 12067 issued June 30, 1978, trans- 
ferred the functions of the Equal Employment Opportu- 
nity Coordinating Council to the Equal Employment 
Opportunity Commission as of July 1, 1978. 


WORKFLOW ANALYSIS 


1979 actual 1980 est. 1981 est. 


Title Vil: 
Charges filed 
Charges resolved 
Age and equal pay: 
Complaints filed 
Complaints resolved 


* Reflects period from July 1, 1979 to September 30, 1979 only. 


67,800 
81,700 


72,200 
87,300 


72,200 
95,200 


*2,100 
*1,000 


8,600 
8,000 


9,200 
9,400 


The budget for the agency supports three activities: 
1. Policy and executive direction and planning.—This 
activity provides for the direction and coordination of 
the Commission’s programs. It assures maximum utili- 
zation of Commission resources through program devel- 


310-100 0 - 80 - 54 


opment, research, financial planning efforts, and man- 
agement systems. 

2. Enforcement.—This activity resolves charges of em- 
ployment discrimination filed with the Commission; liti- 
gates cases against respondents unwilling to comply 
with title VII, the Equal Pay Act, or the Age Discrimi- 
nation Employment Act; enters into cooperative agree- 
ments with State and local fair employment practice 
agencies; carries out systemic enforcement and pro- 
motes the participation of handicapped individuals in 
the Federal work force. 

3. Program support and administration.—This activi- 
ty provides administrative and management rey cg to 
all elements of the Commission. 


Object Classification (in thousands of dollars) 





Identification code 45-0100-0-1-751 1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 53,913 73,319 82,853 
Positions other than permanent 1,177 778 779 
Other personnel compensation 468 356 381 
Special personal services payments 19 95 102 


Total personnel compensation 55,577: 74,548 84,115 
Personnel benefits: Civilian 5 8,370 9,137 
Benefits for former personnel 50 125 50 
Travel and transportation of persons 4,093 3,346 4,545 
Transportation of things 424 402 402 
Standard level user charges 4,991 6,326 6,506 
Communications, utilities, and other rent... 5,876 5,669 6,842 
Printing and reproduction 336 635 675 
Other services 5,871 8,488 10,576 
Supplies and materials 762 840 890 
Equipment 2,310 813 1,013 
Grants, subsidies, and contributions 9,427 15,000 20,000 


94,824 124,562 144,751 





Total direct obligations 
Reimbursable obligations: 


25.0 Other services 


Total program cost, funded 


94.0 Change in selected resources 


99.0 





Total obligations 128,415 144,751 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 


$22,977 
$15,211 


$20,940 
$15,060 


$22,802 
$15,363 








Reimbursable: 
Total number of permanent positions 125 
Total compensable workyears “= 118.8 
Full-time equivalent of other positions (0) 
Full-time equivalent of overtime and holiday 
(0) 
9.48 
$25,138 


Average GS grade 
Average GS salary 


$22,840 








EXPORT-IMPORT BANK OF THE UNITED STATES 
Federal Funds 


850 


EXPORT-IMPORT BANK OF THE UNITED 
STATES 


Federal Funds 


Public enterprise funds: 
Export-Import BANK OF THE UNITED STATES 


Export-Import Bank of the United States is hereby authorized to 
make such expenditures within the limits of funds and borrowing 
authority available to.such corporation, and in accord with law, and 
to make such contracts and commitments without regard to fiscal year 
limitations as provided by section 104 of the Government Corporation 
Control Act, as amended, as may be necessary in carrying out the 
program set forth in the budget for the current fiscal year for such 
corporation, except as hereinafter provided: Provided, That none of the 
funds available during the current fiscal year may be used to make 
expenditures, contracts, or commitments for the export of nuclear 
equipment, fuel, or technology to any country other than a nuclear- 
weapon State as defined in Article IX of the Treaty on the Non- 
Proliferation of Nuclear Weapons eligible to receive economic or mili- 
tary assistance under this Act that has detonated a nuclear explosive 
after the date of enactment of this Act. During fiscal year 1981 and 
within the resources and authority available, gross obligations for the 
principal amount of direct loans shall not exceed $4,754,000,000. 
During fiscal year 1981, total commitments to guarantee loans shall 
not exceed $8,893,000,000 of contingent liability for loan principal. 
(The Export-Import Bank Act of 1945, as amended.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 
are based on House action on H.R. 4473, Foreign Assistance and Related Programs Appropri- 
ations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 83-4027-0-3-155 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
Interest on U.S. Treasury bor- 
i 13,638 


566,047 


15,100 
725,756 


17,500 
891,968 


g 

Interest expense—Federal Fi- 
nancing Bank 

Interest on participation certifi- 
cates, debentures, CBI’s, and 
other private borrowings 

Interest on advances under let- 
ters of credit 

Administrative expenses subject 
to limitation 

Other financial expenses 


91,977 53,300 37,100 


1,617 1,890 2,150 
13,327 14,574 15,399 
1,116 928 950 

55 50 95 


39 51 54 
687,816 811,649 964,776 


Reimbursable program 


Total operating costs 





Capital investment, funded: 
Loan obligations. 3,367,128 5,317,882 6,825,800 
Purchase of equipment 67 100 100 


3,367,195 6,825,900 


Total capital investment 5,317,982 
4,055,011 7,790,676 


Total program costs, funded . 6,129,631 
Change in selected resources (pre- 
paid expenses and undelivered 


orders) —227 


4,054,784 


—118 
6,129,513 


—123 


10.00 Total obligations 7,790,553 
Financing: 

14.00 Offsetting collections from: Non- 

Federal sources —54 

— 1,504,000 


— 1,059,000 


— 29,800 
— 535,000 


—39 
— 1,320,520 
—818,166 


— 28,318 
— 522,156 


—51 
— 1,461,000 
—918,100 


—24,100 
— 487,000 


Guarantee and insurance program 
fees and premiums, net 
17.00 Recovery of prior year obligations. 
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21.47 Unobligated balance _ available, 
start of year: Authority to 
—3,231,970 
24.47 Unobligated balance available, end 
of year: Authority to borrow 
Capital transfer to general fund 


Redemption of debt 


Authority to borrow (ap- 
propriation acts)  (cur- 
rent, indefinite) 


1,936,067 
35,000 
2,152,300 


27.00 
31.00 


47.00 





1,338,195 6,849,999 








Relation of obligations to outlays: 

Obligations incurred, net 

Obligated balance, start of year: 
Authority to borrow 2,848,500 
Fund balance 22 

Obligated balance, end of year: 
Authority to borrow 
Fund balance 


71.00 1,365,584 3,239,262 4,662,699 
72.47 


4,013,933 6,198,836 
72.98 1 


21 100 


74.47 
74,98 


90.00 


— 4,013,933 
—121 


200,052 


— 6,198,836 
—100 


1,054,380 


— 9,631,036 
—100 


1,230,499 








Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation 
on direct loans: 
Limitation on obligations:- Appropri- 
ations: 
Regulation loans 
Discount loans 


1110 


4,355,000 
399,000 


4,754,000 
— 4,754,000 


Total direct loans 


1200 Obligations incurred, gross —4,089,675 —4,504,000 





Cumulative balance of direct 
loans outstanding: 
Outstanding, start of year 
Disbursements 
Repayments, prepayments 


2100 
2200 
2400 


2900 


11,550,127 
1,629,453 
—1,320,521 


11,859,059 


11,859,059 
2,634,000 
— 1,461,000 


13,032,059 


13,032,059 
2,836,000 
— 1,504,000 


14,364,059 





Outstanding, end of year 





Status of Loan Guarantees (in thousands of dollars) 





Position with respect to limitation 
on loan guarantees: 
3110 Limitation on commitments: Appro- 
8,893,000 
— 8,893,000 


3200 Commitments, gross —7,815,000 


Cumulative balance of guarantees 
outstanding: 
Outstanding, start of year 
New loan guarantees 
Repayments or prepayments 
Terminations for default 


6,150,343 
6,207,316 
— 4,397,490 
— 10,000 


7,950,169 


4100 
4200 
4400 
4500 


4900 


3,893,079 
4,591,077 
— 3,588,240 
—969 


4,894,947 


4,894,947 
5,237,196 
— 3,971,800 
— 10,000 


Outstanding, end of year... 6,150,343 





The purpose of the Export-Import Bank is to aid in 
financing and to facilitate U.S. exports. 

To accomplish its objectives, the Bank’s authority and 
resources are used to: assume commercial and poitical 
risks that exporters or private institutions are unwill- 
ing or unable to undertake; overcome maturity and 
other limitations in private sector export financing; 
assist U.S. exporters to meet foreign officially sponsored 
export credit competition; and provide leadership and 
guidance in export financing to the U.S. exporting and 
banking communities and to foreign borrowers. 





OTHER INDEPENDENT AGENCIES TT A eo Ks 8 eAf 








NEW PROGRAM ACTIVITY — DATA ON GUARANTEES AND INSURANCE 


[In thousands of dollars] [In thousands of dollars} 
1979 actual 1980 estimate 1981 estimate 1979 actual 1980 estimate 

Limitation on activity 5,347,345 5,598,241 Balance, beginning of year: Guaran- 

Proposed supplemental Ni tees and insurance issued sub- 
152,300 Actual activity a ject to fractional reserve basis... 9,406,328 9,547,995 11,731,995 
——— Estimated activity a B oa New authorizations: 

Direct loan authorizations ... 3,824,960 e ne ae Geteee 
849,999 Discount loan authorizations aia 649,952 4a basis 5,016,295 7,815,000 8,893,000 


Tar Subtotal (gross) 4,474,912 4,708,000 Authorizations transferred from loan 
less: Participations and cancellations in authoriza- program subject to fractional re- 
662,699 tons issued during year — 385,237 +—204,000 . —56,675 8,000 6,000 
———_ —— —— _ Repayments, cancellations, and ex- 
198,836 Net loan authorizations 4,089,675 4,504,000 pirations: Guarantees and insur- 
100 Guarantees and insurance: Current charge to pro- ance issued subject to fractional 
546,000 —4,817,953 — 5,639,000 — 6,284,000 
631,036 , Balance at end of year: 
a. ae ae Ses oe oe 
a _— ry * oth a "67 00 subject to fractional reserve ... 9,547,995 11,731,995 14,346,995 
230,499 Equipment and all other Less amount not charged to 


Subtotal, program activity 4,799,567 5,847,074 lending authority under frac- 
Administrative expenses 13,327 14,574 tional reserve basis — 7,160,996 —8,798,996  —10,760,246 


4,812,894 5,861,648 2,386,999 2,932,999 3,586,749 
— 2,351,582 — 2,386,999 2,932,999 


1 Figure represents 25% of new authorizations, less cancellations, repayments and expirations. 35,417 546.000 653,750 























‘ NEW PROGRAM ACTIVITY AT 100% Statutory limitation 25,000,000 25,000,000 + —_25,000,000 
355,000 henderson Charge at end of year 9,547,995 11,731,995 14,346,995 


399,000 [Recapitulation of authorizations—Guarantees, insurance, and loans] Unused balance 15,452,005 13,268,005 10,653,005 
754,000 1979 actual 1980 estimate 1981 estimate ca ee 


754,000 Financial guarantees 505,515 1,675,000 — 1,800,000 . . : oe 
sae or van guarantees 402.357 940,000 ‘1,093,000 Operating results and financial condition.—The Bank 


FCIA insurance 4,108,423 5,200,000 6,000,000 is a wholly owned Government corporation. Capital 

Total guarantees and insurance 5016295 7,815,000 9399 St0cK of $1 billion was purchased by the U.S. Treasury. 

836,000 ———— ——— ~——W— Treasury up to $6 billion; the Bank pays interest on 
504,000 Total activity at 100% 9,491,207 12,523,000 13,863,000 such borrowings. 

364,059 The Bank’s net income is estimated to be $124 million 

—— DATA ON DIRECT LOANS in 1981, compared with $131 million in 1980 and an 

[In millions of dollars) actual income of $159 million in 1979. From its net 

1979 actual 1980 estimate 1981 estimate income the Bank plans to pay a dividend to the USS. 























Undisbursed loan authorizations, end of year 7,292.2 8,587.2 9,855.2 Treasury and add the balance to its retained income 
Credit authorizations 4,474.9 4,708.0 . ‘ ; ; 
interprogram transfers 672 reserve to provide for future contingencies. Total invest- 
Participations in authorizations 117 0 ment of the Government in the corporation is estimated 

893,000 Credit cancellations 1,044.0 771.0 860.0 to be $3,297 million on September 30, 1981. 

893,000 Loan disbursements 1,629.5 2,634.0 2,836.0 

sash Loan principal repayments 1,320.5 1,461.0 1,504.0 POSITION WITH RESPECT TO LENDING, GUARANTEE AND INSURANCE AUTHORITY 
Loans outstanding, end of year 11,859.1 — 13,032.1 14,364.1 

{In thousands of dollars) 

150.343 DATA ON REGULAR LOANS 1978 actual 1979 actual 1980 estimate 1981 estimate 

— = Statutory authority 25,000,000 40,000,000 40,000,000 40,000,000 

207,316 [In millions of dollars] 

397,490 1979 actual 1980 estimate 1981 estimate Charges against authority: 

- 10,000 Undisbursed loan authorizations, end of year 6,803.1 8,104.1 9,285.1 Loan program: 

950,169 Credit authorizations 3,825.0 4,188.0 Loans outstanding ... 11,550,127 11,859,059 13,032,059 14,364,059 

oe Interprogram transfers 67.2 Loans undisbursed... 5,435,226 7,292,197 8,587,197 9,855,197 
Participations i izati ‘ . 

id in Of cas. a. oe Subtotal 16,985,353 19,151,256 21,619,256 24,219,256 
oan disbursements ......... 379. 504. 2,779.0 ‘< 

d Loan principal repayments ! 1,408.0 mag ell 

seal Loans outstanding, end of year 11,587.5 = 12,772.5 14,143.5 Short-term: Foreign 

a Credit Insurance As- 

wwill- DATA ON DISCOUNT LOANS sociation 785,525 390,899 998,399 1,201,399 

and {In millions of dollars) Medium-term: 

cing; 1979 actual 1980 estimate 1981 estmate Foreign Credit Insur- 

sored Undisbursed loan authorizations, end of year 489.1 483.1 570.1 ance Association . 226,767 255,765 337,515 437,765 
Credit authorizations 650.0 520.0 570.0 Export-Import Bank 

» and Credit cancellations 684.4 396.0 426.0 of the United 


x and Loan disbursements 250.3 130.0 57.0 States 1,339,290 1,240,335 1,597,085 1,947,585 


Loan principal repayments 93.6 142.0 96.0 
Loans outstanding, end of year 716 959 6 2206 Subtotal 2,351,582 2,386,999 2,932,999 3,586,749 
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Public enterprise funds—Continued Certificates of Bene- 


Export-Import BANK OF THE UNITED States—Continued 8 ficial interest 311,165 236,884 160,400 78,100 
orrowings 


POSITION WITH RESPECT TO LENDING, GUARANTEE AND INSURANCE Treasury 90,000 94,003 32,080 
AUTHORITY—Continued Total liabilities 8,818,044 9,023,956 10,128,914 11,402,113 


{In thousands of dollars) Government equity: 
1978 actual 1979 actual 1980 estimate 1981 estimate Unexpended budget au- 


Total charges thority: 


against au- Undelivered orders: 
thority 19,336,935 21,538,255 24,552,255 27,806,005 Undisbursed loan 


wiiad pide cing Vee DST Bee oe eet ee obligations * ... re ey oy 9,855,197 


thority 5,663,065 18,461,785 15,447,745 12,193,995 eat te as I? 


thority: 
Borrowing authority. —2,840,800 —4,013,933 —6,198,836 © —9,631,036 
Revenue and Expense ‘in thousands of dollars) Invested capital 2,841,811 2,923,139 3,006,762 3,073,240 


1979 actual 1980 1981 est Total Govern- 
actual est. est. wie 


ipiiliiatesen 0: We: i 2,989,028 3,112,733 3,208,335 (3,297,413 


em 918,100 1,059,000 wate" ha changes in Government 
a en Paid-in capital: Capital stock 1,000,000 1,000,000 1,000,000 
134,364 110,844 98,865 


Retained income: 


Opening balance 1,989,028 2,112,733 2,208,335 
29,307 34,100 39,800 Transactions: 


—3,976 4,342 —4,587 Net operating income 158,705 130,602 124,078 
Net operating income before claims paid... 29,758 35,213 Capital transfer — 35,000 35,000 — F000 
Less: Claims paid (net) —10,000  —10,000 Closing balance 2,112,733 2,208,335 2,297,413 


Net operating income or loss (—), guar- Total Government equity (end of 
antee and insurance program : 19,758 25,213 ) 3,112,733 3,208,335 3,297,413 


Net operating income for the year 130,602 124,078 
























































1 Undisbursed loan authorizations for which agreements have not been executed are as follows: 1978, $2,447,232 thousand; 
1979, $3,088,682 thousand; 1980, $2,186,800 thousand; and 1981, -0- thousand. 


Financial Condition (in thousands of dollars) Object Classification (in thousands of dollars) 








Identification code 83-4027-0-3-155 1979 actual 1980 estimate 1981 estimate 








1978 actual 1979 actual 1980 est. 1981 est. 





Direct obligations: 

Assets: 25.0 Other services... 210 225 
T bal 29 100 100 
Dotieae Wilk ws. ‘0 Investments and loans. 5,317,882 6,825,800 

i¥ 7700 674,284 796,814 949,098 
Accounts receivable, : Administrative expenses—see separate 


t 248,647 277,086 304,686 334,986 schedule 13,327 14,574 15,399 


ne 
Selected assets: Pre- Total costs, funded 4,054,972 6,129,580 7,790,622 


paid expenses 14 12 12 12 ; _99 a pe 
Deferred  charge—fi- .0 — Change in selected resources 227 118 123 


nancial expenses 341 168 100 32 Total direct obligations 4,054,745 6,129,462 — 7,790,499 
Loans receivable 11,550,127 11,859,060 13,032,059 + 14,364,059 Reimbursable obligations: 
Furniture and equip- 11.1 Personnel compensation 39 51 54 


7. a 2 = 337 99.0 Total obligations 4,054,784 6,129,513 7,790,553 
Total assets 11,807,072 12,136,689 13,337,249 14,699,526 
Liabilities: 
Accounts payable and 
accrued liabilities 100,638 78,625 92,681 99,700 : 
Deferred credits 8,514 8,988 10,532 11,213 Not to exceed $15,399,000 (to be computed on an accrual basis) shall 
——_—_— be available during the current fiscal year for administrative expenses, 
including hire of passenger motor vehicles, services as authorized by 5 
109,152 87,613 103,213 110,913 U.S.C. 3109, and not to exceed $24,000 for entertainment allowances 
Debt issued under bor- for members of the Board of Directors: Provided, That (1) fees or dues 
rowing authority: to international organizations of credit institutions engaged in financ- 
Debentures —_out- ing foreign trade, (2) necessary expenses (including special services 
standing 1,043,115 performed on a contract or a fee basis, but not including other person- 
Portfolio certificates al services) in connection with the acquisition, operation, maintenance, 
outstanding 250,000 250,000 250,000 250,000 improvement, or disposition of any real or personal property belonging 
Federal Financing to the Bank or in which it has an interest, including expenses of 
Bank borrowings collections of pledged collateral, or the investigation or appraisal of 
outstanding..... 6,568,287 7,952,887 9,242,098 10,808,620 any property in respect to which an application for a loan has been 
PEFCO borrowings made, and (3) expenses (other than internal expenses of the Bank) 
outstanding 100,000 50,000 incurred in connection with the issuance and servicing of guarantees, 


Borrowings _from insurance, and reinsurance, shall be considered as nonadministrative 
U.S. institutions .. 436,325 396,572 319,200 122,400 expenses for the purposes hereof. 














LIMITATION ON ADMINISTRATIVE EXPENSES 








631,036 
073,240 


297,413 


000,000 


208,335 


124,078 
- 35,000 


297,413 


297,413 


2 thousand; 


| estimate 


225 
100 
825,800 
949,098 


15,399 


790,622 
—123 


790,499 
54 
790,553 


) shall 
penses, 
d by5 
vances 
r dues 
inanc- 
orvices 
erson- 
nance, 
onging 
ses of 
isal of 
s been 
Bank) 
antees, 
trative 


OTHER INDEPENDENT AGENCIES 


men oES 960 








Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. Funding is currently provided by a continuing resolution 
(Public Law 96-123) in effect through September 30, 1980. The 1980 amounts shown below 
are based on House action on H.R. 4473, Foreign Assistance and Related Programs Appropri- 
ations Act, 1980. 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Administration: 
1. Loan program ; 10,242 10,822 
2. Guarantee and insurance program / 4,332 4,577 


Total obligations 14,574 
Financing: 
Unobligated balance lapsing 


Limitation 14,129 
Proposed increase in limitation for ci- 
vilian pay raises 








Object Classification (in thousands of dollars) 





Identification code 83-4027-0-3-155 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
1.1 Permanent positions ' 10,190 10,444 
11.3 Positions other than permanent... 308 315 
11.5 Other personnel compensation 135 342 





Total personnel compensation... { 10,633 11,101 
12.1 Personnel benefits: Civilian 945 968 
21.0 — Travel and transportation of persons 414 458 
22.0 Transportation of things 3 3 
23.1 Standard level user charges 969 1,125 
23.2 Communications, utilities, and other rent... 987 1,075 
24.0 — Printing and reproduction 152 162 
25.0 Other services 272 297 
26.0 Supplies and materials 199 210 
93.0 Administrative expenses included in sched- 

ule for fund as a whole 


99.0 Total obligations 


— 14,574 








Personnel Summary 





Total number of permanent positions 
Total compensable workyears 421 418 
Full-time equivalent of other positions ( (16) (15) 
Full-time equivalent of overtime and holiday 
(3) (6) 
Average GS grade 10.07 10.07 
Average GS salary $25,680 $26,125 





LIMITATION ON PROGRAM ACTIVITY 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct loans: 
Authorizations 
Participations and cancellations 


3,824,960 
—74,960 


3,750,000 


4,188,000 





Net authorizations 4,140,000 





All other, excluding administrative expenses: 
Authorizations 
Participations, cancellations, and expirations ... 


1,359,845 
— 310,278 


1,049,567 


1,863,074 
— 156,000 


1,707,074 





Net authorizations 








Total authorizations other than for ad- 


ministrative expenses 4,799,567 5,847,074 
Financing: 


Uncommitted balance lapsing 547,778 





Limitation 5,598,241 


Proposed supplemental 





The Export-Import Bank has been subject to a limita- 
tion on new program activity for many years. This prac- 
tice will continue but the limitations on the Bank are 
being altered so that they conform to the language 
being used for credit programs generally. Proposed limi- 
tations on direct loans and guaranteed loans appear in 
the general appropriations language at the beginning of 
this section. 


FARM CREDIT ADMINISTRATION 


Federal Funds 
Public enterprise funds: 
REVOLVING FuND FOR ADMINISTRATIVE EXPENSES 
[LIMITATION ON ADMINISTRATIVE EXPENSES] 


[Not to exceed $11,897,000 (from assessments collected from farm 
credit agencies) shall be obligated during the current fiscal year for 
administrative expenses including the hire of one passenger motor 
vehicle.] (Public Law 96-108, making appropriations for Agriculture, 
Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 78-4131-0-3-351 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: Administrative 
9,885 12,428 
Change in selected resources (undeliv- 
ered orders) 235 


10.00 Total obligations 10,120 
Financing: 
Offsetting collections from: 
14.00 Non-Federal sources: 
Assessments: Available 
Change and adjustments in advance 
assessments, net 1,019 
21.98 Unobligated balance available, start of 
year: Fund balance: 
Unreserved —919 
— 2,644 





— 10,925 


24.98 Unobligated balance available, end of year: 
Fund balance: 
375 





Limitation 
Proposed increase in limitation for civilian pay 
raises 





Relation of obligations to outlays: 
Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
ance — 1,065 —1,376 
74.98 Obligated balance, end of year: Fund bal- 


1,376 1,376 
925 








The Administration supervises a coordinated agricul- 


tural credit system of farm credit banks and associ- 
ations which make credit available to farmers and their 
cooperatives. 


Assessments based upon estimated administrative ex- 
penses are collected from agencies in the farm credit 
system and are available for administrative expenses. 





FARM CREDIT ADMINISTRATION—Continued 
Federal Funds—Continued 


854 


Public enterprise funds—Continued 
REVOLVING FuND FoR ADMINISTRATIVE ExpENsEs—Continued 
[LIMITATION ON ADMINISTRATIVE EXPENSES] —Continued 


Obligations are incurred within fiscal year budgets ap- 
proved by the Federal Farm Credit Board. 

Supervision and examination of farm credit banks 
and associations.—Provision is made for supervision 
and examination of: 12 Federal land banks; 13 banks 
for cooperatives; 12 Federal intermediate credit banks; 
505 Federal land bank associations; and 425 production 
credit associations. Also, these credit agencies are fur- 
nished such services as assistance in financing and in- 
vestments, credit analysis, development of appraisal 
standards and policies, preparation of reports and bud- 
gets, and development and distribution of information 
on farm credit. 

Revenue and Expense (in thousands of dollars) 








1979 actual 1980 est. 1981 est. 





Operating income or loss: 
10,925 
—10,120 


12,428 
—12,428 


13,344 
— 13,344 











Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 








Assets: 
Fund balance with Treasury 1,973 1,822 1,822 
Accounts receivable (net) 2,887 2,887 2,887 
Advances made a 89 89 89 
4,798 4,798 


Total assets 4,949 


Liabilities: 
Accounts payable including funded 


accrued liabilities 
~ — Advances from the public. 


1,170 
2,974 


1,170 
3,198 


1,170 
3,198 





Total liabilities 





Government equity: 
Unexpended balances: 
Unobligated balance: 
375 
2,974 
430 
— 2,644 —2,974 


1,114 805 








Analysis of changes in Government equity: 
Retained income: 
Opening balance 1,114 
Transactions: Net operating income.... a 805 
Refund of prior period assessments —1,114 


Closing balance 805 





Total Government equity (end of year) 805 





Object Classification (in thousands of dollars) 


Identification code 78-4131-0-3-351 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 7,182 7,642 
11.3 Positions other than permanent an 252 277 
11.5 Other personnel compensation 22 24 
11.8 Special personal services payments 187 213 


Total personnel compensation 7,643 8,156 
Personnel benefits: Civilian 707 761 
Travel and transportation of persons 1,318 1,592 1,856 
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Transportation of things 32 32 
Communications, utilities, and other rent.... 1,239 1,368 
Printing and reproduction 135 127 
Other services 818 
Supplies and materials 192 
Equipment 70 


Total costs, funded 12,428 
Change in selected resources 


Total obligations 12,428 





Personnel Summary 





Direct: 
Total number of permanent positions 284 
Total compensable workyears 277 290 
Full-time equivalent of other positions (17) (18) 
Full-time equivalent of overtime and holiday 
(1) (1) 


$50,113 $50,113 

10.89 11.14 
$26,618 $27,313 
$15,537 $15,717 


Average ES salary... 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 
Reimbursable: 
Total number of permanent postions 0 0 
Total compensable workyears 8 8 
Full-time equivalent of other positions ( (0) (0) 
Full-time equivalent of overtime and holiday 
(0) (0) 
10.63 10.63 
$32,800 $33,890 


Average FC grade... 
Average FC salary 





BANKS FOR COOPERATIVES INVESTMENT FUND 
Program and Financing (in thousands of dollars) 


Identification code. 78-4136-0-3-351 





1979 actual 1980 est. 1981 est. 





Financing: 
21.98 Unobligated balance available, start of 
year: Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 


—148,091 —148,091 —148,091 


148,091 148,091 148,091 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





This fund is available to the Governor of the Farm 
Credit Administration for investment in class A capital 
stock of the banks for cooperatives (12 U.S.C. 2152b). 

Budget program.—The last of the U.S. Government’s 
investment in these banks was retired on December 31, 
1968, thus making them all privately owned. No rein- 
vestment of Government capital in any of the banks is 
anticipated in the near future. 


SHort-TERM CreEDIT INVESTMENT FUND 
Program and Financing (in thousands of dollars) 


Identification code 78-4139-0-3-351 





1979 actual 1980 est. 1981 est. 








Financing: 
21.98 Unobligated balance available, start of 
year: Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 


—111,708 —111,708 © —111,708 


111,708 = 111,708 111,708 








32 
1,368 
127 
810 
186 
48 


13,344 


13,344 


284 
290 
(18) 


(1) 
90,113 
11.14 
27,313 
15,717 





981 est. 





- 148,091 
148,091 





Farm 
apital 
'152b). 
nent’s 
er 31, 
, rein- 
nks is 





1981 est. 
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Relation of obligations to outlays: 
EINE CHUNG CRIT INEL, OE coc Acc S25, ccesecoce: 151 sclbdeonseivecibe. Ti SecceObebesGiet  Lesspesssscnnsssacs 


90.00 I edie ctuicascheiiecs tinurcriae 





This fund is available to the Governor of the Farm 
Credit Administration as a revolving fund for invest- 
ment in the class A capital stock of the Federal inter- 
mediate credit banks and class A and class C stock of 
the production credit associations (12 U.S.C. 2152a). 

Budget program.—On December 31, 1968, the Govern- 
ment’s investment in the class A stock of the banks was 
retired in full, thus making them privately owned. Also, 
the last of the Government’s investment in the produc- 
tion credit associations was repaid. No reinvestment of 
Government capital in any of the banks or associations 
is anticipated in the near future. 





FEDERAL COMMUNICATIONS COMMISSION 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses for the Federal Communications Commis- 
sion, as authorized by law, including uniforms or allowances therefor, 
as authorized by law (5 U.S.C. 5901-5902); not to exceed $325,000 for 
land and structures; not to exceed [$65,000] $125,000 for improve- 
ment and care of grounds and repair to buildings; not to exceed 
$3,000 for official reception and representation expenses; purchase 
(not to exceed eighteen for replacement only) and hire of motor 
vehicles; the rental of space in the District of Columbia and else- 
where; special counsel fees; and services as authorized by 5 U.S.C. 
3109; [$72,535,000 and, in] $77,142,000. Not to exceed $500,000 of the 
foregoing amount shall remain available until September 30, 1982, for 
research and policy studies. In addition, an amount equivalent to 
funds deposited into the General Fund of the Treasury by the State of 
Florida as a result of the expense of construction, and relocation of 
the Fort Lauderdale Monitoring Station[: Provided, That not to 
exceed $500,000 of the foregoing amount shall remain available until 
September 30, 1981 for research and policy studies] shall remain 
available until expended for the completion of construction and reloca- 
tion of such monitoring station. (Departments of State, Justice, and 
Commerce, the Judiciary, and Related Agencies Appropriation Act, 
1980.) 


Program and Financing (in thousands of dollars) 





























\dentitication code. 27-0100-0-1-376 1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Commissioners...............ccsssessssssseessesene 1,829 2,081 2,145 
A cs cssinsectcscbchpivneteosvnnnecs 12,954 14,263 14,408 
IB GIN TIOIE CAMINO <<, scscsssccssscovesscocscesscsos 10,253 11,254 11,549 
Wy NN III sscsscosscesiasccttecécecscvcainadese 8,930 9,660 9,769 
5. Field operations ............cscscssseccssseessssee 15,934 17,503 17,002 
6. Science and technology..... 4,971 5,974 6,042 
7. Cable television................ 2,128 2,264 2,327 
NI siti keisha sists acca successes 13,336 14,136 13,900 
Total direct program.............:ss000 70,335 77,135 77,142 
Reimbursable programs: 
DY URDU TOO ecccnssosovastsisvstesecniiinsneees 48 52 52 
BMY Le casscsccasa it eeeesccsasctieone 112 68 68 
Total reimbursable programs.......... 160 120 120 
10.00 Total program costs, funded—ob- 
MINNIS a ccscoscsrtieste dh cpoovcecssvons 70,495 77,255 77,262 
Financing: 

11.00 Offsetting collections from: Federal funds... — 160 —120 —120 
21.40 Unobligated balance available, start of year —141 ss NB aeccblesce SSaeds 
24.40 Unobligated balance available, end of year. DOS scccstcehcGe Ve cesiatansnisct 


FEDERAL COMMUNICATIONS COMMISSION 
Federal Funds 


855 





25.00 Unobligated balance lapsing ...................00... 














Budget authority 20.2... 70,446 76,892 77,142 
Budget authority: 

40.00 Appropriation (direct) .................ssssssese 70,446 72,535 77,142 
40.00 Appropriation (indirect) ..............cccccsseccce —secssseeesssseees ase 

44.10 Supplemental for wage-board pay 
GS Siistentee ne hae AO a ncesttinccini 
44.20 Supplemental for civilian pay raises... ................ ST cise 
71.00 Obligations incurred, net ....................cccssse 70,335 77,135 77,142 
72.40 Obligated balance, start of year... 6,165 6,757 7,447 
74.40 Obligated balance, end of year... —6,757 —7,447 —8,083 
77.00 Adjustments, expired accounts ............c.sss0+« AS. hsspeteery ashenctebes 

90.00 Outlays, excluding pay raise supple- 
I aes sass scces earcccone 69,561 72,886 76,408 

91.10 Outlays from wage-board pay raise 
Sst echt 45 3 

91.20 Outlays from civilian pay raise sup- 
DONO eke sacsssssscissisecrs -cepsestoausmtat 3,514 95 





* Includes capital investment as follows: 1979, $1,557 thousand; 1980, $1,266 thousand; 1981, $1,480 thousand. 


1. Commissioners.—This activity includes the top ad- 
judicatory, policymaking, planning, and decision- 
making for the Commission’s basic functions. 

2. Broadcast.—This activity licenses and regulates 
broadcasting (AM, FM, TV) and its associated auxiliary 
services. In 1981, the Commission will continue to im- 
prove the effectiveness of broadcasting regulations and 
reduce application processing times. 

3. Common carrier.—This activity regulates the serv- 
ice offerings, facilities, rates and practices of interstate 
and international common carriers. In 1981, the Com- 
mission will continue to emphasize the economic issues 
associated with the regulation of common carrier rate 
and service levels. 

4. Private radio.—This activity includes the licensing, 
regulation and enforcement of seven major radio serv- 
ices: aviation, marine, public safety, industrial, land 
transportation, amateur, and personal. In 1981, the 
Commission will strive to improve the speed of service 
in all its licensing systems and will encourage greater 
user compliance through emphasis on education. 

5. Field operations.—This activity performs licensing, 
enforcement, and public service at various field loca- 
tions throughout the United States and its territories. 
In 1981, the Commission will continue to emphasize its 
public service program. 

6. Science and technology.—This activity acts as the 
staff adviser on broad scientific and technical matters 
and coordinates non-Federal spectrum allocation. Addi- 
tionally, this activity is responsible for the operation of 
the agency’s equipment testing and certification pro- 
gram. 

7. Cable television.—This activity is responsible for 
regulating cable television and its associated auxiliary 
services. 

8. Support.—This activity provides the Commission 
with expert advice, assistance and centralized staff sup- 
port. The fee refund program, which was begun in 1979, 
will continue in 1981. Also during 1981 the Commission 
will attempt to increase the quantity and quality of 
public participation in FCC decisionmaking, increase 
minority opportunity in telecommunication ownership 
and improve public understanding of FCC activities. 
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Object Classification (in thousands of dollars) 





Identification code 27-0100-0-1-376 1981 est. 
Direct obligations: 
Personnel compensation: : 
Permanent positions 46,608 51,637 51,532 
Positions other than permanent. ba 6 762 762 
Other personnel compensation 572 572 
Special personal services payments 133 133 


47,960 53,104 52,999 
4,553 5,009 4,999 
1,075 1,005 1,092 

319 319 347 
3,730 4,335 5,921 
3,210 3,913 
1,562 1,665 
4,802 3,796 

Supplies and materials 1,019 

Equipment 1,118 

Lands and structures 263 

Insurance claims and indemnities 10 


77,142 


1979 actual 1980 est. 








11.1 
11.3 
11.5 
11.8 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 


12.1 
21.0 
22.0 
23.1 
23.2 
24.0 
25.0 
26.0 
31.0 
32.0 
42.0 


Total direct obligations 


Reimbursable obligations: 
Personnel compensation: Permanent posi- 
tions 92 
Personnel benefits: Civilian 9 
Travel and transportation of persons 6 
Printing and reproduction 9 
Supplies and materials 4 


Total reimbursable obligations 160 120 120 
70,495 77,255 





Total obligations 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears fi 2,156 
Full-time equivalent of other positions (62) 
Full-time equivalent of overtime and holiday 


2,261 
2,219 
(40) 


2,261 
2,215 
(40) 


(10) 
$49,383 

9.52 
$21,578 
$16,723 


(23) (10) 
$49,123 $49,362 

9.52 9.52 
$20,120 $21,586 
$16,377 $16,666 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 


Reimbursable: 
Total number of permanent positions 3 
Total compensable workyears 3 
Full-time equivalent of other positions (0 (0) ( 
Full-time equivalent of overtime and holiday 


3 
3 
0 


) 


(0) (0) 
10.67 10.67 
$29,160 $29,299 


10.67 
$26,892 


Average GS grade 
Average GS salary 





FEDERAL DEPOSIT INSURANCE CORPORATION 
Federal Funds 


General and special funds: 
INVESTMENT IN FEDERAL Deposit INSURANCE CORPORATION 


Program and Financing (in thousands of dollars) 


Identification code 51-0202-0-1-371 1979 actual 1980 est. 1981 est. 


Financing: 
21.47 Unobligated balance _ available, 
start of year: Authority to 
— 3,000,000 


—3,000,000 = —3,000,000 


24.47 Unobligated balance available, end 
of year: Authority to borrow 


Budget authority 


3,000,000 3,000,000 3,000,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 





Outlays 





The Federal Deposit Insurance Corporation was cre- 
ated by the Banking Act of 1933 to provide protection 
for bank depositors and to foster sound banking prac- 
tices. This protection has been $40 thousand since No- 
vember 27, 1974. In order to accomplish its varied func- 
tions in the protection of bank depositors, the Corpora- 
tion is authorized to promulgate and enforce rules and 
regulations relating to the supervision of insured banks 
and to perform other regulatory and supervisory duties 
consistent with its responsibilities as insurer. The major 
portion of the Corporation’s operations consists of the 
examination of State banks that are not members of 
the Federal Reserve System and liquidation activities 
attendant to insured banks that have closed. 

The insurance fund is supported by an authorization 
to borrow up to $3 billion from the Treasury of the 
United States. No borrowing under this authorization 
has been made to date and none is anticipated in 1980 
and 1981. 


Trust Funds 


FEDERAL Deposir INSURANCE CORPORATION 


Program and Financing (in thousands of dollars) 





Identification code 51-8419-0-8-371 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs: 
Administrative and operating 
107,661 117,825 128,015 
Expenses incurred in protecting 
depositors in insured banks... 
Provision for loss in protecting 


depositors in closed insured 


3,992 


— 34,183 
3,628 


81,098 


Loss on sale of securities 





Total operating costs 121,825 132,015 
Unfunded adjustments, depreci- 
ation and provision for loss in- 


cluded above 


Total operating costs, funded 
Capital investment funded: Assets 
acquired in insured banks and 
143,415 


258,560 


—135 
121,690 


34,047 
115,145 


—135 
131,880 





10.00 Total obligations 121,690 131,880 


Financing: 
Offsetting collections from: 
Federal funds: Interest on U.S. 
Government securities 
Non-Federal sources: 
Recoveries on assets ac- 
quired in receivership and 


11.00 


— 665,287 — 760,000 — 950,000 


14.00 


— 364,489 — 345,000 — 148,000 


— 402,442 —415,249 — 453,952 


21.98 Unobligated balance _ available, 


start of year: Fund balance —7,645,402  —8,819,060 —10,217,619 





vities 
ation 
f the 


ation 
1980 


128,015 


132,015 


—135 


131,880 


131,880 


— 950,000 


— 148,000 
— 453,952 
0,217,619 
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24.98 Unobligated balance available, end 
of year: Fund balance 


10,217,619 


11,637,691 





Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: 
Fund balance 
74.98 Obligated balance, end of year: 
Fund balance 


90.00 Outlays 


—1,173,658 —1,398,559 —1,420,072 


392,519 437,232 488,673 


— 437,232 
— 1,218,370 


— 488,673 
— 1,450,000 


— 568,601 
— 1,500,000 








Status of Direct Loans (in thousands of dollars) 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2400 Repayments, prepayments, loan sales. 


170,250 
— 833 


169,417 


169,417 
—17,050 


152,367 


152,367 
— 44,669 


2900 Outstanding, end of year 107,698 





In order to facilitate deposit assumptions or to assist 
operating banks, the Corporation is authorized to pur- 
chase notes issued by the assuming bank, or in the case 
of direct assistance, notes issued by the operating bank. 
The above schedule reflects the outstanding principal 
amounts of these notes and projected repayments based 
on the notes agreements. 

Income of the Corporation is derived principally from 
insurance assessments paid by insured banks and inter- 
est on investment in U.S. Government securities. As of 
September 30, 1979, the deposit insurance fund amount- 
ed to $9.6 billion. The entire fund represents the accu- 
mulated net income of the Corporation and is reserved 
for the protection of depositors in insured banks and for 
payment of administrative and insurance expenses. No 
funds derived from taxes or Federal appropriation are 
allocated to or used by the Corporation in any of its 
operations. 

The estimates for 1980 and 1981 in these statements 
make no provision for losses and expenses which might 
occur by reason of the closing of any bank after Sep- 
tember 30, 1979, because there is no sound basis for 
predicting which insured banks if any, will close after 
that date. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 


Revenue: 





668,933 
368,219 
30,577 


1,067,729 


760,000 
402,249 
13,000 


1,175,249 


950,000 
443,952 
10,000 


1,403,952 





Total revenue 


Expenses: 
Administrative and operating expenses 107,661 
Loss on sale of securities 3,628 
Expenses incurred in protecting depositors in 

insured banks 








117,825 


—30,191 4,000 4,000 
81,098 = 121,825 132,015 
986,631 1,053,424 ~—-1,271,937 





Total expenses 





Net income for year 


Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





6,153 4,286 4,286 4,286 


8,031,768 
147,266 


9,252,006 
181,614 


10,702,006 
216,614 


12,202,006 
176,614 
Fixed  assets—office building 
6,317 6,181 6,046 5,911 
Assets acquired in receivership 
and deposit assumption trans- 


actions (net) 963,073 


9,154,577 


774,586 
10,218,673 


427,586 
11,356,538 


277,586 
12,666,403 





Total assets 


Liabilities: 
Accounts payable and accrued |i- 








539,785 
16,565 


556,350 


618,846 
14,969 


633,815 


705,287 
12,969 


718,256 


745,215 
10,969 


756,184 


Franklin Building notes payable 
Total liabilities 











Government equity: 
Unobligated balance 
Invested capital and earnings 


7,645,402 
952,825 


8,598,227 


8,819,060 
765,798 


9,584,858 


10,217,619 
420,663 


10,638,282 


11,637,691 
272,528 


11,910,219 





Total Government equity 





Analysis of changes in Government equity: 
Retained income: 
Opening balance 
Net income 


8,598,227 
986,631 


9,584,858 


9,584,858 
1,053,424 


10,638,282 


10,638,282 
1,271,937 


11,910,219 





Total Government equity (end of year) .. 





Object Classification (in thousands of dollars) 


Identification code 51-8419-0-8-371 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 78,350 85,401 
Other personnel compensation 350 381 
Special personal services payments 1,214 900 900 


Total personnel compensation 72,878 79,600 86,682 
Personnel benefits: Civilian 6,510 7,200 7,848 
Travel and transportation of persons 15,688 17,800 19,000 
Transportation of things 298 330 350 
Communications, utilities, and other rent... 7,979 9,400 10,100 
Printing and reproduction 1,065 1,200 1,200 
Other services 4,056 4,560 5,000 
Supplies and materials... 1,028 1100 1,200 
Equipment 3,789 
Undistributed (closed bank activities) 145,269 


258,560 








Total obligations 121,690 131,880 





Personnel Summary 





Total number of permanent positions... 3,691 3,741 
Total compensable workyears. ; 3,525 3,575 
Full-time equivalent of other positions (28) (28) 
Full-time equivalent of overtime and holiday 
(15) (15) 
Average ES salary $51,250 $51,250 
Average GS grade..... 9.5 9.5 
Average GS salary $21,200 $22,200 





FEDERAL ELECTION COMMISSION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary to carry out the provisions of the Federal 
Election Campaign Act Amendments of 1976, [$8,646,000, of which 
$400,000 shall be available only for activities, including contract sup- 
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General and special funds—Continued 
SALARIES AND ExPENsEs—Continued 


port, of the National Clearinghouse of the Federal Election Commis- 
sion] $9,400,000. (Independent Agencies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 95~1600-0-1-806 





1979 actual 1980 est. 1981 est. 
Program by activities: 

Administration of the Federal Election Cam- 
paign Act of 1971 as amended (pro- 
gram costs, funded)* 

Change in selected resources (undelivered 


8,084 9,265 


202 — 226 


10.00 Total obligations 8,286 9,039 


Financing: 
25.00 Unobligated balance lapsing 


Budget authority 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year..... 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 


Outlays, excluding pay raise supple- 
tal 


9,484 
91.20 Outlays from civilian pay raise sup- 


plemental 377 


* Includes capital investment as follows: 1979, $36 thousand; 1980, $50 thousand; 1981, $50 thousand. 


The Coramission monitors compliance with the law 
relative to limitations on campaign expenditures and 
political contributions to provide for public financing of 
Presidential nominating conventions and Presidential 
primary elections and for other purposes relative to 
Federal elections. 

The Commission is required to submit a report to the 
President and Congress not later than June 1 each 
year. ; 
Object Classification (in thousands of dollars) 


Identification code 95-1600-0-1-806 


Personnel compensation: 
Permanent positions 
Positions other than permanent = 
Other personnel compensation 36 


Total personnel compensation 5,849 
12.1 Personnel benefits: Civilian 543 
21.0 Travel and transportation of persons 212 
22.0 — Transportation of things 7 
23.1 — Standard level user charges 372 
23.2 Communications, utilities, and other rent... . 464 
24.0 — Printing and reproduction 284 
25.0 — Other services i 1,110 
26.0 — Supplies and materials hes 148 
31.0 — Equipment 50 


99.0 9,039 


1970 actual 1980 est. 1981 est. 





11.1 
11.3 
11.5 


5,659 5,718 


Total obligations 








Personnel Summary 


Total number of permanent positions 244 
Total compensable workyears om 262 
Full-time equivalent of other positions (18) 
Full-time equivalent of overtime and holiday 
hou 
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9.73 
$19,991 


9.45 9.45 
$19,961 $19,961 


Average GS grade 
Average GS salary... 


FEDERAL EMERGENCY MANAGEMENT AGENCY 
Federal Funds 


General and special funds: 
EMERGENCY PLANNING, PREPAREDNESS, AND MOBILIZATION* 
*See Part III for additional information. 


For necessary expenses, not otherwise provided for, to carry out 
civil defense and emergency preparedness activities, including activi- 
ties authorized by section 103 of the National Security Act (50 U.S.C. 
—404 et seg.) the Strategic and Critical Materials Stock Piling Act (50 
U.S.C. 98[-98h-8]), the Federal Civil Defense Act of 1950, as amend- 
ed (50 U.S.C. App. 2251[[-2297] et. seg., and the Defense Production 
Act of 1950, as amended (50 U.S.C. App. 2061[-2166] et seq, 
[[$129,621,000] $160,121,000 of which not to exceed [$37,100,000] 
$39,034,000 shall be available for allocation under section 205 of the 
Federal Civil Defense Act of 1950, as amended. (Department of Hous- 
ing and Urban Development—Independent Agencies Appropriation 
Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 58-0200-0-1-054 1979 actual 1980 est. 1981 est. 








Program by activities: 
Direct program: 
1. Financial assistance to States 
2. Plans and preparedness 
3. Warning and communications 
4. Information and education 


39,034 
63,257 
22,128 

7,141 


131,560 
___ 2,425 


133,985 


39,034 
84,164 
25,933 
10,990 


160,121 
2,146 


162,267 


125,537 
3,206 


128,743 


Total direct program 
Reimbursable program 


10.00 Total obligations + 


Financing: 
11.00 Offsetting collections from: Federal funds... 
21.40 Unobligated balance, beginning of year 
24.40 Unobligated balance, end of year 
25.00 Unobligated balance lapsing 


Budget authority 


Budget authority: 
40.00 Appropriation 
44.10 Supplemental for wage-board pay 


—3,206 


131,480 160,121 





129,621 160,121 


235 
1,624 





Distribution of budget authority by account: 

Emergency planning, preparedness, and mobiliza- 
tion, FEMA 

Operations and maintenance, Defense Civil Pre- 
paredness Agency 

Research, shelter survey, and marking, Defense 
Civil Preparedness Agency 

Salaries and expenses, Federal Preparedness 


131,480 
77,195 
19,225 
36,650 
Relation of obligations to outlays: 
71.00 Obligations incurred, net 


72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


160,121 
54,057 
— 10,033 


125,537 
58,610 
— 52,733 


131,560 
52,733 
— 54,057 


Outlays, excluding pay raise supple- 


131,414 128,413 144,109 


91.10 Outlays from wage-board pay raise 
supplemental 230 

Outlays from civilian pay raise sup- 
1,593 


plemental 


91.20 





Distribution of outlays by account: 
Emergency planning, preparedness, and mobiliza- 


tion, FEMA 144,145 


130,236 





9.45 
$19,961 


rry out 
. activi- 
) U.S.C. 
Act (50 
amend- 
duction 
et seq, 
10,000] 
» of the 
f Hous- 
riation 


39,034 
84,164 
25,933 
10,990 


160,121 
2,146 


162,267 


OTHER INDEPENDENT AGENCIES 
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Operations and maintenance, Defense Civil Pre- 
paredness Agency 
Research, shelter survey, and marking, Defense 
Civil Preparedness Agency 
Salaries and expenses, Federal Preparedness 
36,965 





Includes capital investment as follows: 1978, $23 thousand; 1979, $24 thousand; 1980, $25 thousand. 


1. Financial assistance to States.—Provides matching 
grants to State and local governments to assist them in 
developing and maintaining an organizational capabili- 
ty to meet their responsibilities under the Federal Civil 
Defense Act of 1950, as amended, and in the design, 
construction, equipping, and operation of State and 
local emergency operating centers and warning sys- 
tems. 

2. Plans and preparedness.—Plan and prepare for 
management of major disasters, civil and military. Pro- 
vide continuity of government policy guidance to Feder- 
al departments and agencies in the performance of 
their emergency preparedness responsibilities, leader- 
ship and guidance in the development of an analytical 
base for broad nonmilitary defense policy and emergen- 
cy preparedness responsibilities and improvement of 
the technical basis for ongoing and potential civil de- 
fense programs and operations. Includes funds in 1980 
for an enhanced civil defense program. Plan and contin- 
ue preparation for protection of people against nuclear 
attack, developing a nationwide inventory of shelter 
space in existing structures for protection against ther- 
mal, blast, and fallout radiation effects of nuclear weap- 
ons, and plans for their use in emergency periods; plan- 
ning for the relocation of people and attendant care in 
a period of crisis through conducting pilot projects in 
and around risk areas containing “counterforce” mili- 
tary installations and in surrounding host areas; and 
providing radiological defense system and plan for the 
deployment of instruments, trained personnel for oper- 
ating the instruments and a means of communicating 
radiological information. Identify and evaluate current 
and possible future threats to national security from 
dependence on the natural, industrial, or economic re- 
sources of any foreign nation, and develop concepts, 
plans, and systems for managing the Nation’s critical 
resources in a range of national and civil emergencies. 

3. Warning and communications.—Provides for the 
operation, maintenance, and continuing development of 
the nationwide emergency warning system and the 
communications systems essential to the continuity of 
Government programs. , 

4. Information and education.—Prepare officials in 
all pertinent units of Federal, State, and local govern- 
ments and their supporting constituencies to the re- 
sponsibilities and challenges of emergency manage- 
ment; and to educate the general public to the degree 
that will enhance its safety and survival. 


Object Classification (in thousands of dollars) 


Wentitication code 58-0200-0-1-054 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
1.1 Permanent positions 28,688 34,711 35,777 
11.3 Positions other than permanent 165 140 
11.5 Other personnel compensation 115 540 881 


29,033 35,416 36,798 





Total personnel compensation 


Personnel benefits: Civilian 3,498 3,630 
Travel and transportation of persons 7 1,286 1,370 
Transportation of things 100 185 
Standard level user charges 3,044 3,159 
Communications, utilities, and other rent.... 18,025 17,928 
Printing and reproduction 1,533 1,318 
Other services = 26,202 49,964 
Supplies and materials . ida 2,900 3,252 
Equipment = 2,097 
Land and structures 571 
Grants, subsidies, and contributions 37,565 39,113 39,829 
Insurance claims and indemnities 20 3 20 


Total direct obligations 125,537 131,560 160,121 





Reimbursable obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 





Total personnel compensation 
Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
23.2 Communications, utilities, and other rent... 
25.0 — Other services 
26.0 Supplies and materials . 
31.0 Equipment 


Total reimbursable obligations 3,206 2,425 2,146 
99.0 Total obligations 128,743 133,985 162,267 








Personnel Summary 





Direct: 

Total number of permanent positions 1,407 1,407 
Total compensable workyears aa b 1,398 1,399 
Full-time equivalent of other positions ( (42) (42) 

Full-time equivalent of overtime and holiday 
(0) (0) 
Average ES salary... a $49,800 $49,800 
Average GS grade Bee 10.14 10.13 
Average GS salary a $24,400 $24,400 
Average salary of ungraded positions $19,752 $21,134 








Reimbursable: 
Total number of permanent positions 55 55 
Total compensable workyears = 9 9 9 
Full-time equivalent of other positions (65) (60) (60) 
Full-time equivalent of overtime and holiday 
(0) (0) (0) 


Average GS grade om 6.80 6.80 6.80 
Average GS salary ... $13,691 $14,650 $14,650 
Average salary of ungraded positions $19,556 $19,752 $21,134 





HazarpD MITIGATION AND DISASTER ASSISTANCE 


For necessary expenses, not otherwise provided for, to carry out 
activities under the National Flood Insurance Act of 1968, as amend- 
ed, and the Flood Disaster Protection Act of 1973 (42 U.S.C. [Chap. 
50] 400 et seqg.), the Urban Property Protection and Reinsurance Act 
of 1968, as amended, and the National Insurance Development Act of 
1975 (12 U.S.C. 1749 bbb et seg.), the Disaster Relief Act of 1974 (42 
U.S.C. 5121 et seq.), the Earthquake Hazards Reduction Act of 1977 
(42 U.S.C. 7701[-7706] et seq.), the Federal Fire Prevention and 
Control Act of 1974, as amended (15 U.S.C. 278f, 278q, and 2201[- 
2219] et seg.), the National Science and Technology Policy, Organiza- 
tion, and Priorities Act of 1976 (42 U.S.C. 6601, 6671) and Reorganiza- 
tion Plan No. 3 of 1978, including not to exceed $500 for official 
reception and representation expenses, [$118,709,000] $113,900,000. 
(Department of Housing and Urban Development—Independent Agen- 
cies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 58-0201-0-1-453 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 


1. Insurance and hazard mitigation 12,370 10,785 11,579 
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Program and Financing (in thousands of dollars) —Continued 





Identification code 58-0201-0-1-453 1979 actual 1980 est. 1981 est. 








2. Fire prevention and control 12,449 14,471 13,081 
3. Facilities, fire academy 3,604 9,336 8,808 
4. Disaster relief administration 7,228 9,393 8,686 
5. Flood studies and surveys 81,811 69,500 61,591 
6. Execution direction 11,331 10,642 10,956 


Total direct program .. 128,793 = 124,127 114,701 
Reimbursable program 849 
Change in selected resources : 3,285 








10.00 Total program costs, funded—obliga- 
i 132,927 124,893 114,947 
Financing: 
11.00 Offsetting collections from: Federal funds... —849 —166 —246 
21.40 Unobligated balance available, start of year — 6,986 —4,374 
24.40 Unobligated balance available, end of year. 4,374 


25.00 Unobligated balance lapsing 4,155 
Budget authority 133,621 





120,554 113,900 





Budget authority: 
40.00 Budget authority (appropriation) 133,621 118,709 
44.20 Supplemental for civilian pay raises 1,845 


113,900 





Distribution of budget authority by account: 

Hazard mitigation and disaster assistance, FEMA 
Flood insurance, HUD, FIA 85,000 
Salaries and expenses, HUD, FIA 9,723 
Salaries and expenses, HUD, FDAA 7,228 
Operations, research, and administration, NFPCA. 17,395 
Facilities, NFPCA 6,400 
Salaries and expenses, GSA, FPA 1,443 
Operations and maintenance, DCPA 3,764 
Operations, research, and facilities, NOAA 1,000 
Administration and staff support services, sala- 

ries and expenses, GSA 383 
Operation and maintenance, Army 200 
Research, shelter survey, and marking, DCPA 450 


120,646 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 132,078 
72.40  Obligated balance, start of year 3,975 
73.40  Obligated balance transferred, net 232 
74.40  Obligated balance, end of year —§2,687 


124,127 
52,687 
—41,058 
— 46,828 


114,701 
46,828 
96,809 

—52,528 





90.00 Outlays, excluding pay raise supple- 
tal 


83,598 128,176 108,966 
91.20 Outlays from civilian pay raise sup- 


plemental 1,810 35 





Distribution of outlays by account: 

Hazard mitigation and disaster assistance, FEMA 
Flood insurance, HUD, FIA 43,022 
Salaries and expenses, HUD, FIA 8,524 
Salaries and expenses, HUD, FDAA 7,228 
Operations, research, and administration, NFPCA. 13,995 
Facilities, NFPCA 3,523 
Salaries and expenses, GSA, FPA 1,455 
Operations and maintenance, DCPA 3,748 
Operations, research, and facilities, NOAA 300 
Administration and staff support services, sala- 

ries and expenses, GSA 383 
Operation and maintenance, Army 200 
Research, shelter survey, and marking, DCPA 425 


129,986 109,001 


Note.—Includes the following amonts for activities transferred to Hazard mitigation and disaster assistance Federal 
Emergency Management Agency. . 
1979 


This appropriation provides for the continuation of 
activities previously performed by the U.S. Fire Admin- 
istration under appropriations to the Department of 
Commerce, by the Federal Insurance Administration 
and Federal Disaster Assistance Administration under 
appropriations to the Department of Housing and 
Urban Development, and by the Office of Science and 
Technology Policy in the Executive Office of the Presi- 
dent. It also provides for the executive direction of the 
new Federal Emergency Management Agency, a part of 
which was previously charged to appropriations of the 
Defense Civil Preparedness Agency and the Federal 
Preparedness Agency. 

The account includes funding for flood studies and 
surveys in support of the activities of the National 
Flood Insurance Fund. This work was previously fi- 
nanced by a separate appropriation. 

Amounts shown for Disaster Relief Administration 
reflect a basic change in the manner of funding these 
activities. Financing of the personnel required to ad- 
minister the relief program is by direct appropriation, 
rather than the previous method of reimbursement 
from the Disaster relief account. Expenses related to 
response to specific disasters will continue to be 
charged directly to the Disaster relief account. Legisla- 
tion to accommodate this change will be proposed. 

The amounts shown for 1979 were not appropriated 
to this account but are included on the same basis as 
the 1981 budget request to provide for a comparative 
analysis. The Federal Emergency Management Agency 
was activated on April 15, 1979. Activities of FEMA for 
the remainder of 1979 were financed by transfers of 
funds from appropriations previously made to the com- 
ponent agencies and functions. 

1. Insurance and hazard mitigation.—Provides funds 
for the following hazard mitigation and insurance func- 
tions: (a) management of the flood study program, the 
determination of actuarial premium rates and the de- 
velopment, coordination, and management of a hazards 
reduction program, which includes developing appropri- 
ate land uses and building standards; (b) providing com- 
munities with flood hazard boundary maps that outline 
flood-prone areas and flood insurance rate maps which 
show flood elevations and outline risk zones used for 
insurance purposes; (c) management of the crime insur- 
ance and riot reinsurance programs, and (d) planning 
and interacting directly with community leaders in as- 
sisting them in establishing preparedness programs de- 
signed to save lives and mitigate the social and econom- 
ic impacts of natural disasters with primary emphasis 
on hurricanes, earthquakes, floods, and winter storms, 
together with dam safety. 

2. Fire prevention and control.—Provides funds to 
reduce fire deaths, injuries, incidents and property loss 
through the development and dissemination of effective 
public fire education programs to States, communities, 
and high-risk groups; fire data center which furnishes 
quantitative and reference information to fire services 
and others concerned with fire prevention and control 
for use in identifying major problem areas, setting pri- 
orities, obtaining possible solutions to problems, and 
monitoring progress made; and for improved planning, 
research, and technology necessary to significantly de- 
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crease fire-caused losses and to improve the cost-effec- 
tiveness of fire protection. 

8. Facilities, fire academy.—Provides funds for the 
advancement of the professional development of fire 
service personnel and others engaged in fire prevention 
and control activities. 

4, Disaster relief administration.—Funds are provided 
for the administrative expenses of the Federal Emer- 
gency Management Agency in coordinating the disaster 
relief program. 

5. Flood studies and surveys.—Provides funds for 
studies of flood-prone communities to determine the 
degree of risk and establish evaluations based on the 
probability of flooding in a 100-year period. These eval- 
uations make it possible for communities to enforce 
ordinances which will reduce the risk of flooding to 
actuarially predictable rates. 

6. Executive direction.—Provides for the salaries, 
travel, and administrative expenses related to the Di- 
rector of FEMA, his immediate staff and the common 
administrative functions, such as accounting, budget, 
personnel, procurement, and general counsel activities, 
necessary to the operation of the agency. 


Object Classification (in thousands of dollars) 
Wentification code 58-0201-0-1-453 


Direct obligations: 
Personnel compensation: 
Permanent positions 19,354 22,962 
Positions other than permanent... bs 745 : 1,908 
Other personnel compensation 107 99 


20,206 24,969 
Personnel benefits: Civilian 1,982 2,438 
Travel and transportation of persons 1,481 ; 2,082 
Transportation of things 182 329 
Standard level user charges 1,211 1,212 
Communications, utilities, and other rent.... 1,415 1,364 
Printing and reproduction 3,513 
Other services 5 92,038 
Supplies and materials .. 2: 425 
Equipment - 415 
Grants, subsidies, and contributions 2,986 
Change in selected resources 2,939 


123,023 





1979 actual 1980 est. 1981 est. 








Total personnel compensation 





Total direct obligations 








Reimbursable obligations: 
Personnel compensation: 
Permanent positions 
113 Positions other than permanent... 
11.5 Other personnel compensation 





Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 — Travel and transportation of persons 
23.2 Communications, utilities, and other rent... 
25.0 — Other services 
41.0 — Grants, subsidies, and contributions 





Total reimbursable obligations 
94.0 Change in selected resources 





99.0 Total obligations 132,927 124,893 114,947 





Personnel Summary 





Direct: 
Total number of permanent positions 1,018 
Total compensable workyears - 986 
Full-time equivalent of other positions (45) 
Full-time equivalent of overtime and holiday 


1,007 
1,012 
(148) 


(0) 
$49,800 


(0) 
$49,800 


Average ES salary 


11.40 11.36 
$21,180 $22,416 


Average GS grade 
Average GS salary 


11.71 
$24,795 


Reimbursable: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


11.54 
$23,625 


Average GS grade 
Average GS salary 





a 


Public enterprise funds: 


NATIONAL INSURANCE DEVELOPMENT FUND 
Program and Financing (in thousands of dollars) 


Identification code 58-4235-0-3-451 





1979 actual 1980 est. 





Program by activities: 
1. Riot reinsurance claims. 
2. Crime insurance: 
(a) Insurance claims 19,623 23,598 
(b) Operating expenses. 5,400 1 5,886 
3. Studies and surveys 309 100 
4. Administrative expenses 240 246 


28,681 30,665 


3,110 835 





Total program costs, funded 
Change in selected resources (undelivered 
orders) 119 


28,800 





10.00 Total obligations 


Financing: 
Offsetting collections from: 
11.00 
—4751 
14.00 Non-Federal sources: 
Riot reinsurance premiums earned 
Crime insurance premiums 
Unobligated balance available, start of 
year: 
Authority to borrow 
Fund balance 
Unobligated balance available, end of year: 
Authority to borrow 
Fund balance 


Budget authority 


—976 
— 14,806 


—1,952 
— 12,296 


—1,170 
— 15,785 


21.47 
21.98 


— 250,000 
—15,514 


— 250,000 
— 65,713 


— 250,000 
— 54,651 


24.47 
24.98 


250,000 250,000 


54,651 


250,000 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
ance 3,960 


11,062 10,670 


1,806 2,271 


— 1,806 
11,954 


—2,271 
10,597 


— 2,308 
10,633 





90.00 





The National insurance development fund provides 
the funding source for two programs authorized by the 
Urban Property Protection and Reinsurance Act of 
1968, as amended: (1) The FAIR (fair access to insur- 
ance requirements) plan/riot reinsurance program, a 
cooperative effort by insurance companies, State gov- 
ernments, and the Federal Government aimed at pro- 
viding reasonable access to essential property insurance 
in urban areas; and (2) the Federal crime insurance 
program, which provides burglary and robbery insur- 
ance at affordable premium rates on properties that 
meet protective device requirements where such cover- 
age is not available in the private market. 

Budget program—1. Riot reinsurance claims.—The es- 
timate of claims paid through riot and civil disorder 
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NATIONAL INSURANCE DEVELOPMENT Funp—Continued 


reinsurance is expected to be about $862 thousand in 
1980 and $835 thousand in 1981. 

2. Crime insurance—(a) Insurance claims.—Claims re- 
flect insurance payments in the program. 

(b) Operating expenses.—Expenses are incurred by 
fiscal agents in issuing policies, settling claims, and 
maintaining accounting and statistical records. 

3. Studies and surveys.—This includes expenses of 
continuing reviews of market availability of essential 
property insurance as well as a study of the effective- 
ness of FAIR plans. : 

4. Administrative expenses.—This represents the ad- 
ministrative cost of operating the programs. 

Financing.—Claims and expenses are estimated to be 
paid from premium income and income from holdings 
of Government securities. Thus, it is anticipated that 
none of the $250 million in Treasury borrowing authori- 
ty will be utilized. 

Operating results.—Claims and expenses are expected 
to exceed premium and investment income due to losses 
under the crime insurance program, resulting in a de- 
crease in the reserves of the fund. 

Net losses of the crime insurance program, estimated 
at $13,910 thousand in 1980 and $14,411 thousand in 
1981, will be funded by reserves. 


Revenue and Expense (in thousands of dollars) 








1979 actual 1980 est. 1981 est. 





Riot reinsurance program: 
6,896 
3,230 


3,666 


4,599 4,210 
1,483 958 


3,116 3,252 





Crime insurance program: 


Revenue 13,033 


25,451 
— 12,418 
—8,752 


15,074 
28,984 


— 13,910 
—10,794 


15,296 
29,707 


—14,411 
— 11,159 








Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 
U.S. securities (par) 
Accounts receivable (net).. 
Advances made 571 


81,884 


27,437 
52,037 


5,482 
62,037 
1,504 
2,093 


71,116 


4,774 
52,148 
1,724 


3,883 
42,406 





Total assets 
Liabilities: 
Accounts payable including funded 


accrued liabilities 
Advances received 


58,646 47,903 





5,771 
3,241 


9,012 


4,683 5,052 5,247 
2,313 268 489 


Total liabilities 6,996 5,320 5,736 








Government equity: 
Unexpended balances: 
Unobligated balance 
Undelivered orders 
Unfinanced budget authority: 
Unfilled customer orders 
Borrowing authority 


Total Government equity 


325,514 315,713 =: 304,651 293,981 
599 718 718 718 


—3,241 
— 250,000 


72,872 


— 2,313 
— 250,000 


64,120 


— 2,043 
— 250,000 


53,326 


— 2,532 
— 250,000 


42,167 








Analysis of changes in Government equity: 
Retained income: 
Opening balance 
Transactions: Net operating income 


Prior year income adjustment 
Closing balance 


Total Government equity (end of year) 





Note.—This statement excludes unfunded contingent liabilities under the riot reinsurance program as follows: 1979, $1.9 
billion; 1980, $2.1 billion; 1981, $2.1 billion. Unfunded contingent liabilities under the crime insurance program are as follows: 
1979, $472 million; 1980, $564 million; 1981, $600 million. 

Object Classification (in thousands of dollars) 
Identification code 58-4235-0-3-451 


25.0 Other services 
42.0 — Insurance claims and indemnities................ 


Total costs, funded 
94.0 Change in selected resources 


99.0 Total obligations 





1979 actual 


5,949 
22,733 


28,681 
119 


1980 est. 1981 est. 


6,763 6,232 
23,704 24,433 


30,467 30,665 





28,800 30,467 30,665 





NATIONAL FLoop INSURANCE FUND 


For repayment under a note dated September 28, 1979, issued by the 
Director of the Federal Emergency Management Agency to the Secre- 
tary of the Treasury pursuant to Section 15(e) of the Federal Flood 
Insurance Act of 1956, as amended, $603,000,000. 


Program and Financing (in thousands of dollars) 


Identification code 58-4236-0-3-453 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Insurance underwriting expense 
2. Loss and adjustment expense... 
3. Interest expense 
Adjustment of prior year costs 


39,090 
399,345 
22,120 
2,491 


463,046 


49,379 
186,958 
36,399 


55,800 
209,115 
10,613 


Total program costs, funded 
Change in selected resources (undelivered 
orders) 


272,736 


8,620 
281,356 


275,528 


— 6,043 


10.00 Total obligations 464,924 269,485 


Financing: 
14.00 Offsetting collections from: Non-Federal 
— 152,053 


— 304,444 


—171,278 

21.47 Unobligated balance available, start of 
year: Authority to borrow 

24.47 Unobligated balance available, end of year: 
Authority to borrow 

25.00 Unobligated balance lapsing 


Budget authority 


— 265,141 


265,141 269,934 


500,000 








Budget authority: 
40.00 Appropriation 
47.00 Authority to borrow 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.47 Obligated balance, start of year: Authority 


327,597 = 129,303 98,207 


47,608 136,582 111,403 


— 101,282 
108,358 


to borro 
74.47 Obligated balance, end of year: Authority 
to borrow 


— 136,582 
238,623 


—111,403 


90.00 Outlays 154,482 


The National Flood Insurance Act of 1968, as amend- 
ed, authorizes the Federal Government to provide flood 
insurance on a national basis. Flood insurance may be 
sold or continued in force only in communities which 
enact and enforce appropriate flood plain management 
measures. Communities must participate in the pro 
gram within 1 year of the time they are identified as 
flood prone in order to be eligible for flood insurance 


Policies 
Insuran 


Revenue 


Expense. 


Assets: 
Fund | 
Accou 


Liabilitie 








55,800 
09,115 
10,613 


171,278 
265,141 


269,934 
500,000 


603,000 


98,207 
111,403 


- 101,282 
108,358 
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and some forms of Federal financial assistance for ac- 
quisition or construction purposes. 

Under the emergency program, structures in identi- 
fied flood-prone areas are eligible for limited amounts 
of coverage at subsidized insurance rates. Under the 
regular program, studies must be made of different 
flood risks in flood-prone areas to establish actuarial 
premium rates. These rates are charged for insurance 
on new construction. Coverage is available on virtually 
all types of buildings and their contents in amounts up 
to $245 thousand for residential and $550 thousand for 
other types. 

In previous years, the costs of the aforementioned 
studies and surveys were reflected as a part of the 
budget for this account but were appropriated as a 
separate appropriation entitled “Flood Insurance.” Ef- 
fective with this FEMA budget, the flood studies and 
surveys are included as a separate budget activity clas- 
sification in the new “Hazard Mitigation and Disaster 
Assistance’ account. 

Significant indicators of program size are as follows: 

















1979 actual 1980 estimate 1981 estimate 
UREN ON ote oss Ssaacpontecace 1,700,000 1,900,000 2,100,000 
Insurance in force (billions of dollars) ................sec. 67.2 71.5 81.2 
Communities in PrOgram...........ccsssssescccscsssssseessseessees 16,660 16,900 17,100 









Budget program.—1. Insurance underwriting ex- 
pense.—Cost of initiating and maintaining flood insur- 
ance policies is estimated at $55,800 thousand in 1981. 

2. Loss and adjustment expense.—Insured flood losses 
and associated loss adjustment expense is estimated at 
$209,115 thousand in 1981. 

3. Interest expense.—Interest on Treasury borrowings 
needed to defray underwriting and loss expenses is esti- 
mated at $10,613 thousand in 1981. 

Financing.—The Administrator is authorized to 
borrow up to $1 billion to carry out the program. Bor- 
rowings are estimated to total $208,396 thousand by the 
end of 1981. An appropriation of $603 million is request- 
ed in 1981 to retire agency debt. The program is also 
financed through premium income. 

Operating results.—Cumulative expenses are expected 
to exceed revenue and receipts from Federal and non- 
Federal sources by approximately $310 million by the 
end of 1981. The cumulative deficit is financed by 
charges against borrowing authorization of approxi- 
mately $208 million. 


Revenue and Expense (in thousands of dollars) 


























































































1979 actual 1980 est. 1981 est. 








































































































BI sii deeeesra rts dace nara inse trinsic. 125,645 144,690 161,666 
NE cele eel Racca cqot tis ccacigssscsactesnsiere 463,046 272,736 275,528 
Net loss for the year ..........sssssecsccccssssseeseeeeees —337,401 —128,046 —113,862 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with Treasury... sscscsssssssssee 16,025 60,596 174,875 
Accounts receivable 2,407 610 1,520 1,713 
Total assets........csssccsssssssesees 2,407 16,635 62,116 176,588 
Liabilities: 
Accounts payable including funded 
accrued liabilities ..............s-s00e-: 46,497 147,852 159,534 166,898 
Advances received........scssssssssssssses 59,501 71,183 78,546 88,158 








Debt issued under borrowing au- 



































thority from Treasury................- 230,366 __ 468,950 623,441 231,799 
Total liabilities... 336,365 687,994 861,521 486,855 
Government equity: 
Unexpended balances: 
Unobligated balance................... 222,041 394,444 265,141 269,934 
Undelivered Orders ...............-.s00« 3,502 —5,380 —14,000 —1,957 
Unfinanced budget authority: 
Borrowing authority — 269,634 —531,041 -—376,599 —268,201 
Unfilled orders —§9,501 —71,183 —78,546 — 88,158 
Invested Capital ..............sssssccssseeeee — 230,366 —468,959 —623,441 = 231,799 
Total Government equity ....... —333,958 —671,359 —799,405 —310,267 
Analysis of changes in Government equity: 
Paid-in capital: 
CN ON ica OE . -ee 
IORI tic ese, glee, + ue Ne 603,000 
ROU ne cnitnaee  ceoie: Teeeueera 603,000 
Retained income: 
CII RINGO sao td cae. — 333,958 —671,359 —799,405 
Transactions: Net loss for the year.................. —337,401 —128,046 —113,862 
CISION Sos ccsssessocnsseracretee mcosnccpeetoores —671,359 —799,405 —913,267 
Total Government equity (end of year) ...... —671,359 —799,405 —310,267 





Note.—This statement excludes unfunded contingent liabilities under the insurance program as follows: 1979, $67 billion; 
1980, $71 billion; 1981, $81 billion. 


Object Classification (in thousands of dollars) 
Identification code 58-4236-0-3-453 

















1979 actual 1980 est. 1981 est. 
DUNE «CUI SOI ao a 39,090 49,379 55,800 
42.0 — Insurance claims and indemnities.... 401,836 186,958 209,115 
43.0 Interest and dividends ..............c..cesssseesseeen 22,120 36,399 10,613 
Total costs, fUunded..............sssssecesssee 463,046 272,736 275,528 
94.0 Change in selected resources ..............c.sss0e 1,878 8,620 — 6,043 
99.0 Total obligations ................csssesccsssseeee 464,924 281,356 269,485 








ADMINISTRATIVE PROVISIONS 


Appropriations contained in this Act for the Federal Emergency 
Management Agency shall be available for hire of motor vehicles, 
services as authorized by 5 U.S.C. 3109, and expenses of attendance of 
cooperating officials and iridividuals at meetings concerned with the 
work of emergency preparedness. 

Appropriations contained in this Act for Federal Emergency Man- 
agement Agency shall be available for the provision of transportation 
in connection with the continuity of government program to the same 
extent and in the same manner as permitted the Secretary of a 
Military Department under 10 U.S.C. 2632. (Department of Housing 


and Urban Development—Independent Agencies Appropriation Act, 
1980.) 


FEDERAL HOME LOAN BANK BOARD 


The Federal Home Loan Bank Board formulates poli- 
cies for and supervises the operation of the 12 Federal 
home loan banks, the system of Federal savings and 
loan associations, the Federal Savings and Loan Insur- 
ance Corporation, and the Federal Home Loan Mort- 
gage Corporation. It is also responsible for the examina- 
tion of Federal savings and loan associations and for 
the examination and supervision of State-chartered in- 
stitutions insured by the Federal Savings and Loan In- 
surance Corporation. 

The expenditure programs of the Federal Home Loan 
Bank Board and the Federal Savings and Loan Insur- 
ance Corporation are presented as business-type budg- 
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ets. The Home Owner’s Loan Act of 1938, as amended, 
provides that all expenses of the Office of Examinations 
and Supervision shall be considered nonadministrative. 
The administrative expenses of the Federal Home Loan 
Bank Board, including the home office of the Office of 
Examinations and Supervision, are paid from assess 
ments against the 12 Federal home loan banks and the 
Federal Savings and Loan Insurance Corporation. The 
expenses of the field offices of the Office of Examina- 
tions and Supervision are paid from fees collected from 
savings and loan institutions examined and from assess- 
ments against the Federal Savings and Loan Insurance 
Corporation. 


Federal Funds 
General and special funds: 


INTEREST ADJUSTMENT PAYMENTS 


Program and Financing (in thousands of dollars) 





Identification code 82-0100-0-1-371 1979 actual 1980 est. 1981 est. 





Financing: 
17.00 Recovery of prior year obligations 
25.00 Unobligated balance lapsing 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 65 





Title I of the Emergency Home Finance Act of 1970 
authorized the Federal Home Loan Bank Board to sub- 
sidize the interest rate charged by each of the 12 Feder- 
al home loan banks on lending to member savings and 
loan associations in order to stabilize the flow of funds 
into residential construction. The program was initiated 
in 1971 with an appropriation of $85 million. An addi- 
tional $62.5 million was appropriated in 1972. The pro- 
gram was phased out in 1978. 


Public enterprise funds: 
FEDERAL Home LOAN BANK BoarpD REVOLVING FUND 


Program and Financing (in thousands of dollars) 








Identification code 82-4035-0-3-371 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs: 
1. Administrative expenses sub- 
ject to limitation 
2. Nonadministrative expenses 
subject to limitation 
3. Other expenses 


16,348 19,124 21,030 


28,928 
3283 


48,539 


34,105 
3,668 


58,803 


3,448 


Total operating costs 22,572 
Unfunded adjustment to total op- 
erating costs: Depreciation in- 


cluded above 
Total operating costs, funded 


— 1,293 
47,246 


—1,457 


—1,534 
21,115 


57,269 


Capital investment, funded: 
Construction of Federal Home 
Loan Bank Board Building .... 


2,161 1,100 


350 
1,450 
22,565 


Purchase of equipment 363 
2,524 
49,770 





Total capital investment 





Total program costs, funded . 
Change in selected resources (un- 


delivered orders) —612 


49,158 


—64 
22,501 





10.00 Total obligations 


Financing: 
Offsetting collections from: 
Federal funds: Assessments for 
services and facilities: 
Federal Savings and Loan In- 
surance Corporation 
Reimbursements from other 
accounts 
Non-Federal sources: Assess- 
ments for services and 
facilities: 
Federal home loan banks 
Examining fees and charges.. 
Rental income 
Miscellaneous 
Recovery of prior year obligations. 
Unobligated balance available, 
start of year: 
Authority to borrow 
Fund balance 
Unobligated balance available, end 
of year: 
Authority to borrow 
Fund balance 


Budget authority 


11.00 


— 21,873 —12,671 — 28,577 


—145 


— 52,433 
— 18,079 
— 938 
—212 


17.00 —1,735 


21.47 
21.98 


— 4,000,000 
40,918 


— 4,000,000 
—5,340 


— 4,000,000 
—4,494 


24.47 
24.98 


4,000,000 4,000,000 


4,494 


4,000,000 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: 
Fund balance 
74.98 Obligated balance, end of year: 
Fund balance 


— 46,259 
41,409 —5,575 


5,575 
725 


4,094 





90.00 Outlays 





The size of the Federal home loan bank system is 
shown in the following table: 


FEDERAL HOME LOAN BANK SYSTEM 
[Dollars in billions) 

1979 actual 1981 estimate 

4,239 

$721.2 

$587.6 

$576.9 


1980 estimate 
4,243 
$649.2 
$521.6 
$523.3 


Number of members 

Total assets of members 
Savings invested in members 
Mortgage loans of members 


4,033 4,023 
$38.6 $40.6 $36.7 

Budget program.—The Board’s budget program con- 
sists of eight activities: 

1. Examination of Federal home loan banks and su- 
pervision of Federal home loan bank system.—The 
Board examines and supervises the operations of the 12 
Federal home loan banks. 

2. Examination and supervision of Federal and State- 
Chartered thrift institutions.—Supervisory examina- 
tions are made of Federal savings and loan associations, 
State-chartered associations insured by the Federal Sav- 
ings and Loan Insurance Corporation, and all unin- 
sured member institutions of the Federal home loan 
bank system which are not examined by the State ex- 
aminers. Examinations are also made of institutions 
applying for insurance of accounts and for conversion 





— 28,577 
—10 


—8,406 
— 19,276 
—1,391 

-115 


000,000 
—4,494 


000,000 
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$36.7 
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from a State to a Federal charter, when required by the 
Board. The financial condition and operations of each 
insured institution are analyzed and corrective action is 
instituted when warranted. Supervision of insured insti- 
tutions operating under State charter is carried on co- 
operatively, with the respective State authorities. 

3. Chartering Federal and insuring savings and loan 
associations.—Federal savings and loan associations are 
chartered and regulated. Applications of State-char- 
tered associations for conversion to Federal savings and 
loan associations and applications of Federal savings 
and loan associations for establishment of branch of- 
fices are also examined. In addition, an analysis and 
evaluation is made of insurance risk in connection with 
applications submitted by savings and loan associations 
for insurance of share accounts. 

4, Executive direction and staff services.—This in- 
cludes formulation of basic policy and the furnishing of 
staff services common to the Board and the Insurance 
Corporation. 

5. Analysis of operations.—Analyses are made of the 
financial condition of member institutions, the flow of 
savings, and the character and volume of mortgage 
lending. Selective reviews are made of geographical 
areas and trends in the field of thrift and home mort- 
gage finance, including the volume of activity and inter- 
est rates for all major types of mortgage lenders. 

6. Administrative services.—These consist of auditing; 
accounting, budgeting, and financial reporting; internal 
budget control; and fiscal organization and manage- 
ment. Also included are general housekeeping and oper- 
ating services, which include printing and reproduction 
work. 

7. Acquisition and construction of a building in the 
District of Columbia.—The Demonstration Cities and 
Metropolitan Development Act of 1966 authorized the 
Board to acquire property and construct a building in 
the District of Columbia to provide quarters and facili- 
ties for the Board. Under the law, the Board is required 
to prepare and submit an annual budget program for 
the building as provided in title I of the Government 
Corporation Control Act. 

8. Authority of the Treasury to purchase Federal home 
loan bank obligations.—The 12 Federal home loan 
banks seek to improve the financial condition of 
member institutions. The banks, which are owned by 
the member institutions, obtain funds primarily from 
public issuances of consolidated obligations. Authority 
to borrow from the Treasury was temporarily increased 
from $4 billion to $6 billion by an amendment to the 
National Housing Act, approved October 28, 1974. The 
increase expired on August 10, 1975. A total of 
$1,574,500 thousand was borrowed in 1975 and 1976. 

The amounts shown in the schedules for the activities 
discussed above for 1981 include administrative ex- 
penses under an annual limitation; nonadministrative 
expenses under a separate limitation; and certain addi- 
tional expenses not under a limitation. Administrative 
expenses are estimated to increase from $19.1 million in 
1980 to $21.0 million in 1981. Nonadministrative ex- 
penses covering examination and supervision of savings 
and loan associations are discussed separately, below. 


310-100 0 - 80 = 55 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 


93,680 21,655 57,895 
48,539 22,572 58,803 


45,141 —917 — 908 


1981 est. 








Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with 
Treasury —235 
Accounts receivable 
11,707 


51,196 
62,668 








Liabilities: 
Accounts payable 5,793 
Advances received 


Total liabilities 5,793 


Government equity: 
Unexpended balances: 
Undelivered orders... 
Unobligated balance. 
Unfinanced budget au- 
thority: Borrowing 











339 275 
4,005,340 4,004,494 


951 
3,959,082 


4,004,243 


— 4,000,000 
49,966 


— 4,000,000 
51,196 


—4,000,000 
51,189 


— 4,000,000 


Invested capital 50,532 





Total Government 


9,999 56,876 55,959 55,051 





Analysis of changes in Govern- 
ment equity: 
Retained income: Opening bal- 
9,999 56,876 55,959 


46,877 —917 — 908 
56,876 55,959 55,051 





Closing balance 








Total Government equity 


(end of year) 56,876 55,959 55,051 





Object Classification (in thousands of dollars) 


Identification code 82-4035-0-3-371 





1979 actual 1980 est. 





FEDERAL HOME LOAN BANK BOARD 


Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 
Special personal services payments 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Communications, utilities, and other rent... 
Other services 
Supplies and materials ... 
Equipment + 
Administrative expenses (see separate 

20,476 
Nonadministrative expenses (see separate 
schedule) 


Total costs, funded 
Change in selected resources 


34,071 
57,896 


Total obligations, Federal Home Loan 
Bank Board 
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Object Classification (in thousands of dollars) —Continued 
Identification code 82-4035-0-3-371 





1979 actual 1980 est. 1981 est. 





ALLOCATION TO GENERAL SERVICES 
ADMINISTRATION 


32.0 — Lands and structures 2,161 1,100 
94.0 Change in selected resources —428 —64 





Total obligations, General Services 
Administration 1,733 1,036 


99.0 Total obligations 49,158 22,501 








58,146 





* Includes $23 thousand noncapitalized equipment in 1979. Includes $50 thousand noncapitalized equipment in 1980 and 
1981. 


Personnel Summary 





Total number of permanent positions uN 
Total compensable workyears 5 
Full-time equivalent of other positions (2) (0) (0) 
Full-time equivalent of overtime and holiday 
(0) (0) 
Average GS grade... i 9.00 9.00 
Average GS salary $21,545 $23,349 $23,540 
Average salary of ungraded positions $13,042 $13,889 $14,399 





LIMITATION ON ADMINISTRATIVE AND NONADMINISTRATIVE EXPENSES, 
FEDERAL Home LOAN BANK BOARD 


Not to exceed a total of [$18,359,000] $55,135,000 shall be availa- 
ble for [administrative] expenses of the Federal Home Loan Bank 
Board, [which may procure] which amount shall include nonadmin- 
istrative expenses for the examination and supervision of Federal and 
State-chartered institutions in an amount not to exceed $34,105,000, 
and administrative expenses in an amount not to exceed $21,030,000, 
and said total amount shall be available for procurement of services 
as authorized by 5 U.S.C. 3109, and contracts for such services with 
one organization may be renewed annually, and uniforms or 
allowances therefor in accordance with law (5 U.S.C. 5901-5902), and 
said amount shall be derived from funds available to the Federal 
Home Loan Bank Board, including those in the Federal Home Loan 
Bank Board revolving fund and receipts of the Board for the current 
fiscal year and prior fiscal years, and the board may utilize and may 
make payment for services and facilities of the Federal home loan 
banks, the Federal Reserve Banks, the Federal Savings and Loan 
Insurance Corporation, the Federal Home Loan Mortgage Corpora- 
tion, and other agencies of the Government (including payment for 
office space): Provided, That expenses for special examinations of Fed- 
eral and State-chartered institutions determined by the Board to be 
necessary, all necessary expenses in connection with the conservator- 
ship or liquidation of institutions insured by the Federal Savings and 
Loan Insurance Corporation, liquidation or handling of assets of or 
derived from such insured institutions, payment of insurance, and 
action for or toward the avoidance, termination, or minimizing of 
losses in the case of such insured institutions, or activities relating to 
section 5A(f) or 6(i) of the Federal Home Loan Bank Act, section 5(d) 
of the Home Owners’ Loan Act of 1933, section 12(i) of the Securities 
Exchange Act of 1934, or section 406(c), 407, or 408 of the National 
Housing Act and all necessary expenses (including services performed 
on a contract or fee basis, but not including other personal services) 
in connection with the handling, including the purchase, sale, and 
exchange, of securities on behalf of Federal home loan banks, and the 
sale, issuance, and retirement of, or payment of interest on, deben- 
tures or bonds, under the Federal Home Loan Bank Act, as amended, 
shall be [considered as nonadministrative expenses for the purposes 
hereof] excluded from the above limitations: Provided further, That 
members and alternates of the Federal Savings and Loan Advisory 
Council shall be entitled to reimbursement from the Board as ap- 
proved by the Board for transportation expenses incurred in attend- 
ance at meetings of or concerned with the work of such Council and 
may be paid in lieu of subsistence per diem not to exceed the dollar 
amount set forth in 5 U.S.C. 5703: Provided further, That not to 
exceed [$500] $2,000 shall be available for official reception and 


representation expenses: Provided further, That, notwithstanding any 
other provisions of this Act, except for the limitation in amount 
hereinbefore specified, the [administrative] expenses and other obli- 
gations of the Board shall be incurred, allowed, and paid in accord- 
ance with the provisions of the Federal Home Loan Bank Act of July 
22, 19382, as amended (12 U.S.C. 1421-1449). (Department of Housing 
and Urban Development—Independent Agencies Appropriation Act, 
1980.) 


Administrative Expenses 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Program by activities: 

1. Examination and supervision of Federal home 
1,515 1,801 456 

2. Chartering Federal and insuring savings and 
loan associations 1,226 1,467 1,501 
3. Executive direction and staff services. 7,292 8,255 11,262 
4. Analysis of operations 3,165 4,109 4,217 
5. Administrative services 2,734 2,974 3,040 


Total program costs, funded—obligations... 15,932 18,606 20,476 
Unfunded cost included in the limitation (depre- 
ciation) 416 
Financing: 
Unobligated balance lapsing 


Limitation 


Proposed increase in limitation for ci- 
vilian pay raises 


18,359 





Object Classification (in thousands of dollars) 





Identification code 82-4035-0-3-371 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 10,706 11,361 12,656 
11.3 Positions other than permanent. 855 882 
11.5 Other personnel compensation 210 216 
11.8 Special personal services payments 245 204 


Total personnel compensation 11,701 12,671 13,958 

12.1 Personnel benefits: Civilian 1,112 1,230 
13.0 — Benefits for former personnel 
21.0 Travel and transportation of persons 
22.0 — Transportation of things 
23.2 Communications, utilities, and other rent... 1,007 
24.0 — Printing and reproduction 
25.0 — Other services 
26.0 Supplies and materials . 
31.0 — Equipment 
93.0 Administrative expenses in schedule for 

fund as a whole 


99.0 





Personnel Summary 





Total number of permanent positions 

Total compensable workyears 515 549 
Full-time equivalent of other positions (53) (56) 
Full-time equivalent of overtime and holiday (6) mn 


Average ES salary $46,722 $49,599 $49,609 
Average GS grade 9.85 9.87 9.92 
Average GS salary $22,770 $24,707 $25,190 
Average salary of ungraded positions... $16,139 $17,355 $17,355 
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Nonadministrative Expenses _ 


Program and Financing (in thousands of dollars) 





Object Classification (in thousands of dollars) 
Identification code 82-4035-0-3-371 





1979 actual 1980 est. 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Examination and: supervision of Federal-and- 
State-chartered institutions (operating costs) . 
Unfunded cost included in the limitation (depre- 
ciation) 
Financing: 
Unobligated balance lapsing 


28,899 





Limitation 





The Office of Examination and Supervision has the 
major role in fulfilling the Federal Home Loan Bank 
Board’s statutory responsibility for monitoring and reg- 
ulating the savings and loan industry. This Office ex- 
amines and, when necessary, supervises and assists all 
savings and loan associations to assure the public that 
savings deposited in these associations are safe and to 
make credit more accessible to potential home buyers. 

The Federal Savings and Loan Insurance Corporation 
(FSLIC) also relies on the Office of Examinations and 
Supervision to protect its assets against depletion from 
the financial failure of any insured savings and loan 
association. The Office’s responsibility extends to all 
institutions insured by the Federal Savings and Loan 
Insurance Corporation as well as noninsured member 
institutions of the Federal home loan bank system not 
subject to State examination. 

The Office monitors savings and loan associations 
through continual analysis of their operating policies 
and financial reports, regularly scheduled examina- 
tions, and occasional special examinations. The purpose 
of the monitoring process is to determine compliance 
with Federal Home Loan Bank Board regulations and 
to ascertain the quality of management and the finan- 
cial soundness of the member associations. If the Office 
detects actual or potentially unsafe or unsound prac- 
tices in insured associations, supervisory agents from 
the Federal home loan banks work with the association 
to prevent or correct poor financial or mangement per- 
formance. The operations of the Office are funded sub- 
stantially through direct examination charges imposed 
on savings and loan associations. 

The Office also has examination and supervisory re- 
sponsibilities with respect to savings and loan holding 
companies and their subsidiaries. In addition, the Office 
has assumed responsibilities pursuant to legislation in 
the areas of consumer credit protection, equal opportu- 
nity, and security measures. 

The following table reflects the work of the Office: 


EXAMINATIONS DEPARTMENT 
[Dollars in millions] 

1979 actual 1980 estimate 1981 estimate 
Examinations of insured associations 3,337 3,288 3,376 
Eligibility examinations 4 3 
Examinations of insured association's affiliates 17 10 10 
Examinations of holding companies 55 56 56 
Examinations of service corporations .. i 1,574 1,500 1,500 
Special examinations 276 274 274 
Average assets of insured institutions (end of 
$138 $149 $166 


yea 
Volume of new loans made by insured institutions 
during the year 


$103,800 $33,400 $50,100 


Personnel compensation: 
Permanent positions. 
Positions other than permanent 
Other personnel compensation 
Special personal services payments 


Total personnel compensation 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent..... 
Printing and reproduction 
Other services 
Supplies and materials .. 
Equipment 
Nonadministrative expenses included in 

schedule for fund as a whole 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 924 
Full-time equivalent of other positions (13) 
Full-time equivalent of overtime and holiday 
(0) 
Average GS grade 10.44 
Average GS salary $25,286 





FEDERAL SAVINGS AND LOAN INSURANCE CORPORATION FUND 


During the year and within the resources available, gross obligations 
for direct loans are authorized in such amounts as may be necessary to 
carry out the purpose of 12 U.S.C. 1729(). 


Program and Financing (in thousands of dollars) 





Identification code 82-4037-0-3-371 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 

1. Administrative expenses sub- 
ject to limitation 745 

2. Payments to Federal Home 
Loan Bank Board for serv- 
ices and facilities 

3. Contributions and provision 
for contributions to insured 
thrift institutions 

4. Refund of additional premi- 
um prepayments 

5. Liquidation and other ex- 


34,736 1,115 


21,873 12,671 28,577 


38,394 25,000 30,000 


110,219 107,601 120,000 


24,470 3,215 2,715 
195,701 183,223 182,407 





Total operating costs 


Capital investment, funded: 

6. Purchase of equipment 13 112 20 

7. Assets acquired from insured 
institutions 

8. Loans to insured institutions. 


22,344 
11,814 


34,171 
229,872 


11,000 
60,000 


71,112 
254,335 


15,000 
14,000 


29,020 
211,427 


Total capital investment 


10.00 Total obligations 
Financing: 
Offsetting collections from: 
11.00 Federal funds: 
Interest on U.S. and Federal 
agency securities 
14.00 Non-Federal sources: 
Examining fees and charges.. 


— 407,362 — 442,803 — 484,734 


— 18,235 
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Program and Financing (in thousands of dollars) —Continued 


Identification code 82-4037-0-3-371 





1979 actual 1980 est. 1981 est. 





Gain on assets acquired 
from insured institutions... 
Insurance premiums and ad- 


—163 —500 — 500 


— 253,246 —272,301 — 298,788 
Income on assets acquired 
from insured institutions... —2,441 
—150 


* —16,384 
Interest on loans to insured 
institutions 
Interest on notes receivable .. 
Liquidation of assets ac- 
quired —9,672 
Liquidation of loans to in- 
sured institutions 
Miscellaneous 
Unobligated — balance 
start of year: 
21.47 Authority to borrow 
21.98 Fund balance 
Unobligated balance available, end 
of year: 
24.47 Authority to borrow 
24.98 Fund balance 


Budget authority 


— 898 
—578 


—4413 
— 183 
available, 


—750,000 
—5,112,126 


—750,000 
—5,577,745 


—1750,000 
—6,076,591 


750,000 
5,577,745 


750,000 
6,076,591 


750,000 
6,672,013 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obliga- 
tions, start of year 
74.10 Receivables in excess of obliga- 
tions, end of year 


90.00 Outlays 


— 465,618 — 498,848 — 595,423 


—40,077 — 16,560 — 37,435 


16,560 
— 489,136 


37,435 
—477,973 


30,894 
— 601,963 








Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 


—71,000 —29,000 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2200 Disbursements 32,410 
2400 Repayments, prepayments, loan sales — 9,967 
2700 Other adjustments 7,737 


74,940 


60,234 74,940 
71,000 


— 13,292 


132,648 
29,000 
—17,177 


2900 Outstanding, end of year 132,648 144,471 





The Federal Savings and Loan Insurance Corporation 
is authorized under title IV of the National Housing 
Act to insure savings in all Federal savings and loan 
associations and in State-chartered institutions of the 
savings and loan type which apply and qualify for in- 
surance. The protection, which insures each saver in a 
member association against financial loss up to a statu- 
tory limit of $40 thousand, may be provided either 
through the prevention of default or the payment of 
insurance to savings accounts holders in the event of 
liquidation. Preventing default, which protects each in- 
vestor regardless of the amount in his account, is ac- 
complished by making contributions or by purchasing 
all or a part of an association’s assets. Also, the Corpo- 


ration is authorized to make loans to institutions in 
financial difficulty. Preventive measures are preferred 
by the Corporation. However, in the event liquidation is 
necessary, the Corporation acts as a receiver, or co- 
receiver upon the request of a State authority in cases 
involving State-chartered institutions. In addition, the 
Corporation, upon determination by the Board, is em- 
powered to act, even retroactively, as sole receiver in 
cases involving State-chartered institutions. 

The Corporation functions under direction of the Fed- 
eral Home Loan Bank Board, which provides adminis- 
trative services. The expenses of the Board and its staff 
offices are paid from assessments made on the Corpora- 
tion and the Federal home loan banks. 


FEDERAL SAVINGS AND LOAN INSURANCE CORPORATION 


[Dollars in billions} 

1979 actual 1980 estimate 1981 estimate 
Number of insured member institutions 4,043 4,033 4023 
Number of insured savers (thousands) . 89,000 93,800 100,400 
Potential liability $453.3 $477.9 $539.0 
Assets of insured member institutions $600.1 $666.6 
Net worth of insured member institutions .. : $33.5 $38.0 
Corporation reserve for insurance losses 6,206 6,814 


In carrying out its responsibility for protecting sav- 
ings in insured savings and loans associations, the Cor- 
poration has settled 124 cases since its creation in 1934, 
Actual losses sustained and provision for losses to Sep- 
tember 30, 1979, have amounted to $281.9 million repre- 
senting approximately 4.6% of cumulative gross 
income. Detailed information on these cases is summa- 
rized in the following table: 


LOSSES THROUGH SEPT. 30, 1979 


Actual 


sustained 
and provisions 
for losses * 


$21,280,773 


Method of settlement: 
Acquisition of assets 
Acquisition of assets and contribution..... 


Loan and acquisition of assets 
Receivership and acquisition of assets ... 
Receivership 309,557 


281,967.18 


1,151,910 


» Actual losses sustained, $252.9 million. 


Budget program.—The Insurance  Corporation’s 
budget program consists of the following activities: 

1. Administrative expenses subject to limitation.—This 
category includes the estimated costs of executive direc- 
tion and policy formulation. 

2. Payments to Federal Home Loan Bank Board for 
services and facilities.—The Corporation will pay 21% 
of the total administrative expenses of the Federal 
Home Loan Bank Board plus 49% of the remaining 
79% in 1981 in return for services and facilities from 
the Board. 

3. Contributions and provision for contributions to in- 
sured thrift institutions.—This item is the estimated 
amount needed in 1981 to prevent the default of in- 
sured institutions. 

4, Refund of additional premium prepayments.—A 
1962 amendment of the National Housing Act required 
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that each insured institution pay an additional premi- 
um in the nature of a prepayment at a rate equal to 
2% of the increase in savings for the previous calendar 
year, less an amount equal to any requirement for the 
purchase of Federal Home Loan Bank stock during the 
period. The amendment also provided for the crediting 
of a return on the accumulated prepayment of each 
insured association at a rate equal to the average rate 
realized by the Corporation on its own investment port- 
folio. 

Another amendment to the National Housing Act 
provides for a phaseout of the secondary reserve over 
the first 10 minimum net reduction years occurring 
after December 31, 1978. In May of each year, the Cor- 
poration will reduce the amount of each insured institu- 
tion’s pro rata share of the secondary reserve as of the 
preceding December 31 by a cash refund of the differ- 
ence between the pro rata share and the percentage of 
its beginning balance on a percentage basis prescribed 
in the law. 

5. Liquidation and other expenses.—This provides for 
liquidation and other expenses of the Corporation in 
connection with the workout of contribution agree- 
ments, the disposition of assets purchased from, and 
loans to insured institutions to prevent default. 

Financing.—The original capital of $100 million has 
been completely repaid to Treasury, together with an 
additional $43 million in interest. The Corporation has 
continuing authority to borrow from the Treasury for 
insurance purposes, up to a limit of $750 million out- 
standing at any one time. No borrowing under this 
authorization has ever been necessary. The Corporation 
has additional authority to assess against each insured 
institution additional premiums for insurance until the 
amount of such premiums equals the amount of all 
losses and expenses of the Corporation, except that the 
total amount so assessed in any 1 year against any such 
institution shall not exceed one-eighth of 1% of the 
total amount of the accounts of its insured savers. 

Operating results.—The Corporation is entirely self- 
supporting. Revenues and other receipts have been suf- 
ficient to meet all insurance losses, operating expenses, 
and return on capital stock, leaving a reserve for con- 
tingencies of $5,752.8 million as of September 30, 1979. 
Total revenues and other receipts since 1934 of $6,378.0 
million have been applied as follows: 


USE OF FUNDS 


[Dollars in millions} 


4.6 
Insurance losses sustained and provision for losses... : 4.5 
Return on capital stock to U.S. Treasury J 
Reserve for contingencies 90.2 


100.0 


Funded operating expenses for 1981 are estimated at 
$118 million. Net operating income for 1981, which is 
expected to be $793 million, will be retained by the 
Corporation to meet future contingencies. 


Revenue and Expense (in thousands of dollars) 





1979 actual 


1980 est. 


1981 est. 





784,696 
154,936 


851,112 
143,400 


911,449 
118,265 





629,760 


707,712 


793,184 





Financial Condition (in thousands of dollars) 





1978 actual 


1979 actual 


1980 est. 


1981 est. 





Assets: 
Fund balance with Treasury 
U.S. securities (par) 
Accounts receivable and advances 


Assets acquired from insured insti- 
tutions (net) 

Loans receivable (net) 

Real property and equipment 


1 
5,072,048 


82,374 


28,256 
23,927 


97 


3 
5,561,182 


84,533 


40,628 
31,327 


96 


1 
6,039,155 
93,653 


44,428 
85,235 


163 


1 
6,641,118 
88,680 


47,428 
94,058 


166 





Total assets 


5,206,702 


5,717,769 


“6,262,635 


6,871,451 








Liabilities: 
Accounts payable including funded 
accrued liabilities 
Advances received 


Total liabilities 


38,277 
4,020 


62,780 
5,193 


51,381 
4,837 


52,949 
4,837 





42,297 


67,973 


96,218 


57,786 








Government equity: 
Unexpended balances: 
Unobligated balance 
Unfinanced budget authority: 
Borrowing authority 
Invested capital 


Total Government equity 


5,872,404 


—750,000 
42001 


6,327,745 


— 750,000 
72,051 


6,826,591 


— 750,000 
129,826 


7,422,013 


—750,000 
141,652 





5,164,405 


5,649,796 


6,206,417 


6,813,665 





Analysis of changes in Government equity: 


Retained income: Opening balance 
Transactions: 
Net income 


Refund of additional premium prepayments 


Credit allowed on regular insurance 


premiums 


Return on additional premiums (unfunded) 


Closing balance 


Total Government equity (end of year) 


5,164,405 


629,760 
110,219 
103,291 

69,141 


5,649,796 


707,712 
107,601 
111,222 

67,733 


6,206,417 


793,184 
120,000 
121,777 

95,841 





5,649,796 


6,206,417 


6,813,665 








5,649,796 


6,206,417 


Object Classification (in thousands of dollars) 


6,813,665 





Identification code 82-4037-0-3-371 


1979 actual 


1980 est. 


1981 est. 





Personnel compensation: 
Permanent positions 


Positions other than permanent. 


1 

3 
11.5 Other personnel compensation 

18 


Special personal services payments 


Total personnel compensation 


12.1 
13.0 
21.0 
22.0 
23.2 
24.0 
25.0 
26.0 
31.0 
33.0 
41.0 
44.0 
93.0 


99.0 


Personnel benefits: Civilian 
Benefits for former personnel 


Transportation of things 
Communications, utilities, and ot 
Printing and reproduction 

Other services 

Supplies and materials 
Equipment * 

Investments and loans 


Administrative expenses 


Total obligations 


Travel and transportation of persons 


her rent... 


Grants, subsidies, and contributions 
Refund of additional premium payments 


999 
10 


7 
16 


1,021 
5 





110,219 
745 


229,872 


1,032 
136 
284 

68 

30 

219 

5 
14,086 
20 


118 
71,000 
25,000 

107,601 


34,736 


254,335 


211,427 





* Includes noncapitalized equipment purchases. 
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Public enterprise funds—Continued 


FEDERAL SAVINGS AND LOAN INSURANCE CORPORATION FuND— 
Continued 


Personnel Summary 





Total number of permanent positions... 4] 4] 
Total compensable workyears 39 40 
Full-time equivalent of other positions (1) (1) 

Full-time equivalent of overtime and holiday 
(0) (0) 


10.12 10.12 
$25,364 $25,711 


Average GS grade 9.61 
Average GS salary $19,964 





LIMITATION ON ADMINISTRATIVE EXPENSES, FEDERAL SAVINGS AND 
LOAN INSURANCE CORPORATION 


Not to exceed [$33,466,000] $7,115,000 shall be available for ad- 
ministrative expenses, [which shall include the expenses for the 
examination of Federal and State chartered institutions (other than 
special examinations determined by the Board to be necessary), and] 
which shall be on an accrual basis and shall be exclusive of interest 
paid, depreciation, properly capitalized expenditures, expenses in con- 
nection with liquidation of insured institutions or activities relating 
to section 406(c), 407, or 408 of the National Housing Act, liquidation 
or handling of assets of or derived from insured institutions, payment 
of insurance, and action for or toward the avoidance, termination, or 
minimizing of losses in the case of insured institutions, legal fees and 
expenses and payments for expenses of the Federal Home Loan Bank 
Board determined by said Board to be properly allocable to said 
Corporation, and said Corporation may utilize and may make pay- 
ments for services and facilities of the Federal home loan banks, the 
Federal Reserve Banks, the Federal Home Loan Bank Board, the 
Federal Home Loan Mortgage Corporation, and other agencies of the 
Government: Provided, That, notwithstanding any other provisions of 
this Act, except for the limitation in amount hereinbefore specified, 
the administrative expenses and other obligations of said Corporation 
shall be incurred, allowed, and paid in accordance with title IV of the 
Act of June 27, 1934, as amended (12 U.S.C. 1724-1730f). (Department 
of Housing and Urban Development—Independent Agencies Appropri- 
ation Act, 1980.) 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Insurable interest and insurance settlement 
operations 
2. Examination of Federal and State-chartered 
institutions 





Total operating costs 
Financing: 
Unobligated balance lapsing 
Limitation 
Proposed increase in limitation for ci- 
vilian pay raises 


Object Classification (in thousands of dollars) 


Identification code 82-4037-0-3-371 1979 actual 1980 est. 1981 est. 


Personnel compensation: 
a Permanent positions 
13 Positions other than permanent 
1.5 Other personnel compensation 54 
18 Special personal services payments 402 


23,733 597 
220 


Total personnel compensation 
12.1 Personnel benefits: Civilian 
13.0 — Benefits for former personnel 
21.0 Travel and transportation of persons 
22.0 — Transportation of things 
23.1 Standard level user charges... 
23.2 — Communications, utilities, and other rent.... 


24,409 
2,339 
5 


Printing and reproduction 3 

Other services 569 

Supplies and materials 145 

Equipment 39 

Administrative expenses included in sched- 
ule for fund as a whole 


—145 —34,736 


Total obligations 





Personnel Summary 





Total number of permanent positions 

Total compensable workyears 978 
Full-time equivalent of other positions (15) 
Full-time equivalent of overtime and holiday 


(0) (0) 
$49,556 $50,112 
10.45 10.61 
$25,004 $28,317 


(0) 
$46,128 
10.61 
$25,974 


Average ES salary... 
Average GS grade 
Average GS salary 


FEDERAL LABOR RELATIONS AUTHORITY 


Federal Funds 
General and special funds: 


SALARIES AND EXPENSES 


For expenses necessary to carry out functions of the Federal Labor 
Relations Authority, pursuant to Reorganization Plan No. 2 of 1978, 
and the Civil Service Reform Act of 1978, including services as au- 
thorized by 5 U.S.C. 3109, including hire of experts and consultants, 
hire of passenger motor vehicles, rental of conference rooms in the 
District of Columbia and elsewhere, not to exceed $1,500 for official 
reception and representation expenses: [$12,132,000] $14,744,000. 
Provided, That public members of the Federal Service Impasses Panel 
may be paid travel expenses per diem in lieu of subsistence as author- 
ized by law (5 ™1.S.C. 5703) for persons employed intermittently in the 
Government Service, and compensation as authorized by 5 U.S.C. 
3109. (Independent Agencies Appropriations Act, 1980.) 

Note.—The appropriation for this account for 1979 was provided from Salaries and ex- 
penses, Civil Service Commission ($70 thousand); from Salaries and expenses, Labor-Manage- 


ment Services Administration, Department of Labor ($6,166 thousand); and from Salaries and 
expenses, Departmental Management, Department of Labor ($370 thousand). 


Program and Financing (in thousands of dollars) 


Identification code 54-0100-0-1-805 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Adjudication 3,080 
2. Hearings 325 
3. Office of the General Counsel 4,279 


Total program costs, funded + 7,684 
Change in selected resources (undelivered 
orders) 


4,568 5,007 
1,012 1,089 
8,440 9,248 


14,020 15,344 


2,068 — 600 


10.00 Total obligations 9,752 14,744 


Financing: 
25.00 Unobligated balance lapsing 507 


Budget authority 10,259 12,702 





Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 
44.20 Supplemental for civilian pay raises 


12,132 








Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


12,702 
2,686 
— 1,686 


Outlays, excluding pay raise supple- 
13,149 
91.20 Outlays from civilian pay raise sup- 


plemental 


* Includes capital investment as follows: 1979, $784 thousand; 1980, $130 thousand; 1981, $100 thousand. 





Arbitrati 
Negotiat 
Represer 
Unfair Iz 
Court ca 
Major ac 
Freedom 
Federal | 


arisir 
reflec 


Hearings 


clusix 
gatiol 
unfai 
practi 
lowin 


Represent 
Unfair lab 
Unfair lab 


\dentification 


F 
lL 
113 
NK 


121 
21.0 
220 
1 
32 
24.0 
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1978, 
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4,000: 
Panel 
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USC. 


and ex- 
Manage- 
ries and 


981 est. 


5,007 
1,089 
9,248 


15,344 
—600 


14,744 
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The purpose of the Authority is to serve as a neutral 
party in the settlement of disputes that arise between 
unions, employees, and agencies on matters outlined in 
the Federal Service Labor Management Relations Stat- 
ute, and decide major policy issues, prescribe regula- 
tions, and disseminate information appropriate to the 
needs of agencies, labor organizations, and the public. 
Establishment of the Federal Labor Relations Authority 
gives full recognition to the role of the Federal Govern- 
ment as an employer. 

1. Adjudication.—The Authority adjudicates labor- 
management disputes in the Federal sector including: 
appeals on negotiability issues; exceptions to arbitration 
awards; appropriate units for the purposes of exclusive 
recognition; eligibility of labor organizations for nation- 
al consultation rights and unfair labor practice com- 
plaints. 

The workloads for the activity are reflected in the 
following table: 


















PRODUCTION COUNT 














1979 actual 1980 estimate 1981 estimate 
PNR IN oo oncoveschbscete ovessdoassctocsiespue 44 7 144 
Negotiability appeals 37 180 216 
Representation appeals/requests for review.............. 74 111 197 
Unfair labor practice appeals ..................sessseessseessees 60 201 211 
IN is csd gh scptbascasovtncs 5 61 93 
MajOr AdVICE FEQUESTS..........ssssscccsssesccccssssssesssseseeseses §3 rR} 80 
Freedom of Information Act requests.................0000. 15 127 155 
Federal Service Impasses Panel ...............cscsssssesssseees 69 92 231 






2. Hearings.—This activity provides for holding hear- 
ings on unfair labor practice complaints, issuing re- 
ports, and making recommendations to the Authority 
on each case to allow timely settlement of disputes 
arising between agencies and unions. Workloads are 
reflected in the following table: 


PRODUCTION COUNT 


1979 actual 1980 estimate 1981 estimate 
129 408 460 
3. Office of the General Counsel.—As the investigative 
and prosecutional activity of the Authority, this func- 
tion includes: supervision of elections to determine ex- 
clusive recognition and certification of results; investi- 
gation of disputes in the areas of representation and 
unfair labor practices; and prosecution of unfair labor 
practice complaints. Workloads are reflected in the fol- 
lowing table: 








Hearings held 







PRODUCTION COUNT 





































1979 actual 1980 estimate 1981 estimate 
Representation CAS@S......sscssscssssseessssesnstnsetseset 542 550 57 
Unfair labor practice cases investigated 1,403 2,850 4,056 
Unfair labor practice cases prosecuted ...............000: 285 702 1,092 
Object Classification (in thousands of dollars) 
\entfcation code 54-0100-0-1-805 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
ll Permanent pOsitiOns.......csssvsvseessesseceeeee §,389 8,982 9,924 
13 Positions other than permanent 23 172 180 
VK) Other personnel compensation ............00.. 59 70 62 
Total personnel compensation............. 5,471 9,224 10,166 
121 Personnel benefits: Civiliaf........ccsssssssssee 557 879 1,003 
2.0 Travel and transportation of persons........... 332 750 1,011 
220 — Transportation Of things .......csocaccssssesne 22 47 200 
1 Standard level user Charges... 185 695 1,098 
B2 Communications, utilities, and other rent... 221 295 371 
U0 Printing and reproduction .....ocssssscssesecse 76 147 200 

















OR SIG i ebaeceaiee 298 1,019 800 
26.0 Supplies and materials .. 325 501 270 
SEG} IN oa ooo ccevsccscorsceses 197 463 225 
Total costs, funded...............-.ssssscesee 7,684 14,020 15,344 
94.0 Change in selected resources .................:000 2,068 —1,318 — 600 
99.0 Total obligations ...............cssseccssseeeees 9,752 12,702 14,744 
Personnel Summary 
Total number of permanent positions...................... 278 352 412 
Total compensable workyeaiS.................... 203 332 397 
Full-time equivalent of other positions (7) (7) (7) 
Full-time equivalent of overtime and holiday 
None eiecornaetecaeee, (2) (2) (2) 
Average ES salary $46,682 $49,520 $49,636 
Average GS grade 10.31 10.44 10.90 
Average GS salary $23,914 $24,621 $24,770 











FEDERAL MARITIME COMMISSION 


Federal Funds 
General and special funds: 


SALARIES AND EXPENSES 


For necessary expenses of the Federal Maritime Commission, in- 
cluding services as authorized by 5 U.S.C. 3109; hire of passenger 
motor vehicles; and uniforms or allowances therefor, as authorized by 
5 U.S.C. 5901-5902; [$11,175,000] $12,224,000: Provided, That not to 
exceed $1,500 shall be available for official reception and representa- 
tion expenses. (Departments of State, Justice, and Commerce, the Judi- 
ciary, and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 65-0100-0-1-403 






























1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Formal proceedings...............sccssssesseseee 3,237 3,534 3,652 
0 NI cds ccsisssetisc spe rscab ciecccccsac 770 859 888 
Sid NONI ies ceca ati cnias hence 1,123 1,207 1,233 
4. Audits and programs ..............vsssssssessee 290 311 369 
5. Certification and licensing....................... 803 915 962 
6. Economics and environmental................. 962 1,100 1,166 
1. a eee 1,932 2,198 2,246 
Bi NN sei ditepis bs Besccarasnesinnscses 1,272 1,531 1,718 
Total program costs, funded .............. 10,389 11,655 12,234 
Change in selected resources (undelivered 
ON tsetse a OE ccwsettnegitt * ocumudmania 
10.00 Total obligations.................sssssescsssseee: 10,475 11,655 12,234 
Financing: 
25.00 Unobligated balance lapsing....................0. EID) scschtindtia® , comnadithesion 
Budget authority .....................00 10,750 11,655 12,234 
Budget authority: 
GOD RI inecctisctccnnssitiins.. 10,750 11,175 12,234 
44.20 Supplemental for civilian pay raises... ................. a 
Relation of obligations to outlays: 
71.00 Obligations incurred, net............ 10,475 11,655 12,234 
72.40 Obligated balance, start of year....... 862 1,291 1,384 
74.40 Obligated balance, end of year..................0 —1,291 —1,384 — 1,482 
77.00 Adjustments in expired accounts aa ae lah tide 
90.00 Outlays, excluding pay raise supple- 
WR nies. scinercabieeeaeabhn 10,037 11,100 12,118 
91.20 Outlays from civilian pay raise sup- 
IN sists antithesis 462 18 





The Federal Maritime Commission administers the 
shipping statutes which require regulation of the do- 
mestic offshore and international waterborne commerce 
of the United States. In addition, the Commission has 
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General and special funds—Continued 
SALARIES AND ExpeNses—Continued 


responsibility for the licensing of ocean freight forward- 
ers; and for insuring that vessel owners or operators 
-establish financial responsibility for water pollution, 
death or injury to passengers or other persons on voy- 
ages to and from U.S. ports, and indemnification of 
passengers for the nonperformance of transportation. 
Major program objectives for 1981 will continue to deal 
with the issue of illegal rebating and other forms of 
malpractice by carriers operating in the ocean trades of 
the United Siates; and achieving compliance with the 
statutes through an effective regulatory program. 


Object Classification (in thousands of dollars) 
Identification code 65-0100-0-1-403 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions a 8,665 
Positions other than permanent 37 
Other personnel compensation 95 


8,797 


8,737 


Total personnel compensation 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 632 
Communications, utilities, and other rent... 422 
Printing and reproduction 167 
Other services @ 500 
Supplies and materials . Bi 127 
Equipment 44 


11,655 





Total obligations 





Personnel Summary 





Total number of permanent positions 361 366 

Total compensable workyears Bei 355 361 
Full-time equivalent of other positions ( (5) (5) 
Full-time equivalent of overtime and holiday 

Average ES salary..... 

Average GS grade..... 

Average GS salary 

Average salary of ungraded positions 


(2) 
$47,500 
9.56 
$21,800 
$14,713 


(2) 
$50,112 
9.57 
$23,515 
$15,150 


(2) 
$50,112 
9.55 
$23,654 
$15,150 





FEDERAL MEDIATION AND CONCILIATION 
SERVICE 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES* 
*See Part III for additional information. 


For expenses necessary for the Federal Mediation and Conciliation 
Service to carry out the functions vested in it by the Labor Manage- 
ment Relations Act, 1947 (29 U.S.C. 171-180, 182), including expenses 
of the Labor-Management Panel and boards of inquiry appointed by 
the President; hire of passenger motor vehicles; and rental of confer- 
ence rooms in the District of Columbia; and for expenses necessary 
pursuant to Public Law 93-360 for mandatory mediation in health 
care industry negotiation disputes, and for convening factfinding 
boards of inquiry appointed by the Director in the health care indus- 
try; and for expenses necessary for mediation of complaints under the 
Age Discrimination Act of 1975, as amended (42 U.S.C. 6101 et seq.), 
[$23,075,000] and for expenses necessary for the Labor Management 
Cooperation Act of 1978 (29 U.S.C. 125a), $27,640,000. 


Nore.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 


resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4889, the Departments of Labor, and Health, Education, and Welfare Appro. 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 





Identification code 93-0100-0-1-505 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Dispute mediation and technical as- 
sistance/public information and edu- 
cational activities 17,843 18,711 
. Arbitration services 543 560 
. Management and administrative sup- 
5,027 5,28] 
131 266 
. Age discrimination mediation project. 400 
. Labor-management cooperation proj- 
t 2,422 


Total direct program 23,920 27,640 
Reimbursable program: 
1. Dispute mediation and technical as- 
sistance/public information and edu- 


cational activities 46 


Total program costs, funded 23,966 
Change in selected resources (undelivered 


orders) 


10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds... —115 
25.00 Unobligated balance lapsing 421 


Budget authority 23,214 23,920 





Budget authority: 
40.00 Appropriation 23,075 
44.20 Supplemental for civilian pay raises 845 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year. 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


23,920 
1,881 
— 2,064 


Outlays, excluding pay raise supple- 


22,713 22,917 26,225 


91.20 Outlays from civilian pay raise sup- 


plemental 2 





The Service assists parties to disputes in industries 
affecting commerce to settle their disputes through con- 
ciliation and mediation. 

1. Dispute mediation.—The Service assists labor and 
management in mediation and prevention of disputes, 
other than those involving rail and air transportation, 
whenever in its judgment such disputes threaten to 
cause a substantial interruption of interstate commerce 
or a major impairment of the national defense. Under 
Section 7119 of the Civil Service Reform Act of 1978, 
the Service also makes mediation and conciliation serv- 
ices available to Federal agencies and organizations rep- 
resenting Federal employees in the resolution of negoti- 
ation disputes. The Service closed 516 dispute mediation 
cases in the Federal sector in 1979 and anticipates some 
700 cases in 1981. The Service provides mandatory me 
diation and, where necessary, impartial boards of in- 
quiry to assist in resolving labor disputes involving pri- 
vate nonprofit health care institutions. During 1979, the 
Service closed a total of 1,278 health case assignments, 
and anticipates an equal number in 1981. About 86% of 
the 24,940 closed mediation assignments which required 
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FEDERAL MINE SAFETY AND HEALTH REVIEW COMMISSION 
Federal Funds — 873 








the services of mediators were settled without work 
stoppages. The workload shown below includes assign- 
ments closed in both the private and public sectors. 


MEDIATION WORKLOAD DATA 
1977 1978 1979 1980 1981 
act act. act. est. est 
Cases in process at beginning of 
6,289 5,905 6,147 6,500 
Mediation assignments 24,591 25,182 26,853 28,500 
Mediation assignments closed 24,975 24,940 26,500 28,000 
Cases in process at end of year 6,289 5,905 6,147 6,500 7,000 
Total mediation conferences con- 
37,016 34,789 36,682 39,500 41,750 


Technical assistance/public information and educa- 
tional activities.—Through its technical assistance pro- 
gram, the Service initiates and develops labor-manage- 
ment committees, training programs, conferences, and 
specialized workshops dealing with a wide range of con- 
temporary issues in collective bargaining. Mediators 
also participate each year in public information and 
educational activities such as university lectures and a 
variety of seminars and conferences. 

2. Arbitration services.—The Service assists parties in 
disputes in utilizing the arbitration process for the reso- 
lution of disputes arising under or in the negotiation of 
collective bargaining agreements in the private and 
public sectors. This activity also includes the appoint- 
ment of boards of inquiry to look into the facts of a 
dispute in the health care industry. In addition, the 
Service administers expedited arbitration for the U.S. 
Postal Service in several large areas of the country, for 
national agreements in construction, and for a number 
of multi-location contracts. 


ARBITRATION SERVICES WORKLOAD DATA 
1977 1978 1979 
act. act. act. 
26,103 27,497 30,096 
11,985 12,527 13,232 


1980 1981 
est. 


est. 
31,000 32,000 
14,000 


14,500 


Number of panels issued 

Number of arbitrators appointed 

Number of arbitration awards re- 
5,729 6,826 7,025 7,500 7,700 

3. Management and administrative support.—This ac- 
tivity provides for overall management and administra- 
tion, policy planning, research and evaluation, and em- 
ployee development. 

4. Boards and panels.—Provision is made for ad hoc 
use of labor relations experts, individually or in panels, 
in support of the mediation function, for boards of in- 
quiry appointed by the President in emergency dis- 
putes, and for boards of inquiry which the Director of 
FMCS may appoint in a contract dispute involving 
health care institutions. 

5. Age discrimination mediation project.—Under this 
activity, the Service will mediate settlements of com- 
plaints filed under the Age Discrimination Act of 1975 
(42 U.S.C. 6101 et seq.). Complaints alleging discrimina- 
tion on the basis of age in federally funded activities 
will be referred to the Service prior to the formal en- 
forcement stage for mediation by Service mediators or 
mediators drawn from the community. It is expected 
that 700 complaints will be filed in 1981. 

6. Labor-management cooperation project.—The Labor 
Management Cooperation Act of 1978 (29 U.S.C. 125a) 
authorizes the Service to carry out this program of 
contracts and grants to support the establishment and 
operation of plant, area, and industry labor-manage- 


ment committees. Support for such committees is in- 
tended to improve labor-management communications, 
increase organizational effectiveness, address problems 
of mutual interest and concern, and enhance economic 
development. A supplemental appropriation is being re- 
quested to implement the program in 1980. 


Object Classification (in thousands of dollars) 


Identification code 93-0100-0-1-505 





1979 actual 1980 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 15,269 16,139 
Positions other than permanent sin 258 305 
Other personnel compensation 33 93 


Total personnel compensation 15,560 16,537 
Personnel benefits: Civilian 1,735 1,796 
Travel and transportation of persons ; 1,433 
Transportation of things 44 
Standard level user charges : 2,457 
Communications, utilities, and other rents .. 1,093 
Printing and reproduction 
Other services 315 
Supplies and materials 
Equipment 
Grants, subsidies, and contributions 





Total direct obligations 22,793 





Reimbursable obligations: 
Personnel compensation: 
11.1 Permanent positions 
: Positions other than permanent 





Total personnel compensation 
12.1 — Personnel benefits 
21.0 Travel and transportation of persons 
23.2 | Communications, utilities and other rents ... 
25.0 Other services 
26.0 Supplies and materials 





Total reimbursable obligations 


99.0 Total obligations 22,908 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 530 550 
Full-time equivalent of other positions (22) (22) 
Full-time equivalent of overtime and holiday 
(1) 
$50,112 


(1) 
$50,112 
Average GS grade i 11.66 11.02 


Average ES salary 


Average GS salary $31,884 $32,189 





Reimbursable: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary 





FEDERAL MINE SAFETY AND HEALTH REVIEW 
COMMISSION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary for the Federal Mine Safety and Health 
Review Commission, [$4,770,000] $4,680,000 (30 U.S.C. 801 et seq.). 
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General and special funds—Continued 
SALARIES AND ExpeNsEs—Continued 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
oriations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 95-2800-0-1-554 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Commission review 


2. Administrative law judge determinations. 


1,000 
1,983 


1,836 


1,848 
2,832 


10.00 Total program costs, funded—obliga- 


2,983 


Financing: 


25.00 Unobligated balance lapsing 1,793 


40.00 Budget authority (appropriation) .. 4,776 





Relation of obligations to outlays: 
Obligations incurred, net 2,983 
Obligated balance, start of year... 201 
—§71 
—14 


2,599 


71.00 
72.40 
74.40 Obligated balance, end of year 
77.00 Adjustments, expired accounts 


90.00 Outlays 4,530 








* Includes capital investments as follows: 1979, $166 thousand; 1980, $90 thousand; 1981, $21 thousand. 


The Commission adjudicates contested enforcement 
actions of the Secretary of Labor under mine safety 
legislation. The Commission holds factfinding hearings 
and issues orders affirming, modifying, or vacating the 
Secretary’s enforcement actions. 


SELECTED WORKLOAD DATA 


1979 actual 1980 estimate 1981 estimate 
Commission review activities: 
207 182 132 
194 300 400 
219 350 350 
Administrative law judge activities: 
Cases pending beginning of year 
New cases received 
Case dispositions: 
Prior to assignment to judge 958 1,056 
After assignment but without hearing 1,378 2,448 
Heard and decided by judge 544 951 


1,547 
4,799 


3,466 
5,280 


4,291 
5,800 


1,160 
3,726 
1,449 


Object Classification (in thousands of dollars) 





Identification code 95-2800-0-1-554 1979 actual 1980 est. 1981 est. 


Personnel compensation: 
Permanent positions. 1,766 2,624 2,637 
Positions other than permanent 144 516 452 
Other compensation 46 45 46 


Total personnel compensation 1,956 3,185 3,135 
Personnel benefits: Civilian 167 305 266 
Travel and transportation of persons. 69 135 158 
Transportation of things 8 35 48 
23.1 — Standard level user charges 114 217 285 
23.2 Communications, utilities, and other rent.... 174 238 147 
24.0 : 20 90 24 
25.0 233 400 520 
26.0 Supplies and materials ... 76 75 76 
31.0 — Equipment 166 90 21 


99.0 Total obligations 2,983 4,770 4,680 


11.1 
11.3 
11.5 


12.1 
21.0 
22.0 


Personnel Summary 


Total number of permanent positions 68 81 87 

Total compensable workyears. 106 110 

Full-time equivalent of other positions (9) (25) (26) 
Full-time equivalent of overtime and holiday , ; 
(0) (0) 


$50,500 $52,373 
10.80 11.30 
$24,133 $24,380 


Average ES salary... 
Average GS grade 
Average GS salary 


FEDERAL TRADE COMMISSION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES* 
* See Part III for additional information. 


For necessary expenses of the Federal Trade Commission including 
uniforms or allowances therefor, as authorized by 5 U.S.C. 5901-5902; 
services as authorized by 5 U.S.C. 3109; hire of passenger motor vehi- 
cles; and not to exceed $1,500 for official reception and representation 
expenses; $72,558,000. (15 U.S.C. secs. 41 et seq.; additional authorizing 
legislation has been proposed.) 

Note.—The appropriation for this account for 1980 had not been enacted at the time this 
budget was prepared. The 1980 amounts shown below are based upon a continuing resolution 


(Public Law 96-123) in effect through March 15, 1980 that provides for this account at its 
current rate. 


Program and Financing (in thousands of dollars) 


Identification code 29-0100-0-1-376 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Maintaining competition 
2. Consumer protection 
3. Economic activities 


27,100 
28,854 
9,381 


Total direct program 61,335 
Reimbursable program 401 


61,736 


31,427 
30,957 
5,372 5,097 


67,756 72,558 
400 400 


72,958 


32,887 
34,074 


Total program costs, funded 
Change in selected resources (undelivered 


orders) 3,262 


10.00 Total obligations 64,998 


Financing: 
11.00 Offsetting collections from: Federal funds ... —401 
25.00 Unobligated balance lapsing 703 


Budget authority 67,756 





Budget authority: 
40.00 Appropriations 
44.10 Supplemental for wage-board pay 


65,300 


33 
2,423 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74,40 
77.00 


90.00 


67,756 
13,312 
— 14,531 


64,597 
11,637 
— 13,312 
—874 


Outlays, excluding pay raise supple- 


62,048 64,147 71,320 


91.10 Outlays from wage-board pay raise 
32 ] 
91.20 Outlays from civilian pay raise sup- 


plemental 65 


‘Includes capital investment as follows: 1979, $752 thousand; 1980, $521 thousand; 1981, $508 thousand. 


The Federal Trade Commission is charged by law 
with insuring that competition in the marketplace 1s 
vigorous, free, and fair. This is accomplished by elimi- 





15,703 


71,320 
l 
65 


OTHER INDEPENDENT AGENCIES 


FOREIGN CLAIMS SETTLEMENT COM! 
federal Funds 875 








nating threats to fair and honest competition from all 
sources, both public and private. 

1. Maintaining competition. —The Commission’s ef- 
forts to enforce the antitrust laws are aimed at reduc- 
ing prices to consumers and limiting the effects of infla- 
tion, and fostering and preserving competition. In 1981, 
the Commission will focus principal antitrust attention 
on areas with the most direct impact on consumers: the 
energy, health care, food, and transportation industries. 
The thrust of these activities will continue to be on 
removing barriers to the operation of an unfettered 
market system and to prevent, whenever possible, price 
increases and limitations on supply caused by anticom- 
petitive practices and market structure. 

2. Consumer protection.—The Commission is charged 
with eliminating unfair or deceptive practices which 
preclude full and fair functioning of the marketplace. 
The mission will accomplish this through activities in 
three major areas. Activities in the first area are de- 
signed to remove private and public restrictions on 
business organization and practice. Activities in the 
second area are designed to increase the amount of 
accurate and useful information available to consumers 
so that search costs will be lower and intelligent pur- 
chasing decisions can be made. The third area includes 
activities aimed at removing marketplace distortions 
that create incentives for sellers to engage in abusive 
practices that inhibit free choice and therefore preclude 
full and fair functioning of the marketplace. Increased 
resources are requested for 1981 primarily to expand 
regulatory analysis efforts. 

3. Economic activities.—This mission has three major 
functions. It collects and disseminates valuable econom- 
ic data that would otherwise be unavailable, it provides 
analytical economic input into the Commission’s con- 
sumer protection and antitrust efforts, and it engages 
in applied economic research concerning matters rele- 
vant to policymaking in these general areas. 

New authorizing legislation is needed to provide for 
the Commission’s 1981 request of $72,558 thousand. Au- 
thorizing legislation for 1981 is currently pending in the 
Congress. 


Object Classification (in thousands of dollars) 


Personnel benefits: Civilian 1 1 
Other services 380 380 


Total reimbursable obligations 401 400 400 
72,958 


Total obligations 64,998 68,156 


Personnel Summary 


Total number of permanent positions 1,665 1,665 1,665 
Total compensable workyears Z. 1,746 1,640 1,716 
Full-time equivalent of other positions (119) (119) 
Full-time equivalent of overtime and holiday 
(21) (17) (17) 
Average ES salary... . $44,932 $49,477 $49,477 
Average GS grade... ra 10.10 10.10 10.10 
Average GS salary .. $23,793 $26,195 $26,528 
Average salary of ungraded positions $16,000 $17,143 $17,143 





FOREIGN CLAIMS SETTLEMENT COMMISSION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 
[ (TRANSFER OF FUNDS) J 


For expenses necessary to carry on the activities of the Foreign 
Claims Settlement Commission, including services as authorized by 5 
U.S.C. 3109; allowances and benefits similar to those provided by title 
IX of the Foreign Service Act of 1946, as amended, as determined by 
the Commission; expenses of packing, shipping, and storing personal 
effects of personnel assigned abroad; rental or lease, for such periods 
as may be necessary, of office space and living quarters for personnel 
assigned abroad; maintenance, improvement, and repair of properties 
rented or leased abroad, and furnishing fuel, water, and utilities for 
such properties; insurance on official motor vehicles abroad; advances 
of funds abroad; advances or reimbursements to other Government 
agencies for use of their facilities and services in carrying out the 
functions of the Commission; hire of motor vehicles for field use only; 
and employment of aliens; [$1,030,000, to be derived by transfer from 
the account entitled “Payment of Vietnam Prisoners of War 
Claims” ] $840,000. (932 Stat. 431; Departments of State, Justice, and 
Commerce, the Judiciary, and Related Agencies Appropriation Act, 
1980.) 


Note.—If H.R. 4337, “To provide for the transfer of the Foreign Claims Settlement Com- 
mission,” is enacted, the Commission will be established as an independent agency in the 
Department of Justice beginning in 1980. 

Program and Financing (in thousands of dollars) 


Identification code 79-0100-0-1-153 





1979 actual 198u est. 1981 est. 





Identification code 29-0100-0-1-376 


Direct obligations: 
Personnel compensation: 
Permanent positions. 39,059 40,763 
Positions other than permanent... 2,940 2,668 
Other personnel compensation 414 
Special personal services payments 15 


42,428 


1979 actual 1980 est. 1981 est. 





43,036 





Total personnel compensation 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons. 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials... 
Equipment 
67,756 


Total direct obligations 64,597 





Reimbursable obligations: 
Personnel compensation: Permanent posi- 
20 


Program by activities: 
1. Adjudication of international claims 438 503 401 
2. Executive and advisory function 392 527 439 


Total program costs, funded * 830 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 
Financing: 
22.40 Unobligated balance transferred from other 


accounts 
25.00 Unobligated balance lapsing 





40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year ies 148 
74.40 Obligated balance, end of year wis —212 
77.00 Adjustments in expired accounts 2 


90.00 Outlays 797 





1 Includes capital investment as follows: 1979, $5 thousand; 1980, $6 thousand; 1981, $1 thousand. 
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General and special funds—Continued 
SALARIES AND ExpeNsEs—Continued 


In 1981, the Foreign Claims Settlement Commission 
will complete adjudication of the claims of American 
citizens whose properties were nationalized, expropriat- 
ed, or otherwise taken by the German Democratic Re- 
public. The Commission will also provide information 
and advice to the public and Federal agencies on past 
and pending claims programs. 


Object Classification (in thousands of dollars) 
Identification code 79-0100-0-1-153 


Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent. 
11.5 Other personnel compensation 





1979 actual 1980 est. 1981 est. 





Total personnel compensation 
12.1 Personnel benefits: Civilian 
13.0 — Benefits for former personnel 
21.0 Travel and transportation of persons 
23.1 — Standard level user charges 
23.2 Communications, utilities, and other rent... 
24.0 Printing and reproduction... 
25.0 Other services 
26.0 Supplies and materials .. 
31.0 — Equipment 


99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 29 12 
Total compensable workyears 25 22 
Full-time equivalent of other positions ( (0) (0) 

Full-time equivalent of overtime and holiday 
(0) (0) 


$50,112 $50,112 


(0) 
$47,500 
Average GS grade 9.06 9.52 10.00 


Average ES salary 


$19,453 
$23,000 


$20,799 
$23,000 


$20,104 
$25,666 


Average GS salary 
Average salary of ungraded positions 





PAYMENT OF VIETNAM PRISONERS OF WAR CLAIMS 
Program and Financing (in thousands of dollars) 


Identification code 79-0104-0-1-153 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Costs—obligations (object class 42.0) 54 
Financing: 
21.40 Unobligated balance available, start of year 
23.40 Unobligated balance transferred to other 


—11,059 —1,990 — 860 


1,015 
24.40 Unobligated balance available, end of year.. 1,990 
25.00 Unobligated balance lapsing 


Budget authority 


Budget authority: 
40.01 Appropriation rescinded (Public Law 96- 
7) 








43.00 Appropriation (adjusted) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 54 





The War Claims Act of 1948, as amended, authorizes 
payments to American military prisoners of war and 
American civilians captured by hostile forces in South- 


east Asia during the Vietnam conflict. The Defense 
Department intends to make final status determina- 
tions on all military personnel in 1980, after which the 
Commission can certify valid claims to the Treasury 
Department for payments. 


GENERAL SERVICES ADMINISTRATION 


REAL PROPERTY ACTIVITIES 
Federal Funds 
General and special funds: 
REAL PROPERTY MISCELLANEOUS ACCOUNTS 


Program and Financing (in thousands of dollars) 


Identification code 47-9911-0-1-999 





1979 actual 1980 est. 1981 est. 








Financing: 
17.00 Recovery of prior year obligations 
25.00 Unobligated balance lapsing 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year... 
74.40  Obligated balance, end of year 


90.00 Outlays 





Distribution of outlays by account: 
Operating expenses, PBS 





These expired accounts are being liquidated. 


Intragovernmental funds: 
FEDERAL BUILDINGS FUND* 
Limitations on Availability of Revenue 
* See Part III for additional information. 


The revenues and collections deposited into the fund pursuant to 
section 210(f) of the Federal Property and Administrative Services Act 
of 1949, as amended (40 U.S.C. 490(f)), shall be available for necessary 
expenses of real property management and related activities not oth- 
erwise provided for, including operation, maintenance, and protection 
of federally owned and leased buildings; rental of buildings in the 
District of Columbia; restoration of leased premises; moving Govern- 
ment agencies (including space adjustments) in connection with the 
assignment, allocation and transfer of space; contractual services inci- 
dent to cleaning or servicing buildings and moving; repair and alter- 
ation of federally owned buildings, including grounds, approaches and 
appurtenances; care and safeguarding of sites; maintenance, preserva- 
tion, demolition, and equipment; acquisition of buildings and sites by 
purchase, condemnation, or as otherwise authorized by law; conver- 
sion and extension of federally owned buildings; preliminary planning 
and design of projects by contract or otherwise; construction of new 
buildings (including equipment for such buildings); and payment of 
principal, interest, taxes, and any other obligations for public build- 
ings acquired by purchase contract, in the aggregate amount of 
[$1,427,268,000} $1,620,477,000, of which (1) not to exceed 
[$36,380,000] $37,549,000 shall remain available until expended for 
construction of additional projects as authorized by law at locations 
and at maximum construction improvement costs (including funds for 
sites and expenses) as follows: 

New Construction: 

[Mississippi: 

Jackson, Motor Pool, $367,000 
Texas: 

El Paso, Federal Office Building, $21,573,000 
on Border Station, $7,100,000 

Salt Lake City, Motor Pool, $282,000] 
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Arizona: 
San Luis, Border 
Station, $6,242,000 
California: 
Otay Mesa, Border 
Station, $12,106,000 
Maine: 
Houlton, Border 
Station, $3,409,000 
[Purchase: 
Massachusetts: ] 
Acquisition and Improvements of United States Postal Service 
Properties, [$7,058,000] $15,792,000: 
Provided, That the immediately foregoing limits of costs may be 
exceeded to the extent that savings are effected in other such projects 
but by not to exceed 10 per centum: Provided further, That all funds 
for direct construction projects shall expire on September 30, [1981] 
1982, except funds for projects as to which funds have been obligated 
in whole or in part prior to such date; (2) not to exceed 
[$145,953,000] $780,000,000, which shall remain available until ex- 
pended, for repairs and alterations [and major repairs]: Provided, 
That funds in the Federal Buildings Fund for [Alterations and 
Major] Repairs and Alterations shall, for prospectus projects, be 
limited to the amount by project shown in the budget justification 
therefor, except each project may be increased by an amount not to 
exceed 10 per centum: Provided further, That all funds for [alter- 
ations and major] repairs and alterations prospectus projects shall 
expire on September 30, [1981] 1982, except funds for projects as to 
which funds have been obligated in whole or in part prior to such 
date; (3) not to exceed [$99,700,000] $108,374,000 for payment on 
purchase contracts entered into prior to July 1, 1975; (4) not to exceed 
[$574,700,000] $680,700,000 for rental of space; (5) not to exceed 
[$498,063,000] $536,501,000 for real property operations, and (6) not 
to exceed [$72,472,000] $77,353,000 for program direction and cen- 
tralized services: Provided, That for the purposes of this authoriza- 
tion, buildings constructed pursuant to the Public Buildings Purchase 
Contract Act of 1954 (40 U.S.C. 356), the Public Buildings Amend- 
ments of 1972 (40 U.S.C. 490), and buildings under the control of 
another department or agency where alterations of such buildings are 
required in connection with the moving of such other department or 
agency from buildings then, or thereafter to be, under the control of 
General Services Administration shall be considered to be federally 
owned buildings: Provided further, That none of the funds available 
to the General Services Administration shall be available for ex- 
penses in connection with any project for which a prospectus, if 
required by the Public Buildings Act of 1959, as amended, has not 
been approved, except that necessary funds may be expended for each 
project for required expenses in connection with the development of a 
proposed prospectus: Provided further, That amounts necessary to 
provide reimbursable special services to other agencies under section 
210(f(6) of the Federal Property and Administrative Services Act of 
1949, as amended (40 U.S.C. 490(f)(6)) and amounts to provide such 
reimbursable fencing, lighting, guard booths, and other facilities on 
private or other property not in government ownership or control as 
may be appropriate to enable the United States Secret Service to 
perform its protective functions pursuant to 18 U.S.C 3056, as amend- 
ed, shall be available from such revenues and collections: Provided 
further, That any revenues and collections and any other sums accru- 
ing to this fund during fiscal year [1980] 7981, excluding reimburse- 
ments under section 210(f)(6) of the Federal Property and Administra- 
tive Services Act of 1949 (40 U.S.C. 490(f6)), in excess of 
[$1,427,268,000] $1,620,477,000, shall remain in the Fund and shall 
not be available for expenditure except as authorized in appropriation 
Acts[: Provided further, That for additional expenses necessary to 
reimburse the fund established pursuant to section 210 of the Federal 
Property and Administrative Services Act of 1949, as amended, for 
expenditures made under 210(j) of said Act, $115,000 to be deposited 
to said fund]. (Independent Agencies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 





Menttication code 47-4542-0-4-804 


Program by activities: 
Basic program: 
1. Construction and acquisition 
of facilities 
2. Repairs and alterations 
3. Purchase contract payments . 
4. Rental of space 


1979 actual 1980 est. 1981 est. 





87,025 
186,179 
99,700 
574,700 


101,693 
167,400 
108,374 
680,700 


462,505 
68,188 


1,347,722 
203,607 


509,360 
75,787 


1,532,751 
300,000 


536,501 
77,353 


1,672,021 
300,000 


5. Real property operations 
6. Program direction 





Total basic program 
Reimbursable program 


Total 





program costs, 
1,551,329 


23,577 
1,574,906 


1,832,751 
—3,599 


1,829,152 


1,972,021 
—21,443 


1,993,464 


Change in selected resources 





10.00 Total obligations 


Financing: 

Offsetting collections from: 
Standard level user charges 
Collections for: 

(a) Special services and im- 
provements 

(b) Sale of fixed assets 

(c) Miscellaneous income 


—1,397,430 —1,511,100 —1,627,500 


— 208,146 
—946 
—3,195 


— 300,000 
— 1,000 
—3,000 


— 300,000 
—1,000 
— 4,000 





Total receipts and re- 
imbursements 


Federal funds 
Change in unfilled customers’ 


— 1,932,500 
—1,771,178 


— 1,609,717 
— 1,475,153 


— 1,815,100 
— 1,672,882 








11.00 


—9,807 
— 107,588 


— 10,000 
—115,346 


— 10,000 
13.00 — 132,260 


14.00 


Trust funds 
Non-Federal sources: 
Sale of fixed assets. 
Miscellaneous income... 
Off-budget Federal entities 
Recoveries of prior year obligations 
Unobligated balance available, 
start of year: Fund balance 
Unobligated balance, start of year 
(unavailable): Fund balance 
Unobligated balance transferred to 
other accounts 625 
Unobligated balance available, end 
of year: Fund balance 
Unobligated balance, end of year 
(unavailable): Fund balance 
Capital transfer to general fund 


—946 
—3,195 
— 22,835 
— 26,924 


— 1,000 
— 3,000 


— 1,000 
— 4,000 
15.00 
17.00 
21.98 
— 328,792 


— 221,484 — 251,519 


—16,962 — 129,034 


328,792 251,519 188,532 


55,699 129,034 141,057 


27.00 6,022 


40.00 





Budget authority (appro- 


priation) 21,150 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: 
Fund balance 
74.98 Obligated balance, end of year: 
Fund balance 


90. Outlays 


—11,542 4,052 50,964 


250,705 235,427 385,699 


— 235,427 
— 56,264 


— 385,699 
— 146,220 


— 450,685 
— 14,022 





1 Includes capital investment as follows: 1979, $42,645 thousand; 1980, $101,425 thousand; 1981, $115,393 thousand. 


The Federal buildings fund finances the activities of 
the Public Buildings Service which provides space and 
services for Federal agencies in a relationship similar to 
that of landlord and tenant. The following table details 
composition of the Federal buildings fund space inven- 
tory (leased and Government owned) and the employees 
housed in that space: 


1980 estimated 1981 estimated 





Square feet 
(in Employees 
housed 


thousands) 
150,500 850,280 
48,653 8,220 
29,270 57,080 


14,477 
242,900 


146,226 
47,271 
28,438 
14,065 


236,00 


Office space 
Storage space 
Special space ... 
Parking 


889,575 


915,580 


The fund, established in 1975, replaces direct appro- 
priations by using income derived from rent assess- 
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REAL Property Activities—Continued 
Intragovernmental funds—Continued 
FEDERAL BUILDINGS FUND—Continued 


Limitations on Availability of Revenue—Continued 


ments (standard level user charges—SLUC) which ap- 


proximate commercial rates for comparable space and 
services. SLUC income was $1,397 million in 1979 and is 
estimated at $1,511 million for 1980 and $1,628 million 
for 1981. 

The following table details the financing for the Fed- 
eral buildings fund in 1980 and 1981 (in thousands of 
dollars): 


[In thousands of dollars] 


Program 
costs, 


funded resources 


1980 basic program: 
1. Construction and acquisition of facilities 
2. Repairs and alterations 
3. Purchase contract payments.. 
4. Rental of space 
5. Real property operations... 
6. Program direction 


87,025 
186,179 
99,700 
574,700 
509,360 
75,787 


Change in 
selected 


8,135 95,160 
—11,734 


Obligational authority 





End-of-year From 
unobligated prior 
Obligations balance Total New year 


153,033 248,193 
174,445 
99,700 
574,700 
509,360 
75,787 


36,380 211,813 
145,953 28,492 
99,700 
574,700 
509,360 
75,787 


174,445 
99,700 
574,700 
509,360 
75,787 





Total basic program, includes supplemental 1,532,751 
Other programs, reimbursable: 


Special services and improvements 300,000 


1,529,152 1,682,185 1,441,880 


300,000 300,000 300,000 





Total Federal buildings fund 1,832,751 


1,829,152 153,033 —_1,,982,185 1,741,880 240,305 











1981 basic program: 
1. Construction and acquisition of facilities 
2. Repairs and alterations 
3. Purchase contract payments.. 
4. Rental of space 
5. Real property operations..... 
6. Program direction 


101,693 
167,400 
108,374 
680,700 
$36,501 

77,353 


110,536 
180,000 
108,374 
680,700 
536,501 

77,353 


80,046 190,582 
180,000 
108,374 
680,700 
536,501 


77,353 


37,549 
180,000 
108,374 
680,700 
536,501 

77,353 


153,033 





Total basic program 1,672,021 
Other programs, reimbursable: 


Special services and improvements 300,000 





1,693,464 1,773,510 1,620,477 


300,000 300,000 300,000 





Total Federal buildings fund 1,972,021 


21,443 


1,993,464 80,046 2,073,510 1,920,477 153,033 








+The 1980 resource requirements include $14,612 thousand requested to fund the October 1979 classified pay increase in real property operations and program direc- 


tion and wage-board increases in real property operations. 


2The 1981 resource requirements include $18,842 thousand for the cost of the October 1979 classified pay increase in real property operations and program direction 


and wage-board increases in real property operations. 


The Federal buildings fund direct program consists of 
the following activities: 

1. Construction and acquisition of facilities.—Space 
is acquired through direct federally financed construc- 
tion of facilities, the extension and conversion of exist- 
ing buildings, and direct purchasing of existing facili- 
ties. All costs directly attributable to Federal buildings 
fund construction projects for site acquisition, design, 
management and inspection, and construction are fi- 
nanced under this activity. The total cost of new com- 
mitments for direct federally financed construction and 
acquisition of facilities is estimated at $36 million in 
1980 and $38 million in 1981. 

2. Repairs and alterations. Repairs and alterations of 
public buildings are funded under this activity. Cost 
effectiveness, overall appearance, state of repair, and 
operating efficiency are the principal criteria used in 
establishing priorities of work required with primary 
consideration given to repairs to prevent deterioration 
and damage to the buildings, their support systems, and 
necessary operating equipment. 

3. Purchase contract payments.—Payments are made 
for liabilities incurred for facilities acquired under pur- 
chase contract authority. Purchase contract authority, 


which provided for private investment capital financing 
of public buildings, expired at the end of 1975. The 
periodic payments on the purchase contracts cover prin- 
cipal, interest, taxes, and other requirements. 


4. Rental of space.—Space is acquired through the 
leasing of either existing buildings, including space oc- 
cupied by Federal agencies in U.S. Postal Service facili- 
ties, or facilities to be built with private capital for 
lease to the Government. Rental of existing commercial 
and Postal Service buildings is estimated to provide 98 
million square feet in 1980 and 105 million square feet 
in 1981. Leased space will represent 42% of the total 
space inventory in 1981. 


5. Real property operations.—Services are provided for 
Government-owned and leased facilities, including 
cleaning, utilities and fuel, protection, maintenance, 
other miscellaneous services such as moving as a result 
of space adjustments, moving of agencies into newly 
acquired space, evaluation of new materials and equip- 
ment, and field supervision of the foregoing services. 
The 1981 direct program compares with the 1980 pro- 
gram as follows (estimated square feet and expenses in 
millions): 


Cleaning 
Utilities 
Mainten 
Protectic 
(ther bu 


Miscel 
Other 
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1980 





Square ware 
feet Expenses t 
186 $168 188 
217 157 219 
187 91 189 
212 50 214 
43 








6. Program direction.—Overall general management 
is accomplished, including long- and short-range plan- 
ning, and administration of all programs which are the 
responsibility of the Public Buildings Service. In addi- 
tion, this activity finances the costs of management and 
administration of each of the individual direct activities 
of the Federal buildings fund. 

Reimbursable programs.—When requested by Federal 
agencies, the Public Buildings Service provides building 
services such as tenant alterations, cleaning and other 
operations, and protection services which are in excess 
of those services provided under the standard level user 
charge. The United States Courts were furnished space 
and services, financed from Federal Buildings Fund pro- 
grams, valued at $81.6 million during 1979 and are 
expected to be provided similar services during 1980 
and 1981 valued at $95 million, and $98 million respec- 
tively. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Operating gain or loss (—): 
Revenue 1,605,576 


— 1,668,385 
— 62,809 


1,811,100 
— 1,855,641 


— 44,541 


1,927,500 
— 1,975,516 


— 48,016 





Net operating or loss 








Nonoperating income or loss (—): 

Proceeds from sale of fixed 
1,000 

Net book value of assets sold..... 





Net gain from sale of fixed 
931 


3,195 








—729 
Donations to others ae —14 
Miscellaneous expense —9 


3,374 





Net nonoperating gain 3,000 








Net gain or loss (—) for 


the year — 59,435 — 41,541 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Fund balance with Treasury 
Accounts receivable (net) 
Advances made 

Inventories (net) 


Real property and equipment 
t 
1,286,701 
4,878,065 


949,151 
107,372 

2,536 
205,660 


619,918 
125,287 

4,445 
213,051 


727,421 
117,347 

4,445 
215,000 


735,310 
117,347 

4,445 
215,000 


2,672,212 
1,502,164 


5,137,077 


2,649,543 
1,502,164 


9,215,920 


2,651,181 
1,502,164 


9,225,447 








Liabilities: 
Accounts payable including ac- 


crued liabilities 155,602 158,439 239,336 272,879 


Advances received 
Unfunded liabilities 
Other liabilities 


Totalliabilities 


Government equity: 
Unexpended balances: 
Unobligated balance 
Undelivered orders 
Unfinanced budget authority: 
Unfilled customers’ orders 
Invested capital 


205,011 


— 290,820 
3,340,144 


Total Government equity 3,552,781 


22,015 
1,172,058 


1,653,140 


384,491 
206,719 


— 300,627 
3,193,354 


3,483,937 


340,000 
22,015 
1,172,058 


1,773,409 


341,722 
238,782 


—310,627 
3,172,634 


3,442,511 


360,000 
22,015 
1,172,058 


1,826,952 


284,625 
260,225 


— 320,627 


3,174,272 


3,398,495 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 
Transactions: 
Appropriations 
Provision for unamortized leave liability 
Adjustments of balances 


Closing balance 


Retained income: 

Opening balance 

Transactions: 
Net operating income or loss 
Net nonoperating income or loss... 
Transfers of property 
Capital transfer 
Transfer of unobligated balance 


Closing balance 


Total Government equity (end of year) 


3,582,734 


3,483,937 


3,586,026 


3,586,141 


3,586,141 


— 143,630 
— 48,016 


— 187,646 
3,398,495 





Object Classification (in thousands of dollars) 





Identification code 47-4542-0-4-804 


1979 actual 


1980 est. 


1981 est. 





Personnel compensation: 
Permanent positions. 
Positions other than permanent... 
Other personnel compensation 


Total personnel compensation... 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons 
(direct) 
Travel and transportation of persons (reim- 


Motor pool travel 

Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 

Other services 

Supplies and materials .... 

Equipment 

Land and structures 

Grants, subsidies, and contributions... 
Insurance claims and indemnities 
Interest and dividends 


Total obligations 


277,870 
6,500 
14,400 


293,100 
3,800 
14,400 


313,600 
4,100 
14,400 





298,770 
33,741 
9 


2,856 


691 
1,793 
2,562 

676,011 
2,427 
387,318 
64,168 
2,516 
27,788 


56,887 
1,574,906 





Personnel Summary 


311,300 
31,200 
30 


3,360 


1,600 
1,400 
2,026 
763,900 
2,800 
509,800 
70,000 
2,800 
42,614 
25,627 
90 
61,205 


1,829,152 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 


( 
$47,500 

7.66 
$17,426 
$15,695 


13,733 
14,131 
(265) 


(390) 
$50,112 

7.65 
$18,670 
$16,872 


332,100 
33,200 
30 


3,630 


1,000 
1,600 
2,400 
881,400 
3,400 
539,536 
75,000 
2,900 
26,190 
25,594 
90 
65,394 


1,993,464 


13,733 
14,131 
(265) 


(330) 
$50,112 

7.65 
$18,850 


$17,035 
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Rea Property Activities—Continued 


Intragovernmental funds—Continued 
FEDERAL BUILDINGS FUND—Continued 


Limitations on Availability of Revenue—Continued 


Personnel Summary—Continued 


Reimbursable: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


3,698 
3,893 
(235) 


(110) 
Average GS grade 5.13 
Average GS salary $12,450 $13,467 $13,600 
Average salary of ungraded positions $15,695 $16,872 $17,035 





(ees 


CONSTRUCTION SERVICES FUND 


Program and Financing (in thousands of dollars) 





Identification code 47-4602-0-4-804 1979 actual 1980 est. 1981 est. 





Program by activities: 
Technical services 
funded) 
Change in selected resources (undelivered 
orders, net of prior year recoveries) 16 


22,275 


(program — costs, 


22,259 26,889 26,964 





10.00 Total obligations 26,964 


Financing: 
11.00 Offsetting collections from: Federal funds: 
Federal buildings fund 
Other Federal agencies 
Change in unfilled customers’ orders 
17.00 Recoveries of prior year obligations 
21.98 Unobligated balance available, start of 
year: Fund balance 
“24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 


— 25,254 
—1,726 
—9,123 

—23 


— 28,300 
—500 


—25,676 —39,527 —42,139 


44,725 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
ance 2,200 
74.98 Obligated balance, end of year: Fund bal- 
—2,791 


2,791 1,594 


— 1,994 —546 


Liabilities: 
Accounts payable including funded 


accrued liabilities 34,748 


34,748 


35,188 
35,188 


34,362 
34,362 





Total liabilities 








Government equity: 
Unexpended balances: 
Unobligated balance 
Undelivered orders 
Unfinanced budget authority: 
Unfilled customers’ orders 


39,527 42,139 
ll 


— 32,165 
7,373 


— 32,960 
9,179 








Total Government equity 





Analysis of changes in Government equity: 
Retained income: Opening balance 
Transactions: Net income or loss. 


2,652 
4,721 


7,373 
7,373 


7,373 
1,806 


9,179 
9,179 


Closing balance 11,015 


Total Government equity (end of year) 11,015 





Object Classification (in thousands of dollars) 





Identification code 47—4602-0-4-804 


Personnel compensation: 
11.1 Permanent positions. 19,180 23,299 23,375 
11.3 Positions other than permanent 665 667 
11.5 Other personnel compensation 495 495 


20,354 24,459 24,537 
1,921 2,419 2,427 


22,275 26,878 26,964 


1979 actual 1980 est. 1981 est. 





Total personnel compensation 
12.1 Personnel benefits: Civilian 


99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 841 876 876 
Total compensable workyears 865 915 920 
Full-time equivalent of other positions (56) (20) (20) 
Full-time equivalent of overtime and holiday 
(10) (19) (24) 
10.51 10.54 10.57 
$23,975 $26,597 $26,684 


Average GS grade 
Average GS salary. 





(a eR 


CONSOLIDATED WORKING FUND, REAL PROPERTY ACTIVITIES 


Program and Financing (in thousands of dollars) 





90.00 —14,442 1,415 —1,538 





Identification code 47-3918-0-4-804 1979 actual 1980 est. 1981 est. 





The Construction services fund provides financing for 
salaries and related benefits of all personnel engaged in 
architectural and engineering services in connection 
with buildings design and construction. 


Revenue and Expense (in thousands of dollars) 





1979 actual 


26,980 
— 22,259 


4,721 


1980 est. 


28,695 
— 26,889 


1,806 


1981 est. 


28,800 
— 26,964 


1,836 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with U.S. Treasury... 
Accounts receivable (net) 
Deferred charges 


43,733 45,271 


Total assets. 


45,377 


Program by activities: 
1. Design, supervision, and miscellaneous 
151 1,727 951 
16,816 15,198 2,000 


16,967 16,925 2,951 
— 1,622 


2. Construction 


Total program costs, funded 
Change in selected resources (undelivered 
— 12,423 


4,544 


— 11,070 


10.00 Total obligations......... 5,855 


Financing: 

11.00 Offsetting collections from: 
Federal funds 
Change in unfilled customers’ orders 

21.98 Unobligated balance available, start of 
year: Fund balance 

24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 


—4,544 
—16 


—45 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 





11,018 


9,179 
1,836 


1 
i 
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74.98 Obligated balance, end of year: Fund bal- . 
— 283 


90.00 895 


—1,344 
—1,000 


—2,344 
— 1,000 








This fund primarily reflects construction performed 
by the General Services Administration on behalf of the 
University of the District of Columbia. 


Object Classification (in thousands of dollars) 
Kdenttication code 47-3918-0-4-804 


21.0 Travel and transportation of persons 3 2 
24.0 — Printing and reproduction 26 15 
25.0 Other services 1,342 429 
32.0 Lands and structures 4,484 


99.0 Total obligations 5,855 





1979 actual 1980 est. 1981 est. 











ALLOCATIONS RECEIVED FROM OTHER APPROPRIATION ACCOUNTS 


Note.—Obligations incurred in 1979 and 1980 under allocations from other appropriations 
are as follows: 
Agriculture: Forest Service: “Construction and land acquisition.” 
Commerce: 
Domestic and International Business: “Participation in U.S. expositions.” 
National Oceanic and Atmospheric Administration: “Construction.” 
Science and Technical Research: “Scientific and technical research and services.” 
Energy: “Energy.” 
Environmental Protection Agency: “Operations, research and facilities.” 
Federal Home Loan Bank Board: “Revolving fund.” 
Government Printing Office: “Environmental impact study.” 
Health, Education and Welfare: 
Alcohol, Drug Abuse and Mental Health Administration: “Buildings and facilities.” 
Howard University: “Construction.” 
National Institutes of Health: “Buildings and facilities.” 
Social Security Administration: “Limitation on salaries and expenses.” 
Interior: 
Office of the Secretary: “Departmental management.” 
Bureau of Mines: 
“Mines and minerals.” 
“Construction, Metallurgy Research Center.” 
Justice: 
Federal Bureau of Investigation: “Salaries and expenses.” 
Federal Prison System: “Buildings and facilities.” 
Labor: 
“Mine Safety and Health Administration.” 
Smithsonian Institution: 
“Construction.” 
“Restoration and renovation of buildings.” 
State: “International Center, Washington, D.C.” 
Tax Court of the United States: “Construction.” 
Treasury: 
Bureau of Engraving and Printing: “Bureau of Engraving and Printing fund.” 
Federal Law Enforcement Training Center: “Construction.” 


PERSONAL Property ACTIVITIES 
Federal Funds 
General and special funds: 
FEDERAL SUPPLY SERVICE 
Operating Expenses 

For expenses, not otherwise provided for, necessary for supply dis- 
tribution (including contractual services incident to receiving, han- 
dling and shipping supply items), procurement (including royalty pay- 
ments), inspection, standardization, [transportation and public utility 
activities,] and other supply management activities as authorized by 


law, [$148,028,000] including services authorized by 5 U.S.C. 3109, 
$133,410,000..(Independent Agencies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 





Mentification code 47-0500-0-1-804 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 


2. Contracts 
3. Programs and requirements 


310-100 O - 80 - 56 


4. Quality assurance 

5. Supply distribution 

6. Procurement 

7. Standards and quality control 

8. Transportation and public utilities 
9. Customer service and support 


Total direct program 





Reimbursable program: 


3. Programs and requirements . 
5. Supply distribution 
9. Customer service and support 


16,772 
149,659 


Total reimbursable program 15,290 


146,353 


16,789 
150,199 





Total program costs, funded 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 
Financing: 

11.00 Offsetting collections from: Federal funds... © —15,290 

25.00 Unobligated balance lapsing 1,141 


Budget authority 130,417 


Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 Appropriation (adjusted) 
44.10 Supplemental for wage-board pay 


—1,787 
144,566 





150,199 


— 16,789 





132,887 133,410 





170,466 
— 40,049 


130,417 


143,028 
—16,345 


126,683 


133,410 





1,694 
44.20 Supplemental for civilian pay 
raises 4,510 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 129,276 132,887 133,410 
72.40 Obligated balance, start of year 13,990 7,469 7,469 
74.40 Obligated balance, end of year —17,469 


77.00 Adjustments in expired accounts 799 


90.00 Outlays, excluding pay raise supple- 
tal 


136,596 127,085 133,008 
91.10 Outlays from wage-board pay raise 

supplemental 110 
91.20 Outlays from civilian pay raise sup- 


plemental 292 





This appropriation provides for government-wide 
management of supplies and personal property and op- 
erating the worldwide supply system. 

1. Supply.—A national supply distribution system of 
wholesale distribution facilities is managed and operat- 
ed through which commercial-type commodities are re- 
ceived, stored, and issued on a worldwide basis to Feder- 
al agencies. Supplies are shipped by the wholesale oper- 
ation to customer agencies from GSA supply distribu- 
tion facilities located in each of the 11 GSA regions and 
the fuel yard located in Washington, DC. The sales 
estimate for 1981 is $825 million. This office is responsi- 
ble for the inventory management program of the Fed- 
eral Supply Service. Inventory levels available for issue 
to customer agencies are projected at $224 million for 
1980 and $234 million for 1981 with a stockturn of 3.3 
in 1980 and 1981. 

Administrative, office and maintenance supplies, and 
standard forms are provided to Federal agencies 
through self-service retail facilities located wherever 
there is a concentration of Federal activities. Sales 
through these self-service stores were $42.0 million in 
1979 and are estimated to be $47.0 million in 1980 and 
$49.0 million in 1981. This activity also manages and 
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PERSONAL Property Activities—Continued 


General and special funds—Continued 

FEDERAL SUPPLY SERVICE—Continued 

Operating Expenses—Continued 
operates programs for processing and control of agency 
requisitions. The number of requisitions received in 
1979 was 7,005,000 with an estimate of 7,739,000 to be 
received in 1980 and 7,957,000 in 1981. 

2. Contracts.—Contracting responsibility for commer- 
cial-type items required by Federal agencies and other 
authorized users of the Federal Supply Service system 
is provided in this area. In addition to contracting and 
purchasing, the Contracts activity selects commodities 
for inclusion in the Stores, Nonstores, and Federal 
Supply Schedules programs by determining the method 
of supply that is most economical and effective. Total 
procurement volume in 1979 was $3.3 billion and is 
estimated to be $3.7 billion in 1980 and $3.9 billion in 
1981. This activity is responsible for incorporating an 
expanded commodity center concept and manages and 
operates the Automotive and Tools Center, Furniture 
Center, and the General Products Center. 

3. Programs and requirements.—Planning, direction, 
and coordination is necessary to insure effective logistic 
support to all Federal agencies. This activity is respon- 
sible for determining the adequacy of the support pro- 
grams and will provide leadership for determining cus- 
tomer agency requirements, engineering, and technical 
support relative to the FSS mission, and operates the 
primary civil agency catalog activity. Continued empha- 
sis will be placed on the customer liaison and customer 
market research program to increase the scope of 
supply and procurement support rendered by the Feder- 
al Supply Service to other Federal agencies. This activi- 
ty also manages and operates programs for commodity 
management and logistics data systems. Qualitative re- 
quirements for commodities are reflected in Federal 
specification and Federal standards for use in procure- 
ment. In 1979, the standardization program consisted of 
the promulgation of 1,463 Federal specification and 
standard actions; in 1980, actions are estimated to be 
2,520 and in 1981, actions are estimated at 2,570. 

4, Quality assurance.—Timely delivery of commodities 
of specified quality is assured by inspection and surveil- 
lance at contractors’ plants or GSA supply facilities, by 
laboratory tests and analyses prior to acceptance, and 
by contract administration assistance. The total dollar 
volume inspected in 1979 was $457 million with an 
estimated dollar volume inspected in 1980 of $480 mil- 
lion and in 1981 of $497 million. The number of labora- 
tory tests in 1981 are estimated at 26,716. 


Object Classification (in thousands of dollars) 
Identification code 47-0500-0-1-804 


Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 


1979 actual 1980 est. 1981 est. 





75,119 
2,589 
2,623 


80,331 


76,267 
1,902 
1,937 


76,169 
1,965 
2,018 


Total personnel compensation 80,152 
Personnel benefits: Civilian 7,984 
Travel and transportation of persons 1,021 
Motor pool travel 367 
Transportation of things 110 


Standard level user charges 30,359 30,359 





Communications, utilities, and other rent.... 
Printing and reproduction 

Other services 

Supplies and materials 

Insurance claims and indemnities 


Total direct obligations 


Reimbursable obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Motor pool travel 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials 


Total reimbursable obligations 


Total obligations 


6,507 


7,455 
2,175 
2,224 


7,646 
2,088 
2,290 
1,390 

3 


133,410 


9,198 
515 
486 


16,789 


150,199 





Personnel Summary 





Direct program: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 


Reimbursable program: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary 
Average salary of ungraded positions 


3,966 
4,099 
(180) 


(85) 
$50,112 
8.46 
$19,829 
$18,155 


451 


$19,484 


3,992 
4,123 
(181) 


(85) 
$50,112 

8.41 
$19,829 
$18,155 


$19,484 





rma 


Intragovernmental funds: 


GENERAL SUPPLY FUND 


Program and Financing (in thousands of 


dollars) 





Identification code 47-4530-0-4-804 


1979 actual 


1980 est. 





Program by activities: 
Operating costs: 
1. Supply operations: 
(a) Stores, regular 
(b) Stores, direct delivery... 
(c) Nonstores items 
(d) Export operations 
2. Property management and disposal 
operations 
3. Motor pools 
4, Administrative equipment 
Unfunded adjustments to total operating 
costs—depreciation 


Total operating costs, funded... 


Capital investment funded: 
1. Supply operations: 
(a) Stores items: Purchase of mate- 
rials handling and lab equipment... 


800,988 
28,162 


908 
162,187 
3,141 


— 46,762 
1,470,313 


916 


850,000 
38,000 
561,000 
18,000 


1,000 
181,600 
3,400 


— 54,300 
1,598,700 


3,800 


864,000 
42,000 
670,000 
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3. Motor pools: Purchase of equipment... 
4. Administrative equipment 


55,601. 
4,688 


61,205 
1,531,518 


74,400 
6,500 


84,700 
1,683,400 


71,000 
7,000 


82,300 
1,815,600 





Total capital investment, funded... 








Total program costs, funded 
Change in selected resources (undelivered 
— 44,008 


1,487,510 


—17,192 
1,666,208 


2,000 
1,817,600 





10.00 Total obligations 


Financing: 
Offsetting collections from: 
Federal funds: 
Supply operations: 
Stores, regular: Revenue 
Stores, direct delivery: Revenue 
Nonstores: Revenue 
Export operations: Revenue 
Property management and disposal 
operations: Revenue 
Motor pools: Revenue 
Administrative equipment: Revenue... 
Change in unfilled customers’ orders . 
Trust funds: 
Supply operations: 
Stores, regular: Revenue 
Stores, direct delivery: Revenue 
Nonstores, Revenue 
Property management and disposal 
operations: Revenue 
Motor pools: Revenue 
Non-Federal sources (5 U.S.C. 630g): 
Undistributed receipts: Proceeds from 
sale of equipment 
Deficiency, start of year 
Deficiency, end of year 
Capital transfer to general fund 


11.00 


—811,131 
— 29,937 
— 500,483 
—18,514 


— 848,000 
— 37,500 
— 556,000 
— 18,000 


— 861,000 
— 41,300 
— 663,000 
— 18,000 


—651 

— 164,942 
—3,141 
136,730 


—900 

— 179,600 
—3,400 
— 80,981 


— 800 
— 196,000 
3,700 


13.00 


— 12,000 
—500 
— 5,000 


— 100 
—1,546 —2,000 


14.00 


— 12,827 
94,905 

— 164,808 
52,460 


— 13,200 
164,808 
— 13,835 


21.10 
24.10 
27.00 


40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
12.98 Obligated balance, start of year: Fund bal- 
ance 175,030 
74.98 Obligated balance, end of year: Fund bal- 


67,443 —90,973 


268,573 172,200 
— 268,573 


— 26,100 


— 172,200 
5,400 


— 165,500 
5,200 





90.00 


"Includes deferred charges of $2,819 thousand in 1979 


This fund finances, on a reimbursable basis, (1) a 
national supply depot system and a system of ordering 
supplies for direct delivery to agencies; (2) a rehabilita- 
tion and repair program and a program for redistribu- 
tion of materials no longer needed overseas; (3) a 
system of interagency motor vehicle pools and (4) the 
purchase of administrative equipment for using activi- 
ties. This estimate provides for supplies and services to 
both military and civilian agencies. 

1. Supply operations—(a) Stores, regular.—Stock of 
common-use commodities are purchased in volume and 
stored in supply depots for sale to Government agen- 
cies. Sales were $820.5 million in 1979, and are estimat- 
ed to be $860.0 million in 1980, and $874.0 million in 
1981. 

(b) Stores, direct delivery.—Orders for stores-type 
items, if sufficiently large and delivery time is not a 
factor, are placed with the commercial source of supply 
for delivery directly to the customer. Sales were $30.3 
million in 1979, and are estimated to be $38.0 million in 
1980 and $42.0 million in 1981. 

(c) Nonstores items.—Definite quantity requirements 
of commodities which are not susceptible to economical 
stocking in supply depots are purchased for direct ship- 


ment to using agencies. Sales were $504.3 million in 
1979, and are estimated to be $561.0 million in 1980 and 
$670.0 million in 1981. 

(d) Export operations.—Stores and nonstores items are 
shipped to overseas customers. Receipts to the fund 
cover packing, transportation costs, and other reimburs- 
able services. Sales were $18.5 million in 1979, and are 
estimated to be $18.0 million in 1980, and 1981. 

2. Property management and disposal operations.— 
Equipment repair services were $0.4 million in 1979 
and are estimated to be $0.4 million in 1980 and 1981. 
Receipts to the fund covering redistribution costs of 
materials no longer required overseas were $0.3 million 
in 1979, and are estimated to be $0.6 million in 1980, 
and $0.5 million in 1981. 

3. Motor pools.—Services are provided through a 
system of interagency motor pools. Sales were $166.5 
million in 1979, and are estimated to be $181.6 million 
in 1980, and $198.5 million in 1981. Vehicle mileage in 
interagency motor pools was 983 million in 1979 and is 
estimated to be 1,053 million in 1980 and 1,099 million 
for 1981. 

4. Administrative equipment.—Administrative equip- 
ment is purchased and charged on an accrual basis to 
the using activities. Receipts were $3.1 million in 1979, 
and are estimated to be $3.4 million in 1980 and $3.7 
million in 1981. 

Other revenue and expense.—Gain or losses on equip- 
ment disposals, adjustments between fiscal years, inven- 
tory writeoffs, and discounts are applied against operat- 
ing costs. 

Operating results and financial condition.—Invest- 
ment of the U.S. Government at the end of 1981 is 
estimated at $493.0 million consisting of $292.8 million 
direct appropriations, $200.4 million donated assets, 
with $0.2 million deducted for long-term leave liability. 


Object Classification (in thousands of dollars) 


Identification code 47-4530-0-4-804 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 20,665 23,350 .23,567 
Positions other than permanent 2,331 4,134 4,122 
Other personnel compensation 551 243 243 


Total personnel compensation 23,547 27,727 27,932 
Personnel benefits: Civilian 2,750 2,952 2,970 
Travel and transportation of persons 374 406 426 
Transportation of things 55,055 60,438 65,629 
Standard level user charges 5,383 5,482 5,995 
Communications, utilities, and other rent... 2,186 2,300 2,420 
Printing and reproduction 251 265 278 
Other services 48,073 50,804 54,900 
Supplies and materials . 1,332,689 1,448,326 1,573,150 
Equipment 61,205 84,700 
Insurance claims and indemnities 5 


1,531,518 
— 44,008 


1,487,510 








Total program costs, funded 
Change in selected resources 


1,683,400 
—17,192 


1,666,208 


1,815,600 
2,000 


Total obligations 1,817,600 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


1,264 
1,339 1,415 
(166) (185) 


(6) (0) 
7.42 7.41 


1,267 


Average GS grade 
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$16,881 
$18,098 


$18,048 
$19,361 


$18,043 
$19,359 


Average GS salary 
Average salary of ungraded positions 








TRANSPORTATION AND PuBLic SERVICE ACTIVITIES 
Federal Funds 
General and Special Funds: 
TRANSPORTATION AND PUBLIC UTILITIES SERVICE 
Operating Expenses 


’ For necessary expenses, for transportation and public utility activi- 
ties as authorized by law, including services as authorized by 5 U.S.C. 
8109, $14,989,000. (40 U.S.C. 481,491.) 


Program and Financing (in thousands of dollars) 


Identification code 47-0200-0-1-804 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Transportation and travel manage- 


5,310 
1,659 
6,622 

996 


14,587 


5,586 
1,659 
6,738 
1,006 


14,989 


2. Motor equipment 
3. Transportation audits... 
4. Public utilities 


Total direct program 
Reimbursable program: 
3. Transportation audits 76 


6,518 15,065 





Total program costs, funded 
Change in selected resources (undelivered 
orders) 50 


6,568 





10.00 Total obligations 


Financing: 
Offsetting collections from: 
Federal funds 
Unobligated balance lapsing 


Budget authority 


Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 
42.00 Transferred from other accounts 


43.00 
44.20 


11.00 
25.00 





14,989 





14,989 


13,773 


Appropriation (adjusted) 13,758 
Supplemental for civilian pay 


raises 829 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


14,587 
1,206 
— 1,238 


1,238 
— 1,238 





Outlays, excluding pay raise supple- 
5 13,758 14,957 
91.20 32 





Note.—1981 estimate is for activities previously financed from Operating Expenses, Federal Supply Service, General Services 
Administration. 

This appropriation provides for the direction and co- 
ordination of a comprehensive Government-wide pro- 
gram for transportation and travel management, audit 
of all U.S. Government transportation bills, processing 
of transportation claims by and against the U.S. Gov- 
ernment, operation and maintenance of motor equip- 
ment, and public utilities to meet the requirements of 
Federal agencies, and the overall management of oper- 


ations designed to provide specialized services to agen- 
cies in each of these fields. 

1. Transportation and travel management.—Provides 
management assistance to civil executive agencies in 
the implementation of Government-wide transportation 
and traffic management policies and regulations; and 
provides transportation services to those civilian agen- 
cies where economies can be achieved under a central- 
ized support concept. This activity is also involved in 
managing a nationwide household goods program; per- 
forming special studies and seminars; conducting traffic 
management surveys; regulatory representation; negoti- 
ating rates; and contracting for specialized transporta- 
tion. 

2. Motor equipment.—Provides management assist- 
ance and guidance to Federal executive agencies in the 
operation of their motor vehicle fleets. This activity is 
also involved in administering the provisions of the 
Energy Policy and Conservation Act and Executive 
Order 12003 which require the acquisition of fuel-effi- 
cient passenger automobiles and light trucks; adminis- 
tering a centralized management control system for the 
U.S. Government National Credit Card program; imple- 
menting energy initiatives such as the alternative fuel 
programs; conducting fleet management studies; pub- 
lishing the annual Federal Motor Vehicle Fleet Report; 
issuing regulations, bulletins, and guides necessary to 
improve the operating efficiency of the Federal fleet; 
and administering the Motor Vehicle Accident Report- 
ing System. 

3. Transportation audits.—Provides for the central- 
ized postaudit of rates charged by the passenger and 
freight carriers for transportation services furnished for 
the account of the United States. This activity is also 
responsible for the adjudication of transportation claims 
by or against the Government, and for prescribing regu- 
lations concerning the documentation, billing, payment, 
and audit of the procurement of transportation services. 

4. Public utilities—Provides nationwide leadership 
and program direction for the public utilities manage- 
ment, service (except communications), and regulatory 
intervention programs. This activity also plans, directs, 
and coordinates managerial and operational programs 
and insures effective public utilities management serv- 
ices to Federal executive agencies nationwide; develops 
long-range objectives and Government-wide policies on 
the management, acquisition, utilization, conservation, 
and cost reduction of public utilities services; directs 
engineering and financial analyses of proposed con- 
struction projects; and directs surveys of Federal execu- 
tive agency requirements. 


Object Classification (in thousands of dollars) 
Identification code 47-0200-0-1-804 


Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 





1979 actual 1980 est. 198] est. 


11,421 11,509 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Motor pool travel 
Transportation of things 
Standard level user charges 


Direct: 
Total n 
Total c 

Full: 
Full 

I 

Averag 

Averag 

Averag 


Reimburs: 
Total r 
Total c 

Full 
Full 
Averag 
Averag 


Geners 
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23.2 Communications, utilities, and other rent... 348 
24.0 — Printing and reproduction ; 91 
25.0 Other services i 386 
26.0 Supplies and materials 124 


14,587 





Total direct obligations 








Reimbursable obligations: 
11.1 Personnel compensation: Permanent  posi- 
tions 70 
12.1 Personnel benefits: Civilian 6 





Total reimbursable obligations 76 
14,663 








99.0 Total obligations 





Personnel Summary 





Direct: 
Total number of permanent positions .. oe 
Total compensable work-years age 531 
Full-time equivalent of other positions (0) 
Full-time equivalent of overtime and holiday 
(0) (0) 
Average ES salary... es $50,112 $50,112 
Average GS grade .... se 9.17 9.27 
Average GS Salary.......sssssssssesseees cies $21,627 $21,820 








Reimbursable: 
Total number of permanent positions .. 
Total compensable work-years de 
Full-time equivalent of other positions (0) 
Full-time equivalent of overtime and holiday 
(0) 


Average GS grade .... af 9.00 9.00 9.00 
Average GS salary $16,982 $18,171 $18,739 





Recorps ACTIVITIES 
Federal Funds 
General and special funds: 
NATIONAL ARCHIVES AND RECORDS SERVICE 
Operating Expenses* 
*See Part III for additional information. 


For necessary expenses in connection with Federal records manage- 
ment and related activities, as provided by law, including acceptance 
and utilization of voluntary and uncompensated services, 
[$80,446,000] $83,727,000, of which $4,000,000 for allocations and 
grants for historical publications and records as authorized by 44 
U.S.C. 2504, as amended, shall remain available until expended. (Jn- 
dependent Agencies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 





\entitication code 47-0300-0-1-804 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Records management and centers 
2. Archives and related services 
3. National Historical Publications and 
Records Commission 


36,832 
32,168 


43,265 
35,414 


42,126 
36,979 


4,664 
73,664 


4,741 
83,420 


4,622 
83,727 





Total direct program 








Reimbursable program: 
1. Records management and centers 4,253 4,900 4,900 
2. Archives and related services 71 600 600 


4,324 5,500 5,500 
77,988 88,920 89,227 





Total reimbursable program 








Total program costs, funded 
Change in selected resources (undelivered 
704 


78,692 


89,227 


10.00 Total obligations 88,920 





Financing: 
11.00 Offsetting collections from: Federal funds... 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsing 


Budget authority 








Budget authority: 
Appropriation 
Transferred to other accounts 
Transferred from other accounts 


40.00 
41.00 
42.00 


43.00 
44.10 





Appropriation (adjusted) 
Supplemental for wage-board pay 
raise supplemental 


44.20 Supplemental for civilian pay 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year .. 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


90.00 





Outlays, excluding pay raise supple- 
73,101 
91.10 Outlays from wage-board pay raise 
supplemental 
Outlays from civilian pay raise sup- 


plemental 


91.20 





This appropriation provides for basic operations deal- 
ing with management of the Government’s archives 
and records, operation of Presidential libraries, and 
grants for historical publications. 

In 1981, records in the National Archives and Federal 
records centers will total approximately 16.0 million 
cubic feet. The number of reference services expected to 
be provided will total 23.1 million. 

1. Records management and centers.—In 1981, agen- 
cies will transfer 1.4 million cubic feet of inactive rec- 
ords to the records centers. Records disposal from the 
records centers will total 1.0 million cubic feet in 1981, 
and the number of reference services expected to be 
provided will total 18.7 million. 

2. Archives and related services.—A substantial por- 
tion of the workload of the National Archives and relat- 
ed services activity is determined by the volume of 
reference requests received from Government agencies 
and the public and the number of documents sent by 
Federal agencies to be published in the Federal Regis- 
ter. In 1981 the number of reference services is estimat- 
ed at 4.4 million and the number of Federal Register 
pages to be processed will be 289,800. 

3. National Historical Publications and Records Com- 
mission.—This Commission executes the national his- 
torical documents program for grants to State and local 
agencies and to nonprofit organizations and for alloca- 
tions to Federal agencies in connection with the publi- 
cation and preservation of source materials significant 
to the history of the United States. 


Object Classification (in thousands of dollars) 


Identification code 47-0300-0-1-804 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
11.1 Permanent positions 33,562 33,542 
11.3 Positions other than permanent 4,500 4,500 
11.5 Other personnel compensation 278 250 250 


36,085 38,312 38,292 


31,654 


Total personnel compensation 
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Recorps Activitres—Continued 


General and special funds—Continued 
NATIONAL ARCHIVES AND RECORDS SERVICE—Continued 


Operating Expenses—Continued 
Object Classification (in thousands of dcllars) —Continued 


Identification code 47-0300-0-1-804 1979 actual 1980 est. 


12.1 Personnel benefits: Civilian 3,523 3,647 
21.0 Travel and transportation of persons 240 295 
Motor pool travel 62 
22.0 Transportation of things 383 
23.1 Standard level user charges 21,344 
23.2 Communications, utilities, and other rent.... 7,000 
24.0 — Printing and reproduction 5 600 
25.0 — Other services : 4,000 
26.0 Supplies and materials 1,300 
32.0 Lands and structures 2,400 
41.0 Grants, subsidies, and contributions 
42.0 — Insurance claims and indemnities 





1981 est. 
3,647 


Total direct obligations 74,368 83,420 





Reimbursable obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 


2,967 
1,113 


3,370 
1,150 


Total personnel compensation 4,520 


Personnel benefits: Civilian ke 406 
Travel and transportation of persons........... 150 
Printing and reproduction ; 50 
Other services 275 
Supplies and materials 99 


5,500 
89,227 


Total reimbursable obligations 
Total obligations 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


2,067 
2,533 
(457) 


2,079 
2,533 
(457) 


(16) (16) 
Average ES salary... i $50,112 $50,112 
Average GS grade * 7.24 7.24 
Average GS salary $16,391 $16,391 
Average salary of ungraded positions $16,168 $16,168 








Reimbursable: 
Total number of permanent positions 159 159 
Total compensable workyears 228 228 
Full-time equivalent of other positions (106) (106) 
Full-time equivalent of overtime and holiday 
(0) (0) 


Average GS grade... 7.11 7.11 7.11 
Average GS salary $16,182 $17,315 $17,315 





ae eR 


RECORDS DECLASSIFICATION 


For expenses necessary for the review and declassification of docu- 
ments, the Information Security Oversight Office, and related records 
management activities, pursuant to 44 U.S.C. 2104, 2108, and 2904 
and implementing provisions of Executive Order 12065, directives 
issued pursuant thereto, and other applicable authorities, including 
expenses not otherwise provided for, and acceptance and utilization of 
voluntary and uncompensated services, [$3,055,000] $3,423,000. (In- 
dependent Agencies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 
Identification code 47-0301-0-1-804 


Program by activities: 
1. Records declassification 1,496 2,759 2,949 
2. Information Security Oversight Office 203 474 474 


Total program costs, funded 1,699 3,233 3,423 


1979 actual 1980 est. 1981 est. 





Change in selected resources (undelivered 
orders) 


10.00 Total obligations 


Financing: 
25.00 Unobligated balance lapsing 
Budget authority 


Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 











Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 Outlays, excluding pay raise supple- 
3,075 
91.20 Outlays from civilian pay raise sup- 


plemental 166 





This appropriation provides for the review for declas- 
sification of all security classified information as it be- 
comes 20 years old. 


1. Records declassification.—To make available to the 
public historically valuable information in the records 
of the Federal Government and in donated historical 
materials by declassifying as much information as pos- 
sible without endangering the national security. In 
1981, 56 million pages will be reviewed for declassifica- 
tion. 


2. Information Security Oversight Office.—To make 
available to the public as much information as possible 
regarding the affairs of Government while, at the same 
time, providing maximum security protection for the 
national security information that warrants such pro- 
tection. In 1981, the information security programs of 
81 monitored activities will be inspected on a semiannu- 
al basis; a total of 235 reviews of agency regulations, 
systematic review guidelines and classification guides 
will be performed; implementing directives will be pre- 
pared and promulgated and seminars and symposia will 
be conducted to promote better understanding of the 
program. 


Object Classification (in thousands of dollars) 





Identification code 47-0301-0-1-804 


Personnel compensation. 
Permanent positions. 2315 
Positions other than permanent 3] 
Other personnel compensation lI 


1979 actual 1980 est. 1981 est. 





Total personnel compensation 2,423 

12.1 Personnel benefits: Civilian 262 

21.0 — Travel and transportation of persons 3 

Motor poo! travel i 

22.0 Transportation of things 12 

23.1 Standard level user charges 239 

23.2 Communications, utilities, and other rent... 160 

24.0 — Printing and reproduction 40 

25.0 — Other services 205 
26.0 Supplies and materials 


99.0 Total obligations 
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GENERAL SERVICES ADMINISTRATION—Continued 
Trust Funds 








Personnel Summary 





Total number of permanent positions 111 177 
Total compensable workyears 90 167 
Full-time equivalent of other positions (0) 
Full-time equivalent of overtime and holiday 
(0) 
Average ES salary $50,112 
Average GS grade 7.67 6.60 6.65 
Average GS salary $12,819 $13,269 $14,221 





Trust Funds 
NATIONAL ARCHIVES GIFT FUND 


Program and Financing (in thousands of dollars) 





Wdentitication code 47-8197-0-7-804 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Historical research, conferences and 
publications 
2. Presidential libraries 





10.00 Total program costs, funded—obliga- 
tions 
Financing: 
21.40 Unobligated balance available, start of 
year: 

Treasury balance 
U.S. securities (par) 

24.40 Unobligated balance available, end of year: 
Treasury balance 
U.S. securities (par) 





60.00 Budget authority (appropriation) 
(permanent, indefinite) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
12.40 Obligated balance, start of year: 
U.S. Securities 
Treasury balance 
74.40 Obligated balance, end of year: 


Treasury Balance 
90.00 Outlays 








Grants and donations are deposited into this fund to 
benefit National Archives’ collections and services in 
accordance with terms of the donor (44 U.S.C. 2305). 


Object Classification (in thousands of dollars) 


Kentfication code 47-8197-0-7-804 








1979 actual 1980 est. 1981 est. 





21.0 Travel and transportation of persons 22 22 
23.2 Communications, utilities, and other rent... 8 8 
24.0 — Printing and reproduction ll ll 
25.0 — Other services 139 139 
26.0 — Supplies and materials 20 20 


99.0 Total obligations 200 200 








NATIONAL ARCHIVES TRUST FUND 
Program and Financing (in thousands of dollars) 


Wentitication code 47-8431-0-8-804 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Reproduction Services 8,416 8,886 
2. Hoover Likrary 85 90 
3. Roosevelt Library 145 150 
4. Truman Library 170 180 
5. Eisenhower Library 150 160 
6. Kennedy Library 250 275 
7. Johnson Library 140 150 


8. Ford Materials Project 


Total operating costs + 
Unfunded adjustments to total costs 


Total program costs, funded 
Change in selected resources 


10.00 Total obligations 


Financing 
Offsetting collections from: 
Federal funds 
Non-Federal sources: 
Reproduction services 
Presidential libraries 
Nonoperating income 
Change in unfilled customers’ orders 
Unobligated balance available, start of 
year: Fund balance: 
U.S. securities 
Treasury balance 
Deficiency, start of year 
Unobligated balance available, end of year: 
Fund balance: 
U.S. securities 
Treasury balance 


Budget authority 


11.00 
14.00 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
ance 1,285 185 


—185 
Outlays 592 


—235 
90.00 —100 


* Includes capital investment as follows: 1979, $95 thousand; 1980, $95 thousand; 1981, $95 thousand. 

The Archivist of the United States furnishes for a fee, 
copies of records in the custody of the National Ar- 
chives except those that are exempt from examination 
as confidential or protected by existing copyright (44 
U.S.C. 2112). 

Proceeds from sale of copies of microfilm publica- 
tions, reproductions, and other publications, and admis- 
sion fees to Presidential Library museum rooms are 
deposited to this fund. 


Object Classification (in thousands of dollars) 


Identification code 47-8431-0-8-804 


— 285 
—100 











1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 2,601 2,601 
Positions other than permanent... 204 204 
Other personnel compensation 90 90 


Total personnel compensation 2,895 2,895 
Personnel benefits: Civilian 270 270 
Travel and transportation of persons. 45 45 
Transportation of things 12 15 
Standard level user charges 135 196 
Communications, utilities, and other rent... 

Printing and reproduction 
Other services 

Supplies and materials .... 
Equipment 

Change in selected resources 


Total obligations 





Personnel Summary 





Total number of permanent positions 

Total compensable workyears 
Full-time equivalent of other positions........... 
Full-time equivalent of overtime and holiday 


Average GS grade 
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Recorps Activities—Continued 
NATIONAL ARCHIVES TRUST FUND—Continued 
Personnel Summary—Continued 


$14,218 
$14,636 


$15,213 
$15,445 


$15,213 
$15,445 


Average GS salary 
Average salary of ungraded positions 





AUTOMATED DATA AND TELECOMMUNICATIONS ACTIVITIES 
Federal Funds 
General and special funds: 
AUTOMATED DATA AND TELECOMMUNICATIONS SERVICE 
Operating Expenses 


For expenses, not otherwise provided for, necessary for carrying out 
Government-wide responsibilities relating to automated data manage- 
ment, telecommunications and related activities, as authorized by 
law, including services as authorized by 5 U.S.C. 3109, [$9,200,000] 
$13,382,000. (Independent Agencies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 47-0900-0-1-804 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Acquisition services 5,141 6,871 6,870 
2. Systems engineering and operations... 2,801 2,878 
3. Policy and planning 1,951 3,634 


11,623 13,382 
50 100 


13,482 


Total direct program 
Reimbursable programs 


Total program costs, funded 11,673 
Change in selected resources (undelivered 


orders) 
10.00 Total obligations 
Financing: 
11.00 Offsetting collections from Federal funds..... 
25.00 Unobligated balance lapsing 


Budget authority 








Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 
42.00 Transferred from other accounts 


43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 


10,982 
641 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 11,623 
72.40 Obligated balance, start of year biéy 714 1,168 
74.40 Obligated balance, end of year oe — 1,168 —1,161 
77.00 Adjustments in expired accounts —28 


90.00 Outlays, excluding pay raise supple- 
| 


9,045 11,006 
91.20 Outlays from civilian pay raise sup- 
plemental 


This appropriation provides for the direction and co- 
ordination of a comprehensive Government-wide pro- 
gram for the management, procurement, and utilization 
of automatic data processing and telecommunications 
equipment and services, development of Government- 
wide policy pertaining to ADP systems acquisition, 
management, and utilization, and the overall manage- 
ment of operations designed to provide specialized serv- 
ices to agencies in each of these fields. 


1. Acquisition services.—Provides for the overall man- 
agement, control, and coordination of Government-wide 
programs and activities relating to the procurement of 
ADP and telecommunications equipment, software, 
maintenance, and related supplies and services; the im- 
plementation of Government-wide ADP and telecommv- 
nications standards programs; and the operation of Gov- 
ernment-wide ADP resources sharing programs. The 
projected program for 1981 also provides for the man- 
agement of reimbursable ADP procurement, teleproc- 
essing services, data processing, and ADP equipment 
redistribution programs financed through the ADP 
fund and reimbursable telecommunications procure- 
ment programs financed through the Federal Telecom- 
munications fund. 

2. Systems engineering and operations.—Provides for 
the overall management, control, and coordination of 
Government-wide programs and activities relating to 
the procurement, operation, maintenance, and _ utiliza- 
tion of telecommunications equipment and services. The 
projected program for 1981 provides for the manage- 
ment of reimbursable programs financed through the 
Federal Telecommunications Fund, including the design 
and engineering of networks and facilities for Federal 
civil agencies. 

3. Policy and planning.—Provides for the develop- 
ment and coordination of operational policies, proce- 
dures, regulations, and publications governing the man- 
agement, operation, and utilization of Government-wide 
ADP and telecommunications activities. Studies are 
made to determine the economic impact of ADP and 
telecommunications programs under development; pro- 
grams of long-range research in the fields of ADP and 
telecommunications equipment and facilities are coordi- 
nated; overall management of the Government-wide 
ADP and telecommunications management information 
systems is provided. This activity is also involved in 
regulatory representation consisting of negotiations 
with the communications industry concerning consumer 
considerations of the Government, and participation in 
regulatory proceedings on communications cases. The 
projected program for 1981 provides for coordinating 
the establishment of and providing management over- 
sight for Federal data processing centers financed 
through the ADP fund, including the Federal Procure- 
ment Data Center transferred to GSA from DOD by 
Public Law 96-83. 


Object Classification (in thousands of dollars) 
Identification code 47-0900-0-1-804 





1979 actual 1980 est. 1981 est 





Personnel compensation: 
Permanent positions. 8,584 
Positions other than permanent 88 
Other personnel compensation 26 


Total personnel compensation 8,698 
Personnel benefits: Civilian 826 
Travel and transportation of persons 150 
Motor pool travel 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent..... 

Printing and reproduction 
Other services 
Supplies and materials 


Total direct obligations 





Total nu 
Total co 

Full-t 

Full-t 
ho 
Average 
Average 
Average 


Intrag 


To | 
establ 
Servic 
pende: 


Identificatic 


Pr 
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Reimbursable obligations: 
21.0 — Travel and transportation of persons 50 100 


11,673 13,482 








99.0 Total obligations 








Personnel Summary 





Total number of permanent positions 321 325 

Total compensable workyears. 318 322 
Full-time equivalent of other positions ( (8) (8) 
Full-time equivalent of overtime and holiday 


(1 
$50,112 
10.92 
$28,100 


(1 
$50,112 
10.88 
$27,961 


Average ES salary... 
Average GS grade... 
Average GS salary 


10.87 
$26,011 





me 


Intragovernmental funds: 


FEDERAL TELECOMMUNICATIONS FUND 


To increase the capital of the Federal Telecommunications Fund, 
established by section 110 of the Federal Property and Administrative 
Services Act of 1949, as amended (40 U.S.C. 757), $5,000,000. (nde- 
pendent Agencies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 





Kdentfication code 47—4533-0-4-804 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs: 
1. Voice program 
2. Record program... 
3. Circuit procurement program 
4. Special programs 


424,685 
50,090 
16,404 
10,210 


501,389 


358,815 
30,827 
13,203 

5,811 


408,656 


398,428 
38,499 
14,142 

7,171 


458,240 





Total operating costs 
Unfunded adjustments to total operating 
— 463 


408,193 


—1,631 
456,609 


— 2,533 
498,856 





Total operating costs, funded 
Capital investment funded: Acquisition of 


fixed assets 3,004 


411,197 
1,925 


413,122 


7,000 
463,609 


5,000 
503,856 





Total program costs, funded 
Change in selected resources 





10.00 Total obligations * 


Financing: 
Offsetting collections from: 
Voice program, revenue 
Record program, revenue 
Circuit procurement program, revenue... 
Special programs, revenue 


463,609 503,856 


— 360,391 
—31,412 
— 13,197 

—5,033 


— 410,033 


— 375,139 
—31,489 
—3,405 


— 398,428 
— 38,499 
—14,142 

—7,171 


— 458,240 


— 419,290 
— 35,284 
— 3,666 


— 424,685 
— 50,090 
— 16,404 
—10,210 


— 501,389 


—458,771 
— 38,607 
—4011 





Total offsetting collections 


Federal funds 
Trust funds 
Non-Federal sources 
Unobligated balance available, start of 
year: Fund balance 
Unobligated balance available, end of year: 
Fund balance 15,017 14,220 
Capital transfer to general fund 428 


5,000 








11.00 
13.00 
14.00 
21.98 
— 18,106 


—15,017 — 14,220 


24.98 


27.00 
40.00 





Budget authority (appropriation) .. 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
1298 Obligated balance, start of year: Fund bal- 
ance 13,392 
14.98 Obligated balance, end of year: Fund bal- 


5,369 
27,013 
—27,013 


— 10,532 


— 28,795 


90.00 3,587 





"Includes deferred charges of $2,105 thousand in 1979. 


This fund finances, on a reimbursable basis, a tele- 
communications system for the Federal Government 
which is a major operating component of the national 
communications system. 

Expenses payable from the fund include personal 
services, procurement by lease or purchase of equip- 
ment and operating facilities (including cryptographic 
devices), and other costs necessary to operate the 
system. These expenses are reimbursed from appropri- 
ations and funds of any agency or organization for tele- 
communications services and facilities made available 
to them. 

The initial capital of $9 million appropriated in 1963 
was increased by $20 million appropriated in 1977 and 
$5 million appropriated in 1980. This capital may be 
increased by donation of supplies and equipment. 

The estimate provides for a continued increase in the 
volume and quality of communications services pro- 
vided to executive agencies of the Government. To pro- 
vide for competitive procurement of telecommunica- 
tions facilities and services, an additional $5 million in 
appropriated capital is requested. Total sales for 1979 
were $410.0 million and are estimated at $458.2 million 
in 1980, and $501.4 million in 1981. 

1. Voice program.—Provides for a telephonic system 
which enables personnel in each Federal agency to com- 
municate directly with any other agency in the Nation. 
The system provides day-to-day services and incorpo- 
rates features which would be necessary in emergency 
situations. In addition, this program finances reimburs- 
able services in support of other agencies dedicated re- 
quirements. Total sales for 1979 were $360.4 million 
and are estimated at $398.4 million in 1980 and $424.7 
million in 1981. Intercity Federal Telecommunications 
System calls were 212 million in 1979 and are estimated 
at 230 million in 1980, and 246 million in 1981. 

2. Record program.—Provides a common unified rec- 
ords communications system to satisfy record communi- 
cations requirements of the Federal civil agencies by 
providing machine-to-machine service for transmission 
of data by teletypewriter, facsimile, and other transmis- 
sion media while at the same time providing message 
processing capability required for peak-period traffic 
loads, time zone differences, machine code and language 
translation, and processing of multiple address mes- 
sages. Total sales for this program are projected to in- 
crease from $31.4 million in 1979 to $38.5 million in 
1980 and $50.1 million in 1981. 

3. Circuit procurement program.—Provides for central- 
ized procurement of circuits and related equipment for 
civil agencies to obtain the benefits of multiple tariff 
offerings of commercial carriers, while at the same time 
permitting each agency to maintain operational control 
over its own circuits. Sales are projected to increase 
from $13.2 million in 1979 to $14.1 million in 1980 and 
$16.4 million in 1981. 

4, Special program.—Provides for an effective commu- 
nications security program for civil agencies including 
GSA in keeping with the objectives of the U.S. commu- 
nications security plan, and a consolidated program of 
procurement and maintenance of equipment to imple- 
ment such security plans. This program provides assur- 
ances for the continuity of the Federal telecommunica- 
tions system in the event that portions of the system 
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FEDERAL TELECOMMUNICATIONS FUND—Continued 


are disabled or destroyed. In addition, this program 
provides telecommunications support to the Federal 
Emergency Management Agency in the emergency and 
major disaster programs. Total sales for 1979 were $5.0 
million and are estimated at $7.2 million in 1980 and 
$10.2 million in 1981. 

Operating results and financial condition.—At the 
end of 1979, the net investment in the fund is $28.7 
million, composed of $29.0 million appropriated, $0.2 
million donated assets capitalized, less $0.5 million un- 
funded leave liability. Following the close of each fiscal 
year any surplus earnings, after making provision for 
any prior year losses, are deposited in miscellaneous 
receipts of the Treasury. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 








Operating income or loss: 
Voice program: 
Revenue 398,428 


— 398,428 


424,685 
— 424,685 


360,391 
— 358,815 





1,576 








31,412 
— 30,827 


38,499 


_— 38,499 — 50,090 





Net operating income or loss (—) record 
program 585 





Circuit procurement program: 
13,197 
— 13,203 


14,142 


—14,142 — 16,404 





Net operating income or loss (—) circuit 
procurement program 








Special program: 
—10,210 





Net operating income or loss (—) special 
programs 


Total net operating income or loss (—).... 








Nonoperating income or loss: 
Miscellaneous adjustment to equipment ac- 
counts 





Net nonoperating income or loss (—) 








Net income or loss (—) for the year 


Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Treasury balance 
Accounts receivable, net... 
Advances made 
Selected assets 
Fixed assets, net 


31,498 
42,598 
5,632 
2,819 
1,470 


84,017 


42,030 
46,057 
6,220 
2,662 
3,989 


100,958 


43,015 
90,300 
6,220 
2,662 
9,358 


111,555 


50,044 
57,048 
6,220 
2,662 


11,825 
Total assets 127,799 


Liabilities: 


Unfunded leave liability $33 533 


Total liabilities 71,810 77,835 


$33 


89,079 








Government equity: 
Unexpended budget authority: 
Unobligated balance 
Undelivered orders 
Invested capital 


15,017 
8,013 
6,118 


14,220 
8,013 
11,487 


16,753 
8,013 
13,954 





Total Government equity 27,793 29,148 33,720 


38,720 





Analysis of changes in Government equity: 
Paid-in capital: Opening balance 
Transactions: Appropriation 


28,720 
5,000 


Closing balance 


Retained income: 
Opening balance 
Transactions: 
Net operating income or loss (—) 
Transfer to general fund 
Net nonoperating income or loss (—) 


Closing balance 
Total Government equity (end of year) .. 


33,720 
5,000 





Object Classification (in thousands of dollars) 





Identification code 47-4533-0-4-804 1979 actual 1980 est. 


1981 est. 





Personnel compensation: 
Permanent positions. 23,724 28,485 
Positions other than permanent 1,740 2,233 
Other personnel compensation 477 554 


25,941 31,272 
2,807 3,274 


Total personnel compensation 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 372,926 415,778 
Supplies and materials 350 368 
Equipment 3,004 7,000 


Total costs, funded 411,197 463,609 
Change in selected resources 1,925 
413,122 


Total obligations 463,609 


26,521 
2,079 
516 


29,116 


503,856 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears. 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


1,860 
1,985 
(150) 


(10) 
Average GS grade... 5.80 
Average GS salary $14,691 
Average salary of ungraded positions $15,112 


1,860 
1,985 
(150) 


(10) 
5.80 
$14,691 
$15,112 





(= en 


AUTOMATIC DATA PROCESSING FUND 
Program and Financing (in thousands of dollars) 


Identification code 47-4541-0-4-804 1979 actual 1980 est. 


Program by activities: 
Operating costs: 
1. Data processing 
2. Lease program 


77,967 
16,244 


94,211 
— 16,466 


Total operating costs 
Unfunded adjustments to total operating 


105,853 
13,224 


119,077 


107,243 
9,687 


116,930 
—1,180 


Re 
71.00 
72.98 


14.98 


90.00 


"Include 


milli 
iL. 
ation 
servi 

ices 

inclu 
ager, 
evalu 
sion | 
of co 
cludi 
provi 
ed by 
In ac 
data 
GSA, 
trans 
by de 
other 


— 12,296 
106,781 


ae It 


Accounts payable 


Deferred credits 


53,886 
1,805 


69,319 
1,958 


75,342 
1,960 


86,586 


1,960 77,745 





07,243 
9,687 


16,930 


- 1,780 
)9,150 
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Capital investment, funded: Lease program. 9,867 
87,612 


11,000 
117,781 


11,000 
120,150 





Total program costs, funded 
Change in selected resources (undelivered 
orders) 3,441 


10.00 Total obligations * 91,053 





117,781 120,150 


Financing: 
Offsetting collections from: 
11.00 Federal funds: 
Data processing 
Change in unfilled customers’ orders . 
Lease program 
14.00 Non-Federal sources: Undistributed re- 
ceipts: Prior year adjustment and 
other income 
21.98 Unobligated balance available, start of 
year: Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 
27.00 Capital transfers to general fund 


Budget authority 


—18,749 
— 4,096 
— 16,659 


—105,853 —107,243 


— 182 
—13,225 —20,995 


20,995 20,290 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
ance 1,926 
74.98 Obligated balance, end of year: Fund bal- 


—1,296 
—4,655 —8,354 


4,655 8,354 12,069 
90.00 — 2,052 2,403 6,935 








‘Includes deferred charges of $53 thousand in 1979. 


The Automatic data processing fund was authorized 
by Public Law 89-306, to coordinate and provide for the 
economic and efficient purchase, lease and maintenance 
of automatic data processing equipment by Federal 
agencies. 

The fund finances on a reimbursable basis a Govern- 
ment-wide automatic data processing operation, includ- 
ing the procurement by lease, purchase, transfer, or 
otherwise of ADP equipment, maintenance of equip- 
ment, procurement and/or development of software pro- 
grams with Government-wide application, and oper- 
ation of service centers and related functions. 

The estimate provides for an increase in revenue 
during 1980 and a decrease during 1981. Sales are esti- 
mated to increase from $95.4 million in 1979 to $119.1 
million in 1980 and decrease to $116.9 million in 1981. 

1. Data processing.—This activity finances the oper- 
ation of a data processing program which provides ADP 
services on a Government-wide basis. These ADP serv- 
ices consist of local and remote computer processing, 
including teleprocessing services contracts; project man- 
ager, and consultant services; computer performance 
evaluation and simulation; computer systems conver- 
sion support; general purpose software; and a full range 
of commercially acquired data processing services, in- 
cluding programer analyst services. This program also 
provides for financing of joint-use ADP facilities operat- 
ed by two or more agencies under GSA policy guidance. 
In addition, this program provides financing for Federal 
data processing centers established to be operated by 
GSA, including the Federal Procurement Data Center 
transferred to GSA from DOD by Public Law 96-83, or 
by delegation of authority from GSA to be operated by 
other agencies under GSA policy guidance. 

It is estimated that revenue from data processing 
programs and other related operations will increase 


from $78.7 million in 1979 to $105.9 million in 1980 and 
to $107.2 million in 1981. 

2. Lease program.—This program finances the pur- 
chase and multiyear lease of ADP equipment and soft- 
ware from manufacturers for subsequent lease to Feder- 
al agencies at costs substantially below commercial 
annual lease prices. Purchases are made by the fund 
when special discounts with time limitations and other 
arrangements become available and agencies are 
unable to take advantage of these cost reduction oppor- 
tunities due to budget cycle limitations. In addition to 
purchase, this program acquires excess Government- 
owned ADP equipment where there is a known user or 
the equipment has a high potential for reutilization, 
capitalizes it at fair market value, and leases it to Fed- 
eral agencies at a cost substantially below all other 
least cost alternatives available to the using agency. 

It is estimated that revenue from the lease program 
will decrease from $16.7 million in 1979 to $13.2 million 
in 1980 and then to $9.7 million in 1981. 

Operating results and financial condition.—At the 
end of 1979, the net investment of the fund is $42.8 
million, composed of $30.0 million appropriated, $10.7 
million donated assets capitalized, $1.7 million revalu- 
ation of equipment capitalized at fair market value, and 
$0.4 million reserve for unanticipated discontinuance of 
equipment. Following the close of each fiscal year any 
surplus earnings after making provision for prior year 
losses are deposited in miscellaneous receipts of the 
Treasury. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 


Data processing: 
78,749 
—177,967 


105,853 
— 105,853 


107,243 
— 107,243 





Net operating income, data processing 








Lease program: 
16,659 
— 16,244 


13,224 
— 13,224 





Net operating income, lease program 








Net operating income for year 
Nonoperating income 


Net income for the year 








Analysis of retained earnings: 
Retained earnings, start of year 
Less: Transfer to General fund 
Add: Net income for the year 





Retained earnings, end of year 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Treasury balance 16,340 11,936 5,001 
Accounts receivable, net 32,003 39,939 38,661 
Selected assets. 53 53 53 
Advances made 
Fixed assets, net 


15,154 


8 
24,298 
68,021 


8 
21,078 
73,014 


8 
22,374 
70,778 





Total assets 
Liabilities: 

Accounts payable 13,794 13,981 18,218 13,225 

Advances 704 1,151 1,151 1,151 
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Financial Condition (in thousands of dollars)-—Continued 


1980 est. 
10,849 
30,218 


1978 actual 1979 actual 
10,849 
25,981 


1981 est. 
10,849 
25,225 


Deferred credits 





Total liabilities 





Government equity: 
Unexpended budget authority: 
Unobligated balance 
Undelivered orders 
Unfinanced budget authority: 
Unfilled customers’ orders 
Invested capital 


20,995 
6,697 


20,290 
6,697 


17,070 
6,697 


—5,322 
22,427 


44,797 


—5,322 
21,131 


42,796 


—5,322 
24,351 


42,796 


28,140 
43,422 





Total Government equity 


Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 
Donated assets and revaluation of equipment.. 


42,558 
+ Oe 


42,796 42,796 


Closing balance 





Retained income: 
Opening balance 
Transactions: 
Net operating income 
Transfer to general fund 
Net nonoperating income 


Closing balance 


Total Government equity (end of year) 


Object Classification (in thousands of dollars) 


Identification code 47-4541-0-4-804 


1979 actual 


1980 est 


1981 est 


Personnel compensation: 
4 Permanent positions 7,476 
11.3 Positions other than permanent 470 
11.5 Other personnel compensation 164 


Total personnel compensation ; 8,110 
12.1 Personnel benefits: Civilian 749 
13.0 — Benefits for former personnel 36 
21.0 — Travel and transportation of persons. 299 
22.0 — Transportation of things 12 
23.1 Standard level user charges 632 
Communications, utilities, and other rent... 1,634 1,666 
Printing and reproduction 140 282 
Other services 95,046 96,557 
Supplies and materials 123 210 
Equipment 11,000 11,000 


Total program costs, funded 117,781 120,150 


Change in selected resources 


87,612 
3,441 


91,053 





Total obligations 117,781 120,150 





Personnel Summary 





Total number of permanent positions 287 299 
Total compensable workyears 286 298 
Full-time equivalent of other positions (18) (18) 
Full-time equivalent of overtime and holiday 
(2) 
10.92 
$25,584 


(2) 
10.85 
$25,230 


( 
10.86 
$23,660 


Average GS grade.... 
Average GS salary 





FEDERAL PROPERTY RESOURCES ACTIVITIES 
Federal Funds 
General and special funds: 
FEDERAL PROPERTY RESOURCES SERVICE 
Operating Expenses 
(Including transfer of funds) 


For expenses, not otherwise provided for, necessary for carrying out 
the functions of the Administrator with respect to utilization of 
excess [real property and disposal of surplus real and related person- 
al] property; [the utilization of excess personal property;] the dis- 
posal of surplus [personal] property; the utilization survey, apprais- 
al, environmental and cultural analysis, and land use planning func. 
tions pertaining to excess and surplus property; the rehabilitation of 
personal property; the national defense stockpile established by the 
Strategic and Critical Materials Stock Piling Act (50 U.S.C. 98-98h); 
[the supplemental stockpile established by section 104(b) of the Agri- 
cultural Trade Development and Assistance Act of 1954 (68 Stat. 456, 
as amended by 73 Stat. 607)]; the Defense Production Act of 1950, as 
amended (50 U.S.C. App. 2061-2166); including services as authorized 
by 5 U.S.C. 3109 and reimbursement for security guard services, 
[$43,453,000] $45,521,000, of which [$6,526,000] $6,975,000 shall be 
derived from proceeds from transfers of excess real property and 
disposal of surplus real property and related personal property, sub- 
ject to the provisions of the Land and Water Conservation Fund Act 
of 1965, as amended (16 U.S.C. 460 1-5)[: Provided, That during the 
current fiscal year the General Services Administration is authorized 
to acquire leasehold interests in property, for periods not in excess of 
twenty years, for the storage, security, and maintenance of strategic, 
critical, and other materials in the national and supplemental stock- 
piles provided said leasehold interests are at nominal cost to the 
Government: Provided further, That during the current fiscal year 
there shall be no limitation on the value of surplus strategic and 
critical materials which, in accordance with section 6 of the Strategic 
and Critical Materials Stock Piling Act (50 U.S.C. 98e), may be trans- 
ferred without reimbursement to the national stockpile: Provided fur- 
ther, That during the current fiscal year materials in the inventory 
maintained under the Defense Production Act of 1950, as amended (50 
U.S.C. App. 2061-2166), and excess materials in the national stockpile 
and the supplemental stockpile, the disposition of which is authorized 
by law, shall be available, without reimbursement, for transfer at fair 
market value to contractors as payment for expenses (including trans- 
portation and other accessorial expenses) of acquisition of materials, 
or of refining, processing, or otherwise beneficiating materials, or of 
rotating materials, pursuant to section 3 of the Strategic and Critical 
Materials Stock Piling Act (50 U.S.C. 98b), and of processing and 
refining materials pursuant to section 303(d) of the Defense Produc 
tion Act of 1950, as amended (50 U.S.C. App. 2093(d))], and of which 
$19,292,000 for the transportation, processing, refining, storage, secu- 
rity, maintenance, rotation, and disposal of materials contained in or 
acquired for the stockpile shall remain available through fiscal year 
1982. (Independent Agencies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 47-0533-0-1-999 1979 actual 1980 est. 1981 est 





Program by activities: 
Direct program: 
1. Property management 
2. Real property 
3. Personal property 
4. Stockpile acquisition and disposal 


18,884 
6,907 
16,066 
3,238 


Total direct program 45,095 
Reimbursable program: 
2. Real property 300 


4. Stockpile acquisition and disposal 160 


Total program costs, funded 45,555 
Change in selected resources (undelivered 


orders) 


10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds ... 


45,555 


— 460 
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45,681 


— 160 
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25.00 Unobligated balance lapsing.................se 


















































































Budget authority ..................ccccss0e. 41,177 45,095 45,521 
Budget authority: 
PIE << PNNRAUION i scencchgucsqcousocescapsesssensiase’ 8,828 43,453 45,521 
41.00 Transferred to other accounts —55 SSE seechectstees 
42.00 Transferred from other accounts................. 32,404 TO ae fcceann 
43.00 Appropriation (adjusted) ................ 41,177 43,486 45,521 
44.10 Supplemental for wage-board pay 
NNN beac chcccacccdactabeacoostet 4. ovciisvaldccnne By eects 
44.20 Supplemental for civilian pay 
WOO isles aiseatisteen sda tassacnecti vat. | <<eioubendayianans TR i tiie 
Distribution of budget authority by account: 
Federal property resources activities, operating 
MOUNT LSI OETS 28s dasslociconschatcocrsroris PAIS passe SELES: 
Personal property activities, Federal Supply Serv- 
ice, Operating EXPENSES...............-sseccseecsneceseeees OO OM ts sted ree sie Sie 
Preparedness activities, Federal Preparedness 
Agency, salaries and expenses...............-sssee AGRO cnnxilter Ge eee 
Real property activities, Land and water conser- 
NNR aa FAS cose, eee 
Relation of obligations to outlays: 
71.00 Obligations incurred net ..............ccssseescesssees 40,373 45,095 45,521 
7240 Obligated balance, start of year................. 1,766 7,884 7,884 
14.40 Obligated balance, end of year.................... —17,884 —17,884 —17,884 
71.00 Adjustments in expired accounts................. gee (LS ee See Pe 
90.00 Outlays, excluding pay raise supple- 
RUE ORE ic tt ok os 34,029 43,590 45,417 
91.10 Outlays from wage-board pay raise 
MRM Lids ncccossisscovetaice.._acaonsssoousecone 100 7 
91.20 Outlays from civilian pay raise sup- 
BINNIE scan cscss3a Sie rsorodch eral esconseasiaocess 1,405 97 
Distribution of outlays by account: 
Federal property resources activities, operating 
MGS Sosteccetoatstetrateecer te cRiccaete cree foastccones eR ay enn tee ee 
Personal property activities, Federal Supply Serv- 
ice, Operating EXPENSES.............ssecccseecssseccssnees Pete Semany See 
Preparedness activities, Federal preparedness 
Agency, salaries and @XxpenseS............c:scsssseec BORE cara eae 
Real property activities, Land and water conser- 
NE a sc secssacasscacneceonnsss eee 















This appropriation provides for acquisition, adminis- 
tration and disposal of National Defense Stockpile in- 
ventories; administration and disposal of the Defense 
Production Act inventory; utilization and disposal of 
excess and surplus real and personal property and reha- 
bilitation of personal property in 1981. 

The estimate for 1981 provides for storage, mainte- 
nance and inspection of stockpile materials, disposal of 
those stockpile materials excess to objectives and the 
acquisition of materials needed to meet objectives, the 
appraisal of real and personal property, and continuing 
emphasis on reuse of existing real and personal proper- 
ty and the rehabilitation of personal property to extend 
its useful life. 

1. Property management.—This activity manages the 
national defense stockpile of strategic and critical mate- 
rials required to keep the Nation’s mobilization base 
viable. It includes costs of receiving, storing, inspecting, 
and maintaining the material in storage locations. 

2. Real property.—This activity promotes maximum 
utilization of real property by Federal agencies, and the 
transfer among agencies of excess real property. It pro- 
vides for the disposal of surplus real property by sale, 
exchange, lease, permit, assignment, or transfer as well 
as the protection and maintenance of excess and sur- 
plus property pending its disposition. It also provides 



























for the appraisal of excess and surplus property, neces- 
sary environmental and cultural analyses, disposition 
and predisposition reuse planning, and real property 
utilization surveys. 

(a) Utilization and disposal.—In 1981 it is estimated 
that the total of 428 dispositions will have a value of 
approximately $205 million. This includes utilization 
transfers valued at $26 million, public benefit disposals 
valued at $128 million, and sales of $51 million. In 
relation to these dispositions, 5 land reuse studies and 
180 environmental impact assessments will be pre- 
pared. Proceeds are estimated at $60 million, including 
$30 million for deposit to the Land and Water Conser- 
vation Fund and $30 million for deposit to other funds 
such as Defense Family Housing and Postal Service. 
The number of surveys to be conducted by GSA is esti- 
mated at 255 in 1981. 

(b) Appraisal.—The total number of appraisals esti- 
mated for 1981 is 425. 

(c) Protection and maintenance.—In 1981 it is estimat- 
ed that protection and maintenance costs of excess and 
surplus property will reach $1,400 thousand. 

3. Personal property.—This activity plans, directs, and 
coordinates on a worldwide basis programs and activi- 
ties relating to maximum utilization of excess personal 
property; the maintenance, repair, rehabilitation; and 
reclamation of personal property; the transfer of sur- 
plus personal property for donation to the States and 
local organizations for public purposes and other pur- 
poses; and exchange/sale Federal personal property 
(except DOD property) by sale. 

4. Stockpile acquisition and disposal.—This activity 
develops and implements plans and programs to ac- 
quire and dispose of stockpiled materials in accordance 
with statutory provisions. It includes the collection of 
technical, economic, and marketing data and an analy- 
sis of factors such as supply, demand, consumption, 
prices, specifications, and quality; these activities sup- 
port the development of marketing and acquisition 
plans and programs, which are then implemented by 
the conduct of transactions in the commodities market. 


Object Classification (in thousands of dollars) 

































Identification code 47-0533-0-1-999 1979 actual © 1980 estimate 1981 estimate 
Direct obligations: 
Personnel compensation: 
11.1 Permanent positionS.............c-sse« 20,224 22,145 22,090 
11.3 Positions other than permanent... 369 50 50 
11.5 Other personnel compensation ...... 45 50 50 
Total personnel compensation.............. 20,638 22,245 22,190 
12.1 Personnel benefits: Civiliat............csse 2,080 2,228 2,222 
13.0 Benefits for former personnel.................+ Fae gee a) Cachan eeree 
21.0 Travel and transportation of persons........... 511 727 727 
ell dl 221 215 215 
22.0 — Transportation Of thingS ................sssseccsssseee 152 238 238 
23.1 Standard level user charges ................ccsssee« 6,939 7,444 7,875 
23.2 Communications, utilities, and other rent... 1,487 1,608 1,649 
24.0 — Printing and reproduction...................cssssssee 523 666 666 
BR TINE ces crsccicnccseccinecccssantcenanssc 5,874 7,944 8,009 
26.0 Supplies and materials .............scscsssescesessee 1,201 1,498 1,500 
3t0 |= RES... oa... ee ee 740 282 230 
41.0 Grants, subsidies, and contributions............ SD  VeAceamenkbine  iccnseseniannsonbe 
Total direct obligations.................ss 40,373 45,095 45,521 
Reimbursable obligations: 

11.1 Personnel compensation: Permanent posi- 

WR coe cities. 120 88 88 
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Object Classification (in thousands of dollars) —Continued 





Identification code 47-0533-0-1-999 1981 estimate 


11.3 


1979 actual 1980 estimate 








Positions other than permanent. 


Total personnel compensation... 
12.1 Personnel benefits 
21.0 Travel and transportation of persons 
23.1 — Standard level user charges 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction : 
25.0 Other services 


Total reimbursable obligations 


99.0 Total obligations 





Personnel Summary 





Direct: 
Total number of permanent positions 995 999 
Total compensable workyears 995 999 
Full-time equivalent of other positions (2) (2) 
Full-time equivalent of overtime and holiday 4) 0 
( 


$49,472 $49,472 

9.02 9.02 
$21,773 $20,822 
$16,823 $16,823 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 








Reimbursable: 
Total number of permanent positions 3 
Total compensable workyears z.. 16 
Full-time equivalent of other positions * (13) (0) 
Full-time equivalent of overtime and holiday 
(0) (0) 


9.80 9.80 
$21,011 $21,011 


9.80 
$19,637 


Average GS grade 
Average GS salary 





(mE 


RARE SILVER DOLLAR PROGRAM 
Program and Financing (in thousands of dollars) 


Identification code 47-0701-0-1-999 








1979 actual 1980 est. 1981 est. 





Program by activities: 
Sale of rare silver dollars—total program 


Change in selected resources (undelivered 
orders) 





10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


44.20 Budget authority (supplemental 


for civilian pay raises) 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 Outlays, excluding pay raise supple- 


91.20 Outlays from civilian pay raise sup- 


plemental 


Public Law 96-2, approved March 7, 1979, authorized 
disposal of 978,163 Carson City silver dollars that re- 
mained out of the three million authorized for public 


sale by section 205(a) of the Bank Holding Company Act 
Amendments of 1970 (Public Law 91-607, December 31, 
1970). The sales program will be concluded in 1980 with 
correspondence pertaining to customer/sales follow-up 
extending into 1981. 


Object Classification (in thousands of dollars) 
Identification code 47-0701-0-1-999 
11.1 





1979 actual 1980 est. 1981 est. 








Personnel compensation: Permanent  posi- 
tions 


11.3 Positions other than permanent 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 


21.0 
23.1 
23.2 
24.0 
25.0 


Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


( (0) 
Average GS grade 0 00 7.00 
Average GS salary $14,139 





NATIONAL DEFENSE STOCKPILE TRANSACTION FUND 


For acquisition of strategic and critical materials and for transpor- 
tation related to such acquisition $169,900,000 shall be derived from 
moneys received in the National Defense Stockpile Transaction Fund 
established by section 9 of the Strategic and Critical Materials Stock 
Piling Act (50 U.S.C. 98h), and to remain available until fiscal year 
1985. 


Amounts Available for Appropriation (in thousands of dollars) 





1981 est 
249,119 


1980 est. 
7,285 


1979 actual 





Unappropriated balance, start of year 
Collections (offsetting receipts): National Defense 


Stockpile Transaction Fund 263,000 


512,119 
— 169,900 


342,219 


7,285 
7,285 


241,834 


Total available for appropriation 249,119 


Appropriation 
7,285 249,119 
Program and Financing (in thousands of dollars) 


Identification code 47-5245-0-2-054 


Unappropriated balance, end-ot-year 








1979 actual 1980 est. 





Program activities: 
Program costs: 
1. Acquisitions 
2. Transportation and handling 


151,900 
18,000 


10.00 Total program costs, funded—obliga- 


169,900 
Financing: 
40.00 Budget authority 
(special fund) 


(appropriation) 
169,900 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


169,900 
169,900 


Outlays 





This fund was established by the Strategic and Criti- 
cal Materials Stock Piling Act (Public Law 96-41) ap 





d from 
1 Fund 
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al year 


' 1981 est. 
249,119 


263,000 


512,119 
- 169,900 


342,219 


151,900 
18,000 


169,900 


169,900 
169,900 
169,900 


1 Criti- 
41) ap 
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proved July 30, 1979, to finance the acquisition of stra- 
tegic and critical materials and related transportation 
costs out of receipts from disposal sales of excess stock- 
pile materials. 

Appropriations for acquisition of strategic and critical 
materials are derived from receipts covered into the 
fund. 

Collections from stockpile sales covered in the fund 
are available until appropriated for acquisitions or if 
not appropriated these amounts are transferred to mis- 
cellaneous receipts of the Treasury at the end of the 
third fiscal year following the fiscal year in which re- 
ceived. Any amounts that are appropriated shall be 
disbursed from the fund in the order they were covered 
into the fund. If provided in appropriation acts, 
amounts in the fund shall remain available for a period 
of 5 years. Related operating expenses are provided 
under the appropriation Federal Property Resources 
Service, operating expenses. 


ACQUISITIONS AND RECEIPTS 


[In thousands of dollars} 
Receipts Acquisitions 
1979: Existing legislation: 
(Aug. 1, 1979-Sep. 30, 1979) 
(Oct. 1, 1978-Jul. 31, 1979) 
1980 


7,285 
66,212 


bxisting legislation 
Proposed legislation 
81: 


byisting legislation 
Proposed legislation 
1 Includes transportation of $18,000. 


64,234 
177,600 
19 
60,000 


203,000 1169,900 


Object Classification (in thousands of dollars) 
Wentfication code 47-5245-0-2-054 


22.0 — Transportation of things 
26.0 Supplies and materials 





1979 actual 1980 est. 1981 est 


18,000 
151,900 


169,900 








99.0 Total obligations 





EXPENSES, DISPOSAL OF SURPLUS REAL AND RELATED PERSONAL 
PROPERTY 


Program and Financing (in thousands of dollars) 


Wenttication code 47-5254-0-2-804 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Appraisers’ fees 
2. Auctioneers’ and brokers’ fees and 
surveying 
3. Advertising 


Total direct program 
Change in selected resources (undeliv- 
ered orders) 


Total direct obligations 


72.40 
74.40 
77.00 


90.00 


Obligated balance, start of year 492 267 267 
Obligated balance, end of year —267 —267 
Adjustments in expired accounts... 


Outlays 686 





1,000 1,000 





Auctioneers and brokers familiar with local markets 
may be used to accelerate the disposal of surplus real 
and related personal property. Fees of auctioneers and 
brokers and costs of advertising are paid out of receipts 
from disposals within each year in accordance with 40 
U.S.C.A. 485(b). These proceeds also pay for other direct 
expenses in connection with the utilization and disposal 
of excess and surplus real and related personal property 
which include fees of appraisers and environmental 
consultants, surveying costs, and costs of property pro- 
tection and maintenance pending disposition. Disposal 
appraisals are estimated to be 425 in 1981. 


Object Classification (in thousands of dollars) 
Identification code 47-5254-0-2-804 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 950 


Total direct obligations 1,000 
Reimbursable obligations: Other services 200 


1,200 








Total obligations 





DISPOSAL OF SURPLUS REAL AND RELATED PERSONAL PROPERTY 


Amounts Available for Appropriation (in thousands of dollars) 





1979 actual 


9,521 
27,835 


1980 est. 


1,867 
38,000 


1981 est. 





Unappropriated balance, start of year 


Transferred to: 
Land and water conservation fund, Heritage Con- 
servation and Recreation Service, Department 
of the Interior (78 Stat. 899) 


Total available for appropriation 
Appropriation: 
Disposal of surplus real and related personal prop- 
erty, operating expenses 
Expenses, disposal of surplus real and related 
personal property 


Unappropriated balance, end of year 


— 27,462 
9,894 


—32,341 
7,526 


—7,549 —6,526 


—478 





ER 


Public enterprise funds: 


WILLIAM LANGER JEWEL BEARING PLANT REVOLVING FUND 
Program and Financing (in thousands of dollars) 


Identification code 47-4092-0-3-054 1979 actual 1980 est. 1981 est. 





Reimbursable program 


10.00 Total obligations (costs—obligation) 
Financing: 
11.00 Offsetting collections from: Federal funds... 


60.00 





Budget authority (appropriation) 
(permanent, indefinite, special 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


Program by activities: 
Operating costs: Sales program: Cost of 
goods sold 
Adjustments to operating costs 
Capital investment funded: Sales _pro- 
gram—purchase of equipment 


2,200 
—35 


2,500 
—50 


Total program costs, funded 
Change in selected resources (undelivered 
orders and selected assets) 


Total obligations (object class 25.0) . 1,926 
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WILLIAM LANGER JEWEL BEARING PLANT REVOLVING FUND— 
Continued 


Program and Financing (in thousands of dollars) —Continued 











Identification code 47-4092-0-3-054 1979 actual 1980 est. 1981 est. 
Financing: 
Offsetting collections from: 

11.00 Federal funds: Sales revenue................. —809 — 1,000 — 1,000 

Change in unfilled customers’ orders....... SET LASS: iistedtietes 
14.00 Non-Federal sources: Sales revenue......... —974 — 1,200 — 1,500 
21.98 Unobligated balance available, start of 

year: Fund balance ..........ssssccsssseeeees Be —2,517 — 2,434 — 2,369 


Unobligated balance available, end of year: 
Fund balance 
Capital transfer to general fund.................. 


Budget authority ..................cce 


24.98 


27.00 





Relation of obligations to outlays: 


71.00 Obligations incurred, Net ...............sssssesesesse BS Latah Se. aevls 
72.10 Receivables in excess of obligations, start 
NON i NON acs cacsas cusssassishssooogainies —1,747 — 1,836 — 1,836 





90.00 172 


The Government-owned William Langer Jewel Bear- 
ing Plant at Rolla, N. Dak., is the only facility of its 
kind in the United States which has the capability to 
produce all types of jewel bearings in quantity. The 
plant was established by the Department of Defense in 
1953 and turned over to GSA in 1957. On January 1, 
1970, financing of the operation was placed under a 
revolving fund, which was authorized by Public Law 
90-469, approved August 8, 1968. 

The plant produces jewel bearings for sale at fixed 
prices to Government agencies, and their contractors 
and subcontractors for national defense purposes, and 
to GSA for the national defense stockpile. Mandatory 
source provisions are contained in the Federal Procure- 
ment Regulations and Armed Services Procurement 
Regulations in support of this operation. These provi- 
sions require Government agencies and their contrac- 
tors to procure and use jewel-bearings raanufactured at 
the William Langer Jewel Bearing Plant under certain 
specified conditions. 

Budget program.—The 1981 estimate provides for op- 
eration of the jewel bearing plant on a break even 
basis. In 1981 it is estimated that 2,500,000 jewel bear- 
ings and related components will be produced and sold. 

Financing.—Operations are financed through the sale 
of jewel bearings and purchases by GSA for the nation- 
al defense stockpile from annual appropriated funds. 

Operating results.—At the end of fiscal year 1979 
there was a net operating loss of $94,015. An upward 
adjustment in sales price was made in 1979 as a correc- 
tive measure to restore operations to a break even posi- 
tion. Any net income of the fund at the end of each 
fiscal year, after making provision for prior year losses, 
must be returned to the Treasury as miscellaneous re- 
ceipts. 


Intragovernmental funds: 





EMERGENCY HEALTH ACTIVITIES 
Consolidated Working Fund 






Program and Financing (in thousands of dollars) 














Identification code 47-3913-0-4-054 1979 actual 1980 est. 1981 est, 
Financing: 
21.40 Unobligated balance available, start of year —1,271 —1,271 
24.40 Unobligated balance available, end of year.. Beli iithndateen 
1,271 









25.00 Unobligated balance lapsing..............ccsssee 
Budget authority... ee 















Relation of obligations to outlays: 
71.00 Obligations incurred, net .............sscccssssseeee 


90.00 









Dil aNe siaceeey eds cad. eas 







The medical stockpile program funded in this account 
has terminated. 












GENERAL ACTIVITIES 
Federal Funds 


General and special funds: 
[ADMINISTRATIVE AND STAFF SUPPORT SERVICES] 












GENERAL MANAGEMENT AND ADMINISTRATION 





Salaries and Expenses 





For necessary expenses of agency management of activities under the 
control of the General Services Administration, and general adminis- 
trative and staff support services, not otherwise provided for, 
$111,821,000: Provided, That not to exceed $2,500 shall be available for 
reception and representation expenses: Provided further, That this ap- 
propriation shall be available, subject to reimbursement by the appli- 
cable agency, for services performed for other agencies pursuant to 
section 601 of the Economy Act of 1932, as amended (31 U.S.C. 686). 


[GENERAL MANAGEMENT AND AGENCY OPERATIONS ] 










[Salaries and expenses] 


[For expenses of general management and agency operations of 
activities under the control of the General Services Administration, 
$6,675,000: Provided, That not to exceed $2,500 shall be available for 
reception and representation expenses. (Independent Agencies Ap- 
propriations Act, 1980.) 

[ADMINISTRATIVE AND STAFF SUPPORT SERVICES] 


[Salaries and expenses] 











(For administrative expenses necessary in providing general ad- 
ministrative and staff support services within the General Services 
Administration, not otherwise provided for, $97,000,000: Provided, 
That this appropriation shall be available, subject to reimbursement § 
by the applicable agency, for services performed for other agencies 
pursuant to section 601 of the Economy act of 1932, as amended (31 
U.S.C. 686). (Independent Agencies Appropriations Act, 1980.) 









Program and Financing (in thousands of dollars) 







































Identification code 47-0110-0-1-804 1979 actual 1980 est. 198] est 
Program by activities: 
Direct program: 
1. Executive direction .........sssssssesessseees 4,175 4,467 4,149 
2. Management, policy and budget......... 56,309 67,548 67,966 
3. Human resources and organization... 23,075 26,739 27,538 
Ih UDI GR MTORS ovsscxsvscdessesectestancseseostne 6,213 6,739 6,889 
5. Acquisition OffICE.......s.s..csssssssssssssseees 870 2,964 2,964 
6. Board of Contract Appeals ...........:.. 655 1,676 1,715 
Total direct program...........sccsssees 91,297 110,133 111,821 
Reimbursable program: 
2. Management, policy and budget......... 4,221 5,738 5,138 
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3. Human resources and organization 2,567 
5. Acquisition office 946 © 


7,734 
99,031 





Total reimbursable program 10,624 


120,757 








Total program costs, funded 
Change in selected resources (undelivered 


orders) —lll 


98,920 





10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds... 
25.00 Unobligated balance lapsing 


120,757 


—1,134 
4,235 


95,421 


— 10,624 





Budget authority 111,821 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 
42.00 Transferred from other accounts 


98,129 
—5,548 
___ 2,840 


95,421 


103,675 
—175 
1,496 


104,996 


111,821 


43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 
raises 





Distribution of budget authority by account: 
General management and administration, salaries 
and expenses 
General management and agency operations, sal- 
aries and expenses 
Administration and staff support services, saia- 
ries and expenses 


6,183 


89,238 102,702 





Relation of obligations to outlays: 
11.00 Obligations incurred, net 
72.40 Obligated balance, start of year .. 
74.40 Obligated balance, end of year 
71.00 Adjustments in expired accounts 


91,186 
10,682 

— 13,666 
1,164 


110,133 
13,666 
— 16,792 


111,821 
16,792 





90.00 Outlays, excluding pay raise supple- 


89,366 102,179 111,235 
91.20 Outlays from civilian pay raise sup- 


plemental 309 





Distribution of outlays by account: 
General management and administration salaries 


General management and agency operations, sal- 
aries and expenses 

Administrative and staff support services, sala- 
ries and expenses 


5,482 
83,884 





Includes capital investment as follows: 1979, $243 thousand; 1980, $12 thousand; 1981, $12 thousand 


This appropriation provides for policy direction and 
coordination of all GSA programs by the Administrator, 
his Deputy, 11 Regional Administrators and Congres- 
sional and External Affairs; agencywide acquistion 
policy, planning and coordination; and financing of ad- 
ministrative services on a centralized and integrated 
basis for all GSA programs. 

1. Executive direction.—Directs the execution of all 
functions assigned GSA by the Federal Property and 
Administrative Services Act of 1949 as amended, and 
the reorganization plans of the President. 

2. Management, policy and budget.—Centralized bud- 
geting, financial management, accounting, planning 
and ADP support are provided to the GSA services and 
staff offices. In addition, provides for contractor sup- 
plied systems and programing support for the Federal 
Property Resources Service, Transportation and Public 
Utilities Service, and the Public Buildings Service. Pro- 
vides for an integrated management information 
system and a comprehensive program planning, review, 
and evaluation function. 


310-100 0 = 80 - 57 


3. Human resources and organization.—This activity 
is responsible for the planning, implementation, direc- 
tion, and coordination of all activities of GSA related to 
administrative management; personnel management, 
including labor management relations; training; equal 
employment opportunity; management and analytical 
studies, organization, delegations of authority, manage- 
ment improvement and cost reduction, productivity 
measurement, and position management, committee 
management, and the procurement of management con- 
sulting services by contract; the GSA mobilization, 
emergency relocation, and national civil defense plan- 
ning programs, including coordination of support serv- 
ices and assistance to other agencies; personnel/docu- 
ment security programs and physical security surveys, 
the GSA safety program; and the GSA printing and 
distribution program and the regional program review. 

4. Legal services.—Covers the fields of real property, 
personal property, archives and records, automated 
data and telecommunications, transportation and public 
utilities, stockpile acquisition and disposal and finance 
and administration. 

5. Acquisition office—Oversees the implementation of 
GSA-wide acquisition, supply, and storage management 
policies, and insures implementation through surveil- 
lance and performance of acquisition management re- 
views. This office is the primary point of contact with 
the Office of Federal Procurement Policy; administers 
the Federal Procurement Regulations; and prepares leg- 
islation for the agency acquisition program. This level 
of effort will accomplish review of 300 contracts and 8 
management reviews. 

6. Board of Contract Appeals.—In accordance with 
the Contract Disputes Act of 1978, the Board has juris- 
diction over any dispute relating to a contract for the 
provision of goods and services to the Government, in- 
clusive of, but not limited, to disputes clause cases con- 
cerning contract performance; appeals of disappointed 
bidders; and proposed debarment or suspension actions. 


Object Classification (in thousands of dollars) 





Identification code 47-0702-0-1-804 1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 


69,509 
1,996 
1,179 


72,684 


70,264 
1,486 
1,590 


73,340 


Total personnel compensation 
Personnel benefits: Civilian 7,246 7,135 
Travel and transportation of persons 1,223 1,409 
Motor poo 36 36 
Transportation of things 203 194 
Standard level user charges 6,791 7,216 
Communications, utilities, and other rent.... 5,846 5,676 
Printing and reproduction 816 874 
Other services 12,312 13,470 
Supplies and materials... 2,964 2,459 
Equipment 12 12 


Total direct obligations 111,821 


Reimbursable obligations: 
Personnel compensation: 
Permanent positions. 2,134 
Positions other than permanent 36 
Other personnel compensation 44 


Total personnel compensation 2,214 
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GENERAL Activities—Continued 
General and special funds—Continued 
GENERAL MANAGEMENT AND ADMINISTRATION —Continued 


Salaries and Expenses—Continued 
Object Classification (in thousands of dollars) Continued 





Identification code 47-0702-0-1-804 1979 actual 1980 est. 1981 est. 
12.1 Personnel benefits: Civilian 183 214 
21.0 Travel and transportation of persons 4 
22.0 — Transportation of things 

23.1 Standard level user charges 

23.2 Communications, utilities, and other rent... 

24.0 Printing and reproduction 

25.0 — Other services 


26.0 Supplies and materials 








1734 10,624 
98,920 120,757 


Total reimbursable obligations 
99.0 Total obligations 





122,093 


Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


3,249 3,258 
3,119 3,254 3,276 
(146) (77) (77) 


(46) (47) (50) 

Average ES salary... wee $47,443 $50,078 $50,053 

Average GS grade eh 9.61 9.11 9.08 

Average GS salary $21,962 $21,208 $19,884 
Average grade, grades established by Public Law 

16.27 


95-563 
Average salary, established by Public Law 95- 

$54,198 
$12,080 


16.27 


$54,198 
$12,926 


16.50 


$46,585 
$13,337 








Reimbursable: 
Total number of permanent positions 82 90 
Total compensable workyears 79 87 
Full-time equivalent of other positions (2) (2) 
Full-time equivalent of overtime and holiday 
(2) (2) 


Average GS grade ... isis 9.69 8.87 
Average GS salary $25,676 $24,285 





OFFICE OF INSPECTOR GENERAL 


For necessary expenses of the Office of Inspector General, 
[$18,874,000] $21,913,000: [Provided, That not to exceed $10,000 
shall be available for payment for information and detection of fraud 
against the government, including payment for recovery of stolen 
government property.] (Independent Agencies Appropriations Act, 
1980.) 


Program and Financing (in thousands of dollars) 





Identification code 47-0108-0-1-804 1979 actual 1980 est 1981 est, 





Program ivy activities: 
Direct program: 
Inspector General 
Reimbursable program: 
Inspector General 50 


21,963 


21,913 


Total program costs, funded 
Change in selected resources (undelivered 





10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds... 
25.00 Unobligated balance lapsing 


Budget authority 








Distribution of budget authority by account: 
General management and agency operations, sal- 
aries and expenses 
Inspector General 


8,694 


1,700 19,146 





Budget authority: 
40.00 Appropriation 10,394 18,874 
42.00 Transferred to other accounts — 588 


43.00 18,286 
44.20 


Appropriation (adjusted) 
Supplemental for civilian pay 
raises 860 





Relation of obligations to outlays: 
Obligations incurred, net 19,146 
Obligated balance, start of year 851 2,002 
Obligated balance, end of year — 2,002 —2,136 


71.00 
72.40 
74.40 


90.00 Outlays, excluding pay raise supple- 


17,187 21,727 
91.20 Outlays from civilian pay raise sup- 
plemental 808 2 
Distribution of outlays by account: 
General management and agency operations, Sal- 
aries and Expenses 


Inspector General 


17,995 21,779 





This appropriation provides agencywide audit and in- 
vestigative functions to identify and correct manage- 
ment and administrative deficiencies within GSA which 
create real or potential conditions for fraud, corruption 
and mismanagement. This level of effort would allow 
audit activities to fully participate and support all in- 
vestigative functions and will include an inspection pro- 
gram for monitoring quality control programs operated 
by GSA’s Services and Staff Offices. 


Object Classification (in thousands of dollars) 





Identification code 47-0108-0-1-804 1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 13,593 
Positions other than permanent... 12 
Other personnel compensation 40 


13,645 
1,054 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Motor poo 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 


Total direct obligations 


Reimbursable obligations: 
11.1 Personnel compensation: Permanent posi- 


12.1 Personnel benefits: Civilian 
Total reimbursable obligations a0 
99.0 Total obligations 21,963 








Personnel Summary 





Total number of permanent positions 622 
Total compensable workyears 615 
Full-time equivalent of other positions (2) 
Full-time equivalent of overtime and holiday 0 


$49,389 





115 


12.1 
21.0 


22.0 
23.1 
23.2 
24.0 
25.0 
26.0 
31.0 


99.0 


Total ni 
Total cc 
Full- 
Full- 
he 


2,002 
—2,136 


21,72] 
2 


21,779 
nd in- 
nage- 
which 
iption 
allow 
all in- 
Nn pro- 


srated 


1981 est. 


OTHER INDEPENDENT AGENCIES 








Average GS grade 10.61 10.49 10.45 
Average GS salary $23,394 - $22,034 $21,964 





Average GS grade 8.72 8.92 8.95 
Average GS salary $21,045 $21,216 $20,090 





(a mem 


INDIAN TRUST ACCOUNTING 


For expenses necessary to provide accounting, records management, 
and other support incident to adjudication of Indian Tribal claims by 
the United States Court of Claims, [$2,725,000] $2,886,000: Provided, 
That none of these funds shall be available for transfer to any other 
account. (Independent Agencies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 


Kentification code 47-0109-0-1-806 





1979 actual 1980 est. 1981 est. 








Program by activities: 
Indian Trust accounting (total program 
costs, funded) + 
Change in selected resources (undelivered 
orders) 





10.00 Total obligations 
Financing: 
25.00 Unobligated balance lapsing 





Budget authority 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 





90.00 Outlays, excluding pay raise supple- 


91.20 Outlays from civilian pay raise sup- 
plemental 





1 Includes capital investment of $54 thousand in 1979. 


This appropriation provides for necessary expenses of 
the General Services Administration to prepare ac- 
counting reports for cases pending before the United 
States Court of Claims. 


Object Classification (in thousands of dollars) 


Wentfication code 47-0109-0-1-806 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
lll Permanent positions. 2,178 2,128 
11.3 Positions other than permanent oo 50 50 
11.5 Other personnel compensation 30 30 


2,258 2,208 





Total personnel compensation 
12.1 Personnel benefits: Civilian = 
21.0 — Travel and transportation of persons........... 


22.0 — Transportation of things 

23.1 Standard level user charges 

23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 

25.0 — Other services 

26.0 — Supplies and materials 

31.0 Equipment 





99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 








a 


ALLOWANCES AND OFFICE STAFF FOR FORMER PRESIDENTS* 
*See Part III for additional information. 


For carrying out the provisions of the Act of August 25, 1958, as 
amended (3 U.S.C. 102 note), and Public Law 95-138, [$759,500] 
$798,000: Provided, That the Administrator of General Services shall 
transfer to the Secretary of the Treasury such sums as may be 
necessary to carry out the provisions of such Acts. (Independent Agen- 
cies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 47-0105-0-1-802 1979 actual 1980 est. 





Program by activities: 
1. Allowances and pensions 192 182 
2. Office staff 519 578 


Total program costs, funded 711 
Change in selected resources (undelivered 
orders) 10 


10.00 Total obligations 721 
Financing: 
25.00 Unobligated balance lapsing 50 


40.00 Budget authority (appropriation) .. 771 





Relation of obligations to outlays: 

Obligations incurred, net 721 
72.40  Obligated balance, start of year 494 
74.40 Obligated balance, end of year —71 
77.00 Adjustments in expired accounts 3 


90.00 Outlays 1,147 


71.00 








This appropriation provides for the pensions, office 
staffs, and related expenses for former Presidents Rich- 
ard M. Nixon and Gerald R. Ford and for pensions and 
postal franking privileges for the widows of former 
Presidents Harry S. Truman and Lyndon B. Johnson. 


Object Classification (in thousands of dollars) 
Identification code 47-0105-0-1-802 





1979 actual 1980 est. 1981 est. 





11.5 Personnel compensation: Other personnel 

compensation 246 192 
12.1 Personnel benefits: Civilian = 23 19 
13.0 Benefits for former personnel 182 180 
21.0 Travel and transportation of persons 58 70 
23.1 Standard level user charges 117 206 
23.2 Communications, utilities, and other rent... 98 
24.0 — Printing and reproduction 7 
25.0 — Other services ll 
26.0 Supplies and materials .. 
31.0 — Equipment 


99.0 Total obligations 





EXPENSES, PRESIDENTIAL TRANSITION 


For expenses necessary to carry out the provisions of the Presidential 
Transition Act of 1963, as amended (3 U.S.C. 102, note), $3,000,000. 


Program and Financing (in thousands of dollars) 





Identification code 47-0107-0-1-802 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Office staff, services and facilities 
(costs—obligations) (object class 
00 
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GENERAL ACTIviTies—Continued 


General and special funds—Continued 
EXPENSES, PRESIDENTIAL TRANSITION—Continued 


Program and Financing ,(in thousands of dollars) Continued 





‘dentification code 47-0107-0-1-802 1979 actual 1980 est. 1981 est. 





Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.00 Obligated balance, start of year. 
74.00 Obligated balance, end of year 


90.00 





Outlays 








This estimate is submitted in accordance with the 
Presidential Transition Act of 1963, as amended, which 
authorizes not more than $2,000,000 for the purposes of 
providing services and facilities to the President-elect 
and the Vice-President-elect and not more than 
$1,000,000 for the former President and former Vice 
President. In the case where the President-elect is the 
incumbent President or where the Vice-President-elect 
is the incumbent Vice President, any funds appropri- 
ated are to be returned to the general fund of the 
Treasury. 


CONSUMER INFORMATION CENTER 


For necessary expenses of the Consumer Information Center, in- 
cluding services authorized by 5 U.S.C. 3109, [$1,315,000] 
$1,432,000: Provided, That this appropriation shall be available here- 
after, subject to reimbursement by user agencies, for payment to the 
Government Printing Office for distribution of free consumer infor- 
mation]. (Department of Housing and Urban Development—Independ- 
ent Agencies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 47-0104-0-1-376 





1979 actual 1980 est. 1981 est. 





Program by activities: 

Direct program: Consumer Information 
1,103 
3,695 


4,798 


1,352 
5,660 


7,012 


Reimbursable program 





Total program costs, funded 
Change in selected resources (undelivered 
orders) 4) 


4,839 





10.00 Total obligations 7,012 


Financing: 
11.00 Offsetting collections from: Federal funds ... — 4,303 
25.00 Unobligated balance lapsing 626 


Budget authority 1,162 


— 5,660 








Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 Outlays, excluding pay raise supple- 
1,317 
91.20 Outlays from civilian pay raise sup- 


plemental 








The Consumer Information Center is primarily re. 
sponsible for encouraging the development of consumer 
product information from the major Federal agencies 
and departments as a result of the Government’s re a 
search, development, and procurement activities. Distrib 

In addition, the Center is charged with the responsi- Publ 
bility of promoting greater public awareness of existing Gen 
Federal publications through wide dissemination to the 
general public of the consumer information catalog and 
free publications, which are financed from using Feder- 
al agencies reimbursements to this appropriation for 420 
GPO distribution costs. In 1981 it is planned to print R 
some 19 million consumer information catalogs and dis- 71.00 
tribute 25 million consumer publications. ie 


90.00 


11.00 
25.00 


40.00 


Object Classification (in thousands of dollars) 


\dentification code 47-0104-0-1-376 





1979 actual 1980 est. 1981 est. 


91.20 





Direct obligations: 
Personnel compensation: —— 
Permanent positions. Distribu 
Positions other than permanent Publ 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons. 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 


Total direct obligations 
Reimbursable obligations: 


25.0 Other services 


99.0 Total obligations 4,839 





Personnel Summary 





Total number of permanent positions ae 

Total compensable workyears maical 
Full-time equivalent of other positions ( D 
Full-time equivalent of overtime and holiday 


11.00 


( 
11.00 
$26,017 $26,559 


10.95 
$24,795 


Average GS grade 
Average GS salary 


——errmnemn 


PUBLIC SERVICES 


For necessary expenses of management and operation of the Busi- 
ness Service Centers and Federal Information Centers, including serv- 
ices authorized by 5 U.S.C. 3109, [$6,669,000] $7,469,000. (Independ- 
ent Agencies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 47-0400-0-1-804 





1979 actual 1980 est. 1981 est 





Program by activities: 
Direct program: 
Business Service Centers 
Federal Information Centers 


Total direct program 


Reimbursable program: 
Federal Information Centers 


Total reimbursable program 


Total program costs, funded 
Change in selected resources (undelivered 


10.00 Total obligations 


1981 est. 


2,616 
4,853 


OTHER INDEPENDENT AGENCIES 
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Financing: 
11.00 Offsetting collections from: Federal funds ... 
25.00 Unobligated balance lapsing 





Budget authority 





Distribution of Budget authority by account: 
Public services 
General Management and Agency Operations, 
salaries and expenses 


Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 





90.00 Outlays, excluding pay raise supple- 
tal 


91.20 Outlays from civilian pay raise sup- 
plemental 





Distribution of outlays by account: 
Public services 
General Management and Agency Operations, 
salaries and expenses 





This appropriation encompasses both Business Serv- 
ice Centers and Federal Information Centers. Business 
Service Centers promote maximum business interest 
and participation in Federal procurement and disposal 
activities by providing information, counseling and as- 
sistance to business persons with particular emphasis 
on small business. Federal Information Centers provide 
effective, well-managed, timely and accurate citizen as- 
sistance to the Nation’s population. In 1981 it will pro- 
vide for the operation of 41 centers. 


Object Classification (in thousands of dollars) 
identification code 47-0400-0-1-804 


Direct obligations: 
Personnel compensation: 
Permanent positions 4,130 4,542 
Positions other than permanent... 285 304 
Other personnel compensation 7 


Total personnel compensation 4,853 
Personnel benefits: Civilian 467 
Travel and transportation of persons 145 
Motor poo! 4 
Standard level user charges 607 
Communications, utilities, and other rent... 777 
Printing and reproduction 218 
Other services 235 
Supplies and materials 


1979 actual 1980 est 1981 est. 








Total direct obligations 





Reimbursable obligations: 
Personnel compensation: 
Permanent positions. 
Positions other than permanent... 
Other personnel compensation 





Total personnel compensation. 
Personnel benefits: Civilian 
Travel and transportation of persons 


Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 

Other services 


Supplies and materials 
Equipment 


Total reimbursable obligations 





Total obligations 





Personnel Summary 





Direct: 

Total number of permanent positions . 

Total compensable workyears 260 279 
Full-time equivalent of other positions (23) (26) 
Full-time equivalent of overtime and holiday 

(0) (0) 

Average GS grade : 7.23 6.86 

Average GS salary $17,443 $17,500 








Reimbursable: 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary 





REFUNDS UNDER RENEGOTIATION ACT 


Program and Financing (in thousands of dollars) 





Identification code 47-0515-0-1-902 


1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Principal 451 222 


2. Interest 37 





10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


— 1,344 





Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 259 








Refund and rebate payments due World War II con- 
tractors are made upon approval of claims presented 
under the Renegotiation Act of 1951. Funds in this 
account are used to pay contractors engaged in business 
with the Federal Government who have prepaid excess 
profits in the amount determined by the Renegotiation 
Board. Subsequently, the Court of Claims judged a 
refund was due. 

The activity in this account will be for contractor 
claims presently in the U.S. Court of Claims since the 
Renegotiation Board no longer exists. 


Object Classification (in thousands of dollars) 





Identification code 47-0515-0-1-902 1979 actual 1980 est. 


43.0 Interest and dividends 146 74 37 
44.0 Refunds 414 451 222 


99.0 Total obligations 560 525 259 


1981 est. 
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GENERAL Activities—Continued 
Public enterprise funds: 
VIRGIN ISLANDS CORPORATION LIQUIDATION FUND 


Program and Financing (in thousands of dollars) 








Identification code 47-4480-0-3-804 1979 actual 1980 est. 1981 est. 





Financing: 
14.00 - Offsetting collections from: Non-Federal 
sources: 
Revenue 
Payment of mortgage receivables 
21.98 Unobligated balance available, start of 
year: Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 
27.00 Capital transfer to general fund 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obligations, start 


90.00 — 586 





Mortgage payments are made to the Government for 
properties purchased from the Virgin Islands Corpora- 
tion. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Interest: Net income for year 93 62 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Drawing account with Treasury 1,234 1,902 728 814 
Accounts receivable (accrued in- 
17 ll 11 ll 
Mortgages receivable 2,398 1,856 1,323 


Total assets 3,649 3,769 2,062 


Government equity: 
Unobligated balance 1,251 1,913 739 
Invested capital and earnings 2,398 1,856 1,323 


Total Government equity 3,649 3,769 2,062 

















Analysis of changes in Government equity: 
Non-interest-bearing capital: 
Start of year 
End of year 





Retained earnings: 
Start of year 
Net income for the year 
Payments to Treasury 


Equity, end of year 





Intragovernmental fund: 
WORKING CAPITAL FUND 


To increase the Working Capital Fund established by the Act 
of May 3, 1945, (40 U.S.C. 293), $1,000,000. 





Program and Financing (in thousands of dollars) 


Identification code 47-4540-0-4-804 





1979 actual 1980 est. 198] est. 





Program by activities: 
Operating costs 
Unfunded adjustments to total operating 


15,308 16,643 16,795 
—199 — 300 — 360 
Capital investment: Purchase of equipment. 176 300 1,000 


Total program costs, funded 15,285 16,643 
Change in selected resources 550 


10.00 Total obligations 15,835 


Financing: 
11.00 Offsetting collections from: 
Federal funds — 15,266 
Change in unfilled customers’ orders —58 
21.98 Unobligated balance available, start of 
year: Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 325 
27.00 Capital transfer to general fund 


—1,109 


Identific 


10.00 





40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 
ance —129 
74.98 Obligated balance, end of year: Fund bal- 


—196 


90.00 —414 





Central blueprinting, photostating, duplicating, and 
distribution services are financed by a working capital 
fund (40 U.S.C. 293). As authorized by the Joint Com- 
mittee on Printing, U.S. Congress, GSA has established 
and operates 12 printing plants to meet the needs of 
GSA and other Government agencies. In addition, GSA 
operated 16 duplicating plants at the end of 1979 and 
anticipates operating 16 in 1980 and 1981. 


Object Classification (in thousands of dollars) 





Identification code 47-4540-0-4-804 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 6,436 7,066 7,153 
Positions other than permanent... 145 150 150 
Other personnel compensation 124 124 124 


Total personnel compensation 6,705 7,340 7,427 
12.1 — Personnel benefits: Civilian 
21.0 _ Travel and transportation of persons 
22.0 — Transportation of things 
23.1 Standard level user charges 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 
25.0 — Other services 
26.0 — Supplies and materials... 
31.0 — Equipment 


Total program costs, funded 15,285 
94.0 Change in selected resources 550 


99.0 Total obligations 15,835 16,643 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears. 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
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16,795 


—360 
1.0m 


17,435 


OTHER INDEPENDENT AGENCIES 


HARRY S. TRUMAN SCHOLARSHIP FOUNDATION 
Trust Funds 903 








$14,750 
$16,346 . 


Average GS salary. 
Average salary of ungraded positions 


$13,961 
$17,015 


$13,556 
$17,015 





Trust Funds 


UNCONDITIONAL GIFTS OF REAL, PERSONAL, OR CTHER PROPERTY 
Program and Financing (in thousands of dollars) 


Wentfcation code 47-8198-0-7-804 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Unconditional gifts (costs—obligations) 
(object class 41.0) 
Financing: 
21.40 Unobligated balance available, start of year 


Budget authority 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 








An unconditional gift was received by the General 
Services Administration for use in the area of arts in 
Federal buildings. 


GENERAL PROVISIONS—GENERAL SERVICES ADMINISTRATION 


Sec. 1. The appropriate appropriation or fund available to the 
General Services Administration shall be credited with (1) cost of 
operation, protection, maintenance, upkeep, repair, and improvement, 
included as part of rentals received from Government corporations 
pursuant to law (40 U.S.C. 129): and (2) appropriations or funds avail- 
able to other agencies, and transferred to the General Services Ad- 
ministration, in connection with property transferred to the General 
Services Administration pursuant to the Act of July 2, 1948 (50 U.S.C. 
451ff), and such appropriations or funds may be so transferred, with 
the approval of the Office of Management and Budget. 

Sec. 2. Funds available to the General Services Administration 
shall be available for the hire of passenger motor vehicles. 

Sec. 3. [None of the funds available under this Act or under 
section 111 of the Federal Property and Administrative Services Act 
of 1949 shall be obligated or expended for the procurement by pur- 
chase, lease or any other arrangement, in whole or in part, of any or 
all the automatic data processing system, data communications net- 
work, or related software and services for the joint General Services 
Administration-Department of Agriculture MCS project 97-72 con- 
tained in the Request for Proposal CDPA 74-14, any successor to such 
project, or any other common user shared facilities authorized under 
section 111 of the Federal Property and Administrative Services Act 
of 1949.3 Not to exceed 5 per centum of any appropriations made 
available for the current fiscal year for General Services Administra- 
tion activities (excluding the new obligational authority limitation for 
the Federal Buildings Fund) may be transferred between such appro- 
priations, but no such appropriation, except as otherwise provided, 
shall be increased or decreased by more than 5 per centum by any such 
transfers, and any such transfers shall be reported promptly to the 
Appropriations Committees of the House and Senate. (Independent 
Agencies Appropriation Act, 1980.) 


HARRY S. TRUMAN SCHOLARSHIP 
FOUNDATION 
Trust Funds 
Harry S. TRUMAN MEmorIAL SCHOLARSHIP TRUST FUND 
Program and Financing (in thousands of dollars) 


Identification code 95-8490-0-8-502 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Program expenses (costs—obligations) 876 1,190 1,428 
Financing: 
11.00 Offsetting collections from: Federal funds... 
21.98 Unobligated balance available, start of 
year: 
Treasury balance —5l —109 —20 
U.S. securities (par) —32,979 —34,854 —36,764 
24.98 Unobligated balance available, end of year: 
Treasury balance 109 20 20 
U.S. securities (par) 34,854 36,764 38,810 


Budget authority 


—2,809  —3,011 —3,474 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: Fund bal- 





90.00 — 2,046 





The Harry S. Truman Memorial Scholarship Act, es- 
tablishes the Harry S. Truman Scholarship Foundation 
whose Harry S. Truman Scholarship Program is the 
permanent, official Federal memorial to Harry S. 
Truman, the 33d President of the United States. The 
Foundation is authorized to award college scholarships 
of up to $5 thousand annually for 4 years to persons 
who demonstrate outstanding potential for and who are 
preparing to pursue a career in public service. 

During 1979, the Foundation conducted its third na- 
tionwide competition to select Truman scholars. One 
Truman scholar was selected from each State, plus the 
District of Columbia, Puerto Rico, and—considered as a 
single entity—Guam, the Virgin Islands, American 
Samoa, and the Trust Territory of the Pacific Islands. 
By the fall of 1978, the original 1977 class of Truman 
Scholars, the 1978 and the 1979 classes received pay- 
ment toward their third, second, and first years of eligi- 
ble academic expenses, respectively. 

The Foundation is currently conducting its fourth 
annual competition by attempting to build on the solid 
base established in its earlier years. 


Revenue and Expense (in thousands of dollars) 





1979 actual 


2,809 3,011 3,474 
876 1,190 1,428 


Net operating income 1,933 1,821 2,046 


1980 est. 1981 est. 








Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 





Assets: 
Fund balance with Treasury 69 109 20 20 
U.S. securities (par) 32,979 34,854 36,764 38,810 
Equipment 3 3 3 3 


Total assets 33,051 34,966 36,787 


38,833 





HARRY S. TRUMAN SCHOLARSHIP FOUNDATION—Continued 
Trust Funds—Continued 
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Harry S. TRUMAN MEMORIAL SCHOLARSHIP TRUST FuND—Continued 
Financial Condition (in thousands of dollars) —Continued 


1978 actual 1979 actual 1980 est. 1981 est. 





Government equity: 
Invested capital 3 3 3 
Unobligated balance 31,207 34,963 36,784 


31,210 34,966 36,737 


3 
38,850 
38,833 





Total Government equity 








Analysis of changes in Government equity: 
Paid-in capital: 


Opening balance 30,000 


30,000 
30,000 


Closing balance 30,000 


Retained income: : 
Opening balance 4,966 6,787 
Transactions: Net operating income 1,821 2,046 


Closing balance 6,787 8,833 
34,966 36,787 38,833 








Total Government equity (end of year) .. 





Object Classification (in thousands of dollars) 
Identification code 95-8490-0-8-502 





1979 actual 1980 est. 1981 est. 





11.1 Personnel compensation: Permanent posi- 
i 117 
12 
21.0 Travel and transportation of persons 7 
22.0 — Transportation of things 4 
23.2 Communications, utilities, and other rent... 38 
24.0 — Printing and reproduction 6 
25.0 — Other services 240 
26.0 Supplies and materials 4 
Grants, subsidies, and contributions 1,000 


Total obligations 1,190 1,428 








Personnel Summary 





Total number of permanent positions 
Total compensable workyears 


S 5 

5 5 
Full-time equivalent of other positions (0 (0) (0) 
Full-time equivalent of overtime and holiday 


(0) (0) 
Average ES salary $51,000 $53,000 
Average GS grade 9.20 9.20 
Average GS salary $18,800 $19,500 





HISTORICAL AND MEMORIAL AGENCIES 


AMERICAN REVOLUTION BICENTENNIAL ADMINISTRATION 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


Program and Financing (in thousands of dollars) 


Identification code 76-1900-0-1-806 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. General administration 
2. State grants program 





Total program costs, funded 
Change in selected resources 


10.00 Total obligations 
Financing: 
25.00 Unobligated balance restored 


Budget authority 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year... 
74.40  Obligated balance, end of year 


90.00 Outlays 





Public Law No. 93-179 provided for the termination 
of ARBA by no later than June 30, 1977. Executive 
Order No. 12001 transferred certain functions to the 
Department of the Interior as of that date. The above 
represents the spendout of ARBA expenditures. 


Object Classification (in thousands of dollars) 
Identification code 76-1900-0-1-806 


25.0 Other services 
41.0 — Grants, subsidies, and contributions 


99.0 Total obligations 





1979 actual 1980 est. 1981 est. 








Trust Funds 


GIFTS AND DONATIONS 
Program and Financing (in thousands of dollars) 


Identification code 76-8091-0-7-806 





1979 actual 1980 est. 1981 est. 





Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsing 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





OrHER HistoRICAL AND MEMORIAL AGENCIES 
Federal Funds 
General and special funds: 
FRANKLIN DELANO ROOSEVELT MEMORIAL COMMISSION 
Salaries and Expenses 


For necessary expenses of the Franklin Delano Roosevelt Memorial 
Commission, established by the Act of August 11, 1955 (69 Stat. 694), 
as amended by Public Law 92-332 (86 Stat. 401), [$40,000] $30,000, to 
remain available for obligation until September 30, [1981] 1982. 
(Public Law 96-126, making appropriations for the Department of the 
Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 76-0700-0-1-806 





1979 actual 1980 est 1981 est. 





Program by activities: 
Franklin Delano Roosevelt Memorial Com- 
mission (costs) 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 

Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 





72.40 
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OTHER INDEPENDENT AGENCIES 


memes 90 5 








72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year =} 


90.00 Outlays 62 45 








The Commission is formulating plans for a memorial 
to Franklin Delano Roosevelt. The Commission is con- 
tinuing its work of coordination prior to finalizing the 
design of the memorial. 


Object Classification (in thousands of dollars) 


\denttication code 76-0700-0-1-806 





1979 actual 1980 est. 1981 est. 





21.0 Travel and transportation of persons 

23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 

25.0 Other services 

26.0 Supplies and materials 


99.0 Total obligations 








INDIAN CLAIMS COMMISSION 
Federal Funds 


General and special funds: 


SALARIES AND EXPENSES 


Program and Financing (in thousands of dollars) 


44.20 Supplemental for civilian pay raises 
44.30 Supplemental for military pay raises 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 11,586 12,051 
72.40 Obligated balance, start of year... 3,503 5,014 
74.40 Obligated balance, end of year —5,014 
77.00 Adjustments in expired accounts —25 





90.00 Outlays, excluding pay raise supple- 
tal 10,050 11,965 


91.20 Outlays from civilian pay raise sup- 


91.30 Outlays from military pay raise sup- 
plemental 





The Intelligence community staff provides staff sup- 
port and assistance to the Director of Central Intelli- 
gence in his capacity as the leader of the intelligence 
community. The staff assists the Director of Central 
Intelligence in the development of management policy, 
collection tasking, fiscal guidance, and resource alloca- 
tion for the intelligence community through the estab- 
lishment of priorities for intelligence collection and 
analysis, the development of requirements for these ac- 
tivities, and the eventual assessment of performance. 


Object Classification (in thousands of dollars) 





Identification code 95-0400-0-1-054 1979 actual 1980 est. 1981 est. 





Wentifcation code 95-0100-0-1-752 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
12.40 Obligated balance, start of year 
14.40 Obligated balance, end of year 
71.00 Adjustments in expired accounts 


90.00 Outlays 


1979 actual 1980 est. 1981 est. 











This independent Commission of five members was 
created to hear and adjudicate claims, existing before 
August 13, 1946, of American Indian tribes, bands, or 
other identifiable groups of Indians residing within the 
territorial limits of the United States. 

Public Law 94-465 provided that the Commission ter- 
minate on September 30, 1978. 


INTELLIGENCE COMMUNITY STAFF 
Federal Funds 


General and special funds: 
INTELLIGENCE COMMUNITY STAFF 


For necessary expenses of the Intelligence Community Staff; 
[$11,527,000] $18,700,000. (Department of Defense Appropriation Act, 
1980.) 


Program and Financing (in thousands of dollars) 





Mentfication code 95-0400-0-1-054 1979 actual 1980 est 1981 est. 





Program by activities: 
10.00 Intelligence © community 
(costs—obligations) 


management 


11,586 12,051 


Financing: 
25.00 Unobligated balance lapsing 
Budget authority 


12,000 12,051 





Budget authority: 


40.00 Appropriation 12,000 11,527 


Personnel compensation: 
11.1 Permanent positions ‘ 2,376 2,564 
11.3 Positions other than permanent... 166 296 
11.5 Other personnel compensation 196 226 
11.8 Special personal services payments f 5,536 5,724 





Total personnel compensation 5 8,274 8,810 
12.1 Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
22.0 — Transportation of things 
23.2 Communications, utilities, and other rent.... 
25.0 Other services 
26.0 Supplies and materials ... 
31.0 — Equipment 


99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 254 258 
Full-time equivalent of other positions ( (185) (182) 
Full-time equivalent of overtime and holiday 
(6) (8) 
Average ES salary $50,112 $50,112 
Average GS grade....... 13.92 13.84 
Average GS salary $37,021 $38,509 $38,655 





INTERGOVERNMENTAL AGENCIES 


ApvisoRY COMMISSION ON INTERGOVERNMENTAL RELATIONS 


Federal Funds 
General and special funds: 


SALARIES AND EXPENSES 


For expenses necessary to carry out the provisions of the Act of 
September 24, 1959, as amended (73 Stat. 703-706), [$1,654,000] 
$1,807,000, of which not to exceed $2,500 may be used for meals at 
Commission meetings. (Independent Agencies Appropriations Act, 
1980.) 
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ADVISORY COMMISSION ON INTERGOVERNMENTAL RELATIONS— Continuing and annual projects of the Commission 
Continued include the monitoring of the general revenue sharing 
General and special funds—Continued effort, polling the changing public attitudes on govern- 
SALARIES AND EXPENSES—Continued ment and taxes, surveying State and local finances, 
Program and Financing (in thousands of dollars) monitoring the legislation of State and local govern- 
ments, cataloging Federal grants-in-aid, and providing 
Identification code 55-0100-0-1-806 1979 actual 1980 est. 1981 est. educational and technical assistance to Federal, State, 
Program by actielies: and local governments with regard to Commission rec- 
1. Intergovernmental research 1,797 ommendations. 
2. Reimbursable program: Nonrecurring projects currently under Commission 
(a) ye — ‘iD 6 7 study are the effect of Federal and State tax and spend- 
a orale ~ 7 ing policies on economic growth in the States and re. 
(d) Public opinion (OPM) ............ gions; the assignment of servicing functions among and 
(e) Payments-in-lieu (HUD) between the various levels of government; State and 
(f) Circular A~102 (HUD) vn local pension policies and practices; payments-in-lieu of 
(a) State Aa (IRD) _—""" taxes on federally owned urban property; indexation of 
Total program costs, funded ...... 2,560 Federal and State income taxes; the status of local dis- 
Change in selected resources (undelivered cretionary authority in the 50 States; development of 
orders) —431 . : ; : 
summary information on State aid to distressed commu- 
10.00 Total obligations ...............sscscsssssesssees 2,129 nities; and preparation of a catalog of candidates for 
Financing: ’ consolidation of Federal grant programs. 
1100 — sar gua from: Appropriations finance the personnel and personnel- 
14.00 _Non-Federal source related expenses incurred in the basic day-to-day oper- 
22.40 Unobligated balance transferred from other ation of the Commission. 

The Commission receives funds from other Federal 
agencies for special projects carried out by the Commis- 
sion pursuant to contracts with these agencies. Each 
Budget authority: contract is charged for a share of the Commission’s 


40.00 Appropriation overhead. 




















44.20 Supplemental for civilian pay raises 63 Current research being conducted under interagency 

- contracts with the Department of Housing and Urban 
71.00 Obligations incurred, net Development involves developing and implementing 
72.40 Obligated balance, start of year model state legislation on financial management, the 
73.40 Obligated balance transferred, net... assignment of functions among the various levels of 





Relation of obligations to outlays: 


74.40  Obligated balance, end of year... 


77:00 Adjustments in expired accounts government, and state aid to distressed urban areas. 





90.00 Outlays, excluding pay raise supple- 
Object Classification (in thousands of dollars) 





91.20 Outlays from civilian pay raise sup- 
plemental Identification code. 55-0100-0-1-806 1979 actual 1980 est. 1981 est. 








* Includes $26,000 for 1980 transferred from the Consolidated working fund. Direct obligations: 


: cites Personnel compensation: 
The Advisory Commission on Intergovernmental Re- 111 Permanent positions 1,058 


lations is an independent, bipartisan body which at- 113 Positions other than permanent 10 
tempts to identify and analyze the causes of intergov- 11.5 ___ Other personnel compensation 10 
ernmental conflicts and recommends ways of strength- 11.8 Special personal services payments 10 
ening and improving the American federal system. The Total personnel compensation 
26-member Commission includes representatives of the 21 Personnel benefits: Civilian 
executive, legislative, and administrative branches of 21.0 _ Travel and transportation of persons 
all levels of government—Federal, State, and local—as 22.0 _ Transportation of things 
well as representatives of the general public. 23.1 Standard level user charges 

The Commission and its staff examine Federal and ay a and other ret... 
State programs having an intergovernmental aspect. 4; yr io ayy “ier 
Proposed legislation is reviewed to determine its overall 60 — suppies and materials 
effect on the federal system. The Commission also iden- 31.0 —_ Equipment 
tifies emerging problems of Federal-State-local rela- 
tions. 

The Commission makes recommendations concerning Reimbursable obligations: Total n 
the allocation of responsibilities and revenues among !1.3 Personnel compensation: Positions other Total c 
the various levels of government. The recommendations than permanent... ae Full 
and published reports growing out of the Commission’s Travel and transportation of persons 
work are submitted to the executive and legislative Communications, utilities, and other rent.... 
branches of Federal, State, and local governments for Printing and reproduction 
appropriate action. Other services 


Total direct obligations 





OTHER INDEPENDENT AGENCIES 


INTERGOVERNMENTAL AGENCIES—Continued 
Federal Funds 











31.0 Equipment 





Total reimbursable obligations 





99.0 Total obligations 2,129 





Trust Funds 


CONTRIBUTIONS 


Program and Financing (in thousands of dollars) 





Personnel Summary 





Total number of permanent positions 37 
Total compensable workyears a 52 52 
Full-time equivalent of other positions ( (15) (15) 
Full-time equivalent of overtime and holiday 
(0) (0) 
10.58 10.70 
$25,548 $26,532 


10.70 
$24,110 
$23,210 


Average IR grade 
Average IR salary 
Average salary of ungraded positions 





Intragovernmental funds: 


CONSOLIDATED WORKING FUND 


Program and Financing (in thousands of dollars) 








1979 actual 1980 est. 1981 est. 


identification code 55-3900-0-4-806 





Program by activities: 
1. Forest lands (DOA) 
2. Financial management (HUD)... 
3. Federal role (HUD) 
4. State aid (HUD) 





Total program costs, funded 
Change in selected resources (undelivered 
orders) 





10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds... 
17.00 Recover of prior year obligations 
21.10 Deficiency, start of year 
23.40 Unobligated balance transferred to other 
accounts # 





Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
73.40 Obligated balance transferred, net 
14.40 Obligated balance, end of year 


90.00 Outlays 








* Includes $26,000 in 1979 transferred to the Salaries and expense account for 1980. 


Object Classification (in thousands of dollars) 





Kentification code 55-3900-0-4-806 1979 actual 1980 est. 1981 est. 





21.0 — Travel and transportation of persons 

23.2 Communications, utilities, and other rent... 28 
24.0 — Printing and reproduction 

25.0 — Other services... 

31.0 — Equipment 





99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average IR grade..... 
Average IR salary 


Identification code 55-8155-0-7-806 1979 actual 1980 est. 1981 est. 





Program by activities: 
Information and other services to State 
and local governments (total program 


Change in selected resources (undelivered 
orders) 





10.00 Total obligations 


Financing: 
Non-federal sources 
Recovery of prior year obligations 
Unobligated balance available, start of year 
Unobligated balance available, end of year.. 


14.00 
17.00 
21.40 
24.40 


60.00 Budget authority (appropriation) 


(permanent, indefinite) 





Relation cf obligations to outlays: 
71.00 Obligations incurred, net 135 
72.40 Obligated balance, start of year 34 30 
74.40 Obligated balance, end of year —30 


90.00 Outlays 139 100 





Contributions from State and local governments and 
nonprofit organizations are used to strengthen the Com- 
mission’s clearinghouse, information, and policy educa- 
tion services to State and local governments and to 
improve intergovernmental coordination and relations. 
Specific items financed by this account include the 
Commission’s quarterly publication, Intergovernmental 
Perspective; summaries of full Commission reports 
making up the In Brief series of ACIR publications; and 
reprints of popular out-of-print but up-to-date Commis- 
sion reports. 

In 1977, the Commission returned to seeking contri- 
butions from State and local governments. The States 
are responding positively and a goal of $100,000 has 
been established for 1980. 


Object Classification (in thousands of dollars) 





Identification code 55-8155-0-7-806 1979 actual 1980 est. 1981 est. 





21.0 Travel and transportation of persons 

22.0 — Transportation of things 

23.2 Communications, utilities, and other rent.... 
24.0 Printing and reproduction 

25.0 — Other services 

31.0 — Equipment........ : 


99.0 Total obligations 





APPALACHIAN REGIONAL COMMISSION 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Federal Cochairman and his alter- 
nate on the Appalachian Regional Commission and for payment of 
the Federal share of the administrative expenses of the Commission, 
including services as authorized by 5 U.S.C. 3109, and hire of passen- 
ger motor vehicles, [$2,990,000] $3,239,000. (Energy and Water Devel- 
opment Appropriation Act, 1980; additional authorizing legislation 
has been proposed.) 





INTERGOVERNMENTAL AGENCIES—Continued 
Federal Funds—Continued 
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APPALACHIAN REGIONAL CoMMISSION—Continued 
General and special funds—Continued 
SALARIES AND EXPENSES—Continued 


Program and Financing (in thousands of dollars) 


Identification code 46-0200-0-1-452 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Federal cochairman and staff 449 507 539 
2. Administrative expenses 2,603 2,700 


10.00 Total program costs, funded—obliga- 


2,294 


Financing: 
22.40 Unobligated balance transferred from other 


25.00 Unobligated balance lapsing 
Budget authority 











Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year. 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 





Outlays, excluding pay raise supple- 


91.20 Outlays from civilian pay raise sup- 


plemental 





The Appalachian Regional Development Act assigns 
the following major responsibilities to the Commission: 

(1) Develop comprehensive and coordinated plans and 
programs with consideration to other Federal, State, 
and local planning in the region; 

(2) Conduct and sponsor investigations, research, stud- 
ies, and demonstration projects designed to foster re- 
gional productivity and growth; 

(3) Review and study Federal, State, and local public 
and private programs. 

(4) Encourage private investment in industrial, com- 
mercial, and recreational projects; and 

(5) Serve as a focal point and coordinating unit for 
Appalachian programs. 

The Commission coordinates the Appalachian pro- 
gram with all Federal agencies. 

The Appalachian Regional Development Act also pro- 
vides for a professional Commission staff. Employees of 
the Commission, under the act, are determined not to 
be Federal employees but are the joint employees of the 
Federal and State Governments. The 1981 program will 
be conducted at about the same level as 1980 after 
adjustment for salary and price increases. 


Object Classification (in thousands of dollars) 





Identification code 46-0200-0-1-452 1979 actual 1980 est. 1981 est. 


Personnel compensation: 
Permanent positions 436 464 
Other personnel compensation 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Other services .............0+« : 
Supplies and materials .. 
Equipment 


41.0 
99.0 


1,845 2,603 


3,110 


2,700 
3,239 


Grants, subsidies, and contributions 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


( 
$49,805 
$32,982 


$46,985 
$29,450 


$49,805 
$32,089 


Average ES salary 
Average salary of ungraded positions 





Intragovernmental funds: 


CONSOLIDATED WORKING FUND 
Program and Financing (in thousands of dollars) 


Identification code 46-3900-0-4-452 





1979 actual 1980 est 1981 est 





Program by activities: 
10.00 Miscellaneous services to other accounts 
(costs—obligations) (object class 


2,839 4,000 


Financing: 

Offsetting collections from: 
Federal funds 
Non-Federal sources 

Unobligated balance available, start of 
year: Fund balance 

Unobligated balance available, end of year: 
Fund balance 


Budget authority 


11.00 
14.00 
21.98 


— 2,500 
—200 


— 2,226 
24.98 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance available, start of year: 
Fund balance 633 
Obligated balance available, end of year: 
Fund balance 


71.00 
72.98 


—1,299 


—456 444 
74.98 


456 “i =—l = 


—2ll 400 500 


90.00 Outlays 


The Appalachian Regional Commission contracts 
with public and private organizations for research, in- 
vestigations, studies, and demonstration projects which 
will further the purposes of the Appalachian Regional 
Development Act. 


Trust Funds 


MISCELLANEOUS TRUST FUNDS 
Program and Financing (in thousands of dollars) 


Identification code 46-9971-0-7-452 





1979 actual 1980 est. 1981 est. 


Program by activities: 
1. Commission administrative expenses 
2. Technical support to local development 
districts and research program 299 
3, Technical support to health and child 
development programs 


3,850 


Total program costs, funded 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 5,444 


Financing: 


21.40 Unobligated balance available, start of year —473 





OTHER INDEPENDENT AGENCIES 
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Federal Funds 








24.40 Unobligated balance available, end of year.. 473 


60.00 Budget authority (appropriation) 
(permanent, indefinite) 





4,400 5,206 








Distribution of budget authority by account: 
Deposits for administrative expenses, Appala- 


chian Regional Commission 4,400 5,206 5,400 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 4,533 5,444 5,541 
72.40 Obligated balance, start of year 5s 390 347 347 
74.40 Obligated balance, end of year — JH} —347 —347 


90.00 4,576 5,444 5,941 





Outlays 





Distribution of outlays by account: 
Deposits for administrative expenses, Appala- 


chian Regional Commission 4,576 5,444 5,541 





As authorized in the Appalachian Regional Develop- 
ment Act, the 13 Appalachian States share with the 
Federal Government the administrative expenses of the 
Appalachian Regional Commission. The States will ad- 
vance funds in the amount of $2,700 thousand to pay 
their share of these expenses in 1981. 

Technical support for the local development districts, 
research, health, and child development programs are 
being shared by the States in 1980 as a Commission 
administrative expense. 

Not included in these accounts are expenses of the 
Office of the States’ Washington Representative estab- 
lished by the Appalachian State Governors to represent 
the 13 Appalachian States in the day-to-day operation 
of the Commission and supported solely by the States. 


Object Classification (in thousands of dollars) 


Identification code 46-997 1-0-7-452 





1979 actual 1980 est. 1981 est. 





11.8 Personnel compensation: Special personal 

services payments 3,685 3,735 
12.1 Personnel benefits: Civilian 350 373 
21.0 Travel and transportation of persons 177 177 
23.2 Communications, utilities, and other rent... 645 665 
24.0 — Printing and reproduction 156 176 
25.0 Other services 315 353 
26.0 Supplies and materials 46 47 
31.0 — Equipment 70 15 


99.0 Total obligations 5,444 5,541 








DELAWARE RIveR Bastin COMMISSION 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary to carry out the functions of the United 
States member of the Delaware River Basin Commission, as author- 
ized by law (75 Stat, 716) [$107,000] $716,000. (Energy and Water 
Development Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 
\dentification code 46-0100-0-1-301 
Program by activities: 


10.00 Administrative expenses (total program 
costs, funded—obligations) 





1979 actual 1980 est. 


Financing: 
25.00 Unobligated balance lapsing 
Budget authority 


Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 





Outlays, excluding pay raise supple- 


91.20 Outlays from civilian pay raise sup- 


plemental 





The Delaware River Basin Commission was created 
by compact (Public Law 87-328) among the States of 
Delaware, New Jersey, New York, the Commonwealth 
of Pennsylvania, and the Federal Government to enable 
them to participate jointly in the development of water 
and related resources of the region drained by the Dela- 
ware River and its tributaries. 

This appropriation provides for the expenses of the 
U.S. Commissioner and his staff. 


Object Classification (in thousands of dollars) 





Identification code 46-0100-0-1-301 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 
Positions other than permanent 


oo 
w 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 


— Swe COON oN 
— one Con © OO 


Total obligations 





Personnel Summary 


Total number of permanent positions 2 

Total compensable workyears 2 
Full-time equivalent of other positions (0) (0) (0) 
Full-time equivalent of overtime and holiday 





(0) (0) 
$50,112 $50,112 
13.00 13.00 
$32,312 $32,312 


Average ES salary 
Average GS grade 
Average GS salary 


13.00 
$29,283 





CONTRIBUTION TO DELAWARE RIVER BASIN COMMISSION 


For payment of the United States share of the current expenses of 
the Delaware River Basin Commission, as authorized by law (75 Stat. 
706, 707), [$257,000] $269,000. (Energy and Water Development Ap- 
propriation Act, 1980.) 


Program and Financing (in thousands of dollars) 
Wentification code 46-0102-0-1-301 





1979 actual 1980 est. 


Program by activities: 
10.00 Contributions to the Commission (costs— 
obligations) (object class 41.0) 


Financing: 
40.00 Budget authority (appropriation) ........... 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
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DELAWARE RIveR Bastin CoMMIssion—Continued 
General and special funds—Continued 


CONTRIBUTION TO DELAWARE RIVER BASIN COMMISSION—Continued 


Program and Financing (in thousands of dollars) —Continued 


thorized by law (84 Stat. 1541), [$104,000] $712,000. (Energy and 
Water Development Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 46-0500-0-1-301 





1979 actual 1980 est 1981 est. 





Identification code 46-0102-0-1-301 
72.40 Obligated balance, start of year 
90.00 


1979 actual 1980 est. 1981 est. 








Outlays 





This appropriation provides for the Federal share of 
the annual expenses of the Commission. The compact 
provides that the amount required to balance the Com- 
mission’s current expenses budget shall be apportioned 
equitably among the signatory parties by unanimous 
vote of the Commission. 


INTERSTATE COMMISSION ON THE POTOMAC RIVER BASIN 
Federal Funds 
General and special funds: 


CONTRIBUTION TO INTERSTATE COMMISSION ON THE POTOMAC RIVER 
BASIN 


To enable the Secretary of the Treasury to pay in advance to the 
Interstate Commission on the Potomac River Basin the Federal con- 
tribution toward the expenses of the Commission during the current 
fiscal year in the administration of its business in the conservancy 
district established pursuant to the Act of July 11, 1940 (54 Stat. 748), 
as amended by the Act of September 25, 1970 (Public Law 91-407), 
$55,000. (Energy and Water Development Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





1980 est. 


Identification code 46-0446-0-1-304 1979 actual 1981 est. 
Program by activities: 
10.00 Contribution to the Commission (costs— 


obligations) (object class 41.0) 55 55 55 


Financing: 
40.00 Budget authority (appropriation) 55 55 55 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 55 55 55 


90.00 Outlays 95 995 99 





Contribution to the Commission.—The Commission 
was created by compact among the four States in the 
basin, the District of Columbia, and the Federal Gov- 
ernment for the purpose of water pollution abatement 
and control. It is also responsible for the management 
of water and associated land resources. 

The appropriation represents the Federal Govern- 
ment’s share of the expenses of the Commission’s oper- 
ations. Funds also are contributed by the signatory 
bodies (member States and District of Columbia). The 
Commission also receives an Environmental Protection 
Agency program grant under the authority of the Fed- 
eral Water Pollution Control Act, as amended. 


SusQUEHANNA River Basin COMMISSION 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary to carry out the functions of the United 
States member of the Susquehanna River Basin Commission, as au- 


Program by activities: 
Federal representation (total 
costs, funded) —obligations 
Change in selected resources 


program 


10.00 Total obligations 
Financing: 
25.00 Unobligated balance lapsing 


Budget authority 


Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 








Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 Outlays, excluding pay raise supple- 


91.20 Outlays from civilian pay raise sup- 


plemental 


The Susquehanna River Basin Commission was cre- 
ated by compact among the States of Maryland and 
New York, the Commonwealth of Pennsylvania, and 
the Federal Government to enable them to participate 
jointly in the development of water and related re- 
sources of the region drained by the Susquehanna River 
and its tributaries. 

This appropriation provides for the expenses of the 
U.S. Commissioner and his staff. 


Object Classification (in thousands of dollars) 


Identification code 46-0500-0-1-301 1979 actual 1980 est. 1981 est 





Personnel compensation: 
11.1 Permanent positions. 
11.3 Positions other than permanent 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons. 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 


12.1 
21.0 
23.1 
23.2 
24.0 
25.0 
26.0 


99.0 Total obligations 


Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


( 
$50,112 
13.00 
$32,312 


( 
$50,112 
13.00 
$32,312 


(0) 
$47,500 
13.00 
$29,283 


Average ES salary... 
Average GS grade... 
Average GS salary 





CONTRIBUTION TO SUSQUEHANNA RIVER BASIN COMMISSION 


For payment of the United States share of the current expenses of 
the Susquehanna River Basin Commission as authorized by law (84 
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Stat. 1530, 1531) [$210,000] $200,000. ene and Water Develop- 
ment Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 46-0501-0-1-301 1979 actual 1981 est . 


1980 est. 


Program by activities: 
10.00 Contributions to the Commission (costs— 
obligations) (object class 41.0) 200 


Financing: 


40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 210 


90.00 Outlays 210 


This appropriation provides for the Federal share of 
the annual expenses of the Commission. The compact 
provides that the amount required to balance the Com- 
mission’s current expenses budget shall be apportioned 
equitably among the signatory parties by unanimous 
vote of the Commission. 


WASHINGTON METROPOLITAN AREA TRANSIT AUTHORITY 
Federal Funds 
General and special funds: 
INTEREST PAYMENTS [ (INCLUDING TRANSFER OF FUNDS) ] 


For an additional amount for ‘Interest payments”, to remain avail- 
able until expended; [$65,774,000] $65,910,000: Provided, That these 
funds may be disbursed pursuant to terms and conditions that the 
Secretary of Transportation may establish. (Department of Transpor- 
tation and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 46-0300-0-1-401 


1979 actual 1980 est. 


1981 est 


Program by activities: 
10.00 Bond interest subsidy and debt service 
assistance (total obligations) (object 
class 41.0) 
Financing: 
40.00 Budget authority (appropriation) 


65,774 65,910 


65, mm 


61,343 65, 310 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


65,774 
90,667 


— 90,667  —45,434 


&, 250 111,007 

The Washington Metropolitan Area Transit Author- 
ity (WMATA) is a non-Federal agency established pur- 
suant to an interstate compact among Maryland, Vir- 
ginia, and the District of Columbia. The Authority’s 
primary functions are to plan, develop, finance, and 
construct the Metro-rail rapid transit system and to 
operate the bus/rail transit system in the National Cap- 
ital area. The rail system extends from a central dis- 
tributor system in the District of Columbia into the 
participating jurisdictions of Maryland and Virginia. 

Rail capital construction grants and operating assist- 
ance grants to the WMATA are funded through the 
budget for the Department of Transportation. This 
WMATA account provides the annual Federal share of 
interest payments on outstanding WMATA bonds sold 
in support of the rail construction program. The 
WMATA bonds totaling $997 million are guaranteed by 


65,910 


113,574 45,434 


Outlays 





the Federal government. In September, 1979, the 
WMATA and the Department of Transportation ap- 
proved an Initial Bond Participation Agreement provid- 
ing for an overall two-thirds Federal and one-third local 
sharing of the interest and principal costs of the bonds. 
Additional Federal assistance not to exceed 85% of 
the annual interest cost may be advanced through 
July 1, 1982, but funds advanced in excess of the two- 
thirds Federal share during this period must be repaid 
to the Federal Government by WMATA no later than 
January 1, 1993, with interest. The Agreement requires 
the WMATA to establish a sinking fund and bond inter- 
est payment fund and develop other appropriate fund- 
ing arrangements to meet fully and expeditiously its 
obligations under the terms of the Agreement. This 
includes the provision of stable and reliable sources of 
revenues by the State and local jurisdictions which con- 
stitute WMATA to cover their obligations to that Au- 
thority. Under the terms of the Agreement WMATA is 
to become the designated recipient of Federal formula 
grants now given to the State and local jurisdictions so 
that, in the event WMATA is unable to meet its sched- 
uled payments to the sinking fund or bond interest 
fund, the Federal Government can withhold formula 
grant funds to protect its obligation to guarantee pay- 
ment on the bonds. Furthermore, the Federal Govern- 
ment is entitled to withhold further rail capital con- 
struction grants to WMATA if WMATA fails to meet 
its financial obligations under the terms of the Agree- 
ment. The 1981 request represents the total Federal 
share under the terms of the Agreement. 


INTERNATIONAL COMMUNICATION AGENCY 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES 


For expenses, not otherwise provided for, necessary to enable the 
International Communication Agency, as authorized by Reorganiza- 
tion Plan No. 2 of 1977, the Mutual Educational and Cultural Ex- 
change Act, as amended (22 U.S.C. 2451 et seq.), and the United 
States Information and Educational Exchange Act, as amended (22 
U.S.C. 1481 et seq.), to carry out international communication, educa- 
tional and cultural activities, including employment, without regard 
to the civil service and classification laws, of persons on a temporary 
basis (not to exceed $20,000); expenses authorized by the Foreign 
Service Act of 1946, as amended (22 U.S.C. 801-1159), living quarters 
as authorized by 5 U.S.C. 5912, and allowances as authorized by 5 
U.S.C. 5921-5925; and entertainment, including official receptions, 
within the United States not to exceed [8,000] $11,000, 
[$396,010,000] $429,184,000, of which not to exceed [$3,654,600] 
$3,746,000 of the amounts allocated by the International Communica- 
tion Agency to carry out section 102(a\(3), of the Mutual Educational 
and Cultural Exchange Act, as amended (22 U.S.C. 2452(aX3)), shall 
remain available until expended: Provided, That not to exceed 
[$460,000] $555,000 may be used for representation abroad. (Depart- 
ments of State, Justice, and Commerce, the Judiciary, and Related 
Agencies Appropriation Act, 1980; additional authorizing legislation to 
be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 67-0201-0- in 154 


Program by activities: 
Direct program: 
1. Overseas missions 
2. Broadcasting service 
3. Educational and cultural affairs 


1979 actual 1980 est. 1981 est 


145,469 
78,467 
75,957 


151,650 
89,773 
84,687 


161,325 
96,101 
91,876 
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General and special funds—Continued 
SALARIES AND ExpeNses—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 67-0201-0-1-154 





1979 actual 1980 est. 1981 est. 





4. Program coordination, production, 
42,821 46,343 


28,327 32,971 34,413 


Total direct program 371,041 405,424 431,184 
Reimbursable program 3,506 3,816 3,953 


10.00 Total obligations 374,547 409,240 435,137 


Financing: 
11.00 Offsetting collections from: Federal funds...  —3,506 
21.40 Unobligated balance available, start of year —2,166 
24.40 Unobligated balance available, end of year. 4,307 
25.00 Unobligated balance lapsing 756 


Budget authority 373,938 


47,469 








—3,816 
—4,307 





403,117 429,184 





Budget authority: 
40.00 Appropriation 373,938 396,010 
44.20 Supplemental for civilian pay raises 6,993 
46.20 Transfer in civilian pay raises 114 


429,184 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year. 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


431,184 
105,289 
—113,581 


371,041 

71,590 
— 93,441 
—1,419 


405,424 
93,441 
— 105,289 





90.00 Outlays, excluding pay raise supple- 


347,770 386,960 422,401 


91.20 Outlays from civilian pay raise sup- 


plemental 6,616 491 





Note.—Includes $860 thousand in 1981 for activities previously financed from: Salaries and expenses (special foreign 
currency program). The comparable amounts are: 1979, $595 thousand; 1980, $716 thousand. Excludes $5,628 thousand in 
1981 for activities transferred to: Acquisition, operation, and maintenance of buildings abroad, State. Comparable amounts for 
1979, $4,331 thousand, and for 1980, $4,937 thousand, are included above. 


The International Communication Agency conducts 
the international communication, educational, cultural 
and exchange programs of the United States. The 
Agency advises the President, the National Security 
Council, and the Secretary of State on the above areas, 
and assists in the development and execution of a na- 
tional policy on international communications. 

Agency operations are largely financed from this ap- 
propriation, and the related special foreign currency 
appropriation, and consist of the following major ele- 
ments: 

1. Overseas missions.—The Agency operates 202 posts 
in 125 countries. These posts administer the exchange- 
of-persons program and conduct informational and 
other cultural programs using materials prepared local- 
ly and by the media services in Washington. 

2. Broadcasting service.—This Service, better known 
as the Voice of America, produces radio broadcasts in 
English and in 38 foreign languages. Programs are 
broadcast from transmitters at three domestic and eight 
overseas locations. This Service also supplies the over- 
seas missions with recorded radio programs and scripts 
for placement on foreign stations. 

3. Educational and cultural affairs.—This activity 
covers educational and cultural exchanges between the 
United States and approximately 150 countries and sup- 
port for binational centers and U.S.-operated libraries 
and reading rooms abroad. 


4. Program coordination, production, and support.— 
This activity serves primarily to support overseas mis- 
sions by coordinating program planning and by produc. 
ing, acquiring, and adapting various program materials 
for their use. 

5. Agency direction and management.—This activity 
encompasses managerial staffs and centralized servicing 
functions for the Agency as a whole. 

The 1981 request for the Salaries and expenses appro- 
priation totals $429,184 thousand, an increase of $26,067 
thousand over the enacted and pending 1980 appropri- 
ation. This increase will maintain Agency programs es- 
sentially at current levels. Added operating costs, prin- 
cipally overseas employee wage-scales and inflationary 
increases for goods and other services, are estimated at 
$23,415 thousand. The remaining increase of $2,652 
thousand will provide funds for increased VOA foreign 
language broadcasts in Persian, Azeri, Urda, Bengali, 
Uzbek, and Turkish, to update and expand the Agency’s 
data processing capability, to augment exchange-of-per- 
sons programs, to increase Foreign Service allowances, 
and to increase the allowances for representation 
abroad and entertainment in the United States. 


Object Classification (in thousands of dollars) 





Identification code 67-0201-0-1-154 1979 actual 1980 est. 1981 est. 





INTERNATIONAL COMMUNICATION AGENCY 


Direct obligations: 
Personnel compensation: 
11.1 Permanent positions 146,113 161,670 169,830 
11.3 Positions other than permanent... 1,908 2,111 2,218 
11.5 Other personnel compensation 6,319 6,992 7,345 
11.8 Special personal services payments 734 811 851 


Total personnel compensation 155,074 171,584 180,244 
12.1 Personnel benefits: Civilian 18,779 19,916 21,230 
13.0 — Benefits for former personnel 1,357 933 971 
21.0 — Travel and transportation of persons. 9,490 9,262 12,328 
22.0 — Transportation of things 8,791 8,510 9,691 
23.1 — Standard level user charges 7,133 7,393 8,309 
23.2 Communications, utilities, and other rent... 26,346 29,793 30,993 
24.0 — Printing and reproduction ; 1,235 1,260 1,285 
25.0 — Other services 45,619 48,691 
26.0 Supplies and materials .... 21,398 22,238 
31.0 Equipment 10,539 ; 11,139 
41.0 — Grants, subsidies, and contributions 61,711 
42.0 — Insurance claims and indemnities 70 


367,542 


Total direct obligations 


Reimbursable obligations: 
Personnel compensation: 
Permanent positions. 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons. 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials .... 
Equipment 
Grants, subsidies, and contributions 


Total reimbursable obligations 


Total obligations, International Com- 
munication Agency 





Il 
11.5 


12.1 
21.0 
22.0 
23.2 
24.0 
25.0 
26.0 
31.0 
41.0 


99.0 


Obligatio 
Intern 
Depar 
Depar 
Depar 


Total nur 
Total con 
Full-tir 
Full-tir 
hot 
Average 
Average 
Avera: 
Avera; 
Grades ¢ 


Foreig 
Ave 
Ave 

Foreig 
Ave 
Ave 

Averag 
Uni 
For 


Total nun 
Total con 
Full-tit 
Full-tit 
hou 
Average | 
Average | 
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ALLOCATION ACCOUNTS 
Personnel compensation: 
IL Permanent positions. 794 796 
11.5 Other personnel compensation 33 33 





Total personnel compensation 827 829 
12.1 — Personnel benefits: Civilian 76 76 
21.0 Travel and transportation of persons 110 109 
22.0 — Transportation of things 1 1 
23.2 Communications, utilities, and other rent... 106 106 
24.0 — Printing and reproduction 9 9 
25.0 Other services 1,496 1,692 
26.0 Supplies and materials .. 258 293 
31.0 Equipment 5 5 
41.0 Grants, subsidies, and contributions 1,214 1,254 


4,102 4,374 
409,240 435,137 


3,499 
374,547 


Total obligations, allocation accounts . 








99.0 Total obligations 








Obligations are distributed as follows: 
International Communication Agency 371,048 405,138 430,763 
Department of Education 568 741 742 
Department of Labor 1,122 1,389 1,390 
Department of State 1,809 1,972 2,242 





Personnel Summary 





8,083 
8,136 
(159) 


8,083 
8,113 
(159) 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
(209) 
$46,643 


(209) 
$49,742 


(209) 
Average ES salary $49,742 
Average grade and salary: 
Average GS grade 
Average GS salary 
Grades established by Public Law 90-194 (22 
U.S.C. 1221 et seq.) comparable to Foreign 
Service Officer grades: 
Foreign Service information officer: 
Average grade 
Average salary 
Grades established by the Foreign Service Act of 
1946, as amended (22 U.S.C. 801-1158): 
Foreign Service reserve officer: 
Average grade 
Average salary 
Foreign Service staff officer: 
Average grade 
Average salary 
Average salary of ungraded positions: 
United States possessions 
Foreign countries: Local rates 


ALLOCATION ACCOUNTS 


Total number of permanent positions 33 33 33 
Total compensable workyears 31 33 33 
Full-time equivalent of other positions (0) (0) 
Full-time equivalent of overtime and holiday 
(0) (0) 


9.39 9.39 
$17,639 $17,744 


8.98 
$20,269 


9.03 
$21,797 


9.04 
$21,906 


3.61 
$32,930 


3.69 
$35,775 


3.71 
$36,005 


4.43 
$31,569 


4.43 
$29,402 $31,678 

4.08 
$23,591 


4.08 
$25,351 


4.08 
$25,460 


$22,042 
$10,627 


$23,694 
$11,690 


$23,803 
$12,859 


Average GS salary 





SALARIES AND ExpENsES (SPECIAL FOREIGN CURRENCY PROGRAM) 


For payments in foreign currencies which the Treasury Department 
determines to be excess to the normal requirements of the United 
States, for necessary expenses of the International Communication 
Agency, as authorized by law, [$13,012,000] $11,240,000, to remain 
available until expended. (Departments of State, Justice, and Com- 
merce, the Judiciary, and Related Agencies Appropriation Act, 1980; 
additional authorizing legislation to be proposed.) 


310-100 0 - 80 - 58 


Program and Financing (in thousands of dollars) 


Identification code. 67-0205-0-1-154 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Overseas missions 10,908 11,197 
2. Broadcasting service 252 285 
3. Educational and cultural affairs 2,024 1,275 
4. Program coordination, production and 
80 83 
10.00 13,264 12,840 


Financing: 
21.40 Unobligated balance available, start of year —2,017 
24.40 Unobligated balance available, end of year.. 3 1,852 


40.00 10,124 


Total obligations 10,289 


— 1,852 
1,600 


Budget authority (appropriation) .. 13,012 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 


10,289 13,264 
4,307 


— 4,653 
12,918 





Outlays 





Note.—Excludes $860 thousand in 1981 for activities transferred to Salaries and expenses. The comparable amounts for 
1979, $595 thousand, and for 1980, $716 thousand, are included above. 

This appropriation, together with the balances availa- 
ble from prior years, is used for payment of local pro- 
gram expenses in U.S.-owned foreign currencies in 
those countries where the Treasury Department has 
determined that the supply of such currencies is excess 
to the normal requirement of the U.S. Government. For 
1981 these “excess currency” countries are the Arab 
Republic of Egypt, Burma, Guinea, India, and Pakistan. 
Due to a decreasing supply of Egyptian pounds, the 
Agency has transferred funding of Distributed Adminis- 
trative Support (DAS) costs and exchange-of-persons 
programs to the Salaries and expenses account in 1981. 

The appropriation requested in 1981 will maintain 
Agency programs in these five countries at essentially 
current levels. The net decrease of $1,772 thousand re- 
sults primarily from an increase in the application of 
prior-year balances to programs in 1981, offset in part 
by projected increases in operating costs. 


Object Classification (in thousands of dollars) 





Identification code 67-0205-0-1-154 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent... 
11.5 Other personnel compensation 120 


Total personnel compensation 2,538 
12.1 Personnel benefits: Civilian 268 
13.0 Benefits for former personnel 103 
21.0 Travel and transportation of persons 773 
22.0 — Transportation of things 323 
23.2 Communications, utilities, and other rent.... 2,088 
24.0 — Printing and reproduction 492 
25.0 — Other services 2,704 
26.0 Supplies and materials... 1,250 
31.0 — Equipment 571 
41.0 — Grants, subsidies, and contributions 2,154 


99.0 13,264 


2,416 
2 


2,883 
2 


Total obligations 12,840 


Personnel Summary 


Total number of permanent positions 
Total compensable workyears. 
Full-time equivalent of other positions 
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Personnel Summary—Continued 


Full-time equivalent of overtime and holiday 


(18.6) (15.3) (15.3) 
Average salary of ungraded positions: Foreign coun- 
tries: Local rates $3,629 


$4,187 $4,997 


CENTER FOR CULTURAL AND TECHNICAL INTERCHANGE BETWEEN 
East AND WEST 


To enable the Director of the International Communication Agency 
to prov:de for carrying out the provisions of the Center for Cultural 
and Technical Interchange Between East and West Act of 1960, by 
grant to any appropriate recipient in the State of Hawaii, 
[$14,667,000] $16,052,000: Provided, That none of the funds appropri- 
ated herein shall be used to pay any salary, or to enter into any 
contract providing for the payment thereof, in excess of the highest 
rate authorized in the General Schedule of the Classification Act of 
1949, as amended. (Departments of State, Justice, and Commerce, the 
Judiciary, and Related Agencies Appropriation Act, 1980; additional 
authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 67-0202-0-1-154 1979 actual 1980 est 1981 est. 
Program by activities: 
10.00 Grants for East/West Center (costs—obli- 
gation) (object class 41.0) 
Financing: 
40.00 Budget authority (appropriation) 


13,500 14,667 16,052 


14,667 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


14,667 


Outlays 15,138 16,052 





The Center for Cultural and Technical Interchange 
between the East and West is a national educational 
institution administered on behalf of the International 
Communication Agency by a public, nonprofit educa- 
tional corporation under a grant from the Agency. The 
Center promotes better relations and understanding be- 
tween the United States and the nations of Asia and 
the Pacific through cooperative programs of research, 
study, and training, which bring qualified persons from 
the countries of the area to work jointly on problems of 
mutual concern. 

The funds requested in 1981 will maintain the Cen- 
ter’s programs at current levels and will provide for 


1,598 participant awards for an average of 3% months 
each. 


ACQUISITION AND CONSTRUCTION OF Rapio FACILITIES 


For an additional amount for the purchase, rent, construction, and 
improvement of facilities for radio transmission and reception, and 
purchase and installation of necessary equipment for radio transmis- 
sion and reception, [$2,400,000] $2,562,000, to remain available until 
expended. (Departments of State, Justice, and Commerce, the Judici- 
ary, and Related Agencies Appropriation Act, 1980; additional 
authorizing legislation to be proposed.) 
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Program and Financing (in thousands of dollars) 


Identification code 67-0204-0-1-154 





1979 actual 1980 est. 1981 est. 


Program by activities: 
1. Acquisition and construction of facilities. 16,551 
2. Maintenance and improvement of exist- 
ing facilities 1,372 3,864 2,422 
3. Research and development 104 208 140 


18,027 


20,163 435 


————— 


10.00 Total obligations 24,235 2,997 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


40.00 


—20,612 —22,270 
22,270 435 


19,685 2,400 2,562 


— 435 


Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 18,027 
72.40  Obligated balance, start of year 921 
74.40 Obligated balance, end of year — 13,259 


90.00 5,689 


24,235 2,997 
13,259 21,899 
—21,899  —11,689 


15,595 13,207 


1 Includes capital investment as follows: 1979, $16,551 thousand; 1980, $20,163 thousand; 1981, $435 thousand 


Outlays 





These funds, which remain available until expended, 
will provide for: 

1. Acquisition and construction of facilities.—In 1980 
and 1981 funds appropriated in prior years will be obli- 
gated for the ongoing major construction projects in 
England, Liberia, and the Philippines. These projects 
involve the augmentation of transmitting facilities to 
partially alleviate the deficiency in Voice of America 
high-power transmitters noted in the President’s 1977 
Report on International Broadcasting. 

2. Maintenance and improvement of existing facili- 
ties.—This activity provides for continuing repairs and 
improvements required to maintain worldwide Voice of 
America facilities. The 1981 estimates will also provide 
$800 thousand to complete modernization of the VOA 
master control complex in Washington which was 
begun in 1980. 

3. Research and development.—This activity provides 
for continuing research in engineering development, 
equipment design, and radio propagation techniques 
specifically applicable to the Voice of America. 


Object Classification (in thousands of dollars) 


Identification code 67-0204-0-1-154 





1979 actual 1980 est. 1981 est. 





22.0 — Transportation of things 281 
23.2 Communications, utilities, and other rent... 5 
24.0 Printing and reproduction 
25.0 — Other services 


4 
ss 19,918 
26.0 — Supplies and materials ss 986 


31.0 — Equipment 
99.0 Total obligations 


3,041 
24,235 


MISCELLANEOUS EXPIRED SPECIAL FOREIGN CURRENCY PROGRAMS 
Program and Financing (in thousands of dollars) 


Identification code 67-9911-0-1-154 





1979 actual 1980 est. 1981 est. 





Financing: 
21.40 Unobligated balance available, start of year 
23.40 Unobligated balance transferred to other 


24.40 Unobligated balance available, end of year. 
Budget authority 


71.00 
72.40 
74.40 


90.00 


Distribut 


dition 


Ebuca 





13,207 


> thousand. 
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1980 
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Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 200 
14.40 Obligated balance, end of year —100 


90,00 Outlays 








Distribution of outlays: 
International educational exchange activities 
(special foreign currency program) 
Preservation of ancient Nubian monuments (spe- 
cial foreign currency) 66 





International educational exchange activities (special 
foreign currency program).—This appropriation formerly 
provided dollars for the purchase of foreign currencies. 
Since 1963, budget authority for these programs has 
been included in the Mutual educational and cultural 
exchange activities appropriation. With the organiza- 
tion of the International Communication Agency in 
1978, budget authority for these programs was included 
in the new Salaries and expenses (special foreign cur- 
rency program) appropriation. 

Special international exhibitions (special foreign cur- 
rency program).—This appropriation provided dollars 
for the purchase of foreign currencies. Since 1975 
budget authority for these programs has been included 
in the Special international exhibitions appropriation, 
which was merged with the Salaries and expenses ap- 
propriations in 1979. Thus budget authority for these 
programs is now included in the new Salaries and ex- 
penses appropriation. The remaining unobligated bal- 
ance of $114,000 will be transferred to Salaries and 
expenses in 1980 to cover part of the Agency’s Pay Act 
needs. 

Preservation of ancient Nubian monuments (special 
foreign currency).—This appropriation provided for 
grants of Egyptian pounds, excess to the requirements 
of the United States, to UNESCO for the preservation 
and removal of certain temples in Egypt and the Sudan. 
Grants were also made to American archeological expe- 
ditions and groups doing related research in Nubia. 


EDUCATIONAL EXCHANGE FUND, PAYMENTS BY FINLAND, WORLD 
War I Dest 


Program and Financing (in thousands of dollars) 





Kentification code 67-5149-0-2-154 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Exchange of persons (costs—obligations) 
(object class 41.0) 
Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 





Budget authority 





Relation of obligations to outlays: 
11.00 Obligations incurred, net 
12.40 Obligated balance, start of year 
14.40 - Obligated balance, end of year... 


90.00 Outlays 








Formerly, sums paid by the Republic of Finland to 
the United States as interest on, or principal of, the 
debt incurred under the Act of February 25, 1919, were 
credited to this account to finance programs authorized 
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by the Mutual Educational and Cultural Exchange Act 
of 1961 in relation to Finland. In 1976 the United States 
and the Republic of Finland agreed that the remaining 
balance of the Finnish debt would be paid to the United 
States and placed in a nongovernmental, binational 
trust fund. The annual proceeds of this nongovernmen- 
tal fund are used to finance Finnish-American ex- 
change activities. 

The remaining carryover balance of $7,144 in this 
account will be used in 1980 to finance a portion of the 
costs of U.S.-Finnish exchange programs. 


Public enterprise funds: 


INFORMATION MeEpIA GUARANTEE FUND 


Program and Financing (in thousands of dollars) 





Identification code 67-—4367-0-3-154 1979 actual 1980 est. 1981 est. 


Financing: 
Unobligated balance available, start of 
year: 

Authority to borrow 
Fund balance 

Unobligated balance available, end of year: 
Authority to borrow 
Fund balance 


21.47 
21.98 


24.47 
24.98 








Relation of obligations to outlays: 
71.00 Obligations incurred, net................ 


90.00 





Outlays 





This fund provides for guarantees to U.S. firms of 
convertibility of currencies earned in the export of US. 
books, periodicals, films, and other informational 
media. Congressional action in connection with the 
Agency’s 1967 appropriation called for cessation of such 
guarantees, and no new guarantees have been initiated. 
However, the revolving fund authority remains in 
effect. 


Trust Funds 


Program and Financing (in thousands of dollars) 





Identification code 67-8167-0-7-154 1979 actual 1980 est 1981 est. 





Program by activities: 


2. Contributions, educational and cultural 
exchange 

3. U.S. dollars advanced from foreign gov- 
ernments . 


10.00 Total costs—obligations 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


60.00 Budget authority (appropriation) 


(permanent, indefinite) 





Distribution of budget authority by account: 
Contributions, educational and cultural exchange . 
U.S. dollars advanced from foreign governments . 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
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Program and Financing (in thousands of dollars) —Continued 








Identification code 67-8167-0-7-154 1979 actual 1980 est. 1981 est. 








72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year... 


90.00 





Outlays 





Distribution of outlays by account: 
Contributions, special international exhibitions 
Contributions, educational and cultural exchange. 
U.S. dollars advanced from foreign governments . 511 





1. Contributions, special international exhibitions.— 
Funds contributed by non-Federal sources, primarily 
business concerns, are used at international exhibitions 
(70 Stat. 778). 

2. Contributions, educational and cultural ex- 
change.— Funds contributed by private individuals and 
concerns, foreign governments, and international orga- 
nizations are used for the purposes of the Mutual Edu- 
cational and Cultural Exchange Act of 1961 (22 U.S.C. 
2455) and for carrying out other functions of the 
Agency (22 U.S.C. 809a). 

3. U.S. dollars advanced from foreign governments.— 
Funds advanced by other governments and private or- 
ganizations are used to send experts abroad to perform 
requested services; to give foreign nationals scientific, 
technical, or other training; to purchase films and other 
products owned or controlled by the International Com- 
munication Agency; and to replace damaged or de- 
stroyed International Communication Agency property 
(22 U.S.C. 1431-1479). 


Object Classification (in thousands of dollars) 





Identification code 67-8167-0-7-154 1979 actual 1980 est. 1981 est. 





INTERNATIONAL COMMUNICATION AGENCY 


12.1 Personnel benefits: Civilian 

22.0 Transportation of things 

23.2 Communication, utilities, and other rent 
25.0 Other services 

a Supplies and materials... 


41.0 — Grants, subsidies, and contributions 


Total obligations, International Com- 
munication Agency 


ALLOCATION TO FEDERAL COMMUNICATIONS 
COMMISSION 


Other services 
Total obligations 


41.0 
99.0 





INTERNATIONAL TRADE COMMISSION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the International Trade Commission, 
including hire of passenger motor vehicles and services as authorized 
by 5 U.S.C. 3109, [$15,130,000] $16,981,000. (Departments of State, 
Justice, and Commerce, the Judiciary, and Related Agencies Appropri- 
ation Act, 1980.) 


10.00 











71.00 
72.40 
74.40 
77.00 


90.00 
91.20 








OTHE 
Program and Financing (in thousands of dollars) 4 
_ Ft inclu: 
Identification code 34-0100-0-1-153 1979 actual 1980 est. 1981 est count 
The 
Program by activities: yin the 1 
Direct program: Research, investigations, ‘sh 
12,290 16,017 lishes 
Reimbursable program: Research, investi- impo! 
gations, and reports 12 21 Unite 
Total program costs, funded + 12,302 16,038 such 
Change in selected resources (undelivered produ 
264 —100 The 
Total obligations 15,938 i f 
Financing: = 2 
11.00 Offsetting collections from: Federal funds... Duy 
14.00 Offsetting collections from: Non-Federal 
budge 
out re 
15,917 16,981 
Budget authority: bentification 
40.00 Appropriation 15,130 16,981 ; 
44.20 Supplemental for civilian pay raises 787 om 
Relation of obligations to outlays: Il 
Obligations incurred, net 15,917 113 
Obligated balance, start of year... 1,754 Ils 
Obligated balance, end of year — 1,550 
Adjustments in expired accounts 1 
Outlays, excluding pay raise supple- 21.0 | 
15,374 zo 
Outlays from civilian pay raise sup- o 
plemental 747 po 
40 FP 
1 Includes capital investment as follows: 1979, $78 thousand; 1980, $255 thousand; 1981, $143 thousand, ot 
The U.S. International Trade Commission is an inde § il) £ 
pendent agency created by act of Congress. The Com- 
mission’s current powers and duties are provided for by J 49 ¢ 
the Tariff Act of 1930; the Antidumping Act, 1921, as 
amended; the Agricultural Adjustment Act; the Trade 
Expansion Act of 1962; the Trade Act of 1974; Public Rein 
Law 95-6380, section 1911; and the Trade Agreements I? 
Act of 1979. Wl Pp 
The Commission conducts investigations and, where § 21 $5 
appropriate, makes determinations and recommenda- 
tions, or takes action, in cases where (1) serious injury 
to industries may warrant increases in duties, the impo § "! 
sition of quotas, or the provision of adjustment assist § 
ance; (2) imports of goods sold at less than fair value | —— 
may injure an industry; (3) foreign governments, orga: § ila num 
nizations, or individuals, may have subsidized imports by 
into the United States; (4) unfair methods of competi- om 
tion in the importation or sale of foreign articles may hour 
tend to injure an industry or restrain and monopolize J Aerage £ 
trade and commerce in the United States; or (5) imports J Mage G 
of agricultural products may materially interfere with ba G 
: : ge Se 
certain programs of the Department of Agriculture. The | —“~ 
Trade Agreements Act of 1979 will cause a significant 
increase in the Commission’s investigative workload, be 
ginning in January 1980. | 
The Trade Agreements Act of 1979 will cause a sig- 
nificant increase in the Commission’s investigative ] ¢..09 
workload, beginning in January 1980. 
The Commission advises the President and the Cor 
gress as to the probable economic effect on the domestic Z a 
- 4 5 a cludin 
industry and consumers of modification of duties and ] #95 y 
other barriers to trade which may be considered for J state ¢: 





QTHER INDEPENDENT AGENCIES 


inclusion in any proposed trade agreement with foreign 
countries. 

The Commission, in cooperation with the Secretary of 
the Treasury and the Secretary of Commerce, estab- 
lishes for statistical purposes an enumeration of articles 
imported into the United States and exported from the 
United States, and seeks to establish comparability of 
such statistics with statistical programs for domestic 
production. 

The Commission also issues a publication containing 
US. tariff schedules and related matters and considers 
questions concerning the arrangements of such sched- 
ules and the classification of articles. 

Pursuant to section 175 of the Trade Act of 1974, the 
budget estimates for the Commission are included with- 
out revision by the President. 


Object Classification (in thousands of dollars) 
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ientitication code 34-0100-0-1-153 1981 est 


re actual 


Direct obligations: 
Personnel compensation: 
Permanent positions 8,728 11,154 
Positions other than permanent 337 246 
Other personnel compensation 62 84 


Total personnel compensation 9,127 11,484 
Personnel benefits: Civilian 836 1,042 
Travel and transportation of persons 209 321 
Transportation of things 5 26 
Standard level user charges 634 806 
Communications, utilities, and other rent... 426 509 
Printing and reproduction 203 267 
(ther services 516 985 
Supplies and materials 256 322 
Equipment 78 255 


Total direct costs, funded 12,290 16, 017 
Change in selected resources é 264 ~ 100 


12,954 15917 


1980 est 


Total direct obligations 


Reimbursable obligations: 
Il Personnel compensation: Permanent posi- 


121 Personnel benefits: Civilian 
231 Standard level user charges 


Total reimbursable obligations 


9.0 Total obligations... 


_ Personnel ‘Summary 





Total number of permanent positions 438 438 
Tolal compensable workyears 437 447 
Full-time equivalent of other positions (17) (17) 
Full-time equivalent of holiday and overtime 
(3) 
$50,100 
10.32 
$26,311 
$15,660 


(3) 
$50,100 
10.32 
$25,872 
$15, 65 


Wverage ES salary... 

Nverage GS grade..... 

Nverage GS salary 

Wverage salary of ungraded positions 





INTERSTATE COMMERCE COMMISSION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Interstate Commerce Commission, 
inluding services as authorized by 5 U.S.C. 3109, [$76,699,000] 
$85,000,000: Provided, That Joint Board members and cooperating 
state commissioners may use Government transportation requests 


INTERSTATE COMMERCE = 
Federal Funds 917 


when traveling in connection with their official duties as such. (11 
U.S.C. 77, 106; 15 U.S.C. 12, 18, 20, 21, 24-27; 39 U.S.C. 247, 523-570, 
5201-5215; 45 U.S.C. 151, 228a, 351, 801; 49 U.S.C. 1, 2, 5, 8 12, 13, 
1003; Department of Transportation and Related Agencies Appropri- 
ation Act, 1980.) 


Program and ‘Financing (in ‘thousands a dollars) 


\dentification code 30- 0100- 0-1- 401 


1979 actual 1980 est 1981 est 


Program by activities: 
Direct program: 
1. Proceedings 
2. Compliance and enforcement 
3. Small business and consumer assist- 


31,177 
21,048 


34,160 
22,489 


35,891 
23,437 


14,614 
7,174 
1,356 


Total direct program “15, 369 19, 999 85,000 
Reimbursable program 103 33 53 


- 80, 052 85,053 


15,240 16,136 


4. Planning and analysis... 9,536 


5. Rail public counsel 


Total program costs, funded 15, 472 
Change in selected resources (undelivered 
orders) — 2,988 


10.00 72,484 


Total Ob/ gations .............cccscescseeesseeens 80,052 85,053 
Financing: 
11.00 Offsetting collections from: Federal funds ... —103 


25.00 Unobligated balance lapsing 494 


Budget authority 7, 875 


“Budget authority: 
40.00 Appropriation ... 
44.20 Supplemental for ‘civilian pay raises... 


72,875 


Relation of obligations to outlays. 
Obligations incurred, net... 
Obligated balance, start of year 4,259 
Obligated balance, end of year — 9,690 
Adjustments in expired accounts 64 


71.00 
72.40 
74.40 
17.00 


90.00 


72,381 


Outlays, excluding pay raise supple- 
os Se 

Outlays from civilian pay raise Sup- 
Dlemental.. 


67,014 
91.20 


‘Status of Direct Loans (in thousands of dollars) 
Cumulative balance of direct loans out- 
standing: 
Outstanding start of year 
Repayments, prepayments, loan sales.......... : 
Other adjustments 


104,432 
— 12,170 


98,656 
— 12,081 


Outstanding, end of year 


98,656 


86,575 
__ Status of Loan Guarantees (in thousands of dollars) 


Cumulative balance of guarantees out- 
standing: 
Outstanding, start of year 
Repayments or prepayments 


4100 
4400 


4900 


25,650 24,260 
— 1,390 


= 
24,260 


22,870 
— 1,390 


2310 ; a, 480 


Outstanding, end of year 


The Commission’s resources are divided among four 
major programs: 

1. Proceedings.—This program includes the regulation 
of rates, the granting of operating authorities, and the 
regulation of mergers, acquisitions, and abandonments. 
Programmatic goals for 1981 include taking additional 
steps to improve procedures to allow the Commission to 
keep abreast of a rapidly growing caseload and to 
assure timely and complete consideration of significant 
cases, so categorized due to their policy import or imme- 
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General and special funds—Continued 
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diate and lasting impact on the National Transporta- 
tion System. ; 

2. Compliance and enforcement.—This program en- 
sures that regulated carriers are in compliance with the 
Interstate Commerce Act and related statutes. Pro- 
grammatic goals in 1981 will focus on anticompetitive 
behavior and protecting those who are victims of this 
type of behavior including owner-operators and house- 
hold goods shippers. 

3. Small business and consumer assistance.—This pro- 
gram encompasses a variety of activities including dis- 
seminating information through various media; repre- 
senting and promoting the public interest in Commis- 
sion proceedings; and handling complaints and inquir- 
ies. Programmatic goals for 1981 include increasing 
public education programs and contacts; enhancing the 
Commission’s capacity to respond to complaints; and 
assuring that the public interest is fully represented in 
the numerous policy-oriented rulemakings and legisla- 
tive proposals that are anticipated. 

4. Planning and analysis.—This program encom- 
passes all operational elements of the Commission in- 
volved in long-range planning, policy development, and 
economic research. Programmatic focus for 1981 is on 
regulatory reform. 


SELECTED WORKLOAD DATA 
1979 actual 

15,185 

51,584 


1981 estimate 
22,550 
51,572 


. Proceedings: 

(a) Formal cases 
(b) Informal cases. 

. Compliance and enforcement: 
(a) Enforcement actions 678 804 813 
(b) Insurance reviews 5,946 6,506 
(c) Investigations and compliance surveys. 5,354 6,419 

1,644 1,628 


1980 estimate 
15,875 
51,572 


1,454 
. Small business and consumer assistance: 
(a) Complaints handled 63,283 81,581 81,706 
(b) Small carriers accounting assistance 272 242 301 
(c) Interpretations 12,320 12,135 
(d) Consumer-oriented tariff examinations 231,835 245,745 
. Planning and analysis: 
(a) Projects and studies.................0+ oy 140 155 
(b) Rulemakings initiated 117 110 


221,712 


Object Classification (in thousands of dollars) 





Identification code 30-0100-0-1-401 


Direct obligations: 
Personnel compensation: 
11.1 Permanent positions 45,730 48,719 
11.3 Positions other than permanent = 1,040 1,120 
11.5 Other personnel compensation 578 640 


47,348 50,479 


1979 actual 1980 est. 1981 est. 





91,769 
1,176 





93,98 
9,201 
2,532 


Total personnel compensation 
12.1 Personnel benefits: Civilian 4,600 4,880 
21.0 Travel and transportation of persons........... 2,400 
22.0 Transportation of things i 80 
23.1 Standard level user charges 4,320 
23.2 Communications, utilities, and other rent... 3,520 
24.0 — Printing and reproduction 2,080 
25.0 — Other services 8,960 
26.0 Supplies and materials . 
31.0 — Equipment 


Total direct costs, funded 
94.0 — Change in selected resources 


4,609 


Total direct obligations 


85,000 


Reimbursable obligations: 
Personnel compensation: Permanent posi- 


Personnel benefits: Civilian 
Travel and transportation of persons 
Other services 


Total reimbursable obligations 103 


Total obligations 72,484 85,053 





Personnel Summary 





Total number of permanent positions 2,024 
Total compensable workyears ce 72 N 
Full-time equivalent of other positions (46) (46) 
Full-time equivalent of overtime and holiday 
hours ; ( (26) (26) 
Average ES salary pai» GAT 283 $50,112 $50,112 
Average GS grade 10.23 10.22 10.25 
Average GS salary $22,466 $24,246 $24,478 
Average salary of ungraded positions $17,025 $18,398 $18,582 





[PAYMENTs For DirecTepD Ratt SERVICE] 


[For payments for rail service to railroads directed to provide 
emergency rail service over the properties of other carriers in accord- 
ance with 49 U.S.C. 11125, $76,000,000 to remain available until ex. 
pended: Provided, That not to exceed $900,000 of this appropriation 
shall be available for necessary independent auditing expenses in- 
curred in the administration of the directed rail service program: 
Provided further, That none of the funds provided under this Act 
shall be available for the execution of programs the obligations for 
which can reasonably be expected to be in excess of $80,000,000 for 
directed rail service under 49 U.S.C. 11125. (Department of Transpor- 
tation and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 30-0103-0-1-401 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Payments to carriers 89,100 
Administration 900 


10.00 Total obligations (object class 41.0). 90,000 


Financing: 
21.40 Unobligated balance available, start of year —14,590 —14,590 
24.40 Unobligated balance available, end of year.. a 590 


40.00 Budget authority (appropriation) .. 76,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


90,000 


Outlays 90,000 





The Commission is authorized, if a railroad ceases 
operations due to a cash shortage or a court order, to 
direct other railroads to operate the services of the 
railroad which ceased its operations. The directed carri- 
ers are reimbursed for the losses incurred and are paid 
a 6% profit on the operations performed. This authority 
is limited to a 240-day period, consisting of a 60-day 
authority and the ability to extend the order for an 
additional 180 days. In 1980, funds are being spent to 
continue interim rail operations on the lines of the 
bankrupt Rock Island and Milwaukee Railroads. 
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JAPAN-UNITED STATES FRIENDSHIP COMMISSION 
Trust Funds 919 











JAPAN-UNITED STATES FRIENDSHIP 
COMMISSION 


Trust Funds 


JAPAN-UNITED STATES FRIENDSHIP TRUST FUND 


For expenses of the Japan-United States Friendship Commission as 
authorized by Public Law 94-118, as amended, from the interest 
earned on the Japan-United States Friendship Trust Fund, 
[$1,500,000] $2,000,000, to remain available until expended; and an 
amount of Japanese currency not to exceed the equivalent of 
$1,200,000 based on exchange rates at the time of payment of such 
amounts, to remain available until expended: Provided, That not to 
exceed a total of $2,500 of such amounts shall be available for official 
reception and representation expenses. (Departments of State, Justice, 
and Commerce, the Judiciary, and Related Agencies Appropriation 
Act, 1980.) 


Amounts Available for Appropriation (in thousands of dollars) 





1979 actual 


1,639 


1980 est. 


1,203 
1,647 


1981 est. 


1,350 
1,475 


2,850 2,825 
—1,500 —2,000 


1,350 825 





Unappropriated balance, start of year 
Collections (offsetting receipts) 


Total available for appropriation 
Appropriation 


Unappropriated balance, end of year 





Program and Financing (in thousands of dollars) 





\entfication code 95-8025-0-7-154 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Administration 
2. Grants 1,027 


Total direct program costs, funded .... 1,235 
Reimbursable program 75 


1,310 








Total program costs, funded * 
Change in selected resources (undelivered 
orders) 211 


10.00 Total obligations 1,521 


Financing: 
11.00 Offsetting collections from: Federal funds... 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 





—15 
— 18,724 
18,778 


1,500 


18,278 
2,000 





40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 2,000 
12.40 Obligated balance, start of year... —210 —210 
74.40 Obligated balance, end of year 210 210 


40.00 Outlays 2,000 2,000 








Includes capital investment as follows: 1979, $1 thousand; 1980, $1 thousand; 1981, $1 thousand. 


The Japan-United States Friendship Act of 1975 es- 
tablished the Japan-United States Friendship Trust 
Fund, and created the Japan-United States Friendship 
Commission to make grants from the Fund for the pro- 
motion of scholarly, cultural, and artistic activities be- 
tween Japan and the United States. The Commission is 
authorized to make expenditures from the duly appro- 
priated income of the fund and, in an amount not to 
exceed 5% annually of the principal of the fund, to pay 
the expenses of the Commission and to make grants in 
support of studies, fellowships, scholarships, book collec- 
tions, art programs, and other cultural and educational 
activities, primarily in the United States. 


Object Classification (in thousands of dollars) 


Identification code 95-8025-0-7-154 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 107 109 
Positions other than permanent 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Standard level user charges 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials .. 
Equipment 


Grants, subsidies, and contributions 1,302 


1,521 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


(0) 
$50,112 
11.50 
$29,303 


(0) 
$50,112 
11.50 
$28,725 


(0) 
$47,500 
11.50 
$26,305 


Average ES salary... 
Average GS grade... 
Average GS salary 





JAPAN-UNITED STATES FRIENDSHIP TRUST FUND (FOREIGN CURRENCY 
PROGRAM) 


INFORMATIONAL FOREIGN CURRENCY SCHEDULE 


Amounts Available for Appropriation (in thousands of dollar equivalents) 





1979 actual 1980 est. 1981 est. 





Unappropriated balance, start of year 900 800 
Collections (offsetting receipts) 1,100 1,050 


2,000 1,850 
—1,200 —1,200 


Unappropriated balance, end of year 800 650 


Total available for appropriation 
Appropriation 





Program and Financing (in thousands of dollar equivalents) 





Program by activities: 
1. Administration 30 30 
2. Grants 1,170 1,170 


1,200 1,200 





Total program costs, funded—obligations... 
Financing: 
Unobligated balance available, start of year 
Unobligated balance transferred from other ac- 


—18,597 —19,963 


Adjustment due to change in exchange rates 
Unobligated balance available, end of year 


85 
18,597 
1,000 


19,963 
1,200 


19,963 
1,200 





Budget authority (appropriation) 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 





Outlays 





Japanese currency in the equivalent of $13,808 thou- 
sand, which had been transferred by the Government of 
Japan to the United States pursuant to Article V of the 
agreement between the two countries regarding the set- 
tlement of postwar economic assistance to Japan (the 
G.A.R.LO.A. account), was appropriated to the fund. 





JAPAN-UNITED STATES FRIENDSHIP COMMISSION—Continued 
Trust Funds—Continued 
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JAPAN-UNITED STATES FRIENDSHIP TRUST FUND (FOREIGN CURRENCY 
ProGrRAM)—Continued 


INFORMATIONAL FOREIGN CURRENCY SCHEDULE—Continued 


This currency is used .to advance the study of the 
United States in Japan through grants for studies, fel- 
lowships, scholarships, and book collections; for ex- 
change fellowships for creative artists; for cultural per- 
formances; and for cultural communications and public 
affairs projects. 


Object Classification (in thousands of dollars) 








1979 actual 1980 est. 1981 est. 





Travel and transportation of persons : 3 3 3 
Other services ia 16 27 27 
Grants, subsidies, and contributions 948 1,170 1,170 


Total obligations 967 1,200 1,200 





LEGAL SERVICES CORPORATION 


Federal Funds 
General and special funds: 
PAYMENT TO THE LEGAL SERVICES CORPORATION 


For payment to the Legal Services Corporation to carry out the 
purposes of the Legal Services Corporation Act of 1974, as amended, 
£$300,000,000} $21,300,000, of which not to exceed $2,000,000 is 
available for new activities promoting private attorney participation in 
civil legal services for the poor: Provided, That no part of this appro- 
priation shall be used for publicity or propaganda purposes designed 
to support or defeat legislation pending before Congress or any State 
Legislature: [Provided further, That none of the funds appropriated 
in this title may be used to carry out any activities for or on behalf of 
any individual who is known to be an alien in the United States in 
violation of the Immigration and Nationality Act or any other law, 
convention, or treaty of the United States relating to the immigra- 
tion, exclusion, deportation, or expulsion of aliens:] Provided further, 
That none of the funds contained in this paragraph shall be used to 
increase funds allocated to programs serving those areas of the coun- 
try already funded at the minimum access level or to activities direct- 
ly administered by the Corporation unless minimum access to civil 
legal assistance is available or provided in all parts of the country 
(Departments of State, Justice, and Commerce, the Judiciary, and 
Related Agencies Appropriation Act, 1980; additional authorizing leg- 
islation to be proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 20-0501-0-1-752 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Treasury payment to the Legal Services 
Corporation (costs—obligations) 
(object class 41.0) 
Financing: 
40.00 Budget authority (appropriation) 


270,000 300,000 321,300 


270,000 300,000 321,300 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


270,000 
47,571 
— 63,263 


254,307 


300,000 
63,263 
— 63,139 


300,124 


321,300 
63,139 
— 95,150 


Outlays 329,289 


The Legal Services Corporation was established in 
1974 as a private, nonprofit corporation to provide civil 
legal assistance to the poor. Federal funding for legal 
services has expanded rapidly, growing from $71.5 mil- 
lion in 1975 to $300 million in 1980 for the Corporation. 
Other Federal programs, including title XX (Social 
Services) of the Social Security Act, the Older Ameri- 
cans Act, and General Revenue Sharing, will also pro- 


vide a significant amount of funding for the legal serv. 
ices in 1980 and 1981. 

The Administration proposes increasing direct legal 
services grants from $268 million in 1980 to $284 mil. 
lion in 1981. This continues full Corporation support for 
360 existing local programs with about 7,000 attorneys 
and 3,000 paralegals, and adjusts for higher costs which 
grantees may incur in 1981. These increases would be 
distributed according to local needs, availability of 
other legal services resources, grantee performance, and 
other criteria to be established by the Corporation. 

The Administration also proposes $3.5 million for spe- 
cial demonstration projects for legal services to institu- 
tionalized persons; increased training for new lawyers 
and paralegals; and word processing equipment and 
computerized legal research which can increase grantee 
productivity. 


BUDGET ACTIVITIES 
{In thousands of dollars] 


1979 actual 1980 estimate 


268,135 
18,693 


Activities: 1981 estinate 
1. Legal services: 

(a) Direct legal services 

(b) Legal services support 
2. National direction: 

(a) Administration 

(b) Research and evaluation 


221,955 
16,624 


284,221 
19,952 


11,005 11,980 
4,915 3,057 


302,748 
15,000 


317,748 


Total corporate costs, funded 
Change in selected resources 


Total corporate obligations 


Sources of financing: 
Investment income on Federal funds 
Other non-Federal sources 
Appropriated funds from prior years 


— 1,499 
—125 
— 16,124 


Federal appropriation 300,000 


Relation of obligations to outlays: 
Net corporation obligations 
Obligated balance, start of year 
Obligated balance,,end of year 


300,000 
62,263 
— 62,139 


Corporation outlays 300,124 

The overall legal services effort depends on fulfill- 
ment of private attorney obligations to assist the poor 
through pro bono publico services. The American Bar 
Association Code of Professional Responsibility states 
that: 

The basic responsibility for providing legal 
services for those unable to pay ultimately rests 
upon the individual lawyer, and personal in- 
volvement in the problems of the disadvantaged 
can be one of the most rewarding experiences in 
the life of a lawyer. Every lawyer, regardless of 
professional prominence or professional work- 
load, should find time to participate in serving 
the disadvantaged. 

The 460,000 attorneys in the United States represent 
a large potential resource for legal services. The Admin- 
istration proposes $2 million to be available for new 
legal services activities involving the private bar, such 
as added Corporation staff to coordinate pro bono pub- 
lico services, and research projects and technical assist- 
ance to demonstrate ways to fulfill attorney commit 
ments. 

In accordance with the Legal Services Corporation 
Act, the Corporation directly submits a budget request 
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MERIT SYSTEMS PROTECTION BOARD 
Federal Funds 








to the Congress. The Corporation has advised OMB that 
they expect to request new budget authority of $353 
million in 1981. 


Personnel Summary 





Corporation employees: 
Total number of permanent positions 312 344 
Total compensable workyears os 320 347 
Full-time equivalent of other positions (23) (20) 
Full-time equivalent of overtime and holiday 


(0) 
$23,889 


(0) 
$22,119 





MARINE MAMMAL COMMISSION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Marine Mammal Commission as 
authorized by title II of Public Law 92-522, as amended, [$940,000] 
$641,000. (Departments of State, Justice, and Commerce, the Judiciary, 
and Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


\entiication code 95-2200-0-1-302 





1979 actual 1980 est. 1981 est. 


Program by activities: 

Review and formulate recommendations in- 
cident to the conservation of marine 
mammals (program costs, funded) 2 

Change in selected resources (undelivered 
orders) 


10.00 Total obligations 
Financing: 


11.00 Offsetting collections from: Federal funds... 
25.00 Unobligated balance lapsing 








40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
12.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
71.00 Adjustments in expired accounts 


90.00 Outlays 








‘Includes capital investment as follows: 1980, $1 thousand; 1981, $1 thousand. 


The Commission provides marine mammal policy 
overview; reviews marine population conditions and 
makes conservation recommendations; recommends to 
the Secretaries of Commerce, Interior, and State steps 
to conserve marine mammals domestically and interna- 
tionally; and manages a research program. 

A continued decrease in research support is proposed 
as the Commission transfers research responsibilities to 
the Departments of Commerce and Interior. 


Object Classification (in thousands of dollars) 


25.0 Other services 445 
26.0 Supplies and materials 7 
31.0 — Equipment l 


99.0 Total obligations 940 








Personnel Summary 





Total number of permanent positions 9 9 

Total compensable workyears ll 10 
Full-time equivalent of other positions (2) (1) 
Full-time equivalent of overtime and holiday 


(0) 
$50,112 
11.25 
$26,195 


(0) 
$50,112 
11.25 
$25,739 


Average ES salary 
Average GS grade 
Average GS salary 


10.44 
$22,064 





MERIT SYSTEMS PROTECTION BOARD 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES* 
(INCLUDING TRANSFER OF FUNDS) 
* See Part III for additional information. 


For expenses necessary to carry out functions of the Merit Systems 
Protection Board; pursuant to Reorganization Plan No. 2 of 1978; and 
the Civil Service Reform Act of 1978; including services as authorized 
by 5 U.S.C. 3109; rental of conference rooms in the District of Colum- 
bia and elsewhere; hire of passenger motor vehicles; not to exceed 
$1,500 for official reception and _ representation expenses, 
[$12,075,000] $13,075,000 together with not to exceed $255,000 for 
current fiscal year administrative expenses to adjudicate retirement 
appeals to be transferred from the Civil Service Retirement and Dis- 
ability Fund in amounts determined by the Merit Systems Protection 
Board. (5 U.S.C. 1205, 1207-09, 1303, 1305, 1505-08, 3383, 3592, 5335, 
7325, 7521, 7543, 7701-03, 8347; 28 U.S.C. 2671, 2680; 31 U.S.C. 241; 
Independent Agencies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 41-0100-0-1-805 1979 actual 1980 est. 1981 est. 





Program by activities: 
Appeals (total program costs, funded *) .... 
Change in selected resources (undelivered 
orders) 684 


7,637 


6,953 12,330 





10.00 Total obligations 


Financing: 
Offsetting collections from: 
Federal funds 
Trust funds: Civil service retirement and 
disability fund —149 
Unobligated balance lapsing 33 


11.00 
13.00 


—153 


25.00 
40.00 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


—250 


Outlays 13,067 





Wentitication code 95-2200-0-1-302 


Personnel compensation: 
lL. Permanent positions 276 280 
113 Positions other than permanent 


1979 actual 1980 est. 1981 est. 








Total personnel compensation 
121 Personnel benefits: Civilian 
21.0 Travel and transportation of persons.. 
23.1 Standard level user charges 
23.2 Communications, utilities, and other rent.... 
24.0 Printing and reproduction 


* Includes capital investment as follows: 1979, $31 thousand; 1980, $75 thousand; 1981, $90 thousand. 

Note.—Excludes $1,097 thousand in 1979 (beginning December 31, 1978) and $1,979 in 1980 for functions transferred 
to Salaries and expenses, Equal Employment Opportunity Commission. Comparable amounts for 1979 through December 30, 
1978 ($382 thousand) are included above. 

Created by reorganization plan No. 2 of 1978, the 
Merit Systems Protection Board assumed responsibility 
for the adjudicatory functions of the former Civil Serv- 
ice Commission. These functions include adverse action, 
reduction in force appeals and retirement and overpay- 
ment appeals for the civil service trust funds. In sup- 





MERIT SYSTEMS PROTECTION BOARD—Continued 
Federal Funds—Continued 
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General and special funds—Continued 
SALARIES AND ExpeNsES—Continued 
(INCLUDING TRANSFER OF FUNDS) —Continued 


port of this appeals program, the Board will report to 
the President on whether merit systems are sufficiently 
free from prohibited personnel practices to protect the 
public interest. 

The workloads are reflected in the following table: 


PRODUCTION COUNT 


1979 actual 
8,033 


1981 estimate 
10,000 
5,940 
2,300 
1,675 


1980 estimate 
9,000 
5,360 
2,000 
2,275 


Complaints and inquiries 
Adverse action appeals 

Reduction in force appeals 962 
Requests to reopen appeals 2,585 


Object Classification (in thousands of dollars) 








Identification code 41-0100-0-1-805 1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 7,774 7,774 
Positions other than permanent 170 170 
Other personne! compensation 63 63 


Total personnel compensation 8,007 8,007 
Personnel benefits: Civilian 720 720 
Travel and transportation of persons. 270 270 
Transportation of things 74 74 
Standard level user charges 1,050 1,050 
Communications, utilities, and other rent.... 700 700 
Printing and reproduction 163 163 
Other services 821 1,821 
Supplies and materials .... 95 95 
Equipment 175 175 


Total costs, funded 12,075 13,075 
Change in selected resources 











Total direct obligations 


12,075 





Reimbursable obligations: 
Personnel compensation: permanent  posi- 
tions 220 
Personnel benefits: Civilian 16 
Travel and transportation of persons 14 
Other services 5 





Total reimbursable costs, funded— 
obligations 255 








Total obligations 13,330 





Personnel Summary 





OFFICE OF SPECIAL COUNSEL 
SALARIES AND EXPENSES 


For expenses necessary to carry out functions of the Office of 
Special Counsel; pursuant to Reorganization Plan No. 2 of 1978; and 
the Civil Service Reform Act of 1978, including services as authorized 
by 5 U.S.C. 3109; rental of conference rooms in the District of Colum. 
bia and elsewhere, and hire of passenger motor vehicles, $4,516,000, 
(Independent Agencies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 41-0101-0-1-805 1979 actual 1980 est. 1981 est. 





Program by activities: 
Prohibited practices and whistleblowers 
(total program costs, funded) 
Change in selected resources (undelivered 
orders) 


4,516 


10.00 Total obligations 


Financing: 
15.00 Offsetting collections from: Off-budget Fed- 
eral entities 


25.00 Unobligated balance lapsing 


40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year... 
74.40  Obligated balance, end of year —8§ 


90.00 Outlays 5,076 4,521 





Reorganization Plan No. 2 of 1978 established the 
Office of the Special Counsel in the Merit Systems Pro- 
tection Board. The special counsel is empowered to re- 
ceive, process, and investigate allegations of prohibited 
practices by Federal employees or agencies and initiate 
corrective action against offenders. These prohibited 
practices include political activity by certain Federal, 
State, and local employees which has been defined as 
illegal under the provisions of the Hatch Act. 

The following table displays the anticipated work- 
loads: 


PRODUCTION COUNT 


1979 actual 1980 estimate 1981 estimate 
Hatch Act cases 60 120 
Prohibited practices complaints 11,140 11,000 
Reprisal allegations 2,800 2,800 


Whistleblower allegations 1,500 6,000 6,000 


Object Classification (in thousands of dollars) 





Identification code 41-0101-0-1-805 1979 actual 1980 est. 1981 est. 





Direct: 
Total number of permanent positions 368 368 
Total compensable workyears 367 367 
Full-time equivalent of other positions ( (11) (11) 
Full-time equivalent of overtime and holiday 
(0) (0) 
$49,264 $48,264 
10.57 10.57 
$24,984 $24,984 


Average ES salary 
Average GS grade 
Average GS salary 


10.42 
$24,944 





Reimbursable: 
Total number of permanent positions 10 10 
Total compensable workyears 9 9 
Full-time equivalent of other positions ( (0) (0) 
Full-time equivalent of overtime and holiday 
(0) (0) 


Direct obligations: 
11.1 Personnel compensation: Permanent posi- 
RONG issasiidicd Savioaiaatekiecids 
Personnel benefits: Civilian 
21.0 — Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials... 
Equipment 


Total direct costs, funded 
Change in selected resources 


Total direct obligations 1,087 
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NATIONAL CENTER FOR PRODUCTIVITY AND QUALITY OF WORKING LIFE 
Federal Funds 


923 








Reimbursable obligations: 
11.1 Personnel compensation: Permanent posi- 





99.0 Total obligations 1,091 4,516 





Personnel Summary 





Direct: 
Total number of permanent positions 140 
Total compensable workyears 140 140 
Full-time equivalent of other positions (0) (0) 
Full-time equivalent of overtime and holiday 
(0) (0) 
$50,560 $50,560 
10.37 10.37 
$26,601 $26,601 


( 
Average ES salary... $47,500 
Average GS grade 9.93 
Average GS salary $25,069 





NATIONAL CAPITAL PLANNING COMMISSION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses, as authorized by the National Capital Plan- 
ning Act of 1952 (40 U.S.C. 71-71i), including services as authorized 
by 5 U.S.C. 3109; and uniforms or allowances therefor, as authorized 
by law (5 U.S.C. 5901-5902), [$1,975,000.] $2,294,000. (Public Law 96- 
126, making appropriations for the Department of the Interior and 
related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


\entification code 95-2500-0-1-451 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: Planning development of 
the National Capital 
Reimbursable program 


2,185 





Total program costs, funded 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 

Financing: 
11.00 Offsetting collections from: Federal funds... 
25.00 Unobligated balance lapsing 





In 1981, the Commission plans to work more closely 
with other Federal agencies, the District of Columbia 
government, other local governments in the region, the 
Metropolitan Washington Council of Governments and 
other regional and State agencies and organizations. 
Major emphasis will be placed on the preparation of 
Federal elements of the Comprehensive Plan for the 
National Capital, the 6-year Federal Capital Improve- 
ments Program, the review of Federal land acquisition 
and development proposals in the region. Also Federal 
interest reviews of the impact of proposed local, State 
and regional policies, plans and programs on the Feder- 
al Establishment in the National Capital Region. 


Object Classification (in thousands of dollars) 





Identification code 95-2500-0-1-451 1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 





Total direct costs, funded 
Change in selected resources 





Total direct obligations 





Reimbursable obligations: 
21.0 Travel and transportation of persons 
25.0 — Other services 





Total reimbursable obligations 
99.0 Total obligations 





2,040 





Personnel Summary 





Budget authority 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
14.40 Obligate balance, end of year 
77.00 Adjustments in expired accounts 





90.00 Outlays, excluding pay raise supple- 


91.20 Outlays from civilian pay raise sup- 
plemental 





* Includes capital investment as follows: 1979, $28 thousand; 1980, $5 thousand; 1981, $9 thousand. 


The National Capital Planning Commission is the 
central planning agency for the Federal Government in 
the National Capital Region. The National Capital 
Region consists of the District of Columbia; Montgom- 
ery and Prince Georges Counties in Maryland; Arling- 
ton, Fairfax, Loudoun and Prince William Counties in 
Virginia; and all cities in Maryland and Virginia within 
the outer limits of such counties. 


Total number of permanent positions 
Total compensable workyears 54 54 
Full-time equivalent of other positions ( (2) (2) 
Full-time equivalent of overtime and holiday 
(0) 
$50,112 


(0) 
$50,112 
10.13 9.87 


Average ES salary... 
Average GS grade 
Average GS salary 


10.22 


$25,250 $26,600 $26,600 





NATIONAL CENTER FOR PRODUCTIVITY AND 
QUALITY OF WORKING LIFE 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


Program and Financing (in thousands of dollars) 





Identification code 95-0700-0-1-376 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obligations, start 


1979 actual 1980 est. 1981 est. 
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General and special funds—Continued 
SALARIES AND ExpeNsEsS—Continued 


Program and Financing (in thousands of dollars) Continued 





Identification code 95-0700-0-1-376 1981 est. 


74.10 Receivables in excess of obligations, end of 
year 
77.00 Adjustments in expired accounts 


90.00 


1979 actual 1980 est. 








Outlays 





The National Center for Productivity and Quality of 
Working Life was created in November 1975. 

The Center’s primary goal was to act as a catalyst 
and focal point for national efforts by stimulating, as- 
sisting, and coordinating others to increase productivity 
growth and improve the quality of working life 
throughout the economy. 

The Center terminated operations on September 30, 
1978. 


NATIONAL COMMISSION ON LIBRARIES AND 
INFORMATION SCIENCE 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES* 
*See Part III for additional information. 


For necessary expenses of the National Commission on Libraries 
and Information Science, established by the Act of July 20, 1970 
(Public Law 91-345), [$668,000] $699,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priation Act, 1980. 


Program and Financing (in thousands of dollars) 





\dentification code 95-2700-0-1-503 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Total program costs, funded—obligations... 
Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 
25.00 Unobligated balance lapsing 


Budget authority 


1,755 


—2,178 








Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 





Outlays, excluding pay raise supple- 
91.20 Outlays from civilian pay raise sup- 
plemental 16 2 





The Commission is responsible for developing plans 
for meeting the library and information needs of the 
Nation, for coordinating Federal, State, and local activi- 
ties to meet these needs, and for advising the President 
and the Congress on national library and information 
science policy. 





Object Classification (in thousands of dollars) 





Identification code 95-2700-0-1-503 1979 actual 1980 est. 1981 est 





Personnel compensation: 
Permanent positions 663 
Positions other than permanent 157 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 
Grants, subsidies, and contribu 


Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


(0) 
$54,112 
11.25 
$28,047 


Average ES salary... 
Average GS grade... 
Average GS salary 





Trust Funds 


CONTRIBUTIONS ientticatio 


Program and Financing (in thousands of dollars) 





I 


Identification code 95-8078-0-7-503 1979 actual 1980 est. 1981 est 





Financing: 
21.40 Unobligated balance available, start of year —1 
24.40 Unobligated balance available, end of year.. 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





NATIONAL CONSUMER COOPERATIVE BANK 


Federal Funds 


Total num 
Total comy 
Full-tim 
Full-tim 
hour: 


General and special funds: 
SALARIES AND EXPENSES 


For necessary administrative expenses and technical assistance of 
the National Consumer Cooperative Bank, including the office of Self 
Help Development and Technical Assistance, as authorized by sec- 
tions 112 and 209 of the National Consumer Cooperative Bank Act (12 
U.S.C. 3022 and 3049), [$7,950,000] $10,450,000: Provided, That none 
of these funds shall be used to retire any of the indebtedness of the 
National Consumer Cooperative Bank. (12 U.S.C. 3022 and 3049; De 
partment of Housing, and Urban Development—Independent Agencies 
Appropriation Act, 1980.) 


For ac 
Assistan 
Coopera 
remain | 
within t 
amount 
Departm 
cles App 


Program and Financing (in thousands of dollars) 





Identification code 28-0200-0-1-376 1979 actual 1981 est. 


1980 est. 


Program by activities: 
10.00 Administration of the bank (costs—obliga- 


170 7,950 12,450 


Financing: 
22.40 Unobligated balance transferred from other 
accounts 
25.00 Unobligated balance lapsing 


40.00 


Kentitication cg 


Progr 
10.00 Tot 


10,45) 


Budget authority (appropriation) .. 1,500 7,950 


1981 est. 


stance of 
e of Self: 
1 by sec: 
k Act (12 
‘hat none 
»ss of the 
8049; De- 
Agencies 


QTHER INDEPENDENT AGENCIES 


NATIONAL CONSUMER COOPERATIVE BANK—Continued 
Federal Funds—Continued 











Relation of obligations to outlays: 
71.00 Obligations incurred, net 7,950 12,450 
72.40 Obligated balance, start of year Sd 170 339 
74.40 Obligated balance, end of year... oe — 339 —485 


90.00 7,781 12,304 





Outlays 





This appropriation provides for the administration of 
the National Consumer Cooperative Bank, a mixed 
ownership Government corporation created and char- 
tered by Public Law 95-351, August 20, 1978. Capitaliza- 
tion of the Bank will initially be provided by the Secre- 
tary of the Treasury through the purchase of class A 
stock. (See the appropriations requests for the Office of 
the Secretary, Department of the Treasury, elsewhere 
in this Appendix for additional information.) 

The Bank is governed by a 13-member board of direc- 
tors consisting of officers and employees of agencies of 
the U.S. Government, and representatives of the gener- 
al public with experience in the cooperative field. Ini- 
tially, the employees of the Bank will be paid with 
appropriated funds. As the proportion of private capital 
to public capital increases, the makeup of the board of 
directors will change in the same direction. 


Object Classification (in thousands of dollars) 





ientification code 28-0200-0-1-376 1979 actual 


1980 est. 


1981 est. 


Personnel compensation: 
lll Permanent positions 105 
118 Special personal service payments ay 4513 


Total personnel compensation 4.618 
121 Personnel benefits: Civilian 1,307 
21.0 Travel and transportation of persons 968 
220 — Transportation of things 4 
23.1 Standard level user charges 406 
23.2 Communications, utilities, and other rent... 489 
24.0 Printing and reproduction 
25.0 Other services 
26.0 Supplies and materials . 
31.0 Equipment 


99.0 Total obligations 





Personnel Summary 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 





Setr-HeLp DEVELOPMENT AND TECHNICAL ASSISTANCE 


For advances by the Office of Self-Help Development and Technical 
Assistance as authorized by section 202 of the National Consumer 
Cooperative Bank Act (12 U.S.C. 3042), [$17,000,000] $48,500,000, to 
temain available until September 30, [1981] 1982. During 1981 and 
within the resources and authority available, gross obligations for the 
amount of direct loans shall not exceed $56,125,000. (12 U.S.C. 3042; 
Department of Housing and Urban Development—Independent Agen- 
cies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


tentification code 28-0201-0-1-376 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Total program costs, funded—obligations 
(object class 33.0) 


12,350 56,125 


Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: Interest on loans 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


40.00 


1,000 
1,000 


6,500 
17,000 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 





Outlays 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
12.00 Obligations incurred, gross 


56,125 
— 56,125 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2200 Disbursements 


2900 Outstanding, end of year 


6,754 
55,626 





62,380 





This appropriation provides for the initial capitaliza- 
tion of the Self-help fund. 

The Office is authorized to make capital investment 
advances and interest supplements to eligible coopera- 
tives that do not qualify for loans from the National 
Consumer Cooperative Bank. Loans and interest ad- 
vances are to bear interest at rates established by the 
board of directors of the Bank. 

The Office is authorized to provide technical assist- 
ance to cooperatives, to conduct research into matters 
relating to cooperatives, and to undertake investiga- 
tions of new types of services which can be provided 
through cooperative not-for-profit organizations. 


Public enterprise fund: 


NATIONAL CONSUMER COOPERATIVE BANK FuNnD 


During 1981 and within the resources and authority available, gross 
obligations for the principal amount of direct loans shall not exceed 
$125,770,000. 

During 1981, total commitments to guarantee loans shell not exceed 
$5,000,000 of contingent liability for loan principal. 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 


Identification code 28-4001-0-3-376 





Program by activities: 
1. Bank loans 41,341 125,770 
2. Loan loss reserve.. 827 2,515 
3. Education fund 40 215 





10.00 Total program costs, funded—obliga- 


42,208 128,500 


Financing: 
Offsetting collections from: 

Federal funds: Commitments to pur- 
chase Class A stock by the Secretary 
of the Treasury 

Non-Federal sources: 

Interest on ioans 

Sale of Class B stock... 

Repayment of principal 

Unobligated balances transferred to 
other funds 


Budget authority 


—37,500 —117,003 
—800 
—954 

— 2,954 


— 4,296 
—4,201 
— 5,000 








NATIONAL CONSUMER COOPERATIVE BANK—Continued 
Federal Funds—Continued 


926 





APPENDIX TO THE BUDGET FOR FISCAL YEAR 198] 








Public enterprise fund—Continued 
NATIONAL CONSUMER COOPERATIVE BANK Funp—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 28-4001-0-3-376 





1979 actual 1980 est. 1981 est. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 


125,770 
— 125,770 





Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year 
Disbursements 
Repayments, prepayments, loan sales 


19,046 
100,000 
— 5,000 


114,046 


2100 
2200 
2400 


2900 


—2,954 
19,046 





Outstanding, end of year 





Status of Loan Guarantees (in thousands of dollars) 





Position with respect to limitation on loan 
guarantees: 
3110 Limitation on commitments: Appropriation 
3200 Commitments, gross 





Cumulative balance of guarantees out- 
standing: 
4200 New loan guarantees 
4400 Repayments or prepayments 


4900 Outstanding, end of year 





The National Consumer Cooperative Bank fund is a 
revolving fund established to receive expenditures by 
the Department of the Treasury in exchange for class A 
stock, and purchases by others for other paid in capital. 
Loans of the Bank will be disbursed from this revolving 
fund as authorized under section 108 of the National 
Consumer Cooperative Bank Act (12 U.S.C. 3014). 

These programs will enable the Bank to extend loans 
to applicants meeting the Bank’s credit requirements. 


Object Classification (in thousands of dollars) 
Identification code 28-4001-0-3-376 


25.0 Other services 40 215 
33.0 — Loans 42,168 128,285 


99.0 42,208 128,500 





1979 actual 1980 est. 1981 est. 











NATIONAL CREDIT UNION ADMINISTRATION 


Federal Funds 
Public enterprise funds: 
OPERATING FUND 


Program and Financing (in thousands of dollars) 


Identification code 25-4056-0-3-371 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs: 
1. Examination program 
2. Supervision program 


10,554 
§,037 


13,099 
5,988 


3. Chartering program 187 197 
4. Administration of insurance program.. 4,165 5,745 6,09 


Total operating costs 19,913 25,019 26,822 
Capital investment, funded: Purchase of 


equipment 2,300 300 


——ensinia 


10.00 Total program costs, funded—obliga- 


20,252 27,319 27,122 


Financing: 
Offsetting collections from: 
Federal funds 
Non-Federal sources 
Deficiency, start of year 
Unobligated balance available, start of year 
Deficiency, end of year 


Budget authority 


11.00 
14.00 
21.10 
21.98 
24.10 


— 6,096 
— 11,538 


—4,097 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Receivables in excess of obligations, start 


71.00 
72.98 
72.10 


74.98 
90.00 





Federal credit unions are privately owned, coopera- 
tive associations organized for the purpose of promoting 
thrift among their members and creating a source of 
credit for provident or productive purposes, authorized 
by the Federal Credit Union Act of 1934, as amended. 

The Administration’s activities consist of: (a) charter- 
ing new Federal credit unions, (b) supervising estab- 
lished Federal credit unions, (c) making periodic exami- 
nations of their financial condition and operating prac- 
tices, and (d) providing administrative services. Data 
relating to activities are shown below. 


Item 1979 actual 1980 estimate 1981 estimate 
Number of Federal credit unions chartered 327 315 33] 
Number of operating Federal credit unions 12,759 12,809 12,859 
Assets of Federal credit unions as of December 31 


of the previous calendar year (in millions) 34,760 37,875 41,170 


In 1980, the Administration will implement the Com- 
munity Development Credit Union program. This pro 
gram involves the establishment of Community Devel- 
opment Credit Unions that will primarily serve the 
needs of the members, within the context of the com- 
munity, by coordinating assistance from other Federal, 
State, and local agencies. In addition to basic savings 
and credit services, these credit unions will provide 
auxiliary services such as credit counseling and con- 
sumer education. They will emphasize community de- 
velopment needs such as housing, employment, and 
small business. This program is part of the President’s 
urban policy program to develop and revitalize the Na- 
tion’s cities and neighborhoods. 

The National Credit Union Administration will ad- 
minister the Community Development Credit Union 
Program and coordinate with the Community Services 
Administration in providing funding to newly chartered 
community development credit unions. A $6 million re 
volving loan fund in the Community Services Aaminis- 
tration is available to provide support for newly char- 
tered community development credit unions. 
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19] 5 , 
6,095 Operating results.—Fees from receipts cover the cost Personnel Summary 
ra of operations. Retained income is expected to be $1,032 siete dels pa pi ‘“ 
' otal number of permanent positions 
thousand by September 80, 1981. Total compensable workyears i 550 585 600 
300 Revenue and Expense (in thousands of dollars) Full-time equivalent of other positions (24) (25) (25) 
a —— Full-time equivalent of overtime and holiday 














1979 actual 1980 est. 1981 est. se (7) (8) (8) 
27,12 = Average ES salary.... we $49,118 $50,112 
Operating income or loss (—): Average GS grade... sit 10.06 10.19 


Examination program: _— Average GS salary $21,734 $23,829 

~ 6,096 —10,770 
— 21,925 eh 

2,002 Net operating income or loss (—) 

















LY Supervision program: Crepit UNION SHARE INSURANCE FUND 
Program and Financing (in thousands of dollars) 








Identification code 25-4468-0-3-371 1979 actual 1980 est. 











Program by activities: 
Operating costs, funded: 
1. Payments to the Operating fund for 
services and facilities 5,745 6,096 
2. Insurance program expenses cs 3,261 3,564 
3. Insurance claims expense 8,166 9,559 


Total operating costs 17,172 19,219 


Capital investment, funded: 
1978 actual 1979 actual 1980 est. 1981 est. 4. Assets acquired in insured credit 

















Financial Condition (in thousands of dollars) 











: Assets: Sep aeneris 8,401 7,500 
moting Fund balance with Treasury 4,841 5,291 5,891 5. Loans and deposits in credit unions... 6,000 6,000 


Shs . — —" (net) ; 7 = Total capital investment 14,401 13,500 
oriz 
ended Equipment (net) .... 660 1,940 1,757 ~—-10.00 Total program costs, funded—obliga- 
hav ee. Other assets 24 494 377 31,573 32,719 
Financing: 
estab- Total assets 6,616 8,092 om Offsetting collections from: 
examl- Liabilities: 11.00 Federal funds: Interest on Government 
g prac- Accounts payable 6,384 7,660 7,775 securities —9178 —11,013 — 13,855 
. Data ee zs 14.00  — Non-Federal sources: 
Total liabilities 6,384 7,660 1,115 Insurance premiums —35,178 —39,342  —42,866 
ss Recoveries on assets acquired —3,813 — 6,000 —6,000 
Government equity: ; ’ 
1981 estat Unobligated balance . 452 2,002  —1,102 Other income —1579  —1,100 — 1,000 


331 Invested capital 684 2434 9134 Unobligated balance available, start of 
: 2 : year: 


12,889 Total Government equity 1,032 21.47 — Authority to borrow —100,000 -—100,000 —100,000 

21.98 Fund balance —101,307 —127,717 —153,599 
41,170 Analysis of changes in Government equity: Unobligated balance available, end of year: 

e Com: Retained income: 24.47 Authority to borrow 100,000 100,000 100,000 

sis. pee Opening balance , 24.98 Fund balance 127,717 153,599 184,601 


Devel- Adjustment to retained earnings Budget authority .. 


‘ve the Total Government equity (end of year) : Relation of obligations to outlays: 

1e com: Obligations incurred, net.......... 

— Object Classification (in thousands of dollars) Receivables in excess of obligations, start 

savl C 
: Wentfcation code 25~4056-0-3-37 : Obligated balance, start of year 

or ae ergs ee Receivables in excess of obligations, end of 

nd con Personnel compensation: r 


: yea 
ity _ lL Permanent positions 12,343 14,829 15,855 Obligated balance, end of year — 1,488 
it, an 113 Positions other than permanent... 249 318 325 
sident’s Other personnel compensation 153 163 175 Outlays — 25,767 —26,234 — 30,178 


the Na- Total personnel compensation 12,745 15,310 16,355 Status of Direct Loans (in thousands of dollars) 
1 Personnel benefits: Civilian 1,362 1,800 1,461 



























































will ad: j Travel and transportation of persons. 2,131 2,147 3,250 Identification code 25-4468-0-3-371 1979 actual 1980 est. 1981 est. 


: Transportation of things 73 87 126 os ; a Ts 
Union 1 Standard level user charges 881 517 448 Position with respect to limitation on 


Services .2 Communications, utilities, and other rent.... 874 2,080 2,348 _ Srect leeme:. , “at: 
artered 0 Printing and reproduction 403 624 621 1110 Limitation on obligations: Appropriation 


lion t¢ 0 Other services 1,270 2.261 2,003 1200 Obligations incurred, gross —11,901  —11,000 


ss Supplies and materials .... 174 193 210 ‘ ; fe 
ss Equipment 339 2300 300 “ae of direct loans out 


att 2100 Outstanding, start of year 12,092 22,636 23,537 
ee we Ue on tee 17/080 11901 + —:11.000 
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Public enterprise funds—Continued 
Crepit UNION SHARE INSURANCE Funp—Continued 


Status of Direct Loans (in thousands of dollars) —Continued 





Identification code 25-4468-0-3-371 1979 actual 1980 est. 1981 est. 





—3,480 —6,000 6,000 


Revenue and Expense (in thousands of dollars) 





1980 est. 


51,455 
17,172 


34,283 


1979 actual 


45,936 
12,247 


33,689 


1981 est. 


57,721 
19,219 


38,502 








2400 Repayments, prepayments, loan sales. 


2500  Write-offs for default — 3,056 


22,636 


—5,000 —5,000 


2900 Outstanding, end of year 23,537 23,537 





Status of Loan Guarantees (in thousands of dollars) 





Position with respect to limitation on loan 
guarantees: : 
3110 Limitation on commitments: Appropriation 


3200 Commitments, gross — 16,000 





Cumulative balance of guarantees out- 
standing: 
Outstanding, start of year 
New loan guarantees 
Repayments or prepayments 
Terminations for default 


12,486 
16,000 
—8,000 
—3,000 


17,486 


4100 
4200 
4400 
4500 


4900 


8,476 
14,201 
—1,857 
—2,334 


12,486 


18,000 
—9,000 
—3,500 


Outstanding, end of year 22,986 





The insurance fund is used to carry out a program of 
insurance for member accounts in Federal credit unions 
and State-chartered credit unions which apply and 
qualify for insurance, authorized by Public Law 91-468, 
enacted October 19, 1970. 

Budget program.—The activities consist of: (a) provid- 
ing member account insurance, (b) formulating stand- 
ards and requirements for insured credit unions, and (c) 
providing for liquidation or other disposition of the 
assets and liabilities of solvent and insolvent, insured 
credit unions. 

The extent of the program is estimated as follows: 

Item 1979 actual 1980 estimate 1981 estimate 
Number of insured credit unions 17,443 18,000 18,241 
Number of insured member accounts (thousands)... 32,363 33,595 34,992 
Shares of insured member institutions as of Dec. 


31 of the previous calendar year (in millions of 


dollars) 48,240 52,505 57,050 


It is estimated that approximately 5,382 State-char- 
tered credit unions will be enrolled in the program by 
the end of 1981. 

Financing.—Each insured credit union is required to 
pay a normal premium of one-twelfth of 1% of the total 
amount of its member accounts. The insurance fund is 
structured to be self-supporting through the insurance 
premiums which are paid by member credit unions. The 
estimated premiums of $42,866 thousand in 1981 are 
expected to cover all insurance claims and provide for 
an increase in the fund balance. This will be held in 
Government interest-bearing securities as an insurance 
reserve. The fund has $100 million in borrowing author- 
ity from the Treasury for use in unforeseen emergen- 
cies. The authority to borrow from the Treasury has 
never been used and probably will not be exercised in 
1980 or 1981. 

Operating results.—Anticipated net income of $38,502 
thousand will be retained in the fund, raising the bal- 
ance for unforeseen emergencies to $225 million by the 
end of 1981. 


Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 921 500 500 
U.S. securities (par) 128,284 154,939 185,117 
Assets acquired (net) 9,099 12,500 15,000 
Loans and deposits in credit 

unions (net) 15,794 
Accounts receivable 18,934 
173,032 


20,794 
19,761 


208,494 


25,794 
22,000 


248,411 


10,434 
131,486 





Total assets 


Liabilities: 
Accounts payable 
Shareholders payable 
Deferred credits 


Total liabilities 








1,357 601 
9,876 11,000 
9,189 10,000 


20,422 21,601 


1,016 
11,000 
11,000 


23,016 


7,883 
12,565 











Government equity: 
Unobligated balance 
Undrawn authorization 


201,307 
— 100,000 


101,307 
17,614 


118,921 


227,717 
— 100,000 


127,717 
24,893 


152,610 


253,599 
— 100,000 


153,599 
33,294 


186,893 


284,601 
— 100,000 


184,601 
40,794 


225,395 





Total fund balance 
Invested capital 





Total Government equity 





Analysis of changes in Government equity: 
Retained income: 
Opening balance 
Net income 


118,921 
33,689 


152,610 


152,610 
34,283 


186,893 


186,893 
38,502 


Total Government equity (end of year) 225,395 





Object Classification (in thousands of dollars) 


Identification code 25-4468-0-3-371 





1979 actual 1980 est. 1981 est. 





11.1 Personnel compensation: Permanent posi- 
tions 

12.1 Personnel benefits: Civilian 

21.0 Travel and transportation of persons 

23.2 Communications, utilities, and other rent... 

24.0 — Printing and reproduction. 

25.0 Other services 

33.0 Investments and loans. 

42.0 — Insurance claims and indemnities 


99.0 


2,093 


8,166 


Total obligations 31,573 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


( 
10.19 
$23,829 


(1) 
10.25 
$23,255 


10.06 
$21,734 


Average GS grade... 
Average GS salary 





CENTRAL Liquipity FACILITY 


The amount which may be borrowed, from the public or any. other 
source except the Secretary of the Treasury, by the Central Liquidity 
Facility as authorized by the National Credit Union Central Liquidity 
Facility Act (12 U.S.C. 1795), shall not exceed [[$300,000,000] 
$600,000,000: Provided, That administrative expenses of the Central 
Liquidity Facility in fiscal year 1980 shall not exceed [$1,756,000] 





Bl est. 


500 
185,117 
15,000 


25,794 
22,000 


248,411 


1,016 
11,000 
11,000 


23,016 


284,601 
100,000 


184,601 
40,794 


225,395 


186,893 
38,502 


225,395 


$23,829 


——— 


y: other 
iquidity 
iquidity 
00,000] 
Central 
56,000) 


OTHER INDEPENDENT AGENCIES 
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$1,936,000. During 1981 and within the resources and authority avail- 
able, gross obligations for the principal amount: of direct loans shall 
not exceed $4,400,000,000. (Department of Housing and Urban Develop- 
ment—Independent Agencies Approriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Kentfication code 25-4470-0-3-371 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs: 
1. Administrative expenses 
2. Interest on securities. 
3. Dividends on capital stock .... 


1,756 
18,250 
8,659 


28,665 


1,936 
36,500 
9,881 


48,317 





Total operating costs, funded 








Capital investment: 
1. Investment in equipment 100 100 
L 1,800,000 2,200,000 





Total capital investment, 


1,800,100 2,200,100 








10.00 Total — program 
funded—obligations 
Financing: 
Offsetting collections from: 
11.00 Federal funds: Interest on 
Treasury securities 
14.00 Non-Federal sources: 
Interest on loans 
Capital stock 
Loan repayments 
Unobligated — balance 
start of year: 
21.47 Authority to borrow 
21.98 Fund balance 
Unobligated balance available, end 
of year: 
24.47 ~~ Authority to borrow 
24.98 Fund balance 
U.S. securities (par) 


47.10 Budget authority (authori- 
ty to borrow; Public 


costs, 


1,828,765 2,248,417 


—9,000 
— 40,500 


—1,500,000 | —2,200,000 


available, 
— 900,000 
— 100,485 


900,000 
100,485 


900,000 
101,568 











Relation of obligations to outlays: 
71.00 Obligations incurred, net 
712.10 Receivables in excess of obliga- 
tions, beginning of year 
74.10 Receivables in excess of obliga- 
tions, end of year 


90.00 Outlays 





199,615 





Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation 
on direct loans: 
1110 Limitation on obligations: Appropri- 
ation 4,400,000 
1200 Obligations incurred, gross — 2,200,000 





Cumulative balance of direct 
loans outstanding: 
2100 Outstanding, start of year 
2200 Disbursements 
2400 — Repayments, 
I 


300,000 
2,200,000 
prepayments, loan 

— 2,200,000 
2500 — Write-offs for default .. 
2700 Other adjustments 


2900 Outstanding, end of year 





300,000 300,000 





The National Credit Union Central Liquidity Facility 
was established under Public Law 95-630. It began op- 


310-100 0 - 80 - 59 


erations on October 1, 1979. The Central Liquidity Fa- 
cility provides loans to member credit unions for sea- 
sonal and emergency needs. 

The two primary sources of funds for the Facility are 
the stock subscriptions from credit unions and borrow- 
ings from the Federal Financing Bank. Credit unions, 
which choose to become members of the Facility, are 
required to purchase stock equal to one-half of 1% of 
their assets. One-half of the subscription in stock is 
forwarded to the Facility and deposited in the fund. The 
remaining half of the subscription remains on call in 
the credit union in investments as approved by the 
NCUA Board. 

The Facility may borrow funds from the Federal Fi- 
nancing Bank to relend to member credit unions. This 
amount of borrowings is limited to twelve times the 
amount of capital stock subscriptions by the authorizing 
statute (Public Law 95-630. The amount has been fur- 
ther limited by the appropriation act to $300. million in 
1980. In 1981, an appropriation limitation on borrowing 
of $600 million is proposed, of which $300 million in 
borrowing is expected to be outstanding at the end of 
the year. 

The Facility estimates that a cumulative total of $2.2 
billion in direct loans will be made to member credit 
unions to meet liquidity demands during 1981. The ap- 
propriation limitation on direct loans is proposed at a 
higher levei, $4.4 billion, in order to provide for antici- 
pated emergency liquidity needs. 

[in millions of dollars} 


Item 1979 actual 
Limitation on borrowing: 


1980 estimate 1981 estimate 


$1,200 $1,200 
Appropriation 300 600 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 


29,250 
— 28,665 


1981 est. 


49,500 
— 48,317 


1,183 








Financial Condition (in thousands of dollars) 





1980 actual 1979 actual 1980 est. 1981 est. 





1,568 
100,000 
300,000 

200 


U.S. securities (par) 
Loans receivable (net) 
Equipment 





Total assets 


Liabilities: 
Borrowings 


401,768 


300,000 
300,000 


300,000 
300,000 





Total liabilities 


Government equity: 
Unobligated balance 100,585 
100,585 


100,585 


101,768 
101,768 
101,768 


Total fund balance 





Total Government equity 





Analysis of changes in Government equity: 
Opening balance 
Stock subscriptions from credit unions 
Net income 


100,585 


101,768 


Total equity (end of year) 








NATIONAL CREDIT UNION ADMINISTRATION—Continued 
Federal Funds—Continued 


930 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 











Public enterprise funds—Continued 
OPERATING FuNp—Continued 


Object Classification (in thousands of dollars) 


Identification code 25-4470-0-3-371 1979 actual 1980 est. 1981 est. 





W.1 Personnel compensation: Permanent posi- 


Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
22.0 — Transportation of things 
23.2 Communications, utilities, and other rent... 
24.0 
25.0 
26.0 
31.0 
33.0 — Investments and loans... 
Interest and dividends... 


2,200,000 
46,381 


2,248,417 


26,909 
1,828,765 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 10.8 
Average GS salary $25,200 $28,550 





NATIONAL FOUNDATION ON THE ARTS AND 
THE HUMANITIES 


NATIONAL ENDOWMENT FOR THE ARTS 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses to carry out the National Foundation on 
the Arts and the Humanities Act of 1965, as amended, 
[$109,000,000] $127,460,000, of which [$97,000,000] $114,495,000, 
shall be available to the National Endowment for the Arts for the 
support of projects and productions in the arts through assistance to 
groups and individuals pursuant to section 5(c) of the Act, of which 
not less than 20 per centum of the funds provided for section 5(c) 
shall be available for assistance pursuant to section 5(g) of the Act, 
and $12,000,000 shall be available for administering the functions of 
the Act, and $965,000 shall be available for relocation through Sep- 
tember 30, 1982. 

MATCHING GRANTS 

To carry out the provisions of section 10(a)(2) of the National Foun- 
dation on the Arts and the Humanities Act of 1965, as amended, 
[$45,400,000] $40,500,000, to remain available until September 30, 
[1981] 1982, to the National Endowment for the Arts, of which 
[$26,900,000] $22,000,000 shall be available for purposes of section 
5(1): Provided, That this appropriation shall be available for obliga- 
tion only in such amounts as may be equal to the total amounts of 
gifts, bequests, and devises of money, and othe property accepted by 
the Chairman under the provisions of section 10(a\2) during the 
current and preceding fiscal years and the transition period, for 
which equal amounts have not previously been appropriated. (Public 
Law 96-126, making appropriations for the Department of the Interior 
and related agencies, 1980; additional authorizing legislation has been 
proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 59-0100-0-1-503 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Promotion of the arts 140,381 
2. Administration 9,851 


10.00 Total program costs, funded—obliga- 


143,505 
12,302 


154,995 
12,965 





150,232 155,807 167,960 


Financing: 


17.00 Recovery of prior year obligations 

21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsin 


Budget authority 154,702 167,960 





Budget authority: 
40.00 Appropriation 154,400 
44.20 Supplemental for civilian pay raises 302 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays, excluding pay raise supple- 


149,144 
77,130 


155,807 
90,222 
— 103,994 


167.960 
103,994 
— 118,406 


141,757 153,524 
91.20 Outlays from civilian pay raise sup- 


plemental 278 24 





The National Endowment for the Arts provides 
grants-in-aid to, or contracts with, groups, individuals of 
exceptional talent, and State or regional organizations 
engaged in or concerned with the arts. Programs en- 
courage individual and institutional development of the 
arts; preservation of our American artistic heritage; 
wider availability of the arts; leadership in the arts; 
and the stimulation of non-Federal sources of support 
for the Nation’s artistic activities. 


Object Classification (in thousands of dollars) 





Identification code 59-0100-0-1-503 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 5,043 5,241 5,241 
11.3 Positions other than permanent ae 1,422 1,467 
115 Other personnel compensation 
11.8 Special personal services payments 


Total personnel compensation 
12.1 Personnel benefits: Civilian 
13.0 — Benefits for former personnel 
21.0 Travel and transportation of persons 
22.0 — Transportation of things 
23.1 Standard level user charges 
23.2 Communications, utilities, and other rent... 
24.0 Printing and reproduction : 
25.0 — Other services a 2,102 
26.0 Supplies and materials . ie 135 
31.0 — Equipment aie 130 


41.0 — Grants, subsidies, and contributions 143,505 154,995 
155,807 


99.0 Total obligations 167,960 





Personnel Summary 





Total number of permanent positions 240 240 
Total compensable workyears so 325 325 
Full-time equivalent of other positions (90) (89) 

Full-time equivalent of overtime and holiday 
(4) (4) 


Average ES salary $49,639 $49,639 
Average GS grade... nes 8.10 8.10 
Average GS salary $20,094 $20,094 
Average salary of ungraded positions $55,388 $55,388 





\dentifica 


f 
71.00 
72.98 
71.00 


90.00 


Identifice 


| 
10.00 


21.40 
24.40 


60.00 


ern! 
Suc 
sup 
T 
End 
Enc 


app 


Gifts i 
Gifts ¢ 


03,994 
18,406 


93,524 
24 


154,995 
167,960 


240 
325 
(89) 


(8) 
49,639 
8.10 
20,094 
55,388 


OTHER INDEPENDENT AGENCIES 


Intragovernmental funds: 
CONSOLIDATED WORKING FUND (ARTS) 
Program and Financing (in thousands of dollars) 


Wentitication code 59-3900-0-4-503 





1979 actual 1980 est. 1981 est. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year 
77.00 Adjustments in expired accounts 


90.00 Outlays 








Trust Funds 


GIFTS AND DONATIONS (ARTS) 
Program and Financing (in thousands of dollars) 


ientfcation code 59-8040-0-7-503 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Promotion of the arts (costs—obligations) 
(object class 41.0) 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 





60.00 Budget authority (appropriation) 
(permanent, indefinite) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
712.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 








The National Foundation on the Arts and the Hu- 
manities Act of 1965 (79 Stat. 845) authorizes the Gov- 
ernment to receive money and other donated property. 
Such gifts may be used, sold, or otherwise disposed of in 
support of the purposes of the Foundation. 

This schedule reflects gifts received by the National 
Endowment for the Arts during the year. Total Arts 
Endowment gifts, which are matched by a general fund 
appropriation, are as follows (in thousands of dollars): 


1979 actual 1960 estimate 1981 estimate 


Gifts in excess of matching appropriation... 
Gifts and donations matched 37,481 


37,583 


45,400 
45,400 


“40,500 
40,500 





Total gifts and donations 





nm 


NATIONAL ENDOWMENT FOR THE HUMANITIES 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses to carry out the National Foundation on 
the Arts and the Humanities Act of 1965, as amended, 
($111,700,000]  $124,005,000, of which [$100,300,000] $111,655,000 
shall be available to the National Endowment for the Humanities for 
support of activities in the humanities, including evaluation activi- 
ties, pursuant to section 7(c) of the Act, of which not less than 20 per 
centum shall be available for assistance pursuant to section 7(f) of the 
Act, and [$11,400,000] $12,250,000, of which shall be available for 
administering the functions of the Act, and $943,000 of which shall 
remain available for relocation until September 30, 1982: Provided, 
That not to exceed three quarters of one per centum of the funds 
appropriated for the purpose of Section 7(c) and 7(f) shall be available 
for evaluation. 
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MATCHING GRANTS 


To carry out the provisions of section 10(aX2) of the National Foun- 
dation on the Arts and the Humanities Act of 1965, as amended, 
[$38,400,000] $40,220,000, to remain available until September 30, 
[1981], 1982, of which $27,000,000 shall be available to the National 
Endowment for the Humanities for the purposes of section 7(h): Pro- 
vided, That this appropriation shall be available for obligation only in 
such amounts as may be equal to the total amount of gifts, bequests, 
and devices of money, and other property accepted by the Chairman 
under the provisions of section 10(a\(2) during the current and preced- 
ing fiscal years and for which equal amounts have not previously 
been appropriated. (Public Law 96-126, making appropriations for the 
Department of the Interior and related agencies, 1980; additional au- 
thorizing legislation has been proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 59-0200-0-1-503 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Promotion of the humanities 
2. Administration 


139,771 
10,429 


140,412 
11,679 


152,475 
12,350 





10.00 Total program costs, funded—obliga- 


150,200 152,091 164,825 


Financing: 

11.00 Offsetting collections from: Federal funds ... —§27 
17.00 Recovery of prior year obligations —4,265 
21.40 Unobligated balance available, start of 

year —1,421 
23.40 Unobligated balance transferred to other 

accounts 9 
24.40 Unobligated balance available, end of year.. 1,212 
25.00 Unobligated balance lapsing 23 


Budget authority 145,231 








Budget authority: 
40.00 Appropriation 145,231 
44.20 Supplemental for civilian pay raises 0 279 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
73.40 Obligated balance transferred, net 
74.40 Obligated balance, end of year 


90.00 Outlays, excluding pay raise supple- 


145,408 
126,274 


151,591 
132,472 


164,325 
133,388 
— 136,988 


9 
— 132,472 —133,388 





150,421 160,700 
91.20 Outlays from civilian pay raise sup- 


plemental 25 





Support is provided to further humanistic activities 
on a broad scale through grants to institutions, individ- 
uals, and State- and community-based groups and for 
national dissemination through the media and cultural 
institutions. These activities are designed to improve 
the quality of knowledge and teaching in the human- 
ities, and to increase public participation in humanistic 
endeavors. 


Object Classification (in thousands of dollars) 





Personnel compensation: 
Permanent positions. 5,086 
Positions other than permanent 751 
Other personnel compensation 42 
Special personal services payments 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials 
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NATIONAL ENDOWMENT FOR THE HuMANITIES—Continued 
General and special funds—Continued 
MATCHING GRANTS—Continued 
Object Classification (in thousands of dollars) —Continued 


31.0 — Equipment 235 20 20 
Grants, subsidies, and contributions 139,771 140,412 152,475 


41.0 
99.0 150,200 152,091 164,825 





Total obligations 





Personnel Summary 





Total number of permanent positions 245 268 
Total compensable workyears 291 295 
Full-time equivalent of other positions... (45) (35) 
Full-time equivalent of overtime and holiday ‘ 0) 

(2) 


$49,162 $49,162 

9.89 9.50 
$22,757 $22,232 
$52,500 $52,500 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 








Intragovernmental funds: 


CONSOLIDATED WORKING FUND (HUMANITIES) 


Program and Financing (in thousands of dollars) 


This schedule reflects cash received during the year. 
Total gifts, which are matched by a general fund appro- 
priation, are as follows (in thousands of dollars): 


1979 actual 1980 estimate 
10,201 11,400 


1981 estimate 
13,320 
27,000 


Cash received 

Gift transmittal letters received 
Uncollected pledges, start of year 
Uncollected pledges, end of year enti 


Total gifts and donations 


NATIONAL INSTITUTE OF BUILDING SCIENCES 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES 


For [necessary expenses of] payment to the National Institute of 
Building Sciences as authorized by section 809 of the Housing and 
Community Development Act of 1974, as amended (12 U.S.C. 1701j-2), 
[$750,000] $625,000. (Department of Housing and Urban Develop. 
ment—Independent Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 20-1806-0-1-376 





1979 actual 1980 est. 1981 est 





Identification code 59-3910-0-4-503 1979 actual 1980 est. 1981 est. 








Program by activities: 
10.00 Promotion of the humanities (costs—obli- 
gations) (object class 25.0).............0. 
Financing: 
11.00 Offsetting collections from: Federal funds... 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year... 
74.98  Obligated balance, end of year 


90.00 





Outlays 





Trust Funds 
GIFTS AND DONATIONS (HUMANITIES) 


Program and Financing (in thousands of dollars) 


Identification code 59-8050-0-7-503 





1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Promotion of the humanities (costs—obli- 
gations) (object class 41.0).............0 
Financing: 
21.40 Unobligated balance available, start of year —1,973 
24.40 Unobligated balance available, end of year. 65 


60.00 


12,109 11,465 


Budget authority (appropriation) 


(permanent, indefinite) 10,201 11,400 13,320 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year... 


90.00 


12,109 
3,081 
—6,871 


8,319 


11,465 
6,871 
—6,936 


11,400 


13,320 
6,936 
—6,936 


Outlays 13,320 





The National Foundation on the Arts and the Hu- 
manities Act of 1965 authorizes the Government to re- 
ceive money and other donated property. Such gifts 
may be used, sold, or otherwise disposed of in support of 
the purposes of the Foundation. 


Program by activities: 
10.00 Administrative expenses (costs—obliga- 
tions) (object class 41.0) 750 
Financing: 
40.00 Budget authority (appropriation) 750 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 750 


90.00 Outlays 750 625 





The National Institute of Building Sciences is a non- 
profit, nongovernmental corporation authorized by the 
Housing and Community Development Act of 1974. The 
purpose of the Institute is the development and mainte- 
nance of nationally recognized building performance 
criteria for maintenance of life, safety, health, and 
public welfare. The Institute will obtain financial sup- 
port for its services from other private or public sources 
as well. 


NATIONAL LABOR RELATIONS BOARD 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES* 
*See Part III for additional information. 


For expenses necessary for the National Labor Relations Board to 
carry out the functions vested in it by the Labor-Management Rela- 
tions Act, 1947, as amended (29 U.S.C. 141-167), and other laws, 
[[$108,050,000] $118,265,000: Provided, That no part of this appropri- 
ation shall be available to organize or assist in organizing agricultur- 
al laborers or used in connection with investigations, hearings, direc- 
tives, or orders concerning bargaining units composed of agricultural 
laborers as referred to in section 2(3) of the Act of July 5, 1935 (29 
U.S.C. 152), and as amended by the Labor-Management Relations Act, 
1947, as amended, and as defined in section 3(f) of the Act of June 25, 
1938 (29 U.S.C. 203), and including in said definition employees en- 
gaged in the maintenance and operation of ditches, canals, reservoirs, 
and waterways when maintained or operated on a mutual, nonprofit 
basis and at least 95 per centum of the water stored or supplied 
thereby is used for farming purposes. 
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Note.—The regular appropriation for this account for 1980 had not Ucen enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Kdentfication code 63-0100-0-1-505 



































1979 actual 1980 est. 1981 est. 
Program by activities: 
Direct program: 
1. Field investigation ................sssssessssssee 71,014 79,922 83,260 
2. Administrative law judge hearing....... 8,439 10,244 11,337 
3. Board adjudication .............ssssssesccessees 8,904 9,905 10,275 
4. Securing compliance with Board 
PMS soccescs casas scscsvaccesieatessiegdigecede 11,663 12,495 13,227 
Total direct program 100,020 112,566 118,099 
Reimbursable program.............ssssccssssesessssee Cease "ees 
Total program costs, funded.............. 100,022 112,566 118,099 
Change in selected resources (undelivered 
HOOIR) ianss, csishaepudeccicsiaaes 197 107 166 
10.00 Total obligations ...............sssssseseseceseee 100,219 112,673 118,265 
Financing: 
11.00 Offsetting collections from: Federal funds... te, LAY Le ee 
25.00 Unobligated balance lapsing................0.... BO a ssccivisditee « aavaipesi tied 
Budget authority ...................cccee 102,762 112,673 118,265 
Budget authority: 
MAU PUDDTUODTTORUONL .csxsossscecssocoocsecocesooscosessonssinsns 102,762 108,050 118,265 
44.20 Supplemental for civilian pay raises... ................ OOGs. © Boh ak 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............ssccccsssseee 100,217 112,673 118,265 
72.40 Obligated balance, start of year................ 11,015 13,602 14,731 
74.40 Obligated balance, end of year........ —13,602 -—14,731 —15,914 
71.00 Adjustments in expired accounts me NV ie ssetelasccle See Best lcbasescens 
90.00 Outlays, excluding pay raise supple- 
WWD ate erccisithancbessccsciaiecs 97,400 106,944 117,059 
91.20 Outlays from civilian pay raise sup- 
DION Stlcestsisctastecescicssssactensentes” Aisaeseeensheat 4,600 23 





The Board resolves representation disputes in indus- 
try and remedies and prevents specified unfair labor 
practices by employers or labor organizations. Case 
intake in 1979 was 41,252 unfair labor practice cases 
and 13,648 representation cases. Estimates for unfair 
labor practice cases are 44,739 for 1980 and 46,905 for 
1981. Representation case estimates are 14,672 for 1980 
and 14,819 for 1981. 

1. Field investigation.—Charges of unfair labor prac- 
tices and petition for elections to resolve representation 
disputes are investigated by regional office personnel. 
Over 87% of the unfair labor practice cases and about 
84% of the representation cases are closed by settle- 
ment, dismissal, or withdrawal. The remainder are pre- 
pared for public hearing. The agency strives to maxi- 
mize the voluntary settlement of all cases, and the 
avoidance of litigation. 

2. Administrative law judge hearing.—Administrative 
law judges conduct public hearings in unfair labor prac- 
tice cases. Their findings and recommendations are set 
forth in their decisions. In 1979 there were 1,222 hear- 
ings closed, 27 proceedings adjusted after close of hear- 
ing, and 1,189 decisions issued. The estimate for 1980 is 
for 1,476 hearings to be closed, 29 adjusted after hear- 
ing, and 1,479 decisions. The estimate for 1981 is for 
1694 hearings to be closed, 35 adjusted after hearing, 
and 1,647 decisions. 









3. Board adjudication.—In an unfair labor practice 
case a judge’s decision becomes a Board order if no 
exceptions are filed. About 28% of these decisions 
become automatic Board orders or are complied with 
voluntarily. The remainder with exceptions filed re- 
quires contested Board decisions. In 1979, 1,185 such 
Board decisions were issued; the estimates for 1980 and 
1981 are 1,399 and 1,532 respectively. In representation 
cases, regional directors initially decide the issues by 
Board delegation. In 1979 regional directors issued 2,027 
such decisions; and the estimate is 2,166 for 1980 and 
2,188 in 1981. The Board itself decides representation 
issues on referral from regional directors or by granting 
a request for review of a regional director’s decision. In 
1979 the Board issued 150 representation decisions; the 
estimates for 1980 and 1981 are 195 and 205 respective- 
ly. The Board also ruled on 497 objection and challenge 
questions in election cases in 1979; it is estimated that 
542 such rulings will be required in 1980 and 581 in 
1981. 

4. Securing compliance with Board orders.—If the par- 
ties do not voluntarily comply with the Board’s order 
involving unfair labor practices, the Board must request 
the appellate courts to enforce its decisions. In 1979 a 
total of 484 Board decisions of all kinds required such 
litigation; the estimate for 1980 is 525, and for 1981 it is 
590. 


Object Classification (in thousands of dollars) 





Identification code 63-0100-0-1-505 








1979 actual 1980 est. 1981 est. 
Direct obligations: 
Personnel compensation: 
11.1 Permanent pOsitiOns...............csessesseesses 66,747 76,083 78,310 
11.3 Positions other than permanent.............. 729 1,554 1,715 
11.5 Other personnel compensation ............... 623 631 622 
11.8 Special personal services payments......... 496 501 833 
Total personnel compensation............. 68,595 78,769 81,480 
12.1 — Personnel benefits: Civilian....................00+- 7,095 8,400 8,758 
21.0 — Travel and transportation of persons........... 4,967 4,564 5,496 


22.0 Transportation of thingS..............cccssssssssses 164 168 218 









































23.1 Standard level user charges .......svvsvsessseeseeee 6,883 7,529 7,816 
23.2 Communications, utilities, and other rent... 4,824 6,285 6,402 
24.0 — Printing and reproduction 770 735 829 
25.0 Other services.............. - 4,554 4,661 4,972 
26.0 — Supplies and materials ...........occccsssesssssessee 1,049 1,079 1,268 
FiO sy ROMO cg ee ig ceselnrenes 1,080 736 810 
42.0 Insurance claims and indemnities................ 39 40 50 
Total direct costs, funded...............:... 100,020 112,566 118,099 
94.0 Change in selected resOUrceS ..............---0se+ 197 107 some 
Total direct obligations ............sssssss 100,217 = 112,673 118,265 
Reimbursable obligations: 
11.1 Personnel compensation: Permanent posi- 
WORD are ee F kusssmatecet Oe aaa 
99.0 Total obligations ..............:.sssscsssseeessses 100,219 112,673 118,265 
Personnel Summary 

Total number of permanent positions..................0se«. 3,123 3,157 3,213 
Total compensable WOrkyeaTS...............-sscsssessseecsseees 2,953 3,106 3,194 
Full-time equivalent of other positions (55) (140) (148) 

Full-time equivalent of overtime and holiday 

OE sc cotindece eR ecocetaedececnctee oat (17) (16) 

Average ES salary............ $49,486 $49,514 

Average GS grade............. 9.85 9.90 

PROMI Ss, GN ssnssccSscsdaceendacaicacetscttasliac $24,554 $24,909 
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NATIONAL MEDIATION BOARD 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 
For expenses necessary for carrying out the provisions cf the Rail- 


way Labor Act, as amended (45 U.S.C. 151-188), including emergency 
boards appointed by the President, [$4,393,000] $4,846,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priation Act, 1980. - 


Program and Financing .(in thousands of dollars) 


Identification code 95-2400-0-1-505 





1979 actual 1980 est. 1981 est. 








Program by activities: 
1. Mediatory services 
2. Voluntary arbitration and emergency 


2,473 2,650 


144 184 
3. Boards of Adjustment 969 1,041 
4. Adjustment of railroad grievances 





Total program costs, funded 
Change in selected resources (undelivered 
orders) 





10.00 Total obligations 
Financing: 
25.00 Unobligated balance lapsing 


Budget authority 








Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
0 Obligations incurred, net 4,474 
Obligated balance, start of year. 530 806 
Obligated balance, end of year — 806 — 1,090 
Adjustments in expired accounts —26 


72.40 
74.40 
77.00 


90.00 





Outlays, excluding pay raise supple- 
3,652 
91.20 Outlay from civilian pay raise supple- 


mental 








1. Mediatory services.—The Board mediates disputes 
over wages, hours, and working conditions for some 650 
rail and air carriers and approximately 800,000 employ- 
ees in the two industries. 

The Board also provides technical assistance to 
enable labor and industry representatives to explore 
informally the relevant economic and noneconomic 
problems that condition collective bargaining in the 
railroad and airline industries. 

Mediation cases: 1979 actual 1980 estimate 1981 estimate 

Pending, start of year 188 251 297 

Received during year Bs 203 210 215 


Closed during year es 140 164 180 
Pending, end of year 251 297 332 


The Board investigates representation disputes in- 
volving the various crafts or classes of railroad and 
airline employees to determine their choice of repre- 
sentatives for the purpose of collective bargaining. 
Representation cases: 1979 actual 1980 estimate 1981 estimate 


Pending, start of year 55 51 43 
Received during year 115 118 120 


126 138 
43 3 


245 285 
49 33 


2. Voluntary arbitration and emergency disputes.— 
When the parties fail to resolve their disputes through 
mediation, they are urged to submit their differences to 
arbitration. If neither mediation nor voluntary arbitra- 
tion is successful, the President, when notified of dis- 
putes which threaten seriously to interrupt service, 
may appoint an emergency board to investigate and 
report on the disputes. Such reports usually serve as a 
basis for resolving the disputes. 

Number of boards convened: 1979 actual 1980 estimate 1981 estimate 


Arbitration boards 9 10 10 
Emergency boards 4 6 5 


3. Boards of adjustment.—Public Law 89-456 provides 
for the adjustment of disputes involving grievances re- 
sulting from interpretation or application of bargaining 
agreements in the railroad industry otherwise referable 
to the National Railroad Adjustment Board. 


Public law boards: 1979 actual 
Pending, start of year 12,031 
Received during year 4,500 
Closed during year? 2 5,627 
Pending, end of year 10,904 

Special boards of adjustment: 

Pending, start of year 4,464 4,384 
Received during year 420 400 
Closed during year? 500 591 
Pending, end of year , 4,193 

Number of boards convened: 

Special boards of adjustment 28 
Public law boards 360 


1 Includes awards of referees and cases withdrawn. 
2 Includes cases closed based on physical count. 


1980 estimate 1981 estimate 
10,904 10,829 
4,200 4,200 
4,275 4,593 
10,829 10,436 


4, Adjustment of railroad grievances.—Railroad em- 
ployee grievances resulting from disputes over the in- 
terpretation or application of collective bargaining con- 
tracts may be brought for settlement to the National 
Railroad Adjustment Board. The divisions of the Board 
are composed of an equal number of carrier and union 
representatives compensated by the party or parties 
they represent. Administrative direction and support 
are provided by the staff director/grievances and cleri- 
cal assistants who are compensated by the National 
Mediation Board. The appropriation also provides for 
neutral referees to sit with the Board when they are 
deadlocked. 

NRAB caseload: 
Pending, start of year 1,405 
Received during year 1,085 


Closed during year + 895 
Pending, end of year 1,595 


1,595 1,740 
1,225 1,431 
1,070 1,447 
1,750 1,734 


1 Includes awards of referees and cases withdrawn. 


Object Classification (in thousands of dollars) 
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Identification code 95-2400-0-1-505 1979 actual 1980 est. 1981 est 





Personnel compensation: 
Permanent positions 
Other personnel compensation 
Special personal services payments 


1,951 1,902 
4 § 


1,169 1,410 


3,124 3,318 
203 180 
Travel and transportation of persons 367 475 


1,122 


Total personnel compensation 2,828 


Personnel benefits: Civilian 





| estimate 
10 
5 


vides 
1S Te- 
ining 
rable 


1 estimate 
10,828 
4,200 
4,593 
10,436 


4,384 
400 
591 

4,193 


8 
360 


d em- 
he in- 
g con- 
tional 
Board 
union 
arties 
ipport 
| cleri- 
tional 
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1,150 
1.431 
144) 
1734 


——— 


1981 est. 


—<—<—<——- 


1,902 
6 


1,410 


al 
0 
45 
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23.1 — Standard level user charges 

23.2 Communications, utilities, and other rent... 
24.0 Printing and reproductiun 

25.0 Other services 

26.0 Supplies and materials 

31.0 Equipment 





99.0 Total obligations 








Personnel Summary 





Total number of permanent positions 62 
Total compensable workyears 62 
Full-time equivalent of other positions (0) 
Full-time equivalent of overtime and holiday 
(0) 
$50,112 
10.86 
$30,553 


(0) 
$50,112 
10.14 
$26,710 


Average ES salary... 
Average GS grade... 
Average GS salary. 





NATIONAL SCIENCE FOUNDATION 


Federal Funds 
General and special funds: 


RESEARCH AND RELATED ACTIVITIES 


For necessary expenses in carrying out the purposes of the Nation- 
al Science Foundation Act of 1950, as amended (42 U.S.C. 1861-1875), 
title IX of the National Defense Education Act of 1958 (42 U.S.C. 
1876-1879), and the Act to establish a National Medal of Science (42 
U.S.C. 1880-1881); services as authorized by 5 U.S.C. 3109; lease of one 
aircraft with option to purchase; maintenance and operation of air- 
craft and purchase of flight services for research support; hire of 
passenger motor vehicles; not to exceed [$2,500] $5,000 for official 
reception and representation expenses; not to exceed [$58,100,000] 
$60,700,000 for program development and management; uniforms or 
allowances therefor, as authorized by law (5 U.S.C. 5901-5902); rental 
of conference rooms in the District of Columbia; and reimbursement 
of the General Services Administration for security guard services; 
[$906,050,000]  $1,056,800,000 to remain available until expended 
[September 30, 1981: Provided, That not more than $60,900,000 shall 
be available for Applied Science and Research Applications]: Pro- 
vided [further], That receipts for scientific support services and 
materials furnished by the National Research Centers and other Na- 
tional Science Foundation supported research facilities may be cred- 
ited to this appropriation: Provided further, That to the extent that 
the amount appropriated is less than than the total amount author- 
ized to be appropriated for included program activities, all amounts, 
including floors and ceilings, specified in the authorizing Act for those 
program activities or their subactivities shall be reduced proportional- 
ly[: Provided further, That if an institution of higher education re- 
ceiving funds hereunder determines after affording notice and oppor- 
tunity for hearing to an individual attending, or employed by, such 
institution, that such individual has, after the date of enactment of 
this Act, willfully refused to obey a lawful regulation or order of such 
institution and that such refusal was of a serious nature and contrib- 
uted to the disruption of the administration of such institution, then 
the institution shall deny any further payment to, or for the benefit 
of, such individual]. (Department of Housing and Urban Develop- 
ment—Independent Agencies Appropriation Act, 1980; additional au- 
thorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 
Kentification code 49-0100-0-1-251 


Program by activities: 
Direct program: 
1. Mathematical and physical sciences... 
2. Astronomical, atmospheric, Earth, 
and ocean sciences 

3. U.S. Antarctic program..... 

4. Ocean drilling programs 

5. Biological, behavioral, and social sci- 





1979 actual 1980 est. 1981 est. 





208,865 226,412 264,700 
211,615 
51,091 


11,625 


217,862 
55,840 
19,475 


240,000 
63,400 
29,600 


154,704 
109,860 


166,531 
110,334 


181,100 


6. Engineering and applied science 134,500 
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7. Scientific, technological, and interna- 
tional affairs. 

8. Cross-Directorate Programs 

9. Program development and manage- 


23,562 
16,863 


27,103 
26,025 


28,100 
54,700 


54,766 


Total direct program 842,951 
Reimbursable programs 15,025 
Adjustment of prior year costs 920 


60,564 


910,146 
20,121 


60,700 


1,056,800 
20,000 





10.00 Total program costs, funded—obliga- 


858,896 
Financing: 
Offsetting collections from: 
Federal funds 

Recovery of prior year obligations 
Unobligated balance available, start of year 
Unobligated balance available, end of year.. 
Unobligated balance lapsing 


— 15,139 
—9,310 
— 16,837 
3,461 
5,929 


Budget authority 827,000 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 
44.30 


827,000 906,050 


—84 
905,966 





Appropriation (adjusted) 
Supplemental for military pay 
raises 840 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


834,447 
582,000 
— 622,692 


910,267 
622,692 
— 671,703 


1,056,800 
671,703 
— 763,360 





Outlays, excluding pay raise supple- 


793,755 860,416 965,143 


91.30 Outlays from military pay raise sup- 


plemental 





Note.—Excludes $84 thousand in 1980 (beginning April 1, 1980) and $200 thousand in 1981 for personnel services and 
other support costs of activities transferred to Salaries and expenses, Departmental Management, Department of Education. 
Comparable amounts for these purposes for 1979, $137 thousand, and 1980 through March 31, 1980, $55 thousand, are 
included above 

The major research program activities of the Founda- 
tion are: ‘ 

1. Mathematical and physical sciences.—This activity 
provides support for research projects directed at in- 
creasing understanding of natural laws and phenom- 
ena. Major research efforts are supported in mathemat- 
ics, computer science, physics, chemistry, and materials. 

2. Astronomical, atmospheric, Earth, and ocean sci- 
ences.—The general objectives of this activity are to 
gain new knowledge in astronomical and atmospheric 
sciences over the entire spectrum of physical phenom- 
ena; to better understand the physical and chemical 
makeup of the Earth and its geologic history; and to 
increase understanding of the oceans, their composition, 
structure, behavior, and resources. The Foundation pro- 
vides the bulk of funding for the cost of operating and 
maintaining the academic research fleet, supports six 
national research centers, five for astronomy and one 
for atmospheric sciences. These centers provide special- 
ized facilities, equipment, staffing, and operational sup- 
port which are beyond the capability of most individual 
educational or research institutions. 

3. U.S. Antarctic program.—The Foundation provides 
overall management for the U.S. program in the Ant- 
arctic and supports a multidisciplinary research pro- 
gram on global weather and climate, renewable and 
nonrenewable resources, and the physical and biological 
characteristics of Antarctica and its surrounding seas. 
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General and special funds—Continued 
RESEARCH AND RELATED Activities—Continued 


This activity is the sole expression of U.S. interest and 
presence in Antarctica. 

4. Ocean drilling programs.—1981 will be the first 
year of a new multi-year scientific program of ocean 
margin drilling. The OMD’s early years will be devoted 
to preparations for the technologically advanced drill- 
ing that is planned. This program will succeed the 
Foundation’s deep sea drilling program for which 1981 
is proposed to be the final year of drilling. 

5. Biological, behavioral, and social sciences... The bio- 
logical, behavioral, and social sciences activity consists 
of four major programs: Physiology, cellular, and molec- 
ular biology; behavioral and neural sciences; social and 
economic sciences; and environmental biology. This ac- 
tivity aims to supply new ideas, options, and opportuni- 
ties that may help resolve ecological, agriculture, pro- 
ductivity, and human resource problems. Emphasis is 
centered on plant science research, plant/animal inter- 
actions, management behavior and processes, and the 
search for human origins. 

6. Engineering and applied sciences.—This activity 
supports research in engineering principles and in 
strengthening the coupling between basic and applied 
research and the use of science and technology in solv- 
ing selected national problems. 

7. Scientific, technological, and international af- 
fairs.—This activity includes research and other efforts 
aimed at enhancing U.S. science through international 
cooperative science and technology programs, improv- 
ing science information transfer, and providing science 
and technology policy research and assessment. The 
programs in this area include the collection and analy- 
sis of information on funding of research and develop- 
ment and on scientific and engineering manpower. 

8. Cross-directorate programs.—This activity. addresses 
a wide range of needs of the scientific community— 
from support of individual scientists and institutions to 
regionally focused projects. In general, cross-directorate 
programs represent several basic and applied research 
activities that cut across fields of science, to provide 
research equipment to small colleges and to stimulate 
cooperative projects among universities and industry. 

9. Program development and management.—This ac- 
tivity provides for the operation, support, management, 
and direction of all NSF programs and activities and 
includes necessary funds to develop, manage, and co- 
ordinate these program activities. 


Object Classification (in thousands of dollars) 
Identification code 49-0100-0-1-251 


Direct obligations: 
Personnel compensation: 
Permanent positions 33,363 37,536 37,869 
Positions other than permanent a 947 1,315 1,340 
Other personnel compensation 675 697 
Special personal services payments 77 75 715 


Total personnel compensation 34,705 39,601 39,981 
Personnel benefits: Civilian 3,055 3,494 3,557 
Travel and transportation of persons 2,556 2,999 3,145 
Transportation of things 207 250 300 
Standard level user charges 3,112 3,119 3,357 
Communications, utilities, and other rent.... 3,899 3,781 3,308 
Printing and reproduction 550 600 


1979 actual 1980 est. 1981 est 


Other services 195,641 228,500 


Supplies and materials 652 710 710 
Equipment 2,478 1,550 1,340 
616,296 


658,451 772,002 
910,146 1,056,800 


——— 


Grants, subsidies, and contributions 
Total direct obligations 


Reimbursable obligations: 
25.0 — Other services 11,275 15,121 15,000 
41.0 Grants, subsidies, and contributions 3,750 5,000 5,000 


pat 
req 


Identii 





15,025 20,121 20,000 
858,896 930,267 —:1,076,800 


Total reimbursable obligations 
99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 1,274 1,293 
Total compensable workyears ef 1,287 1,380 
Full-time equivalent of other positions ( (96) (100) 
Full-time equivalent of overtime and holiday 
(14) (14) 
Average ES salary... $50,068 $50,068 
Average GS grade 10.28 10.32 
Average GS salary $27,415 $27,570 
Average salary of ungraded positions $32,174 $32,174 





Screntiric Activities [Overseas] (SpeciAL ForEIGN CURRENCY 
PROGRAM) 


For payments in foreign currencies which the Treasury Department 
determines to be excess to the normal requirements of the United 
States, for scientific activities, as authorized by law, [[$5,500,000, to 
remain available until September 30, 1981] $5,500,000 to remain 
available until expended: Provided, That this appropriation shall be 
available in addition to other appropriations to the National Science 
Foundation, for payments in the foregoing currencies, (Department of 
Housing and Urban Development—Independent Agencies Appropri- 
ation Act, 1980; additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 








Identification code 49-0102-0-1-251 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Scientific research and related activities. 3,575 4,423 3,920 
2. Scientific and technological information. 165 600 1,100 
3. International travel 261 480 480 


10.00 Total program costs, funded—obliga- 
4,001 


Financing: 
17.00 Recovery of prior year obligations —143 
21.40 Unobligated balance available, start of year —6 
24.40 Unobligated balance available, end of year.. 3 
25.00 Unobligated balance lapsing 145 


40.00 Budget authority (appropriation) .. 4,000 5,500 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 3,858 5,503 §,500 
72.40  Obligated balance, start of year a 6,083 5,235 4,738 
74.40 Obligated balance, end of year — 5,235 —4,738 —4,238 


90.00 Outlays 4,706 6,000 6,000 





The special foreign currency program utilizes U.S- 
owned excess currencies in certain foreign countries to 
support cooperative scientific projects, seminars, and 
the travel of U.S. and foreign scientists involved in 
mutually beneficial efforts. In addition, support is pro 
vided for the translation, publication, and dissemina- 
tion of foreign scientific and technical information con- 
sidered to be of interest to the U.S. scientific communi- 
ty. The Foundation awards grants to both U.S. and 





21.0 
25.0 
41.0 


99.0 


1,380 
(100) 


(14) 
550,068 
10.32 
$27,570 
$32,174 
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foreign institutions and scientists. Payments for this 
program are made in foreign currencies which the De- 
partment of the Treasury determines to be excess to the 
requirements of the United States. 


Object Classification (in thousands of dollars) 





identification code 49-0102-0-1-251 1979 actual 1980 est. 1981 est. 





21.0 Travel and transportation of persons 276 300 
25.0 Other services 600 1,100 
41.0 Grants, subsidies, and contributions ; 4,627 4,100 


99.0 Total obligations ; 5,503 5,900 








ScreNcE EpucaTion ACTIVITIES 


For necessary expenses in carrying out science education programs 
and activities pursuant to the purposes of the National Science Foun- 
dation Act of 1950, as amended (42 U.S.C. 1861-1875), including award 
of graduate fellowships, services as authorized by 5 U.S.C. 3109, and 
rental of conference rooms in the District of Columbia, [$84,700,000] 
$85,700,000 to remain available until expended: Frovided, That to the 
extent that the amount of this appropriation is less than the total 
amount authorized to be appropriated for included program activities, 
all amounts, including floors and ceilings, specified in the authorizing 
Act for those program activities or their subactivities shall be reduced 
proportionally. (Department of Housing and Urban Development—In- 
dependent Agencies Appropriation Act, 1980; additional authorizing 
legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Mdenttication code 49-0106-0-1-251 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Scientific personnel improvement 
2. Science education resources improve- 


33,072 31,601 35,200 


28,606 23,987 24,200 
3. Science education development and 
research 12,015 14,942 17,500 


4. Science and society 6,287 7,670 8,800 


Total direct program 79,980 78,200 85,700 
Reimbursable program 1,995 2,000 2,000 


10.00 Total program costs, funded—obliga- 








81,975 80,200 87,700 


Financing: 
11.00 Offsetting collections from: Federal funds ... — 1,995 
17.00 Recovery of prior year obligations —451 
21.40 Unobligated balance available, start of year —9 
25.00 Unobligated balance lapsing 480 


Budget authority 80,000 








Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 Appropriation (adjusted) 


80,000 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
712.40 Obligated balance, start of year 
73.40 Obligated balance transferred, net 
74.40 Obligated balance, end of year 


90.00 Outlays 


79,529 
103,931 115,480 
— 6,821 


— 111,607 
75,252 


111,607 


—115,480 
67,980 


—121,250 
76,057 








Note. —Excludes $6,500 thousand in 1980 (beginning April 1, 1980) and $7,500 thousand in 1981 for activities 
transferred to (in thousands of dollars): Aor. 1- Sept. 30 


5,000 


School | t A 
Improvement program: 1506 


Department of Education... 


Comparable amounts for these activities for 1979, $6,110 thousand, and 1980 through March 31, 1980, $1,000 thousand, 
are included above, 


One of the Foundation’s key objectives is the initi- 
ation and support of programs to strengthen science 
education at all educational levels. 

The 1981 science education program activity is orga- 
nized as four subactivities: 

1. Scientific personnel improvement.—Encouraging 
the highest quality standards in students and institu- 
tions by providing support for fellowships, traineeships, 
and other student-oriented activities, and by increasing 
the entry into the sciences of talented women, minor- 
ities, and the handicapped who have been historically 
underrepresented in these fields. 

2. Science education resources improvement.— 
Strengthening the capabilities of schools, colleges, and 
universities for science education and research training; 
and stimulating the incorporation of validated knowl- 
edge and instructional strategies in science teaching. 

3. Science education development and research.—De- 
veloping technologies, instructional methods, and 
course materials relevant to the teaching and learning 
of science. 

4. Science and society.—Increasing public understand- 
ing of science and technology and their role in meeting 
national needs; increasing understanding of the interre- 
lationships between scientific priorities and policies and 
the ethical and human values of society; increasing 
both the amount and quality of communication between 
the scientific community and the public; and increasing 
the use of science by the public. 


Object Classification (in thousands of dollars) 





Identification code 49-0106-0-1-251 1979 actual 1980 est. 1981 est. 





Direct obligations: 
25.0 Other services 2,314 2,500 2,500 
41.0 — Grants, subsidies, and contributions 77,666 75,700 83,200 


79,980 78,200 85,700 





Total direct obligations 
Reimbursable obligations: 
41.0 . Grants, subsidies, and contributions 1,995 2,000 2,000 


99.0 Total obligations 81,975 80,200 87,700 








ALLOCATIONS RECEIVED From OTHER ACCOUNTS 


Note.—Obligations incurred under allocations from other accounts are included in the 
schedules of the parent appropriations as follows: 
Agriculture: Agricultural Research Service, “Scientific activities overseas, special foreign 
currency program.” 
Commerce: 
National Oceanic and Atmospheric Administration: 
“Research and development, special foreign currency program.” 
“Research and technical services, special foreign currency program.” 
National Bureau of Standards. “Research and technical services, special foreign 
currency program.” 
Education: “Education, research and training activities overseas (special foreign currency 
program).” 
Health, and Human Services: 
National Institutes of Health, “Scientific activity overseas, special foreign currency 
program.” 
Social Security Administration, “Research and Statistics, special foreign currency 
program.” 
Smithsonian Institution: “Museum programs and related research, special foreign cur- 
rency program.” 
Environmental Protection Agency: “Research and development, special foreign currency 
program. 
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Intragovernmental funds: 
CONSOLIDATED WorKING FuND 
Program and Financing (in thousands of dollars) 


Identification code 49-3900-0-4-251 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Total program costs, funded—obliga- 
tions (object classification 25.0) .. 205 


Financing: 
17.00 Recovery of prior year obligations 1 
21.98 Unobligated balance available, start of year —475 
24.98 Unobligated balance available, end of year.. 


Budget authority 


NATIONAL TRANSPORTATION SAFETY BOARD 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the National Transportation Safety 
Board, including hire of passenger motor vehicles and aircraft; serv- 
ices as authorized by 5 U.S.C. 3109, but at rates for individuals not to 
exceed the per diem rate equivalent to the rate for a GS-18; uniforms, 
or allowances therefor, as authorized by law (5 U.S.C. [5910-5920] 
5901-5902), [$16,782,500] $18,223,000 of which not to exceed $300 
[shall] may be used for official reception and representation ex- 
penses. (49 U.S.C. 1901 et. seg.; Department of Transportation and 
Related Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 











Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98  Obligated balance, start of year... 1,492 
74.98 Obligated balance, end of year —102 


90.00 Outlays 1,596 





Trust Funds 


DONATIONS 
Program and Financing (in thousands of dollars) 


Identification code 49-8960-0-7-251 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Astronomical, atmospheric, Earth, and 
ocean sciences activity (ocean sediment 
coring program) 5,081 
2. Gifts and donations 9 





10.00 Total program costs, funded—obliga- 
5,090 


Financing: 
17.00 Recovery of prior year obligations —69 
21.40 Unobligated balance available, start of year —4336 
24.40 Unobligated balance available, end of year. 2,448 2,348 


60.00 Budget authority (appropriation) 
(permanent, indefinite) 3,133 5,200 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 5,022 5,300 5,300 
72.40 Obligated balance, start of year... —3,737 —866 —66 
74.40 Obligated balance, end of year 866 66 —234 


90.00 Outlays 2,151 4,500 5,000 








National and special research programs.—U.S. dollars 
are advanced from foreign governments as contribu- 
tions to the cost of the international phase of ocean 
drilling (IPOD) under the National Science Foundation 
ocean sediment coring program. 

Gifts and donations are used in furtherance of the 
general purposes of the Foundation. 


Object Classification (in thousands of dollars) 





Identification code 49-8960-0-7-251 


24.0 — Printing and reproduction 900 500 500 
25.0 — Other services 4,190 4,800 4,800 


99.0 Total obligations 5,090 5,300 5,300 


1979 actual 1980 est. 1981 est. 


Identification code 95-0310-0-1-407 1979 actual 1980 est. 1981 est. 








Program by activities: 
1. Policy and direction 2,504 2,600 2,650 
2. Accident investigation . - 8,100 8,165 8,572 


4. Plans and programs... 
5. Administration 
6. Administrative law judges 


Total program costs, funded 16,433 
Change in selected resources (undelivered 
orders) —376 


10.00 Total obligations 16,057 
Financing: 
25.00 Unobligated balance lapsing 23 


Budget authority 16,080 17,382 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


16,080 16,782 
600 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 16,057 17,382 
72.40 Obligate balance, start of year.... 1,172 1,812 
74.40  Obligated balance, end of year —1,812 — 2,259 
77.00 Adjustments in expired accounts 66 


90.00 Outlays, excluding pay raise supple- 
15,484 16,365 17,806 

91.20 Outlays from civilian pay raise sup- 
plemental 30 





The National Transportation Safety Board, as an in- 
dependent agency, is charged with promoting transpor- 
tation safety through the investigation of accidents, the 
conduct of special studies, the development of recom- 
mendations to prevent accidents, the evaluation of the 
effectiveness of other Government agencies in prevent- 
ing transportation accidents, and the review of appeals 
on actions taken against transportation certificates and 
licenses. 

1. Policy and direction.—Increase by 3 to 5 percent 
the overall effectiveness of the Board through increased 
productivity and resource management. Expedite the 
response time on Board safety recommendations and 
improve transportation safety in seven safety objective 
areas. 

2. Accident investigation.—Given the expected 1981 
accident rate, fifty-nine major transportation accident 
reports will be issued to the public within 120 days of 
the date of the accident. An estimated 594 safety recom- 
mendations will be issued and 1,880 field accident inves- 
tigations will be conducted. 





thr 
day 


Identifi 


Total 
Ful 
Ful 

| 

Averas 

Avera 

Averag 








2,650 
8,572 
4,734 
ia 
a 
18,223 
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3. Technology.—In 1981, an estimated 495 factual/ 
analytical reports will be issued, technical support will 
be provided to 768 field accident investigations, and 10 
special studies will be conducted. The additional re- 
sources will be used to develop and operate an im- 
proved accident data system, support the increased 
complexity in the Nation’s aviation system, and up- 
grade the Board’s laboratory to maintain state-of-the- 
art capability. 

5. Administration.—In 1981, work saving technologi- 
cal improvements will be implemented in administra- 
tive systems, and resources will be reallocated, where 
possible, to mission programs. Performance contracts 
will be established between employees and supervisors 
to provide incentive for more effective work. Resources 
will be provided to meet both the programed and unpro- 
gramed needs of the Board. 

6. Administrative law judges.—Hold approximately 
365 hearings annually and complete all appeal cases in 
aviation and marine from hearing to decision within an 
average of 120 days from their filing date. Maintain a 
ratio between oral decisions and written decisions of 
three to one. Dispose of emergency appeals within 60 
days of their receipt. 


Object Classification (in thousands of dollars) 





Donations received were to be used in connection 
with aircraft accident investigations. 





NEIGHBORHOOD REINVESTMENT 
CORPORATION 


Federal Funds 
General and special funds: 


[Savaries AND ExpENSES] PAYMENT TO THE NEIGHBORHOOD 
REINVESTMENT CORPORATION 


For payment to the Neighborhood Reinvestment Corporation for 
use in neighborhod reinvestment activities, as authorized by the 
Neighborhood Reinvestment Corporation Act (42 U.S.C. 8101-8107), 
[$12,000,000]. (Department of Housing and Urban Development— 
Independent Agencies Appropriation Act, 1980; additional authorizing 
legislation has been proposed.) 


Program and Financing (in thousands of dollars) 





Identification code 95-1300-0-1-451 





1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Payment to the Neighborhood Reinvest- 
ment Corporation (costs—obligations) 
CORNER CHING SEG) ore RS neeccin eres 12,000 13,426 


Financing: 


40.00 Budget authority (appropriation) ........... 12,000 13,426 





















































Wentification code 95-0310-0-1-407 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 Permanent poOsitiOnS................sscsssseeees 9,941 11,099 11,599 
113 Positions other than permanent. 316 325 348 
11.5 Other personnel compensation................. 189 189 255 
11.8 Special personal services payments........ 60 20 10 
Total personnel compensation............. 10,506 11,633 12,212 
12.1 Personnel benefits: Civilian..................s0ee 1,053 1,125 1,156 
21.0 — Travel and transportation of persons........... 792 882 931 
22.0 Transportation Of things .............:cssssessessse 63 36 28 
23.1 Standard level user charges ..............vss. 907 974 978 
23.2 Communications, utilities, and other rent... 864 897 943 
24.0 — Printing and reproduction ..................ccss0e- 430 433 465 
Beet NCE MOINS i scaccsvcsssiahassbecessosecorseessnce 967 1,248 1,316 
26.0 Supplies and materials ..............ssssscsssseseeoe 153 127 130 
ERT RURIAUMNIUS Goda <ocecscestzssccds cndsaseusseccccessoroneee 322 25 61 
42.0 — Insurance claims and indemnities..........c0... cscs 3 3 
99.0 Total obligations...............csssessssssssees 16,057 17,382 18,223 
Personnel Summary 

Total number of permanent positions....................00.. 388 388 397 
Total compensable workyea...............:00 375 388 398 
Full-time equivalent of other positions (13) (18) (18) 

Full-time equivalent of overtime and holiday 

oes tainsa’ (8) (8) (8) 

Average ES salary... $47,147 $50,112 $50,112 

Average GS grade......... 11.06 11.02 11.06 

MITES SUI xcs caccuectutovengssShascacecsbevecenacces $26,792 $28,935 $28,967 

Trust Funds 
DONATIONS 
Financing and Expenditures (in thousands of dollars) 
Wenttication code 95-8969-0-7-407 1979 actual 1980 est. 1981 est. 
Financing: 

SOUTER IIE: CMETRC NRE Sac iiec catia eiceabialely seamed eaadelal 
12.40 Obligated balance, start of year ........ssssss000 SO vepsebcteatncllll wateinasons 
90.00 MAIINS Foote Sits cchchcceastetdacokaces EP aes SRS, MM A 52, 








Relation of obligations to outlays: 
71.00 Obligations incurred, net ...............0....scsese 


90.00 Ne tt a i ea 


12,000 


13,426 
13,426 





12,000 





The major activities of the Corporation have been 
assumed from the Urban Reinvestment Task Force. 
They include the establishment, support, and expansion 
of neighborhood housing services programs in urban 
neighborhoods; identifying, evaluating, and supporting 
neighborhood preservation projects which show promise 
for reversing neighborhood decline; replicating success- 
ful neighborhood preservation projects; and supporting 
a national loan purchase pool. 

The Corporation receives both Federal and non-Feder- 
al funding to finance its program activities. The pro- 
gram and financing schedule above reflects only direct 
Federal appropriations to the Corporation. The follow- 
ing business-type tables reflect the total program activi- 
ty of the Corporation and its predecessor, the Urban 
Reinvestment Task Force, and all sources of financing, 
both Federal and non-Federal. 


BUDGET ACTIVITY 
{In thousands of dollars} 














Activities: 1979 actual 1980 estimate 1981 estimate 
1. Neighborhood program development................. 753 1,307 1,455 
2. Neighborhood program Support ...............s-sss+« 1,004 1,355 1,440 
3. Neighborhood program monitoring ................... 4,910 5,805 6,401 
4. Dissemination of information................csssccesos 1,513 2,715 3,152 
Sh FINI caccrcnspcosinnsescicscacciieancincede 2,026 3,054 3,304 
Total corporate obligations................sssssssseees 10,206 14,236 15,752 
Sources of financing: 
DFO SR ieee Ah — 12,000 — 13,426 
2. Payments from Federal Home Loan Bank 
I apaciciacsssesudaicie iat msictinsosiigieaentatc —821 —1,081 —1,171 


3. HUD Payment to Urban Reinvestment Task 
Force/Neighborhood Reinvestment Corporation 
4. Reimbursements for services provided............. 
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[SALARIES AND ExPENSES] PAYMENT TO THE NEIGHBORHOOD 


REINVESTMENT CorPoRATION—Continued 


BUDGET ACTIVITY—Continued 
[In thousands of dollars] 
1979 actual 1980 estimate 
Unused balance, start of year 
Net obligations incurred 


Obligated balances, start of year 
Obligated balances, end of year 


1981 estimate 





Net corporate outlay. 


Revenue and Expense (in thousands of dollars) 


13,926 





1979 actual 1980 est. 


1981 est. 





10,206 
9,775 


14,236 
14,100 


15,604 
15,500 





136 





Financial Condition (in thousands of dollars) 





1978 actual 1979 est. 1980 est. 


104 


1981 est. 





Assets: 
Fund balance 
Accounts receivables 
Property and equipment 
Other assets 


Total assets 
Liabilities: 
Accounts payable 
Other liabilities 


Total liabilities 


3,000 
200 
230 

10 


3,440 


300 


2,375 


2,675 





Analysis of change in corporate 


equity: 
Opening balance... 
Net change 





Closing balance 613 





Object Classification of Corporation Obligations (in thousands of dollars) 





1979 actual 1980 est. 





Personnel compensation: 
Permanent positions 4,703 
- Positions other than permanent 635 


Total personnel compensation 5,338 
Travel and transportation of persons. Ais 1,713 
Communications, utilities, and other rent. ss 882 
Printing and reproduction oe 205 
Other services Soe 1,934 
Equipment e 126 
Grants, subsidies and contributions 4,038 


Total obligations 14,236 


Personnel Summary 


Non-Federal employees: 
Total number of permanent positions 137 189 
_. Total compensable workyears ie 163 225 
Full-time equivalent of other positions (25) (35) 
Full-time equivalent of overtime and holiday 
(1) (1) 


$41,875 $44,969 
$18,202 


Average officers’ salary ... 
Average salary 


1981 est. 


5,126 


650 


5,776 
2,254 
1,034 
250 
2,189 
157 


4,092 


15,752 


191 
225 
(33) 


(1) 
$47,564 


$16,273 


$19,728 
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NUCLEAR REGULATORY COMMISSION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES* 
*See Part III for additional information. 


For necessary expenses of the Commission in carrying out the 
purposes of the Energy Reorganization Act of 1974, as amended, 
including the employment of aliens; services authorized by 5 U.S.C. 
3109; publication and dissemination of atomic information; purchase, 
repair, and cleaning of uniforms; official entertainment expenses (not 
to exceed [$12,500] $15,000); reimbursement of the General Services 
Administration for security guard services; hire of passenger motor 
vehicles and aircraft; [$363,340,000] $468,490,000, to remain availa- 
ble until expended: Provided, That from this appropriation, transfer 
of sums may be made to other agencies of the Government for the 
performance of the work for which this appropriation is made, and in 
such cases the sums so transferred may be merged with the appropri- 
ation to which transferred: Provided further, That moneys received by 
the Commission for the cooperative nuclear safety research programs 
may be retained and used for salaries and expenses associated with 
those programs, notwithstanding the provisions of 31 U.S.C. 484, and 
shall remain available until expended[: Provided further, That 731 
personnel positions shall be allocated exclusively to the Office of 
Nuclear Reactor Regulation to carry out those responsibilities author- 
ized by law]. (Energy and Water Development Appropriation Act, 
1980; additional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 31-0200-0-1-276 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Nuclear reactor regulation 
2. Standards development 
3. Inspection and enforcement 
4. Nuclear material safety and safe- 


49,823 
13,440 
34,353 


57,927 
13,970 
42,276 


69,385 
16,390 
53,889 


43,680 
228,228 
18,861 


29,232 
157,384 
13,131 


29,181 
180,027 
15,947 
28,483 34,449 38,057 


Total direct program 325,846 373,777 468,490 
Reimbursable program 196 500 500 


5. Nuclear regulatory research 
6. Program technical support 
7. Program direction and administration. 


10.00 Total program costs, funded—obliga- 


326,042 = 374,277 468,990 


Financing: 
11.00 Offsetting collections from: Federal funds ... 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


Budget authority 


— 263 
—4,805 
9,627 


326,601 


— 500 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year. 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


325,779 
124,344 
— 140,630 


373,777 
140,630 
— 212,927 


468,490 
212,927 
— 248,587 


Outlays, excluding pay raise supple- 


296,800 432,700 


91.20 Outlays from civilian pay raise sup- 


plemental 130 


Standards development.—Standards Development 
produces regulations and other standards needed to 
carry out NRC’s regulatory mission in the regulation of 
nuclear reactors and nuclear material safety and safe- 
guards. During 1981, the standards development effort 
will be directed at: developing detailed supporting 
standards to complement the broad performance re- 





19,385 
6,390 
13,889 


13,680 
8,228 
8,861 
38,057 


58,490 
500 


68,990 


OTHER INDEPENDENT AGENCIES 
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quirements that are in place; developing new standards 
to reflect needs identified in the licensing and inspec- 
tion and enforcement processes; and updating standards 
to reflect experience from plant operation, research re- 
sults, feedback from users of standards, advances in 
technology and improved regulatory practices. In 1981, 
these efforts will relate to a variety of program areas 
including radioactive waste management; decommis- 
sioning of nuclear facilities; transportation of radioac- 
tive materials; siting, design, construction and oper- 
ation of nuclear power plants; health effects of low level 
radiation; and continuing the review and assessment of 
NRC’s positions in a number of regulations and guides 
as a result of the events at Three Mile Island. 

Nuclear reactor regulation.—The assurance of ade- 
quate safety and environmental protection for nuclear 
power plants will continue to be the primary objective 
of this program. A major objective associated with this 
activity will be to continue implementation of the rec- 
ommendations of the various TMI investigative groups 
and to work toward the elimination of the excess back- 
log of operating reactor actions (defined as more than 
ten actions per operating reactor) by the end of 1984. In 
addition, NRR will continue to apply increased efforts 
to improve the competency of nuclear power plant oper- 
ators. Minimizing licensing time through employment 
of standard review plans, resolution of generic technical 
problems, standardized plant designs, and increased or- 
ganizational efficiencies will continue as a major objec- 
tive in 1981. 

Inspection and enforcement.—The mission of inspec- 
tion and enforcement is to insure, primarily by field 
inspection, investigation and enforcement that facilities 
and materials under NRC jurisdiction are constructed, 
operated and used in a manner which protects the 
public and the environment. In 1981, the resident in- 
spection program (initiated in 1978) will be significantly 
expanded. Under this expanded program, sites with op- 
erating and preoperational reactors will have as many 
resident inspectors as there are reactors in these 
phases, with a minimum of two residents at each such 
site. Resident inspector coverage at reactor construction 
sites will also be expanded in 1981. New initiatives will 
be undertaken in the fuel facilities and materials safety 
program to allow earlier inspections of new materials 
licensees; more frequent contact with low-risk materials 
licensees; and to expand radiation protection, radioac- 
tive waste processing and environmental monitoring ca- 
pabilities. The Safeguards program will continue as in 
1980 plus provide additional support to the timely im- 
plementation of the US/IAEA safeguards agreement. 
The NRC operations center will be expanded and im- 
proved to increase its response capability in the event 
of possible future nuclear accidents or safeguards 
threats. 

Nuclear material safety and safeguards.—As estab- 
lished by the Energy Reorganization Act of 1974, the 
principal functions of the Office of Nuclear Material 
Safety and Safeguards are to regulate nuclear fuel cycle 
facilities and materials, the transport and handling as- 
sociated with nuclear materials and the safeguards for 
reactors to assure the protection of the public health 
and safety and the environment. During 1981, the 
Waste Management program will continue work on ful- 


filling NRC’s licensing responsibilities pertaining to the 
national program of developing a high level waste re- 
pository by completing site performance work for site 
characterization reviews in domed salt, bssalt and 
bedded salt with work commencing in granite and 
shale. In low level waste, work will continue on the 
regulation for shallow land burial. Uranium recovery 
licensing effort will increase as a result of additional 
assistance to Agreement States and requests for licens- 
ing actions to bring operating mills into compliance 
with EPA radiation standards. Fuel cycle and material 
licensing requirements will be broadened to include as 
low as reasonably achievable (ALARA) occupational ex- 
posure levels and other exposure standards. Work will 
continue on detailed fuel cycle and materials accident 
assessments and on development of radiological contin- 
gency plans. The importance on this effort was shown 
in 1979 during the Three Mile Island accident. Safe- 
guards emphasis will increase on improving the timeli- 
ness, sensitivity and dependability of licenses material 
control and accounting systems to detect the diversion 
of material. Licensees’ physical security safeguards will 
be assessed to assure compliance with the upgrade re- 
quirements established in 1980. 


Nuclear regulatory research.—The 1981 research pro- 
gram for NRC will continue to be broadly-based in re- 
sponse to the issues raised or reemphasized by the 
Three Mile Island accident. Implementation of this pro- 
gram will be accomplished by both short term addition- 
al effort and long term reorientation primarily in the 
large LOCA and related programs to emphasize work 
on small LOCA and transients events. During 1981, 
research to improve reactor safety will be devoted pri- 
marily to critical studies to improve in-plant accident 
response and to evaluate alternate containment con- 
cepts and decay heat removal systems to support devel- 
opment of relevant safety requirements and criteria. 
The 1981 risk assessment program will be redirected 
and expanded to evaluate accident sequences which 
may lead to severely damaged cores and to examine 
operating reactors using quantitative risk assessment 
methods to assess the integrated safety of overall reac- 
tors. This effort will also include analysis of equipment 
failure data, waste isolation studies and research to 
enable NRC to better define acceptable risk criteria. 
Research in primary system integrity, seismic and reac- 
tor environment areas will be conducted to provide ra- 
tional bases for NRC decisions regarding the vulnerabil- 
ity of nuclear facilities to earthquakes, tornadoes, floods 
and other external and internal phenomena under 
normal or plant accident conditions. Further research 
will be carried out on the structural integrity of LWR 
primary system pressure boundary, including pressure 
vessels, piping and steam generators. NRC will increase 
its waste management research on a broad scale to help 
provide timely regulatory guidance to potential licens- 
ees, and to furnish the technical bases for licensing and 
regulation and inspection of waste disposal sites. The 
advanced reactor safety research program (fast breeder 
reactors and advanced convertors) will be phased out by 
the end of 1981. 
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General and special funds—Continued 
SALARIES AND ExpeNses—Continued 


Object Classification (in thousands of dollars) 


Wentficaton cove 31-0200-0-1-276 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions. 
Positions other than permanent. 4,065 6,420 6,880 
Other personnel compensation 1,045 2,352 2,960 
Special personal services payments 126 70 110 


85,362 99,192 112,730 
Personnel benefits: Civilian 7,526 9,384 10,820 
Travel and transportation of persons 6,412 7,484 9,509 
Transportation of things 231 394 717 
Standard level user charges 4,846 4,703 6,553 
Communications, utilities, and other rent... 4,266 5,678 6,814 
Printing and reproduction 1,791 1,729 2,198 
Other services 203,786 233,550 301,730 
Supplies and materials... 1,620 2,043 2,059 
Equipment 10,003 

Insurance claims and indemnity 3 


80,126 90,350 102,780 





Total personnel compensation 





Total direct obligations 325,846 373,777 468,490 
Reimbursable obligations: 


25.0 Other services 196 500 500 
99.0 Total obligations 326,042 374,277 468,990 








Personnel Summary 





3,034 
3,073 
(195) 


(0) (0) 
11.60 11.36 
$30,296 $29,686 


3,390 
3,291 
(49) 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


11.64 
$29,884 


Average GS grade 
Average GS salary 





OCCUPATIONAL SAFETY AND HEALTH REVIEW 
COMMISSION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary for the Occupational Safety and Health 
Review Commission, [$7,550,000] $8,020,000. (29 U.S.C. 661, 677.) 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 


Identification code 95-2100-0-1-554 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Commission review 
2. Administrative law judge determinations. 


2,807 
4,133 


6,940 


2,733 
4,554 


7,323 


2,904 
4,880 


7,784 





Total program costs, funded 
Change in selected resources (undelivered 
orders) 325 


7,265 





10.00 Total obligations 
Financing: 
25.00 Unobligated balance lapsing 393 


40.00 7,658 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 


7,265 


74.40 Obligated balance, end of year — 883 


77.00 Adjustments in expense accounts 
90.00 


— 1,103 — 1,323 


Outlays 7,118 7,330 





"Includes capital investment as follows: 1979, $249 thousand; 1980, $10 thousand; 1981, $29 thousand. 


The Review Commission, established by the Occupa- 
tional Safety and Health Act of 1970, adjudicates con- 
tested enforcement actions of the Secretary of Labor. 
The Commission holds factfinding hearings and issues 
orders affirming, modifying, or vacating the Secretary’s 
enforcement actions. 


SELECTED WORKLOAD DATA 


Commission review activities: 1979 actual 1980 estimate 1981 estimate 


Cases pending beginning of year 412 408 388 
Cases called for review 149 160 170 
Cases decided 153 180 240 
Administrative law judge activities: 
Cases pending beginning of year 
New cases received 
Case dispositions: 
Prior to assignment to judge 936 1,700 1,700 
After assignment but without hearing 2,988 3,030 3,238 
Heard and decided by judge 639 670 671 


1,749 
5,917 


2,432 
6,050 


3,082 
6,050 


Object Classification (in thousands of dollars) 





Identification code 95-2100-0-1-554 1979 actual 1980 est. 1981 est 





Personnel compensation: 
Permanent positions §,031 
Positions other than permanent... 207 
Other personnel compensation 5 


Total personnel compensation... 5,243 
Personnel benefits: Civilian 478 
Benefits for former personnel 30 
Travel and transportation of persons. 150 
Transportation of things 58 
Standard level user charges 587 
Communications, utilities, and other rent.... 311 
Printing and reproduction 39 
Other services 517 
Supplies and materials... 125 
Equipment 249 


7,265 


9,332 


Total obligations 7,550 





Personnel Summary 





Total number of permanent positions 183 
Total compensable workyears 189 189 
Full-time equivalent of other positions (13) (13) 
Full-time equivalent of overtime and holiday 
(0) 
$50,112 
10.77 
$28,117 


(0) 
$50,112 
10.67 
$26,371 


(0) 
$50,112 
10.61 
$24,556 


Average ES salary 
Average GS grade 
Average GS salary. 





[FEDERAL INSPECTOR FOR THE ALASKA GAS 
PIPELINE] OFFICE OF THE FEDERAL INSPEC. 
TOR FOR THE ALASKA NATURAL GAS TRANSPOR- 
TATION SYSTEM 


(PERMITTING AND ENFORCEMENT] SALARIES AND EXPENSES 


For necessary expenses [of] for the [Federal Inspector for the 
Alaska Gas Pipeline, $10,600,000, of which $3,600,000 shall] Office of 
the Federal Inspector for the Alaska Natural Gas Transportation 
System, including not to exceed $3,000 for official reception and repre- 
sentation expenses, and for services as authorized by 5 U.S.C. 3109, 
$26,000,000 to remain available until expended. (15 U.S.C. 719m; 





(13) 


(0) 
550,112 
10.77 
528,117 


ES 


for the 
ffice of 
rtation 
1 repre- 
’ 3109, 

719m; 
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Public Law 96-126, making appropriations for the Department of the 
Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


identification code 52-0100-0-1-276 





1979 actual 1980 est. 1981 est. 








Program by activities: 
1. Permits and compliance 4,095 8,150 
2. Audit and cost control... 1,365 5,750 
3. Environmental review 1,666 1,900 
4. Engineering review 4,182 


10.00 Total obligations 
Financing: 
25.00 Unobligated balance lapsing 
Budget authority 


Budget authority: 
40.00 Appropriation 
42.00 Transferred from other accounts 


43.00 Appropriation (adjusted) 
44.20 Supplemental now requested for 
civilian pay raises 











Relation of obligations to outlays: 


71.00 Obligations incurred, net 10,808 


72.40 Obligated balance, start of year 192 1,802 
74.40 Obligated balance, end of year 


90.00 Outlays, excluding pay raise supple- 
tal 


— 1,802 —3,292 


9,000 24,500 
91.20 Outlays from civilian pay raise sup- 
plemental 198 10 


The Office of the Federal Inspector for the Alaska 
Natural Gas Transportation System was created pursu- 
ant to Reorganization Plan No. 1 of 1979, and formally 
established on July 1, 1979, by Executive Order No. 
12142. The broad mission of the Agency is to oversee 
the construction and initial operation of a 4,748-mile, 
joint U.S.-Canadian pipeline system to transport Alaska 
natural gas from Prudhoe Bay to the Chicago and San 
Francisco areas in the lower 48 States. Specifically, the 
Federal Inspector is charged with reviewing project 
sponsor designs and cost estimates to ensure safe and 
efficient construction practices; coordinating and expe- 
diting the issuance of all Federal permits and authori- 
zations; and enforcing all Federal statutes relevant to 
the construction project, including those related to envi- 
ronmental protection. 

The budget for the agency supports four major activi- 
ties: 

1. Permits and compliance.—The Office coordinates 
and expedites applications for and issuance of Federal 
permits authorizing the project sponsors to build the 
pipeline, and enforces Federal regulations. 

2. Audit and cost control.—The Office audits expendi- 
tures incurred by project sponsors. In 1981, efforts will 
be focused on auditing the costs of constructing the 
Northern Border segment, establishing and testing pro- 
cedures and systems, and ensuring that all schedules, 
estimates, and related information are updated in prep- 
aration for the Alaska segment of construction. 

3. Environmental review.—The Office analyzes project 
design and reviews construction in order to protect the 
environment and to comply with all applicable environ- 
mental regulations. 

4. Engineering review.—This activity includes review 
of cost estimates, quality control programs, engineering 





and construction plans and designs, and development of 
standards and guidelines. 


Object Classification (in thousands of dollars) 


Identification code 52-0100-1-276 





1979 actual 1980 est. 1981 est 





Personnel compensation: 
11.1 Permanent positions 2,200 5,100 
11.3 Positions other than permanent = 300 900 
11.5 Other personnel compensation 100 200 
11.8 Special personal services payments 300 400 





Total personnel compensation 2,900 6,600 
12.1 Personnel benefits: Civilian 500 1,277 
21.0 Travel and transportation of persons........... 800 1,333 
22.0 — Transportation of things 120 765 
23.2 Communications, utilities, and other rent... 864 1,700 
24.0 — Printing and reproduction 200 400 
25.0 Other services oe 3,600 11,825 
26.0 Supplies and materials bie 534 700 
31.0 Equipment 1,281 1,400 


99.0 Total obligations 10,808 26,000 


Personnel Summary 


Total number of permanent positions 130 233 
Total compensable workyears 0 0 
Full-time equivalent of other positions ( (10) (20) 
Full-time equivalent of overtime and holiday 
(0) (0) (0) 
Average ES salary... $46,402 $49,240 $49,240 
Average GS grade 9.79 10.57 10.85 
Average GS salary $22,650 $26,960 $26,757 


OFFICE OF PERSONNEL MANAGEMENT 
Federal Funds 


General and special funds: 
SALARIES AND EXPENSES 
(INCLUDING TRANSFER OF TRUST FUNDS) 


For necessary expenses to carry out functions of the Office of 
Personnel Management pursuant to Reorganization Plan No. 2 of 
1978 and the Civil Service Reform Act of 1978; including services as 
authorized by 5 U.S.C. 3109; medical examinations performed for 
veterans by private physicians on a fee basis; rental of conference 
rooms in the District of Columbia and elsewhere; hire of passenger 
motor vehicles; not to exceed $2,500 for official reception and repre- 
sentation expenses; including not more than [$600,900] $1,135,000 
for the conduct of research and demonstration projects; and advances 
or reimbursements to applicable funds of the Office of Personnel 
Management and the Federal Bureau of Investigation for expenses 
incurred under Executive Order 1422 of January 9, 1953, as amended; 
[$113,939,000] 123,513,000, together with not to exceed 
[$33,659,000] $28,263,000 for current fiscal year administrative ex- 
penses for the retirement and insurance programs to be transferred 
from the appropriate trust funds of the Office of Personnel Manage- 
ment in the amounts determined by the Office of Personnel Manage- 
ment without regard to other statutes: Provided, That the provisions 
of this appropriation shall not affect the authority to use applicable 
trust funds for administrative expenses of effecting statutory annuity 
adjustments. No part of this appropriation shall be available for the 
salaries and expenses of the Legal Examining Unit of the Office of 
Personnel Management, established pursuant to Executive Order 
9358 of July 1, 1943, or any successor unit of like purpose. (Independ- 
ent Agencies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 24-0100-0-1-805 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 
Direct program: 
1. Federal staffing services 69,783 


67,148 68,554 
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General and special funds—Continued 
SALARIES AND ExpENSES—Continued 
(INCLUDING TRANSFER OF TRUST FUNDS) —Continued 


Program and Financing (in thousands of dollars) Continued 


‘ientification code 24-0100-0-1-805 1979 actual 1980 est. 1981 est. 





2. Compensation 6,194 5,999 
3. Workforce management 33,817 36,233 
4. State and local 6,987 7,487 
5. Other services 5,159 5,306 


Total direct program 119,305 123,579 
Reimbursable program: 
1. Federal staffing services 4,112 956 
2. Compensation _ 35,968 38,411 
3. Workforce management... “4 520 520 
4. State and local 1,980 1,980 


5. Other services 6,123 7,342 
48,703 49,209 
168,008 172,788 


Total reimbursable program 


Total operating costs, funded ?.. 
Change in selected resources (undeliv- 
ered orders) 


10.00 Total obligations 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
13.00 Trust funds: 
Civil service retirement and disability 


—S11 —66 


157,345 167,497 172,722 


—9,785  —12,138 — 10,199 


— 25,322 
— 853 
—6,789 


— 26,487 
—945 
—1,632 


—245 
—158 


— 28,033 
—1,096 
— 8,850 


— 284 
— 160 


—244 
14.00 Non-Federal sources —143 
15.00 —Off-budget Federal entities —§99 
25.00 Unobligated balance lapsing 294 


Budget authority 113,904 


Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 


123,513 


119,305 


114,855 
—951 


113,939 123,513 


113,939 
5,366 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year... 
73.40  Obligated balance transferred, net... 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts 


119,305 


90.00 Outlays, excluding pay raise supple- 


117,099 123,513 


91.20 Outlays from civilian pay raise sup- 
plemental 5,245 121 


*\ncludes capital investment as follows: 1979, $2,207 thousand; 1980, $2,102 thousand; 1981, $2,191. thousand. 


The Office of Personnel Management is responsible 
for positive personnel management functions which in- 
clude the following activities: 

1. Federal staffing.—This activity consists of: (a) re- 
cruiting; (b) examining; (c) assuring suitability; (d) im- 
plementing affirmative employment programs; and, (e) 
conducting research and demonstration projects. In 
1981 the Office of Personnel Management will continue 
decentralization of personnel authorities to agencies 
where appropriate, provide technical assistance to agen- 
cies to assure effective use of delegated authorities and 








expand research and demonstration projects related to 
priority personnel management issues. 
Workloads are reflected in the following table: 


Production count: 1979 actual 1980 estimate 
Applications processed for Federal 
employment 
Employment inquiries answered 
National agency check and inquiry 


1981 estimate 


1,246,048 
9,256,969 


1,340,000 
6,800,000 


1,340,000 
6,800,000 


289,079 322,600 322,600 


2. Compensation.—The OPM administers compensa- 
tion and benefits programs for the Federal work force. 
In 1981 the OPM will continue research efforts concern- 
ing benefits common to the non-Federal sector to deter- 
mine an equitable total compensation comparability 
system for Federal employees. Procedural improve- 
ments to the processing of workloads will be imple- 
mented. 

Workloads are reflected in the following table: 

Production count: 1979 actual 

Claims processed (annuity, disability, death, 


refund and deposit) 
Retirement inquiries answered 


1980 estimate 1981 estimate 


363,000 353,000 383,000 
740,009 = 775,000 800,000 


3. Workforce management.—This activity includes: (a) 
Federal productivity program; (b) personnel manage- 
ment evaluations; (c) labor relations; (d) executive pro- 
grams; and (e) assistance to agencies. During 1981 OPM 
will build upon the public sector productivity improve- 
ment program established in 1980 by expanding Federal 
knowledge in the field of productivity, through informa- 
tion dissemination and research and by providing man- 
agers with the tools and skills needed to assure higher 
levels of productivity through technical assistance. In 
support of the Senior Executive Service, OPM will, in 
1981, evaluate and improve government executive de- 
velopment programs and promote executive mobility. 

Workloads are reflected in the following table: 

Production count: 1979 actual 1980 estimate 1981 estimate 


SES candidates certified 74 530 1,200 
Personnel management evaluations 310 250 250 


4, State and local.—The OPM administers the Inter- 
governmental Personnel Act of 1970. In 1981 OPM will 
provide technical assistance to State and local govern- 
ments in the area of productivity. 

Workloads are reflected in the following table: 

Production count: 1979 actual 1980 estimate 1981 estimate 


IPA grant projects 800 800 800 
Number of jurisdictions assisted 600 300 300 


5. Other services.—This activity consists of six func- 
tions: (a) administering the Voting Rights Act of 1965; 
(b) providing administrative support to the President’s 
Commission on Executive Exchange and the President's 
Commission on White House Fellowships; (c) carrying 
out provisions of the Ethics in Government Act of 1978; 
(d) evaluating the Civil Service Reform Act; (e) supply- 
ing ADP services to external users on a reimbursable 
basis; and (f) providing executive direction and adminis- 
trative support to OPM programs financed through 
other budgetary accounts on a reimbursable basis. 

Workloads are reflected in the following table: 

Production count: 1979 actual 1980 estimate 1981 estimate 

Voting rights observers 985 2,000 710 

White House Fellowship applications 1,326 2,000 2,000 


Executive Exchange nominees accepted for 
placement 80 80 





Reimbur 
Total 
Total 


estimate 


40,000 
00,000 


22,600 
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OTHER INDEPENDENT AGENCIES 


Object Classification (in thousands of dollars) 
identification code 24-0100-0-1-805 


Direct obligations: 
Personnel compensation: 
Permanent positions. 65,386 71,829 
Positions other than permanent 6,403 6,783 
Other personnel compensation 2,626 2,856 
Special personal services payments 148 158 


74,563 81,626 





1979 actual 1980 est. 1981 est. 








Total personnel compensation 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons........... 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 2,023 


Total costs, funded 113,150 
Change in selected resources 460 





123,579 
66 





and the Retired Federal Employees Health Benefits Act (74 Stat. 849), 
as amended [[$626,509,000] $757,617,000 to remain available until 
expended. (Independent Agencies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 24-0206-0-1-551 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Government contribution for annuitants 
benefits (1959 law) 
2. Government contribution for annuitants 
benefits (1960 act) 10,250 11,981 
3. Administrative expenses (1960 act) 245 284 


658,437 769,649 


647,942 757,384 


Total program costs, funded 
Change in selected resources 
10.00 Total obligations 
Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 Budget authority (appropriation) .. 


658,437 
— 43,960 
12,032 


626,509 757,617 








Total direct obligations 113,610 119,305 123,513 








Reimbursable obligations: 
Personnel compensation: 
Permanent positions 27,620 28,503 29,279 
Positions other than permanent 2,684 2,774 1,155 
Other personnel compensation 761 791 801 
Special personal services payments 16 17 17 


Total personnel compensation 31,081 32,085 31,252 
Personnel benefits: Civilian 2,631 2,718 2,643 
Travel and transportation of persons 692 1,194 1,141 
Transportation of things 176 242 247 
Standard level user charges 1,600 1,759 1,847 
Communications, utilities, and other rent... 2,062 3,042 3,801 
Printing and reproduction 1,310 1,920 2,156 
Other services 3,203 4,654 4,863 
Supplies and materials 325 460 566 
Equipment 434 629 693 


Total costs, funded 43,514 48,703 49,209 
Change in selected resources 221 —§11 


43,735 48,192 
157,345 167,497 








Total reimbursable obligations 








Total obligations 172,722 





Personnel Summary 





Direct: 

Total number of permanent positions : 3,833 3,816 
Total compensable workyears ss 4,360 4,348 
Full-time equivalent of other positions (599) (599) 

Full-time equivalent of overtime and holiday 
(138) (137) 
Average ES salary $49,846 $49,846 
Average GS grade 7.99 7.99 
Average GS salary $19,217 $19,234 


Reimbursable: 
Total number of permanent positions 1,517 1,546 
Total compensable workyears ss 1,756 1,758 1,652 
Full-time equivalent of other positions (245) (102) 
Full-time equivalent of overtime and holiday 
(38) (38) 


$47,170 $49,846 








(36) 
$49,846 
Average GS grade 7.99 7.99 7.99 


Average ES salary 


Average GS salary $17,993 $19,217 $19,234 
Note.—Obiigations incurred under allocations from other accounts are included in the schedules of the parent appropriations 
8 follows: Expenses of Management Improvement. 
GovERNMENT PAYMENT FOR ANNUITANTS, EMPLOYEES HEALTH 


BENEFITS 


For payment of Government contributions with respect to retired 
employees, as authorized by chapter 89 of title 5, United States Code, 


310-100 0 - 80 - 60 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


658,437 769,649 


666,463 769,649 





This appropriation covers: (1) the Government’s share 
of the cost of health insurance for 1,295,000 annuitants 
as defined in sections 8901 and 8906 of title 5, United 
States Code; (2) the Government’s share of the cost of 
health insurance for 86,000 annuitants (who were re- 
tired when the Federal employees health benefits law 
became effective), as defined in the Retired Federal Em- 
ployees Health Benefits Act of 1960; and (3) the Govern- 
ment’s contribution for payment of administrative ex- 
penses incurred by the Office of Personnel Management 
in administration of the act. 

The use of these funds is reflected in the schedules 
for the Employees health benefits fund and the Retired 
employees health benefits fund. 


Object Classification (in thousands of dollars) 





1981 est. 


769,365 
284 


Identification code 24-0206-0-1-551 1979 actual 1980 est. 


13.0 Benefits for former personnel 561,831 658,192 
25.0 Other services 244 245 


99.0 Total obligations 562,075 658,437 





769,649 





PAYMENT TO Civit SERVICE RETIREMENT AND DisaBiLiry FuND 
*See Part III for additional information. 


For financing the unfunded liability of new and increased annuity 
benefits becoming effective on or after October 20, 1969, as authorized 
by 5 U.S.C. 8348, and annuities under special acts, to be credited to 
the Civil Service retirement and disability funds, [$2,411,104,000] 
$2, 784,767,000: Provided, That annuities authorized by the Act of May 
29, 1944, as amended (2 C.Z.C. 181), and the Act of August 19, 1950, as 
amended (33 U.S.C. 771-775), may hereafter be paid out of the Civil 
Service retirement and disability fund. (Independent Agencies Appro- 
priations Act, 1980.) 


Program and Financing (in thousands of dollars) 
Identification code 24-0200-0-1-805 


Program by activities: 
1. Payment of annuities under special acts 1,076 970 1,029 


1979 actual 1980 est. 
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General and special funds—Continued 


PAYMENT TO CiviL SERVICE RETIREMENT AND DISABILITY FUND— 
Continued 


Program and Financing (in thousands of dollars) —Continued 





Identification code 24-0200-0-1-805 1979 actual 1980 est. 1981 est. 








2. Payment of Government share of retire- 


2,439,562 2,410,134 2,783,738 


3. Transfers for interest on unfunded liabil- 
ity and payment of military service an- 
nuities 6,378,300 


7,867,984 8,795,088 





10.00 Total program costs, funded—obliga- 


8,818,938 10,279,088 11,579,855 


Financing: 
Budget authority 


8,818,938 10,279,088 11,579,855 
Budget authority: 
Appropriation: 
Current 
Permanent (indefinite) 


40.00 
60.00 


2,411,104 
7,867,984 


2,784,767 


6,378,300 8,795,088 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


8,818,938 
8,818,938 


10,279,088 
10,279,088 


11,579,855 
11,579,855 





Outlays 





1. Payment of annuities under special acts.—These 
annuities are paid to persons who were employed on 
the construction of the Panama Canal or to their 
widows; and benefits are paid to widows of former em- 
ployees of the Lighthouse Service. Numbers of recipi- 
ents are as follows: 


Sept. 30, Sept. 30, Sept. 30, 
1979 1980 1981 


Panama Canal annuitants 212 142 71 
Lighthouse Service widows 283 271 257 


2. Payment of Government share of retirement costs.— 
The Civil Service Retirement Amendments of 1969 pro- 
vide for financing of the current year’s costs of the 
unfunded liability created since its enactment on Octo- 
ber 20, 1969. Any statute which authorizes (1) new or 
liberalized benefits, (2) extension of retirement cover- 
age, or (3) pay increases, is deemed to authorize appro- 
priations to the fund to finance the unfunded liability 
created. 


3. Transfers for interest on unfunded liability and 
payment of military service annuities.—The Secretary of 
the Treasury is required to make annual payments 
from general revenues into the Retirement fund of an 
amount equivalent to: (1) interest on the unfunded lia- 
bility, and (2) annuity disbursements attributable to 
military service. The Office of Personnel Management, 
at the end of each year, notifies the Secretary of the 
Treasury of the amount of payment to be made to the 
Retirement fund and reports such sums to the Presi- 
dent and Congress. 


Object Classification (in thousands of dollars) 





Identification code 24-0200-0-1-805 1979 actual 1980 est. 


8,817,862 10,278,118 
1,076 970 


8,818,938 10,279,088 


1981 est. 


11,578,826 
1,029 


11,579,855 


12.1 Personnel benefits: Civilian 
13.0 — Benefits for former personnel 


99.0 Total obligations 





INTERGOVERNMENTAL PERSONNEL ASSISTANCE 


For grants to improve State and local personnel administration, as 


authorized by the Intergovernmental Personnel 


Act of 1970, 


$20,000,000, to remain available until expended. (Independent Agen. 


cies Appropriations Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 24-0300-0-1-806 1979 actual 1980 est. 





Program by activities: 
Grant assistance to State and local govern- 
ments (program costs, funded) 
Change in selected resources (unperformed 
contracts) 


18,993 18,000 


1,060 
20,053 


2,200 


10.00 Total obligations (object class 41.0). 20,200 


Financing: 
21.40 Unobligated balance available, start of year —344 
24.40 Unobligated balance available, end of year. 291 


40.00 Budget authority (appropriation) .. 20,000 


1981 est 


20,000 


i) 
20,050 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 


20,053 
10,492 


20,200 
11,552 
— 13,752 


Outlays 18,000 





This appropriation provides Federal grants, author. 
ized by the Intergovernmental Personnel Act of 1970, to 
improve the personnel management and training sys- 
tems of State and local governments. Grant funds are 
provided for projects to bring about improvements in 
such areas as employer-employee relations, equal em- 


ployment opportunity, 
training, and overall merit systems. 


Intragovernmental funds: 
REVOLVING FuND 


Program and Financing (in thousands of dollars) 


employee selection systems, 





Identification code 24-4571-0-4-805 1979 actual 1980 est. 


198] est. 





Program by activities: 
Operating costs, funded: 
1. Federal staffing services .... 26,992 
3. Workforce management a 31,859 
4. State and local a 792 
5. Other services 


Total operating costs, funded 


Capital investment, funded: 
1. Federal staffing services 
3. Workforce management 


Total capital investment 


Total program costs, funded 
Change in selected resources (undelivered 
and unfunded orders) 


10.00 Total obligations 


Financing: 
Offsetting collections from: 
11.00 Federal funds: Sales and services 
14.00 Non-Federal sources 
21.98 Unobligated balance available, start of year 
24.98 Unobligated balance available, end of year.. 


Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
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72.10 Receivables in excess of obligations, start 
—2,990 


278 337 932 
90.00 — 2,288 255 320 








The Office of Personnel Management conducts full 
field security investigations for other departments and 
agencies, performs training activities and miscellaneous 
services for Federal agencies and State and local gov- 
ernments and tests inductee candidates for the Depart- 
ment of Defense on a reimbursable basis. 

Budget program.—In 1981 workloads are expected to 
increase in investigations while testing for DOD and 
training will remain equal to 1980 levels. 


WORKLOAD COUNT 


1979 actual 1980 estimate 


27,000 


1981 estimate 
full field security investigations processed 29,000 
Number of State and local participants in alterna- 
tive methods training courses 475 445 600 
Number of classroom participants in training 
169,999 161,400 
41,465 54,600 


1Test sessions for the Department of Defense was a reimbursement to S&E in 1979 and 1980. 


161,400 
54,600 


Operating results and financing condition.—The ap- 
propriated capital of the fund consists of $5 million. 
Since 1972, the first year of this level, the operations of 
the revolving fund have grown significantly in response 
to customer demand. To maintain an adequate cash 
balance in the fund, retained earnings will be increased 
during 1980 and 1981 by increasing the billing rates for 
the investigations program and adjusting various train- 
ing course rates. Both receivables and work in process 
will increase as a result of the new workload of DOD 
testing. 


Revenue and Expense (in thousands of dollars) 


1979 actual 1980 est 1981 est. 





Operating income: 
Federal staffing services program: 
20,449 
21,011 


27,172 
26,972 


Net operating income, Federal staffing 


services program wt 362 200 








Workforce management program: 


Revenue 27,961 31,949 


32,049 





Net operating income, workforce man- 


agement program —100 








State and local program: 
792 





Net operating income, State and local 
program 








Other services: 





Net operating income, special programs. 








Net operating income 
Nonoperating loss: Loss from disposal of equipment. 





Net income 


Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 


1981 est 





Assets: 
Fund balance with Treasury 1,487 3,775 3,520 
Accounts receivable 10,863 4,365 4,535 
Advances made 352 422 260 
Work in process 4,415 6,002 6,146 
Real property and equipment 
771 811 850 


3,200 
5,733 

350 
5,666 


925 





Total assets 17,888 15,375 15,311 


15,874 








Liabilities: 
Accounts payable and funded ac- 
crued liabilities 
Advances received... 


8,097 
3,756 


6,757 
2,594 


6,917 
2,270 


6,900 
2,600 





Total liabilities 9,187 


9,500 





11,853 


9,351 


Government equity: 
Unexpended balances: 
Unobligated balance 4,477 4,053 3,857 
Undelivered orders... be 787 1,160 1,417 
Invested capital 771 811 850 


3,732 
1717 
925 





Total Government equity 6,035 6,024 6,124 


6,374 





Analysis of changes in Government equity: 


Paid-in capital 5,610 5,610 


5,610 








Retained income or deficit (—): 
Opening balance 423 
Transactions: 
Net operating income or loss (—) —] 
Net non-operating income or loss(—) —2 


514 





Closing balance 414 








Total Government equity (end of year) 





Object Classification (in thousands of dollars) 





Identification code 24-4571-0-4-805 1979 actual 1980 est. 


1981 est. 





Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent. 
11.5 Other personnel compensation 
11.8 Special personal services payments 


23,928 
1,629 
1,701 
3,046 


28,256 
2,217 
2,226 
3,728 


28,390 
4,193 
2,305 
4,128 





30,304 
2,612 


Total personnel compensation 36,427 
12.1 Personnel benefits: Civilian 
13.0 — Benefits to former personnel ] 
21.0 Travel and transportation of persons 2,998 
22.0 — Transportation of things 147 
Standard level user charges 3,026 
Communications, utilities, and other rent.... 1,715 
24.0 — Printing and reproduction 1,261 
25.0 — Other services 6,756 
26.0 Supplies and materials . ie 1,218 
31.0 Equipment a2 381 
Insurance claims and indemnities... ai 13 


39,016 





Total costs sf 50,432 
Change in selected resources i, 373 





Total obligations 60,307 


64,975 





Personnel Summary 





Total number of permanent positions 1,194 1,273 
Total compensable workyears. a 1,337 1,413 
Full-time equivalent of other positions ( (82) 
Full-time equivalent of overtime and holiday 
(41) 
$49,846 
7.99 
$19,217 


Average ES salary... = 
Average GS grade... cond 7.99 
Average GS salary $17,993 





1,280 
1,545 
(224) 


(42) 
$49,846 

7.99 
$19,234 
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Intragovernmental funds—Continued 
Joint GRANTS MANAGEMENT FUND 
Program and Financing (in thousands of dollars) 


Identification code 24-3970-0-4-805 





1981 est. 


1979 actual 1980 est. 





Program by activities: 
Total program costs, funded 
Change in selected resources (undelivered 
orders) 132 


Total obligations (object class 41.0) . 173 


Financing: 
11.00 Offsetting collections from Federal funds..... 


Budget authority 





10.00 


—173 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year... 
74.98 Obligated balance, end of year 


90.00 Outlays 








This Joint grants management fund allows State and 
local governments and nonprofit organizations to better 
utilize Federal assistance by drawing upon resources 
from more than one Federal program. The Office of 
Personnel Management is working with other agencies, 
primarily the Department of Housing and Urban Devel- 
opment and the Department of Health and Human 
Services, to fund joint projects which involve activities 
eligible for support from each agency. The programs 
address local government employee training, communi- 
ty development and improvements in university pro- 
grams. By pooling resources, agencies are able to in- 
crease the effect of limited assistance funds. 


Trust Funds 
Crvit Service RETIREMENT AND DISABILITY FUND* 


*See Part III for additional information. 


Amounts Available for Appropriation (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Unappropriated balance, start of year 
Receipts (net): 
Supplemental request 
Subtotal receipts 
Total available for appropriation 
Appropriation: 
Supplemental request 
Subtotal appropriation 


Unappropriated balance, end of year 





Program and Financing (in thousands of dollars) 


Identification code 24-8135-0-7-602 1979 actual 1980 est. 1981 est. 





12,188,041 
382,777 
1,041 
25,561 


14,392,477 
325,192 
1,014 
26,742 


16,719,476 

354,876 
3. Annuities under special acts 
4. Administration 





10.00 Total program 
funded—obligations 


costs, 


12,597,420 14,745,425 17,103,676 


Financing: 
21.40 Unobligated balance _ available, 
start of year: U.S. securities 
— 55,270,034 


— 62,937,299 —71,580,366 


of year: U.S. securities (par).... 62,937,299 71,580,366 80,335,180 





60.00 Budget authority (appro- 


priation) (permanent, 


indefinite) 20,264,685 23,388,492 25,858,490 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year: 
Treasury balance 
U.S. securities (par) 
74.40  Obligated balance, end of year: 
Treasury balance 
U.S. securities (par) 


12,597,420 14,745,425 17,103,676 
123,606 


889,806 


120,802 
1,071,927 


40,000 
1,351,443 


— 40,000 
— 1,351,443 


14,546,711 


— 120,802 
— 1,071,927 


12,418,103 


—40,000 
— 1,537,781 
16,917,338 


90.00 Outlays 





This fund is used to pay annuities to retired employ- 
ees or their survivors; to make refunds to former em- 
ployees for amounts withheld and to beneficiaries of 
employees who died before retirement or before the 
annuities equaled the amount withheld; and to pay ad- 
ministrative expenses of the Office of Personnel Man- 
agement and the Merit Systems Protection Board in 
administering the program. Pertinent statistics as of 
the end of the year are shown below: 


1980 estimate 
2,690,000 
1,712,400 


4,402,400 


1981 estimate 
2,690,000 
1,769,000 


4,459,000 


1979 actual 
2,690,000 
1,655,937 


4,345,937 


Active employees 
Annuitants 


Cash out 


Paym 


Agenc 
Cash (ur 
Unapprop 


ientificatior 
00 
0 | 
40 | 


99.0 





The status of the fund is as follows (in thousands of 
dollars): 


1979 actual 1980 estimate 1981 estimate 
U.S. securities brought forward (par): 
Public debt securities 
Agency securities 
Cash (unexpended balance) 


Unappropriated receipts 


73,033,563 
275,000 


55,884,840 
275,000 
123,606 
— 1,805 


56,281,641 


63,734,226 
275,000 


Balance of fund, start of year 64,130,028 73,348,563 


Cash income for the year: 
Government receipts: 
Deductions from employees’ salaries: 
Appropriated 
Change in unappropriated 
Voluntary contributions 
Change in unappropriated 
Contributions from employing non-Federa! 


3,365,015 3,694,100 
1,091 


32,676 
1 


3,673,961 


66,042 71,449 71,840 
Intragovernmental transactions: 
Employing agency contributions: 
Contributions from Postal Service 737,542 
Appropriated 2,631,034 
Change in unappropriated 713 
Deductions from salaries out of reemployed 
annuitants 
Federal contribution 
Supplemental 
Contribution from off-budget Federal Agency 
(Postal Service) 657,793 765,602 765,602 
Receipts from Foreign Service fund ................ 707 850 850 
Interest and profit on investments 4,052,880 4,868,081 5,996,143 


812,702 
2,881,398 


808,271 
2,865,690 


22,330 
8,818,938 


23,000 
10,279,088 
376,754 


11,579,855 





335,180 


858,490 


103,676 


40,000 
351,443 


- 40,000 
937,781 


917,338 


ploy- 
r em- 
es of 
> the 
ry ad- 
Man- 
rd in 
as of 


$1 estimate 
690,000 
769,000 


459,000 
ids of 


81 estimate 


3,033,563 
275,000 
40,000 


3,348,563 


3,694,100 


71,840 
812,702 
2,881,398 
23,000 
11,579,855 


765,602 
850 
5,996,143 
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Credit withholding and contributions — 120,271 





Total net income 20,266,490 


23,765,246 


25,858,490 








Cash outgo during year: 

Payment of claims to retired employees 

Payment to employees engaged in construction 
of Panama Canal 

Payment to widows of former employees of the 
Lighthouse Service 

Payment of claims to survivor annuitants 

lump sum payments to estates or beneficiaries 
of deceased annuitants and employees 

Refunds to living separated employees 

Administration 

Gain from premium or discount on investments... 


10,442,891 
182 


859 
1,562,901 


21,560 
358,604 
27,137 
3,969 


12,354,979 
102 


912 
1,838,784 


23,062 
302,130 
26,742 


14,382,612 
51 


939 
2,150,526 


24,336 
330,540 
28,334 





Total outgo 12,418,103 


14,546,711 


16,917,338 








JS. securities carried forward (par): 
Public debt securities 
Agency securities 
Cash (unexpended balance) .... 
Unappropriated receipts 


63,734,226 
275,000 
120,802 


Balance of fund, end of year 


73,033,563 
275,000 
40,000 


73,348,563 


81,974,715 
275,000 
40,000 


82,289,715 





Object Classification (in thousands of dollars) 





ientification code 24-8135-0-7-602 1979 actual 


1980 est. 


1981 est. 





25.0 
420 
440 


Other services 
Insurance claims and indemnities 
Refunds 


25,561 
12,189,082 
382,777 


26,742 
14,393,491 
325,192 


28,334 
16,720,466 
354,876 





99.0 Total obligations 12,597,420 


14,745,425 


17,103,676 





EMpLoYEES HEALTH BENEFITS FUND 


Program and Financing (in thousands of 


dollars) 





\entitication code 24-8440-0-8-551 1979 actual 


1980 est. 


1981 est. 





Program by activities: 
Operating costs, funded: 
1. Payments to carriers: 
(a) Semimonthly (subscrip- 
tions) 
(b) Annual from contingen- 


3,074,262 


88,048 
2. Interest on changes of re- 
serves applied to costs 
3. Administration 


42,090 
6,789 


3,540,979 
169,000 


168,773 
7,632 


3,996,349 
179,000 


95,000 
8,850 





Total operating costs, 


3,211,189 


chase of equipment 2 
Change in selected resources (re- 


serves held by carrier) 17,192 


3,886,384 


— 130,778 


4,279,199 


— 53,005 





10.00 Total obligations 


class 25.0) 
Financing: 
Offsetting collections from: 
Federal funds: 
Agency contributions 
Government contribution for 
annuitants, 
Interest revenue 
Non-Federal sources: 
Employees salary withhold- 


(object 
3,228,383 


11.00 
— 940,100 


— 555,981 
— 47,889 
14.00 


— 850,029 
—410,075 

— 60,749 
— 441,047 


8 
Annuity withholdings 
Interest revenue 
15.00 Off-budget Federal entities 


2140 Unobligated balance _ available, 
start of year: U.S. securities 
( —375,104 


3,755,606 


1,075,158 


— 647,942 
— 55,937 


—978,206 
—471,129 

— 38,000 
—510,184 


— 452,590 


4,226,194 


— 1,194,507 


—157,384 
— 64,527 


— 1,086,792 
— 550,706 
— 42,000 

— 566,814 


— 473,540 


24.40 Unobligated balance available, end 


of year: U.S. securities (par)... 452,590 473,540 510,076 





Budget authority 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year: 
Treasury balance 
U.S. securities (par) 
74.40 Obligated balance, end of year: 
Treasury balance 
U.S. securities (par) 


—17,487 — 20,950 


498 
138,212 


36,910 
137,504 


10,000 
173,340 


— 36,910 
— 137,504 


—113,191 


— 10,000 
— 173,340 


— 29,876 


— 10,000 
— 182,427 


— 45,623 





90.00 Outlays 





The fund finances the cost of health benefits for: (1) 
active employees, (2) employees who retired after June 
1960, or their survivors, (3) those annuitants transferred 
from the Retired Federal employees health benefits pro- 
gram as authorized by Public Law 93-246, and (4) the 
related expenses of the Office of Personnel Manage- 
ment in administering the program. 

Budget program.—The balance of the fund is availa- 
ble for payments without fiscal year limitation. Num- 
bers of participants at the end of each fiscal year are as 
follows: 


1979 actual 
2,364,000 
1,145,000 


3,509,000 


1980 estimate 
2,387,000 
1,219,000 


3,606,000 


1981 estimate 
2,412,000 
1,295,000 


3,707,000 


Active employees 
Annuitants. 


In determining a biweekly subscription rate to cover 
program costs, 1% is added to the rates developed by 
health benefit carriers, for administrative expense, and 
3% is added for a contingency reserve held by the 
Office of Personnel Management (OPM) for each carri- 
er. The OPM is authorized to transfer unused adminis- 
trative reserve funds to the contingency reserve. 

For Postal Service employees, the Government’s con- 
tribution to the health benefits premiums is 75% of the 
current unweighted average of the high option premi- 
ums of six large plans. For general schedule and wage- 
board employees, the Government’s contribution is 
60%. 

Financing.—The fund is financed by: (1) withholdings 
from active employees and annuitants; (2) agency con- 
tributions for active employees, appropriated to agen- 
cies; and (3) Government contributions for annuitants 
appropriated to the Office of Personnel Management. 

Operating results.—Funds advanced to carriers but 
not used to pay claims in the current period are carried 
forward as special reserves for use in subsequent peri- 
ods. The contingency reserves are retained by the Office 
of Personnel Management and paid to carriers, as nec- 
essary, to defray future rate increases or to provide 
increased benefits. 


Revenue and Expense (in thousands of dollars) 


1979 actual 1980 est. 1981 est. 


_ 3,305,870 3,776,556 4,262,730 
3,211,195 3,886,384 4,279,199 


94,675 —109,828 —16,479 
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Emp.oyees HEALTH BENEFITS FuNp—Continued 


Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 








Assets: 
Treasury balance 
U.S. securities 
Accounts receivable, net 
Selected assets: 
Equipment 51 47 42 37 
Reserves held by carrier 343,581 360,773 230,000 177,000 


996,686 1,113,709 1,027,683 —1,036,297 


36,910 
590,095 
125,885 


10,000 
646,881 
140,760 


10,000 
692,504 


139,240 156,750 





Total assets 


Liabilities: 
Accounts payable 








277,950 300,299 324,100 349,177 








Trust equity: 
Unobligated balance 
Invested capital and earnings 


375,104 
343,632 


718,736 


452,590 
360,820 


813,411 


473,540 
230,042 


703,583 


510,076 
177,037 


687,114 





Total trust equity 











Analysis of changes in trust equity: 
Retained earnings (contingency reserve): 
Start of year 
Income or loss (—) for the year 


718,736 
94,675 


813,411 


813,411 
— 109,828 


703,583 


703,583 
— 16,469 


End of year 687,114 








EmpLoyEEs LirFE INSURANCE FUND 


Program and Financing (in thousands of dollars) 





Identification code 24-8424-0-8-602 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Operating costs: 
(a) Gross premium payments: 
Regular program 
Optional program 
Beneficial program 


473,100 
37,900 
4,536 


515,536 


440,292 
35,141 
3,716 


479,149 


508,300 
39,300 
4,840 


552,440 





Total gross payments... 

(b) Interest on/changes of re- 
serves applied to costs: 
Regular program 4,058 4,280 4,254 
Optional program 574 470 470 
Beneficial program 1,057 1,032 935 


484,838 £21,318 998,099 





(c) Net premiums 
2. Program costs (actuarial liabili- 


Regular program 
Optional program 
3. Administration... 


276,768 327,092 
31,294 31,561 34,846 
1,062 1,155 1,306 


6 2 2 


339,133 


10.00 Total — program 
funded—obligations 
Financing: 
Offsetting collections from: 
Federal funds: 
Agency contributions 
Interest revenue 
Non-Federal sources: 
Employees’ salary withhold- 
ings: 
(a) Regular program 
(b) Optional program 
Beneficial association premi- 


costs, 


793,968 881,128 933,386 


11.00 
—121,400 
— 253,008 


— 131,898 
— 295,924 


— 131,958 
— 346,231 
14.00 


— 243,458 
— 47,935 


— 263,796 
— 49,119 


— 263,916 
— 50,341 


—1,703 
—4,058 


—574 
—150 


—1,673 


—4,280 
—470 
— 184 


—1,612 
Interest revenue: 
(a) Regular program........ 
(b) Optional program 
(c) Beneficial association 


—4,255 
—470 
—86 


Other revenue —50 —50 
Off-budget Federal entities —121,520 — 133,734 — 134,467 


Budget authority 


15.00 








Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 


71.00 
72.98 
74.98 


90.00 


3,016,485 
— 3,325,898 


— 309,413 


3,325,898 
— 3,684,716 


— 358,818 


3,684,716 
— 4,058,695 


—373,979 





Outlays 





This fund finances insurance premiums paid to pri- 
vate insurance companies for Federal employees group 
life insurance and expenses of the Office of Personnel 
Management in administering the program. Separate 
cost data is maintained for employees regular group life 
insurance and insurance for members of former benefi- 
cial associations. 

Budget program.—The status of the basic (regular 
and optional) life insurance program on September 30 is 
as follows: 

Life insurance in force (in billions of dollars): 1979 actual 


On active employees 2 57.6 
On retired employees 13.8 


71.4 


1980 estimate 1981 estimate 


Number of participants (in thousands): 
Active employees 
Annuitants 


2,358 
1,089 


3,447 
* Excludes equal amount of accidental death and dismemberment insurance. 


Financing.—For non-Postal Service employees’ premi- 
um costs for the regular program are met by withhold- 
ing 25% cents biweekly from the salaries of employees 
for each $1 thousand of life insurance and a 50% 
matching by employer-agencies. The optional program 
is financed by withholding from employees’ salaries or 
retirees’ annuities. The beneficial association program 
is financed by direct collection from members. Most of 
the difference between receipt and benefit payments 
under the policy is held in reserve for paying future life 
insurance claims. The status of reserves at the end of 
the year is as follows (in millions of dollars): 

Held in special contingency reserves: 1979 actual 1980 estimate 1981 estimate 

By basic program insurer 50 50 50 


By beneficial association insurer ... es l l l 
Held in trust by U.S. Treasury 3,326 3,685 4,059 


Total reserves 3,377 3,736 

The carrier held contingency reserve for the basic 
program was reduced to $50 million as of June 30, 1976, 
and it is expected to remain at this level in subsequent 
years. Excess income from the program over benefit 
payments and other expenses is deposited in the US 
Treasury to the credit of the Employees life insurance 
fund. The operations of the insurer for the regular and 
optional life insurance program to the end of each year 
follow (in millions of dollars): 


Income: 1979 actual 
Premiums received 476 
Interest added to contingency reserve 5 5 


Total income 481 516 


1980 estimate 1981 estimate 
54] 


Outgo: 
Mortality and other claim charges 469 504 


Increase 
durin 


Special 


Revenue 


Expense. 


Liabilitie 
Currer 
Defert 








. 1981 
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134,467 - : , 
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—— Special contingency reserve, beginning of year......... 50 50 50 

Increase or decrease (—) to contingency reserve 

aon MMM cin iets eeiee neta tntiite.etiiclioe:  veastctemncers erteecetaabioe ated ES 
684,716 Special contingency reserve, end Of yeaF...........ss00 50 50 50 
058,695 





Revenue and Expense (in thousands of dollars) 





373,979 
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) pri- 793,968 881,128 933,386 
sroup 793,968 881,128 933,386 
onnel EOD MONE MMA ccna  <ccaiekeusinete, _ estietlaniecparhs . searoereaoenic 
arate 

p life rae rs pe 

snefi- Financial Condition (in thousands of dollars) 

gular 1978 actual 1979 actual 1980 est. 1981 est. 
30 is Assets: 

Treasury balance........... —3 10,766 10,700 10,700 

US. securities (par) ... 3,016,488 3,315,132 3,674,016 4,047,995 
: “a Accounts receivable, 

168 BE aecpick eo tscccns 173,452 162,431 162,961 162,961 

1 Total assets ........ 3,189,937 3,488,329 3,847,677 4,221,656 
To a Liabilities: 

GONE ia dseieccsiccs 23,475 13,805 14,500 14,500 
om Deferred-funded......... 3,166,462 3,474,524 «3,833,177 ~—«4,207,156 
a Total liabilities...... 3,189,937 3,488,329 3,847,677 4,221,656 

Object Classification (in thousands of dollars) 
yremi- Wenttication code 24-8424-0-8-602 1979 actual 1980 est. 1981 est. 
ahold- 
loyees TOE ORV SON VICRS 55 siete iba sscestilictbaseccbadceisctees 485,906 522,475 559,407 
y 9, 42.0 — Insurance claims and indemnities 308,062 358,653 373,979 
l SS 
gram 99.0 Total obligations ................. 793,968 881,128 933,386 
ies or 
gram 
‘ost of EMPLOYEES LiFE INSURANCE FUND 








ments 
re life 





(Proposed for later transmittal, proposed legislation) 













































snd of Program and Financing (in thousands of dollars) 
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Pore Financing: 
basic } 1400 Offsetting collections: Non-Federal sources: 
, 1976, Employee’s salary withholding ...........0:..  sssscccssssecesse — sssseecsnneeseess — 150,000 
>quent SNTOMINOR ed ct cet tocol tras name Seesccissgeeeds 
yenefit 
e US. Relations of obligations to outlays: 
rane I eas, esessnincenss.caieecsesnssep, |) woemesbonssis 
d 14.40 Obligated balance, end of year: Fund bal- 
* an Mare Aci cctiasdsacce ROO Sila _Ok. aioe: te 22,000 
ear ae. a eee 
| | ht" ~ gee 22,000 











1981 estate 
54] 


5 


$< 


582 


_—____—— 
—— 


540 


Legislation has been proposed to redesign the Federal 
employees group life insurance program by: (1) Autho- 
rizing two employee-pay-all options for additional cover- 
age; (2) modifying the schedule of regular benefits for 
younger enrollees; (3) establishing a minimum length of 
Program participation in lieu of length-of-service re- 
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quirement; and (4) requiring retirees to continue regu- 
lar payments until age 65. 





RETIRED EMPLOYEES HEALTH BENEFITS FUND 


Program and Financing (in thousands of dollars) 





Identification code 24-8445-0-8-551 



































1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Subscription charge payments to uni- 
GOPUIN DERI CONTIOE niin scsscisnes 3,929 6,110 5,728 
(a) Interest on/changes of reserves 
Applied tO COStS ...........e:cseessneesseees —453 1,023 200 
(b) Annual draw from contingency 
NR ie acces 4,212 1,985 50 
Net payments 7,687 9,118 5,978 
2. Government contribution to annuitants 
With private Plans.............cccccssecsseecseeeseee 4,219 7,624 8,896 
Fr PINION isc iay ssaessercagcacesssaes 244 245 284 
Total operating costs, funded............. 12,151 16,987 15,158 
Change in selected resources (reserves) .... 728 —118 —25 
10.00 Total obligations ............::..ccssssecesssesees 12,879 16,209 15,133 
Financing: 
Offsetting collections from: 
11.00 Federal funds: 
Government contributions................... —6,093 —10,495 — 12,265 
Interest revenue ..............ccccssecessneseene —217 —90 —92 
14.00 Non-Federal sources: 
Annuity withholdings .............ssccss00 —2,298 —3,484 — 2,643 
Interest FeVONUE .............cccccssssssssssseees —275 —245 —175 
21.98 Unobligated balance available, start of year — 6,900 —2,904 —1,010 
24.98 Unobligated balance available, end of year.. 2,904 1,010 1,052 
RCN, SNUUNNONE occ icnsecectcscacsssiioe < scuctersaiceicess ) anneaoauseaeee — MM eenEE 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..........ssssssssssccseeee 3,995 1,894 —42 
72.98  Obligated balance, start of year 743 236 415 
74.98 Obligated balance, end of year......... —236 —415 —90 
90.00 SI caste 4,502 1,715 283 









This fund, created by the Retired Federal Employees 
Health Benefits Act, finances: (1) the cost of health 
benefits for retired employees and survivors who enroll 
in the Government-sponsored uniform health benefits 
plan; (2) the contribution to retired employees and sur- 
vivors who retain or purchase private health insurance; 
and (3) expenses of the Office of Personnel Management 
in administering the program. 

Budget program.—The fund is available without fiscal 
year limitation. Amounts contributed by the Govern- 
ment shall be paid into the fund from annual appropri- 
ations. Numbers of participants at the end of the fiscal 
year are as follows: 


1979 actual 1980 estimate 1981 estimate 
COIN GNU sc.5c.2 inten ee ecweeamonccamenes 24,636 23,591 22,293 
PIN Ne cccstctasnte netic eta 72,371 67,442 63,328 

Oo oisearccsaratoanerstesopensioe ORO 97,007 91,033 85,621 














Financing.—The fund is financed by contributions 
from those participants enrolled in the Government- 
sponsored plan and by Government contributions. The 
special contingency reserve with the carrier of the uni- 
form plan is currently limited to $978 thousand at the 
end of the policy year. Excess income from the program 
over benefit payments and other expenses is deposited 
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in the U.S. Treasury to the credit of the retired employ- 
ees health benefits program. 

Operating results.—There will be an estimated $1 mil- 
lion contingency reserve in the fund at the end of 1981 
as compared with an estimated $3 million in 1980. 
Withholdings from the annuitants have been increased 
as well as the Government’s contribution. Also, the par- 
ticipants are being encouraged to enroll in the Federal 
employees health benefits program through an open 
season. 


Revenue and Expense (in thousands of dollars) 


. 





1979 actual 


8,883 
12,151 


— 3,268 


1980 est. 1981 est. 


14,314 15,195 
16,987 15,158 


— 2,673 7 





Revenue 
Expense. 








Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Treasury balance 61 60 60 
1,082 
38 


U.S. securities (par) 3,079 1,365 
Accounts receivable (net) 97 38 
Selected assets: Reserves held by 

carrier 978 200 175 


4,215 1,663 1,355 





Total assets 
Liabilities: 
Accounts payable 333 453 128 


Trust equity: 
Unobligated balance / 2,904 1,010 
Invested capital and earnings 978 200 


3,882 1,210 

















Total trust equity 





Analysis of changes in trust equity: 
Retained earnings (contingency reserve): 
Start of year 
Net income or loss 


7,150 
—3,268 


3,882 
— 2,673 


1,210 





End of year 





Object Classification (in thousands of dollars) 


Identification code 24-8445-0-8-551 





1980 est. © 
9,225 


1979 actual 


6,093 
6,058 


Total costs 12,151 
94.0 Change in selected resources 728 


99.0 Total obligations 12,879 


1981 est. 


10,452 
7,162 3,516 


16,987 15,151 
—118 —25 


16,209 15,133 





13.0 Benefits for former personnel 
25.0 — Other services 











PANAMA CANAL COMMISSION 


Federal Funds 
General and special funds: 
PANAMA CANAL COMMISSION 
[OrreraTinG Expenses] 


For [operating expenses] necessary expenses for the Panama Canal 
Commission, including hire of passenger motor vehicles and aircraft; 
uniforms or allowances therefor, as authorized by law (5 U.S.C. 5901- 
5902); official reception and representation expense; operation of 
guide services; residence for the administrator, contingencies of the 


administrator, and to employ services as authorized by law (5 U.S.C. 
3109); maintaining and altering facilities of other United States Gov- 
ernment agencies in the Republic of Panama and facilities of the 
Government of the Republic of Panama for Panama Canal Commis- 
sion use; and for payment of liabilities of the Panama Canal Company 
and Canal Zone Government that were pending on September 30, 
1979, or that [may accrue] have accrued thereafter, including ac- 
counts payable for capital projects, [$427,262,000. There may be cred- 
ited to this appropriation, funds received from the Panama Canal 
Commission’s capital outlay account for expenses incurred for sup- 
plies and services provided for capital projects and funds received 
from officers and employees of the Commission and/or commercial 
insurors of Commission employees for payment to other United States 
Government agencies for expenditures made for services provided to 
Commission employees and their dependents by such other agencies.] 
$3294,453,000, to be derived from the Panama Canal Commission Fund; 
and there may be credited to this appropriation for payment to other 
United States Government agencies, funds received from officers and 
employees of the Commission or commercial insurors of Commission 
employees, for expenditures made for services provided to Commission 
employees and their dependents by such other agencies. $23,000,000 of 
the amount appropriated shall remain available until expended for 


(Capital Outlay] 


[For] acquisition, construction, and replacement of improvements, 
facilities, structures, and equipment required by the Panama Canal 
Commission, including the purchase of not to exceed [forty-eight] 
thirty-one passenger motor vehicles of which [twenty-eight] nineteen 
are for replacement only; to employ services authorized by law (5 
U.S.C. 3109) for payment of liabilities of the Panama Canal Company 
and Canal Zone Government that were pending on September 30, 
1979, or that [may accrue] have accrued thereafter; to improve 
facilities of other United States Government agencies in the Republic 
of Panama and facilities of the Government of the Republic of 
Panama for Panama Canal Commission use [[$36,625,000, to remain 
available until expended]. Not to exceed $25,000 may be used for 
official reception and representation expense. To the extent that the 
resources of the Fund are not adequate to provide the amount of 
budget authority provided above, the Commission may incur obligation 
in advance of adequate receipts in the Fund. (Department of Transpor- 
tation and Related Agencies Appropriation Act, 1980; additional au- 
thorizing legislation to be proposed.) 


Amounts Available for Appropriation (in thousands of dollars) 





1980 est. 1981 est. 


463,887 


1979 actual 





392,671 
71,216 


463,887 


407,557 


871,444 
— 394,453 


476,991 


Total available for appropriation 
Appropriation 


Unappropriated balance, end of year 463,887 





Program and Financing (in thousands of dollars) 


Identification code 95-5190-0-2-403 





1979 actual 1980 est 1981 est. 





Program by activities: 
Operating costs: 
1. Transit operations 
2. Supply and logistics services 
3. Administrative and general 


248,270 
49,804 
93,109 


391,183 


249,570 
56,667 
96,901 


Total operating costs 402,138 
Unfunded adjustments to total operating 


—27,705  —32,114 


363,478 370,024 
6,829 1,429 


370,307 
63,955 


434,262 


Total program costs, funded 
Change in selected resources 2 


Total operating obligations 
Obligations from predecessor agencies 


Total operating obligations 


Capital investment, funded: 
1. Transit operation projects 





10.00 


11.00 
21.40 
24.40 


40.00 


Distrib 


72.40 
74.40 


90.00 


Distrib 
Ope 
Capi 


Mainter 
Navigat 
Lock op 
General 
Security 
Industri: 
Public s 
Annuity 
General 


ercial 
States 
led to 
cies. ] 
Fund; 
other 
s and 
ission 
ission 
000 of 
ed for 


nents, 
Canal 
sight] 
neteen 
law (5 
npany 
er 30, 
prove 
public 
lic of 
emain 
ed for 
at the 
unt of 
gation 
ynspor- 
al au- 


81 est. 
463,887 


407,557 


871,444 
- 394,453 


476,991 


1981 est. 


249,570 
55,667 
96,901 


402,138 
— 32,114 


——— 


370,024 
1,429 


371,453 
371,453 


—————— 


17,876 


OTHER INDEPENDENT AGENCIES 
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2. General support projects .... 
3. Utilities projects 
4. Quarters improvement projects 
5. Adjustment for slippage and recover- 
i —11,944 


24,681 


— 2,863 


21,818 
13,307 


35,125 
469,387 


Total capital investment, funded... 
Change in selected resources (undelivered 





Total capital investment 
Obligations from predecessor agencies 


Total capital investment, obligations .. 


10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds... 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 Budget authority (appropriation) .. 





Distribution of budget authority: 
Operating expenses . 


Panama Canal Comm 394,453 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


394,453 
51,063 
— 52,346 


393,170 








Distribution of outlays: 
Operating expenses 
Capital outlay 
Panama Canal Commission 


40,619 
11,944 
340,607 





1 Selected resources as of September 30: 


iability for repatriation ein —7'500 


Accrued annual leave —29,012 





2,329 


The Panama Canal Act of 1979 designates the 
Panama Canal Commission as the successor agency to 
the Panama Canal Company and Canal Zone Govern- 
ment. The primary purpose of the Panama Canal Com- 
mission is to operate and maintain the interoceanic 
waterway. The Commission is expected to be financially 
self-sufficient in its operations and to make payments 
to the Republic of Panama as specified in the Panama 
Canal Treaty of 1977. The unexpended balance of the 
accounts of the predecessor agencies were returned into 
the U.S. Treasury concurrent with cessation of those 
activities. Appropriations for the purposes of liquidation 
of predecessor obligations were included in the 1980 
program. The following budget programs reflect oper- 
_" of the Panama Canal Commission for 1980 and 

81. 

Budget program —Transit operations.—The services 
performed by this activity are (in thousands of dollars): 


1980 estimate 1981 estimate 
Maintenance of channels and harbors 

Navigation service and control 

Lock operations, 

General repairs, engineering, and maintenance services 
Security and protection services 

Industrial health and sanitation 

Public service payments to Panama... 

Annuity payments to Panama 

General canal expense 


54,093 
37,531 
35,606 
17,516 

2,584 
10,000 
10,000 
78,604 


282,786 


59,395 
41,093 
39,788 
18,249 

2,811 
10,000 
10,000 
73,940 


Total operating costs. 293,812 


Less intra-agency recoveries —41,516 


241,270 


—44,242 


Net operating costs 249,570 


Payments to Panama are for certain public services 
to be provided by Panama, a fixed annuity of $10 mil- 
lion, and an annuity based on net tonnage of vessels 
passing through the canal. These payments are pre- 
scribed in paragraph 5 of article III and paragraphs 4(a) 
and 4(b) of article XIII of the Panama Canal Treaty of 
1977. 

Pursuant to article XIII4(c) of the Treaty, Panama 
will receive an additional amount of up to $10 million 
per year, to be paid out of Canal operating revenues to 
the extent that such revenues exceed expenditures of 
the Panama Canal Commission including amounts indi- 
cated in article ITI(5) and article XIII4 (a) and (b). In the 
event that Canal operating revenues do not produce a 
surplus sufficient to cover this payment, the unpaid 
balance is to be paid from operating surpluses in future 
years. This $10 million contingent payment is not con- 
sidered a cost for inclusion in the toll base, with pay- 
ment dependent upon the generation of revenue in 
excess of requirements. 

Commercial vessel traffic volume and other indices of 
workload are as follows: - 


1980 estimate 1981 estimate 


13,765 14,030 
$299,638 $313,940 

Capital expenditures for 1981 total $17.6 million and 
provide for such projects as an additional tugboat; 
dump ‘scows; construction of a tie-up station; addition 
and replacement of equipment; and installation of 
chamber lighting for the locks. 

Supporting services.—The services performed by these 
support activities are (in thousands of dollars): 
1980 estimate 

42,114 


39,067 
15,869 


97,050 


1981 estimate 
42,899 
44 446 
16,924 


104,269 
— 47,246 — 48,602 


Net operating costs 49,804 55,667 


Capital expenditures for 1981 total $5.4 million and 
provide for such projects as utility system improve- 
ments, replacement of vehicles and water system im- 
provements. 

Administrative and general expense.—This category of 
expense includes the overall direction and administra- 
tive expenses; the costs of the Commission’s employee 
health benefits program; early retirement costs, the an- 
nuitant welfare program; death and disability pay- 
ments; and the cost of health and education services 
provided to its employees and dependents at Depart- 
ment of Defense facilities. Also included is the interest 
payment on the investment of the U.S. Government in 
the Canal. The interest is paid into the Treasury and 
serves to reduce the investment of the Government in 
the Canal. 

Financing.—The Panama Canal Commission is a self- 
sustaining entity. The operation of the Canal is con- 
ducted on a commercial basis with revenues derived 
from tolls collected from vessels and other essential 
supporting services. The operating expenses are funded 


Supply and logistical services 


Other supporting services 


Total operating costs 
Less intra-agency recoveries 
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by appropriations with revenues going into the U.S. 
Treasury. ; 

A break-even situation is forecasted for 1980 after 
implementation of a 29.3% toll rate increase on October 
1, 1979. The additional revenues resulting from the toll 
increase and a modest increase in workload is expected 
to cover the operating expenses in 1981. 


Object Classification (in thousands of dollars) 





Identification code 95-5190-0-2-403 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent 
11.5 Other personnel compensation 
11.8 Special personal services payments 


136,199 
6,381 
17,734 
2,831 


163,145 


140,651 
6,026 
17,779 
2,746 


167,202 
17,169 
18,480 





Total personnel compensation 
12.1 Personnel benefits: Civilian 
13.0 — Benefits for former personnel 
21.0 — Travel and transportation of persons........... 4,019 
22.0 — Transportation of things 3,109 
23.1 Standard level user charges 27 
23.2 Communications, utilities, and other rent... 8,293 
24.0 Printing and reproduction 194 
25.0 Other services 41,599 
26.0 Supplies and materials... 38,494 
31.0 — Equipment 13,969 
32.0 Lands and structures. 5,992 
41.0 Grants, subsidies, and contributions 71,237 
42.0 — Insurance claims and indemnities 6,450 


Total costs, funded 396,234 
92.0  Undistributed from predecessor agencies, 
94.0 Change in selected resources 


99.0 Total obligations 


—1,781 
394,453 





Program and Financing (in thousands of dollars) 


Identification code 42-0100-0-1-451 








1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: * 
1. Executive direction 
2. Public improvements and historic 
preservation 
3. Redevelopment and relocation 


10.00 Total obligations 

Financing: 

25.00 Unobligated balance lapsing 
Budget authority 


Budget authority: 
40.00 Appropriation 1,856 
44.20 Supplemental for civilian pay raises 78 








Relation of obligations to outlays: 
Obligations incurred, net 1,934 
Obligated balance, start of year... 243 
Obligated balance, end of year — 338 


71.00 
72.40 
74.40 


90.00 Outlays, excluding pay raise supple- 
1,763 
91.20 Outlays from civilian pay raise sup- 


plemental 76 





1 Includes capital investment as follows: 1979, $14 thousand; 1980, $20 thousand; 1981, $43 thousand. 


This appropriation provides funds for the Corpora- 
tion’s staff, space rental, office expenses, hiring profes- 
sional consultants, and other operating expenses that 
are not directly related to land acquisition and develop- 
ment activities. The permanent staffing and other ex- 
penses have increased as the Corporation’s development 
activities have increased. 


Object Classification (in thousands of dollars) 


Identification code 42-0100-0-1-451 





1979 actual 1980 est. 1981 est. 





Personnel Summary 





8,453 
9,612 
(741) 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


(1,098) 


(864) (809) 

Average GS grade 7.75 

Average GS salary $21,145 

Average nonmanual grade... 7.10 

Average nonmanual salary $20,304 
Average salary of ungraded positions: 

$25,156 

$20,883 

$15,002 


$29,205 
$21,951 
$15,124 


PENNSYLVANIA AVENUE DEVELOPMENT 
CORPORATION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES* 
*See Part III for additional information. 


For necessary expenses, as authorized by section 17(a) of Public 
Law 92-578, as amended, [$1,856,000] $2,748,000 for operating and 
administrative expenses of the Corporation. (Public Law 96-126, 
making appropriations for the Department of the Interior and related 
agencies, 1980.) 


Personnel compensation: 
11.1 Permanent positions. 1,068 1,453 
11.3 Positions other than permanent 82 142 
11.5 Other personnel compensation 27 30 


Total personnel compensation 1,177 1,625 
12.1 Personnel benefits: Civilian 94 150 
21.0 — Travel and transportation of persons 35 49 
22.0 — Transportation of things 4 
23.1 Standard level user charges 270 
23.2 Communications, utilities, and other rent... 92 
24.0 — Printing and reproduction 108 
25.0 — Other services 320 
26.0 — Supplies and materials 87 
31.0 — Equipment 20 43 


99.0 Total obligations 1,634 1,934 2,748 





Personnel Summary 





Total number of permanent positions 47 

Total compensable workyears 47 
Full-time equivalent of other positions (2) 
Full-time equivalent of overtime and holiday 


(0) 
11.09 11.09 


11.09 
$25,870 


Average GS grade... 


Average GS salary. $25,710 


$25,620 





Pusiic DEVELOPMENT* 
* See Part III for additional information. 


For public development activities and projects in accordance with 
the development plan as authorized by section 17(b) of Public Law 92- 





578, a 
obliga’ 
for the 


Identificatio 


Pr 


OTHER INDEPENDENT AGENCIES 


578, as amended, [$20,110,000] $14,169,000, to remain available for 
obligation until expended. (Public Law 96-126, making appropriations 
for the Department of the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


sahalon code 42-0102-0-1-451 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 


1. Relocation assistance 1,900 








Capital investment, funded: 
2. Public improvements 14,160 
3. Historic preservation ; 700 
4. Development rights, demolition, 


parks, accrued interest, and taxes 7,250 


22,110 
24,010 





Total capital investment 








Total program costs, funded 
Change in selected resources (undelivered 


orders, due-ins) 18,334 


42,344 





10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


—9,740 
22,234 


30,255 





40.00 Budget authority (appropriation) .. 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


17,761 
4,866 
— 11,953 


10,674 





24,010 





1. Relocation assistance.—The Corporation provides 
assistance to business and household tenants displaced 
from their existing locations within the project area, in 
accordance with statutory requirements and the Corpo- 
ration’s goal of minimizing the disruption caused by 
redevelopment activities. Relocation activities began in 
1979 and continue in areas as redevelopment occurs. 

2. Public improvements.—Pennsylvania Avenue and 
adjoining public areas are being progressively recon- 
structed and improved, creating a thoroughfare having 
new sidewalks, curbs, lighting, landscaping, and street 
furniture. These improvements occur concurrently with 
private development of the area. 

3. Historic preservation.—Buildings of architectural 
merit will be restored and retained. The Corporation 
will act cooperatively with property owners and inter- 
ested parties to achieve the Corporation’s historic pres- 
ervation objectives. 

4. Development rights, demolition, parks, accrued in- 
terest, taxes.—Various costs associated with completing 
the public improvements and historic preservation pro- 
grams are funded in this activity. 


Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 
Accounts receivable 


Work in process 66,800 


66,800 


80,969 





Total assets 47,212 








Liabilities and equity: 
Accounts payable 
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16,435 
16,445 


Investment of U.S. Government 46,492 


47,212 


66,800 
66,800 


80,969 
80,969 





Total liabilities and equity 





Object Classification (in thousands of dollars) 





Identification code 42-0102-0-1-451 1979 actual 


4,461 
13,300 


17,761 


1980 est. 


4,000 
38,344 


42,344 


1981 est. 


2,000 
12,169 


14,169 





25.0 Other services 
32.0 Lands and structures. 


99.0 Total obligations 





Public enterprise funds: 
LAND ACQUISITION AND DEVELOPMENT FUND 


The Pennsylvania Avenue Development Corporation is authorized 
to borrow from the Treasury of the United States [$17,000,000] 
$21,000,000 pursuant to the terms and conditions specified in para- 
graph 10, section 6, of Public Law 92-578. (Public Law 96-126, making 
appropriations for the Department of the Interior and related agencies, 
1980; additional authorizing legislation to be proposed for $3,500,000.) 


Program and Financing (in thousand of dollars) 





Identification code 42-4084-0-3-451 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Capital investment, funded: Property acqui- 
sition and related costs, funded 
Financing: 
Offsetting collections from: 
Federal funds 
Non-Federal sources 
Unobligated balance available, start of year 
Unobligated balance available, end of year.. 


24,336 52,295 


11.00 
14.00 
21.47 
24.47 


47.00 


— 4,853 
—641 

— 14,437 
28,595 


—6,200 
— 500 
— 28,595 





Budget authority (authority to 
borrow) 


33,000 
Relation of obligations to outlays: 

71.00 Obligations incurred, net 18,842 
72.47 Obligated balance, start of year 862 
74.47  Obligated balance, end of year — 3,038 


90.00 16,666 


45,595 
3,038 
— 30,633 


18,000 


21,000 
30,633 
— 30,633 


21,000 





Outlays 

Property acquisition.—The Corporation will continue 
to acquire private property to accelerate redevelopment 
in the project area in accordance with the approved 
plan. Such property will be acquired through borrow- 
ings from the U.S. Treasury. 


Revenue and Expense (in thousands of dollars) 


1979 actual 1980 est. 1981 est. 





Operating income or loss: 
Revenue 5,543 


—450 
5,093 


6,700 
— 2,000 


4,700 


4,921 
— 2,000 


2,921 








Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 
Accounts receivable 
Real property 


Total assets 
Liabilities and equity: 
Advances received 7 
Other liabilities 2,467 
Borrowing From U.S. Treasury 33,938 


17,877 
17,884 


105,500 
105,500 


41,368 
41,537 


17,212 
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Financial Condition (in thousands of dollars) —Continued 


~ 1978 actual 1979 actual 1980 est. 1981 est. 





Government equity 46 
17,884 





Total liabilities and equity 41,537 84,500 105,500 





Object Classification (in thousands of dollars) 





Identification code 42-4084-0-3-451 


25.0 Other services 
32.0 Land and structures 


99.0 Total obligations 


1981 est. 


1,000 
24,921 


25,921 


1979 act. 1980 est. 


1,000 1,000 
23,336 91,295 


24,336 52,295 








Trust Funds 
Girts AND DONATIONS 


Program and Financing (in thousands of dollars) 





Identification code 42-8112-0-7-451 1979 actual 1980 est. 1981 est. 





Program by activities: 


Financing: 
60.00 Budget authority (appropriation) (per- 
manent, indefinite) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year. 
74.40 Obligated balance, end of year 


90.00 





Outlays 





The gift to the Corporation will be used to pay the 
travel cost of convening a meeting of the Board of Di- 
rectors outside the Washington metropolitan area. 


POSTAL SERVICE 


Federal Funds 
General and special funds: 
PAYMENT TO THE PosTAL SERVICE FUND 
For payment to the Postal Service Fund for public service costs and 
for revenue [foregone] forgone on free and reduced rate mail, pursu- 
ant to 39 U.S.C. 2401 (b) and (c), and for meeting the liabilities of the 


former Post Office Department to the Employees’ Compensation Fund 
and to postal employees for earned and unused annual leave as of 


June 30, 1971, pursuant to 39 U.S.C. 2004, [[$1,676,810,000] 
$1,593,217,000: Provided, That no funds appropriated herein shall be 
available for implementing special bulk third-class rates for “quali- 


fied political committees” authorized by Public Law 95-593, other | 


than the National, State, or congressional committee of a major or 
minor party as defined in Public Law 92-178, as amended. During 
1981 and within the resources and authority available, gross obliga- 
tions against borrowing authority shall not exceed $1,000,000,000, 
(Postal Service Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 18-1001-0-1-372 





1979 actual 1980 est. 1981 est 





Program by activities: 
Payment to the Postal Service fund for: 
1. Previous nonfunded liabilities of the 
Post Office Department 
2. Public service costs 
3. Free and reduced-rate mail 


65,632 
920,000 
799,544 


66,655 
828,000 
782,155 


68,109 
736,000 
789,108 


10.00 Total payments to the Postal 


Service fund (costs—obliga- 


tions) (object class 41.0) 1,785,176 1,676,810 — 1,593,217 


Financing: 


40.00 Budget authority (appropriation) 1,785,176 1,676,810 1,593,217 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 1,785,176 
77.00 Adjustments in expired accounts + 1,333 


90.00 1,786,509 


1,676,810 1,593,217 


Outlays 1,676,810 = 1,593,217 





* Restoration of balances to liquidate prior Post Office Department obligations. 


Note.—This table represents the Postal Service request as transmitted without change pursuant to section 3, Public Law 
93-328, as well as the President's request. 


This appropriation of $1,593,217 thousand is for the 
purpose of reimbursing the Postal Service for public 
service costs and loss in revenue associated with carry- 
ing certain categories of mail at free and reduced rates. 
The $68,109 thousand requested for previously unfund- 
ed liabilities of the former Post Office Department pro- 
vides $37,109 thousand to cover payments to the em- 
ployees’ compensation fund in 1981 for injuries to postal 
employees which occurred prior to July 1, 1971, and 
$31,000 thousand to cover’ one-twelfth of the 
$372,796,423 in earned and unused annual leave bal- 
ances due postal employees on June 30, 1971, from the 
former Post Office Department. 


The transactions of the Postal Service appear in Part 
IV of the Appendix under Off-Budget Federal Entities. 


The following table represents the estimated revenue 
forgone by the Postal Service in 1981 for carrying cer- 
tain categories of mail at free and reduced rates. 


POSTAL REVENUES AND REQUESTED REVENUE FORGONE APPROPRIATIONS, 1981 ESTIMATED DISTRIBUTION BY PREFERRED RATE SUBCLASSES 


{Dollars in thousands} 





~ Attributable * 


Total cost Postal 


— Subsidy as a 
Nonattributable * revenues 


percent of cost 





Service category: 
Second-class mail: 
Within-the-county 
Outside-the-county: 
Nonprofit publications 
Classroom publications 
Regular rate publications 
Controlled circulation publications... 
Third-class mail: Bulk rate nonprofit 


54,395 13,599 28,005 39,989 
191,571 

9,369 
611,247 
79,023 


540,090 


10,136 
6,051 
12,053 
26,077 
198,733 


99,642 
3,756 
608,447 
105,100 
319,316 


102,065 
7,664 


419,507 
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RAILROAD RETIREMENT BOARD 











Fourth class: 
Special rate matter 
Library rate material 
Free mail for blind and handicapped 


280,809 
63,620 
19,392 


1,845,516 


9,616 
43,376 
4,850 


320,491 


286,425 
37,416 


1,488,107 





1 Comprised of direct and indirect variable costs, peyy yl variable costs and specific fixed costs. Includes assignable costs for regular-rate categories only. 


2 That portion of total nonattributable costs which are to 
2 Excludes reconciliation adjustment. 


U.S. PostaL SERVICE APPROPRIATION LANGUAGE REQUEST 


Herewith transmitted without change, as required by 
Public Law 93-328, is the appropriation language re- 
quest of the U.S. Postal Service, as submitted to the 
Office of Management and Budget. 


PAYMENT TO THE PosTAL SERVICE FUND 


For payment to the Postal Service Fund for public service costs and 
for revenue [foregone] forgone on free and reduced rate mail, pursu- 
ant to 39 U.S.C. 2401 (b) and (c), and for meeting the liabilities of the 
former Post Office Department to the Employees’ Compensation Fund 
and to postal employees for earned and unused annual leave as of 
June 30, 1971, pursuant to 39 U.S.C. 2004, [[$1,676,810,000] 
$1,593,217,000: Provided, That no funds appropriated herein shall be 
available for implementing special bulk third-class rates for “quali- 
fied political committees” authorized by Public Law 95-593, other 
than the National, State, or congressional committee of a major or 
minor party as defined in Public Law 92-178, as amended. (Postal 
Service Appropriation Act, 1980.) 


RAILROAD RETIREMENT BOARD* 


“See Part III for additional information. 
Federal Funds 
General and special funds: 


FEDERAL WINDFALL PAYMENT TO RAILROAD RETIREMENT [TRUST 
Funp] Account 


For payment to the Railroad Retirement Account, as provided 
under sections 15(b) and 15(d) of the Railroad Retirement Act of 1974, 
[$313,000,000] $350,000,000. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980 that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priation Act, 1980. 


Program and Financing (in thousands of dollars) 


Wentfication code. 60-0109-0-1-601 








1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Payment for windfall benefits (costs—ob- 
ligations) (object class 41.0) 


Financing: 
40.00 Budget authority (appropriation) 


313,000 313,000 350,000 


313,000 = 313,000 350,000 





Relation of obligations to outlays: 
11.00 Obligations incurred, net 


40.00 Outlays 


313,000 
313,000 


313,000 
313,000 


350,000 
350,000 





This appropriation is a Federal subsidy to the Rail- 
toad retirement account for certain costs not financed 
by taxes from the railroad sector. 

Payment for windfall benefits.—This is the sixth re- 
quest for appropriations authorized by the Railroad Re- 


covered by these subclasses in the ratemaking process 


tirement Act of 1974 to subsidize “windfall” benefits 
received by persons covered by both the railroad retire- 
ment system and the social security system. 

Because the social security benefit formula heavily 
favors persons with short periods of service, low earn- 
ings, or both, persons acquiring eligibility under both 
systems generally receive a disproportionate benefit. 

The Railroad Retirement Act of 1974 authorized 
annual appropriations, on a level cost basis, from 1976 
through the year 2000 to subsidize windfall benefits. 
When enacted in 1974, the annual appropriation was 
estimated at $250 million, for a total subsidy of $6.25 
billion. In its 1976 triennial actuarial valuation, the 
Railroad Retirement Board reported a 45% increase in 
the annual windfall subsidy cost. In 1979, the Board 
reported that the original 1974 estimate had doubled to 
$500 million, and indicated the subsidy cost would con- 
tinue to increase if there were any inflation after 1980. 

The Administration, faced with increasingly large 
projected subsidy costs, will propose legislation to limit 
to $350 million annually the general taxpayers’ liability 
to subsidize this private industry pension. The Adminis- 
tration is proposing in 1981 to increase the subsidy for 
the second time in 3 years. The $350 million subsidy 
appropriation request is 40% higher than the subsidy 
originally anticipated in the first 4 years. The level 
appropriated for each of the first 2 years, was $250 
million and $313 million for each of the last 2 years. 


REGIONAL Ratt TRANSPORTATION PROTECTIVE ACCOUNT 


Program and Financing (in thousands of dollars) 





Identification code 60-0110-0-1-604 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Payment of benefits 
2. Administrative expenses 


27,442 
30 


72,478 
38 


10.00 Total program costs, funded—obliga- 


72,516 27,472 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 


— 18,472 
27,472 


81,516 


—27,472 


Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


72,516 


Outlays 71,650 28,338 





Note—Excludes $7,500 thousand for activities transferred to Rail Labor Assistance, Department of Transportation. 
Comparable amounts for 1979 ($81,516 thousand) are included above. 


The Regional Rail Reorganization Act of 1973 author- 
ized benefits to employees separated from certain rail- 
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General and special funds—Continued 
REGIONAL RalL. TRANSPORTATION PROTECTIVE AccouNT—Continued 


roads. The full authorized amount has been appropri- 
ated. 


Object Classification (in thousands of dollars) 





Identification code 60-0110-0-1-604 


25.0 Other services 38 
41.0 — Grants, subsidies, and contributions 12,478 


99.0 Total obligations 72,516 


1979 actual 1980 est. 1981 est. 





27,442 
27,472 








Trust Funds 


LIMITATION ON RAILROAD UNEMPLOYMENT INSURANCE 
ADMINISTRATION FUND 


Program and Financing (in thousands of dollars) 


WORKLOAD 
1979 actual 
534,000 
505,000 


1980 estimate 
600,000 
500,000 


1981 estimate 
545,000 
480,000 


Unemployment claims 
Sickness claims 


3. Processing of sickness claims.—These claims are 
filed by mail and certified for payment through the 
headquarters office. Sickness claims receipts are also 
projected to decline, as indicated in the preceding table. 

4. Claimant placement services.—The Board conducts 
an employment service for unemployment benefit 
claimants. Savings of unemployment benefits of ap 
proximately $850 thousand are expected in 1981 from 
the placement of approximately 1,700 claimants in jobs, 
850 of which are outside of the railroad sector. 

5. Administration.—The costs of administration are 
shared between this and the pension program on an 
allocated basis. 


Object Classification (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Maintenance of earnings accounts 331 349 334 
2. Processing of unemployment insurance claims 5,149 5,808 5,574 
3. Processing of sickness claims 3,663 4,066 3,902 
4. Claimant placement services 207 232 223 
5. Administration 1,064 1,162 1,114 


10,414 11,617 11,147 





Total program costs, funded—obligations + 
Financing: 
Unobligated balance available, start of year 
Excess available to unemployment insurance ac- 


—6,261 —6,000 


5,429 
6,000 


16,785 


6,134 
6,000 


17,281 


Unobligated balance available, end of year 





Limitation 





1 Includes capital investment as follows: 1979, $69 thousand; 1980, $146 thousand; 1981, $75 thousand. 


The Board administers unemployment and sickness 
insurance and an employment service for unemployed 
railroad workers. Administrative expenses are financed 
through a permanent appropriation of 0.50% of taxable 
payroll. Each September 30, the unobligated balance in 
this fund in excess of $6 million is transferred to the 
Railroad unemployment insurance account in the un- 
employment trust fund (45 U.S.C. 361). 


(In thousands of dollars} 
1979 actual 1980 estimate 1981 estimate 
Permanent limitation (0.50% of taxable payroll) 13,824 16,214 16,694 
Interest on investments 488 571 587 


Limitation 14,312 16,785 17,281 








1. Maintenance of earnings accounts.—Insurance pay- 
ments for unemployment and sickness benefits are 
based on individual records of earnings and daily wage 
rates. The workload fluctuates according to such factors 
as the level of employment and rate of turnover in the 
railroad industry. The costs are shared on an allocated 
basis with the pension program. Employee accounts 
posted are estimated at 675,000 in 1981. 

2. Processing of unemployment insurance claims.— 
Workers’ claims for unemployment compensation are 
filed locally and certified for payment through the 
headquarters office. Unemployment claims are project- 
ed to decline by 9% from 1980 to 1981, as indicated in 
the following table: 


Identification code 20-8042-0-7-999 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 6,720 7,007 6,807 
11.3 Positions other than permanent 146 150 150 
11.5 Other personnel compensation 277 295 295 


Total personnel compensation 7,143 7,452 7,252 
12.1 Personnel benefits: Civilian 903 857 
21.0 ‘Travel and transportation of persons 
22.0 Transportation of things 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 
25.0 — Other services 
26.0 — Supplies and materials 
31.0 — Equipment 


Total direct costs, funded 
93.0 Administrative expenses included in sched- 
ule of funds as a whole 


10,414 11,617 11,147 


—10,414 —11,617)  —11,1") 


Total obligations 





Personnel Summary 





Total number of permanent positions 440 
Total compensable workyears _ 432 446 434 
Full-time equivalent of other positions (23) (23) (23) 

Full-time equivalent of overtime and holiday 
(26) (28) (28) 


Average ES salary a. $47,500 $50,112 $50,112 
Average GS grade a 7.65 7.72 171 
Average GS salary .. $15,618 $16,709 $16,709 
Average salary of ungraded positions $16,516 $17,672 $17,672 





RAILROAD RETIREMENT ACCOUNT 


Amounts Available for Appropriation (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 








Unappropriated balance, start of 
43,917 


4,157,545 





4,769,000 
273,500 


Receipts (net) 
Proposed legislation 


Total available for appro- 


priation 4,201,462 4,440,000 5,042,500 





Appropriation: Railroad retirement 
—4,769,000 
— 213,500 


—4,201,462 —4,440,000 


Proposed legislation 
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Subtotal appropriation — 5,042,500 
Unappropriated balance, end of year 








Program and Financing (in thousands of dollars) 





ientfication code 60-8011-0-7-601 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Retirement, disability, and 
survivor benefit payments 4,634,977 4,413,651 5,212,200 
2. Administrative expenses 34,103 39,230 36,723 
3. Interest on refund of taxes ... 26 25 25 


Total direct program 4,669,106 4,452,906 5,248,948 
Reimbursable program: 
Medicare administration 1,200 1,200 1,200 


10.00 Total program _costs, 
funded—obligations 4,670,306 4,454,106 5,250,248 
Financing: 
13,00 Offsetting collections from: Trust 








— 1,200 — 1,200 —1,200 
21.40 Unobligated balance available, 
start of year: U.S. securities 
—2,714,853 —2,278,509 —2,265,603 


—31,300 
24.40 Unobligated balance available, end 
of year: U.S. securities (par)... 2,278,509 2,265,603 1,785,655 


60.00 Budget authority (appro- 
priation) (permanent, in- 
definite) 4,201,462 4,440,000 4,769,000 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 4,669,106 4,452,906 5,248,948 
12.40 Obligated balance, start of year: 
Treasury balance 24,720 1,940 4,778 
U.S. securities (par) 363,035 775,987 477,800 
14.40 Obligated balance, end of year: 
Treasury balance — 1,940 —4778 —4,778 
U.S. securities (par) —1775,987 — 477,800 — 500,000 


40.00 Outlays 4,278,934 4,748,255 5,226,748 











Under the Railroad Retirement Act of 1974, which 
radically restructured railroad retirement, beneficiaries 
a4 | Senerally receive the equivalent to a social security 
(3) | benefit based on a worker’s railroad wages and other 
covered employment (designated “Tier I’), and a rail- 
(2) | road industry pension like other private pension plans 
ae but embedded in Federal law (designated “Tier II’). 
$16,709 One-third of the 1 million beneficiaries also receive a 
$17672 | Windfall” benefit. Railroad workers and employers pay 
—— f taxes on wages to finance: (1) retirement and disability 
benefits paid to primary beneficiaries and their depend- 
ents; (2) benefits to the survivors of railroad workers; 
and, (3) hospital insurance benefits (medicare). A Feder- 
al subsidy to the Railroad retirement account finances 
the windfall benefits received by individuals covered by 
both railroad retirement and social security. The taxes 
are deposited in the Railroad retirement account and 
invested in Government securities. The portion of the 
taxes associated with social security and hospital insur- 
ance benefits is transferred to the Federal old-age, sur- 
vivors and disability insurance trust funds and to the 
Federal hospital insurance trust fund under the finan- 
tial interchange provisions governing railroad retire- 

ment and social security. 
Supplemental annuities are also paid to certain em- 
ployees in addition to regular benefits and windfalls. 


This program is financed by a tax paid by employers 
and deposited in the Railroad retirement supplemental 
account. 


STATUS OF FUNDS 
[in thousands of doliars) 
1979 actual 1980 estimate 1981 estimate 
Unexpended balance brought forward: 
U.S. securities (par) 3,077,888 3,054,496 2,743,403 
Cash 24,720 
Unappropriated receipts 43,917 


Balance of fund, start of year 3,146,525 2,748,181 


Cash income during the year: 
Governmental receipts: 
Social Security equivalent taxes: 
Railroad employees 621,219 753,000 
Railroad employers vs 621,219 753,000 
Proposed legislation 27,000 
Industry pension component taxes: 
Employer Tier ll taxes 1,265,000 
Proposed legislation 246,500 
Employer supplemental annuity taxes 151,200 157,200 
Refund of taxes 00 
Change in unappropriated receipts 
Transfer of taxes to Federal hospital insur- 





—213,000 —252,000 

Interbudgetary transactions: Federal payment 

for dual benefits 313,000 313,000 350,000 
Payments from: 
Federal old-age and survivors insurance trust 

fund 1,447,532 1,468,000 = 1,551,000 
Federal disability insurance trust fund 29,906 — 1,000 — 9,000 
Interest and profit on investments 192,014 283,000 223,000 
Interest transferred to Federal hospital insur- 

ance funds —15,549 —18,000 
Interest on loan to Railroad unemployment 

insurance account 755 


Total annual income. 4,157,545 4,440,000 5,042,500 


Cash outgo during year: 
Benefit payments and claims: 
Social Security benefits 2,585,463 2,872,000 3,166,000 
Advances from FOASI Trust Fund .. .. —235,972 —250,000 —265,000 
Advances from FDI Trust Fund —29,095 —35,000 — 40,000 
Qld-age and survivors insurance certifica- 





236,392 250,000 265,000 
Disability insurance certifications wa 40,000 
Proposed legislation — 38,200 
Industry pension component: 
Retirement benefits 678,154 753,000 830,000 
Disability benefits = 31,788 35,000 39,000 
Survivor benefits oe 353,912 393,000 433,000 
Occupational disability benefits.. ay 19,073 21,000 23,000 
Windfall benefiis ................sssescs0se ai 450,125 502,000 552,000 
Supplemental annuity benefits... we 147,000 
Proposed legislation.............. ; - —32,000 
Administrative expenses (net of reimbursements 
from other funds): Authorized program 36,273 
Interest on refunds of taxes 25 


Total annual outgo 4,278,934 5,156,548 


Net repayment from unemployment insurance ac- 
31,300 





3,054,496 2,743,403 2,629,355 
1,940 4,778 4,778 


3,056,436 2,748,181 2,634,133 





Income.—The income of the Railroad retirement ac- 
counts consists of taxes paid by railroad employers and 
employees; interest on investments; annual appropri- 
ations to subsidize windfalls; and, payments from the 
Federal old-age and survivors insurance trust fund and 
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the Federal disability insurance trust fund. The rail- 
road retirement system has an annual financial inter- 
change with social security so as to place social security 
in the same position in which it would have been if 
railroad employment had been directly covered by 
social security. 

Retirement, disability, and survivor benefit pay- 
ments.—Payment estimates reflect the increases in 
benefit rates provided by law. 

Administrative expenses.—These expenses are subject 
to annual limitations in appropriation acts (see Limita- 
tion on salaries and expenses). 

Payment to Federal hospital insurance trust fund.— 
Portion of taxes which finances hospital insurance 
benefits is for payment to the Federal hospital insur- 
ance trust fund, since payments of hospital benefits for 
railroad retirement beneficiaries are made from that 
fund. 


Object Classification (in thousands of dollars) 


1979 actual 1980 est 1981 est 


Identification code 60-8011-0-7-601 


Direct obligations: 
Insurance claims and indemnities 4,634,977 4,413,651 
Interest and dividends 26 25 
Administrative expenses 34,103 39,230 


“4,669,106 4,452,906 


42.0 
43.0 
93.0 


5,212,200 


Total direct program 
Reimbursable obligations: 


93.0 Administrative expenses 


99.0 


a ee on 1 
4,670,306 4,454,106 5,250,148 


Total obligations 





RAILROAD RETIREMENT ACCOUNT 


(Proposed for later transmittal, proposed legislation) 


Program and Financing (in thousands of dollars) 


1980 est. 1981 est 


identification code 60-8011-2-7-601 1979 actual 





Program by activities: 
10.00 Proposed railroad retirement legislation 
(costs—obligations) 
Financing: 
24.40 Unobligated balance available, end of year: 
U.S. securities (par) 


—10,200 


__ 445,10 
40.00 Budget authority (appropriation) 


(indefinite) 273,500 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


— 70,200 


Outlays —70,200 





Legislation is resubmitted to restore the solvency of 
the railroad industry pension fund in an equitable way. 
The Railroad Retirement Board’s latest actuarial valua- 
tion projects that the industry pension is underfunded 
and its cash balances are being rapidly depleted. The 
industry pension could be out of funds by 1984. Under 
this proposal, revenues would increase annually by 2% 
of railroad industry payroll and prospective benefits 
would decrease by an amount actuarially equivalent to 
2% of this payroll, thereby eliminating the actuarial 
deficiency. These proposals also make the railroad in- 
dustry social security component more similar to social 
security. The proposals would: 


Finance the industry pension component from the 
full railroad payroll and apply the social security tax to 
the railroad industry in the same manner as other 
private sector employment (increase in receipts of 
$273.5 million in 1981); 

Prospectively apply social security rules to the initial 
award of disability benefits, the computation of spouse’s 
age reduction, the treatment of 60-61-year-old widowed 
spouses, the use of earnings in the year of retirement, 
and in calculating annual cost of living increases 
(outlay reduction of $29.5 million in 1981); 

Correct anomalies in computing: (a) spouse’s maxi- 
mum social security equivalent (tier I) benefits, (b) 
years of service by crediting only actual months of rail- 
road service, (c) primary insurance amounts for early 
retirees with 30 years of railroad employment, and (d) 
net tier I benefits in retirement cases with an age re- 
duction (outlay reduction of $20.3 million in 1981); and 

Preclude total railroad retirement benefits from ex- 
ceeding pre-retirement earnings and phaseout industry 
pension component student benefits (outlay reduction of 
$20.4 million in 1981). 


LIMITATION ON [SALARIES AND EXPENSES] ADMINISTRATION 


For expenses necessary for the Railroad Retirement Board, 
[$39,730,000] $37,223,000, to be derived from the railroad retirement 
accounts: Provided, That $500,000 of the foregoing amount shall be 
apportioned for use pursuant to section 3679 of the Revised Statutes, 
as amended (31 U.S.C. 665), only to the extent necessary to process 
workloads not anticipated in the budget estimates and after maxi- 
mum absorption of the costs of such workloads within the remainder 
of the foregoing limitation has been achieved: Provided further, That 
notwithstanding any other provision in law, no portion of this limita- 
tion shall be available for payments of standard level user charges 
pursuant to section 210(j) of the Federal Property and Administrative 
Services Act of 1949, as amended (40 U.S.C. 490(j); 45 U.S.C. 228a-1). 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priation Act, 1980. 


Program and Financing (in thousands of dollars) 


1980 est. 1981 est 


1979 actual 





Program by activities: 
Direct program: 
1. Maintenance of earnings accounts 682 875 134 
2. Processing applications 11,595 13,279 12,486 
3. Maintenance of beneficiary rolls 17,393 20,037 18,729 
4. Medicare 1,705 1,855 1,836 
5. Administration 2,728 3,184 2,938 


34,103 36708 


Total direct program 39,230 
Reimbursable program: 
6. Medicare administration (Department of 


Health, Education, and Welfare) 


Total program costs, funded—obliga- 


1,200 1,200 


40,430 37,923 
Financing: 
Offsetting collections from: Trust funds 
Unobligated balance lapsing 


—1,200  —1,200 —1,200 
2,600 500 


Limitation 36,703 37,283 





* Includes capital investment as follows: 1979, $219 thousand; 1980, $439 thousand; 1981, $260 thousand. 


The Board administers the Railroad Retirement Act 
which provides annuities for age and disability and 
benefits for survivors and dependents of railroad work- 
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ers. The Board also participates in the administration 
of the hospital and medical insurance programs for per- 
sons covered by the Railroad Retirement Act for which 
it is reimbursed by the social security trust funds. 

The Board also administers industry financed supple- 
mental annuities to certain career railroad workers. 

1. Maintenance of earnings accounts.—Eligibility for 
retirement and the amount of benefits paid are based 
on individual earnings records. The workload fluctuates 
according to the level of employment, and rate of turn- 
over in the railroad industry. Employee posted are esti- 
mated at 675,000 in 1981. The costs are shared with the 
railroad unemployment insurance program. 

2. Processing applications.—This activity includes 
processing annuity claims under the Railroad Retire- 
ment Act of 1974. 

1979 actual 


26,619 
107,240 


1980 estimate 
28,800 
109,000 
25,000 
135,000 
27,800 


1981 estimate 
27,800 
111,000 
24,000 
135,000 
27,800 


Pending, start of year 

New Railroad Retirement applications 
New Social Security certifications 24,945 
Total dispositions (excluding partial awards) 129,969 
Pending, end of year 28,800 


3. Maintenance of beneficiary rolls.—This activity in- 
cludes all work related to the placement, continuance, 
and removal of persons on the benefit rolls. The 
number of persons on the rolls receiving benefit pay- 
ments will decrease modestly from 1,013,171 at the end 
of 1979 to an estimated 1,006,000 at the end of 1980, and 
decrease by over 2% to 985,000 in 1981. 

4, Medicare.—This activity includes the work of proc- 
essing applications to establish eligibility for health and 
medical insurance benefits under Title XVIII of the 
Social Security Act. 

5. Administration.—The cost of administration is 
shared between the retirement and the railroad unem- 
ployment insurance programs. The Board will utilize a 
toll-free telephone number to assess how it may im- 
prove service to beneficiaries. The Board anticipates 
having such telephone service available for an extended 
workday. 


Object Classification (in thousands of dollars) 
Wenttication code 60-8011~0-7-601 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
Permanent positions 20,728 23,471 22,320 
Positions other than permanent 492 510 510 
Other personnel compensation 861 920 920 


Total personnel compensation 22,081 24,901 23,660 
Personnel benefits: Civilian 3,115 2,803 2,721 
Travel and transportation of persons 577 560 560 
Transportation of things 60 69 69 
Communications, utilities, and other rent.... 3,369 3,939 4,677 
Printing and reproduction 281 163 163 
Other services 3,915 5,882 4,139 
Supplies and materials 486 474 474 
Equipment 219 439 260 


Total direct costs, funded 34,103 39,230 36,723 
Administrative expenses included in sched- 
— 39,230 








ule of funds as a whole — 34,103 





Total direct obligations 


Reimbursable obligations: 
Personnel compensation: 
Ill Permanent positions 
IL5 Other personnel compensation 





310-100 O - 80 - 61 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Communications, utilities, and other rent..... 
Printing and reproduction 
Supplies and materials 





Total reimbursable obligations 
Administrative expenses included in sched- 
ule of funds as a whole 


Total obligations 





Personnel Summary 





Direct: 
Total number of permanent positions 
Total compensable workyears ; 1,459 1,416 
Full-time equivalent of other positions (70) (70) 
Full-time equivalent of overtime and holiday 
(118) (103) 
Average ES salary..... $50,112 $50,112 
Average GS grade 7.72 771 
Average GS salary $16,709 $16,709 
Average salary of ungraded positions $17,672 $17,672 








Reimbursable: 

Total number of permanent positions 55 55 
Total compensable workyears 54 54 
Full-time equivalent of other positions ( (0) (0) 

Full-time equivalent of overtime and holiday 
(2.0) (1.7) 
Average ES salary... $50,112 $50,112 
Average GS grade 7.72 771 
Average GS salary $16,709 $16,709 
Average salary of ungraded positions $17,672 $17,672 


RENEGOTIATION BOARD 
Federal Funds 


General and special funds: 


SALARIES AND EXPENSES 
Program and Financing (in thousands of dollars) 


Identification code 66-0100-0-1-054 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. General management and support staff.. 
2. Headquarters operations 
3. Regional operations 


Total program costs, funded * 
Change in selected resources (undelivered 
orders) 





10.00 Total obligations 


Financing: 
14.00 Offsetting collections from: Non-Federal 





40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 
77.00 Adjustments in expired accounts. 


90.00 





Outlays 





* Includes capital investment as follows: 1979, $35 thousand. 


In the 1979 appropriation act for the Board, the Con- 
gress ordered cessation of its activities as of March 31, 
1979. The Board suspended operations on that date. 
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General and special funds—Continued 
SALARIES AND ExpENSEsS—Continued 


Object Classification (in thousands of dollars) 


Identification code 66-0100-0-1-054 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 
Other personnel compensation 
Special personal services payments 





Total personnel compensation 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons. 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials... 
Equipment 


Total costs, funded 
Change in selected resources... 








Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade... 
Average GS salary 
Average salary of ungraded positions 





SECURITIES AND EXCHANGE COMMISSION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses for the Securities and Exchange Commis- 
sion, including services as authorized by 5 U.S.C. 3109, and not to 
exceed $2,000 for official reception and representation expenses, 
[$68,986,000] $77,150,000. (60 Stat. 810; 5 U.S.C. 551-59, 701-06, 1305, 
3105, 3344, 53862, 7521; 11 U.S.C. 501-676; 15 U.S.C. 77a-77bbbb, 78a- 
78jj, 79-79z-6, 80a1, 80a52, 80b1-80b21; Departments of State, Justice, 
and Commerce, the Judiciary, and Related Agencies Appropriation 
Act, 1980; additional authorizing legislation has been proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 50-0100-0-1-376 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
. Full disclosure 
. Prevention and suppression of fraud .. 
. Supervision and regulation of securi- 
ties markets 
. Public utility holding company regu- 


12,870 
24,302 


14,349 
26,233 


14,812 

26,885 

8,918 10,101 12,457 
687 805 833 

. Regulation of investment companies 

and investment advisers 

. Legal services 

. Economic and statistical research 

» Program direCtion.........ccssssssssssseeees 


6,220 
5,221 
1,261 


6,738 
5,584 
1,571 


7,136 
5,704 
1,498 

6,657 7,484 7,825 


Total direct program... 66,136 72,865 77,150 
Reimbursable program 392 350 350 


Total program costs, funded + 66,528 73,215 77,500 
Change in selected resources (stores and 


undelivered orders) —] 


66,521 77,500 


73,215 


10.00 Total obligations 


Financing: 
11.00 Offsetting collections from: Federal funds ... —392 
25.00 Unobligated balance lapsing 971 


Budget authority 67,100 72,865 





Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


68,986 
3,879 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40  Obligated balance, end of year 


90.00 


66,129 
6,709 


72,865 
6,833 
—5,337 


Outlays, excluding pay raise supple- 
70,588 76,613 
91.20 Outlays from civilian pay raise sup- 


plemental 106 





2 Includes capital investment as follows: 1979, $525 thousand; 1980, $575 thousand; 1981, $1,370 thousand. 


The primary purpose of the Commission is to protect 
the interests of the investing public. 

1. Full disclosure.—In order to insure that investors 
will be provided with material facts concerning securi- 
ties offered for public sale, issuers who propose to offer 
new securities for public sale are required to file regis- 
tration statements with the Commission. Issuers having 
total assets and security-holder populations of specified 
sizes are also required to furnish comparable informa- 
tion on a continuing basis in annual and other periodic 
reports and in proxy solicitation materials. Commission 
staff review these filings to insure full and fair disclo- 
sure and to prevent fraud and misrepresentation. 


SELECTED WORKLOAD DATA 


1979 actual 1980 estimate 1981 estimate 

Examination of initial registration statements— 
other than investment companies 

Examination of post-effective registration state- 
ments—other than investment companies 

Preliminary proxy statements and statements to 
stockholders examined or disposed of—other 
than investment companies 

Annual and periodic reports examined or disposed 
of—other than investment companies 

Ownership and transaction reports examined 


2,560 2,100 2,200 


4,093 7,100 7,100 


6,955 7,100 7,100 


37,000 
140,000 


37,000 
140,000 


36,944 
128,299 


2. Prevention and suppression of fraud.—Suspected 
fraud and manipulation in the purchase, sale, and trad- 
ing of securities, illegal distributions of unregistered 
securities, and other unlawful conduct is prevented, 
minimized, or eliminated by investigating complaints, 
questionable trading activities, and other indications of 
possible violations of the Federal securities laws. 


SELECTED WORKLOAD DATA 
1979 actual 1980 estimate 1981 estimate 
Investigations closed 481 420 420 
Cases referred to the Department of Justice for 
criminal prosecution 45 65 if) 
Administrative proceedings closed to deny or revoke 
registration of brokers, dealers, and investment 
90 90 
Injunction actions concluded 197 180 180 


3. Supervision and regulation of securities markets.— 
Trading in the securities markets of the United States 
is regulated to prevent fraud, manipulation, and decep- 
tion, to promote competition, and to insure the mainte- 
nance of fair, honest, and efficient markets. During 
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1981, the Commission will be engaged in restructuring 
the capital formation structure into a national market 
system and a nationwide system for the prompt and 
accurate clearance and settlement of securities transac- 
tions. 


SELECTED WORKLOAD DATA 


1979 actual 1980 estimate 1981 estimate 
Review of changes in the rules and procedures of 
exchanges 240 245 
Inspections of exchanges 17 17 
inspections of the National Association of Securities 
8 8 


broker-dealers registered 6,560 6,560 


broker-dealer examinations zm 890 895 


4, Public utility holding company regulation.—This 
program protects the public’s interest in public utility 
holding company systems by restricting the operation 
to integrated systems and activities incidental thereto, 
insuring that they maintain a prudent financial struc- 
ture, and overseeing their corporate and financial activ- 
ities. In 1981, the Commission expects to oversee the 
operation of the holding company systems presently 
registered, which comprise 172 separate companies with 
assets of over $44 billion. 


SELECTED WORKLOAD DATA 


1979 actual 1980 estimate 1981 estimate 
financial transactions reviewed 332 335 335 
fxamination of annual and periodic reports 659 660 660 


5. Regulation of investment companies and investment 
advisers.—This program insures that investment com- 
panies and investment advisers carry out their fidu- 
ciary obligations and fully and fairly disclose their ac- 
tivities to investors. Registrations are examined, filings 
are analyzed, and registered entities are inspected. In 
1981 emphasis will be placed on increasing the number 
of investment adviser examinations. 


SELECTED WORKLOAD DATA 


1979 actual 1980 estimate 1981 estimate 
framination of registration statements 3 380 410 
Annual and periodic reports examined .... ee 7,070 7,600 
Preliminary proxy statements examined... se 980 1,060 
Investment company examinations ise 260 265 
Investment advisors examined oes 510 555 
Applications for exemption 210 220 


6. Legal services.—This program provides legal and 
adjudicatory services for the Commission. Included are: 
litigation, legal advisory services, administration of 
Government-wide statutes, administrative proceedings, 
and court assistance in corporate reorganizations. 


SELECTED WORKLOAD DATA 


1979 actual 
2,741 


1980 estimate 
3,000 


1981 estimate 


Review of reorganization petitions filed in courts 3,000 


1. Economic and statistical research.—Economic and 
statistical analysis is performed to support the Commis- 
sion’s rulemaking function. Certain financial data are 
produced as a part of the overall Federal economic 
statistical program. 

8. Program direction.—The five Commissioners and 
their staffs are supported by this program, which also 
includes management direction and analysis, financial 
management, personnel, automated data processing, 
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public affairs, records and library services, and general 
administrative services. 


Object Classification (in thousands of dollars) 





Identification code 50-0100-0-1-376 1979 actual 1980 est. 1981 est. 








Direct obligations: 
Personnel compensation: 
Permanent positions 46,531 51,461 
Positions other than permanent 627 608 
Other personnel compensation 366 672 


Total personnel compensation 47,524 52,741 
Personnel benefits: Civilian 4,847 
Benefits for former personnel 100 
Travel and transportation of persons 2,125 
Transportation of things 50 
Standard level user charges 4,234 
Communications, utilities, and other rent.... 3,893 
Printing and reproduction 1,085 
Other services 5,648 
Supplies and materials 1,057 
Equipment 1,370 


Total direct costs, funded 66,136 77,150 
7 


Change in selected resources _ 


Total direct obligations 66,129 





Reimbursable obligations: 

Personnel compensation: Permanent  posi- 
tions 

Personnel benefits: Civilian 
Travel and transportation of persons 
Standard level user charges 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 


Total reimbursable obligations 








Total obligations 66,521 73,215 77,500 





Personnel Summary 





Direct: 
Total number of permanent positions 2,100 2,105 
Total compensable workyears 2,051 2,057 
Full-time equivalent of other positions (36) (36) 
Full-time equivalent of overtime and holiday 
(15) (16) 


$49,520 $49,520 
10.18 10.18 
$25,398 $25,920 


Average ES saiary 
Average GS grade 
Average GS salary 








Reimbursable: 
Total number of permanent positions 9 9 
Total compensable workyears 9 9 
Full-time equivalent of other positions ( (0) (0) 
Full-time equivalent of overtime and holiday 
(0) (0) 


10.00 10.00 


Average GS grade } 
$18,822 18,822 


Average GS salary 





Public enterprise funds: 
INVESTMENT IN SECURITIES INVESTOR PROTECTION CORPORATION 


Program and Financing (in thousands of dollars) 








Identification code 50-4068-0-3-376 1979 actual 1980 est. 





Financing: 
21.47 Unobligated —_ balance 
start of year 


available, 


—1,000,000 —1,000,000 —1,000,000 
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Public enterprise funds—Continued 


INVESTMENT IN SECURITIES INVESTOR PROTECTION CORPORATION— 
Continued 


Program and Financing (in thousands of dollars) —Continued 





Identification code 50-4068-0-3-376 1979 actual 1980 est. 1981 est. 





24.47 Unobligated balance available, end 
of year 


Budget authority 


1,000,000 1,000,000 1,000,000 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





The Securities and Exchange Commission is author- 
ized to make loans to the Securities Investor Protection 
Corporation in the event that the fund maintained by 
SIPC is insufficient to satisfy the claims of customers of 
failing brokerage firms. To date, SIPC has not needed 
these loans. 


SELECTIVE SERVICE SYSTEM 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES* 


* See Part III for additional information. 


For necessary expenses of the Selective Service System, including 
expenses of attendance at meetings and of training for uniformed 
personnel assigned to the Selective Service System, as authorized by 
law (5 U.S.C. 4101-4118) for civilian employees; and not to exceed 
$500 for official reception and representation expenses; [$7,830,000] 
$10,982,000: Provided, That during the current fiscal year, the Presi- 
dent may exempt this appropriation from the provisions of subsection 
(c) of section 3679 of the Revised Statutes, as amended, whenever he 
deems such action to be necessary in the interest of national de- 
fense[[: Provided further, That none of the funds appropriated by this 
Act may be expended for or in connection with the induction of any 
person into the Armed Forces of the United States]. (Department of 
Housing and Urban Development—Independent Agencies Appropri- 
ation Act, 1980.) 


Program and Financing (in thousands of dollars) 








Identification code 90-0400-0-1-054 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Mobilization readiness 
2. Reserve program 


5,326 
3,513 


8,839 


7,469 
3,513 


10,982 





Total program costs, funded * 
Change in selected resources (undelivered 


orders) — 588 


10.00 Total obligations 


Financing: 
25.00 Unobligated balance lapsing 


Budget authority 


Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 
44.30 Supplemental for military pay raises 











Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 
Adjustments in expired accounts 


Outlays, excluding pay raise supple- 
mental 


71.00 
72.40 
74.40 
77.00 


90.00 


7,899 10,705 





91.20 Outlays from civilian pay raise sup- 


91.30 Outlays from military pay raise sup- 


plemental 


1 Includes capital investment as follows: 1979, $102 thousand; 1980, $400 thousand; 1981, $700 thousand. 


In 1981 the Selective Service System will continue to 
develop enhancements to improve its capability to re 
spond rapidly and efficiently from its standby posture. 
These enhancements are necessary to ensure that the 
Selective Service System can respond to any emergency 
situation. These improvements are independent of regis- 
tration strategy and are. required in support of both 
pre- and post-M day registration. 

1. Mobilization readiness.—This activity includes all 
facets of National and Regional operational planning, 
maintenance of a standby registration organization, 
data processing support, and a comprehensive training 
program for the Selective Service Reserve Forces. The 
processing procedures employed by the Emergency Mili- 
tary Manpower Procurement System will continue to be 
tested and refined to insure that it can fully satisfy the 
emergency manpower needs of the armed forces. This 
activity also includes administrative functions. 

2. Reserve program.—This activity involves the prepa- 
ration of the Reserve and National Guard officers for 
mobilization assignments in specific positions with the 
Selective Service System. Special focus of the program 
is on the exercise of the mobilization plans to ensure a 
high readiness capability in the event of mobilization 
and to ensure that these plans are concurrently revised 
in accordance with the System’s mission requirements 
and the state of the art. 


Object Classification (in thousands of dollars) 
Identification code 90-0400-0-1-054 


Personnel compensation: 
Permanent positions 
Positions other than permanent 
Special personal services payments 





1979 actual 1980 est. 1981 est. 





Total personnel compensation 
12.1 Personnel benefits: Civilian 
13.0 Benefits for former personnel 
21.0 — Travel and transportation of persons 
22.0 — Transportation of things 
23.1 Standard level user charges 
23.2 Communications, utilities, and other rent.... 
24.0 — Printing and reproduction 
25.0 — Other services 
26.0 Supplies and materials 
31.0 — Equipment 


Total costs, funded 7,257 
94.0 Change in selected resources 437 


99.0 Total obligations 7,694 8,251 





Personnel Summary 





Total number of permanent positions 78 
Total compensable workyears = 78 
Full-time equivalent of other positions ( (3) 
Full-time equivalent of overtime and holiday 
NOUTS .....sescssveecsssees . se 
Average ES salary... 


(0) 
fe. $50,112 
Average GS grade bs 9.81 9.86 10.12 


(0) (0) 
$47,500 $50,112 


Average GS salary $21,535 $24,100 $24,674 





For 
Busine 
for rep 
to exce 
($182, 
activiti 
Loan | 
tion fo 
transfe 
$224, 64 
Depart 
lated / 


1ining 
3. The 
 Mili- 
to be 
fy the 
. This 


prepa- 
rs for 
h the 
gram 
sure a 
zation 
evised 
ments 


QTHER INDEPENDENT AGENCIES 


SMALL BUSINESS ADMINISTRATION 
Federal Funds 


965 











SMALL BUSINESS ADMINISTRATION 


Federal Funds 
General and special funds: 


SALARIES AND EXPENSES 


For necessary expenses, not otherwise provided for, of the Small 
Business Administration, [including purchase of one motor vehicle 
for replacement only, and hire of passenger motor vehicles,] and not 
to exceed $1,500 for official reception and representation expenses, 
[$182,300,000, and in addition $11,650,000 for disaster loan making 
activities shall be transferred to this appropriation from the “Disaster 
loan Fund” and $5,000,000 for disaster loan servicing, as compensa- 
tio for 275 temporary or permanent full time employees, shall be 
transferred to this appropriation from such “Disaster Loan Fund” ] 
$224,645,000. (72 Stat. 384, as amended; 72 Stat. 689, as amended; 
Departments of State, Justice, and Commerce, the Judiciary, and Re- 
lated Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


ienttication code 73-0100-0-1-376 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
1. Procurement assistance 
2. Management assistance 
3. Finance and investment 
4. Minority small business/COD 
(a) Economic opportunity assist- 


7,581 
19,690 
49,015 

9,148 


9,491 
22,922 
55,059 
11,832 


9,942 
23,323 
54,906 
12,283 


7,026 
21,223 
10,077 


10,000 
12,550 
10,969 
6,170 
5,229 
2,500 
33,307 
4,945 


12,000 
10,700 
11,106 
6,040 
5,223 
13,600 
37,400 
5,214 


5. Disaster loanmaking.... 

6. General counsel 

7. Policy, planning and budgeting 5,767 

8. Advocacy 2,836 

9. Women-owned business 286 
10. Support services 26,519 
11. Inspector General 4,941 
12. Executive directive and field admin- 


istration 21,996 22,276 22,908 


Total direct program 186,105 207,250 224,645 
Reimbursable program 790 485 485 


186,895 207,735 225,130 








Total program costs, funded 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
1400 Non-Federal sources 
25.00 Unobligated balance lapsing 


Budget authority 


5,306 
192,201 








195,731 





Budget authority: 
40.00 Appropriation 
40.01 


189,000 


— 6,065 
— 204 
13,000 


195,731 


) 
41.00 Transferred to Department of Labor 
{200 Transferred from disaster loan fund 


3.00 Appropriation (adjusted) 
44.20 Supplemental for civilian pay 





Relation of obligations to outlays: 
11.00 Obligations incurred, net 
1240 Obligated balance, start of year 23,749 
14.40 Obligated balance, end of year — 33,890 
11.00 Adjustments in expired accounts 615 


191,406 207,250 
33,890 


— 33,890 


224,645 
33,890 


90.00 Outlays, excluding pay raise supple- 


t 181,880 199,128 224,467 
91.20 Outlays from civilian pay raise sup- 


plemental 178 


The Small Business Administration (SBA) counsels, 
assists, and protects the interest of small business, and 
provides aid to business firms and homeowners who 
have suffered losses through disasters. These efforts are 
conducted through the following activities: 

1. Procurement assistance.—The programs under this 
activity are aimed at assuring that small business re- 
ceives a fair share of Government procurements. 

2. Management assistance.—The management assist- 
ance activity is structured to aid in the establishment, 
growth, and success of small businesses. Through the 
Small Business Institute and Small Business Develop- 
ment Center programs, along with counseling services, 
training programs, and publications, srhall business 
owner/managers are assisted in their goal of improving 
the management and efficiency of their businesses. 

3. Finance and investment.—The salaries and related 
expenses for this activity are financed through this 
fund. However, the following programs are financed 
through the agency’s various revolving funds. Legisla- 
tion will be proposed to provide for the consolidation of 
five existing SBA business loan programs into a single 
program. This consolidated program will be sufficiently 
flexible to accommodate small business needs without 
the need for unique financing arrangements for specific 
client groups. 

(a) Consolidated business loans.—The proposed legis- 
lation will amend the Small Business Act to consolidate 
all business loan programs (7(A), Handicapped Assist- 
ance, Economic Opportunity, Development Company, 
and Energy). This proposal will simplify agency proce- 
dures, as well as reduce public confusion concerning the 
understanding of SBA lending efforts. Business persons 
applying for SBA loans are generally not concerned 
with what program authorities are utilized, but rather 
are concerned with obtaining the necessary financing. 

The establishment of the Consolidated Business Loan 
Program and the implementation of a policy of target- 
ing direct loans for special purposes will enable the 
agency to prioritize the direct loans in accordance with 
the established agency objectives. 

The legislative proposal will also provide for an inter- 
est rate comparable to the current market rate for 
comparable minorities and increase individual loan 
limits to $750,000. 

(b) Investment company assistance and supervision.— 
In order to stimulate and supplement the flow of pri- 
vate capital to small business concerns, the SBA is 
authorized to (a) license, regulate, and examine small 
business investment companies, and (b) provide funds to 
such companies for financing small business firms. The 
program level for 1981 is estimated at $215 million. 

(c) Surety bond guarantees.—In order to enable small 
firms to obtain bid, performance, and payment bonds 
that would otherwise be denied to them for financial or 
other reasons, the SBA is authorized to guarantee sure- 
ties against losses resulting from the breaching of such 
bonds by small contractors furnished bonds by sureties 
under provisions governing this program. SBA guaran- 
tees a portion of the loss under contracts not exceeding 
$1 million in amount. The program level (contracts in- 
sured) for 1981 is estimated at $1.7 billion. 

(d) Pollution control equipment contract guarantees.— 
The purpose of this program is to alleviate the adverse 
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impact.of pollution regulations on small businesses. The 
agency estimates that approximately 12 taxfree bond 
issues will be approved in 1981 for about $50 million to 
assist about 225 firms in their efforts to abate pollution. 

(e) Nonphysical disaster loans.—Under this activity, 
SBA provides loans to small firms to enable them to 
comply with new health and safety standards (involving 
changes in equipment, facilities, or methods of oper- 
ation) imposed by a number of Federal statutes or con- 
forming State laws. Similar loans are also authorized 
for any small firm likely to suffer substantial economic 
injury as a result of any international agreement limit- 
ing the development of strategic arms or the installa- 
tion of strategic arms facilities, base closings and those 
adversely affected by the energy crisis. In addition, 
loans are made to businesses that suffer economic loss 
due to displacement by a governmental program or 
project. The program level for 1981 is estimated at $50 
million. 

(f) Reimbursable program.—SBA works with the Eco- 
nomic Development Administration and the Depart- 
ment of Commerce in servicing EDA loans on a reim- 
bursable basis. In addition, SBA maintains a memoran- 
dum of understanding with the Department of Energy 
to jointly support and utilize the Centralized Computer- 
ized Procurement Source System. 

4. Minority small business.—This activity provides for 
the formulation of policies for SBA’s programs which 
provide assistance to minority small concerns and for 
evaluating agency performance and execution to carry 
out such policies. 

The business development program assists in the es- 
tablishment or expansion of minority or disadvantaged 
firms that have the potential to develop into viable 
competitive businesses in a reasonable period of time. 
In addition, section 7(j) (1) through (10) of the Small 
Business Act, as amended, provides authority to con- 
tract for professional management training and support 
to assist the small business entrepreneurs. 

8. Advocacy.—The SBA advocacy function is responsi- 
ble for the initiation, coordination, and development of 
the agency’s position as the Government’s principal ad- 
vocate of small business. In addition to fostering greater 
awareness of the position of small business with all 
Federal agencies and State and local governments, the 
advocate maintdins liaison with trade and professional 
organizations, develops and recommends policies to the 
Administrator and communicates to the small business 
community, news media, and the public at large. Funds 
of $3 million are also requested to continue work on 
related research activity and establishing a comprehen- 
sive statistical data base on the small business sector in 
the U.S. economy. 

9. Women-owned business.—This activity provides 
business skills training, financial counseling, profession- 
al management consulting, and Federal procurement 
assistance to women business owners as part of the 
Government’s program to advance women’s business 
enterprise. The promotion of greater awareness by the 
business and financial communities to the potential 
contribution of women entrepreneurs is an additional 


function, which complements the development of 
women’s business skills. This activity is also responsible 
for the coordination and oversight of other Government 
efforts for the advancement of women’s business enter. 
prise. 


Object Classification (in thousands of dollars) 


Was! 
serie: 
tionv 





Identification code. 73-0100-0-1-376 


Direct obligations: 
Personnel compensation: 
Permanent positions. 
Positions other than permanent 
Other personnel compensation 


1979 actual 1980 est. 


96,186 
17,144 
4,622 


117,952 
117,687 


Total personnel compensation 


Personnel compensation 

Personnel benefits: Civilian 

Benefits for former personnel 

Travel and transportation of persons 
Transportation of things 

Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 

Other services 

Supplies and materials 

Equipment 

Grants, subsidies, and contributions............ 
Insurance claims and indemnities 
Undistributed 


Total direct obligations 


Reimbursable obligations: 
Personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
25.0 — Other services 491 
Total reimbursable obligations 790 
192,201 


99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


5,654 
(955) 


(115) (90) 
$49,934 $49,934 
9.43 9.43 
$23,362 $23,610 
$16,335 $16,335 


Average ES salary 
Average GS grade 
Average GS salary 
Average salary of ungraded positions 





Wuite House CONFERENCE ON SMALL BUSINESS 
Program and Financing (in thousands of dollars) 


Identification code 73-0104-0-1-376 





1979 actual 1980 est. 1981 est 





Program by activities: 


10.00 Salaries and expenses (costs—obliga- 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 Budget authority (appropriation) .. 
Relation of obligations to outlays: 

71.00 Obligations incurred, net 

72.40 Obligated balance, start of year 

74.40 Obligated balance, end of year 

90.00 Outlays 


1,701 2,299 





Identificatio 


Ill 
11.3 


1) a 
0 
22.0 
23.2 
24.0 
26.0 
26.0 
31.0 


99.0 


Total num 
Total com 
Full-tin 


111,060 
123 
BK 


119,419 


119,348 
12,480 


4730 
5,083 
(876) 


(90) 
$49,934 
9.43 
$23,610 
$16,335 


—__——_—_— 


OTHER INDEPENDENT AGENCIES 
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Executive Order No. 12061 established the White 
House Conference on Small Business which was held in 
Washington, D.C. early in 1980. Prior to this meeting a 
series of State and regional conferences were held na- 
tionwide. 


Object Classification (in thousands of dollars) 
Wentification code 73-0104-0-1-376 
Personnel compensation: 


Il Permanent positions. 
113 Positions other than permanent 





1979 actual 1980 est. 1981 est. 








Total personnel compensation 
121 — Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
220 — Transportation of things 
23.2 Communications, utilities, and other rent... 
Printing and reproduction... 
Other services 
Supplies and materials .. 
Equipment 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 


Full-time equivalent of overtime and holiday 





Public enterprise funds: 
REVOLVING FuNDS 


The Small Business Administration is hereby authorized to make 
such expenditures, within the limits of funds and borrowing authority 
available to its revolving funds, and in accord with the law, and to 
make such contracts and commitments without regard to fiscal year 
limitations as provided by section 104 of the Government Corporation 
Control Act, as amended, as may be necessary in carrying out the 
programs set forth in the budget for the current fiscal year for the 
“Disaster loan fund”, the “Business loan and investment fund’, the 
“Lease guarantees revolving fund”, the “Pollution control equipment 
contract guarantees revolving fund” and the “Surety bond guarantees 
revolving fund”. 


BUSINESS LOAN AND INVESTMENT FUND 


For additional capital for the “Business loan and investment fund”’, 
authorized by the Small Business Act, as amended, [$565,000,000] 
$682,000,000, to remain available without fiscal year limitation. 
During 1981, within resources and authority available, gross obliga- 
tions for the principal amount of direct loans shall not exceed 
$783,000,000 and total commitments to guarantee loans shall not 
exceed $4,000,000,000 of contingent liability for loan principal. (72 
Stat. 384, as amended; 72 Stat. 689, as amended; Departments of State, 
Justice, and Commerce, the Judiciary, and Related Agencies Appropri- 
ation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Administrative commitments 


ientification code 73-4154-0-3-376 


Costs and obligations 





1979 actual 


1980 est. 


1981 est. 1979 actual 1980 est. 198] est. 





Program by activities: 
Capital investment: Loan program: 

Direct and immediate participation loans: 
7(a) business loans 
7(h) handicap loans 
7(i) economic opportunity loans. 
7(l) energy loans 
Development company loans 
Consolidated business loans 

Direct purchase of debentures and preferred securities 


218,499 
20,975 
61,840 
11,337 


162,893 
19,900 
51,941 

3,301 


291,000 
95,000 


313,900 


38,000 55,000 





Total loans 376,227 
Defaults on guaranteed loans 207,966 
Sale to FFB estimated to require repurchase 910 
Purchase of investment company guaranteed loans. 191 
Administrative commitments, start of year 113,899 
Administrative commitments, end of year — 158,499 
Change in selected resources (undisbursed loans) 

Adjustment in prior year costs 


391,000 
246,900 


346,000 
434,000 


302,173 
264,704 


345,454 
259,000 


368,900 
380,000 


25,627 





Total capital outlays: Loan programs 


540,694 640,900 783,000 








Operating costs: 
(a) Interest expense to Treasury 
(b) Interest expense on participation certificates 
(c) Differential on 8(a) subcontracts 
(d) Other costs and expenses 


Total operating costs, funded 


10.00 Total obligations 


259,123 
13,653 
11,705 
43,685 


328,166 
868,860 


288,000 
13,687 
16,000 
40,756 


358,443 
999,343 


310,000 
13,687 
20,000 
42,266 


385,953 
1,168,953 
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BUSINESS LOAN AND INVESTMENT FUND—Continued 


Program and Financing (in thousands of dollars) —Continued 





Administrative commitments Costs and obligations 


Identification code 73-4154-0-3-376 





1979 actual 1980 est 1981 est. 1979 actual 1980 est. 1981 est. 





Financing: 
Offsetting collections from: 
11.00 Federal funds: Investment income from participation sales fund — 10,530 — 12,143 
14.00 Non-Federal sources: 
Financial assistance program: 
Sec. 7(a) business loan repayments — 133,746 — 140,000 
Economic opportunity business loan repayments ... Sis — 30,922 — 32,000 
Energy loan repayments HS —60 — 1,000 
Development company loan repayments oF — 15,953 —17,000 
Handicapped assistance loan repayments a — 3,668 ye he ee a 
Consolidated business loan repayments — 215,000 
Sale of acquired collateral — 10,500 — 10,500 
Repayments on judgments and notes receivable ... my — 6,500 — 6,500 
— 171,000 — 188,000 
Investment company assistance program: 
Loan and debenture repayments — 16,320 — 17,000 —17,000 
Sale of acquired collateral — 3,055 — 4,000 —4,000 
—2,102 — 3,000 —3,000 
— 12,659 — 13,000 —15,000 
17.00 Recovery of prior year obligations: Financial assistance program — 25,627 — 29,189 — 26,100 
21.98 Unobligated balance available, start of year: Fund balance: 4200 
— 113,899 — 158,499 — 158,499 4400 
Uncommitted — 13,363 — 14,849 — 17,438 4500 
23.98 Unobligated balance transferred to other accounts: 
Participation sales fund (principal collections from pooled obligations) : 22,887 23,400 2000 900 
24.98 Unobligated balance available, end of year: Fund balance: 
Committed 158,499 158,499 158,499 
Uncommitted 14,849 17,438 9,038 


40.00 Budget authority (appropriation) 520,500 565,000 682,000 








1 
Relation of obligations to outlays: i | 
71.00 Obligations incurred, net 451,527 939,011 669,00 Ili) e 
72.98 Obligated balance, start of year: Fund balance ss 413,406 393,888 448,899 I(I) € 
74.98  Obligated balance, end of year: Fund balance é — 393,888 — 448,899 — 505,799 Develo 


Consol 
90.00 Outlays 471,045 484,000 613,000 ook 











~ 215,000 
— 10,500 

—6,500 
- 188,000 


— 26,100 


~ 158,499 
— 17,438 


20,500 


158,499 
9,038 


OTHER INDEPENDENT AGENCIES 
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Status of Direct Loans (in thousands of dollars) 
ientfcation code 73-4154-0-3-376 





1979 actual 1980 est. 1981 est. 





Position with respect to limitation 
on direct loans: 
1110 Limitation on obligations: Appropri- 
ti 783,000 
1200 Obligations incurred, gross.............. —783,000 


—540,694 — 640,900 





Cumulative balance of direct 
loans outstanding: 
2100 Outstanding, start of year 
2200 — Disbursements 
2400 Repayments, 
I 


1,790,353 
567,089 


2,000,136 
607,754 


2,246,890 
752,200 

prepayments, loan 

— 211,000 

— 150,000 


— 232,000 
2500 + Write-offs for default .... — 150,000 


2700 +Other adjustments 
2900 Outstanding, end of year 





2,246,890 2,617,090 





Status of Loan Guarantees (in thousands of dollars) 





Position with respect to limitation 
on loan guarantees: 
3110 Limitation on commitments: Appro- 
4,000,000 
— 4,000,000 


3200 Commitments, gross — 3,595,000 





Cumulative balance of guarantees 
outstanding: 
Outstanding, start of year 
New loan guarantees. 
Repayments or prepayments 
Terminations for default 


6,050,330 
2,381,685 
—1,471,514 
— 263,529 


6,696,972 


6,696,972 
2,943,000 
— 1,648,094 
— 262,300 


7,729,578 


7,729,578 
3,402,000 
— 1,905,000 
— 383,300 


8,843,278 





Outstanding, end of year 





GUARANTEED LOAN LEVELS 


[In thousands of dollars] 
1979 actual 
2,573,424 
1,076 
34,124 
2,440 
31,049 


87,180 
2,729,293 


1980 estimate 
3,200,000 
9,000 
70,000 


1981 estimate 
Um DESNOSG WOMENS cos sadacccaanaessesdcszoscccucetesacuasacseese 
1(h) handicapped loans 

1(i) economic opportunity loans .... 

1(I) energy loans 

Development company loans . 

Consolidated business loans .. 

Investment company loans... 


3,840,000 
160,000 


4,000,000 





Total guaranteed loans 3,595,000 





Financial assistance. Business loans (sec. 7(a), Small 
Business Act).—Funds may be loaned to business con- 
cerns that are not dominant in their fields. Such loans 
may be made directly or in participation with banks or 
other lending institutions and be of such value or so 
secured as reasonably to assure repayment. No loan 
may be made unless the financial assistance is not oth- 
erwise available on reasonable terms. No direct loan 
may be made unless it is shown that a bank participa- 
tion is not available, and no loan on an immediate 
participation basis may be made unless it is shown that 
a guaranteed loan is not available. Under the guaranty 
plan, the SBA agrees to purchase the guaranteed por- 
tion of the loan only upon default. 

Business loans (sec. 7(h), Small Business Act).—The 
SBA provides loans to handicapped persons operating 


or establishing a small business, and to nonprofit orga- 
nizations hiring the handicapped. 

Business loans (sec. 7(i), Small Business Act).—The 
SBA administers a program of financial assistance to 
small business concerns and to qualified persons seek- 
ing to establish such concerns. The credit and collateral 
requirements are more flexible than those applicable to 
7(a) business loans, and provision for management 
training is an integral part of the program. 

Business loans (sec. 7(1), Small Business Act).—The 
SBA may approve loans to small energy-oriented firms 
to finance plant facilities and the acquisition of supplies 
and equipment needed for specified energy measures. 

Development company loans.—The SBA lends funds to 
State and local development companies. Funds are 
available to State development companies for general 
use purposes and to State and local development com- 
panies for plant construction, conversion, or expansion, 
including the acquisition of land. 

Consolidated business loans.— Under proposed legis- 
lation, all business lending would be provided by this 
new program. 

Investment company assistance.—A primary function 
of small business investment companies is to provide a 
source of needed equity capital for small concerns. To 
encourage the formation and growth of such investment 
companies. The Small Business Investment Act, as 
amended, authorizes the SBA to purchase, or to guaran- 
tee the timely payment of all principal and interest as 
scheduled on debentures issued by such companies. In 
addition, the SBA is authorized to purchase preferred 
securities (shares of nonvoting stock or other securities 
having similar characteristics) from small business in- 
vestment companies operating under authority of sec- 
tion 301(d) which specifies that the investment policy of 
such companies will be to make investments solely in 
small concerns owned and operated by disadvantaged 
persons. 

Interest expense.—Interest is payable into miscella- 
neous receipts of the Treasury on outstanding cash dis- 
bursements from the fund. The interest rate or rates 
applicable to each year’s disbursements are determined 
at the beginning of the year by the Secretary of the 
Treasury. 

Financing.—Appropriations are authorized to be 
made to the fund as additional capital to the extent 
required to carry out authorized functions. A capital 
appropriation of $682 million is required for 1981. 

Operating results.—The fund will continue to operate 
at a deficit. Interest and fee income will not be suffi- 
cient to cover interest, other expenses, and a provision 
for estimated loan losses. Primarily this reflects the 
fact that interest expense rates are greater than inter- 
est income rates. Included in the deficit of the fund is 
the cost differential on section 8(a) contracts. In expand- 
ing the use of the section 8(a) prime contracting author- 
ity to bring more minority firms into the Government 
procurement process, there are instances where pro- 
gram objectives justify a payment to the minority sub- 
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Public enterprise funds—Continued Government equity: 
REvoLvinG Funps—Continued Unexpended budget au- 


BUSINESS LOAN AND INVESTMENT FUND—Continued Oncblaed batiace: 


contractor in excess of an apparent competitive market Committed 113,899 158,499 158,499 158,499 
price to the procuring agency. Uncommitted 13,363 14,849 17,483 9,038 
Undelivered orders: 
Revenue and Expense (in thousands of dollars) Undisbursed 


direct loan ob- 
1979 actual 1980 est. 1981 est. ligations 34,250 


Financial assistance program: : Undisbursed 
Revenue 159,581 183,143 201,953 guaranteed 
—517,204 —613,443 —678,953 loan —_obliga- 
348,692 287,561 291,722 296,467 


Net loss, financial assistance program —357,623 —430,300 —477,000 1.363.079 1.508.735 1,603,890 1,776,590 
Investment company assistance program: eee SS ee ae 
12,659 13,000 15,000 Total Government 
—41,055 —46,000 — 51,000 equity............. 1,869,351 2,003,894 2,105,594 2,274,594 

















Net loss, investment company assistance 
program — 28,396 —33,000 — 36,000 Analysis of changes in Government 

: equity: 

Net loss for the period — 386,019 —463,300 —513,000 Paid-in capital: 

Opening balance 3,898, a 4,419,070 4,984,070 


Financial Condition (in thousands of doll Transfer to disaster loan fund 
es aoe bh cee Bh) Appropriations 520, 500 565,000 682,000 


bi eormow green Bi ils ae Closing balance 4,419,070 4,984,070 5,666,070 
Assets: — : = ~ 


Fund balance with Retained earnings: 
Treasury 567,236 624,881 673,336 Opening balance —2,029,157 —2,415,176 —2,878,476 
Accounts —_receivable, ; Net operating loss — 386,019 —463,300 — —513,000 


y 182,388 175,873 165,134 3 ro 
Advances made ; 51,291 55,000 55,000 Closing balance —2,415,176  —2,878,476 —3,391,476 


Interest collections Total Government equity (end of 


Srey ie sins Nex eu 2,003,894 2,105,504 2,274,594 

ees collections in ; Note.—Unfunded contingent liability for eng frog loans oe — — ky Oe a 
escrow for trustee... —?.058 —1.756 — 1,756 — 1,756 thousand; September 30, 1979, $6,304,801 thousand; September 30, 1980 thousand; a lem 

. , . ’ 8,478,811 thousand. In addition, ther tingent liability for undisbursed teed loans as follows: September 30, 

Loans receivable, net... 1,381,996 1,493,099 «1,588,853 1,755,053 gyn, s1,398716 thouand: September 30, 1979,$1.392178 thousand, September 30, 1980, $1,676,000 thousand. 


Acquired security and September 30, 1981, $1,887,000 thousand 
collateral 24,383 23,910 9,410 4,910 y a dee ay 
Other assets 95,743 107,883 98,383 88,883 Object Classification (in thousands of dollars) 


Total assets 2 254, 960 2,427,563 af 554, 156 os 744, 072 Identification code 73-4154-0-3-376 1979 actual 1980 est 1981 est 


saat { ee 25.0 Other services 55,390 56,756 «62,266 
Liabilities: 33.0 Investments and loans.... 540,694 640,900 783,000 


Accounts payable in- 43.0 Interest and dividends... 272.776 301,687 + —-323,687 
cluding funded ac- —— 


crued liabilities 233,056 293,030 340,806 382,222 99.0 Total obligations 868,860 999,343 1,168,953 
Advances received 13,510 14,483 15,000 15,000 : — : in 
Debt issued under bor- 
rowing authority: 
Participation certifi- 
cates outstanding 251,077 251,077 251,077 251,077 DISASTER LOAN FUND 
Principal collections For additional capital for the “Disaster loan fund’, authorized by 
in escrow for the Small Business Act, as amended, [$60,000,000] $780,000,000, to 
es 1,949 1,321 1,321 1,321 remain available without fiscal year limitation. During 1981 within ientficatio 
Principal payments resources and authority available, gross obligations for the principal ae 
to be applied to amount of direct loans shall not exceed $50,000,000 for loans author- 
redemption of ized under sections 7(bX3) thru 7(bX9) and 7g) of that Act and such 
participation cer- 7 amounts as may be necessary for loans authorized under 7(bX1) and 
tificates _ —113,983 136,242 — 159,542 = — 180,142 7/2), (72 Stat. 384, as amended; 72 Stat. 689, as amended; Depart- 
Total liabilities 385,609 423, 669 448,562 469,478 pros bi State, Justice, and Commerce, the Judiciary, and Related 
———— bois) abies gencies Appropriation Act, 1980.) 


















































Program and Financing (in thousands of dollars) 


Administrative commitments Costs and obligations 


Identification code 73-4153-0-3-453 


1979 actual 1980 est 1981 est 1979 actual 1980 est 1981 est 





Program by activities: 
Capital investment: 
Physical disaster loans 1,375,192 550,000 350,000 1,220,257 735,000 480,000 
Nonphysical disaster loans 33,845 60,000 50,000 29,286 40,000 60,000 


Total loan obligations 1,409,037 610,000 400,000 1,249,543 775,000 540,000 








OTHER INDEPENDENT AGENCIES 








Administrative commitments: 


























Start of year 351,595 472,460 332,460 
— 472,460 — 332,460 — 157,460 
Change in selected resources (undisbursed loans) .. ficies 
9 03 Adjustment in prior years costs 86,633 
Total capital outlays 1,288,172 750,000 575,000 1,288,172 
Operating costs, funded: 
34.000 (a) Interest expense to Treasury 338,581 
(b) Interest expense on participation certificates... 3,034 3,000 
(c) Other costs and expenses 3,013 5,000 
296 467 Total operating costs, funded 344,628 408,000 430,000 
776,590 10.00 Total obligations 1,632,800 1,158,000 1,005,000 
Financing: 
274,594 Offsetting collections from: 
ae 11.00 Federal funds: Investment income from participation sales fund — 2,159 — 2,300 — 2,500 
14.00 Non-Federal sources: Loan repayments: 
Physical disaster loans — 339,832 — 420,000 — 435,000 
Nonphysical disaster loans... — 27,354 — 26,000 — 26,000 
1,984,070 Sale of acquired collateral Lia —800 —800 
—1,176 — 1,200 — 1,200 
— 134,440 — 140,000 — 155,000 
17.00 Recovery of prior year obligations — 86,633 — 40,000 — 35,000 
21.98 Unobligated balance, start of year: Fund balance: 
— 351,595 — 472,460 — 332,460 
— 285,635 — 355,511 —8211 
23.98 Unobligated balance transferred to participation sales fund (principal collection from pooled obligations): Fund balance 4,054 3,600 3,100 
24.98 Unobligated balance, end of year: Fund balance: 
3,391,476 Co 472,460 332,460 157,460 
a. 3 355,511 8,211 11,261 
2,274,594 1,235,264 44,000 180,650 
ee Budget authority: 
ptember 30, Current: 
musand: a 4.00 Appropriation 1,248,000 60,000 180,000 


41.00 Transferred to other accounts — 13,000 — 16,650 


43.00 Appropriation (adjusted) 1,235,000 43,350 
981 est Permanent: 
60.00 Appropriation (indefinite) 264 650 





62,266 
783,000 Relation of obligations to outlays: 

323,687 71.00 Obligations incurred, net 1,040,469 527,700 349,500 
168.953 1298 Obligated balance, start of year: Fund balance..... 264,379 347,510 249,210 
168.9 1498 Obligated balance, end of year: Fund balance — 347,510 — 249,210 — 398,710 


$0.00 Outlays 957,338 626,000 200,000 
































ized by Status of Direct Loans (in thousands of dollars) 2400 Repayments, prepayments, loan 
000, to Say oe pes Panter) sales — 367,000 — 446,000 — 461,000 
within Wentification code 73-4153-0-3-453 1979 actual 1980 est 1981 est 2500  Write-offs for default 
‘incipal SC A en é 
author- Position with respect to limitation 2900 Outstanding, end of year... i 4,570,474 4,899,474 4,978,474 
id such on direct loans: 
i om 1110 Limitation on obligations: Appropri- Status of Loan Guarantees (in thousands of dollars) 
part ation — ——— 
Related # 1200 Obligations incurred, gross —1,288,172 —750,000 — —575,000 


Position with respect to limitation 
on loan guarantees: 
Cumulative balance of direct 3100 Limitation on commitments: Appro- 
loans outstanding: 
2100 Outstanding, start of year 3,708,965 4,570,474 4,899,474 — 3200 Commitments, gross 
2200 Disbursements 1,249,543 775,000 540,000 z 





480,000 
60,000 


540,000 
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Public enterprise funds—Continued 
REVOLVING Funps—Continued 
DISASTER LOAN FUND—Continued 
Status of Loan Guarantees (in thousands of dollars) —Continued 











Identification code 73-4153-0-3-453 1979 actual 1980 est. 1981 est. 
Cumulative balance of guarantees 
outstanding: 
4100 Outstanding, start of year.............. 9,494 7,402 6,794 
4200 New loan guarantees...................... 795 PAGE? eich eaic. 
4400 Repayments or prepayments .......... — 2,887 — 3,000 — 2,500 
4900 Outstanding, end of year................ 7,402 6,794 4,294 





This fund finances disaster loans made pursuant to 
sections 7(b), 7(f), and 7(g) of the Small Business Act, as 
amended. Under current law, both the Farmers Home 
Administration in the Department of Agriculture and 
the SBA have authority to make emergency farm disas- 
ter loans. To remedy difficulties caused by this overlap 
in responsibility, legislation has been proposed to limit 
such authority to the Farmers Home Administration, 
which is better equipped to handle this program 
through its long experience in dealing with farmers. 

Physical disaster loans.—Under this function, loans 
are made at favorable terms to property owners for 
rehabilitation of property damaged by natural disasters. 
In 1981, approvals are estimated at $350 million. 

Nonphysical disaster loans.—Under this function, 
loans are made to small firms which need assistance in 
complying with various Federal or State statutes and 
regulations to small businesses which have suffered eco- 
nomic loss due to displacement or economic injury as a 
result of shortages in energy-producing materials. Esti- 
mated approvals for nonphysical disaster loans are ex- 
pected to be $50 million in 1981. 

Interest expense.—Interest is payable into miscella- 
neous receipts of the Treasury on outstanding cash dis- 
bursements from the fund. The interest rate or rates 
applicable to each year’s disbursements are determined 
at the beginning of the year by the Secretary of the 
Treasury. 

Financing.—Appropriations are authorized to be 
made to the fund as capital to the extent required to 
carry out the authorized functions. A capital appropri- 
ation of $180 million is requested for 1981. 


Revenue and Expense (in thousands of dollars) 




















1979 actual 1980 est. 1981 est 
ROM ONNIG iedfccs cick x cecsearte a actA eR iss 136,599 142,300 157,500 
ERIS ces cccssavetctecovsets |) rovsateaniooensseescoestnucohiesiaeh — 385,373 —408,000 —430,000 
PET TOSS TOF ENG POAT. scsssscssesscescosvvectessnoesess —248,774 —265,700 —272,500 
Financial Condition (in thousands of dollars) 
; ; 1978 actual 1979 actual 1980 est 1981 est 
Assets: cay 
Fund balance with 
TreQSUry .......ecese0seees 901,609 1,175,481 589,881 567,431 
Accounts receivable 
ROB 3s scavitaerse 75,744 95,148 139,867 110,367 
Interest collections 
held by or for trust- 
sessment mites 308 332 332 332 
Interest collections in 
escrow for trustee... — 154 — 166 — 166 — 166 
Loans receivable (net) 3,634,527 4,473,725 4,802,725 4,881,725 
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Acquired security and Justic 
collateral.................. 3,076 3,313 2,513 1,713 ation 
Other assets 13,032 13,010 . 11,810 10,610 
Total assets ........ or 4,628,142 5,760,843 _ 5,946,962 _5572,01 Lie 
Liabilities: oa 
Accounts payable in- 
cluding funded ac- 
crued liabilities........ 188,833 339,594 351,013 471,013 
Advances received........ 7,866 7,527 7,527 7,527 
Debt issued under bor- 
rowing authority: 
Participation. certifi- 

cates outstanding 59,887 59,887 59,887 59,887 10.00 
Principal collections : 

in escrow for F 

ATISIOG sciscstocns 337 242 242 24 14.00 
Principal payments 

to be applied to 

redemption of 

participation cer- 

tificates............... — 23,680 — 27,639 —31,239 ae — 34,339 21.98 

Total liabilities _ 233,243 379,611 387,430 a 504,330 24.98 
Government equity: 

Unexpended budget au- 40.00 
thority:  Unobli- a nea 
gated balance: Re 

Committed............... 351,595 472,460 332,460 157,460 71.00 
Uncommitted ........... 285,635 355,511 8,211 11,26] 12.98 

Undelivered orders: 

Undisbursed — direct 74.98 
loan obligations... 142,737 95,000 30,000 30,000 

Undisbursed guaran- 90.00 
teed loan obliga- ; 
Me Seriacenrece 840 702 703 103 

Invested capital............ 3,614,092 4,457,559 4,788,158 4,868,258 

Total Government =—its™S 
equity ............ 4,394,899 5,381,232 5,159,532 5,067,682 Cu 
Analysis “of changes in Government 4100 
equity: 4400 
Paid-in capital: 4500 
DMG DALAINCG ehesciseecinsescsseceeossosensse 6,284,021 7,518,959 7,562,309 en 
Transfer from the Business loan and 
investment fUNG .............csceceeseees IGE © cecanasiresetibeastie® sar tee aa 
Transactions: Appropriations ............... 1,235,000 43,3580 180,000 Th 
Closing balance........-sscssssessesseeee 7,518,959 7,962,309 7,742,309 
Retained income: SS 
Opening balance ..........sssssssssssessssssssse — 1,889,122  —2,137,727 —2,402,77 § ratin; 
Transactions: losses 
Net operating 10SS.............sccscseeees — 248,774 — 265,700 — 272,500 to sm 
Disaster relief credits 22O5F sh. Bacadn cies vane to pe 
Reimbursement for insufficiencies ; 
on participation certificates sold == 264 G0 ___ i § Prove 
Closing Dalance...............csseccrssesescersees i 2,137,727 ies 2,402,777 — 2,674 2 len 
Total Government equity (end of °F inpat BA 
Year ETAT 20... coh Se §,381,232 5,159,532 5,067,682 — 
ss se a cs oh ge =, PAPAIN De Revenue .. 
Object Classification (in thousands of dollars) bien. 
oe ae ' 
Identification code 73~4153-0-3-453 1979 actual ‘1980 est 1981 es —= 
DH RNC GOIWNOGS «ccsucssossadsasscsescasraetacocostecctornce 3,013 5,000 6,000 ™ 
33.0 Investments and l0aNS.............::.csssseeeseessee 1,288,172 750,000 575,000 <— 
43.0 Interest and dividends ..........cscssssscccccsssssee 341,615 403,000 hea. | 
99.0 Total obligations ...........sscccccccsesseeesseons 1,632,800 1,158,000 1,005,000 Tea b 
Accoun 
Advane 
LEASE GUARANTEES REVOLVING FUND Acquire 
For additional capital for the “Lease Guarantees Revolving Fund’, Other 2 
authorized by the Small Business Investment Act, as amended, I 





$4,000,000, to remain available without fiscal year limitation. (72 Stat 
384, as amended; 72 Stat. 689, as amended; Departments of State 








1060 
972,012 


471,013 
7,52] 


59,887 


242 


— 
504,30 


157,460 
11,261 


30,000 


103 
4 868,258 


5,067, 682 


1,562,309 


7,742,309 


2,402,777 


sl 
2.67461 


5,067,682 


1981 est 


6,000 
575,000 
424,000 


——— 


1,006,000 


—————— 


z Fund’, 
mended, 
(72 Stat. 
of State, 
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Justice, and Commerce, the Judiciary, and Related Agencies Appropri- 
ation Act, 1980.) . 
Program and Financing (in thousands of dollars) 





\dentification code 73-4157-0-3-376 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 
(a) Rental payments on defaulted 
2,729 
(b) Interest expense on escrow depos- 
its and mortgage notes 145 
(c) Other costs and expenses 6 





10.00 Total obligations, funded 2,880 


Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: 

Sale of assets acquired 
Rental income 
Other income 

21.98 Unobligated balance available, start of 
year: Fund balance 

24.98 Unobligated balance available, end of year: 
Fund balance 





40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
1298 Obligated balance, start of year: Fund bal- 
ance 866 913 
74.98 Obligated balance, end of year: Fund bal- 
—913 


90.00 2,546 


—973 
3,300 





Status of Guarantees (in thousands of dollars) 


Cumulative balance of guarantees 
outstanding: 
4100 Outstanding, start of year 
4400 Repayments or prepayments 
4500 Terminations for default 


259,297 
— 29,053 
— 2,129 


227,515 


227,515 
— 30,000 
— 3,500 


194,015 


194,015 
—30,000 
—3,500 


160,515 


4900 Outstanding, end of year 





The lease guarantees program was designed to pro- 
vide prime space for those small business firms which 
couldn’t compete with prospective tenants with AAA 
ratings. This program had been incurring excessive 
losses and had not been an important form of assistance 
to small businesses. As a result, the program is limited 
to paying claims resulting from defaulted leases ap- 
proved in prior years. 


Revenue and Expense (in thousands of dollars) 


1981 est 
300 
__ — 3,660 
— 3,360 


1979 actual 1980 est. 


358 «300 
3,148 —3,660 


—2,790  —3,360 








Financial Condition (in thousands of dollars) 


1979 actual 1980 est. 1981 est 


1978 actual 





Assets: 
Fund balance with Treasury 4,719 
Accounts receivable 1 
l 


5,419 


Acquired collateral... 
Other assets 





Total assets 5,147 5,847 








Liabilities: 
Accounts payable and accrued |i- 
341 
Advances received 694 


Total liabilities 912 915 975 1,035 











Government equity: 
Unobligated balance 1,699 3,106 3,746 4,386 
Invested capital 624 426 426 426 


2,323 3,532 4,172 4,812 





Total Government equity 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 
Appropriation 


19,592 
4,000 


23,592 


15,592 
4,000 


19,592 


23,592 
4,000 


27,592 





Closing balance 








Retained earnings: 


Opening balance — 13,270 


— 2,790 
— 16,060 
3,532 


— 16,060 
—3,360 


— 19,420 
4,172 


— 19,420 
— 3,360 


— 22,780 
4,812 





Closing balance 








Total Government equity (end of year) .. 





Object Classification (in thousands of dollars) 





Identification code 73-4157-0-3-376 


1979 actual 1980 est. 1981 est 


25.0 Other services 2,735 3,510 3,510 
43.0 — Interest and dividends 145 150 150 


99.0 2,880 3,660 3,660 





Total obligations 


SURETY BOND GUARANTEES REVOLVING FUND 


For additional capital for the “Surety Bond Guarantees Revolving 
Fund”, authorized by the Small Business Investment Act, as amended, 
$30,000,000, to remain available without fiscal year limitation. During 
1981, total commitments to guarantee shall not exceed $1,700,000,000 
of contingent liability for principal. 


Program and Financing (in thousands of dollars) 





Identification code 73-4156-0-3-376 


1979 actual 1980 est. 1981 est. 


Program by activities: 
Capital investment: 
Guarantees 
Guarantees not expected to re- 
quire payment 


1,390,903 1,700,000 1,700,000 


_— 1,352,754 


38,149 
— 4,783 


— 1,649,000 


51,000 
— 5,000 


— 1,649,000 


51,000 
— 5,000 





Total capital investments. 
Less: Recoveries of claims paid 


10.00 Total obligations 
class 33.0) 





(object 


33,366 46,000 46,000 


Financing: 
14.00 Offsetting collections from: Non- 
Federal sources: 

Contractors’ bond fees 

Sureties’ bond fees 

Application and annual fees 
21.98 Unobligated balance _ available, 

start of year: Fund balance 
24.98 Unobligated balance available, end 

of year: Fund balance 514 





40.00 Budget authority (appro- 


priation) 30,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year: 
Fund balance 


36,000 
21,506 
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Program and Financing (in thousands of dollars) —Continued 
Identification code 73-4156-0-3-376 


74.98 Obligated balance, end of year: 
Fund balance 


Outlays 


1979 actual 1980 est. 1981 est. 


—10,506 
19,284 


— 21,506 
25,000 


— 26,506 


90.00 31,000 


Status of Guarantees (in thousands of dollars) 


Position with respect to limitation 
on guarantees: 
3100 Limitation on commitments: Appro- 
1,700,000 
3200 Commitments, gross —1,390,903 —1,700,000 —1,700,000 
Cumulative balance of guarantees 
outstanding: 
4100 Outstanding, start of year 
4200 New guarantees 
4400 Repayments or prepayments 


4500 Terminations for default 
4900 Outstanding, end of year 


596,500 
1,700,000 
— 1,550,500 
— 46,000 


700,000 


503,880 
1,390,903 
— 1,264,917 
— 33,366 


596,500 


Public Law 93-386, the Small Business Amendment 
Act of 1974, established this fund to finance the surety 
bond guarantees program. 

The Small Business Administration will guarantee a 
portion of the losses sustained by a surety company as a 
result of the issuance of a bid, payment, and/or per- 
formance bond to a small business concern on a con- 
tract up to $1 million. 

It is estimated that surety bond guarantees will be 
made in connection with 27,500 contracts totaling $1.7 
billion in 1981. SBA will undertake improvements in 
this program to reduce the high loss rates which have 
occurred in recent years. 


Revenue and Expense (in thousands of dollars) 


700,000 
1,700,000 
— 1,654,000 
— 46,000 


700,000 





1979 actual 


8,150 
— 33,366 


— 25,216 


1980 est. 


10,000 
—46,000 


— 36,000 


1981 est. 


10,000 
— 46,000 


— 36,000 





Financial Condition (in thousands of dollars) 


1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 
Accounts receivable 


53,020 
2,063 


55,083 


28,020 27,020 


2,063 


Total assets. 29,083 


Liabilities: 
Accounts payable and accrued li- 
abilities 
Government equity: 
Unohiigated balance 514 


28,569 


Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance. 
Appropriations 
Closing balance 


Retained earnings: 
Opening balance 


152,260 
30,000 


35,000 
182,260 


152,260 


—84,530 —109,746 —145,746 
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— 36,000 
— 145,746 
6,514 S14 


— 36,000 
Closing balance — 181,746 


Total Government equity (end of year)... 42,514 





(eee 


POLLUTION CONTROL EQUIPMENT CONTRACT GUARANTEE REVOLVING 
FUND 


During 1981, total commitments to guarantee shall not exceed 
$50,000,000 of contingent liabilities for principal. 


Program and Financing (in thousands of dollars) 


Identification code. 73-4147-0-3-376 





1979 actual 1980 est. 1981 est 
Program by activities: 
Capital investment: 
Guarantees 


Guarantees not expected to require pay- 


10.00 


Total obligations (object class 
33.0) 


Financing: 
14.00 Offsetting collections from: Non-Federal 
sources: 
Guarantee fees 
Application fees —83 
21.98 Unobligated balance available, start year: 
Fund balance 
24.98 Unobligated balance available, end of year: 
Fund balance 


Budget authority 


— 2,500 
—100 


—15,885 —18,516 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98  Obligated balance, start of year: Fund bal- 


90.00 Outlays... — 2,600 





Status of Guarantees (in thousands of dollars) 


Position with respect to limitation 
on guarantees: 
3110 Limitation on commitments: Appro- 
priation 
3200 Commitments, gross 


—40,415 — 50,000 





Cumulative balance of guarantees 
outstanding: 
4100 Outstanding, start of year 
4200 New guarantees 


14,430 
40,415 


54,845 


54,845 104,845 
50,000 50,000 


104,845 154,845 





4900  Qutstanding, end of year 





Public Law 94-305, approved June 4, 1976, estab 
lished this fund to alleviate the adverse impact of pollu- 
tion regulations on small businesses. The Small Busi- 
ness Administration may, whenever it determines that 
small business concerns are to be at an operational or 
financial disadvantage with respect to. the planning, 
design, or installation of pollution control facilities or 
the financing thereof, guarantee the payment of rentals 
or other amounts due under qualified contracts. 

It is estimated that 12 tax-free bonds for $50 million 
will be approved in 1981. 





——— 


Assets: 
Fund 


Liabiliti 


Gene! 


For 
reseal 
vatior 
of pul 
natio 
educa 
alters 
proac 
3109; 


— 2,500 
—100 


~ 20,116 


5000 
- 50,00 


104,845 
50,000 


154,845 
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ollu- 
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SMITHSONIAN INSTITUTION 
Federal Funds 
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Revenue and Expense (in thoussnds of dollars) 


1979 actual 1980 est. 1981 est. 


2,631 2,600 2,600 
— 1,000 —1,000 


1,600 1,600 








Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 





Assets: 
Fund balance with Treasury 


15,885 18,516 21,116 








Liabilities: 
Accounts payable and accrued |i- 
abilities 2,000 


Government equity: 
Unobligated balance 





15,885 18,516 21,716 





Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance 15,000 15,000 
Closing balance 15,000 15,000 15,000 
Retained earnings 3,516 5,116 6,716 


18,516 20,116 21,716 





Total Government equity (end of year) 





SMITHSONIAN INSTITUTION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the Smithsonian Institution, including 
research in the fields of art, science, and history; development, preser- 
vation, and documentation of the National Collections; presentation 
of public exhibits and performances; collection, preparation, dissemi- 
nation, and exchange of information and publications; conduct of 
education, training, and museum assistance programs; maintenance, 
alteration, operation, and protection of buildings, facilities, and ap- 
proaches; not to exceed $100,000 for services as authorized by 5 U.S.C. 
3109; up to 3 replacement passenger vehicles; purchase, rental, repair, 
and cleaning of uniforms for employees; [$103,781,000] $120,312,000: 
Provided, That funds appropriated herein are available for advance 
payments to independent contractors performing research services or 
participating in official Smithsonian presentations[: Provided fur- 
ther, That none of these funds shall be available to the Smithsonian 
Research Foundation]. (20 U.S.C. 41 et. seq.; Public Law 96-126, 
making appropriations for the Department of the Interior and related 
agencies, 1980.) 


Program and Financing (in thousands of dollars) 
Wentification code. 33-0100-0-1-503 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 

37,039 39,753 41,391 
2. History and art... he 15,974 18,126 18,904 
3. Public service 2,184 2,316 2,451 
4. Museum programs... Jess 7,941 8,524 8,886 
5. Special programs 1,971 2,373 6,698 
6. Administrative and Support activities.. 34,428 36,913 40,589 


Total direct program 99,537 108,005 118,919 
Reimbursable program 61 75 75 


99,598 108,080 118,994 








Total program costs, funded 
Change in selected resources (undelivered 
) 550 1,393 


10.00 Total obligations + 98,216 108,630 120,387 


Financing: 
11.00 Offsetting collections from: Federal funds... —61 —15 —15 


23,716 


25.00 Unobligated balance restored 
Budget authority 


Budget authority: 


40.00 Appropriation 
44.10 Supplemental 


103,781 


858 
3,916 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year.. 10,869 
74.40 Obligated balance, end of year —10,005 
77.00 Adjustments in expired accounts 120 


98,155 108,555 
10,005 


— 10,908 


120,312 
10,908 
—12,072 


90.00 Outlays, excluding pay raise supple- 


99,138 102,973 119,053 
91.10 Outlays from wage-board pay raise 

supplemental 841 7 
91.20 Outlays from civilian pay raise sup- 


plemental 78 








* Includes capital investment as follows: 1979, $2,988 thousand; 1980, $3,241 thousand; 1981, $6,233 thousand. 


The Smithsonian Institution maintains public exhib- 
its representative of the arts, American history, aero- 
nautics and astronautics, technology, anthropology, ge- 
ology, and biology (including living animal exhibits); 
acquires and preserves for reference and study purposes 
millions of items of scientific, cultural, and historic im- 
portance; conducts research in the natural and physical 
sciences and in the history of cultures, technology, and 
the arts; presents performances of American arts and 
crafts; undertakes education programs at all levels; and 
participates in the exchange of scientific information. 

The Institution is responsible for the operation and 
maintenance of 10 major exhibition buildings, as well 
as the Museum of African Art buildings; a zoological 
park; a preservation and storage facility at Silver Hill, 
Md.; a conference center at Elkridge, Md.; two natural 
preserves, in Panama and on the Chesapeake Bay; an 
observatory on Mount Hopkins, Ariz.; and supporting 
administrative, laboratory, and storage areas. Visitor 
attendance to buildings on and off the Mall, including 
the National Zoological Park, is expected to total ap- 
proximately 27 million in 1981. 

In 1981, emphasis will be placed on the development 
of major, new exhibitions and program improvements 
in original scientific research and public education. 
There also will be continued attention devoted to the 
care and maintenance of the collections, including the 
provision for meeting a portion of the equipment and 
operating requirements of the Museum Support Center. 
Maintenance of the Institution’s physical plant and the 
continued strengthening of protection and management 
services are emphasized as well. Resources are included 
to enable the Smithsonian Tropical Research Institute 
to meet its additional responsibilities resulting from the 
Panama Canal Treaty, associated agreements, and 
Public Law 96-70, signed by the President in October 
1979, to implement the Panama Canal Treaty of 1977. 


Object Classification (in thousands of dollars) 





Identification code 33-0100-0-1-503 1979 actual 1980 est. 


Direct obligations: 
Personnel compensation: 
11.1 Permanent positions. 57,749 65,801 
Positions other than permanent 5,086 5,795 
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Object Classification (in thousands of dollars) —Continued 
Identification code 33-0100-0-1-503 


11.5 Other personnel compensation 





1981 est. 
1,823 


Total personnel compensation 64,380 73,357 75,966 

12.1 — Personnel benefits: Civilian 6,285 7,484 7,904 
21.0 Travel and transportation of persons 749 747 954 
22.0 — Transportation of things 358 404 488 
Standard level user charges... 213 216 216 
Communications, utilities, and other rent... 10,325 10,459 13,571 
Printing and reproduction 983 1,118 1,339 

Other services 6,146 6,201 7,454 
Supplies and materials ... 4,944 4,583 5,442 
Equipment 2,950 6,148 

Lands and structures 38 85 

Grants, subsidies, and contributions. 775 734 
Insurance claims and indemnities 9 ll 


98,155 108,555 120,312 


1980 est. 
1,761 


1979 actual 
1,545 








Total direct obligations 








Reimbursable obligations: 
21.0 ‘Travel and transportation of persons 1 1 
23.2 Communications, utilities, and other rent... 5 5 
24.0 — Printing and reproduction 10 10 
25.0 — Other services 59 59 


Total reimbursable obligations 75 75 
99.0 Total obligations 98,216 108,630 120,387 








Personnel Summary 








3,481 
3,608 
(411) 


3,536 
3,659 
(436) 


( (90) (90) 
Average GS grade 8.37 8.36 
Average GS salary $18,879 $18,848 $18,835 
Average salary of ungraded positions $14,600 $14,600 $15,000 


Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions. 
Full-time equivalent of overtime and holiday 





MusEUM PROGRAMS AND RELATED RESEARCH (SPECIAL FOREIGN 
CuRRENCY PROGRAM) 


For payments in foreign currencies which the Treasury Department 
shall determine to be excess to the normal requirements of the 
United States, for necessary expenses for carrying out museum pro- 
grams, scientific and cultural research, and related educational activi- 
ties, as authorized by law, [$4,200,000] $4,450,000, to remain availa- 
ble until expended and to be available only to United States institu- 
tions: Provided, That this appropriation shall be available, in addition 
to other appropriations to the Smithsonian Institution, for payments 
in the foregoing currencies[: Provided further, That none of these 
funds shall be available to the Smithsonian Research Foundation: 


Provided further, That not to exceed $500,000 may be used to make: 


grant awards to employees of the Smithsonian Institution]. (20 U.S.C. 
41 et seq.; Public Law 96-126, making appropriations for the Depart- 
ment of the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 33-0102-0-1-503 





1979 actual 1980 est. 1981 est. 





Program by activities: 

1. Grants for museum programs and relat- 
ed research in the natural and physical 
sciences and cultural history 

2. Payments for the salvage of archeologi- 
cal sites on the Island of Philae 


5,729 3,698 


Total program costs, funded 
Change in selected resources (undelivered 
orders) 


6,729 3,698 


— 3,082 835 


10.00 Total obligations 3,647 4,533 
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Financing: 
Recovery of prior year obligations —100 —100 
Unobligated balance available, start of year —333 —100 
Unobligated balance available, end of year.. 100 60 


4,200 4,450 


17.00 
21.40 
24.40 


40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 


4,433 
2,848 
—3,484 


3,797 


4,490 
3,484 
—4,209 


Outlays 3,765 





This account supports a program of grants payable in 
excess U.S.-owned foreign currencies to U.S. universi- 
ties, museums, and other institutions of higher learn. 
ing, including the Smithsonian itself, for field research 
in areas of traditional Smithsonian competence in those 
countries where excess local currencies are available. 
Areas of research include archeology and related disci- 
plines, systematic and environmental biology, astro- 
physics and Earth sciences, and museum programs. 
Funds are included to add to the excess foreign curren- 
cy reserve for future scholarly programs of the Ameri- 
can Institute for Indian Studies, a consortium of Ameri- 
can universities. 


Object Classification (in thousands of dollars) 





Identification code 33-0102-0-1-503 1979 actual 1980 est. 1981 est. 





SMITHSONIAN INSTITUTION 


21.0 Travel and transportation of persons 
25.0 — Other services 
41.0 — Grants, subsidies, and contributions 


Total obligations, Smithsonian Institu- 


ALLOCATION TO NATIONAL SCIENCE FOUNDATION 


24.0 Printing and reproduction 
25.0 — Other services 


Total obligations, National Science 
Foundation 


Total obligations 





ScIENCE INFORMATION EXCHANGE 
Program and Financing (in thousands of dollars) 


Identification code 33-0103-0-1-251 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
Science Information Exchange 
Reimbursable program 


Total program costs, funded 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations (object class 41.0). 


Financing: 
11.00 Offsetting collections from: Federal funds... 


40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 





OTHER INDEPENDENT AGENCIES 


SMITHSONIAN INSTITUTION—Continued 
Federal Funds—Continued 


gm 





74.20 Obligated balance, end of year 
90.00 





Outlays 





Note.—Excludes $2,018 thousand in 1980 for activities transferred to Department of Commerce, Scientific and Technical 
Research and Services. Comparable amounts for 1979 ($2,063 thousand) are included above. 


In accordance with Public Law 96-68, the contract 
with the Exchange is funded in 1980 by the Department 
of Commerce in conjunction with the National Techni- 
cal Information Service (NTIS). 


CONSTRUCTION AND IMPROVEMENTS, NATIONAL ZOOLOGICAL PARK 


For necessary expenses of planning, construction, remodeling, and 
equipping of buildings and facilities at the National Zoological Park, 
by contract or otherwise, [$6,250,000] $3,290,000, to remain available 
until expended. (20 U.S.C. 41 et seqg.; Public Law 96-126, making 
appropriations for the Department of the Interior and related agencies, 


1980.) 


Program and Financing (in thousands of dollars) 





\dentification code 33-0129-0-1-503 1979 actual 1980 est. 1981 est. 





Program by activities: 
Planning, design, and construction (pro- 
gram costs, funded) 
Change in selected resources (undelivered 
orders) 


3,224 4,823 4,756 


—679 
4,077 


1,576 
4,800 


1,219 
6,042 





10.00 Total obligations + 
Financing: 

21.40 Unobligated balance available, start of year — 1,858 
24.40 Unobligated balance available, end of year.. 957 


40.00 3,900 


—957 1,165 
1,165 378 


6,250 3,290 





Budget authority (appropriation) .. 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


6,042 
2,375 
— 3,600 


4,817 


4,077 
3,600 
—2,921 


4,756 





Outlays 


‘Includes capital investment as follows: 1979, $3,863 thousand; 1980, $4,749 thousand; 1981, $2,963 thousand. 


This account is used to finance repairs, alterations, 
and improvements to existing National Zoological Park 
facilities, including exhibits, located in Rock Creek 
Park; to prepare plans and specifications for construc- 
tion; to perform renovations, restorations, and new con- 
struction implementing the master plan approved by 
the Commission of Fine Arts and the National Capital 
Planning Commission in 1973; and to make repairs, 
modifications, and improvements to the animal conser- 
vation and research center at Front Royal, Va. Funds 
requested in 1981 will be used to continue renovation 
and repair of various facilities and to continue redevel- 
opment of the National Zoological Park. 


Object Classification (in thousands of dollars) 





Identification code 33-0129-0-1-503 1979 actual 1980 est 1981 est 





11.3 Personnel compensation: Positions other 
than permanent 270 150 
12.1 Personnel benefits: Civilian 17 
21.0 Travel and transportation of persons 4 
23.2 Communications, utilities, and other rent... 3 
24.0 Printing and reproduction 2 
25.0 — Other services 
26.0 — Supplies and materials 497 
31.0 — Equipment 75 
32.0 Lands and structures 





99.0 Total obligations 


Personnel Summary 





Total number of permanent positions 0 0 
Total compensable workyears 22 12 
Full-time equivalent of other positions (22) (12) 

Full-time equivalent of overtime and holiday 
(0) (0) 


Average salary of ungraded positions $11,610 $11,633 





RESTORATION AND RENOVATION OF BUILDINGS 


For necessary expenses of restoration and renovation of buildings 
owned or occupied by the Smithsonian Institution, by contract or 
otherwise, as authorized by section 2 of the Act of August 22, 1949 (63 
Stat. 623), including not to exceed $10,000 for services as authorized 
by 5 U.S.C. 3109, [$5,250,000] $8,839,00, to remain available until 
expended. (20 U.S.C. 41 et seq.; Public Law 96-126, making appropri- 
ations for the Department of the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 33-0132-0-1-503 





1979 actual 1980 est. 





Program by activities: 
Planning, design, and construction (pro- 
gram costs, funded) 
Change in selected resources (undelivered 
orders) 271 


5,800 


9,929 





10.00 Total obligations * 
Financing: 

21.40 Unobligated balance available, start of year —1,250 
24.40 Unobligated balance available, end of year. M 700 


40.00 


Budget authority (appropriation) .. 5,250 8,839 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year. 


90.00 


9,800 
2,011 
— 2,134 


5,077 


8,789 
2,734 
— 4,033 


7,490 





Outlays 





+ Includes capital investment as follows: 1979, $69 thousand; 1980, $240 thousand; 1981, $350 thousand. 


This account finances repairs, alterations, and im- 
provements; additions, renovations, and restorations of 
a long-term nature and utility; construction of minor 
new temporary and permanent buildings or facilities; 
and facilities planning and studies. Among the projects 
for 1981 are the continued upgrading of fire detection 
and control systems; improvement of access for the dis- 
abled and correction of hazardous conditions; facade 
and roof repairs; improvements to heating, ventilating 
and air-conditioning systems in order to provide the 
proper environmental conditions for the collections; up- 
grading of facilities in support of scientific research 
efforts and conservation of collections; and various 
other repairs and improvements to maintain the physi- 
cal plant in a safe and operative condition and to cor- 
rect structural and buildings systems deficiencies. 


Object Classification (in thousands of dollars) 





Identification code 33-0132-0-1-503 


24.0 
25.0 
26.0 
31.0 
32.0 


99.0 


1979 actual 1980 est. 





Printing and reproduction 

Other services 

Supplies and materials . a 

Equipment ie 32 
Lands and structures 


Total obligations 2,665 





310-100 O - 80 - 62 





78 SMITHSONIAN INSTITUTION—Contiued 
Federal Funds—Continued 


General and special funds—Continued 


CONSTRUCTION 


For necessary expenses to [construct museum support facilities] 
plan for the development of the area south of the Smithsonian Institu- 
tion Building, including not to exceed $50,000 for services as author- 
ized by 5 U.S.C. 3109, [$20,600,000] $500,000, to remain available 
until expended. (20 U.S.C. 41 et seq.; Public Law 96-36; Public Law 
96-126, making appropriations for the Department of the Interior and 
related agencies, 1980.) 


Program and Financing (in thousands of dollars) 
Identification code 33-0133-0-1-503 





1979 actual 1990 est. 1981 est. 
Program by activities: 
1. National Air and Space : 1,008 407 
2. Museum support center 13,259 
3. South Garden development planning 500 


Total program costs, funded 14,166 
Change in selected resources (undelivered 
orders) —11,070 


10.00 Total obligations * 3,096 


Financing: 
21.40 Unobligated balance available, start of year —3,258 
24.40 Unobligated balance available, end of year.. 662 


40.00 Budget authority (appropriation) .. 575 500 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 767 18,602 3,096 
72.40 Obligated balance, start of year..... 908 1,193 13,614 
74.40 Obligated balance, end of year —1,193 —13,614 — 2,353 


90.00 Outlays 482 6,181 14,387 


‘Includes capital investment as follows: 1979, $23 thousand; 1980, $17,500 thousand; 1981, $1,700 thousand. 


1. The National Air and Space Museum was com- 
pleted and opened to the public on July 1, 1976. Neces- 
sary equipping and additions or changes dictated by 
moving into an operational status will continue. 

2. Construction of the Museum Support Center will 
begin in 1980 and continue in 1981. These facilities will 
provide additional space for the care, curation, conser- 
vation, deposit, preparation, and study of the National 
Collections, for the related documentation of the collec- 
tions, and for the training of museum conservators. 
Space presently used for storage will be returned to its 
intended use for public exhibition. 

3. Planning for the development of the area south of 
the Smithsonian Institution Building for public exhibi- 
tion, library, and visitor services. 


Object Classification (in thousands of dollars) 


Identification code 33-0133-0-1-503 1979 actual 1980 est. 1981 est. 





SMITHSONIAN INSTITUTION 


24.0 — Printing and reproduction 
25.0 Other servires ............... 
31.0 — Equipment 


Total obligations, Smithsonian Institu- 


ALLOCATION TO GENERAL SERVICES 
ADMINISTRATION 


Travel and transportation of persons 
Printing and reproduction 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 





32.0 Lands and structures 17,500 1,700 


Total obligations, General Services 
Administration 502 (18,477 2,154 


Total obligations 767 18,602 3,096 





SALARIES AND EXPENSES, NATIONAL GALLERY OF ART 


For the upkeep and operations of the National Gallery of Art, the 
protection and care of the works of art therein, and administrative 
expenses incident thereto, as authorized by the Act of March 24, 1987 
(50 Stat. 51), as amended by the public resolution of April 13, 1939 
(Public Resolution 9, Seventy-sixth Congress), including services as 
authorized by 5 U.S.C. 3109; payment in advance when authorized by 
the treasurer of the Gallery for membership in library, museum, and 
art associations or societies whose publications or services are availa- 
ble to members only, or to members at a price lower than to the 
general public; purchase, repair, and cleaning of uniforms for guards 
and elevator operators, and uniforms, or allowances therefor, for 
other employees as authorized by law (5 U.S.C. 5901-5902); purchase, 
or rental of devices and services for protecting buildings and contents 
thereof, and maintenance, alteration, improvement, and repair of 
buildings, approaches, and grounds; [purchase of one passenger 
motor vehicle for replacement only;] and not to exceed $70,000 for 
restoration and repair of works of art for the National Gallery of Art 
by contracts made, without advertising, with individuals, firms, or 
organizations at such rates or prices and under such terms and condi- 
tions as the Gallery may deem proper, [$22,241,000] $24,736,000. (20 
U.S.C. 71-75; Public Law 96-126, making appropriations for the De- 
partment of the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 33-0200-0-1-503 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Management and operation (program 
costs, funded) + 17,999 
Change in selected resources (undelivered 
orders and stores) 168 —60 —39 


10.00 Total obligations 18,167 22,773 24,736 
Financing: 
25.00 Unobligated balance lapsing 874 


Budget authority 19,041 
Budget authority: 


40.00 Appropriation 
44.10 Supplemental for wage-board pay 


22,833 24,775 





141 
391 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 18,167 22,773 
72.40 Obligated balance, start of year..... ise 2,435 1,540 
74.40  Obligated balance, end of year ng —1,540 
77.00 Adjustments in expired accounts —12 


90.00 Outlays, excluding pay raise supple- 
19,050 22,119 24,300 
91.10 Outlays from wage-board pay raise 
supplemental 137 4 
91.20 Qutlays from civilian pay raise sup- 


plemental 12 





*Includes capital investment as follows: 1979, $1,710 thousand; 1980, $1,405 thousand; 1981, $1,194 thousand. 


Management and operation.—The National Gallery of 
Art receives, holds, and administers works of art ac- 
quired for the Nation by the Gallery’s board of trustees. 
It also maintains and administers the Gallery building 
so as to give maximum care and protection to art trea- 
sures and to enable these works of art to be exhibited 
regularly to the public without charge. Number of visi- 
tors: 1979 actual—5,529,802; 1980 estimate—5,600,000; 
1981 estimate—5,800,000. 





Total nu 
Total cc 
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Object Classification (in thousands of dollars) 
Wentification code 33-0200-0-1-503 





1979 actual 1980 est. 1981 est. 








Personnel compensation: 
11.1 Permanent positions. 11,557 
113 Positions other than permanent... 412 
Other personnel compensation 848 939 


Total personnel compensation 12,817 13,637 
Personnel benefits: Civilian 1,175 1,269 
Travel and transportation of persons. 92 92 
Transportation of things 168 179 
Communications, utilities, and other rent.... 3,957 4,788 
Printing and reproduction 195 213 
Other services 1,753 1,893 
Supplies and materials... 1,282 1,480 

990 921 
Lands and structures 344 264 


22,773 24,736 


12,224 
474 








Total obligations 





Personnel Summary 





Total number of permanent positions 776 783 
Total compensable workyears 706 826 865 
Full-time equivalent of other positions (51) (50) (52) 
Full-time equivalent of overtime and holiday 
(37) 


6.06 
$15,246 
$16,250 


(41) 
6.07 
$14,147 
$14,872 


(43) 

6.07 
$15,475 
$16,573 


Average GS grade 
Average GS salary. 
Average salary of ungraded positions 





SALARIES AND EXPENSES, Wooprow WILSON INTERNATIONAL CENTER 
FOR SCHOLARS 


For expenses necessary in carrying out the provisions of the Wood- 
row Wilson Memorial Act of 1968 (82 Stat. 1356), including hire of 
passenger vehicles and services as authorized by 5 U.S.C. 3109, 
[$1,611,000] $7,807,000. (Public Law 96-126, making appropriations 
for the Department of the Interior and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 
Wentification code 33-0400-0-1-503 


Program by activities: 
Research and scholarship (program costs, 
funded) 
Change in selected resources (undelivered 





1979 actual 1980 est. 1981 est. 








10.00 Total obligations 


Financing: 
25.00 Unobligated balance lapsing 
Budget authority 


Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustment in expired accounts 








71.00 
72.40 
74.40 
71.00 


90.00 
91.20 





Outlays, excluding pay raise supple- 


Outlays from civilian pay raise sup- 
plemental 


The objectives of the Woodrow Wilson Center are to 
produce scholarship of the highest quality on subjects 
that matter to our civilization and to communicate that 
scholarship to a wider audience within and beyond 
Washington through publication and dialog. 

The Center has chosen to fulfill these objectives 
through its fellowship and guest scholar program. Each 


year the Center conducts a major open international 
competition for a limited number of fellowships. The 
scholars themselves and the scholarly work they pro- 
duce constitute the memorial to Woodrow Wilson. Vir- 
tually all of the Center’s expenditures derive from the 
basic decision to create a resident body of fellows. 

The Center is directed by its congressional statute to 
raise both public and private funds and indeed the Cen- 
ter’s major objectives could not be attained by an exclu- 
sive reliance on either Federal appropriation or private 
contribution. The present request for a Federal appro- 
priation for 1981 seeks minor programmatic adjust- 
ments to an institution that is largely established and 
already carrying out its mandate. 


Object Classification (in thousands of dollars) 
Identification code 33-0400-0-1-503 





1979 actual 1980 est. 198] est. 





11.1 — Personnel compensation: Permanent posi- 


Personnel benefits: Civilian 

Travel and transportation of persons. 
Transportation of things 

Communications, utilities, and other rent... 


21.0 
22.0 
23.2 
24.0 
25.0 
26.0 
31.0 


Other services... 

Supplies and materials .... 
Equipment 

Grants, subsidies, and contributions 


Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


9.13 
$22,172 


Average GS grade 
Average GS salary 


9.80 


$22,037 $22,037 





Trust Funds 
SMITHSONIAN INSTITUTION TRUST FUNDS 


Program and Financing (in thousands of dollars) 


Identification code 33-9971-0-7-251 





1979 actual 1980 est. 





Program by activities: 
10.00 Canal Zone biological area fund (costs— 
obligations) 76 
Financing: 
21.40 Unobligated balance available, start of year —3l 
24.40 Unobligated balance available, end of year.. 25 


60.00 Budget authority (appropriation) 


(permanent, indefinite) 70 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 76 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 9 


90.00 Outlays 72 





Note.—This schedule excludes $1 million unobligated balance of trust funds on permanent loan to Treasury. 


Canal Zone biological area fund.—Donations, sub- 
scriptions, and fees are appropriated and used to defray 
part of the expenses of maintaining and operating the 
Canal Zone biological area (60 Stat. 1101; 20 U.S.C. 79, 
79a). 
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Trust Funds—Continued 
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SMITHSONIAN INstTITUTION Trust Funps—Continued 
Object Classification (in thousands of dollars) 
Identification code 33-9971-0-7-251 
11.1 Personnel compensation: Permarient posi- 


1979 actual 1980 est. 1981 est. 





56 67 66 
9 9 


75 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions ( (0) 
Full-time equivalent of overtime and holjday 
(0) 


(0) 
$10,200 $10,914 


(0) 
$9,533 


Average salary of ungraded positions 


TEMPORARY STUDY COMMISSIONS 


JOINT FEDERAL-STATE LAND USE PLANNING COMMISSION FOR 
ALASKA 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


Program and Financing (in thousands of dollars) 


Identification code 48-0058-0-1-452 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Salaries and expenses (total program 
costs, funded—obligations) 
Financing: 
25.00 Unobligated balance lapsing 


40.00 Budget authority (appropriation) .. 


25.0 — Other services 
26.0 Supplies and materials... 


99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


11.06 


Average GS grade.. : 
$27,319 


Average GS salary 





Trust Funds 
COOPERATIVE FUNDS 
Program and Financing (in thousands of dollars) 


Identification code 48-8061-0-7-452 








1979 actual 1980 est. 1981 est. 





Program by activities: 

Operating costs: Cooperative funds, Joint 
Federal-State Land Use Planning Com- 
mission for Alaska 

Unfunded adjustments to total operating 
costs: Services received without charge . 


10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 
27.00 Capital transfer to general fund 


60.00 Budget authority (appropriation) 


(permanent, indefinite) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 


90.00 Outlays 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 





Outlays 


The Commission, composed of five Federal and five 
State members, terminated on June 30, 1979. With the 
support of a small professional staff, it performed land 
use planning and coordinating functions, and made rec- 
ommendations to the President and the Congress, and 
the Governor and the legislature of Alaska concerning 
disposition and uses of Federal and State lands in 
Alaska. Commission expenses were shared equally by 
the Federal Government and the State of Alaska. 


Object Classification (in thousands of dollars) 
Identification code 48-0058-0-1-452 


Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 





1979 actual 1980 est 1981 est. 








Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 


Section 17/a)(9)A) of the Alaska Native Claims Settle- 
ment Act, Public Law 92-203, limited the Federal share 
of the expenses of the Joint Federal-State Land Use 
Planning Commission for Alaska to 50%. The State of 
Alaska provided for the remaining 50% of Commission 
expenses. Contribution of the cooperative funds stopped 
when the Commission terminated in 1979. 

Object Classification (in thousands of dollars) 





Identification code 48-8061-0-7-452 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions. 
11.3 Positions other than permanent... 
11.5 Other personnel compensation 


Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 — Travel and transportation of persons 
23.2 Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 


Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 





ission 
ypped 
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Average GS grade 
Average GS salary 





CoMMISSION ON EXECUTIVE, LEGISLATIVE, AND JUDICIAL SALARIES 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES* 
*See Part III for additional information. 


Program and Financing (in thousands of dollars) 


Wentfication code. 48-2800-0-1-805 





1979 actual 1980 est. 1981 est. 





Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsing 


Budget authority 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 








The Commission was established to review and rec- 
ommend to the President at 4-year intervals the appro- 
priate pay levels for upper level positions in the execu- 
tive, legislative, and judicial branches of the Federal 
Government. The Commission’s report to the President 
was issued December 2, 1976. 


CoMMISSION ON FEDERAL PAPERWORK 
Federal Funds 
General and special funds: 


SALARIES AND EXPENSES 


Program and Financing (in thousands of dollars) 





Menttication code 48-1200-0-1-804 1979 actual 1980 est. 1981 est. 





Financing: 
17.00 Recovery of prior year obligations 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 
25.00 Unobligated balance lapsing 


Budget authority 


—519 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
1240 Obligated balance, start of year..... 
74.40 Obligated balance, end of year 


90.00 Outlays 








The Commission on Federal Paperwork was created 
to study and investigate statutes, policies, rules, regula- 
tions, procedures, and practices of the Federal Govern- 
ment relating to information gathering, processing, and 
dissemination, and the management and control of 
these information activities, for the purpose of ascer- 
taining what changes were possible and desirable. 

The Commission submitted a final report to the Con- 
gress and the President on October 3, 1977, and termi- 
nated 120 days thereafter. 


[Nationa ALCOHOL FuELs ComMISSION] 
Federal Funds 
General and special funds: 
[SALARIES AND EXPENSES] 


[For necessary administrative expenses of the National Alcohol 
Fuels Commission, $1,500,000, to remain available until expended.] 
(42 U.S.C. 5904; Department of Transportation and Related Agencies 
Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 48-1700-0-1-271 





1979 actual 1980 est. 1981 est. 





Program by activities: 

Study of potential for alcohol fuels from 
biomass and coal (program costs, 
funded) * 

Change in selected resources (undelivered 
orders) 


10.00 Total obligations 

Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


40.00 Budget authority (appropriation) .. 1,500 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 2,248 
72.40  Obligated balance, start of year : 2 350 
74.40 Obligated balance, end of year —350 —100 


90.00 Outlays 1,900 1,000 





1 Includes capital investment as follows: 1980, $10 thousand. 


The responsibility of the Commission is to make a 
full and complete investigation and study of the long- 
and short-term potential for alcohol fuels from biomass 
and coal. Based on its studies, the Commission will 
recommend those policies most likely to minimize our 
dependence on petroleum, insure adequate energy sup- 
plies, and contribute to the economic health of the 
Nation. Its report is due to the President and Congress 
no later than December 31, 1980. 

The Commission is composed of 12 members of Con- 
gress—6 Senate, 6 House—and 7 members of the public 
appointed by the President. The seven public members 
represent key groups affected by the alcohol fuels in- 
dustry including automotive, consumer, labor, agricul- 
tural, environmental and State government. 


Object Classification (in thousands of dollars) 
Identification code 48~1700-0-1-271 





1979 actual 1980 est. 1981 est. 


Personnel compensation: 
Permanent positions. 350 
Positions other than permanent 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials . 
Equipment 


Total obligations 
Personnel Summary 


Total number of permanent positions 
Total compensable workyears 
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General and special funds—Continued 
{[SALARIES AND EXPENSES] —Continued 
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Full-time equivalent of other positions (7) (3) 
Full-time equivalent of overtime and holiday 
(0) (0) (0) 


10.86 10.86 


Average GS grade 
$26,353 $26,706 


Average GS Salary $22,366 





NATIONAL COMMISSION FOR THE REVIEW OF FEDERAL AND STATE 
Laws RELATING TO WIRETAPPING AND ELECTRONIC SURVEILLANCE 


Federal: Funds 
General and special funds: 
SALARIES AND EXPENSES 


Program and Financing (in thousands of dollars) 


Identification code 48-0063-0-1-751 





1979 actual 1980 est. 1981 est. 





Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 
27.00 Capital transfer to general fund 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.10 Receivables in excess of obligations, start 


90.00 Outlays 





The Commission was established to study wiretapping 
and electronic surveillance. The Commission submitted 
recommendations to the President and the Congress in 
April 1976 and ceased to exist on July 1, 1976. 


NATIONAL COMMISSION ON AIR QUALITY 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For necessary expenses of the National Commission on Air Quality 
as authorized by the Clean Air Act Amendments of 1977 (42 U.S.C. 
7623 and 7626), including services as authorized by 5 U.S.C. 3109, and 
not to exceed [$145,000] $185,000 for travel expenses, [$5,500,000] 
$2,500,000. (Department of Housing and Urban Development—Inde- 
pendent Agencies Appropriation Act, 1980; additional authorizing leg- 
islation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 48-1800-0-1-304 1979 actual 1980 est. 1981 est. 
Program by activities: 
Air pollution studies (program costs, 


Change in selected resources (undelivered 


10.00 Total obligations 1,960 


Financing: 
25.00 Unoblgated balance lapsing 40 


40.00 Budget authority (appropriation) .. 2,000 


Relation of obligations to outlays: 


71.00 Obligations incurred, net 1,960 
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1,478 
—1,478 


5,500 


72.40  Obligated balance, start of year 
74.40 Obligated balance, end of year —1,478 


90.00 Outlays 482 


Includes capital investment as follows: 1979, $9 thousand; 1980, $10 thousand. 


1,478 
—418 


3,500 





The National Commission on Air Quality was estab- 
lished to evaluate the Clean Air Act and examine alter- 
native means of achieving healthful air quality. The 
Commission will compile and assess available informa- 
tion on environmental, scientific, technological, econom- 
ic and social issues related to air quality policy and will 
make its recommendations in the form of a final report 
to Congress. 


Object Classification (in thousands of dollars) 
Identification code 48-1800-0-1-304 


Personnel compensation: 
Permanent positions 430 1,300 1,100 
Positions other than permanent 120 100 


Total personnel compensation 1,420 1,200 
Personnel benefits: Civilian 110 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 

Printing and “ioe a 
Other services .. " 

Supplies and materials . 

Equipment 


Total obligations 





1979 actual 1980 est. 1981 est. 





5,500 





Personnel Summary 





Total number of permanent positions 45 45 
Total compensable workyears 17 46 
Full-time equivalent of other positions (1) (3) 
Full-time equivalent of overtime and holiday 
(0) 


11.67 
$27,268 


(0) 
11.89 
$29,629 


(0) 
11.89 
$29,129 


Average GS grade 
Average GS salary 





NATIONAL COMMISSION ON ELECTRONIC FUND TRANSFERS 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


Program and Financing (in thousands of dollars) 


Identification code 48-0900-0-1-376 1979 actual 1980 est. 1981 est. 





Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 
25.00 Unobligated balance lapsing 


Budget authority 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 Outlays 





The Commission submitted its final report to the 
President and to the Congress on October 28, 1977, and 
terminated all activity 60 days thereafter. 
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NATIONAL COMMISSION ON SOCIAL SECURITY 
Federal Funds 
General and special funds: 


SALARIES AND EXPENSES 
Program and Financing (in thousands of dollars) 


Kdentification code 48-1600-0-1-601 . 1979 actual 





1980 est. 1981 est. 


Program by activities: 

Study, investigate, review, and make rec- 
ommendations on Federal old age, sur- 
vivors, and disability insurance and 
health insurance programs (program 
costs, funded) + 

Change in selected resources (undelivered 





10.00 Total obligations 

Financing: 

21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
12.40 Obligated balance, start of year 106 
14.40 Obligated balance, end of year —99 


90.00 1,700 





Outlays 





Includes capital investment as follows: 1979, $3 thousand. 


The National Commission on Social Security, author- 
ized by Public Law 95-216, is required to complete its 
report to the Congress by January 11, 1981. The Com- 
mission is to investigate, study, and review the Federal 
old-age, survivors, and disability insurance programs 
and the health insurance programs established by the 
Social Security Act. Using both the Commission staff 
and independent experts, the Commission will examine 
actuarial valuations of the social security programs 
using alternative demographic and economic assump- 
tions, the micro- and macro-economic effects of several 
modifications to the present social security program, 
the economic consequences of various methods of fi- 
nancing the social security programs (including the sub- 
stitution of a value-added tax for the payroll tax), and 
methods of measuring replacement ratios and benefit 
adequacy. In addition, the Commission will conduct 
public hearings in various locations and surveys to de- 
termine the role and function of the social security 
programs. The full cost of conducting the studies and 
submitting the reports required by the authorizing leg- 
— is funded by the $2.5 million appropriated in 
1979. 


Object Classification (in thousands of dollars) 
Wentitication code. 48-1600-0-1-601 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions. 592 235 
Positions other than permanent 100 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent.... 
Printing and reproduction 


Supplies and materials 5 26 
Equipment 21 13 


Total obligations 412 1,693 








Personnel Summary 





Total number of permanent positions 20 0 
Total compensable workyears ike 21 
Full-time equivalent of other positions (3) (1) 
Full-time equivalent of overtime and holiday 
(0) (0) 
$50,112 $50,112 
10.15 10.15 
$25,347 $25,347 


Average ES salary..... 
Average GS grade 
Average GS salary. 


$47,500 
9.92 
$21,659 





NATIONAL COMMISSION ON SUPPLIES AND SHORTAGES 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 
Program and Financing (in thousands of dollars) 


Identification code 48-0800-0-1-376 








Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Adjustments in expired accounts 


71.00 
72.40 
77.00 


90.00 Outlays 





The National Commission on Supplies and Shortages 
reported to the President and the Congress on Decem- 
ber 31, 1976, on the existence or possibility of shortages 
of essential resources and commodities and on institu- 
tional adjustments for examining and predicting these 
shortages. The Commission terminated all activities on 
March 31, 1977. 


NATIONAL COMMISSION ON THE FINANCING OF POSTSECONDARY 
EDUCATION 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 
Program and Financing (in thousands of dollars) 
Identification code 48-0059-0-1-502 





1979 actual 1980 est. 





Relation of obligations to outlays: 
Obligations incurred, Net. ............csccssseseee 
Obligated balance, start of year 
Adjustments in expired accounts 


71.00 
72.40 
77.00 


90.00 Outlays 





The Commission was established to conduct and con- 
tract for studies and surveys on various aspects and 
problems of the financing of postsecondary education. 
No activity has been performed by this Commission 
since 1974. 
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[NaTIONAL TRANSPORTATION Poxicy Stupy ComMIssION] 
Federal Funds 
General and special funds: 
[SALARIES AND EXPENSES] 


[For necessary expenses to enable the National Transportation 
Policy Study Commission to carry out its functions under section 154 
of the Federal-Aid Highway Act of 1976, $66,157, to remain available 
until expended.] (Department of Transportation and Related Agencies 
Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 48-0046-0-1-407 1979 actual 1980 est. 1981 est. 





Program by activities: 

Investigation and study of the transpdrta- 
tion needs, resources, requirements and 
policies of the United States (program 
costs, funded) + 

Change in selected resources (undelivered 
orders) 


10.00 Total obligations 
Financing: 
17.00 Recovery of prior year obligations 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year... 460 
74.40 Obligated balance, end of year —142 


90.00 Outlays 2,128 








* Includes capital investment as follows: 1979, $2 thousand. 


The Commission was established to conduct a full and 
complete investigation and study of the transportation 
needs, and of the resources, requirements, and policies 
of the United States to meet such expected needs. The 
Commission made a final report on July 1, 1979, of its 
findings and recommendations to the President and the 
Congress and terminated six months thereafter. 


Object Classification (in thousands of dollars) 


Identification code 48-0046-0-1-407 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent 
11.5 Other personnel compensation 


Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 Travel and transportation of persons........... 
23.1 — Standard level user charges 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 
25.0 — Other services 
26.0 Supplies and materials... 
31.0 — Equipment 


99.0 Total obligations 


Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 


Average GS grade 10.55 12.63 
Average GS salary. $22,926 $33,959 








NATIONAL Stupy COMMISSION ON RECORDS AND DOCUMENTS OF 
FEDERAL OFFICIALS 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


Program and Financing (in thousands of dollars) 


Identification code 48-3700-0-1-804 





1979 actual 1980 est. 1981 est. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
77.00 Adjustments in expired accounts 


90.00 Outlays 





The Commission was established to study policies and 
procedures relating to the records and documents of 
Federal officials. Its findings and recommendations 
were submitted to the Congress and the President on 
March 31, 1977. 


Navajo AND Hop! INDIAN RELOCATION COMMISSION 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES* 
* See Part III for additional information. 


For necessary expenses of the Navajo and Hopi Indian Relocation 
Commission as authorized by Public Law 93-531, [$950,000] 
$1,192,000 for operating expenses of the [Commission.] Commission, 
of which $192,000 shall be available only upon enactment of authoriz- 
ing legislation. (Public Law 96-126, making appropriations for the 
Department of the Interior and related agencies, 1980; additional au- 
thorizing legislation to be proposed for $192,000.) 


Program and Financing (in thousands of dollars) 


Identification code 48-1100-0-1-806 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Operation of relocation commission 983 991 1,192 
2. Assistance payments 255 1,000 1,000 
3. Relocation payments 3,225 7,000 6,000 


Total program costs 4,463 8,991 
Change in selected resources (undelivered 
orders) 33 


10.00 Total obligations 4,496 8,991 


Financing: 
21.40 Unobligated balance available, start of year —11,514 
24.40 Unobligated balance available, end of year.. 15,769 
25.00 Unobligated balance lapsing 1 


— 15,769 


Total 1 
Total 

Full 

Full 
| 
Averag 
Averas 





Budget authority 8,752 








Budget authority: 
40.00 Appropriation 
44.20 Supplemental for civilian pay raises 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 





cation 
),000] 
ission, 
thoriz- 
or the 
al au- 
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74.40 Obligated balance, end of year 
90.00 Outlays, excluding pay raise supple- 
tal 


—286, —1,237 


4,338 8,000 
91.20 Outlays from civilian pay raise sup- 
plemental 40 1 





The Navajo and Hopi Indian Relocation Commission 
was established to plan and conduct relocation activi- 
ties associated with the settlement of a land dispute 
between the two tribes. 

The three-member Commission was appointed on 
July 1, 1975. It will prepare and submit a plan to Con- 
gress in April 1981 for the relocation of Navajo and 
Hopi families and assist such persons in their reloca- 
tion. 


Object Classification (in thousands of dollars) 





identification code 48-1100-0-1-806 


Personnel compensation: 
lL.l Permanent positions 477 478 
11.3 Positions other than permanent 
Other personnel compensation 


1979 actual 1980 est. 1981 est. 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction "3 
Other services 
Supplies and materials .. 


Lands and structures = 
Grants, subsidies, and contributions 1,000 


Total obligations , 8,991 





Personnel Summary 





Total number of permanent positions 23 
Total compensable workyears as 30 30 
Full-time equivalent of other positions (8) (8) 
Full-time equivalent of overtime and holiday 
(0) (0) 


Average GS grade..... ses 9.13 9.46 9.46 
Average GS salary $19,055 $19,767 $19,800 





PRESIDENT’s COMMISSION FOR THE STUDY OF ETHICAL PROBLEMS IN 
MEDICINE 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary for the President’s Commission to conduct a 
study of ethical problems in medicine and biomedical and behavioral 
research as authorized by 42 U.S.C. 300V, including costs of contracts, 
authorized by section 1803(c) of the Public Health Service Act, 
$2,054,000. 


Programs and Financing (in thousands of dollars) 


Wentification code 48-3800-0-1-551 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Commission on Ethical Problems (costs— 
obligations) 2,054 


Financing: 
40.00 Budget authority (appropriation) 2,054 


74.40 Obligated balance, end of year 
90.00 Outlays 





The President’s Commission for the Study of Ethical 
Problems in Medicine was established by Public Law 
95-622 to study issues such as informed consent, defini- 
tions of death, rights of the unborn, protection of 
human subjects of research, and the privacy of patient 
records. The Commission will make a report of its find- 
ings to the President and the Congress upon completion 
of its study by December 1982. 


Object Classification (in thousands of dollars) 
Identification code 48-3800-0-1-551 





1979 actual 1980 est. 





Personnel compensation: 
Permanent positions 
Positions other than permanent... 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials ... 
Equipment 


Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable work years 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
Average ES salary 
Average GS grade 
Average GS salary 





[PREsIDENT’s COMMISSION ON PENSION Po icy] 
Federal Funds 
General and special funds: 
[SALARIES AND EXPENSES ] 


[For necessary expenses for the President’s Commission on Pen- 
sion Policy, $2,000,000 to remain available until expended.] (29 U.S.C. 
1001; Department of Housing and Urban Development—Independent 
Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 





Identification code 48-2300-0-1-601 1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
Administrative expenses............. 
Reimbursable program 


Total program costs, funded 
Change in selected resources (undelivered 
orders) 


10.00 Total obligations 
Financing: 
11.00 Offsetting collecting from: Federal junds. 


21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
11.00 Obligations incurred, net 2,054 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
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Program and Financing {in thousands of dollars) —Continued 


identification code 48-2300-0-1-601 1979 actual 1980 est. 1981 est. 








72.40 Obligated balance, start of year 400 
74.40 Obligated balance, end of year 


90.00 Outlays 900 


1,000 


The Commission is to recommend to the President 
policies that are likely to insure effective and equitable 
retirement, survivor, and disability systems for Federal 
workers. To carry out its objective, the Commission has 
divided its work among three study groups. These 
groups are examining the present and future needs of 
the retired population, studying the ability of the var- 
ious retirement systems to meet those needs, and ana- 
lyzing the issues of tax policy, capital formation and 
economic growth. 


Object Classification (in thousands of dollars) 


Identification code 48-2300-0-1-601 





1979 actual 1980 est. 1981 est. 





Direct obligations: 
Personnel compensation: 
11.1 Permanent positions. 
11.3 Positions other than permanent 
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Program and Financing (in thousands of dollars) 


Identification code 48-1500-0-1-806 1979 actual 1980 est. 1981 est, 





Program by activities: 

Determine basic causes of world hunger, 
recommend solutions, and assist in pro- 
mulgation and implementation of recom- 
mendations (program costs, funded) 

Change in selected resources (undelivered 
orders) 


10.00 Total obligations 


Financing: 
25.00 Unobligated balance lapsing 


40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year... 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 Outlays 1,198 





The Presidential Commission on World Hunger, es- 
tablished by Executive Order 12078 on September 5, 
1978, was assigned to assess the problems of world 
hunger and malnutrition, present recommendations to 
reduce those problems, and assist in promulgating its 
recommendations. The Commission’s final report will 
be submitted prior to its termination on June 30, 1980. 


Object Classification (in thousands of dollars) 





Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
22.0 — Transportation of things 
23.1 — Standard level user charges 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 
25.0 — Other services 
26.0 Supplies and materials 


Total direct obligations 
Reimbursable obligations: 


25.0 Other services 


99.00 





Total obligations 





Personnel Summary 





Total number of permanent positions 16 
Total compensable workyears ll 
Full-time equivalent of other positions (5) (3) 
Full-time equivalent of overtime and holiday 
(0) (0) 


$49,181 $49,181 
10.79 10.79 
$25,532 $26,032 


Average ES salary 
Average GS grade 
Average GS salary 


[PRESIDENTIAL COMMISSION ON Worp HunceER] 
Federal Funds 
General and special funds: 
[SALARIES AND EXPENSES] 


[For necessary expenses of the Presidential Commission on World 
Hunger, including services as authorized by 5 U.S.C. 3109, $975,000, to 
be available only until June 30, 1980. (Departments of State, Justice, 
and Commerce, the Judiciary, and Related Agencies Appropriation 
Act, 1980.) 





Identification code 48-1500-0-1-806 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions. 
Positions other than permanent 
Other personnel compensation 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons. 
Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials ... 
Equipment 


Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 
Average GS grade 
Average GS salary 


10.50 
$23,409 





SELECT CoMMISSION ON IMMIGRATION AND REFUGEE POLICY 
Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses, not otherwise provided for, necessary for the adminis- 
tration of the provisions of Public Law 95-412 which establishes a 
Select Commission on Immigration and Refugee Policy, [$1,600,000] 
$431,000, to remain available until expended. (Departments of State, 
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Justice, and Commerce, the Judiciary, and Related Agencies Appropri- 
ation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code. 48-2600-0-1-751 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Studies to improve immigration policies 
and procedures (costs—obligations) 
Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 





Outlays 





This request provides for a Select Commission on Im- 
migration and Refugee Policy to study and evaluate 
existing laws, policies, and procedures governing the 
admission of immigrants and refugees to the United 
States, and to make recommendations for changes in 
administrative procedures, administrative interpreta- 
tions of legislation, and legislation affecting immigra- 
tion. The Select Commission’s final report of findings 
and recommendations is to be published and submitted 
to the President and the Congress by March, 1, 1981. 

The 16 member Select Commission is to be composed 
of 4 members appointed by the President, 4 members 
appointed by the President pro tempore of the Senate, 4 
members appointed by the Speaker of the House of 
Representatives, and the Secretary of State, the Attor- 
ney General, the Secretary of Labor, and the Secretary 
of Health, Education, and Welfare. In addition to the 
permanent staff funded under this appropriation, Civil 
Service employees and staff members of the Committee 
on the Judiciary of the Senate and the Committee on 
the Judiciary of the House of Representatives may be 
detailed to serve on the staff. 


Object Classification (in thousands of dollars) 


Wentifcation code 48-2600-0-1-751 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions. 522 148 
Other personnel compensation 35 





Total personnel compensation 183 
12.1 Personnel benefits: Civilian 17 
21.0 — Travel and transportation of persons 7 
23.1 Standard level user charges 32 
23.2 Communications, utilities, and other rent... 37 
24.0 — Printing and reproduction 122 
25.0 — Other services 
26.0 — Supplies and materials..... 
31.0 — Equipment 


99.00 Total obligations 








12 
18 6 
Full-time equivalent of other positions (5.3) (2.7) 


ae equivalent of overtime and holiday 


(0) 
$55,400 


(0) 
$55,400 


10.29 
$22,512 


10.29 
$24,087 


Average GS grade 
Average GS salary 


11.00 
$25,100 





(a 


NATIONAL COMMISSION ON THE INTERNATIONAL YEAR OF THE CHILD 
Federal Funds 
General and special funds: 


SALARIES AND EXPENSES 


Program and Financing (in thousands of dollars) 





Identification code 48-2000-0-1-506 1979 actual 1980 est. 1981 est. 





Program by activities: 
Promotion of 1979 as the International 
Year of the Child (program cost, 


Change in selected resources (undelivered 
orders) 





10.00 Total obligations 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 


40.00 





Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40  Obligated balance, end of year 


90.00 





Outlays 





1 Includes capital investments as follows: 1980, $2 thousand. 


The Commission will make a final report to the Presi- 
dent on March 31, 1980 and terminate on April 30, 
1980. 


Object Classification (in thousands of dollars) 





Identification code 48-2000-0-1-506 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 


11.1 
11.3 
11.5 


Total personnel compensation 
Personnel benefits: Civilian 
Benefits for former personnel 
Travel and transportation of persons 
Standard level user charge 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 


12.1 
13.0 
21.0 
23.1 
23.2 
24.0 
25.0 
26.0 
31.0 


99.0 Total obligations 





Personnel Summary. 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary 


Average GS grade....... 
Average GS salary 


I 
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NATIONAL COMMISSION ON THE INTERNATIONAL YEAR OF THE 
Cuitp—Continued 


Trust Funds 


CONTRIBUTIONS 


Program and Financing (in thousands of dollars) 





Identification code 48-8072-0-7-506 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Conferences and publications (costs—obli- 
gations) 


Financing: . 
14.00 Offsetting collections from: Non-Federal 


21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year. 





Budget authority 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year.. 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 





Outlays 





The Commission is authorized to accept, use, and dis- 
pose of contributions of money and property. 


Object Classification (in thousands of dollars) 





Identification code 48-8072-0-7-506 1979 actual 1980 est. 1981 est. 





21.0 
25.0 


99.0 


Travel and transportation of persons 
Other services 





Total obligations 





NATIONAL COMMISSION ON THE OBSERVANCE OF INTERNATIONAL 
Women’s YEAR, 1975 


Federal Funds 
General and special funds: 


SALARIES AND EXPENSES 
Program and Financing (in thousands of dollars) 


Identification code 48-2500-0-1-806 





1979 actual 1980 est. 1981 est. 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year. 
Obligated balance, end of year 
Adjustments in expired accounts 


71.00 
72.40 
74.40 
77.00 


90.00 








The funds available enabled the Commission to orga- 
nize and convene a National Women’s Conference, pre- 
ceded by State conferences, and provided for the re- 
maining expenses of this Commission until its expira- 
tion on March 31, 1978. 


Trust Funds 


CONTRIBUTIONS 


Program and Financing (in thousands of dollars) 





Identification code 48-8024-0-7-806 1979 actual 1980 est. 1981 est, 





Program by activities: 
10.00 Grants for State conferences (costs—obli- 
gations) (object class 41.0) 
Financing: 
Unobligated balance available, start of year 
Unobligated balance available, end of year.. 
Capital transfer to general fund 


Budget authority 


21.40 
24.40 
27.00 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





Contributions were used to defray expenses of State 
conferences held prior to the convening of the Novem- 
ber 1977 National Women’s Conference. 


TENNESSEE VALLEY AUTHORITY 


Federal Funds 
Public enterprise funds: 
PAYMENT TO TENNESSEE VALLEY AUTHORITY FUND* 
*See Part III for additional information. 


For the purpose of carrying out the provisions of the Tennessee 
Valley Authority Act of 1933, as amended (16 U.S.C., ch. 12A), includ- 
ing purchase, hire, maintenance, and operation of aircraft, and pur- 
chase and hire of passenger motor vehicles [[$148,677,000] 
$145,500,000, to remain available until expended [Provided, That 
notwithstanding the provisions of 16 U.S.C., chapter 35 or any other 
law, the Corporation is authorized and directed to complete construc- 
tion, operate and maintain the Tellico Dam and Reservoir project for 
navigation, flood control, electric power generation and other pur- 
poses, including the maintenance of a normal summer reservoir pool 
of 813 feet above sea level]. (Energy and Water Development Appro- 
priation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 64—4110-0-3-999 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 
1. Natural resources: 
(a) Water resources 
(b) Land and forest re- 


14,416 14,948 15,799 


6,324 3,823 3,751 


3,769 


(c) Regional environmental 
enhancement 
(d) Land Between The 


2,720 2,635 


5,431 5,085 5,183 

. Community development: 
(a) Economic development... 
(b) Community services 


. Valley agricultural develop- 


3,468 
5,181 


5,281 
8,436 


5,599 
7,337 
2,746 3,887 4,059 
. National fertilizer develop- 

42,026 


50,240 55,177 


. National energy demonstra- 

4,437 20,037 15,250 
. Power program: — Power 
supply and use 


7. General services 
Total 
f 


2,405,224 
22,145 


2,854,233 
30,324 


3,283,441 
31,850 





costs, 


operating 
ded 


2,514,118 2,998,929 3,431,215 





15,799 
3,751 
3,769 
5,183 


5,999 
7,33] 


4,059 
55,177 
15,250 


83,441 
31,850 


31,215 
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Change in selected resources (in- 
ventories, undelivered orders, 
deferred charges, and unamor- 
tized discount and premium) .... 


376,284 184,820 


212,859 





Total operating obligations .... 2,890,402 3,183,749 


3,644,074 








Capital investment, funded: 
1. Natural resources: 
(a) Water resources 
(b) Land and forest re- 


42,373 49,129 


721 1,000 


3,571 
2. Community development: 
(b) Community services 

4. National fertilizer develop- 


1,839 775 
17,319 27,000 
6. Power program: Power 
supply and use 


7. General services 


1,876,052 
16,857 


2,436,113 
15,171 


42,222 
686 


2,900 


729 
11,614 


2,465,389 
12,611 


Budget authority: 
40.00 Appropriation 
47.10 Authority to borrow (Public Law 


148,677 
15,000,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
Obligated balance, start of year: 
Authority to borrow 
Fund balance 
Obligated balance, end of year: 
Authority to borrow 
Fund balance 


Outlays 


2,117,519 1,645,590 1,673,827 
72.47 


72.98 


1 2,199,337 , 
+ 108,257 


2,460,375 
80,573 


2,131,548 
89,990 


74.47 
74.98 


90.00 


— 2,460,375 
— 80,573 


1,884,165 


— 2,131,548 
— 89,990 


1,965,000 


— 1,552,201 
— 187,164 


2,156,000 





Includes adjustments of $76,432 thousand and $884 thousand for power and appropriated funds respectively to reflect the 
conversion of the reporting of expenses to an obligations basis. 


Status of Direct Loans (in thousands of dollars) 
Identification code 64-4110-0-3-999 





1979 actual 1980 est. 1981 est. 





Total capital investment 

1,958,732 2,532,088 

Change in selected resources (un- 
delivered orders) 


24,239 —- 323,229 


2,535,760 
— 635,301 





Total capital investment, ob- 


ligations 1,982,971 2,208,859 


1,900,459 








10.00 Total obligations 4,873,373 5,392,608 


Financing: 
Offsetting collections from: 
11.00 Federal funds 
14.00 Non-Federal sources 
Unobligated — balance 
start of year: 
21.47 ~~ Authority to borrow 
21.98 Fund balance 
Unobligated balance available, end 
of year: 
Authority to borrow 
Fund balance 


—391,771 
— 2,364,083 
available, 


— 461,186 
— 3,285,832 


1 5,605,663 
1— 20,175 


— 3,539,625 
— 34,357 


24.47 
24.98 


3,539,625 
34,357 


16,968,452 
10,199 

68,868 78,418 

Repayment of Government  in- 
vestment 


20,000 20,000 


5,544,533 


— 542,054 
— 3,328,652 


— 16,968,452 
—10,199 


15,347,799 
10,485 
72,040 
20,000 





Budget authority 154,531 


15,148,677 


145,500 





Program by activities: 
Operating costs, funded: 
1. Natural resources: 
(a) Water resources 
(b) Land and forest resources 
(c) Regional environmental enhancement... 
(d) Land Between The Lakes 
2. Community development: 
(a) Economic development 
(b) Community services 
3. Valley agricultural development 
4. National fertilizer development 
5. National energy demonstrations 
6. Power program: Power supply and use 
7. General services 


Total operating costs, funded 
Change in selected resources (inventories, undelivered orders, 
deferred charges, and unamortized discount and premium) 


Total operating obligations 


Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2200 Disbursements 
2400 Repayments, prepayments, loan sales 


1,281 
2,090 
—224 


3,147 


3,147 


—150 


2900 Outstanding, end of year 2,997 





The Tennessee Valley Authority was created in 1933 
as a Government-owned corporation for the unified de- 
velopment of a river basin comprising parts of seven 
States. Its program in 1981 will be financed from three 
sources: (1) appropriations by the Congress; (2) proceeds 
available from current power operations and borrow- 
ings against future power revenues; and (3) proceeds 
available from nonpower activities. 

The following table provides detailed information on 
programs financed by power proceeds and borrowings 
and programs financed by appropriations and nonpower 
proceeds. 


Power proceeds and borrowings 


2,405,224 


366,720 
2,771,944 


1980 1981 
estimate estimate 


14,416 
6,324 
2,720 
5,431 


14,948 
3,823 
2,635 
5,085 


15,799 
3,751 
3,769 
5,183 


3,468 
5,181 
2,746 
42,026 


5,281 
8,436 
3,887 
50,240 
20,037 


5,599 
7,337 
4,059 
55,177 
15,250 


22,145 


2,854,233 3,283,441 108,894 144,696 147,774 


186,007 
3,040,240 


213,562 
3,497,003 


9,564 
118,458 


—103 
147,071 


—1,187 
143,509 
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PAYMENT TO TENNESSEE VALLEY AUTHORITY FuND—Continued 


Power proceeds and borrowings 
1980 1980 


Capital investment, funded: 
1. Natural resources: 
(a) Water resources 
(b) Land and forest resources 
(d) Land Between The Lakes 
2. Community development: 
(b) Community services 
4. Nationa] fertilizer development 
6. Power program: Power supply and use 
7. General SOrviCeS ...........ssssscssssessssessseee GRADS. bans dawiaerntedcoase 


1,876,052 
14,054 


Appropriations and nonpower 
proceeds 
estimate 


42,373 49,129 42,202 
721 1,000 686 
3,971 2,900 2,509 


1,839 775 12 

17,319 27,000 11,614 
2,436,113 2,465,389 
11,579 9,674 





1,890,106 
26,867 


Total capital investment costs, funded 
Change in selected resources (undelivered orders)... 


2,447,692 2,475,063 
— 323,609 — 629,244 





1,916,973 
4,688,917 


Total capital investment obligations ... 


Total obligations 


Financing: 

Offsetting collections from: 
Federal funds 
Non-Federal sources 

Unobligated balance available, start of year: 
Authority to borrow... 
Fund balance 

Unobligated balance available, end of year: 
Authority to borrow 
Fund balance 


— 381,554 
— 2,330,193 


15,605,663 


Budget authority (appropriation) 
Avithority to borrow 


5,164,323 


84,776 54,640 
228,285 201,711 


2,124,083 1,845,819 
5,342,822 


65,998 
184,456 








—448,639 
—3,242,924 


—524,446 
— 3,289,723 


—10,217 
— 33,890 


— 12,547 
— 42,908 


— 17,608 
— 38,929 


— 3,539,625 — 16,968,452 








Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year: 

Authority to borrow 
Fund balance 
Obligated balance, end of year: 
Authority to borrow 
Fund balance 


1,977,170 


1 2,199,337 
38,249 


— 2,460,375 
—1,902 


1,472,760 1,528,653 


2,460,375 2,131,548 
1,902 3,489 


— 2,131,548 
— 3,489 


—1,552,201 


— 111,489 —78,671 — 86,501 





Outlays 1,752,479 


1,800,000 2,000,000 131,686 165,000 156,000 





* Includes adjustments of $76,432 thousand and $884 thousand for power and appropriated funds respectively to reflect the conversion of the reporting of expenses to 


an obligations basis. 


Budget program—1. Natural resources.—TVA concen- 
trates its efforts through ongoing programs in naviga- 
tion, flood control, water and air quality, recreation, 
fisheries, wildlife development, and forest resources. 

(a) Water resources.—Includes operation and continu- 
ing development of the navigation channel from Padu- 
cah, Ky., to Knoxville, Tenn. 

For flood control, TVA operates a system of multipur- 
pose reservoirs to retain excessive seasonal runoff and 
regulate discharges at flow rates that can be accommo- 
dated by downstream channels and reservoirs. As a 
result, flood crests are reduced along the Tennessee 
River and its tributaries and also the lower Ohio and 
Mississippi Rivers. 

TVA also works to enhance fisheries and aquatic 
ecology, manage regional water resources, and develop 
area rivers, streams, and lakes. 

(b) Land and forest resources.—TVA conducts pro- 
grams to implement new technologies and disseminate 
information that promote the growth and use of timber 
resources in the Tennessee Valley, to enhance the re- 


gion’s wildlife, and to continue recreation development 
projects. 

(c) Regional environmental enhancement.—The pro 
gram contains four major areas of effort: Environmen- 
tal and energy education, community assistance for 
quality growth management, environmental protection 
of public lands and waters under TVA trust, and re 
gional air quality management. Valley mapping and 
demonstrations of remote sensing are provided in sup 
port of these four areas as well as other TVA activities. 

(d) Land Between The Lakes.—Work will continue on 
development of this 170,000-acre area in western Ken- 
tucky and Tennessee situated between TVA’s Kentucky 
Reservoir and the Corps of Engineers’ Barkley Reser- 
voir. 

2. Community development.—TVA provides technical 
assistance to communities that have special problems or 
wish to contribute more fully to the region’s progress. 

(a) Economic development.—TVA helps communities 
revitalize central business districts, identify new indus 
trial sites, and train local people for greater employabil- 





Financec 
6. Po 
Po 


201,711 


— 17,608 


156,000 
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e pro 
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ity and for positions of leadership. TVA also furnishes 
communities and industries with such support services 
as economic analysis and community planning. 

(b) Community services.—TVA assists local govern- 
ments in raising the quality of public services, improv- 
ing the quality and the availability of health care, de- 
veloping local flood damage prevention programs, and 
solving solid waste collection and disposal problems. 

3. Valley agricultural development.—The Valley agri- 
cultural development program works largely through 
the State land-grant universities and their extension 
organizations to demonstrate solutions to regional agri- 
cultural problems. 

4. National fertilizer development.—In its chemical 
and ammonia from coal facilities at the National Fertil- 
izr Development Center in Muscle Shoals, Ala., TVA is 
active in three general program areas: Fertilizer re- 
search and development, fertilizer introduction, and 
ammonia from coal technology. 

Fertilizer research and development consists of basic 
chemical and agronomic research and the development 
of fertilizer products and processes. This work is accom- 
plished in cooperation with the Department of Agricul- 
ture, the land-grant universities, and industry. 

Fertilizer introduction is carried on cooperatively 
with the land-grant universities and the fertilizer indus- 
try. It includes controlled small-plot demonstrations, 
tests and demonstrations of fertilizer materials and 


| practices on selected operating farms, and nationwide 


education about the fertilizers being introduced. Pro- 


gram costs are financed from appropriations and from 
nonpower proceeds, the majority of which arise from 
the sale of experimental fertilizers to industry and 
farmers. 

5. National energy demonstrations.—Program efforts 
include demonstrations in atmospheric fluidized-bed 
combustion, fuel cells, coal gasification, transportation, 
solar and biomass. The program is financed primarily 
by a combination of appropriated and power program 
funds. Funds are also available for specific projects fi- 
nanced by other Federal agencies, such as the Depart- 
ment of Energy, the Department of Transportation, and 
the Environmental Protection Agency, and by other 
sources, including the Electric Power Research Insti- 
tute. Power program funds are used when benefits 
apply directly to TVA ratepayers. 

6. Power program: Power supply and use.—TVA is the 
sole supplier of electric power to an area of 80,000 
square miles in the seven Tennessee Valley States. 
Income from power operations, net of interest charges 
and depreciation, is estimated at $300,752 thousand in 
1981. 

The power generating facilities presented in the capi- 
tal investment table are financed from power proceeds 
and borrowings. 

7. General services.—Operating costs for general serv- 
ice activities include bridge maintenance, international 
scientific and technical cooperation expenses, fallout 
shelter maintenance, and reimbursable services fur- 
nished at the request and expense of other agencies. 


CAPITAL INVESTMENTS 
[In thousands of dollars} 


Obligations 





Total To Sept. 30, 1979 
1978 


estimate 
Financed from power proceeds and borrowings: 
6. Power program: 
Power supply and use: 
Sequoyah nuclear plant units 1-2 
Raccoon Mountain pumped-storage project 
Watts Bar nuclear plant units 1-2 
Bellefonte nuclear plant units 1-2... 
Hartsville nuclear plant units 1-4... 
Phipps Bend nuclear plant units 1-2 
Yellow Creek nuclear plant units 1-2 
Investment in future energy facilities 
Transmission system facilities 
Acquisition of fuel reserves 
Additions and improvements at power facilities 
Nuclear fuel " 
7. General services: Géneral facilities 


1,460,000 

329,000 
1,475,000 
2,050,000 
5,800,000 
2,950,000 
2,975,000 


1,101,828 
311,251 
999,483 
975,328 

1,351,761 
638,929 
448,992 


actual 


173,544 
11,261 
168,739 
224,862 
363,495 
168,105 
275,006 
37,985 
90,459 
8,535 
324,258 
55,024 
15,700 


1980 1981 comple 1979 
estimate estimate actual 


174,899 
11,294 
173,974 
237,181 
499,903 
192,714 
194,763 
3,210 
74,570 
9,264 
249,256 
55,024 
14,054 


129,057 
7,057 
168,110 
234,484 
570,927 
296,854 
317,986 
14,482 
140,314 
38,016 
518,826 


119,820 
6,488 
157,387 
200,130 
345,111 
210,802 
298,479 
9,107 
153,572 
33,016 
578,592 


111,469 
221,656 
479,711 
369,069 
439,506 

30,094 
142,246 

57,793 
568,362 


100,983 
204,917 
311,256 
227,865 
323,339 
7,317 
140,446 
92,793 
404,253 


11,579 





Total financed from power proceeds and borrow- 


1,916,973 


2,124,083 1,890,106 








Financed from appropriations and nonpower proceeds: 
1. Natural resources: 
Water resources: 
Columbia dam and reservoir 
Bear Creek multipurpose water control system. 
Tellico dam and reservoir 
New lock at Pickwick Landing Dam 
South Chickamauga Creek 
Additions and improvements 
| Natural resources: Recreation facilities 
| Land Between The Lakes: Development facilities... 
2. Community development: Community services: 
Lower Elk Town 
Local flood damage prevention projects 


44,454 
62,113 
111,665 
9,711 


ee 
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Public enterprise funds—Continued 


PAYMENT TO TENNESSEE VALLEY AUTHORITY FuNp—Continued 
[In thousands of dollars) 


Obligations Expenditures 





To Sept. 30, 1979 
1978 actual 


4. National fertilizer development: 
Chemical facilities 
Ammonia from coal facilities 
6. General services: General facilities... 
Annual leave adjustment 


Total financed from appropriations and non- 


65,998 


3,780 
11,793 
3,432 
—1,253 


To 
1980 1 complete 1979 1980 1981 
estimate | estimate actual estimate estimate 


7,578 
10,663 


2,212 
15,107 
2,803 


7,328 9,834 


1,780 





84,776 68,626 84,396 60,697 








Financing.—Amounts estimated to become available 
in 1981 are to be derived from (1) the requested appro- 
priation of $145,500 thousand; (2) nonpower revenues 
and receipts of $56,537 thousand; and (3) power rev- 
enues and receipts of $3,814,169 thousand. In addition, 
the budget program anticipates financing from borrow- 
ings of $2,200,000 thousand backed by future revenues. 
A summary of the application of appropriations follows: 


APPLICATION OF APPROPRIATIONS 


[In thousands of dollars} 


1979 actual 1980 estimate 1981 estimate 
Operations: 
1. Natural resources: 
(a) Water resources 
(b) Land and forest resources 
(c) Regional environmental enhancement 
(d) Land Between The Lakes 
2. Community development: 
(a) Economic development 
(b) Community services 
3. Valley agricultural development.. 
4. National fertilizer development 22,480 
5. National energy demonstrations 13,290 
7. General services 993 


70,983 


12,495 
3,877 
2,605 
4,600 


14,652 
3,673 
2,635 
4,500 


15,534 
3,601 
3,769 
4,654 


5,078 
6,894 
3,669 
25,157 
20,037 
1,055 


87,350 


2,906 
4,854 
2,883 


5,599 
7,337 
3,833 
30,032 
15,250 
1,251 


Total operations 90,860 





Capital investment: 
1. Natural resources: 
(a) Water resources: 
Columbia dam and reservoir 
Bear Creek multipurpose water control 


26,000 


7,479 
Tellico dam and reservoir 1,846 
New lock at Pickwick landing dam 20,000 
South Chickamauga Creek project 2 
Additions and improvements 
(b) Land and forest resources: 
Recreation facilities 
(d) Land Between The Lakes 
2. Community development: 
(b) Community services: 
Local flood damage prevention facilities 
4. National fertilizer development: 
Chemical facilities 
Ammonia-from-coal facilities 
7. General services 


2,100 
1,000 
2,900 
1,020 
6,383 


11,204 
3,220 


9,694 
1,780 
4,042 


Total capital investment 54,640 


"General reduction, savings and slippage 


Total appropriations 145,500 


Unobligated balance brought forward 
Unobligated balance carried forward 


Obligations, appropriated funds 


* Includes. $15 million deferral for Columbia Dam. 


Operating results and financial conditions.—Only the 
power program is intended to be self-supporting; the net 
expense of nonpower programs is covered largely by 
appropriation funding. Payments to the Treasury from 
power proceeds in 1981 are estimated at $92,000 thou- 
sand—$72,000 thousand as a dividend (return on the 
appropriation investment in the power program) and 
$20,000 thousand as a reduction in the appropriation 
investment in the power program. Borrowings for the 
power program are expected to increase by $2,200,000 
thousand during 1981. 

Total assets are estimated to increase by $2,618,243 
thousand during 1981. A total of $2,577,957 thousand of 
the increase in assets is in the power program and 
$40,286 thousand is in nonpower programs. The esti- 
mate of liabilities at September 30, 1981, is $2,353,504 
thousand more than the estimate at September 30, 
1980. This increase reflects the proposed borrowings in 
1981. Total Government equity at September 30, 198i, 
is estimated to be $264,739 thousand greater than that 
at September 1980. This change includes the requested 
appropriation for 1981 and the net income from power 
operations, less payments to the Treasury and the net 
expense of nonpower programs. 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





POWER PROGRAM 


Power supply and use: Power oper- 
ations: 
Revenue and receipts 2,702,534 


— 2,565,797 


3,811,370 
— 3,499,686 


3,198,674 
— 3,067,433 





136,737 131,241 311,684 








NONPOWER PROGRAMS 


Natural resources: 
Water resources: 
559 
— 19,619 





Net operating expense, 


water resources — 19,060 








Land: and forest resources: 
24 
— 6,456 


Net operating 
land and 


expense, 
forest re- 


—6,432 


National 
Reven 
Expen: 


National | 
Reven 
Expen 


General s 
Reveni 
Expen 


Adjustme 


Assets: 

Fund 
Trea 
Accoun 
net. 
Invente 

Real 
equi 


31 





OTHER INDEPENDENT AGENCIES 


Regional environmental enhance- 


TENNESSEE VALLEY AUTHORITY 
Federal Funds 





—2,744 





Deferred charges 


Total assets 
Liabilities: 





Net operating expense, re- 
gional environmental en- 
hancement 


—2,144 


Accounts payable and 
accrued liabilities 
Debt issued under bor- 


— 2,650 rowing authority: 








Land Between The Lakes: 


984 
—6,131 


Borrowings — from 
the public 
Borrowings from 


585 
—5,745 





Net operating 
Land Between 


expense, 
The 


Federal Financing 


Borrowings — from 








Community development: 
Economic development: 


Unamortized discount 
and premium, net.... 


Total liabilities 





Net operating expense, 
economic development... 


Government equity: 
Unexpended budget au- 








Community services: 


thority: 
Unobligated balance. 
Undelivered orders 3 
Unfinanced budget au- 





Net operating expense, 
community services 


— 12,799 


thority: Borrowing 








Valley agricultural development: 


31 
— 2,746 


— 3,887 — 4,059 





Net operating expense, 
valley agricultural devel- 


—2,715 


NONPOWER PROGRAMS 


— 3,669 —3,833 Assets: 








National fertilizer development: 


21,530 
— 45,059 


Fund balance with 


24,568 
— 52,840 


24,490 


_57'977 receivable, 


Accounts 





Net operating expense, na- 
tional fertilizer develop- 


— 23,529 


Inventories 


Real —_ property 
equipment, net 


and 


— 28,272 — 33,487 








Total assets 


Liabilities: 





Net operating expense, na- 
tional energy demon- 
strations 


—4,437 


Accounts payable and 
accrued liabilities 
Government equity: 


— 20,037 — 15,250 








General services: 


20,957 
— 22,145 


Unexpended budget au- 
thority: 

Unobligated balance. 

Undelivered orders + 


29,305 
— 30,324 


30,634 
—31,850 





3,811,370 


— 1,188 


Invested capital 


Total Government 








3,499, 686 Adjustment to accrued annual leave 


1,975 








Net expense, 
programs 


nonpower 


—79,944 


TOTAL 


— 98,239 — 100,405 


Assets: 








Net income for the period... 


56,793 


33,002 211,279 Fund balance with 





Financial Condition (in thousands of dollars) 





1978 actual 


POWER PROGRAM 
Assets: 
Fund balance with 

38,249 


328,034 
359,502 

Real 
equipment, net 9,098,715 


310-100 0 - 80 - 63 


1979 actual 


421,573 
610,991 


10,819,531 


Treasury 


Accounts receivable, 


Sarees = Inventories 

Real property 
equipment, net 

Deferred charges 


1981 est. 


1980 est 


Total assets 
Liabilities: 
Accounts payable and 
accrued liabilities 
Debt issued under bor- 
rowing authority: 
Borrowings — from 
the public 


3,489 111,489 


501,371 
674,722 


708,663 
690,491 


12,561,134 14,817,153 


85,825 


204,903 327,555 


993 


525,724 





9,910,325 


12,058,900 14,068,271 


16,853,520 








561,895 


1,825,000 


5,220,000 
150,000 
— 6,465 


856,691 932,858 


1,725,000 1,725,000 


7,125,000 9,025,000 


150,000 150,000 


— 6,050 —5,674 


1,298,047 


1,725,000 


11,225,000 
150,000 
— 5,298 





7,750,430 


9,850,641 11,827,184 


14,392,749 








5,682,095 
1,927,293 


—7,805,000 
2,355,507 


3,539,625 
2,027,159 


16,968,452 
1,703,550 


— 6,000,000 
2,641,475 


— 19,100,000 
2,669,085 





2,159,895 


2,208,259 2,241,087 





15,347,799 
1,074,306 


— 16,900,000 
2,938,666 


2,460,771 





90,183 


8,488 
14,586 


828,262 


113,028 96,700 


12,698 
17,647 


14,564 
16,460 


878,772 954,170 





941,519 


1,022,145 1,081,894 


86,160 


14,414 
15,757 


1,005,699 


1,122,030 





45,294 


51,064 60,380 





21,059 
32,318 
842,848 


34,357 
40,305 
896,419 


10,199 
40,685 
970,630 


55,461 


10,485 
34,628 
1,021,456 





896,225 


971,081 1,021,514 


1,066,569 








128,432 


336,522 
374,088 


9,926,977 
85,825 


114,930 100,189 


434,271 
628,638 


515,935 
691,182 


11,698,303 
204,903 


13,515,304 
327,555 


197,649 


723,077 
706,248 


15,822,852 
925,724 





10,851,844 


13,081,045 15,150,165 


17,975,550 








607,189 


1,825,000 


907,755 993,238 


1,725,000 1,725,000 


1,353,508 


1,725,000 
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PAYMENT TO TENNESSEE VALLEY AUTHORITY FuND—Continued 


Financial Condition (in thousands of dollars) —Continued 




















1978 actual 1979 actual 1980 est. 1981 est. 
Borrowings from 
Federal Financing 
RANK sss cbt 255, 5,220,000 7,125,000 9,025,000 11,225,000 
Borrowings — from 
TreaSUry ..........0000 150,000 150,000 150,000 150,000 
Unamortized discount 
and premium, net.... —6,465 — 6,050 —5,674 —5,298 
Total liabilities...... 7,795,724 9,901,705 11,887,564 14,448,210 
Government equity: 
Unexpended budget au- 
thority: 
Unobligated balance. 5,703,154 3,573,982 16,978,651 15,358,284 
Undelivered orders * 1,959,611 2,067,464 1,744,235 1,108,934 
Unfinanced budget au- 
thority; Borrowing 
AUthOFItY .......sscesesees —7,805,000 —6,000,000 —19,100,000 —16,900,000 
Invested capitdl............ 3,198,355 3,537,894 3,639,715 3,960,122 
Total Government 
eQUItY ............. 3,056,120 3,179,340 3,262,601 3,527,340 





POWER PROGRAM 


Analysis of changes in Government 
equity: 

Paid-in capital: 

Opening balance .............sssecccsssseeesceees 
Transactions: 

Appropriations ...........ccsssssescssseeesssee 

Transfers of property from other 

NICHES ceettsscosesssvcsnscssavsncessissee 

Capital transfer ............ssecccscccsssseee 


ASNOSHNE DALNINCE sds ccisstbsssshssacnnscsveens 


Retained income (reinvested in the 
power program): 
Opening balance .............ssescsssseeeeeeses 
Transactions: 
Net operating incOMe...........ssss. 
Capital transfer ............cccscsscccccceeen 


RWOBMIG DOMNIVOD isssssissinecssscsscoessvcessss 
Total Government equity............. 


NONPOWER PROGRAMS 


Paid-in capital: 
Opening balance .........sssecseccssssssseeesees 

Transactions: 
Appropriations ...........ssecssessssesssseeone 
Transfers of property from other 
DI sissy dessbscehiivcssdhvisess 
Capital transfer ............scscssssseseseeen 


RHOSMED DMAIICE Sscccsctsvsscsnpssssespscsae 


Deficit (accumulated net expense of 
nonpower programs): 

Opening balance ...............cssssssseesseee 

Transactions: Net expense ..............000 


Closing balanCe........ssssssssssssssssssssssssee 
Total Government equity............. 


TOTAL 


Paid-in capital: 
Opening balance .........sssssseecccssesesseesee 
Transactions: 

Appropriations ............sssssesssseesseeees 












































194,531 





148,677 


932,132 912,628 892,628 
DLL © sstssssctitttiseted UM ccecaetectins 

TSG sssccccecPARMONE ‘accom ee es 

— 20,000 — 20,000 — 20,000 
912,628 892,628 872,628 
1,227,762 1,295,631 1,348,459 
136,737 131,241 311,684 
— 68,868 —18,413 —72,000 
1,295,631 1,348,459 1,588,143 
2,208,259 2,241,087 2,460,771 
1,763,600 1,918,400 2,067,072 
154,209 148,677 145,500 
Dm isinioaccacuaias Jaraanane: 
soasiolssassosiseiee —5 —40 
1,918,400 2,067,072 2,212,532 
— 867,375 —947,319 —1,045,558 
—19,944 — 98,239 — 100,405 
—947,319  —1,045,558 —1,145,963 
971,081 1,021,514 1,066,569 
2,695,732 2,831,028 2,959,700 


145,500 


Transfers of property from other 
































































































































































MOINES sca fsisstivvscesesoncnerscestetoess POD “avscnasanuuia sR colon 
Capital transfer ..........c.sseesseeesseeeene — 20,000 — 20,005 — 20,040 
Closing balance..........ssssssssssssssssssssssee 2,831,028 2,959,700 3,085,160 § Gene 
Retained income (reinvested retained 
income from power operations, For 
less accumulated net expense of Conve 
nonpower programs): partny 
Opening balance ............cscccssssssseseessee 360,387 348,312 302,901 ed Ag 
Transactions: 
IMINO 583 cecil us cue 56,793 33,002 211,279 
Capital transfer ..........cccscccccsssseeees — 68,868 —78,413 —72,000 pene 
hosing Dalance.....cccrsssecssscccssonssssssseee 348,312 302,901 442,18 i 
Total Government equity (end 
OF DAE) scat ieisccss cure hinss 3,179,340 3,262,601 3,527,340 
1 Not included in these figures are the following undelivered orders (in thousands of dollars): 
1978 1979 1980 1981 
actual actual estimate estimate 
Coal 10,809,111 10,208,641 9,443,728 8,743,128 
Nuclear fuel 1,031, 1,412,402 1,412,402 1,412.42 
Power from Cumberland Bas oh 46, 37,141 27,299 17,457 
Utility contribution agreement with Breeder 
Reactor Corp 7,053 4,883 2,713 543 10.00 
Materials and Supplies ............ccssssscccccscceeees 63,526 104,608 102,608 100,608 Fir 
(ci patente te 11,958,446 11,767,675 —+10,988,750 10,2747 25.00 
Bu 
Object Classification (in thousands of dollars) br | 
Identification code 64-4110-0-3-999 1979 actual 1980 est. 1981 est lil 
Personnel compensation: oe | 
11.1 Permanent positiOns............sscccsssssecssssnee 405,597 518,619 566,543 ad 
11.3 Positions other than permanent 432,103 484,028 491,266 
11.5 Other personnel compensation ................ 150,179 151,386 143,025 & 90.00 
11.8 Special personal services payments......... BBNB 5 cien Seclitecs ee ie 
Total personnel compensation............. 989,697 1,154,033 — 1,200,835) 
12.1 Personnel benefits: Civilian............ssccccssssee 207,307 249,436 264,18 § —— 
21.0 ‘Travel and transportation of persons........... 11,131 12,596 15,169 The 
22.0 Transportation of things... 133,109 83,835 122,681 t 
23.1 Standard level user Charges..............ssssssseo 2 2 | dud , 
23.2 Communications, utilities, and other rent... 38,913 40,630 44,462 i 
24.0 — Printing and reproduction ....cocsssssssssssene 805 1,046 gp Ord 
2B iG: { DENG SOPVMCRE Sos Seissnscncssssstncssssvesscatbosevevesive 219,732 336,388 314,00 & metri 
26.0 Supplies and materials ...............scssseesssseee 1,294,482 1,644,709 —_ 1,636,581 er, 
OI — DEMMMMNONE sai scicterc ccc tats roiceccictsccsnce 642,205 879,300 —‘1,064,56 § Board 
32.0 Lands and Structures.............csssssscssssessssees 176,126 357,227 413.8% § sion, ; 
41.0 Grants, subsidies, and contributions........... 100,024 = 113,784 13448 F meani 
42.0 — Insurance claims and indemnities................ 1,178 179 219 ures i 
43.0 — Interest and dividends .........::...csssssssescesseee 658,139 657,852 755,012 extent 
Total costs, funded.................ccccscsssse 4,472,850 5,531,017 596695 & 3. BR 
94.0 Change in selected resources ..............-.s+0 400,523 —138,409 ; —422,0 & carrie: 
99.0 Total Obl gationS.........cccsssseseesesseen 4,873,373 5,392,608 5,544,533 may a 
coordi 
basis. 
Personnel Summary 47 
ms financ: 
Total number of permanent positions...............sss000 22,448 23,618 23,665 curem: 
Total compensable WorkyealS...........scssssssssssssesssseeeene 49,453 54,923 54,094 admin: 
Full-time equivalent of other positions (23,515) (22,357) (22,516) 
Full-time equivalent of overtime and holiday 
MUOAIE satan chee ics ctahccrassacntcocalgcasaeas ,159) (4,429) (4,292) # ———— 
Average grade, grades established by the Board of lentfication 
MODUS. cussuptenoetctysisesuscassnssssaretieooes croavvccsataies 4.84 4.80 483 7k 
Average salary, grades established by the Board of i . 
RCUNS sciocn cree a bl cpsscsctosuisdecideeslcbisscassussses $19,504 $20,560 $22,553 113 
Average salary of ungraded positions .............ssssss. $16,943 $18,258 $19,542 115 














085,160 


302,901 


211,219 
— 72,000 


442,180 


527,340 


1981 
estimate 
8,743,128 
1,412,402 
17,457 


543 
100,608 


10,274,738 


1981 est. 


566,543 
491,266 
143,026 


1,200,835 
264,189 
15,169 
122,681 

2 


44,482 
46 
314,000 
1,636,681 
1,064,564 
413,886 
134,44 
Hy 
755,012 


5,966,915 
— 422,44) 


5,544,533 


— 


23,68 
5,08 
(22,58) 


(4,282) 
483 


$22,553 
$19,54 


— 


QTHER INDEPENDENT AGENCIES 


UNITED STATES RAILWAY ASSOCIATION 
Federal Funds 


995 








UNITED STATES METRIC BOARD 


Federal Funds 
General and special funds: 
SALARIES AND EXPENSES 


For expenses necessary to carry out the provisions of the Metric 
Conversion Act of 1975 (15 U.S.C. 205), [$2,474,000] $3,841,000. (De- 
partments of State, Justice, and Commerce, the Judiciary, and Relat- 
ed Agencies Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 
ientification code 95-3100-0-1-376 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Policy and executive direction 
2. Public information 
3. Research, coordination and planning 
4. Legal and administration 


339 
618 


701 


564 
1,145 
1,163 

969 





Total program costs, funded 
Change in selected resources (undelivered 


10.00 Total obligations 
Financing: 
95.00 Unobligated balance lapsing 


Budget authority 


Budget authority: 


40.00 Appropriation 
44.20 Supplemental for civilian pay raises 





Relation of obligations to outlays: 
11.00 Obligations incurred, net 
1240 Obligated balance, start of year... 
14.40 Obligated balance, end of year 


90.00 Outlays, excluding pay raise supple- 


41.20 Outlays from civilian pay raise sup- 


plemental 





The Board’s primary responsibilities are: 

1. Policy and executive direction.—This activity in- 
cludes the establishment of objectives with the aim of 
coordinating the Nation’s voluntary conversion to the 
metric system. 

2. Public information.—Through this activity the 
Board publicizes specific proposed programs for conver- 
sion, assists the public in becoming familiar with the 
meaning and applicability of metric terms and meas- 
ures in daily life, and publishes information about the 
extent of usage of metric measurements. 

3. Research, coordination and planning.—The Board 
carries out research on opportunities and problems that 
may arise during the conversion process and plans and 
— metric conversion activities on a national 
ass. 

4, Legal and administration.—This activity provides 
financial management, personnel management, pro- 
curement and facilities management, legal, and other 
administrative services. 


Object Classification (in thousands of dollars) 


\entitication code 95-3100-0-1-376 1979 actual 1980 est. 1981 est. 


Personnel compensation: 
ll Permanent positions, 1,138 1,425 
113 Positions other than permanent... 266 451 
15 Other personnel compensation 8 7 8 


815 1,411 1,884 


940 


Total personnel compensation 


Personnel benefits: Civilian 118 
Travel and transportation of persons........... 146 
Transportation of things ei 8 
Standard level user charges 88 
Communications, utilities, and other rent..... 96 
Printing and reproduction 124 
Other services 33 508 
Supplies and materials .... aw 28 
Equipment 20 

Total obligations 2,547 


Personnel Summary 





Total number of permanent positions 36 

Total compensable workyears 47.3 
Full-time equivalent of other positions (11.2) 
Full-time equivalent of overtime and holiday 


Average ES salary. 
Average GS grade.. 
Average GS salary 


(0) 
$49,908 
10.59 
$26,506 





Trust Fund 
Girts AND DONATIONS 
Program and Financing (in thousands of dollars) 
Identification code 95-8278-0-7-376 


1979 actual 1980 est. 





Program by activities: 
10.00 Chairman’s Representation Fund (costs— 
obligations) (object class 25.0) 
Financing: 
11.00 Federal funds 
21.98 Unobligated balance available, start of year 
24.98 Unobligated balance available, end of year.. 


60.00 .Appropriation 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.98 Obligated balance, start of year... 
74.98 Obligated balance, end of year 


90.00 





Outlays 





These funds are provided by the Chairman of the 
Board for expenses of the Board not authorized to be 
paid from the appropriated funds. 


UNITED STATES RAILWAY ASSOCIATION 


Federal Funds 
General and special funds: 
ADMINISTRATIVE EXPENSES* 


*See Part III for additional information. 


For necessary administrative expenses to enable the United States 
Railway Association to carry out its functions under the Regional 
Rail Reorganization Act of 1973, as amended, [[$23,900,000] 
$29,500,000, of which not to exceed $4,000 [shall] may be available 
for official reception and representation expenses. (Department of 
Transportation and Related Agencies Appropriation Act, 1980; addi- 
tional authorizing legislation to be proposed.) 


Program and Financing (in thousands of dollars) 


Identification code 98-0100-0-1-401 1979 actual 1980 est. 


Program by activities: 
10.00 Administrative expenses (costs—obliga- 
tions) 
Financing: 
21.40 Unobligated balance available, start of year 


28,424 23,958 29,500 


— 1,282 





UNITED STATES RAILWAY ASSOCIATION—Continued 
996 Federal Funds—Continued 


General and special funds—Continued 
ADMINISTRATIVE ExPENSES—Continued 


Program and Financing (in thousands of dollars) —Continued 
Identification code 98-0100-0-1-401 
24.40 Unobligated balance available, end of year. 
40.00 27,200 


1979 actual 1980 est. 1981 est. 


Budget authority (appropriation) .. 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


28,424 
6,423 
—5,997 


28,850 


23,958 
5,997 
—5,955 


Outlays 24,000 28,400 

The United States Railway Association was created to 
prepare and implement a system plan for restructuring 
and rehabilitating the bankrupt railroads of the North- 
east and Midwest. On April 1, 1976, railroad facilities 
designated by the Association were conveyed to a new 
operating entity called the Consolidated Rail Corpora- 
tion (Conrail). 

The current tasks of the Association are (a) to provide 
and monitor the Federal funds which are to be made 
available to Conrail for working capital and rehabilita- 
tion; (b) to develop alternative courses of action for 
Conrail and for the Government which would provide 
adequate rail service on a basis that will minimize 
future Federal involvement; and (c) to defend the reor- 
ganization which has been implemented against legal 
challenges filed by the estates of the reorganized rail- 
roads. 


Object Classification (in thousands of dollars) 
Identification code 98-0100-0-1-401 





1979 actual 1980 est. 1981 est. 





11.8 — Personal compensation: Special personal 

services payments 9,540 
21.0 Travel and transportation of persons 4 460 
22.0 — Transportation of things 100 
23.2 Communications, utilities, and other rent... 1,799 
24.0 — Printing and reproduction 300 
25.0 — Other services x) 11,386 
26.0 — Supplies and materials .. nd 239 
31.0 — Equipment 134 


99.0 Total obligations 23,958 


11,064 
480 


29,500 





PAYMENTS FOR PURCHASE OF CONRAIL SECURITIES 


For acquisition of series A preferred stock issued by the Consoli- 
dated Rail Corporation, to remain available until expended, 
[$550,000,000] $185,000,000: Provided, That none of these funds may 
be made available to Conrail or any of its subsidiaries for losses 
resulting, entirely or in part, from any employee protection payments 
identical or similar to those previously authorized by title V of the 
Regional Rail Reorganization Act of 1973 to be paid by Conrail to 
current Conrail employees: Provided further, That this limitation 
shall not apply to those payments to employees who have been de- 
prived of employment or whose employment has been materially 
diminished: Provided further, That the effective date of this provision 
is March 1, 1980. (Department of Transportation and Related Agencies 
Appropriation Act, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 98-0111-0-1-401 





1979 actual 1980 est. 1981 est. 


Program by activities: 
10.00 Purchase of Conrail securities (object class 
708,000 


641,000 185,000 
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Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


Budget authority 


Budget authority: 
Current: 
Appropriation 
Permanent: 
Appropriation 


— 124,000 


675,000 








40.00 539,000 


60.00 136,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 708,000 
72.40  Obligated balance, start of year 300 


90.00 Outlays 708,300 641,000 185,000 





Status of Direct Loans (in thousands or dollars) 





Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start of year 
2900 Outstanding, end of year 


1,000,000 
1,000,000 


1,000,000 
1,000,000 


1,000,000 
1,000,000 








These funds have been provided for the U.S. Railway 
Association to purchase debentures and series A pre 
ferred stock issued by the Consolidated Rail Corpora- 
tion. The Corporation utilizes these funds along with 
internally generated funds and funds from private 
sources to undertake major rehabilitation of plant and 
equipment and to cover losses that occur during the 
initial phase of operations. 

The Association purchased $1 billion in Conrail de- 
bentures prior to 1978. These securities bear interest at 
7.5 percent per annum and this interest is payable in 
Series A Preferred Stock. 

Since reaching the $1 billion level, purchases of secu- 
rities have been in the form of Series A Preferred Stock 
and these purchases amounted to $1,474 million at the 
end of 1979. Of the existing $3.3 billion authorization 
for Purchase of Conrail Securities, $185 million remains 
to be appropriated in 1981. 


WATER RESOURCES COUNCIL 


Federal Funds 
General and special funds: 
Water RESOURCES PLANNING* 
*See Part III for additional information. 


For the Water Resources Council for expenses necessary in carrying 
out the provisions of the Water Resources Planning Act of 1965 (42 
U.S.C. 1962-1962d-3), as amended, including services as authorized by 
5 U.S.C. 3109 and 42 U.S.C. 1962a-4(5), and hire of passenger motor 
vehicles (42 U.S.C. 1962a-4(6)), [$34,614,000,] $45,226,000, to remain 
available until expended, including [[$2,788,000,] $5,297,000 for ex- 
penses in administering the Act (42 U.S.C. 1962d(b)), [$3,112,000] 
$4,186,000 for preparation of assessments and plans (42 USC. 
1962d(c)), [$580,000 for preparation of plans (83 U.S.C. 1289), 
$3,134,000] $3,443,000 for expenses of river basin commissions under 
title II of the Act (42 U.S.C. 1962d(a)), [$21,000,000] $30,000,000 for 
grants to States under title III of the Act (42 U.S.C. 1962c(a)), and 
[$4,000,000] $2,400,000 for Upper Mississippi Comprehensive Man- 
agement Plan (42 U.S.C. 1962b-3). [None of the funds appropriated 
under this paragraph may be expended by the Water Resources Coun- 
cil for the review of— 

(1) any preauthorization report or proposal, or 

(2) any preconstruction plan, 
for a Federal or federally assisted water resources project or program 
or a related land resources project or program unless funds for these 
purposes are authorized to be appropriated by Congress in a statute 
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enacted after the date of enactment of this Act.] (Energy and Water 
Development Appropriation Act, 1980; additional authorizing legisla- 
tion to be proposed.) 


Program and Financing (in thousands of dollars) 


Kentification code 85-0100-0-1-301 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Administration and coordination 
2. River basin commissions 
3. State water management program 3,070 
4. Comprehensive planning: 
Level B and special studies 7,170 
Water for energy 639 


10.00 Total program costs, funded—ob- 
ligations 
Financing: 
11.00 Offsetting collections from: Federal funds... 
17.00 Recovery of prior year obligations 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 Budget authority (appropriation) .. 


4,000 
3,150 
21,168 


5,297 
3,443 
30,000 


6,586 
1,000 


3,792 
2,875 


7,152 
2,202 





17,546 38,272 46,326 


—1,601 
— 189 
—3,466 
2,392 


14,682 


—1,142 
24 





45,326 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


45,326 
11,831 
— 18,157 


39,000 


15,756 
2,901 
—6,196 


12,461 


6,196 
=11831 


31,371 








The Water Resources Council was established to en- 
courage conservation, protection and utilization of 
water and related land resources on a comprehensive 
and coordinated basis by the Federal Government, 
States, localities and private enterprise; and to imple- 
ment Presidential directives and policies. 

1. Administration and coordination.—Includes Coun- 
cil staff activities and expenses in implementing the 
total program assigned, except direct contributions for 
regional programs, the State water management pro- 
gram, and the Water for Energy program. Staff activi- 
ties include: continuation of the water project reports 
evaluation; completion of the Principles and Standards 
Manual per the President’s directives; publication of 
revised Planning Standards; continuation of the on- 
going assessment and floodplain and wetlands manage- 
ment programs; continuation of the Water for Energy 
program in cooperation with the Department of Energy; 
executive direction for all Council programs and activi- 
ties; and general administrative support for Council 
staff and all programs and activities. 

2. River basin commissions.—Six river basin commis- 
sions have been established under title II of Public Law 
89-80. Activities include regional planning (CCJP) and 
the establishment of priorities of needed programs, 
projects and other actions for each region. Commis- 
sions serve as a forum for enhanced State-Federal rela- 
tionships. 

3. State water management program.—Financial as- 
sistance is provided States to develop total water man- 
agement programs, emphasizing conservation, integra- 
tion of water quantity and quality and surface and 
ground water planning, protection of instream values, 
and water conservation technical assistance programs 
to increase efficiency of water use. 

4. Comprehensive planning.—This program includes 
activities related to water resource management studies 
that are designed to resolve multidiscipline regional or 


river basin water resource problems and lead to better 
informed Federal and/or State decisions in resource al- 
locations. 


Object Classification (in thousands of dollars) 
Identification code 85-0100-0-1-301 


Personnel compensation: 
Permanent positions 2,155 
Positions other than permanent 163 
Other personnel compensation 35 
Special personal services payments 240 


Total personnel compensation 2,593 
Personnel benefits: Civilian 223 
Travel and transportation of persons 177 
Transportation of things 5 
Standard level user charges 228 
Communications, utilities, and other rent... 

Printing and reproduction 
Other services 
Supplies and materials .... 





1979 actual 1980 est. 





41.0 Grants, subsidies, and contributions... 
99.0 Total obligations 


32,067 
38,272 46,326 


Personnel Summary 





Total number of permanent positions 103 103 

Total compensable workyears. 71 101 
Full-time equivalent of other positions ( (0) (0) 
Full-time equivalent of overtime and holiday 


(0) 
$49,623 
10.82 
$22,223 


(0) 
$49,623 
10.82 
$22,156 


(0) 
$49,623 
10.76 
$21,657 


Average ES salary 
Average GS grade 
Average GS salary. 


Trust Funds 
River Basin COMMISSIONS 
Program and Financing (in thousands of dollars) 
Identification code 85-9971-0-7-301 


1979 actual 1980 est. 





Program by activities: 

1. Pacific Northwest River Basins Commis- 
i 864 2,484 
1,941 872 1,358 
1,704 1,567 2,002 
1,177 930 942 
1,208 2,549 1,890 


3,598 
11,795 


2,005 

2. Great Lakes Basin Commission 

3. New England River Basins Commission .. 

4. Ohio River Basin Commission 

5. Missouri River Basin Commission 

6. Upper Mississippi River Basin Commis- 
i 785 4,835 


10.00 Total obligations (object class 41.0). 7,679 13,237 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


60.00 


— 1,936 
3,503 


—3,503 
1233 


Budget authority (appropriation) 


(permanent, indefinite) 9,246 10,967 





Distribution of budget authority by account: 
Pacific Northwest River Basins Commission 
Great Lakes Basin Commission 
New England River Basins Commission . 
Ohio River Basin Commission 1,336 835 877 
Missouri River Basin Commission 1,475 1,818 1,799 
Upper Mississippi River Basin Commission 861 4714 3,278 


1,720 1,461 
1,810 897 1,160 
2,044 1,242 1,610 


1,838 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 


7,679 
1,268 
—1,815 


7,132 


13,237 11,795 


Outlays 15,052 
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Identification code 85-9971-0-7-301 1979 actual 1980 est. 


Distribution of outlays by account: 
Pacific Northwest River Basins Commission 2,560 
Great Lakes Basin Commission 1,768 
New England River Basins Commission... 1,687 
Ohio River Basin Commission 1,229 


1981 est. 


2,005 
1,358 
2,002 

942 
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1,356 2,862 1,89 
905 4,946 3:50 





ee, 


These trust funds provide for the operation of the 
river basin commissions authorized by title II of the 
Water Resources Planning Act of 1965. The commis. 
sions are jointly financed by contributions from the 
Federal Government and member States. 














PART II 


SCHEDULES OF PERMANENT POSITIONS 











EXPLANATION OF SCHEDULES 


Part II contains detailed schedules of permanent posi- 
tions that are furnished to the Congress pursuant to the 
Budget and Accounting Act of 1921, as amended, ex- 
cluding waivers thereunder granted by the Appropri- 
ations Committees. 

Most civilian employees in the Federal Government 
are included in one of the following pay systems: Execu- 
tive level, senior executive service, general schedule, or 
Foreign Service. The salary ranges for the grades in 
each of these systems are shown in the following tables. 
Pay rates for wage-board positions included in the “un- 
graded” positions are established on the basis of pre- 
vailing rates, which vary from area to area. Salary 
ranges shown for executive levels, senior executive serv- 
ice (SES), general schedule (GS), and Foreign Service 
(FO, FR, or FS) are those that became effective in Octo- 
ber 1979. 


SALARY RANGES OF THE MOST COMMON 
CLASSIFICATION SYSTEMS 


(In dollars) 

I. Executive levels: 

Executive level I 

Executive level II... 

Executive level III.. 

Executive level IV.. 

Executive level V... 
Il. Senior executive service: 


| 55,387 
_ 52,750 
50,112 


52,750 
. 50,112 
- 50,112 
. 50,112 
. 49,499 

47,889 


ES-5... 
ES-4... 
ES-3... 


III. General schedule: 
GS-18 


GS/GM-15. 
GS/GM-14. 
GS/GM-13 . 


.. 8,952 to 11,634 
. 8,128 to 10,327 
7,210 to 9,126 
IV. Foreign Service (Foreign Service officer 
(FO) or Reserve (FR): 


". 18,925 to 16,709 


37,067 to 48,191 


-. 17,408 to 22,623 

.« 15,580 to 20,251 

« 18,954 to 18,139 

.. 12,503 to 16,256 

. 11,206 to 14,572 

10,049 to 13,064 
Note.—In the general schedule grades and certain 
other positions, the pay scales shown in the schedules 
may be exceeded when pay rates in the private sector 
for comparable occupations in one or more areas or 
locations are substantially above the statutory rates. In 
such cases, the Office of Personnel Management has 
authority to permit a higher entrance level (not to 
exceed the maximum pay step prescribed by statute) 


1000 


and add a corresponding number of steps above the 
stated pay range. 

The following pages display schedules of permanent 
positions for each of the three branches of Government. 
The schedules relate to positions established for full- 
time employment without time limit, and to any others 
occupied for a year or more. These schedules cover all 
permanent positions of the organizational element(s) 
identified, regardless of the source from which financed, 
and include positions to be filled by reimbursable de. 
tails to other agencies, and positions financed by alloca- 
tions from other agencies. 

Authorized positions that are funded as of the end of 
the year are counted, whether filled or unfilled at that 
time; positions abolished during the year are not count- 
ed. Each schedule contains a listing of the grades of 
authorized positions and the total number in each 
grade as illustrated below: 


SALARIES AND EXPENSES 





1978 1979 1980 
actual est. est. 





MURINE POWOL RY ogsccocesvicseconsesocatoshs uses sbsosscebetuse 
Executive level V 


GS/GM-15... 
GS/GM-14.... 
GS/GM-13.... 


Ungraded 


Total permanent positions 
Unfilled positions, end of year 


381 


Grades are reflected in the stub column; the most 
commonly used grade series, general schedule, is abbre- 


viated “GS- .” Salary ranges are shown only when the 
grades are unique to a single agency or bureau (for 
example, physicians and nurses schedules within the 
Department of Medicine and Surgery, Veterans Admin- 
istration) or where a grade is identified only by title. In 
the latter case, the title of each grade and the basic 
salary range is listed. Classification systems with the 
same salary ranges as the general schedule are s0 
noted. A subtotal line is shown for executive level posi- 
tions as well as for each separate series of positions, 
whenever more than one line entry is shown in these 
categories. Two additional lines provide for deducting 
the number of unfilled positions to arrive at the total 
employment in permanent positions at the end of the 
year. 





Executive | 
Executive | 
Ungraded... 


Total 
Unfilled pos 


Statutory: 
Achitec' 
Assistan 
Executiv 
Budget | 
Director 
General 


Subto 


6S/GM- 
6S/GM- 
6S/GM- 
GS-12. 
GS-11 

GS-10. 
(S-9.... 
GS-8... 
GS-7... 
GS-6... 
GS-5... 
GS-4... 


Subto 
Ungraded... 


Total 
Unfilled pos 
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CONGRESSIONAL BUDGET OFFICE 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est 





| 
fxecutive level IV. 1 
216 


Total permanent positions... 
Unfilled positions, end of year 


Total permanent employment, end of 





ARCHITECT OF THE CAPITOL 
OFFICE OF THE ARCHITECT OF THE CAPITOL 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est 





Statutory: 
Architect............. 
Assistant Architect. 
Executive Assistant 
Budget Officer 
Director of Engineering... 
General Counsél.............. 


Total permanent positions... 
Unfilled positions, end of year...... 


Total permanent employment, end of 





Capito, BUILDINGS AND GROUNDS 


CAPITOL BUILDINGS 





1979 1980 
est. 





Statutory: 
Administrative Assistant 
Supervising Engineer 


Subtotal 


PERMANENT POSITIONS 
LEGISLATIVE BRANCH 





1979 1980 1981 
actual est. est. 





Ni ctassistfccctscacrgsclaceaico 
NI A rcinstscnssicrctcaiiapssckicei 
GS/GM-13 

GS-12... 

RE a ssiccccchioes 

GS-10 

ee cisceigeiaccescceneeceetoasae 
RP Pcccccanintetinecticcare 

GS-6 Gatiscaseed 
a 


le meee wr enw Se 


ee 
Ungraded..... 


Total permanent positions............. 
Unfilled positions, end of year 


Total permanent employment, end of 





CAPITOL GROUNDS 


1979 1980 
est 





GS/GM-15 
GS/GM-13... 
GS-6. 
Ungraded... 


Total permanent positions... 
Unfilled positions, end of year....... 


Total permanent employment, end of 


SENATE OFFICE BUILDINGS 


1979 1980 
actual est 


Statutory 
Superintendent. 
Assistant Superintendent ... 


| 
| 
| 
| 


Subtotal....... 


h 


| 
| 


GS/GM= 14... ssessnssssrsssssosos 
Sci siscconscmee 

GS-12. 

Ne ioscsisivcts rises 
GS-9.......... ess 
GS~7........ 

GS-6..... 

GS-5... 


—- ON OM Ww 


co w 


Subtotal ................00 


| 
ls 


Ne ckatedceccnareotinitec 


| = 
a> 


wn 


Total permanent positions .................. 


1979 1980 1981 
actual est. est. 





Unfilled positions, end of year... -7 


Total permanent employment, end of year... 





SENATE GARAGE 





1979 1980 198] 
est. est. 


Ungraded. 


Total permanent positions..................... 
Unfilled positions, end of year.................» : 


Total permanent employment, end of 
Wlicsnn conned 





HOUSE OFFICE BUILDINGS 





1979 1980 1981 
actual est. est. 





Statutory: Superintendent....... 
GS/GM-15 

GS/GM-14 

GS/GM-13... 

GS-11 

GS-10..... 

GS-9...... 

GS-8. 

GS-7 

GS-6 

GS-5 

GS-4 Flsccsocisi 
NE sincera 


yew Om F&F WORK Se eS De 
ee ee 
ee 


~ 
= 
~ 


Total permanent positions ................0+« 
Unfilled positions, end of year. 


Total permanent employment, end of 
Tic secetteciraitioncee 





CAPITOL POWER PLANT 





1979 1980 
actual est. 





se 1 l 
cee S sconce 2 2 
Ungraded..... 101 101 


Total permanent positions.............. 
Unfilled positions, end or year 


Total permanent employment, end of 
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ARCHITECT OF THE CAPITOL—Continued 


LIBRARY BUILDINGS AND GROUNDS 


STRUCTURAL AND MECHANICAL CARE 





1979 1980 1981 
est. est. 





Total permanent positions ................. 
Unfilled positions, end of year. 


Total permanent employment, end of 





LIBRARY OF CONGRESS 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Pain From Funps AVAILABLE TO THE 
LIBRARY OF CONGRESS 





1979 1980 1981 
actual est. est. 





Positions at rates established under 2 U.S.C. 
136a: Executive level IV equivalent 


Positions at rates established under 2 U.S.C. 
136a-1: Executive level V equivalent........ 


Positions at rates established under 2 U.S.C. 
166(c) (1): Executive level V equivalent .. 


Positions at rates established under 5 U.S.C. 
3104(a) (7): $47,889 to $50,112.50... 


Positions at rates established under Public 
Law 94-201: $28,818 to $50,112.50 


Subtotal 


I i acnsliccinestartessichcacsso6ossctcinesenssleclacs 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 





GOVERNMENT PRINTING OFFICE 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Paip From Funps AVAILABLE TO THE 
GOVERNMENT PRINTING OFFICE 





1979 1980 1981 
actual est. est. 





Executive level IV 
Executive level V. 


Subtotal 


Grades and permanent positions established 
in accordance with 44 U.S.C. 305 
“Comparable to GS grades”: 


GG-18... 
GG-17... 
GG-16... 
GG-15... 
GG-14.. 
GG-13... 
GG-12.. 
GG-11.. 
GG-10....... 
GG-9.... 
GG-8.... 
GG-7.... 
GG-6.... 
GG-5.... 
GG-4.... 
GG-3.... 
GG-2.... 


Total permanent positions .................0.0« 
Unfilled positions, end of year. 


Total permanent employment, end of 
OU aire Biheckcsectscun sibel sookadsavseee 2 6,913 





GENERAL ACCOUNTING OFFICE 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est. 





Statutory rate of $60,662.50 

Statutory rate of $55,387.50 

Statutory rate of $52,750 

Public LaW 92-190 ........ssssssssssssessssssssessseees 
Congressional Budget Reform Act of 1974.. 
GAO Act of 1974........... 


Subtotal............. 


GS-18....... 

GS-17 

GS-16 

GS/GM-15. in 
DPT a ineninesinieiiseestlaset 
GS/GM-13 

hb ecesstorcnk 

GS-9 

BB iaisicnsins 

GS=7....cesone 

GS-6....... 

GS-6... 

GS-4......... 


I asiccsiicticnctinessttntititnorncevenn 


1979 1980 198) 
actual est. est 





Ungraded 


Total permanent positions . 
Unfilled positions, end of year.... 


Total permanent employment, end of 





UNITED STATES TAX COURT 


SALARIES AND EXPENSES 


1979 1980 
actual est. 





Judges, $57,498 


Positions established under section 7456(c) 
IRS Code of 1954, as amended: 


Total permanent positions 
Unfilled positions, end Of year...............0000 


Total permanent employment, end of 





OTHER LEGISLATIVE BRANCH 
AGENCIES 


CoMMISSION ON SECURITY AND COOPERATION IN 
EUROPE 


SALARIES AND EXPENSES 


1979 1980 1981 
actual est est 


Grades established pursuant to Public Law 
94-304, comparable to GS grades 


DV iaaneinneri 
SC-6 hanctsnesdahiubeesbobctdanahabelnes 


Total permanent positions.............. 
Unfilled positions, end of year 


Total permanent employment, end of 





6. 
(8-5 
Ungraded... 


Total p 
Unfilled posit 


Total | 
year 


CONSOL 
TION: 
COPY 


Positions at 
USC. 80; 


Positions at 
USC. 80: 


Tolai p 
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Boranic GARDEN 1979 1980 1981 
: actual est. est 
SALARIES AND EXPENSES : = : 5 B-2:, =a 


TEMPORARY COMMISSION ON FINANCIAL 
OVERSIGHT OF THE District oF COLUMBIA 


1979 1980 1981 Unfilled positions, end of year................sss00 , Stasaanins _ . : SALARIES AND EXPENSES 
actual est. est. ne 
. Total permanent employment, end of 





1979 1980 1981 
actual est. est. 


Executive level IV 


Grades established pursuant to Public Law 
95-165 and Public Law 95-205, com- 
parable to GS grades 

TC-15 i 


Cost AccounTING STANDARDS BoarpD I-11 


SALARIES AND EXPENSES Total permanent positions . 


ceeds cade tdeaciaechainiotateteiarenreiries Unfilled positions, end of year 
1979 1980 1981 


actual est est Total permanent employment, end of 
aetna year... a 





Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of Executive level IV...... 





OFFICE OF TECHNOLOGY ASSESSMENT 
GS/GM-15... 


CopyRIGHT RoyALTY TRIBUNAL GS/GM-14..... 


4 4 
6 6 
5 5 
2 l 
1 1 


SALARIES AND EXPENSES 





CONSOLIDATED SCHEDULE OF PERMANENT POSI- Sag 
TIONS PAID FROM FUNDS AVAILABLE TO THE as 
COPYRIGHT ROYALTY TRIBUNAL e 


GS-8 


; 1979 1980S «(1981 
1 
a ca en 5 Executive level Ill... 
1 
1 


actual est. est. 





1979 1980 mR GS-7 Executive level IV 
actual est. est GS-3 , S Ungraded..... 
Prsitions at rates established under 17 Total permanent positions a 28 
USC. 802: GS-18 equivalent Unfilled positions, end of year 

Positions at rates established under 17 
USC. 805 


Total permanent positions 
Unfilled positions, end of year........... 


nent ea nt SSeS Se oh lS 


> 


Total permanent employment, end of 
year. : 


Total permanent employment, end of 
year 


Tolai permanent: positions 





CH 
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— eee 





SUPREME COURT OF THE UNITED 
STATES 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est 


v 





Special positions at annual rates: 
$75,000: Chief Justice 
$72,000: Associate Justice 
$54,500: Administrative assistant... 
SBE: CINE cascessrsssesiccsss sums 
$50,000: Reporter .... 
$50,000: Librarian... 
$45,000: Marshal 


Subtotal 


Grades established by the Supreme Court: 


191 


120 


Total permanent positions . 325 
Unfilled positions, end of year... -15 


Total permanent employment, end of 


DUI ssorslctiiceteircels 310 





CARE OF THE BUILDING AND GROUNDS 





1979 1980 1981 
actual est. est. 





Ungraded... 


Total permanent positions . 
Unfilled positions, end of year... 


Total permanent employment, end of 





COURT OF CUSTOMS AND PATENT 
APPEALS 


SALARIES AND EXPENSES 





1979 1980 
actual est. 





Special positions at annual rates: 
$65,000: JUdgE ......scocecesssssees 
$50,112: Chief Technical Advisor... 


Subtotal 6 
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THE JUDICIARY 


1979 1980 
actual est. 


Grades established by Judicial Conference of 


the United States, comparable to GS 
grades: 


Subtotal 


Total permanent positions .. 
Unfilled positions, end of year 


Total permanent employment, end of 


1981 
est. 





CUSTOMS COURT 


SALARIES AND EXPENSES 





1979 1980 
actual est. 


Special positions at annual rates: 
$61,500: Judge 
Grades established by Judicial Conference of 
the United States, comparable to GS 
grades: 


Total permanent positions 
Unfilled positions, end of year... 


Total permanent employment, end of 





COURT OF CLAIMS 


SALARIES AND EXPENSES 





1979 1980 
actual est. 


1981 
est. 





Special positions at annual rates: 
$65,000: Judge 





M-6..... 
M-4.... 

ae 
| | a 
(ngraded.. 


Total perma 
\nfled positions, 


1979 1980 1981 
actual est est 


Total perme 
| ae 


$51,168: Commissioner...... 
Subtotal 


Grades established by Judicial Conference of 
the United States, comparable to GS 
grades: 


(rates establishec 
the United 


Total permanent positions .............c.s 
Unfilled positions, end of year 


Total permane 
Wile positions, ¢ 


Total permanent employment, end of Total. perman 





COURTS OF APPEALS, DISTRICT 
COURTS, AND OTHER JUDICIAL SERY- 


SALARIE 
ICES ou 


SALARIES OF JUDGES 


1979 1980 1981 fal postions at 
actual est. est. 9 $51,900: US. Me 
me $4,200: U.S. Me 





Special positions at annual rates: 
$65,000: Circuit Judgeship... 
$61,500: District Judgeship 


Subtotal... 


tes established | 
the United St 


Total permanent positions .... 
grades: 


Unfilled positions, end of year 


Total permanent employment, end of 





SALARIES OF SUPPORTING PERSONNEL 


1979 1980 1981 


actual est. est Total permanen 





Grades established by Judicial Conference of 
the United States, comparable to GS 
grades: 











PERMANENT POSITIONS—THE JUDICIARY 



























































































































































19/9 1980 1981 
actual est est 
Unfilled positions, end of year.................. —8 
Total permanent employment, end of 
595 611 


OU sarc cccseccces capac 525 


Bankruptcy Courts, SALARIES AND EXPENSES 












































1979 1980 1981 
actual est est 
Special positions at annual rates: 
$53,500: Bankruptcy Judges ............... 214 216 217 
Grades established by Judicial Conference of 
the United States, comparable to GS 
grades: 
i hasacreinstanscichearertecnics 17 7 
IB sossessscacce assay persractioneeseosasicstedos, classe 43 43 
| | Ec ere eR 51 51 
Wie siosicaictasuesastnnasiitecoainsieacone 5 92 92 
PN ccc ; 8 237 363 
ee 31 42 42 
WR iiiniciebass 41 238 239 
Nis cteciiesscioniapleo 63 215 215 
COP srcicnisniiin cst 245 635 660 
Se eee 221 35 76 
JSP-6... 236 70 70 
JSP-5 262 30 30 
JSP-4. 195 30 30 
JSP-3..... 19 
Total permanent positions ..............c.ss0v« 1,540 1,951 2,145 
Unfilled positions, end Of year..........o.esccsesee Se 1 ceeiscosesag raisacberals 





Total permanent employment, end of 
year... 
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ADMINISTRATIVE OFFICE OF THE 
UNITED STATES COURTS 



















































































1979 1980 198i 
actual est. est. 
Special positions at annual rates: 
$61,500: Director Vedat 1 1 1 
$51,900: Deputy director ................sc.cccsee0 1 l l 
De icici atitepercctr insta 2 2 2 
GS-18. 3 3 
EE rises 6 6 
GS-16.............. 6 6 
GS/GM-15 19 19 19 
CU Ne aiscennccs, 33 35 35 
Na scasichscscict censcinciciecanni’ 59 60 63 
GS-12... 46 47 49 
25 27 29 
5 5 5 
33 34 35 
21 21 21 
61 61 62 
68 69 73 
35 35 35 
17 17 17 
18 18 18 
6 6 6 
isc cipiiiictctbiasocscten 461 469 482 
i cseiisessinisicniniscepeiiepeiianaiegiaesiin 19 19 20 
Total permanent positions ....................- 482 490 504 
Unfilled positions, end Of year..............ssssvevee« —4) —24 —25 
Total permanent employment, end of 
GE viscriidaicactiniirisrsteretnsencnis 441 466 479 





FEDERAL JUDICIAL CENTER 





SALARIES AND EXPENSES 



















































SPECIAL Ratt REORGANIZATION COURT 





1979 
actual 


1980 
est. 


1981 
est. 























1979 1980 1981 
actual est. est. 
689 689 723 
317 317 317 
30 30 30 
9 9 9 
571 597 612 
Total permanent positions................... 8,945 9,102 9,371 
infled positions, end Of Year..........cssssssseu —922 —337 —325 
- Total permanent employment, end of 
ss RRS NEE coreuscctinte 8,023 8765 9,046 
N i 
4 iaheaeetemeeateeeennnl 
DEFENDER SERVICES 
1979 1980 1981 
| actual est. est. 
ye 
3B Gates established by Judicial Conference of 
3 the United States, comparable to GS 
yf aes: 
5 M-ll... 20 20 22 
3 : 8 7 
] 12 10 9 
’ 25 25 26 
1 20 22 22 
| 1 36 38 39 
| 10 6 4 
| ; 5 2 2 
os 1 1 1 
) 4 158 150 149 
| l8 295 285 285 
a —48 —10 —10 
{ 18 
STRICT 
SERV. SALARIES AND EXPENSES OF MAGISTRATES 
1979 1980 1981 
actual est. est. 
198] heal positions at annual rates: 
st. $51,900: U.S. Magistrate... 175 195 200 
$4,200: U.S. Magistrate.............scsccsssee l 1 1 
32 eins shcksienetnsnsinionanes 176 196 201 
16 516 7 
— ——— [hiss established by Judicial Conference of 
48 G4 | he United States, comparable to GS 
5s a 
as os MRR il cassis 
23 fis 
























399 





~ 





410 








Unfilled positions, end Of year...............sees0 


Grades Established by Judicial Conference of 
the United States, comparable to GS 





Grades: 
JSP-12... l 
JSP-11... 20 















Total permanent positions ....:.........v0vseseeseees 
—3% 





Total permanent employment, end of 
i cpiielinthonsecaiitetinecaineecs 


—32 























1979 1980 1981 
actual est. est. 
Special positions at annual rates: 

$61,500: Director 1 1 1 
iSite 2 3 3 
4 4 4 
2 2 2 
6 7 7 
2 4 4 
7 7 9 
1 1 1 
2 2 2 
86 88 


Total permanent positions 


Unfilled positions, end of year....................... 


Total permanent employment, end of 





= 
~ 








EXECUTIVE OFFICE OF THE PRESIDENT 


THE WHITE HOUSE OFFICE 


SALARIES AND EXPENSES 





1979 1980 
actual est. 





I iii i ewer ae : 
GS/GM-16..... 

GS/GM-14. 

GS/GM-13... 

GS-12... 

GS-11 


Total permanent positions 
Unfilled positions, end of year 


Total permanent emy 





EXECUTIVE RESIDENCE AT THE WHITE 
HOUSE 


OPERATING EXPENSES 





1979 1980 
actual est. 


Ungraded positions at annual rates........... ; 53 53 
Ungraded positions at hourly rates 33 


Total permanent positions 86 
Unfilled positions, end of year................... j 


Total permanent employment, end of 





SPECIAL ASSISTANCE TO THE 
PRESIDENT 





1979 1980 1981 
actual est. est 





Ungraded........ mm iene 27 27 


Total permanent positions................. 27 27 


Unfilled positions, end of year................ 


Total permanent employment, end o 
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COUNCIL OF ECONOMIC ADVISERS 


SALARIES AND EXPENSES 


1979 1980 1981 
actual est est 


Executive level |I 
Executive level IV. 


Subtotal 


GS-14 
GS-13 
GS-12 
GS-11 
GS-10 
GS-9 
GS-6..... 


Subtotal . 
Ungraded.............. 


Total permanent positions......... 
Unfilled positions, end of year 


Total permanent employment, end of 





COUNCIL ON ENVIRONMENTAL QUAL- 
ITY AND OFFICE OF ENVIRONMENTAL 
QUALITY 


SALARIES AND EXPENSES 


1979 1980 
actual est 


Executive level II 
Executive level IV 


Subtotal 


GS-18. 
GS/GM-15, 
GS/GM-14... 
GS/GM-13 
GS-12 
GS-11... 
GS-10 
GS-9..... 
GS-8. 
GS-7... 


Subtotal .... 
Ungraded...... 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year iphisiaesh cess 3 


COUNCIL ON WAGE AND PRICE 
STABILITY 


SALARIES AND EXPENSES 





1979 1980 
actual est 





Executive level IV 
ES-6. TES seiesvios 
| RS 
ES-4 

ES-3 

ES-2 

ES-1 


Subtotal 


GS-18 
GS-17 
GS-16... 
GS/GM-15... 
GS/GM-14 
GS/GM-13. 
GS-12......... 
GS-11 
GS-10....... 
GS-9..... 
GS-8..... 
GS-7... 
GS-6 
GS-5 
GS-4 


Subtotal .. 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 





DOMESTIC POLICY STAFF 


SALARIES AND EXPENSES 


1979 1980 
actual 


Ungraded............0 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year..... : 





| ome a> Gad Cd oe me mm 


ia 


est. t 


| 
(8-6... 
Total p 
Unfilled posit 
Total 
year 


MR eee 
NS 
a 
(-..... 

OSH css 
(S-3........ 

Ungraded....... 


Subtotal 


Total perms 
Unfilled positic 


Total perme 


OFFIC] 


ecutive level 
Becutive level 


Subtotal 
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1007 











NATIONAL SECURITY COUNCIL 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est. 





Total permanent positions 
Unfilled positions, end Of yea.............sssssssse 


Total permanent employment, end of 





OFFICE OF ADMINISTRATION 


SALARIES AND EXPENSES 








1979 1980 
actual est. 





Subtotal 


I i icssictissenstisisipiectisconiiin 
MOPED scassccsisasosesshcrcnoonsnnics ? 
BU ssesiecossceesspecancepscccren cence j 
GS-10 scioels 

GS-7. 

GS-6 

GS-5. 

GS-4 


Subtotal 
WA crcectntisnsanhinaconan 


Total permanent positions 
Unfilled positions, end of year... 


Total permanent employment, end of 


OFFICE OF SCIENCE AND TECHNOLOGY 
POLICY 


SALARIES AND EXPENSES 








1979 1980 1981 
actual est. est. 





Bw oS © Oo Se 


1 
5 
8 
8 
10 
8 
7 
3 
8 


— © 
—~ — oc 


Total permanent positions.......... 
Unfilled positions, end of year. 


Total permanent employment, end of year. 





OFFICE OF MANAGEMENT AND BUDGET 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est. 





Grecutive level I... 
ecutive level I... 


Subtotal ... 


OFFICE OF FEDERAL PROCUREMENT POLICY 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est 





Executive level IV. asda 
BO aiiiacte Echoes 


Subtotal 


GS/GMA15...sssssssssccseseeees 

NO seks cccrcpcrncsteenciec ites 
NINOS BO cae laces concomitant 
GS-12... 

GS-11......... 

-4.............., 

CB srcsssccrvss Acct 

GS-7 si 

GS-6........... 

GS-6........ 


Subtotal 


Total permanent positions 
Unfilled positions, end Of year...........ccsss»»»» 


Total permanent em 
GOUT ssiasenonscssonsesei 


1979 1980 1981 
est. est. 





Executive level ll.............. 


GS/GM-13 
GS-10. 
oS ; 


Subtotal 


Total permanent positions.......... 
Unfilled positions, end of year....... 


Total permanent employment, end of 





OFFICE OF THE UNITED STATES TRADE 
REPRESENTATIVE 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est. 





Executive level | 
Executive level Ill 
Executive level IV 


Subtotal . 


I i sceccsccsccnceconcuaahtaetdage 


GS-17... 

GS-16. 
GS/GM-16.......... 
GS/GM-14... 
GS/GM-13... .scsscssssssssee 


Subtotal ..............00. 
IE cerccrncincteneeegii 


Total permanent positions................... 
Unfilled positions, end of year. 


Total permanent employment, end of 
Sarena 








FUNDS APPROPRIATED TO THE PRESIDENT 


FOREIGN ASSISTANCE 


CONSOLIDATED SCHEDULE OF PERMANENT PoslI- 
TIONS Parip From Funps AVAILABLE TO THE 
INTERNATIONAL DEVELOPMENT COOPERATION 
AGENCY 





1979 1980 1981 
actual est. est. 





Positions established by act of September 4, 
1961 (75 Stat. 477): 


Executive level Il ... 
Executive level Ill . 
Executive level IV. 
Executive level V 


Grades established by the Administrator, 


Agency for International Development 
(22 U.S.C. 2385), comparable to GS 


grades: 
AD-18..... 
AD-17.... 
AD-16.... 
AD-165..... 
AD-14.... 
AD-13.... 
AD-12.... 
AD-11 
AD-10 
AD-9. 


Grades established by the Foreign Service 
Act of 1946 as amended (22 U.S.C. 
801-1158): 





1979 1980 
actual est. 


1981 
est. 


1979 1980 1981 
actual est. est, 





Chief of mission: 
Class 2... 
Class 3... 


Foreign Service and Foreign Service Reserve 
officer: 


Foreign Service staff: 
FS-3.. 
FS-4.. 
FS-5.. 
FS-6... 
FS-7.... 


Ungraded: 
Wage-board employees... 
Local employees (dollar funded) .. 
Trust funded Local employees. 


I ssussesaesdectesccrestvcnscserctivesviaieoore 


Total permanent positions 
Unfilled positions, end of year. 


Total permanent employment, end 
I srailacisciiiiesiniieanss 5,872 








INTER-AMERICAN FOUNDATION 


SALARIES AND EXPENSES 


1979 1980 
actual est. 





Executive level IV. 


Total permanent positions .. 
Unfilled positions, end of year 


Total permanent employment, end of 





INTERNATIONAL NARCOTICS CONTROL 
ASSISTANCE 


INTERNATIONAL NARCOTICS CONTROL 





1979 1980 1981 
actual est. est. 





Subtotal 


Grades established by the Foreign Service 
Act of 1946 as amended (22 U.S.C. 
801-1160) 


Foreign Service officer: 
FO-3. 
FO-4. 
FO-5. 


Subtotal 


Foreign Service Reserve officer: 
FR-2. 
FR-3. 


Subtotal 


Foreign Service staff: 


Local employees. 


Total permanent positions 
Unfilled positions, end of year..... 


Total permanent employees, end of year ... 








Executive | 
frecutive | 
S-3.. 


Subto 


Grades est 
Act 0 
801- 


Foreign Ser 
FR-1.... 
FR-2..... 
FR-3...... 
FR-4..... 
FR-5..... 
FR-6 

R-7..... 
FR-8..... 


Subtot 
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PEACE Corps 





1979 1980 1981 
actual est est. 





frecutive level Ill........ 
recutive level IV.......ssccsscseee peabsniek 


Subtotal 


Grades established by the Foreign Service 
Act of 1946, as amended (22 U.S.C. 
801-1160) 


foreign Service Reserve: 
FR-I...... 
FR-2.. 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employees, end of year ... 





316-100 0 - 80 - 64 





OFFICE OF THE SECRETARY 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Paip From FuNps AVAILABLE TO THE 
OFFICE OF THE SECRETARY 





1979 1980 1981 
actual est. est. 





Executive level | 
Executive level II 
Executive level Il. 
Executive level IV. 


Subtotal 


Total permanent positions 
Unfilled positions, end of year.............csssssss 


Total permanent employment, end of 





DEPARTMENTAL ADMINISTRATION 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Parip From Funps AVAILABLE TO DE- 
PARTMENTAL ADMINISTRATION 





1979 1980 1981 
actual est. est. 





DEPARTMENT OF AGRICULTURE 








1979 1980 1981 
actual est. est. 


1979 1980 198] 
actual est. est 





136 138 
237 237 
255 255 
93 93 
10 10 
2 2 


Total permanent positions .. 
Unfilled positions, end of year..... 


Total permanent employment, end of 





OFFICE OF THE INSPECTOR GENERAL 


SALARIES AND EXPENSES 





1979 1980 
actual est. 





Executive level IV. 


GS/GM-14 
GS/GM-13. 
GS-12... 


Subtotal 


Total permanent positions....... 
Unfilled positions, end of year 


Total permanent employment, end of 





OFFICE OF THE GENERAL COUNSEL 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est. 





Executive level IV.... 


ES-6.... 
ES-4.... 


IN cccscctinepisoncoricbuaetetee ees 


Total permanent positions . 
Unfilled positions, end of year... 


Total permanent employment, end of 





SCIENCE AND EDUCATION 
ADMINISTRATION 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Pain From FuNpDS AVAILABLE TO THE 
SCIENCE AND EDUCATION ADMINISTRATION 





1979 1980 1981 
actual est. est 


ES-6.... 
ES-5.... 
ES~4.... 
ES-3.... 
ME ss scscontsegsassscaessnsonevsissnco inp sccotsbsese : 





20, 1958 (5 U.S.C. 3104) 


Subtotal 





PERI 


Grades es 
pay 
Argent 
FSL 
France: 
FSL 
FSL 
FSL. 
FSL- 
FSL: 
FSL 


FSL 
FSL 
FSL 
FSL 
FSL 
FSL 
FSL 


FSL 
FSL 
FSL 
FSL 
Japan: 
FSL 
Kenya: 
FSL 
Nether 
FSI 
FSI 
Pakist 
FSL 
Polanc 
FSL 
Thailal 
FSI 


Unfilled 


To 
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1979 1980 1981 
actual est. est 


1979 1980 198] 
actual est est. 





Grades established under the foreign national 
pay plan: 
Argentina: 
FSL-8, $22,208 to $33,311..........0..00 
France: 
FSL-8, $24,114 to $33,517 
FSL-7, $21,411 to $29,761... 
FSL-6, $18,029 to $25,102... 
FSL-5, $15,263 to $21,215... 
FSL-2, $10,349 to $14,346... 
FSL-1, $9,281 to $12,903... 
India: 
FSL-12, $977 to $1,485 
FSL-10, $1,419 to $2,156 
FSL-6, $2,776 to $4,219 
FSL-5, $3,303 to $5,020 
FSL-4, $3,931 to $5,974 
FSL-2, $5,566 to $8,461....... 
FSL-1, $6,624 to $10,069 
Italy: 
FSL-10, $15,394 to $23,756. 
FSL-7, $12,228 to $18,820 
FSL-6, $11,299 to $17,371... 
FSL-5, $10,741 to $16,501... 
FSL-1, $8,511 to $13,021 
Japan: 
FSL-7, $14,941 to $23,102 
Kenya: 
FSL-4, $2,821 to $3,909 
Netherlands: 
FSL-3, $18,382 to $25,067... 
FSL-2, $22,082 to $31,691... 
Pakistan: 
FSL-9, $5,004 to $8,362 
Poland: 
FSL-2, $5,241 to $6,344 
Thailand: 
FSL-8, $3,402 to $5,311 


Subtotal 


Grades established by the Administrator, pur- 
suant to Public Law 665: 


FC-12, $40,774 to $50,112......csssseenee 
FC-11, $34,270 to $45,718 

FC-10, $29,375 to $38,186...... 

FC-9, $24,639 to $32,312... 

FC-8, $20,748 to $26,845... 


Subtotal 
Ungraded: 
Annual rates... 
Hourly rates... 
Subtotal 


Total permanent positions .............-..... 
Unfilled positions, end of year 


Total permanent employment, end of 





ECONOMICS, STATISTICS, AND 
COOPERATIVES SERVICE 


CoNSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Paip From Funps AVAILABLE TO THE 
Economics, STATISTICS, AND COOPERATIVES 
SERVICE 





1979 1980 1981 
actual est. est. 





Di iiicicretisiasessssntesteiin 
Subtotal ... 


GS/GM-18...... 

GS/GM-14 Risectestcliascs 
CS an ice 
G12... 5 


Subtotal...... 


Grades established by the Administrator, 
Agency for International Development: 
FC-10, $27,453 to $35,688 


Total permanent positions 
Unfilled positions, end of year......... 


Total permanent employment, end of 





WORLD FOOD AND AGRICULTURAL 
OUTLOOK AND SITUATION BOARD 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Patip From FuNpDs AVAILABLE TO THE 
Woritp Foop AND AGRICULTURAL OUTLOOK 
AND SITUATION BOARD 





1980 1981 
est est. 





SUIT a ccrintniecercniins 


Total permanent positions................ ; 
Unfilled positions, end of year.................0.0» 


Total permanent employment, end of 





FOREIGN AGRICULTURAL SERVICE 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Pap From Funps AVAILABLE TO THE 
FOREIGN AGRICULTURAL SERVICE 





1979 1980 1981 
actual est. est. 





Subtotal ...... 


GS/GM-15. 
GS/GM-14... essen 
GS/GM-13... 
GS-12..... 


GS-9 
GS-8............. 
GS-3...... 


GS-2............ eee eerie 
cra arrercccctcterdoce 


i icliiaiareslinilp iced 


Total permanent positions 
Unfilled positions, end of year. 


Total permanent employment, end of 


824 





OFFICE OF INTERNATIONAL 
COOPERATION AND DEVELOPMENT 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Parip From FuNps AVAILABLE TO THE 
OFFICE OF INTERNATIONAL COOPERATION AND 
DEVELOPMENT 





1979 1980 1981 
actual est. est. 





SN i ralicrentnccccnnittplion 


Grades established by the Administrator, 
Agency for International Development: 
FC-12, $40,775 <> $50,112......... 
FC-11, $34,270 to $45,719 
FC-10, $29,375 to $38,186..................... 
FC-9, $24,635 to $32,312... eesooecens ; 


Subtotal... 


Grades established under the foreign national 
pay plan: 


India: 
FSN-1, $977 to $1,368 
FSN-3, $1,419 to $1,986.... 
FSN-7, $2,776 to $3,886 





1012 


OFFICE OF INTERNATIONAL 


COOPERATION AND DEVELOPMENT— 
Continued 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Pain From Funps AVAILABLE TO THE 
OFFICE OF INTERNATIONAL COOPERATION AND 
DEVELOPMENT—Continued 





1979 1980 1981 
actual est. est. 


FSN-8, $3,303 to $4,624 
FSN-9, $3,931 to $5,503... 
FSN-11, $5,566 to $7,793 
FSN-12, $6,624 to $9,274 
Pakistan: FSN-2, $870 to $1,243............ 


Subtotal 


Total permanent positions . 
Unfilled positions, end of year.... 


Total permanent employment, end of 





AGRICULTURAL STABILIZATION AND 
CONSERVATION SERVICE 
SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est. 





61 
2,617 


Total permanent positions 
Unfilled positions, end of year 


2,590 


—151 —201 


Total permanent employment, end of 


2,439 2,439 





FEDERAL CROP INSURANCE 
CORPORATION 
CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Paip From Funps AVAILABLE TO THE 

FEDERAL Crop INSURANCE CORPORATION 





1979 1980 1981 
actual est. est. 





1979 1980 1981 
actual est. est. 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


1979 1980 198] 
actual est. est. 





124 140 
62 65 
41 34 

2 2 
24 
58 


22 
3 


DIM 5ccsmenccannes 


Total permanent positions .. 
Unfilled positions, end of year. 


Total permanent employment, end of 





RURAL ELECTRIFICATION 
ADMINISTRATION 


CONSOLIDATED SCHEDULE OF PERMANENT PoslI- 
TIONS Parip From Funps AVAILABLE TO THE 
RURAL ELECTRIFICATION ADMINISTRATION 





1979 1980 1981 
actual est. est. 





Executive level V. 


GS-2. at 


Subtotal 


Total permanent positions .................000» 
Unfilled positions, end of year 


Total permanent employment, end of 
UO cai iascicichentsecieeiacctbchccbicediaces 





FARMERS HOME ADMINISTRATION 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Paip From Funps AVAILABLE TO THE 
FARMERS HoME ADMINISTRATION 





1979 1980 1981 
actual est. est. 


Executive level V........... ; 


1,900 1,450 

2 2 

965 965 
146 
633 
608 


673 


Subtotal 


Grade established by the Administrator, 
Agency for International Development 
(75 Stat. 450): 


FC-11 $32,028 to $42,727 
Ungraded 


Subtotal 


Total permanent positions 
Unfilled positions, end of year. 


Total permanent employment, end of 
8,374 





SOIL CONSERVATION SERVICE 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Paip From FuNps AVAILABLE TO THE 
Sort CONSERVATION SERVICE 





1979 1980 1981 
actual est. est. 





Subtotal 


GS/GM-16... 
GS/GM-14... 


Unfilled 


Te 


Subtotal 13,755 


Grades established by the Administrator, 


Agency for International Development 
(75 Stat. 450): 


FC-11, $32,028 to $42,727..... 
FC-10, $27,453 to $35,688 
FC-9, $23,027 to $30,198 


Total permanent positions 
Unfilled positions, end of year. 


Total permanent employment, end of 
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ANIMAL AND PLANT HEALTH 
INSPECTION SERVICE 


CONSOLIDATED SCHEDULE OF PERMANENT PoOsI- 

TIONS Paip From FunNps AVAILABLE TO 
ANIMAL AND PLANT HEALTH INSPECTION 
SERVICE 





1979 1980 1981 
actual est. est. 





6S/GM-16.... 
6S/GM-14.... 
68/GM-13.... 


Subtotal 


Grades established by the Administrator, 
Agency for International Development 
pursuant to Public Law 665: 


FC-11, $34,270 to $45,719 

FC-10, $29,375 to $38,186 ...........csu 
FC-9, $24,635 to $32,312............ 

FC-8, $20,747 to $26,847............s0 ' 


Subtotal 


Ungraded: 
Wage-board employees 
Local employees............ 


Subtotal 


Total permanent positions... 
Unfilled positions, end of year...... 


Total permanent employment, end of 





FEDERAL GRAIN INSPECTION SERVICE 


CONSOLIDATED SCHEDULE OF PERMANENT PoslI- 
TIONS Paip From Funps AVAILABLE TO THE 
FEDERAL GRAIN INSPECTION SERVICE 


1979 1980 
actual est 


Erecutive evel V.......assscccsessssseeeusee 
B-5....... 
&S-3.. 


rss stiesssctacicssesesaabnes 


MIPUR LG sessnsereascasconen 
GS/GM-14....... 
GS/GM-13.... 


ess 
GS-7... 


30 
Riess Geen ‘ 380 
Ns cee cetccrcesntec eed . 189 
-2 =... eet — 32 
Ungraded. acai Raglcccne cee orange 1 


So kicerscb cui Boi ctkoestites 2,261 


Total permanent positions......... ; 2,265 
Unfilled positions, end of year... —516 


Total permanent employment, end of 
\ ee ee a : 1,749 


AGRICULTURAL MARKETING SERVICE 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Parp From FUNDS AVAILABLE TO THE 
AGRICULTURAL MARKETING SERVICE 


1979 1980 1981 
actual est est 


Executive level V... 
ES-5...... 

ES-4.. 

ES-3.... 

ES-1 


Subtotal 


GS/GM-15... 
GS/GM-14....... 
GS/GM-13 
GS-12... 
GS-11... 
GS-10 
tS 
GS-8....... 
GS-7... 
GS-6... 
GS-5. 
GS-4..... 
GS-3 
GS-2..... 
GS-1 


Subtotal 
Ungraded. 
Milk market orders administrators and staffs 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


OFFICE OF TRANSPORTATION 


CONSOLIDATED SCHEDULE OF PERMANENT PosiI- 
TIONS Pain From FuNps AVAILABLE TO 
OFFICE OF TRANSPORTATION 


1980 1981 
est est 


1979 
actual 


ES-4 2 
GS/GM-16....... 

GS/GM-14... 

GS/GM-13 

GS-12 

GS-11........... 

GS-9 . 

tS 


1979 1980 1981 
actual est. est. 


GS~7.......... 
GS-6......... 
ts) 
GS-4 
GS-3 
GS-2 


Total permanent positions......... 


Unfilled positions, end of year 


Total permanent employment, end of 
i iaciieceisschioninccvontess 


FOOD SAFETY AND QUALITY SERVICE 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Paip From Funps AVAILABLE TO THE 
Foop SAFETY AND QUALITY SERVICE 


1979 1980 
actual est 





ES-6 
ES-5.. 
ES-4 


Subtotal 


GS-16 
GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12... 
GS-11 
GS-10 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5, 
GS-4 
GS-3 
GS-2 
GS-1 


Subtotal . 
Ungraded 


Total permanent positions 
Unfilled positions, end of year.. 


Total permanent employment, end of 
11,585 


11,704 


FOOD AND NUTRITION SERVICE 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Parp From Funps AVAILABLE TO THE 
Foop AND NUTRITION SERVICE 


1979 1980 1981 
actual est est. 


ES-6 
ES-5 
ES-4 
ES-3 
ES-2 
ES-1 


Subtotal ... 
GS/GM-15 
GS/GM-14... 


GS/GM-13... 
GS-12..... 
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FOOD AND NUTRITION SERVICE— 
Continued 


CONSOLIDATED SCHEDULE OR PERMANENT Post- 
TIONS Pain From FunpDs AVAILABLE TO THE 
Foop AND NuTRITION SERvicE—Continued 


1979 1980 1981 
actual est est 


494 501 541 
590 537 549 

13 14 14 
159 160 157 


219 224 


Subtotdl.......... 


Ungraded................ 


Total permanent positions................. 2,492 2,46 
Unfilled positions, end of year — 186 —128 


Total permanent employment, end of fo 
I iacisccotescteaiaeehcoviect 2,306 2,337 
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FOREST SERVICE 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Pain From FuNps AVAILABLE TO THE 
Forest SERVICE 


1981 
est 


1979 1980 
actual est. 


7 7 
9 9 


Subtotal 


GS-17 

GS-16 
GS/GM-15 
GS/GM-14 
GS/GM-13..... 
GS-12. 
GS-11... 


Subtotal ... 


Grades established by the Administrator, 
Agency for International Development: 


FC-10, $26,022 to $33,825 


Ungraded. 


Total permanent positions 
Unfilled positions, end of year. 
Total permanent employment, end of 


year 





frecutive I 
brecutive I 
brecutive | 
frecutive le 


Subto 


Subto! 


(S/GM-15. 
(S/GM-14 
S/GM-13. 
-12 
S-11 
($-10....... 
if-9 
8 
-7 
6, 
8-5 
4... 
§-3..... 


Subtot 
Ungraded 


Total ¢ 
Unfilled posit 


Total 
yea 


brecutive lev 
85 
8-4 
3 
8-2 


Subtota 


S16... 
S/GM-15... 
GS/GM-14... 


GENERAL ADMINISTRATION 


(CONSOLIDATED SCHEDULE OF PERMANENT POsI- 
TIONS Parp From Funps AVAILABLE TO GEN- 
ERAL ADMINISTRATION 


1979 1980 1981 
actual est est 





fxecutive level | 

frecutive level ll........ 
ecutive level IV........... 
ecutive level Vi... 


I a a cissciiatstaincasocoeahdeeninn . 


cscs dcs ethnic chzccactasssszetlasinasis 
| | Ee 

+4 

2 


SO iecaitetcassinietbcslenititicheaes ; 


Total ermanent positions 
Unfilled positions, end of year.........ssssssse : 


Total permanent employment, end of 





BUREAU OF THE CENSUS 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Paip From Funps AVAILABLE TO THE 
BUREAU OF THE CENSUS 





1979 1980 1981 
actual est. est 





Subtotal 


(S/GM-15... 
(S/GM-14.., 


DEPARTMENT OF COMMERCE 


1980 1981 
est est 


1979 
actual 


318 312 314 
446 435 438 
312 304 304 
22 22 22 
350 349 
81 81 

345 
345 2 342 
598 580 
438 432 
259 


Subtotal .. 


Grades established by the Administrator for 
International Development 


FC-12, $40,775 to $50,112... 
FC-11, $34,270 to $45,719.......... 
FC-10, $29,375 to $38,186. 


Subtotal .. 
Ungraded......... 


Total permanent positions......... 
Unfilled positions, end of year....... 


Total permanent employment, end of 
WO siiciinmcnedse mane 4,018 3,986 


ECONOMIC AND STATISTICAL ANALYSIS 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Pain From Funps AVAILABLE FOR 
ECONOMIC AND STATISTICAL ANALYSIS 


1979 1980 1981 
actual est. 


Subtotal . 


GS/GM-15 
GS/GM-14... 
GS/GM-13... 

GS-12. 

GS-11 

GS-10 

a scasapiessiiccaiie 
GS-8.......... 

GS-7. 

GS-6... 

GS-5... 

ii cent 
NO sicisislastniaicn cat 
GS-2......... 


SNORE aicssessensses 


Total permanent positions ................... 


1979 1980 1981 
actual est. est 


Unfilled positions, end of year —§52 


Total permanent employment, end of 
year... 


ECONOMIC DEVELOPMENT 
ADMINISTRATION 


CONSOLIDATED SCHEDULE OF PERMANENT Post- 
TIONS Pain From Funps AVAILABLE TO THE 
EcoNoMIC DEVELOPMENT ADMINISTRATION 


1979 1980 1981 
actual est est 


ES-5 
ES-4 
Subtotal ..... 


GS/GM-16..... 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-10 
GS-9....... 
GS-8..... 
GS-7 
GS-6 
GS-5 
GS-4... 
GS-3......... 


Subtotal . 


Total permanent positions.......... 
Unfilled positions, end of year 


Total permanent employment, end of 
Si cictsaaasterncdiccrass 


REGIONAL DEVELOPMENT PROGRAM 


REGIONAL DEVELOPMENT PROGRAMS 


1979 1980 
actual est. 


ES-5 
ES-4.. 
Subtotal 


GS/GM-15. 
GS-13... 
GS-12. 
GS-9 
GS-8... 
GS-7 
GS-6..... 


Subtotal....... 
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REGIONAL DEVELOPMENT PROGRAM— 
Continued 


REGIONAL DEVELOPMENT PROGRAMS— 
Continued 





1979 1980 1981 
actual est. est. 


Grades established by act of August 26, 
1965 (42 U.S.C. 3182), comparable 
to executive level and GS grades: 


co 
co 
mS 


Executive level IV. 


co 
Ss 
co & 


mF KWON DM DD WD W CD 
mF RK WY DM OH & PD CN 
mF KF WN DOs w 


Subtotal ............ 


Total permanent positions................. 
Unfilled positions, end of year 


Total permanent employment, end of 





INTERNATIONAL TRADE 
ADMINISTRATION 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Paip From Funps AVAILABLE TO IN- 
TERNATIONAL TRADE ADMINISTRATION 


1979 1980 1981 
actual est. est. 


II iicsniornesstsiassasssegensmaetiacih 


GS/GM-15... sssssssssee ; 
AUER ci picaocssscdesscstupasecbanscteereconsaie 
MND asks soncovoor harcnisiposzsmivcspini 


Subtotal 


Grades established by the Foreign Service 
Act of 1946 (22 U.S.C. 801-1158): 


Foreign Service Officer: 
FO-1.. 
FO-2 
PRB cstiitssnyncce 


Subtotal 


Foreign Service Staff: 
FS-5... 
FS-6... 


1979 1980 1981 
actual est. 





S27 
FS-8.... 


Subtotal. 


Positions established by the Defense Produc- 
tion Act of September 8, 1950, as 
amended, (50 U.S.C. App. 2153(a)): 
Deputy Assistant Secretary for Domestic 
CUPID, SEO TYD essinnnsoseresscssncncsersenes 


NTI sc kasinc ss codeceresusricktea késop bonaatibetsestcee 


Total permanent positions ..............ss00+ 
Unfilled positions, end of year........ 


Total permanent employment, end of 


1,584 2,372 


MINORITY BUSINESS DEVELOPMENT 
AGENCY 


Minority Business DEVELOPMENT 





1979 1980 198] 
actual est. est 





Subtotal 


GS/GM-16......... 

GS/GM-14... .secsssssee 

SIAN S oasis sssssescosoes 

eel pstocttpctoccdacr nice 

GS-11...... 

GS-10... satel Rasa catacrisisones 
(eam ase eeeerrin tenet Re 


Ticats 
GS-6... sesessssee alo sips 


IN ciate sciences eeescsiseveccnonee 


Total permanent positions 
Unfilled positions, end of year... 


Total permanent employment, end of 
year... : ; ea 


UNITED STATES TRAVEL SERVICE 


SALARIES AND EXPENSES 


1979 1980 1981 
actual est est. 


GS/GM-15 sessictaseceettos 
HEN sssssessssesassssstensrsescavveesesemreets 
GS/GM-13 Sibacuaniorenint 
IN Ba cagtsstoqeiansons secs ot sesesorem borers 
GS-9....... 

GS-8..... 

GS-~7...... 

GS=6...... cscs 

Race crass cas cts oe csittlcsecmnscCotent 
BIN i sciilpe beaieinsis 





1979 1980 198] 
actual est. 


Me ecareoachr gs ecsentn dnsondarsteliniaaabatine ; 
TINIE ites: (acsncesaigssodbcosahcamitanasens , 


Total permanent positions... 
Unfilled positions, end of year. 


Total permanent employment, end of 





NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 


CONSOLIDATED SCHEDULE OF PERMANENT Pog- 
TIONS Paip From FuNpDs AVAILABLE TO THE 
NATIONAL OCEANIC AND ATMOSPHERIC Ap- 
MINISTRATION 


(S/GM-14. 
(S/6M-13.. 
S12. arn 


1979 1980 198] 
actual est est 


Executive level Ill... 
Executive level IV.... 


Subtotal 


Subtote 


Positions est 
(61 Stat. 
3104): 


SURI cic sicssesesscaccoaeteines 


RANE chars eal datbacescbeuscesycussscegdele tors $50,112. 
RR MSD: osctssncsassceonzsgoeasionsoosseetet ecsrtonsse | (66 Stat. 


6S/GM-14..... etnnianmecee 1 3): ba 
$50,112. 


Positions este 

(72 Stat. 

1): Desig 

peals, $50 

428 Subtota 
990 
556 
877 
322 
132 
16 
4 


12,061 


Subtotal.......... 


Commissioned officers: 

0-8 $34,000 to $47,341..... 

0-7 $28,248 to $41,165....... 
0-6 $20,942 to $36,170. 

0-5 $16,743 to $29,506 

0-4 $14,124 to $24,678 

0-3 $13,122 to $21,340 

0-2 $11,440 to $15,832... 


+J.$9,925 £0 $12; 493... .ccrscsssccerssscsotossess i 
uecutive leve 


Subtotal : __ 9 As 


Grades established by act of August 1, 
1947, Public Law 80-313 (61 Stat 
715) as amended by Public Law 87-793 
of October 11, 1962 (5 U.S.C. 3104) 
Scientific and professional $50,113 


Grade established by the Governor of the 
Canal Zone: CZ-10, $18,760 to $24,385 l 


A cesses A istorii 5 


I etibeatienstcsciontietatectas 1,038 


Total permanent positions ............. 13,656 
Unfilled positions, end of year...... — 833 


Total permanent employment, end of 
saipiciebisaies 12,823 


'HERIC 


iT Posi- 
TO THE 
RIC Ap- 


(wa aS Ba SS wr 


0 
2 
5 
1 
3 
1 
0 
3 


PERMANENT POSITIONS—DEPARTMENT OF AGRICULTURE 








PATENT AND TRADEMARK OFFICE 
SALARIES AND EXPENSES 





1979 1980 1981 


actual est. est. 


Positions established by Public Law 80-313 
(61 Stat. 715) as amended (5 U.S.C. 
3104): Scientific and professional, 


Prsitions established by Public Law 82-593 
(66 Stat. 793) as amended (35 U.S.C. 
3): Examiner of patent appeals, 
$0,112... a 

Positions established by Public Law 85-93 
(72 Stat. 1793) as amended (35 U.S.C. 
1): Designated examiner of patent ap- 
peals, $50,112 


Total permanent positions ..... 
Uofiled positions, end of year. 


Total permanent employment, end of 





SCIENCE AND TECHNICAL RESEARCH 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Paip From FuNps AVAILABLE TO ScI- 
ENCE AND TECHNICAL RESEARCH 





1979 1980 1981 
actual est. est 





1980 1981 
est. est. 
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1979 1980 1981 
actual est. est. 





Ungraded 


Total permanent positions ..................... 
Unfilled positions, end of year..................... ; 


Total permanent employment, end of 





NATIONAL TELECOMMUNICATIONS AND 
INFORMATION ADMINISTRATION 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Paip From Funps AVAILABLE TO Na- 
TIONAL TELECOMMUNICATIONS AND INFORMA- 
TION ADMINISTRATION 





1979 1980 1981 
actual est. est. 





ES-5. 
ES-4. 
ES-2:. 


ON is css cecvosetesinsinicies 





23 19 20 
19 19 19 
20 20 


I i cseorcntccrcesnansicc , 


Total permanent positions .... 
Unfilled positions, end of year. 


Total permanent employment, end of 





MARITIME ADMINISTRATION 


OPERATIONS AND TRAINING 





1979 1980 1981 
actual est. est. 





GS/GM-13........... 
EE ces 


DEE Bio icine 


Grades established by the Secretary of Com- 
merce: 


Professor, $34,687 to $47,683................. 
Associate professor, $25,852 to $41,567 . 
Assistant professor, $20,076 to $32,794. 
instructor, $16,610 to $23,542...... 


Subtotal 
CIEE nsivsscncnivesnncniccsplbetnitvinintaiastalsice 


Total permanent positions 
Unfilled positions, end of year...................s 


Total permanent employment, end of 








DEPARTMENT OF DEFENSE—MILITARY 


DEPARTMENT OF THE ARMY 


CONSOLIDATED SCHEDULE OF PERMANENT Posi!- 
TIONS Pain From Funps AVAILABLE TO THE 
DEPARTMENT OF THE ARMY 





1979 1980 1981 
actual “est. est. 





Executive level Il... 
Executive level IV... 


SNE. ae! 


1,693 1,727 1,727 
4,859 4,956 4,956 
11,835 11,836 =—11,417 
21,321 = 21,944 = 22,473 
20,487 = 20,859 = 20,965 
2,273 2,314 2,326 
19,754 = 20,112 20,215 
3,730 3,798 3,817 
21,856 22,252» 22,365 
13,448 = 13,484 13,526 
30,529 30,611 + 30,706 
28,723 28,801 28,890 
16,674 = 16,717 16,771 
3,410 3,411 3,426 
237 237 


RNID ecrsssscestcrsoepsieetonsocsr oem 203,100 


200,868 


Grades established by the Secretary of De- 
fense (10 U.S.C. 1581): Scientific and 
professional, $47,500 


Total permanent positions... 
Unfilled positions, end of year. 


Total permanent employment, end of 


294,000 291,992 





(nam a 


DISTRIBUTION OF TOTAL NUMBER OF PERMANENT 
POSITIONS BY FINANCING ACCOUNT 





1979 1980 1981 
actual est. est. 





Operation and maintenance, Army. 169,665 173,713 174,767 
Operation and maintenance, Army Reserve..... 12,854 12,223 11,785 
Operation and maintenance, Army National 


27,274 = 25,498 = 22,918 
9 13 13 
; 14,409 18,550 


Military construction, Army aay 6,687 7,009 
Military construction, Army Reserve. Rc 149 149 
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DISTRIBUTION OF TOTAL NUMBER OF PERMANENT 
POSITIONS BY FINANCING ACCOUNT 


1979 1980 1981 
actual est. est. 


Army industrial fund % 65,844 59,325 60,020 1979 1980 1981 
Army management fund... = 89 actual est. est. 
Family housing, Defense... i 1,103 
Homeowners assistance 54 





Operation and maintenance, Navy 110,260 112,169 — 112,050 
——— Operation and maintenance, Navy Reserve 2,812 2,850 2819 

Total Army accounts 298,137 297,622 296,380 Research, development, test, and evaluation, 
Allocation from others: Military assistance 282 314 314 aes 2,296 2,458 2445 
Ee. Semen Military construction, Navy .. ia 2,691 2,645 2,530 
Laundry service, Naval Academy... 79 83 3 
Navy industrial fuUnd...............ssse 158,385 156,518 159,272 


Total Navy accounts. 276,523 = 276,723 279,199 
Allocation from others: Military assistance 170 110 


276,893 279,369 


Total permanent positions 298,419 297,936 296,694 





DEPARTMENT OF THE NAVY 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Pain From FuNps AVAILABLE TO THE 
Navy 


Total permanent positions 276,692 








CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Paip From Funps AVAILABLE TO THE 
COMMANDANT OF THE MARINE Corps 


1979 1980 1981 
actual est. est. 








Executive level Il... 


Executive level IV... us 1979 1980 1981 
F actual est. est. 





Subtotal 


GS/GM-14... 
GS/GM-13... 


Subtotal ... 


4,664 

10,643 

22,651 22,466 
19,521 19,208 
2,008 1,987 
14,530 14,491 
2,388 2,346 
10,839 10,851 
7,894 7,971 
20,378 20,330 Positions established under 20 U.S.C. 241: 
18,133 17,985 Teaching positions, $10,215 to $26,005... 
10,179 10,124 
1,851 1,937 
163 163 


147,044 


1,443 
1,637 
1,255 


Subtotal 


Total permanent positions 


148,559 148,127 Unfilled positions, end of year 


Positions established by the Secretary of Total permanent employment, end of 


Defense (10 U.S.C. 1581): Scientific and 15,884 


PEE 


Marine | 


Total 


Executive | 
Executive | 


Subt 


oe 


GS/GM-1! 
6S/GM-1: 
GS/GM-1: 


Positions 
Defense 
professi 


Ungraded. 


Tota 
Unfilled pc 


Tota 


DISTRI 





professional, $47,889 to $50,112 
Positions established by the Secretary of the 
Navy (10 U.S.C. 6952, 7478, 7044): 
Dean, professor, instructor, $13,842 to 
$41,760 ; §23 


Subtotal 525 


DISTRIBUTION OF TOTAL NUMBER OF PERMANENT 
POSITIONS BY FINANCING ACCOUNT 





1979 1980 


127,802 po 


Department of the Navy, Marine Corps Ac- 
— 1,389 counts: 


Operation and Maintenance, Marine Corps. 14,640 14,601 


277,980 Operation and Maintenance, Marine Corps 
Reserve 135 135 





Total permanent positions 
Unfilled positions, end of year 


276,893 279,36 
—1,377 


Total permanent employment, 
275,516 











Operation 
Operation 


Serve .. 


Operation 
Guard 


Research, 
Air For 


Air Force 


Tota 


1981 
est, 


112,050 
2819 


2,445 
2,530 
8 
159,272 


219,199 
110 


279,369 


PERMANENT POSITIONS—DEPARTMENT OF DEFENSE—MILITARY 


1979 1980 1981 
actual est. est. 





Marine Corps industrial fund 1,324 1,318 1,318 


Total permanent positions 16,099 16,054 15,660 





DEPARTMENT OF THE AIR FORCE 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Paip From Funps AVAILABLE TO THE 
Arr FoRcE 





1979 1980 1981 
actual est. est. 





fxecutive level Il 
Frocutive level IV.u..........cccsssssssesssesessesssssneeee 


I csi anctnasinscecune sell 


Subtotal 


Positions established by the Secretary of 
Defense (10 U.S.C. 1581): Scientific and 
professional 


93,243 


226,320 
— 1,820 


Total permanent positions 
Unfilled positions, end Of yeat.........csssssccee 


229,593 


Total permanent employment, end of 


229,593 


224,500 222,498 





DISTRIBUTION OF TOTAL NUMBER OF PERMANENT 
POSITIONS BY FINANCING ACCOUNT 








1979 1980 1981 
actual est est 





Operation and maintenance, Air Force 
Operation and maintenance, Air Force Re- 


135,849 134,431 133,840 


10,856 10,811 11,190 


23,601 23,539 23,002 


Research, development, test and evaluation, 


18,365 18,897 18,899 
40,321 36,642 37,525 


228,992 226,320 224,456 


Air Force industrial fund 


Total permanent positions 





DEFENSE AGENCIES 


‘CONSOLIDATED SCHEDULE OF PERMANENT Post- 
TIONS Pain From Funps AVAILABLE TO THE 
OFFICE OF THE SECRETARY OF DEFENSE 





1979 1980 1981 
actual est. est. 





Executive level 1...............ssssseseees 
Executive level I 

Executive level lll........... 
CII OO sesaissesecsccoenssagtivcnsestecreia 
PRI NE Conic scsscssecseesenerstsisececccsieses 


Subtotal 


I ei siiieiccesttchsncateccsinnnsinnn 


GS/GM=15.......scccossceeesssseees 
GS/GM-14... 
GS/GM-13... 


Subtotal........... 


Positions established by the Secretary of 
Defense: (20 U.S.C. 901-907) Overseas 
ONO iasiscinssasnclocres eildeeisiad 

Ungraded: Wage boards 

Local employees: Direct hire 


I iiacinnsasesnrictnaegineisichaetans f 7777 

Total permanent positions isan 6 10,991 
Unfilled positions, end of year................0... 

Total permanent employment, end of 

a iiicinecniistsiuieesniecitassinbaiate 


10,991 


a 


DISTRIBUTION OF TOTAL NUMBER OF PERMANENT 
POSITIONS BY FINANCING ACCOUNT 


1979 1980 1981 
actual est. est 


Operation and maintenance, Defense agen- 
CAB sisinsess osaaiecs : 10,907 


Military assistance ................ ‘ 84 


Total permanent positions................ 


10,991 


CONSOLIDATED SCHEDULE OF PERMANENT PoOsI- 
TIONS Parp From FunpDs AVAILABLE TO THE 
JOINT CHIEFS OF STAFF 


1979 1980 1981 
actual est est. 





1 
12 
15 

8 
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1979 1980 1981 
actual est. est. 





GS-12..... _ 16 26 
GS-11...... a. 7 
GS-10...... Sete 3 
GS-9 nent eau 17 
GSB... ee aac re 16 
GS-7. : a 79 
GS-6 2 48 
GS-5. saci casnissioeae 26 
GS-4 cilia saeicaaia 2 
GS-3.......... Siti saena l 
Ungraded 2 
Total permanent positions . 
Unfilled positions, end of year waa 25 


Total permanent employment, end of 


year. cicadahanbuaeant 280 





CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Parip From Funps AVAILABLE TO THE 
DEFENSE ADVANCED RESEARCH PROJECTS 
AGENCY 





ES-5.. 
ES-4 isl ccmeaaiaee 
ES-3............ 

> 

ES-1 


Subtotal ....... 


GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11... 
GS-10 
GS-9 
GS-8. Peace 
GS-6 
GS-5 
GS-4..... 


Subtotal 


Total permanent positions ... 
Unfilled positions, end of year..... 


Total permanent employment, end of 





CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Parp From FuNps AVAILABLE TO THE 
DEFENSE COMMUNICATIONS AGENCY 





1979 1980 1981 
actual est. est 


ES-4.... imtoo . 27 27 
Bitar tics siapienisecstecereianiniae 134 134 
GS/GM-14... om 176 174 
GS/GM-13... i sieniccmoaldons 280 276 
GS-12 pointes 200 200 
GS-11. icnilendasaceinlgions 96 91 
GR. snc. nasetiondsiciaades ll 13 
GS-9, sik posit teine epic 86 87 
NA caissccechitssmsloreensaltstaresnaconeenciniaena 28 30 
GS-6 Ricans 134 134 
GS-5...... isonsahccepbcettadlnipinivkets tind Sai 178 183 
66 
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DEFENSE AGENCIES—Continued 1979 1980 1981 


actual est. est. 
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1979 1980 198] 
actual est est 





CoNSOLIDATED SCHEDULE OR PERMANENT PosI- 
TIONS Pain From FuNpDSs AVAILABLE TO THE 
DEFENSE CoMMUNICATIONS AGENCY— 


Continued 


Total permanent positions .. 3,559 3,560 


Unfilled positions, end of year. 


3,526 





1979 ” 1980 1981 
actual est. est. 





Total permanent employment, end of 


WO i ctesinsaessecasste 3,511 3,559 3,560 





CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Pain From Funps AVAILABLE TO THE 


Total permanent positions... soe 1,581 DEFENSE INTELLIGENCE AGENCY 


Unfilled positions, end of year...... we —84 





1979 1980 1981 


Total permanent employment, end of actual est. est. 


NE cs tassssecssacs 1,497 








DISTRIBUTION OF TOTAL NUMBER OF PERMANENT 
POSITIONS BY FINANCING ACCOUNT 





1979 1980 1981 
actual est. est. 





Operation and maintenance, Defense agen- 
cies Siete emtcomecie 1,393 1,404 1,423 


Defense industrial fund 188 188 188 


Total permanent positions .................. 1,581 1,592 1,611 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Paip From Funps AVAILABLE TO THE 
DeFeNnsE AupDIT SERVICE 





1979 1980 ‘1981 Subtotal 


actual est. est. ‘ 
Grades established by the Secretary of De- 





fense (10 U.S.C. 1581): Scientific and 
Professional...... a 


Total permanent positions 
Unfilled positions, end of year. 


Total permanent employment, end of 





DISTRIBUTION OF TOTAL NUMBER OF PERMANENT 
POSITIONS BY FINANCING ACCOUNT 





Total permanent positions ... 


Unfilled positions, end of year 1979 1980 1981 


actual est. est. 





Total permanent employment, end of Operations and maintenance, Defense agen- 


2,502 2,535 





Research, development, test, and evaluatio 
Defense agencies 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Pain From FuNps AVAILABLE TO THE 
Derense Contract Aupit AGENCY 


Total permanent positions 2,502 2,535 





CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Parip From FunNps AVAILABLE TO THE 
DEFENSE INVESTIGATIVE SERVICE 


1979 1980 1981 
actual est. est. 





12 


82 1979 1980-1981 


actual est. est. 





353 
EE pases 

894 GS-17... 

1 GS-16... 
196 GS/GM-15. 

7 GS/GM-14. 
307 GS/GM-13. . 
65 WR estiipstdnnnaniicacnads 
247 


30 


Total permanent positions .. 
Unfilled positions, end of year..... 


Total permanent employment, end of 





CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Pain From Funps AVAILABLE TO THE 
DEFENSE MapPinG AGENCY 





1979 1980 198] 


actual Operations 


Research, ¢ 
Defense 





Total 


Subtotal 
Position established by the Secretary of De- 


fense (10 U.S.C. 1581): Scientific and 
professional, comparable to GS grade....... 


Total permanent positions 
Unfilled positions, end of year...............0. 


Total permanent employment, end of 





CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Pain From FuNps AVAILABLE TO THE 
DEFENSE NUCLEAR AGENCY 


1979 1980 198] 
actual est. est. 


Ne 

GS/GM-15. parte gncenicas 
NIU BD ccetethstsSscerscnsccotonioterre 
NOP WI BD cecsivossettssosctassasanscceecws 
GS-12... 

GS-11... 

GS-10... 





PERMANENT POSITIONS—DEPARTMENT OF DEFENSE—MILITARY 








1979 1980 1981 
actual est. est. 





Total permanent positions .. 
Unfilled positions, end of year 


Total permanent employment, end of 





DISTRIBUTION OF TOTAL NUMBER OF PERMANENT 
POSITIONS BY FINANCING ACCOUNT 





1979 1980 1981 
actual est. est. 





(perations and maintenance, Defense agen- 
i 454 455 460 


167 170 


625 630 





CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Paip From Funps AVAILABLE TO THE 
DerENSE Locistics AGENCY 





1979 1980 1981 
actual est. est. 





22 22 22 
264 264 
586 586 


1980 1981 
est. est. 


1021 


1979 1980 1981 
est. est. 





19 19 31 
10,318 10,431 10,417 


46,384 
—464 


46,309 
— 464 


Total permanent positions .. 45,926 
Unfilled positions, end of year...... —58 


Total permanent employment, end of 


45,868 45,920 45,845 





DISTRIBUTION OF TOTAL NUMBER OF PERMANENT 
POSITIONS BY FINANCING ACCOUNT 





1979 1980 1981 
actual est. est. 





Operations and maintenance, Defense agen- 


44,060 44,499 44,424 


Research, development, test, and evaluation, 
Defense agencies................scccssssssssseeee ; 450 455 455 


Defense industrial fUNd ...............ssscssssssesssseeee 1,416 1,430 1,430 


Total permanent positions 45,926 46,384 46,309 





CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Paip From Funps AVAILABLE TO THE 
UNIFORMED SERVICES UNIVERSITY OF THE 
HEALTH SCIENCES 





1979 1980 1981 
actual est. est 





GS/GM-15... 
GS/GM-14... 
GS/GM-13... 
BNE iscacine: 
eR sscitcccs 


GS-%.............. 

GS-8... 

GS-7. 

GS-6.......... 

GS-5 

GS-4 

GS-3 

Positions established by the Secretary of 
Defense (Public Law 92-426) $4,000 to 
NT eicscinicsinseccsresaictecierscctccetbetins 


36 26 31 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 





DISTRIBUTION OF TOTAL NUMBER OF PERMANENT 
POSITIONS BY FINANCING ACCOUNT 





1979 1980 1981 
actual est. est. 


Operations and maintenance, defense agen- 
527 637 





CONSOLIDATED SCHEDULE OF PERMANENT PosiI- 
TIONS Parp From FuNDS AVAILABLE TO THE 
Unrrtep States Court or Miuitary APPEALS 


1979 1980 1981 

actual est. est. 

Special positions established by 10 U.S.C. 
867: Judge, $57,500 





Subtotal 


on 


CO css cceicsins 
GAP. 
GS-11.......... 


—- ORF MwWr We wo wo 
—- ROR SDM WM We oe 


i iecteicltecennanie 


=> 
= 


= 
o 


Total permanent positions............ 
Unfilled positions, end of year. 


Total permanent employment, end of 
WI ii icctiacsisnccriessuoicctnceneacanens 


























Unfilled 
Tote 
) 
Note.- 
DEPARTMENT OF DEFENSE—CIVIL 
CEMETERIAL EXPENSES SOLDIERS’ AND AIRMEN’S HOME 1979 1980 1981 a 
SALARIES AND EXPENSES OPERATION AND MAINTENANCE eae = 
“a = 1979 1980 1981 PO-11, $13,728 to $20,026 we a 
one ne actual est. est. Subtotal ; ketene ae ok 4 
. eee se Ungraded: (S-4... 
Police positions Ungraded 
Fire positions... 
Education positions Tt 
Unfilled p 
Tot 


) 


Total permanent positions ... 
68-5... _ Unfilled positions, end of year. 


GS-4... 
GS-3... 
GS-1... * 
Ungraded. Biss Note.—See also Panama Canal Commission, page 1062. 


Total permanent employment, end of 





Total permanent positions 


Unfilled positions, end of year... Total permanent positions... 


Unfilled positions, end of year 
Total permanent employment, end of ie y 


PANAMA CANAL COMPANY 





Total permanent employment, end of 





1979 1980 
actual est. 








Positions established by Board of Directors, 
Panama Canal Company: 


CORPS OF ENGINEERS Financial Vice President $47,500 
THE PANAMA CANAL Secretary $47,500 


CONSOLIDATED SCHEDULE OF PERMANENT PoOsI- Vice President $44,500 


TIons Pap From Corps or ENGINEERS CIVIL CANAL ZONE GOVERNMENT 


APPROPRIATIONS Sei os imeseemcns ; 
OPERATING EXPENSES 


1979 1980 1981 ey coc by President, Panama 
actual est. est. 1979 1980 1981 nal Lompany: 
actual est. est. 











Mississippi River Commission: — Civilian 
Executive level V $47,500 


Grades established by Governor of the Canal 
Zone: 


Nonmanual: 
NM-15, $34,091 to $47,500 
NM-14, $29,640 to $47,500 
NM-13, $25,646 to $47,500........ 
NM=12, $21,944 to $42,489... 
NM-11, $18,554 to $35,442... 
NM-10, $16,973 to $26,206... sete 
NM-9, $15,496 to $23,804 Pierce i Nonmanual: 
NM-8, $14,123 to $21,544. * NM-15, $34,091 to $47,500 ....cc0. 
NM-7, $12,834 to $19,458 Exar NM-14, $29,640 to $47,500...ccssn 
NM~6, $11,565 t0 $17,505 ...cssno - NM-13, $25,646 to $47,500....... 
NM-5, $7,571 to $15,706 .sccssmmune ahs x NM-12, $21,944 to $42,489 ...cccsn 
NM-4, $6,760 to $14,039 Bees NM-11, $18,554 to $35,442.00 
NM-3, $6,032 to $12,509 . R NM-10, $16,973 to $26,206... 
NM-2, $5,699 to $11,092 P ogc - NM-9, $15,496 to $23,804.....c.cc0 
NM-1, $5,512 to $9,812...ccsssn NM-8, $14,123 to $21,544 5 
NM-7, $12,834 to $19,458 ..ccnsso 
NM-6, $11,565 to $17,505 
Postal positions: NM-5, $7,571 to $15,706.... 
PO-22, $21,424 to $36,227 .esosnn one a NM-4, $6,760 to $14,039... 
PO-20, $19,365 to $32,431 Seka 2 NM-3, $6,032 to $12,509... 
PO-18, $17,493 10 $29,098... alerts . NM-2, $5,699 to $11,092........00 
Total permanent positions ; ' E PO-17, $16,578 to $27,602... i 2 ’ of NM-1, $5,512 to $9,812 
Unfilled positions, end of year PO-16, $16,328 to $24,365... ees be Subtotal 
ee PO-15, $15,683 to $23,246... 
PO-13, $14,560 to $21,380... 
PO-12, $14,123 to $20,632... 


i ccarnsidcetioseichtisiseestesaiad 5 


Total permanent employment, end of 








PERMANENT POSITIONS—DEPARTMENT OF DEFENSE—CIVIL 





1979 1980 1981 
actual est. est 





Unfilled positions, end of year 


Total permanent employment, end of 





Note.—See also Panama Canal Commission, page 1062. 


WILDLIFE CoNSERVATION, AIR FoRCE 





1979 1980 1981 
actual est. est. 


Ungraded... 


Total permanent positions 
Unfilled positions, end of year... 








INDIAN EDUCATION 


DEPARTMENT OF EDUCATION 


SALARIES AND EXPENSES 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est est 


1979 1980 1981 
actual est. est. 





ES-4 
ES-1 


Subtotal 


GS/GM-15. 
GS/GM-14... 
GS/GM-13 
GS-12 
GS-11 
GS-9 
GS-7 
GS-6 
GS-5 
GS-4 
GS-3 
GS-2........ 


Subtotal 
Ungraded 


Total permanent positions 
Unfilled positions, end of year.. 


Total permanent em) 





OFFICE OF CIVIL RIGHTS 


SALARIES AND EXPENSES 





1979 1980 
est. 





Executive level IV 
GS-16............ 
IW ee spesinsoeniv 
GS-13.......... 
GS-12....... 


GS-11 174 
GS-10 1 
GS-9 148 
GS-8 2 
GS-7 132 
GS-6 48 
GS-5 103 
GS-4 
GS-3 
GS-2 

Total permanent positions 
Unfilled positions, end of year... 


Total permanent employment, end of 
year : 





DEPARTMENTAL MANAGEMENT 


SALARIES AND EXPENSES 


1979 1980 1981 


actual est est 





Executive level too... 
Executive level Ill 

Executive level IV. 

Executive level V........ 


Subtotal 


Subtotal oo... 


SS) | 

GS-16....... 

GS/GM-165..... 

GS/GM-14.......... bescetetitsporcteststepereamsc 





1979 1980 198} 
actual est est 





Gs-12 37 . 8 
@-11 - 20 brecutiv 
S16... , : $ Executive 
G8 242 Brecutive 
GS-8 : 76 brecutiv 
GS-7 , 374 
GS-6 Reais ; 243 
GS-5 cs 573 
GS-4 7 281 
GS-3 

i Ragecknsdbas 

GS-1 


Erecutive 


£S-6 

fS-5 

fS-4 

- - — fS-3 

Subtotal , , i fS-2 


<- fS-1 
Ungraded : - i yn Positions 


. Law 9 
Total permanent positions 


Unfilled positions, end of year 


Total permanent employment, end of 
year 


INSTITUTE OF MUSEUM SERVICES 


1979 1980 198] 
actual est est 


GS-18 
GS-15....... 
GS-14... 
GS-13 
GS-11 
6S-9...... 
GS-7 
GS-5. 
GS-4 
GS-3 


Total permanent positions 


Unfilled positions, end of year 
Ungraded. 
Total permanent employment, end of 
ORE sc ; U Tot 
Unfilled pos 





CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Paip From FuNpDs AVAILABLE TO THE 
DEPARTMENT OF ENERGY 


1979 1980 1981 
actual est est 


Executive level | 

fxecutive level Il 

frecutive level Il 

frecutive level IV 

recutive level V........scsssssee 


Subtotal 


fS-6 

fS-6..... 

fS-4 

-3 

fS-2 

a a ; 

Positions authorized by section 621 of Public 


Law 95-91 and positions authorized by 5 
USC. 3104 : 


Subtotal 


(S-l8.... 
(8-17 
S16. 
GS/GM-15. 
(S/GM-14 
(S/GM-13. 
§-12 
(S11 
(§-10..... 
(S-49...... 


FN cs rasan ek 


Total permanent positions. 
Unfiled positions, end of year 


Total permanent employment, end 
IN eiscteclapsiniccine 


19,005 





DEPARTMENT OF ENERGY 








DEPARTMENT OF HEALTH AND HUMAN SERVICES 


HEALTH PROGRAMS 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Pain From Funps AVAILABLE TO 
HEALTH PROGRAMS 





















































































1979 1980 1981 
actual * est. est. 

1 1 1 

1 1 1 

357 366 368 

16 20 17 

13 13 17 

24 25 21 

Subtotal 412 426 425 

GS-18... 1 1 1 

GS-16... 15 8 8 

I seins csc lneartinahesbateiatihciecinn 1,345 1,351 1,356 

aes 2,239 2,248 2,247 

GS/GM-13 3,678 3,822 4,010 

GS-12... 3,648 3,719 41 

GS-11... 4,072 4,240 ~ 4,586 

240 251 248 

5,243 5,407 5,425 

705 700 692 

4,062 4,113 4,120 

3,155 3,159 3,109 

5,441 5,524 5,534 

3,814 3,858 3,866 

1,697 1,707 1,738 

249 242 243 

18 18 7 

NUDE ssc csarcccecntactzvttcobocetelevstoooee 39,622 40,368 41,357 
Grades established by Act of July 1, 1944 

(42 US.C. 207): 

Surgeon General grade 9, $37,540 to 

FIMO rsscessicteesscraccoon stevia 1 1 1 


Deputy surgeon general grade 8, $34,002 

UN cisscstctecescdstsniccisncaiscominasenes l 1 1 
Assistant surgeon general grade 8, 

$34,002 to $47,354 
Assistant surgeon general grade 7, 

BG 200 WO GANTT S cesses cecosessenisaie 26 35 41 















































Director grade, $20,941 to $36,176......... 1,249 1,244 1,236 
Senior grade, $13,122 to $21,344............ 1,067 1,085 1,084 
Full grade, $14,119 to $24,685............... 1,672 1,892 2,109 
Senior assistant grade, $13,122 to 
I atedidncseteticcecitseiececiociciown 2,134 2,437 2,827 
Assistant grade, $11,437 to $15,836........ 337 341 547 
Junior assistant grade, $9,928 to 
$12,495 21 21 21 
NN > srcceeeciiserdasnakeeas 6,523 7,078 7,895 
Grades established by the Foreign Service 
Act of 1946 (22 U.S.C. 801-1158): 
1 1 1 
1 1 1 
2 2 2 
1 l l 
1 1 1 
I sisi evsyeanscaspets restricts 6 6 6 
Grade established by the Administrator, 
Agency for international Development (75 
Stat. 450): FC-8, $18,379 to $23,739... 3 3 
































SOCIAL SECURITY ADMINISTRATION 




















































































































































1979 1980 1981 
—_— «a est. CoNSOLIDATED SCHEDULE OF PERMANENT Pos: 
sii ili alka we tas TIONS Paip From Funps AVAILABLE TO THE 
rei Soctat SecuRITY ADMINISTRATION 
ieee ees e, 15 9 7 
ac 1979 1980 198) 
La ce cetiocccs se Reese 6,439 6,481 6,480 actual est. est 
Total permanent positions .............cscsee 53,020 54,371 56,173 1 l | 
Proposed for later transmittal, new legisla- 50 50 4 
een accascacneasesoe  -sacseuaiea. nabigondinan —3,990 5 5 5 
Unfilled positions, end Of yeaF...........:ssssseee _— 213 —1,893 —1,970 4 4 \ 
Total permanent employment, end of il 23 3 
Pe ecstimeencrmnrmcinerne ORAS CaS a este aes 71 83 8 
GS-17... 1 1 
GS-16... ra 3 2 2 
RS ere se ase haa 1,067 1,028 1,021 
MACE sess are not ottiatce 1,043 1,020 1,03 
GS/GM-13. 2,444 2,354 2,34 
GS-12... 5,333 5,203 5201 
HEATH CarE FINANCING ADMINISTRATION GS-11... 6572 5300S 
GS-10... 13,619 13,373 1359 
1979 1980 «1981 4848 473647 
actual est. est. 3,757 3,666 3619 
10,945 10,645 +1030 
1 1 1 4,036 3,900 3a 
l l 1 7,936 8,601 8373 
14 14 14 13,989 13,609 138%! 
5 5 5 4,442 4,450 4451 
5 5 5 287 596 
3 ee, 279 Slee 
BRM eisai iciosrornssttsiiacthtossnsvcan 29 BES 3 Cv I 2 eee ‘ 76,601 78,565 78,38 
239 242 289! Uintah Ss cassie sccssscscieiwe 504 500 
GS/GM-14 405 410 426 —— =—— 
GS/GM-13. 823 853 875 Total permanent positions ..............00 80,176 79,148 78,926 
... 1,029 1,079 1,110 Unfilled positions, end Of year...........sssssssssss —4,527 —1,897 = —-1,92 
GS-11... 353 388 406 - 
Total permanent employment, end of 
6 6 6 WS Re 75,649 77,251 ‘169% 
360 395 410 re : 
37 37 36 
334 359 372 
295 329 340 
is po a HUMAN DEVELOPMENT SERVICES 
351 356 370 HuMAN DEVELOPMENT 
142 144 149 5 = 
8 8 8 1979 1980 1981 
9 2 3 actual est est 
TON PA eat Oe ee 4822 5,072 ~—«5,242-~—«~Executive level Iv........ 1 1 
———— —— Executive level V 1 1 Es 
Grades established by act of July 1, 1944000 a oe 
(42 USC. 207): SU as hcotiae tA " 2 Be ate 
Director grade, $20,936 to $36,170........ 21 21 21 ——. _s =i 
Senior grade, $16,748 to $29,510... 19 19 19 BSB nnrnrnrnnnnennnn 2 
Full grade, $14,118 to $24,680... 20 20 20 SM eernnnnnnnnennnnnnnn 3 ; 
Senior assistant grade, $13,119 to a ] na 
ROTA eM tas 18 19 19 GS/GM-15. 152 7 
Assistant grade, $11,436 to $15,832...... 2 2 GS/GM-14. a= = 2 
= oe = ree. 360 215 a 
RON sicisseist etek mcrae ulaneeacs 80 81 81 GS-12... 324 261 269 
pF GS-11... 153 126 129 
RNIN tio eas aa ’ 
ngra agit a 2 ° ’ ’ 
Total permanent positions ..........:.0. 4,933 5,184 5,354 138 116 " 
Unfilled positions, end of year... =0Rr a8) AGT 29 6 th 
— ee 121 go 8 6@ 
Total permanent employment, end of 123 90 3 
4,571 4,997 5,187 179 145 14 
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Subtota 


Total, pern 
Unfilled positit 


Total. ps 
year 


fiecutive level 
tsecutive level 





PERMANENT POSITIONS—DEPARTMENT OF HEALTH AND HUMAN SERVICES 


SALARIES AND EXPENSES 


1979 1980 
actual est 


94 74 
49 
21 


Subtotal 


Total, permanent positions 
\nfiled positions, end of year....... 


Total permanent employment, end of 


DEPARTMENTAL MANAGEMENT 


SALARIES AND EXPENSES 


1979 1980 
actual est 


BNO Vac esscsssvcovssusaseicadaresSiciseasodess 1 ] 
feecutive level III i 1 1 


1981 
est 


78 
51 
28 


1,595 


1,597 
3 


1,560 


1981 
est 


Executive level IV..... 


Executive level V 


Subtotal 


Subtotal 


GS-18 
GS-17 
GS-16 
GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-10 
GS-9 
GS-8 


SALARIES AND EXPENSES 


1979 
actual 


1980 
est 


_ 1027 
SALARIES AND EXPENSES 


1979 1980 1981 
actual est est 
633 467 489 
502 372 388 
749 554 
502 372 


Subtotal 


Grades established by act of July 1, 1944 
(42 U.S.C. 207) 


Director grade, $18,547 to $32,040 
Senior grade, $14,836 to $26,143 
Full grade, $12,506 to $21,863 


Subtotal 
Ungraded. 


Total permanent positions 
Unfilled positions, end of year 


Total permanent empioyment, end of 
year 





DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Parip From Funps AVAILABLE TO SAL- 
ARIES AND EXPENSES, DEPARTMENT OF Hous- 
ING AND URBAN DEVELOPMENT AND THE 
WorkING CaPITAL FuND = 





1979 | 1980 1981 
actual est. est. 





Executive level |........cccscssssessessssssensnsnsees ‘ 
Executive level Ill 
Executive level IV 


brecutive | 
£S-4 
Subtotal -3 

Bl 


Subt 


(/0M-1 
w/0N-1 
(/0N-1 
0-2 
ll 
0 
na) 

4 

7. 

RS 


S-4 


Subtotal ..... 
Ungraded. 


Total permanent positions . 
Unfilled positions, end of year. 


Total permanent employment, end of 


16,101 15,956 





LAND AND WATER RESOURCES 
BuREAU OF LAND MANAGEMENT 


CONSOLIDATED SCHEDULE OF PERMANENT POSI- 
TIONS PAID FROM FUNDS AVAILABLE TO THE 
BUREAU OF LAND MANAGEMENT 





1979 1980 1981 
actual est est 





fhecutive level V.. 


ngraded.......... 
Total permanent positions ... 
infled positions, end of year 


Total permanent employment, end of 





WATER AND Power RESOURCES SERVICE 


CONSOLIDATED SCHEDULE OF PERMANENT POSI- 
TIONS PAID FROM FUNDS AVAILABLE TO THE 
WATER AND POWER RESOURCES SERVICE 





1979 1980 1981 
actual est est 





707 
406 
592 
405 
129 


DEPARTMENT OF THE INTERIOR 


1980 1981 
est. est. 


Subtotal 


Grades established by authority in section 
625(d)(1) of Foreign Assistance Act 
of 1961, as amended, and Executive 
Order 11637, December 22, 1975: 


FC-12, $40,775 to $50,112 
FC-11, $34,270 to $45,719 
FC-10,°$29,375 to $38,186......... 
FC-9, $24,635 to $32,312 
FC-4, $13,925 to $18,319 


Subtotal ... 
Ungraded. 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


OFFICE OF WATER RESEARCH AND TECHNOLOGY 
SALARIES AND EXPENSES 


1979 1980 1981 
actual est est 


ne ; 1 
ES-5 a 1 
ES-4.... 4 


Subtotal 


GS/GM-15 

GS/GM-14 

GS/GM-13 

GS-12............ 

GS-11 

GS-10 

GS-9 

GS-8 

GS-7 

GS-6 

GS-5 

GS-4 

GS-3 
Subtotal 


Grades established by authority in section 
625(d)(1) of Foreign Assistance Act 
of 1961 
FC-13, $47,540 to $50,112 
FC-12, $40,775 to $50,112. 
FC-5, $15,422 to $20,099... 


Subtotal. 


Total permanent positions .. 
Unfilled positions, end of year... 


Total permanent employment, 
FONE Sais crceseses ae 


FISH AND WILDLIFE AND PARKS 


HERITAGE CONSERVATION AND RECREATION 
SERVICE 


CONSOLIDATED SCHEDULE OF PERMANENT POSI- 
TIONS PAID FROM FUNDS AVAILABLE TO THE 
HERITAGE CONSERVATION AND RECREATION 
SERVICE 


1979 1980 1981 
actual est est 


ES-6 
ES-5 
ES-4 


Subtotal 


GS-16 
GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5 
GS-4 
GS-3 
GS-2 


Subtotal 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
Wu 2 


Unirep States FisH AND WILDLIFE SERVICE 


CONSOLIDATED SCHEDULE OF PERMANENT POSI- 
TIONS PAID FROM FUNDS AVAILABLE TO THE 
FISH AND WILDLIFE SERVICE 


1979 1980 1981 
actual est est 





Executive level V 
ES-5 
ES-4 
ES-2 
ES-1 


Subtotal 


GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-10. 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5 
GS-4 
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FISH AND WILDLIFE AND PARKS — 
Continu 


Unrrep States Fish AND WILDLIFE SERVICE— 
Continued 





‘1979 1980 1981 
actual est. est. 





14 
4 
561 


5,442 


Total permanent positions 


Unfilled positions, end of year —300 


Total permanent positions, end of year. 5,088, 





NATIONAL PARK SERVICE 


CONSOLIDATED SCHEDULE OF PERMANENT POSI- 
TIONS PAID FROM FUNDS AVAILABLE TO THE 
NATIONAL PARK SERVICE 





1979 1980 1981 
actual est. est. 





GS/GM-16............. 
GS/GM-14 
GS/GM-13. 
GS-12... 

GS-11... 


Total permanent positions 
Unfilled positions, end of year... 


Total permanent employment, end of 





ENERGY AND MINERALS 
GEOLOGICAL SURVEY 


CONSOLIDATED SCHEDULE OF PERMANENT POSI- 
TIONS PAID FROM FUNDS AVAILABLE TO THE 
GEOLOGICAL SURVEY 





1979 1980 1981 
actual est. est. 





Executive level Vio... 


6S-S.... 
ES-4 
ES-3.. 
ES-2.... 


Subtotal 


GS-17. 
GS-16. 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 198} 


1979 1980 1981 
actual est. est. 


501 489 493 
699 700 704 


Subtotal 


Grades established by the Administrator, 
Agency for International Development 
(75 Stat. 450): 


FC-13, $47,540 to $50,112 
FC-12, $40,775 to $50,112 
FC-11, $34,270 to $45,719 
FC-10, $29,375 to $38,186 
FC-9, $24,635 to $32,312 
FC-8, $20,747 to $26,847 


Subtotal 
Ungraded... 


Total permanent positions................... 
Unfilled positions, end Of year................0000« 


Total permanent employment, end of 





OFFICE OF SURFACE MINING RECLAMATION AND 
ENFORCEMENT 


CONSOLIDATED SCHEDULE OF PERMANENT POSI- 
TIONS PAID FROM FUNDS AVAILABLE TO THE 
OFFICE OF SURFACE MINING RECLAMATION 
AND ENFORCEMENT 





1979 1980 1981 
actual est. est. 





Executive level V. 


NU scinanscinsncsSeipdnsndedeinagih 


GS/GM=15....cssssssseeeeees ; 
ON sic ansdeeoieberersiesotit 
GS/GM-13. 

Ds ssstessssis 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment end of 


BUREAU OF MINES 


CONSOLIDATED SCHEDULE OF PERMANENT Pog. 
TIONS PAID FROM FUNDS AVAILABLE TO THE 
BUREAU OF MINES 


1979 1980 198] 
actual est. est 





Executive level V. 


GS/GM-165...........0. 
GS/GM-14............05 
GS/GM-13. 


Sebati casas scoee 


Ungraded 


Total permanent positions........... 
Unfilled positions, end Of year............:....0000 : 


Total permanent employment, end of 


WI sat thsconcnsccsonnts 5; 2,537 


INDIAN AFFAIRS 
BuREAU OF INDIAN AFFAIRS 


CONSOLIDATED SCHEDULE OF PERMANENT POSI- 
TIONS PAID FROM FUNDS AVAILABLE TO THE 
BUREAU OF INDIAN AFFAIRS 


1979 1980 198] 
actual est et 





Subtotal 


83 

824 

545 

1,150 

2,086 

480 

10 

2.482 2467 


13,493 13,417 





PERM 


GS/GM-15 
S/GM-14 
(S/0M-1: 


0B 12 


§-1l 
S-1 
9 
8 


7 


Bs 


5 
4 
3 


\ngraded 


Subte 


Total 
Unfilled po: 


Total 
ye 


"EAR 1981 § ppRMANENT POSITIONS—DEPARTMENT O 








1979 1980 
actual est. 


1981 
NENT POsI- a 


ILE TO THE 








13,389 
— 1,084 


13,514 13,438 


— 1,039 


Total permanent positions 
inflled positions, end of year....... 3 


Total permanent employment, end of 


DN od dances rep onshinstaeciek . 12,440 


12,399 12,305 


TERRITORIAL AFFAIRS 


(oNSOLIDATED SCHEDULE OF PERMANENT Posi- 
mioNS Paip From Funps AVAILABLE TO TER- 
RITORIAL AFFAIRS 


1979 1980 1981 


actual 


I nieiseesaoe 
-4.... 

1. 

6 

5. 

(S-4 

\ngraded...... 


Subtotal ..... 


Total permanent positions.......... 


NENT POSI- § nied positions, end of year 


BLE TO THE 


Total permanent employment, end of 
eee ae 136 


1980 1981 
est. est 


824 


1,150 
2,086 
480 
10 
2,467 


13,417 


— 
— —= 


SECRETARIAL OFFICES 
OFFICE OF THE SOLICITOR 


SALARIES AND EXPENSES 


1979 1980 
actual est. 


Executive level IV 
ES-5 

ES-4.. 

ES-3 

ES-2 

ES-1 


Subtotal 


GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5 
GS-4 
GS-3 


Subtotal 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


OFFICE OF THE SECRETARY 


CONSOLIDATED SCHEDULE OF PERMANENT POSI- 
TIONS PAID FROM FUNDS AVAILABLE TO THE 


1980 1981 
est. est. 


1979 
actual 


Executive level | l l 


1031 








1979 1980 1981 
actual est est 





Executive level Il! 
Executive level IV 
Executive level V 


Subtotal 


Subtotal 


GS-17 
GS-16 
GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-10 
GS-9 
GS-8 

GS-7 
GS-6 
GS-5, 
GS-4 

GS-3 
GS-2 


Subtotal 


Ungraded. 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 





GENERAL ADMINISTRATION 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Paip From Funps AVAILABLE TO GEN- 
ERAL ADMINISTRATION 





1979, 1980 1981 
actual est. est. 





EOENG MOG Yoana Sessesesivnsssccsscssconisvevtarhnies 
Executive level I 

Executive level Ill....... 

Executive level IV. 


Subtotal 


GS/GM-15... 
GS/GM-14... 
GS/GM-13... 


Ungraded 


Total permanent positions..................... 
Unfilled positions, end of year 


Total permanent employment, end of 





U.S. PAROLE COMMISSION 


SALARIES AND EXPENSES 





1979 1980 
actual est. 





DEPARTMENT OF JUSTICE 





1979 1980 1981 
actual est. est. 





16 
27 
21 


Total permanent positions... 
Unfilled positions, end of year 


Total permanent employment, end of 





LEGAL ACTIVITIES 


CONSOLIDATED SCHEDULES OF PERMANENT Po- 
sITIONS Pain From FuNps AVAILABLE TO 
LEGAL ACTIVITIES 





1979 1980 1981 
actual est. est. 





| 
Executive level IV 


NES i Sonsdtvtwlens : 


ES-5... 


GS/GM=15........ccsssssseeee 
GS/GM-14. 


Total permanent positions 
Unfilled positions, end of year 


10,398 





FEDERAL BUREAU OF INVESTIGATION 


SALARIES AND EXPEN 


SES 





1979 
actual 


1980 198] 
est est 





Executive level Il 
Executive level IV............. 
Executive level V........cssccss , 


II scene Secessenee : 


575 
300 
1,325 
1,250 
2,600 
2,280 
2,150 
342 


Subtotal settinisdionon sa 19,759 


NPIS ovindosavnresseocoinousn 


Total permanent positions .. 
Unfilled positions, end of year..... 


Total permanent employment, end of 
WINE sisapcrsscagactcneesetee 


599 

300 
1,275 
1,250 
2,860 
2,316 
2,267 


19,621 


18,674 





IMMIGRATION AND NATUR 
SERVICE 


SALARIES AND EXPEN 


1979 
actual 


ALIZATION 


SES 


1980 1981 
est est 





Executive level IV............:..000 ; 
ES-5.... 


MUI cccncsssinccsosassicns ; 


GS/GM-16... 
GS/GM-14... 
GS/GM-13... 





Sub 


Grades € 
No. 2 
SR-16 


Ungraded 


Tot 
Unfilled 


DRU 


ecutive 
brecutive 


Su 


S-18 
($-17, 
(S-16 
(S/GM- 
S/GM- 
($/GM- 
($-12 
S11 
(S-10. 
(8-8 
($-8 
$-7 
S-6 
(8-5 
S-4 
NS 
S-2 


Su 


IGATION 


ZATION 


PERMANENT POSITIONS—DEPARTMENT OF JUSTICE 


1979 1980 
actual est. 


1981 
est 








ono 


(yades established by reorganization plan 
No. 2 of 1973, comparable to GS grades: 
SR-16...... spoeaseraalaieniaiias 


Ungraded... 


Total permanent positions .................s00 
Unilled positions, end Of year...............ssseses0 


Total permanent employment, end of 


29 
4 


10,715 


165 195 


10,997 
—1,270 


10,943 
— 498 


10,445 


1979 1980 1981 
actual est est 


Grades established by reorganization plan 
No. 2 of 1973, comparable to GS 
grades: 


SR-18........ 
SR-16 


Subtotal 
Ungraded. 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 





DRUG ENFORCEMENT ADMINISTRATION 


SALARIES AND EXPENSES 





1979 1980 
actual est. 





ecutive level Ill 
PRIN Ws csccsscccipuucsscaspsanansecsiasenosn . 


Subtotal 


Subtotal ....... Tisijratelaemicuatiwnas ; 


FEDERAL PRISON SYSTEM 


CONSOLIDATED SCHEDULE OF PERMANENT PoOsI- 
TIONS Pain From FuNps AVAILABLE TO THE 
FEDERAL PRISON SYSTEM 


1980 1981 
est est 





ES-6 
ES-4 
ES-3.. 


Subtotal 


GS/GM-15 
GS/GM-14... 
GS/GM-13 
GS-12 
GS-11....... 
GS-10 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5 
GS-4... 
GS-3 


Subtotal 


Ungraded 


1033 


1979 1980 1981 
actual est est. 


Total permanent positions 
Unfilled positions, end of year 


10,585 
—1,119 


10,518 
—382 


10,433 
—359 


Total permanent employment, end of 
year ; a 9,466 


OFFICE OF JUSTICE ASSISTANCE, 
RESEARCH, AND STATISTICS 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Pain From FuNpDs AVAILABLE TO THE 
OFFICE OF JUSTICE ASSISTANCE, RESEARCH, 
AND STATISTICS 


10,136 10,074 





1979 1980 1981 
actual est. est. 


Executive level Ill 
Executive level IV... 
Executive level V... 


Subtotal 


ES-4 
ES-2 


Subtotal 


GS-18 
GS-17 
GS-16 
GS/GM-15 
GS/GM-14... 
GS/GM-13 
GS-12 
GS-11 
GS-9 
GS-8. 
GS-7 
GS-6. 
GS-5. 
GS-4 
GS-3 


Subtotal 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
yea ......... 








EMPLOYMENT AND TRAINING 
ADMINISTRATION 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Paip From Funps AVAILABLE TO THE 
EMPLOYMENT AND TRAINING ADMINISTRA- 
TION 





1979 1980 1981 
actual est. est. 





Subtotal .. 


GS-17... 
GS-16.... 


Subtotal 


Total permanent positions ... 
Unfilled positions, end of year 


Total permanent employment, end of 





LABOR-MANAGEMENT SERVICES 
ADMINISTRATION 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Parip From FuNnps AVAILABLE TO THE 
LABOR-MANAGEMENT SERVICES ADMINISTRA- 
TION 





1979 1980 1981 
actual est. est. 





Executive level IV 
Executive level V 


Subtotal 


ES-5.. 
ES-4.. 
ES-3.. 
ES-1.. 


GS/GM-15. 
GS/GM-14. si 


1034 


DEPARTMENT OF LABOR 





1979 1980 
actual est. 





348 
56 
1 
21 
14 
55 
104 
139 


Subtotal 


Total permanent positions... 
Unfilled positions, end of year. 


Total permanent employment, end of 





EMPLOYMENT STANDARDS 
ADMINISTRATION 


SALARIES AND EXPENSES 





1979 1980 
actual est. 





Executive level IV 
Executive level V...........sssssssssssssssssssssssssssees ; 


Subtotal 


GS/GM-15. 
GS/GM-14... 
GS/GM-13. 


Unfilled positions, end Of yeaF.................000 —575 -8 — 


Total permanent employment, end of 


4,991 5,263 5,027 





OCCUPATIONAL SAFETY AND HEALTH 


ADMINISTRATION 


SALARIES AND EXPENSES 





1979 1980 198] 


actual est est 





Executive level IV. 


Total permanent positions 
Unfilled positions, end of year.... 


Total permanent employment, end of 





MINE SAFETY AND HEALTH 
ADMINISTRATION 


SALARIES AND EXPENSES 





1979 1980 
actual est. 





Executive level IV 
ES-5.. 
ES-4.. 
ES-3.. 
ES-2.. 


GS/GM-15. 
GS/GM-14. 
GS/GM-13. 
GS-12... 1,334 
809 
3 
150 
29 





Subtota 


Total pe 
(ofiled positi 


Bi 


Consol 
TION! 
Bur! 


PERMANENT POSITIONS—DEPARTMENT OF LABOR 


1035 





1979 1980 1981 
actual est. est. 


125 133 128 


200 204 
261 265 
227 

30 

20 


1979 1980 198] 
actual est est 


Total permanent positions............. 
Unfilled positions, end of year.......... 


Total permanent employment, end of 





Total permanent positions .... 
(nflled positions, end of year 


Total permanent employment, end of 





BUREAU OF LABOR STATISTICS 


(CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
mloNS Parp FRoM FuNDS AVAILABLE TO THE 
BUREAU OF LABOR STATISTICS 


1979 1980 1981 
actual est. est 





DEPARTMENTAL MANAGEMENT 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Pain From Funps AVAILABLE TO De- 
PARTMENTAL MANAGEMENT 


1979 1980 1981 
actual est est 





Executive level | 

Executive level Ill 
Executive level IV 
Executive level V.. 


Subtotal . 


ES-6 
ES-5 
ES-4 
ES-3 
ES-1 


Subtotal 


GS-18 
GS-17 
GS-16 
GS/GM-15 
GS/GM-14 
GS/GM-13...... 
GS-12... 
GS-11 
GS-10 
GS-9 
GS-8. 
GS-7 
GS-6.. 
GS-5. 
GS-4 
GS-3... 
GS-2 


Subtotal.......... 


1980 1981 
est. est. 





Grades established by the Administrator for 
International Development: 
FC-13...... cincieieai 


Subtotal ....... 
Ungraded. 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year........ i 





PENSION BENEFIT GUARANTY 
CORPORATION 


PENSION BENEFIT GUARANTY FUND 


1979 1980 1981 
actual est est 


Executive level V 
GS-18 
GS-17 
GS-16 
GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-10 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5 
GS-4 
GS-3 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year ; 








ADMINISTRATION OF FOREIGN 
AFFAIRS 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est. 





Executive level | 1 
Executive level II 23 
Executive level Il 

Executive level IV 

Executive level V 


Subtotal 


Subtotal 


Grades established by the Foreign Service 
Act of 1946 (22 U.S.C. 801-1160): 


Foreign Service officer: 


Foreign Service staff: 
Bap PsI ksiccseansciecsomsbicioes oso 
ee 
FS-3.... 


DEPARTMENT OF STATE 





1979 1980 
actual est. 


1981 1979 
est. actual 





306 306 
519 516 
525 


112 
26 


Subtotal 


Grades established by the Secretary of State 
comparable to GS grades: 


GG-2.... 
Subtotal 


Ungraded: 
Wage board eMployees...............svvssssesssese 46 
Local employees. : 10,257 


Subtotal 10,303 


Total permanent positions 22,216 
Unfilled positions, end of year. —1,041 —832 


Total permanent employment, end of 
21,175 20,815 


311 


Subtotal 


Foreign Service Staff: .. 


Ungraded (local employees) .... 


Total, permanent positions... 
Unfilled positions, end of year 


Total, permanent employment, end of 
Waconia ets 


WorKING CapiTAL FuND 





1979 1980 
actual est. 





ACQUISITION, OPERATION, AND MAINTENANCE 


or BuILpINGs ABROAD 





1979 1980 
actual est. 


1981 
est. 





SSP MNETA Cassis seascapes tebisectectin 


GS/GM-13 

MRP isscotanini sours 
eM iu Siitonnty 
RMN se iass eget 
BD canssssixec 
BG oscar 
GS-5. 

GS-4... 


NIN isielonniskisieniaiteinienditoominaii 


Grades established by the Foreign Service 
Act of 1946 (22 U.S.C. 801-1160) 


Foreign Service officer: 


SUDUORA on. scecsssssssscsee 


Grades established by the Foreign Service 
Act of 1946 (22 U.S.C. 801-1160): 


Foreign Service officer: 


Foreign Service Reserve officer 
FR-2.... 
FR-3... 
FR-4.... 
FR-5.... 
FR-6.... 
FR-7.... 





Foreign 
FS-3 
FS-4 
FS-8 


Su 


Ungraded: 
Wage-bo 
Local err 


Subto 


Total 
\nfilled pos 


Total 
ye 


brecutive | 
ecutive | 
Brecutive | 
brecutive | 


Subte 


Grades est 
comp 
66-15 
G6-14 
GG-13 
G6-12 
G6-11 
66-10 
66-9 
66-8... 
GG-7 
66-6 
GG-5. 
GG-4 
06-3 
(6-2. 


S 


Grades. eg 
Act 


Foreign 
F0- 


Foreign 
FR- 
FR- 


PERMANENT POSITIONS—DEPARTMENT OF STATE 

















1979 1980 
actual est. 


1981 
est 





OEE eae : 
MI cassettes Sceceesosecdescaaes ‘ 


Foreign Service Staff: 
§-3...... 


Ungraded: 
Wage-board employees 
Local employee 


Subtotal 


Total permanent positions ... 
(filed positions, end of year 


Total permanent employment end of 





INTERNATIONAL ORGANIZATIONS AND 
CONFERENCES 


Missions TO INTERNATIONAL ORGANIZATIONS 





1979 1980 1981 
actual est est 


trecutive level II 

ecutive level III. 
brecutive level IV... 
brecutive level V... 


I iii sara 


Grades established by the Secretary of State, 
comparable to GS grades: 


G6-15.... 

GG-14... 

Nonsense: ne 
GG-11.... 

G6-10...... nes 
RE sassicseh cg 

GG-4 

scsi 


Grades established by the Foreign Service 
Act of 1946 (22 U.S.C. 801-1160) 


Foreign Service officer: 
BE Rts iitesscoiscss 
7 ER 
Be Sisereccess 
UW soruttsivaci 
| eee 
0-6. 


Subtotal 


Foreign Service Reserve officer 
Se 
Be sisssiss 
FR-3...... 
FR-4.. 
FR-5... 
FR-6 
FR-7 


BO sc ccssccsssctacccssinisoe 





1979 
actual 


1980 
est 


1981 1979 1980 1981 
est actual est est. 


GG-3 s 


Foreign Service staff i 
Ungraded (wage board employees) 


FS-4 
FS-5 
FS-6 
FS-7 
FS-8 
FS-9 


Total permanent positions 
Unfilled positions, end of year. 


Total permanent employment, end of 


year 
Subtotal 
Ungraded: 


Wage board employees 
Local employees. 


AMERICAN SECTIONS, INTERNATIONAL 
CoMMISSIONS 


Subtotal 1981 
est. 


1979 1980 
actual est 


Total permanent positions 


Unfilled positions, end of year. Executive level IV 1 


Grades established by the Secretary of State, 
comparable to GS grades 


GG-15 
GG-14 
GG-13 
GG-12 
GG-11 
GG-9 
GG-8 
GG-7 
GG-6 


Total permanent employment, end of 





INTERNATIONAL COMMISSIONS 


INTERNATIONAL BOUNDARY AND WATER 
CoMMISssION, UNITED STATES AND MEXxIco 


SALARIES AND EXPENSES 


1979 1980 1981 
actual est est 


Total permanent positions 
Unfilled positions, end of year 


Grades established by the Secretary of State, Total permanent employment, end of 
comparable to GS grades: year 27 32 32 


GG-18 grrgas, hea es — ——— 
GG-16.. 
GG-15 
= OTHER 
GG-13 
66-12 MIGRATION AND REFUGEE ASSISTANCE 
66-11... Saseilioas 6 ce es 
GG-10.... 1979 1980 
66-9... JER = ant a a 
a 
GG-7 
GG-6 
GG-5 
GG-4 
GG-3 
GG-2 

Ungraded (wage-board employees) 


1981 
est 


Executive level IV l 
GS-14 
GS-13 
GS-12 
GS-11 
GS-10 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5, 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


Subtotal 


Grades established by the Foreign Service 
Act of 1946 (22 USC 801-1160) 
Foreign Service officer 
FO-1 
1981 F-2 
est FO-3 
FO-4 
FO-5 


(me 


CONSTRUCTION 


1979 1980 
actual est. 


Grades established by the Secretary of State, 
comparable to GS grades 


GG-15 
GG-14 
GG-13 
GG-12 
GG-11 
GG-10 
GG-9 
GG-8 
GG-7 
GG-6 
GG-5 
GG-4.. 


Subtotal 


Foreign Service Reserve officer 
FR-2 
FR-3 
FR-4 
FR-5 
FR-6 


Subtotal 


Foreign Service Staff 
FS-4... 








1038 _ 


OTHER —Continued 


MIGRATION AND REFUGEE ASSISTANCE— 
Continued 


1979 1980 1981 
actual est est 


orate l 
FS-6 3 
FS-8 


Subtotal 


Ungraded (local employees) ......:.csorsnssntn Cons 


Total permanent positions spose OF 
Unfilled positions, end of year... ewe sae sha oa 


Total permanent employment, end of 
year....... / 


frecutiv 
trecutiv 
Executiv 


Su 


fS-6 


Ungrad 


1 
Unfille 





YEAR 19 


OFFICE OF THE SECRETARY 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Paip From Funps AVAILABLE TO THE 
OFFICE OF THE SECRETARY 





1979 1980 1981 
actual est est 





frecutive level |... 
frecutive level Il... 
frecutive level IV 


Subtotal 


NTU chases tes eansseinipdasinn . 


Total permanent positions 
Unfilled positions, end of year............socceue 


Total permanent employment, end of 





COAST GUARD 


CoNSOLIDATED SCHEDULE OF PERMANENT PostI- 
TIONS Paip From Funps AVAILABLE TO THE 
Coast GUARD 


1979 1980 1981 
actual est. est 


IN iccscinrso 5 4 
Noe eenscscenseron l 
DE nsrcncnsihaet 33 
OS/GM=14........ pc 107 
OS/GM~ 13. cease 

Be acres 

G-11...... 

(S-10...... 

GS-8... 

6-8. 





DEPARTMENT OF TRANSPORTATION 


1979 1980 1981 
actual est. est. 


1979 1980 
actual est. 





GS-6....... . eesisasaliipoobult 243 244 244 
GS-5 pisos ae ener 789 197 801 
GS-4 aad ene 607 610 615 
GS-3 159 159 159 
GS-2...... F ee : 3 3 3 
GS-1 4 4 4 


Positions established by the Commandant of 
the Coast Guard: Academy faculty, 


$13,842 to $41,760. 40 


Subtotal 4,279 


2,583 


Ungraded. 
6,862 
— 584 — 505 


Total permanent positions 
Unfilled positions, end of year............. 


Total permanent employment, end of 
year canna ; 


6,278 6,352 


FEDERAL AVIATION ADMINISTRATION 


CONSOLIDATED SCHEDULE OF PERMANENT PoslI- 
TIONS Paip From Funps AVAILABLE TO THE 
FEDERAL AVIATION ADMINISTRATION 


1979 1980 1981 
actual est est 





Executive level Il. 
Executive level IV.. 


Grades established by Public Law 85-726, 
Executive level, $50,112 i 


Subtotal 


ES-4 
ES-2 
ES-1.. 


Subtotal ... 


GS-16 
GS/GM-16........ 
GS/GM-14. 
GS/GM-13 
GS-12 

GS-11 
GS-10 2,533 2,646 
GS-9 cease - 3,079 2,965 
GS-8 265 256 
GS-7 3,089 2,704 
GS-6 1,119 1,101 
GS-5. 2,272 2,201 
GS-4 ethno 1,076 1,031 
a sassatcritnctoceen i 194 188 
GS-2 , — 22 12 
GS-1 Seton j , 2 


2,063 
9,624 
9,036 
11,128 
9,495 


9,869 
9,461 
10,988 
9,488 


54,995 


Subtotal ... 


Grades established by the Canal Zone civilian 
personnel policy coordination board: 


NM-15, $46,957 to $50,112... 

NM-14, $39,920 to $50,112....... 
NM-13, $33,781 to $43,914..... 
NM-12, $28,408 to $36,926... 

NM-11, $23,703 to $30,813 

NM-10, $21,574 to $28,043................ : 


NM-9, $19,590 to $25,468...... 

NM-8, $17,736 to $23,056... 

NM-7, $16,014 to $20,816. 

NM-6, $14,411 to $18,737 

NM-5, $9,664 to $12,247........... ; 
NM—4, $8,898 to $11,266... econo 


Subtotal 


Grades established by the Administrator, 
Agency for International Development 
(22 U.S.C. 2385(d)) 


FC-13, $47,540 to $50,112 
FC-12, $40,775 to $50,112... 
FC-11, $34,270 to $45,719 
FC-10, $29,375 to $38,186 
FC-9, $24,635 to $32,312........ 


Subtotal 
Ungraded... 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 


year... 54,444 55,543 


FEDERAL HIGHWAY ADMINISTRATION 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Parp From FuNpDS AVAILABLE TO THE 
FEDERAL HIGHWAY ADMINISTRATION 





1979 1980 1981 
actual est. est. 





Executive level Il 
ES-6. 
ES-4 
ES-3 
ES-2 


Subtotal 


GS/GM-15. 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11......... 
GS-10 
GS-9 
GS-8 
GS-7 
HO. 
GS-5.......... 
GS-4 
GS-3 
GS-2 


Subtotal 


Grades established by the Administrator; 
Agency for International Development: 
FC-12, $40,775 to $50,112... ..cssesse 
FC-11, $34,270 to $45,719... ccscssone 
FC-10, $29,375 to $38,186 


Subtotal .... 
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FEDERAL HIGHWAY ADMINISTRATION— 
Continued 


CONSOLIDATED SCHEDULE OR PERMANENT PosI- 
TIONS Pain From Funps AVAILABLE TO THE 
FEDERAL HIGHWAY ADMINISTRATION— 
Continued 





1980 1981 
est. est. 


Ungraded. 39 


Total permanent positions.................000» 4,414 
Unfilled positions, end of year —237 


Total permanent employment, end of 
4,177 





NATIONAL HIGHWAY TRAFFIC SAFETY 
ADMINISTRATION 


OPERATIONS AND RESEARCH 


1979 1980 1981 
actual est est. 


Executive level Ill 

ES-5..... . Fcssstntessboomasaaen 
BOM fess sicseendncsomsvines 

Be cscsstioadeosianosine 

aia ccoarciaees 

ES-1. 


BN sai tess aiessthaeshessccsveesaies 


GS/GM=15.....-...000 : Sraeassensl 
RPI sce sieesi sashes sotagbopignssesnni 
GS/GM-13 
GS-12..... 
GS-11....... 


Subtotal .... 


Grade established by the Secretary of Trans- 
portation, comparable to GS grades 


AD-17 
AD-12......... 


Subtotal 
Ungraded................ 


Total permanent positions ..... 
Unfilled positions, end of year 


Total permanent employment, end of 
year...... ra ; 


FEDERAL RAILROAD ADMINISTRATION 


CONSOLIDATED SCHEDULE OF PERMANENT Post- 
TIONS Paip From Funps AVAILABLE TO THE 
FEDERAL RAILROAD ADMINISTRATION 


1979 1980 198] 
actual est. est 


Executive level Ill... ‘ dati l 1 1 


1979 1980 1981 
actual est est. 


APPENDIX TO THE BUDGET FOR FISCAL 198] 


SAINT LAWRENCE SEAWAY 
DEVELOPMENT CORPORATION 





Subtotal 


DONG. os ctoncll deeos. 
GS/GM-15. 

GS/GM-14... .sssscrssenecsnees 
GS/GM-13... 


Subtotal «0... 
Ungraded. 


Total permanent positions 
Unfilled positions, end of year...... 


Total permanent employment, end of 


URBAN MASS TRANSPORTATION 
ADMINISTRATION 


URBAN Mass TRANSPORTATION FUND 


1979 1980 1981] 
actual est. est 


Executive level Il 
ES-5 
ES-4 
ES-3 
ES-2 


Subtotal 


GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12. 
GS-11 
GS-10 
GS-9. 
GS-8... 
GS~7......... 
GS-6..... 
GS-5 
GS-4. 
GS-3 
GS-2. 


Subtotal 
Ungraded. 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end 
of year......... — 


1979 1980 198] 
actual est est 


Executive level IV 
Beebe niinncridcen 


Guta na aasssacessssees 


OG sssttisses sistas 
GS/GM-15 

GS/GM-14 

GS/GM-13 

GS-12... iscsi 
a cccartpccrvsintcs 


GS-3...... 
Ungraded...... 


Subtotal 


Total permanent positions 
Unfilled positions, end of year........ 


Total permanent em 


RESEARCH AND SPECIAL PROGRAMS 
ADMINISTRATION 


RESEARCH AND SPECIAL PROGRAMS 


1979 1980 1981 
actual est est 


Executive level IV 
ES-6.... 

ES-5 

ES-4 

ES-3 


Subtotal. 


GS/GM-15. 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-10 
GS-9 
GS-8.. 
GS-7....... 
GS-6. 
GS-5, 
GS-4 
GS-3 
GS-2 ‘ 
Ungraded 


Subtotal ... 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year , 





GSs- 
Ungr 


Unfil 


AL 1981 


PERMANENT POSITIONS—DEPARTMENT OF TRANSPORTATION 


OFFICE OF THE INSPECTOR GENERAL 


SALARIES AND EXPENSES 


1980 1981 
estimate —_ estimate 


1 1 
6 6 
41 41 
45 45 
129 129 


o=_ 1 
Socweoonm lin 


— @ 


6S-2........ 
Ungraded. 


Total permanent positions..... 
Unfilled positions, end of year........... 


Total permanent employment, end of 





310-100 0 - 80 - 66 





DEPARTMENT OF THE TREASURY 


OFFICE OF THE SECRETARY INTERNATIONAL AFFAIRS 1979 1980 1981 


ScHEDULE OF PERMANENT PosITIONS PAID 1979 1980 1981 actual est. est 
From Funps AVAILABLE TO THE OFFICE OF actual est. est. 
THE SECRETARY FOR SALARIES AND EXPENSES 
AND THE WoRKING CAPITAL FUND Direct program: Subtotal 
1979 1980 1981 a sa 8 GS/GM-15 
actual est. est. f D 4 68/GM-14.... 








I ccs dibstrrotoetsesestarctnicteoosaes 3 








Direct program: 
Executive level | 
Executive level Il... 
Executive level Ill 
Executive level IV 


Executive level V 
GS/GM-14... 


Subtotal ; GS/GM-13 
GS-12. 
ES-6..... - GS-11. 
ES-4.... ms GS-10 
os GS-9......... 
GS-8......... 
I aoe lc apenas ; 

Reimburs 
6S/G 
S-1 
(S-1 

Total permanent employment, end of (S-1 

i (s-9 

(S-8 

PRIN is dsoss sane cachoskvaara vacovcisansescasenioss (S-7 

GS-6. 

Reimbursable program: 68-5, 
GS/GM-15... ; FEDERAL LAW ENFORCEMENT 

GS/GM-14... TRAINING CENTER 83 


GS-2 


Total permanent positions............ 
Unfilled positions, end of year 





Ungraded... 


SALARIES AND EXPENSES 


1979 1980 1981 
actual est. Tot 


Subtotal ot, , Unfile 


Grades established by the Foreign Service : 
Act of 1946 (22 U.S.C. 1 Tot 
01-1158): Sones ateeeniicaded aay Ly eee | 


FC-13, $47,540 to $50,112 
Subtotal FC-12, $40,775 to $50,112 
FC-11, $34,270 to $45,719..... 

Reimbursable program: FC-10, $29,375 to $38,186 
HIRT onnsccnssesccesanen ; 5 5 5 FC-9, $24,635 to $32,312... 
GS/GM-14... pet 7 1 7 FC-8, $20,747 to $26,847... 
GS/GM-13... FC-7, $18,694 to $24,477... 
FC-6, $17,137 to $22,043... 


Sut 


Ungraded... 


Subtotal .... 


Total permanent positions ...................»« 
Unfilled positions, end of year 


Total permanent employmen 
DIDI ccresesunsesststessccnvsiees 5 





OFFICE OF REVENUE SHARING 
SALARIES AND EXPENSES 





Total permanent positions Total permanent positions ..................00 


Unfilled positions, end of year. pod a a Unfilled positions, end of year...... 





Total permanent employment, end of Total permanent employment, end of 
WI sssecvisets cecttestecoecSegeasttoueat ; 








PERMANENT POSITIONS—DEPARTMENT OF THE TREASURY 


BUREAU OF GOVERNMENT FINANCIAL 
OPERATIONS 


SALARIES AND EXPENSES 


1979 1980 1981 
actual est est. 





Direct program: 


Subtotal 


Total permanent positions........ 
Unfilled positions, end of year 


Total permanent employment, end of 


CHRYSLER CORPORATION LOAN GUARANTEE 
PROGRAM 





1979 1980 1981 
actual est. est. 





(S/GM--14..... 
(S/GM-13...... 
(S-12... 


Total permanent positions... 
Unfilled positions, end of year.......... 


Total permanent employment, end of 
year 





BUREAU OF ALCOHOL, TOBACCO, AND 
FIREARMS 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est est 





Direct program: 
ES-5..... 
ES-4 
ES-3 isan . me 


GS-18 derndntnbi 
Ci TB eae 


I I a ccssssscsstossentesasssscsnsnsicc 
GS/GM-13. 


3,900 3,900 
Reimbursable program: 
GS/GM-13 


l 
1 
3 
8 
1 
1 
1 


a 


Subtotal........... 


Total permanent positions......... 
Unfilled positions, end of year... 


Total permanent employment, end of 
year ciebiseclbabctcoitaabasicig 


UNITED STATES CUSTOMS SERVICE 


SALARIES AND EXPENSES 


1979 1980 
actual est 


Direct program: 
ES-6... 
ES-4.......... 
ES-3....... 
ES-2 
ES-1 


Subtotal 


GS/GM-15 

GS/GM-14 

GS/GM-13 

GS-12... 

GS-11... vi 

Nacsa 

GS-9....... 

GS-8... ssesee spss 





GS-3 
GS-2... 
GS-1 
Ungraded . 


Subtotal 


Reimbursable program: 
GS/GM-15 
GS/GM-14. 
GS-13 
GS-12 


GS-9. 
GS-8 
GS-7 
GS-6. 
GS-5 
GS-4. 
GS-3. 
Ungraded 


Subtotal........... 


Grades established by the Administrator, 
Agency for International Develop- 
ment (75 Stat. 450) 


FC-12, $40,775 to $50,112 

FC-11, $34,270 to $45,719 ........c.so 
FC-10, $29,375 to $38,186 

FC-9, $24,635 to $32,312......... 


Subtotal 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end 
of year — 





MISCELLANEOUS PERMANENT ACCOUNTS 


1979 1980 1981 
actual est. est 


GS/GM-16....... 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-10 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5 
GS-4 
GS-3 
GS-2 
GS-1 
Ungraded 


Total permanent positions ..... 
Unfilled positions, end of year 


Total permanent employment, end of 


| eRe eee 354 





BUREAU OF ENGRAVING AND PRINTING 


BUREAU OF ENGRAVING AND PRINTING FUND 


1979 1980 1981 
est. est. 








1044 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 





BUREAU OF ENGRAVING AND 
PRINTING—Continued 


BUREAU OF ENGRAVING AND PRINTING FuND— 
Continued 


1979 1980 1981 
actual est. est 





Subtotdl............... : 


GS/GM-15... 
GS/GM-14... 
GS/GM-13....... 
PND ssc 

GS-11. 

RU drctessesin cestode 


Ungraded... 


Total permanent positions..... 
Unfilled positions, end of year 


Total permanent employment, end of 





BUREAU OF THE MINT 
SALARIES AND EXPENSES 





1979 1980 
actual est. 





Direct program: 
ES-4.... 
GS-18. 
GS/GM-15... 
GS/GM-14... 
GS/GM-13 


NE paid csteinaine 


Reimbursable program 
GS/GM-15 
GS/GM-14... 
GS/GM-13........ 
GS-12.......... 
GS-11... 
GS-10.......... 


Ns caieeaius 

GS-7 o...cscessceeee 

GS-6 

GS-5. 

GS-4 

NOt ssosiciasiniicsiesssicivin 
Ungraded............... 


Subtotal 


Total permanent positions......... 
Unfilled positions, end of year................. 


Total permanent emp! 
I cacitccecsnstnnnte 





BUREAU OF THE PUBLIC DEBT 


ADMINISTERING THE PUBLIC DEBT 


1979 1980 
actual est. 





SII :sssconvsesvwanisisses 


DS cisieccssettctersncraine : 
GS/GM-14... 
GS/GM=13........ssssssssssssessees 
GS-12... 
a 

GS-10... 

GS-9... 

GS-8... 

OE a cans 

BE a ssscesnecbbiboce 
6k. 
GS-4... 

GS-3... 

GS-2... 

GS-1... 

Ungraded 


cs caot scores scorcagincgovestereccss ‘ 


Total permanent positions .............00000 
Unfilled positions, end of year...... 


Total permanent employment, end of 





INTERNAL REVENUE SERVICE 


CONSOLIDATED SCHEDULE OF PERMANENT PoslI- 
TIONS Parip From Funps AVAILABLE TO THE 
INTERNAL REVENUE SERVICE 


1979 1980 1981 
actual est est 


Executive level Wa... 
Executive level Vu... cesses 


Subtotal 


Direct program 
ES-6...... 
ES-5 
ES-4 
ES-2 
ES-1 


Subtotal 


GS/GM-165........... 

GS/GM-14 : 2,503 
GS/GM-13 ; ; 7,961 
GS-12....... 8,904 9,061 
GS-11... J 10,462 10,439 
PRD  csescsgcnsv inna wctsipatas bist sosecsannt 365 365 
GS-9. Fiat nakaistcaasoiaticey 7,574 8,443 
GS-8......... conn wats 994 994 
GS-7......... ines 2 8,330 8,491 
RSG soasssictSaacscernin , 6,298 6,866 
GS-5 8,610 8,607 
GS-4 4 eee 10,951 10,845 
GS-3 pucacinveicied pssibeaboneas 3,118 3,118 
GS-2 

GS-1 


2,563 
8,043 


Subtotal ..........s0s00 76,922 


Reimbursable program: 
GS/GM-14 


1979 1980 198] 
actual est. est 


9 
18 
1 
32 


I assis ssinenesiicisnnstnsnvnrsnini 


Grades established by the Administrator, 
Agency for International Develop- 
ment: 


FC-13, $42,114 to $47,500.............. 
FC-12, $36,121 to $46,326............ 
FC-11, $30,357 to $40,501 


i cinccnscicaninninnnin 
MINN cated kes ovissvcesnvesteih Tbvacessinsitsassnsiacels 


76,206 
—3,775 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
OD icsicesiscscict site 


UNITED STATES SECRET SERVICE 


SALARIES AND EXPENSES 


1979 1980 198 
actual est est 


Direct program: 
ES-6 


Subtotal. 


GS/GM-15 
GS/GM=14 ......scccsseees 
GS/GM-13. 
WER vinnriccccrvenn 
MIN ssksancictctases ‘ 
GS-10........ 

GS-9 

GS-8. 

GS-7. 

GS-6 

GS-5 

GS-4 

GS-3 

GS-2 


Subtotal 


Reimbursable program 
GS-9 


Grades established by Salary Act of 1974 
Public Law 93-407 (D.C. Code, 
section 4-823; 3 U.S.C. 2046) 


Class 10, $46,730 to $51,100 
Class 9, $39,411 to $47,421 
Class 8, $33,583 to $38,632 
Class 7, $28,972 to $33,316 
Class 5, $24,453 to $29,347 
Class 4, $21,156 to $26,447 


Class 1, Private Technician, $16,387 to 
$23,241... ste 


Class 1, Private, $15,577 to $22,431...... 


Subtotal. 





WAR 1981 


1979 1980 1981 
198] actual est est 





Ungraded: 
Wage system 
Foreign local rate.. 


Subtotal 


Total permanent positions............... 
Unfilled positions, end of year 


Total permanent employment, end of 





COMPTROLLER OF THE CURRENCY 


ASSESSMENT FUNDS 


1979 1980 1981 
actual est est 


bucutve level I. ' 
sf (ES 1-5) 50 
= GI... 4 
780 13, wl... 16 
064 


716 


PERMANENT POSITIONS—DEPARTMENT OF THE TREASURY 


1979 1980 
est. 


GG-13 neath 287 292 


GG-12........ ae : 280 
GG-11 : 201 
GG-10 212 
GG-9... 229 
GG-8 194 
GG-7 s 323 
GG-6....... 299 
GG-5 i 566 
GG-4 icmp : 155 
GG-3 

GG-2 

GG-1 


Subtotal 
Ungraded. 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 











ENVIRONMENTAL PROTECTION AGENCY 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Pain From Funps AVAILABLE TO THE 
ENVIRONMENTAL PROTECTION AGENCY 





1979 1980 1981 
actual est. est. 





Executive level |! 
Executive level ill... 
Executive level IV... 


Subtotal 


14 
502 
1,020 
1,620 
1,810 
1,151 
47 
936 
200 
842 





1979 1980 1981 
actual est. est. 


1979 1980 198] 
actual est. est 








Subtotal 


Positions established by act of July 1, 1974 
(42 U.S.C. 207): 


Assistant Surgeon General $25,022 to 
$36,468 


Director grade, $19,547 to $32,040 
Senior grade, $14,836 to $26,143 
Full grade, $12,506 to $21,863 


Senior assistant grade, $11,621 to 
$18,904 ; 


Assistant grade, $10,130 to $14,026 


Subtotal 


Positions established by act of November 16, 
1977 (42 U.S.C. 201), compensation for 
which is not to exceed the maximum rate 
payable for GS-18 


Ungraded 


Subtotal 


Total permanent positions . ; 10,698 11,004 11,226 
Unfilled positions, end of year 


Total permanent employment, end of 
10,153 11,004 = 11.2% 





UNITED STATES REGULATORY COUNCIL 





1979 1980 1981 
actual est. est 





Total permanent positions 
Unfilled positions, end of year. 


Total permanent employment end of 








(S-18 
GS-17 
GS-16 
6S/GM 
GS/GN 
GS/GN 
GS-12 
6S-11 
68-10. 
(8-9 

GS-8... 
6S-7 

(8-6 

GS-5. 
S-4.. 
(8-3. 
8-2 


$ 
Ungrad 


Te 
Unfiled 


NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 


RESEARCH AND PROGRAM MANAGEMENT 





1979 1980 198] 
actual est. est 


Executive level Il... 
Executive level Ill... 
Executive level V 


l 
1 
1 


Subtotal 


Special ungraded positions established by the 
Administrator, National Aeronautics and 
Space Administration ($34,900 to 
NII atiinccianaahucesnssennsiontocnsitinioe : 


Subtotal 


Ungraded... 


Total permanent positions .... 
Unfiled positions, end of year 


Total permanent employment, 
22,613 








VETERANS ADMINISTRATION 



































































CONSOLIDATED SCHEDULE OF PERMANENT PoslI- 1979 1980 1981 1979 1980 - 
TIONS Paip From FuNDS AVAILABLE TO THE actual est est actual et a 
DEPARTMENT OF MEDICINE AND SURGERY — - — ioe 

Unfilled positions, end of year se 4,225 8,303 4,239 SS/GMH13.rrrnnnern 243 25 aN 

1979 1980 1981 — —- RS ia ids BS cscs 80 66 88 
actual est. est. Total permanent employment, end GS-11......... ia é 29 25 52 
: of year. seossusintuenane 167,422 176,348 174,249 a 1 

1 1 cee - epg OCS EES ART ert 29 41 61 

i 2 12 10 rv u 

125 125 125 GENERAL OPERATING EXPENSES 36 35 62 

5 5 5 49 50 5 

18 18 18 1979 1980 1981 81 8 "0 
actual est. ea 
















Executive level II 
Executive level Ill isiess ae ee 
S eerteitecee ae 2 NI BOON ican ariac seis icissinstateseenivbn _ sae srntnnnnen sane Subtotal once ce 671 676 51 





Subtotal ..........cssseee jeseecsaalbrs 188 188 188 


























nm 












4 4 _ — 
“i sis BNO seisisincrenicventies gabe stshiehibes aiual ; an ool e Total permanent positions : 678 685 360 
9 8 Unfilled positions, end of year... 7 






581 612 606 ND ciachectthepictsaosceninateiees setalachaviscioviesibas 7 ; nina ys ee a 


















2,656 2,794 2,765 my 16 16 c Total permanent employment, end of 

3043 3,201.:«=«3,163 =H remnrnnnnn “ 7 : WR rr errr snr 685 685 (B60 
6238 6,538 6444 ; 19 ‘4 

1175 1,236 1,221 gg 4 9 A 









6414 6,768 6,690 es i a 


2011 2.116 2,091 NN ischial Re 83 79 80 F et T 
—_— ss -=———— —— 1979 1980 1981 


CANTEEN SERVICE REVOLVING FuND 















































































































































7832 8399 82g ig eo Ni acme 1 1 1 actual est ast 
9,204 9,669 em TAREE og op tren ree a 1 EEE ee 
26,304 = 27,757 27,405 gag. Fo Sa ne 9 9 MESES. a Ae l 1 
27,467 = 28,915 28,557 GS /GM=15...esene poten acaneetopecs 252 252 252 GS/GM~15....nsenrrnn 2 2 
7,949 8,338 8,240 GS/GMAD4..cecsssrsssssnsesen z 475 475 475 —-GS/GM-14.......... . ll 10 
1,138 1,197 BOE TOR icsiceccens 1,151 1,127 1,127 ‘GS/GM-13... 30 36 j 
97 97 eco cs cliccheg aia 2,326 2,312 2,309 GS-12 13 12 
DRGs Acs asemneniccuna tes 2,063 2,111 2,198 GS-11 acca 5 6 
SubtOtal oe ossecnen camer AMINO HUOTIRG~ ATOGMOE RAO: nn 721 698 G68 ORG Uh td 5 7 
ee igi ce) A | OM Le 3 z 22 7 
Grades established under 38 U.S.C. 4107: 68-8 319 309 308 OS Boeeneae 18 19 19 
Gilet matical Grecter, $55,388... l l 1 7 ecssesplconas 1475 1,475,543 GS-5 cs 46 a 0 
Deputy chief medical director, $52,750. 1 l i MBE ckenSucanSocict ses 1,184 1,127 L112 CS—Arereare 21 20 0 
Associate deputy chief medical director, a 3,216 2,883 ORO. 8 cece g 15 15 
$50,113 .eennnnnnnnnnnnrnnn | | DPB so nc 3371 30223108 tee 1 1 l 
Assistant chief medical director, $50,113 7 7 PROB R <n crests thee ke 1873 1,698 «1,517 Ungraded... = 2720 3,004 «=—3,004 
Medical director, $50,113 ..........:...csssseee 46 47 47 68-2... cen : 431 440 449 = =. 
Director, $47,889 to $50,113 ......ccsscse 19 19 MG Sheth its ; 10 15 15 Total permanent positions 2,904 3,192 319 
Executive, $44,219 to $50,11....... e 186 196 194 —— _ —— __ Lnilled positions, end of year = 
' RIN SS secrete a 22,365 21,441 ~—21,391 igre Winey CAT 
Chief physician and dentist and service stniea an : dimeric 
director, $40,832 to $50,113... 5683 5,975 «5,906 ae Total permanent employment, end of o 
: Ungraded............ 4c 851 765 741 WD inrcticcientitnasnionn 2,903 3,192 3,192 
Senior physician and dentist, $34,713 to — a i eg 
oti Bice eo, 1,306 1,374 1,361 Total permanent poskions ce 23302 -=—«22,287-=«22,.214 
istant director nurse, $34,713 to 7 " 
Ne 58 61 _ err en =a SuppLy Funp 
Intermediate physician and dentist, Total permanent employment, end of $$ $$______— | 
$29,375 to $38,186.... ; 159 167 166 YOO sasisersoe vee 2255121573 21,571 wm me " 
Chief nurse, $29,375 to $38,186... 129 136 135 — et ee ee 5 
Full physician and dentist, $24,703 t ES-6 1 l | 
BO ei eee 39 41 4] p 6S/GM-15 ‘ 5 5 5 
Senior nurse, $24,703 to $32,110.... 13911462 1,448 Comstavonion, Minos Paosscrs =, Ri 10 . 
Associate physician and dentist, $20,611 i ieee 51 
PRT 4 A 5 19791980, 19818 /GM 13. ee . - 
: actual est. est. TE scscssuscsicsions ; 43 43 ss 
Intermediate nurse, $20,611 to $26,794 5,024 5,280 5,216 —— 47 47 0 
Full nurse, $17,035 to $22,147 cco BESS RROD RIE UGB assess sence cesses cso 1 1 l 1 1 
Associate nurse, $14,659 to $19,060....... 3,204 3,370 RSF Ba eis ve aesin rr casein psc 5 6 4 37 37 i 
















Junior nurse, $12,531 to $16,293... 






Subtotal 





Naas cstacscscscinertcencscaine aeaae Sapte 






I cs RI RE, SRE | RD Rtctcciitinicnticmincemnmcis 9 MR RR I icetetectee 
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PERMANENT POSITIONS—VETERANS ADMINISTRATION 





1979 1980 1981 
actual est est 





4 
280 


Total permanent positions a 695 
Unfilled positions, end of year..... 


Total permanent employment, end of 
WSS Drecicaiccin eC 





980 1981 
ast. est 





ACTION 
DomEsTIC PROGRAMS 
CONSOLIDATED SCHEDULE OF PERMANENT POSI- 


TIONS PAID FROM FUNDS AVAILABLE TO AC- 
TION 





1979 1980 1981 
actual est. est. 





Executive level V 
ES-3 
ES-2.... 


NINN i ccstibincaioticSisctcsicceitoasarsecsnsets 


GS-15.. 


Subtotal 


Total permanent positions 
Unfilled positions, end of year. 


OTHER INDEPENDENT AGENCIES 





ADVISORY COMMITTEE ON FEDERAL 
PAY 


SALARIES AND EXPENSES 


1979 1980 1981 
actual est. est. 





129 129 129 
46 46 46 


1979 1980 198] 
actual est. est 





SG ao icsccitnscie decane: 


Grades established by the Foreign Service 
Act of 1946 (22 U.S.C. 801-1158): 


Foreign Service Staff officer: 


Total permanent positions 
Unfilled positions, end of yeat.................000 ; 


Total permanent employment, end of 
IN sacslapiiniccomssiebilcsita tide : 





ADVISORY COUNCIL ON HISTORIC 
PRESERVATION 


SALARIES AND EXPENSES 


1979 1980 198] 
actual est. est 


Foreign Service Staff: 
PEP sccssacsidssviewerh icine soci 
BOOP sc sscrsiiiniiebesinineouee 


Subtoal 


Total permanent positions ..............-.00» 
Unfilled positions, end of year 


Total permanent employment, eni 
Di cccasnasiesitinen 





Total permanent employment, end of 
SD sicebsisychikcsinesinasaananaginate 





AGENCY SuPPORT SERVICES 


CONSOLIDATED SCHEDULE OF PERMANENT POSI- 
TIONS PAID FROM FUNDS AVAILABLE TO AC- 
TION 





1979 1980 1981 
actual est. est. 





Executive level Ill 
Executive level IV. 


Executive level V 


Subtotal 


Subtotal 


GS-15... 
GS-14... 
GS-13... 
GS-12... 
GS-11... 


ADMINISTRATIVE CONFERENCE OF THE 
UNITED STATES 


SALARIES AND EXPENSES 
— a Subtotal............. 


1979 1980 1981 


ota re ar Total permanent positions........ 


Unfilled positions, end Of yeat............00 





Executive level |i 
Total permanent employment, end of 
ES-6.... OO rere 


ie Se 


AMERICAN BATTLE MONUMENTS 
COMMISSION 


SALARIES AND EXPENSES 


1979 1980 1981 
actual est est 


1 
1 
3 
5 
8 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 





Total permanent positions . 





Unfilled pc 


Tota 
y 


trecutive 
brecutive 
trecutive 


Sut 


(S-17 
6S/GM- 
($/GM- 
(8/GM- 
(§-12.. 
(8-11 
(8-10 
6-4... 


Unfilled 


To 


PERMANENT POSITIONS—OTHER IN DEPENDENT AGENCIES 


1051 





1979 1980 1981 
actual est est. 


1979 1980 1981 
actual est. est. 





Unfilled positions, end of year...................00 me 


Total permanent employment, end of 
373 





ARMS CONTROL AND DISARMAMENT 
AGENCY 


Arms CONTROL AND DISARMAMENT ACTIVITIES 


1979 1980 1981 
actual est. est. 





ecutive level Il. 
frecutive level IV 
Brecutive level V...... 


Subtotal 


cess cieachsscsersersonpeasssetosisse : 
-5.... 
B-4.... 
2... 
f-1.... 


Special positions established by the Director, 
Arms Control and Disarmament Agency, 
Public Law 80-313, scientific and _ 
Ae EE oe 


Total permanent positions .. 
Unfilled positions, end of year 


Total permanent employment, end of 





BOARD FOR INTERNATIONAL 
BROADCASTING 


GRANTS AND EXPENSES 





1979 1980 1981 
actual est est 





GS-5. 
Subtotal 


Total permanent positions . 
Unfilled positions, end of year 


Total permanent em end of 





CIVIL AERONAUTICS BOARD 


SALARIES AND EXPENSES 


1979 1980 
actual est 





Executive level U..........s.csssseseeees 
Executive level IV.........:.cssssseees 


Subtotal .. 


Subtotal......... 


GS-17 

GS-16... 

GS/GM-15 

GS/GM= 14... .ossssssseee 
GS/GM-13... 
GS-12........... 
GS-11......... 
Te lence 
GS-9. 

GS-8... 

Gi Pecpaccn aus 
GS-6 

GS-5 

GS-4 

GS-3... 

GS-2 


Subtotal .. 
Ungraded. 


Total permanent positions 
Unfilled positions, end Of year..............c000» 


Total permanent —— end of 
year... ake 





COMMISSION OF FINE ARTS 


SALARIES AND EXPENSES 


1979 1980 
actual est 


OL Tirso ssceantssion 
GS-11. 


Total permanent positions 
Unfilled positions, end of year... 


Total _— —- end of 
year... saeiidisscicaisalai 


COMMISSION ON CIVIL RIGHTS 


SALARIES AND EXPENSES 


1979 1980 1981 
actual est. est 


Executive level V.... 


ES-5. 


ES-4 


Subtotal 


/GM-15..... 
GS/GM-14 ; 
GS/GM-13... 
GS-12........ 
GS-11 
GS-10... 


GS-9 


GS-8. 
GS-7. 


GS-6 
GS-5 


GS-4... 


GS-3 


Ungraded 


Total permanent positions................ 


Unfilled positions, end of year.. 


Total permanent sonic end of 
year 


COMMITTEE FOR PURCHASE FROM THE 
BLIND AND OTHER SEVERELY HANDI- 
CAPPED 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est 





GS/GM-15. 
GS/GM-14... 
GS/GM-13........... 
GS-12 


6-1 
6s-9 
GS-7 
GS-6 
GS-4 


1 


Total permanent positions 


Unfilled positions, end of year... 


Total permanent o end of 
year .. socio 


COMMODITY FUTURES TRADING 
COMMISSION 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est 


Executive level Ill 
Executive level IV...... 


Subtotal 


Subtotal ..... 


GS-16..... 
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COMMODITY FUTURES TRADING 1979 1980 1981 Unfilled positions, end of year es — 236 
* actual est. est. = 
COMMISSION—Continued - = Total permanent employment, end of = 
SALARIES AND ExpENSES—Continued Executive level IV MAR ere trcmntras as 3,516 3,748 3,860 ft-12, $: 
; ' volian ft-1l, $: 
Subtotal 
1979 «19801981 — H-l0, $ 
actual” est. est. ($-18 ft-6, $1 
FAG aes EXPORT-IMPORT BANK OF THE UNITED , 
GS/GM-16... ze 25 eae : STATES 
GS/GM-14 eek 46 at: - : a eee 
M-15.. Tote 
GS/GM-13. areas 48 oa 1980 1981 filed 
14 GS/GM-14....... est. est Unfilled pi 
82 Executive level Ill... Toté 
4 Executive level V.........sssscscsssseecessssseees 
34 
8 RE Scie Riksta decd cndlacl, 
28 
32 
71 
GS/GM-15 
GS/GM-14 
on GS/GM-13.. 
Grades established by act of July 1, 194 GS-12... brecutve 
(42 U.S.C. 207): Senior grade, $25,021 6S-11.... Ee Executive 
Ungraded to $29,136 Re io teesnaialecinmniels Sub 
: Sa aeiahisnsac kepada cite 
Total permanent positions 6$-8 8-6 
Unfilled positions, end of year Ungraded pte. £S-4 
Mic suc et iblcscsts sts clapeeuscvscechssecceabousion fS-3.... 
Total permanent employment, end of Total permanent positions tas 82 
Unfiled positions, end of year Fo. Ben SE 1 
Total permanent employment, end of -; Sub 
COMMUNITY SERVICES ee As 
ADMINISTRATION Subtotal S16 ; 
CoMMUNITY SERVICES PROGRAM Ungraded ($/GM-1 
G8/GM-1 
1979 1980 Total permanent positions................. ; S/GM-1 
actual est. EQUAL EMPLOYMENT OPPORTUNITY Unfilled Positions, end Of yeaF............0es0000» S-12 
Executive level II COMMISSION Total permanent employment, end of il 
Executive level II SALARIES AND EXPENSES 6§-9 
Executive level IV. = 68-8, 
Executive level Vo... 1979 1980 1981 68-1 
actual est. est is-6 
Subtotal FARM CREDIT ADMINISTRATION 8s 
ete sere REVOLVING FUND FOR ADMINISTRATIVE 66-4 
Executive level IV............ EXPENSES : 
Executive level V i os pe ¥ (S-3 
ae 1979 = 19801981 . 
GS/GM-13. Subtotal. actual est. est. Sub 
BR ga doccececciesotes : : yo ea oe or oe 
Executive level UI .....ssssssssssssssssssssssssssssssesssees Ungraded 
Ber Giaticosscaks j 
Tot 
Unfilled p 
Tote 
) 
Subtotal — 
GS-16... 
GODT. sssseee 68-15... F 
GS-14........ 
Ungraded eiae-15... GS-13... = 
GS/GM-14....... 6-12 
Total permanent positions .. GS/GM-13 i 
Unfilled positions, end of year NN e ciesssasess — 
Executive 
Total permanent employment, end of Executive 
Sub 
(S-17 
(S-16 
8-15 
CONSUMER PRODUCT SAFETY (8-14 
COMMISSION (S-13,, 
S E (8-12 
ALARIES AND EXPENSES . INE ovcec antes svcorucctenscoesetic citer ; GS-11 
(8-9 
1979 1980 1981 Grades established by the Administrator, 68-8 
actual est. est. RII  srusissneentirsnaransoentononsa ures : Agency for International Development (75 7 





Executive level Ill 


Total permanent positions 


Stat. 450) 
FC-13, $44,430-$47,500 





AR 1981 


1979 1980 
actual est. 


1981 
est. 








f0-12, $38,107-$47,500.... 
W-l1, $32,028-$42,727..... 
0-10, $27,453-$35, 688..... 
f0-6, $16,016-$20,603 


Subtotal 


Total permanent positions 
Unfiled positions, end of year is 
Total permanent employment, end of 


WOT ssiesesscnicceartocst oak 244 





FEDERAL COMMUNICATIONS 
COMMISSION 


SALARIES AND EXPENSES 


1979 1980 
actual est 





frecutive level tt 
BRI HE UY ssisiasnscescedtoscocnssntinwecssinonba ; 


RR cs ea a Rca ; 


Subtotal 
WON ssc Ssociose eo tesccscttcestoanccaces 5 


Total permanent positions 
Unfilled positions, end of year....... ; 


Total permanent employment, end of 


2,238 2,238 


FEDERAL ELECTION COMMISSION 


SALARIES AND EXPENSES 


1980 
actual est 


1979 





Executive level IV 
Executive level V....sssssssscsnseeeneee 


Subtotal 


Meise sic 
I csSecci 

BR iss 

14 ae 

S-1%......... 

ein 

(S-9......... 

S-8... 

(S-7......, 


1981 


est. 


PERMANENT POSITIONS—OTHER INDEPENDENT AGENCIES 


1979 1980 
actual est 


1981 
est 


ll 1 
29 
5 
4 


Subtotal 


Total permanent positions 
Unfilled positions, end of year....... 


Total permanent employment, end of 
UD raisacccctttccrssciatibonecbindi 





FEDERAL EMERGENCY MANAGEMENT 
AGENCY 


CONSOLIDATED SCHEDULE OF PERMANENT PoslI- 
TIONS Parip From FuNps AVAILABLE TO THE 
FEDERAL EMERGENCY MANAGEMENT AGENCY 





1979 1980 
actual est 


1981 


Executive level | 
Executive level IV... 
Executive level V 


Subtotal 


Subtotal 


GS-18 
GS-16 
GS/GM-16......... 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-10 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5 
GS-4 

GS-3 

GS-2 


Subtotal 
Ungraded 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


FEDERAL HOME LOAN BANK BOARD 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Paip From FuNpDS AVAILABLE TO THE 
FEDERAL HoME LOAN BANK BoarD 


1979 1980 1981 


actual est 


Executive level Ili 
Executive level IV 


Subtotal ...... 


ES-4 
ES-2..... 
ES-1 


Subtotal 


GS/GM-15 
GS/GM-14 
GS/GM-13... 
GS-12. 

GS-11 

GS-10 

GS-9. 

GS-8 

GS-7 

GS-6... 

GS-5 . 
4... 
GS-3 

GS-2 


Subtotal 
Ungraded. 


Total permanent positions 
Unfilled positions, end of year.... 


Total permanent employment, end of 
year ; 





FEDERAL LABOR RELATIONS 
AUTHORITY 


SALARIES AND EXPENSES 


1979 1980 
actual est 


Executive level IV 
Executive level V 


Subtotal 


Subtotal 


GS-16 
GS/GM-15 
GS/GM-14 
GS/GM-13. 
GS-12 
GS-11 
GS-10 
GS-9 
GS-8. 
GS-7 
GS-6 
GS-5 
GS-4..... 
GS-3. 


Subtotal 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year a ‘ ; 


1981 
est. 
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FEDERAL MARITIME COMMISSION 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est. 





Executive level It! 
Executive level IV..... 


Subtotal 


an 


Vendo rss pm 


~ 


Subtotal............ 
Ungraded 


Total permanent positions... 
Unfilled positions, end of year....... 


Total permanent employment, end of 





FEDERAL MEDIATION AND 
CONCILIATION SERVICE 


SALARIES AND EXPENSES 





1979 1980 
actual est. 





Executive level W...........csssssssseses 


Subtotal ...... 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 





FEDERAL MINE SAFETY AND HEALTH 


REVIEW COMMISSION 


SALARIES AND EXPENSES 





1979 1980 
actual est. 


1981 
est. 





Executive level Ill..... 
Executive level IV 


Subtotal 


SI sectssinsshstiiinsspsscspenartiaiened : 


GS-17...... 
GS-16. 
GS/GM-15... 


wwre nr & am 


— 
one 


Subtotal 


Total permanent positions ...............000 
Unfilled positions, end Of year............sssssssee 


Total permanent employment, end of 





FEDERAL TRADE COMMISSION 


SALARIES AND EXPENSES 


1979 1980 
actual est. 


Executive level Ill 
Executive level IV.. 


Subtotal... 


ES-3......... 
ES-2 
DDD siiscscomsssc 


Subtotal .. 


GS/GM-15 
GS/GM-14... 
GS/GM-13........ 
GS-12... 
GS-11....... 
GS-10. 
68-9... ea 
GS-7. 
68-6... 

68-5... 

6s-4 
¢8-..... 


Subtotal...... 
Re ci cichaiithiinsinitideniceinnass 


Total permanent positions 


1979 1980 198] 
actual est est 





Unfilled positions, end Of yea............sssssssss0» 


Total permanent employment, end of 
; 1,665 1,665 1,665 





FOREIGN CLAIMS SETTLEMENT 
COMMISSION 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est 


Executive level V 2 
GS/GM-15... 2 
GS/GM-14... 1 
GS/GM-13... 


meee Se SE DOD OD HK DH w 


Total permanent positions................. 
Unfilled positions, end of year... 


Total permanent employment, end of 
WT Scien: - ; 


GENERAL SERVICES ADMINISTRATION 
REAL PROPERTY ACTIVITIES 


PUBLIC BUILDINGS SERVICE, FEDERAL 
BUILDINGS FUND 


1979 1980 1981 
actual est est 





Direct program: 
ES-6.... 


ES-4... 
ES-3.... 


Subtotal....... 


GS-16 
GS/GM-15..... : 
CR NG csssninsicrscsicrscecsinsitnins 


1,623 

611 

76 

Bote i 18 

Ungraded. 8,612 


13,865 


Subtotal .......... 


Reimbursable program: 
RRR RD sess scoscasssscdessntnstoveinscscevisis 
NET cesicsscesscsiccsnestentetoreetees 
GS/GM-13...... 





GS-12 
6S-11. 
68-10 
68-9 
GS-8 
GS-7 
68-6 
68-5 
65-4 
(S-3 
GS-2 
Ungrad 


Subt 


Total 
Unfilled po 


Tota 


6S/GM-1 
68/GM-] 
Nt 
GS-12 
S-ll 
(S-§ 
-8 
(S-7 
S-6 
(8-5 
(8-4 
(S-3 


Tot 
Unfilled | 


Direct 
Execu 
ES-5 
ES-4 


PERMANENT POSITIONS—OTHER INDEPENDENT AGENCIES 
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1979 1980 
actual est. 


1980 1981 
est est 


1979 1980 1981 
actual est est 





204 

70 

5 

2,263 

aac ceaitaccca alesse : , 3,698 


17,621 17,431 
—1,051 —219 


Total permanent positions 
Unfilled positions, end of year......... 5 


Total permanent employment, end of 
16,570 17,212 


(er 


PUBLIC BUILDINGS SERVICE, CONSTRUCTION 
SERVICES FUND 





1979 1980 1981 
actual est. est 


(8/GM-16..... sins iaitticebi 3 8 

GS/GM-14 - 36 48 

GS/GM-13..... 136 143 
334 


32 

3 
29 
26 
70 
46 
10 


Total permanent positions.................... 841 
Unfilled positions, end of year................. ; 


Total permanent employment, end of 





PERSONAL PROPERTY ACTIVITIES 


FEDERAL SUPPLY SERVICE 
Operating Expenses 





1979 1980 
actual est 


1981 
est 





Direct program: 
Executive level V 
6-5 
S-4... 


Subtotal 


GS-18 

GS-16 

GS/GM-15 
GS/GM-14........ 
GS/GM-13 

GS-12 

GS-11 

GS-10 

GS-9 

GS-8.......... 
BR iscicin 
I ites aiecacasi 
a 
GS-4... 


GS-3 isi tpwacavandealatiices 153 
GS-2........ 
Ungraded 


Subtotal ........ 


Reimbursable program: 


GS/GM-14 
GS/GM-13... 
GS-12.......... 
GS-11 
GS-9 

GS-8 

GS-7 

GS-6 

GS-5 

GS-4 

GS-3. 
GS-2 
Ungraded . 


Subtotal 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year : 


RI 


GENERAL SUPPLY FUND 


1979 1980 
actual est 


GS/GM-15. 
GS/GM-14....... 
GS/GM-13 
GS-12 
GS-11 
GS-10, 
GS-9 

GS-8 

GS-7 
GS-6 
GS-5 
GS-4 

GS-3 
GS-2 
Ungraded 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


(ame 


TRANSPORTATION AND PUBLIC UTILITIES 
ACTIVITIES 


Operating Expenses 


1979 1980 1981 
actual est est. 


Direct program: 
ES-6 
ES-5 
ES-4 


Subtotal 


GS-15 
GS-14 
GS-13 
GS-12 
GS-11 


GS-9 90 
GS-8 10 
GS-7 34 
GS-6 35 
GS-5 58 
GS-4 43 
6s-3 10 
GS-2. 2 


Subtotal 532 


Total direct program 538 


Reimbursable program: 
GS-9 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


Recorps ACTIVITIES 


NATIONAL ARCHIVES AND RECORDS SERVICE 
Operating Expenses 





1979 1980 1981 
actual est. est 


Direct program 
ES-6 
ES-5 
ES-4 


Subtotal 


GS-17 
GS-16 
GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-10 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5 
GS-4 
GS-3 
GS-2 
GS-1 
Ungraded 


Subtotal 


Reimbursable program: 
GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-9 
GS-7 
GS-6 
GS-5 
GS-4 
GS-3 
GS-2 
GS-1 


Subtotal 


Total permanent positions 
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GENERAL SERVICES ADMINISTRATION— 
Continued 
Recorps Activities—Continued 


NATIONAL ARCHIVES AND RECORDS SERVICE— 
Continued 
Operating Expenses—Continued 


AUTOMATED DaTA AND TELECOMMUNICATIONS 
SERVICE ACTIVITIES 


AUTOMATED DATA AND TELECOMMUNICATIONS 
SERVICE 


Operating Expenses 





1979 1980 1981 
actual est. est. 





Unfilled positions, end of year —56 —56 


Total permanent employment, end of 
2,039 2,170 2,182 





mae 


RECORDS DECLASSIFICATION 
1979 1980 
actual est. 





I isin ssectiscrtces consent ; 


GS/GM-15. 
GS/GM-14.. 
GS/GM-13. 
GS-12... 
GS-11... 


1979 1980 1981 
actual est. est. 





Executive level V. 


Subtotal 


Total permanent positions 
Unfilled positions, end of year. 


Total permanent employment, end of 





FEDERAL TELECOMMUNICATIONS FUND 





Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 





NATIONAL ARCHIVES TRUST FUND 





1979 1980 
actual est. 





Total permanent positions 
Unfilled positions, end of year 





1979 1980 1981 
actual est. est. 





GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12... 
GS-11... 
GS-10... 


Ungraded... 


Total permanent positions . 
Unfilled positions, end of year... 


Total permanent employment, end of 





AUTOMATIC DATA PROCESSING FUND 





1979 1980 1981 


actual est. est. 





GS/GM-16 

GS/GM-15. 
GS/GM-14. 
GS/GM-13. 


1979 1980 198] 
actual est. est 





Total permanent positions... 
Unfilled positions, end of year 


Total permanent employment, end of 





FEDERAL PROPERTY RESOURCES SERVICE 


CONSOLIDATED SCHEDULE OF PERMANENT POSI- 
TIONS PAID FROM FUNDS AVAILABLE TO THE 
FEDERAL PROPERTY RESOURCE SERVICE 


1979 1980 1981 
actual est. est. 


GS/GM-16... 
GS/GM-14... 


Ungraded 


Subtotal .... 


Total permanent positions........ 
Unfilled positions, end of year...... 


Total permanent employment, end of 


OFFICE OF INSPECTOR GENERAL 


1979 1980 1981 
est. est 
Executive level V 


Ba iscitienonresivs 
ES-4... 


Paes nisssiecicisteruesiassneens 


GS-16....... 

GS/GM-15. 
GS/GM=14......sccscsscessssee 
RES CED liseasscsasscmiecva 
REPS Bsssisscsosser 

IDEM sesptesestsocececisvensschicptone 
RE Riis sorectaccocnsece 





Subtot 


Total f 
nfled posi 


Total 
yea 


GENEI 


becutive Le 

Dveet progr 
S-6 
B-5 
fS-4 
f-3 
fS-2 


Sub 


(S-17 
(S/GM-1 
(S/GM-1 
OS/GM-1 
($-12 
(8-11 
(S-10 
(S-9 
(S-8 
§-7 
(S-6 
(S-§ 
(S-4.... 
(S-3 
S-2... 
Ungraded 


Subtot 


wales set b 
R-I8... 
R-17 
R-16 


Subtot 


“embursable 
(S/GM-1 
(S/GM-| 
(S/GM-] 
S-12 
11 
(S-9 
7 
6 
(S-5 
(S-4 


JICE 


'T POSI- 
TO THE 


oS aS eS. 


io 


8 
4 
2 
8 
3 
l 
0 
2 
8 


1979 1980 1981 
actual est est 


18 
2 
31 
23 
53 
10 
5 
2 


Subtotal .... reescrsecns 343 


Total permanent positions 
ipfled positions, end of year j 30 


Total permanent employment, end of 
ee 344 


GENERAL ACTIVITIES 


GENERAL MANAGEMENT AND ADMINISTRATION 
Salaries and Expenses 

1979 1980 

actual est 


frecutive Level III 

Iyect program: 

fS-6 

6-5 

fS-4 ‘ 
Nese 
Babi steesens 


Subtotal... esssesee 


ST aratctitirsvnessiasindenibesininctioie 
GS/GM-14........ 

GS/GM-13....... 

MOR teins 

(S-10..... 

(§-9 

(S-8 

S-7.. 

(8-6 

Ungraded 


Subtotal ...........0. 


ides set by Public Law 95-56: 
M-18.... 
ae 


Subtotal... 


tembursable program: 
GS/OM=15 ..sscnsnensntn 
(S/GM-14....... 
(S/OM~13 0... csssse 
Se 

S-11 
6... 


310-100 0 - 80 - 67 


| PERMANENT POSITIONS—OTHER INDEPENDENT AGENCIES 
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1979 1980 
actual est 


GS-3 
GS-2 


Subtotal 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


INDIAN TRUST ACCOUNTING 


1979 1980 
actual est 


GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5 
GS-4 
GS-3 
Ungraded 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year peta 


CONSUMER INFORMATION CENTER 


1979 1980 
actual est. 


GS/GM-15... 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 

GS-9 

GS-7 

GS-6 

GS-4 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


PUBLIC SERVICES 


1979 
actual 


GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-9 
GS-7 


1979 1980 1981 
actual est. 


ll 
5 
2 


Subtotal 


Reimbursable program 
GS-14 
GS-12 
GS-11 
GS-9 
GS-7 
GS-6 
GS-5 
GS-4 
GS-3 


Subtotal 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


WORKING CAPITAL FUND 


1979 1980 
actua! est 


GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-10 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5 
GS-4 
GS-3 
GS-2 
Ungraded 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


HARRY S. TRUMAN SCHOLARSHIP 
FOUNDATION 


Harry S. TRUMAN MEMORIAL SCHOLARSHIP 
Trust FunD 


1979 1980 198] 
actual est est 


ES-4 
GS-12 
GS-8 
GS-6. 
GS-4 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 
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INTELLIGENCE COMMUNITY STAFF 


INTELLIGENCE COMMUNITY STAFF 





1979 1980 
actual est. 





Executive level tll. 


Total permanent positions .... 
Unfilled positions, end of year 


Total permanent employment, end of 





INTERGOVERNMENTAL AGENCIES 


ApvisorY COMMISSION ON 
INTERGOVERNMENTAL RELATIONS 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est 





Executive level V 


Grades established by the Chairman compa- 
rable to GS grades: 


PI atta atacceesicassniciesscineculeaa : 
IR-16...... 

IR-16...... 

IR-14. 

IR-13 

IR-12 

IR-11. 


mon & Re KR S&S ww SF ww 


Total permanent positions..................... 
Unfilled positions, end Of year................oss 


Total permanent ery end of 
year. pocoeasenaseee 


mon & Rw Kw S&S ww SPY 


w 
~ 





APPALACHIAN REGIONAL COMMISSION 


SALARIES AND EXPENSES 





1979 1980 
actual est. 





Executive level Ill 
Executive level V.. 


Total permanent positions .. 
Unfilled positions, end of year..... 


Total aed ee end of 
year... oi sate 








DELAWARE RIvER Basin COMMISSION 


SALARIES AND EXPENSES 


1979 1980 1981 
actual est. est. 





Special positions at rates equal to or in 
excess of $47,500: 


U.S. Commissioner... 


Total permanent positions................ 
Unfilled positions, end Of year................ss00 


Total permanent employment, end of 
I csiceencieecrsaniclannallct 





SUSQUEHANNA River Basin CoMMISSION 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est. 





Special positions at rates equal to or in 
excess of $47,500: 


U.S. Commissioner aa 
i ahehesinitninalaincecins ; 


Total permanent positions 
Unfilled positions, end of year...............csssv«« 


Total — ——- end of 
year... eases 





INTERNATIONAL COMMUNICATION 
AGENCY 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Patip From Funps AVAILABLE TO THE 
INTERNATIONAL COMMUNICATION AGENCY 





1979 1980 1981 
actual est est. 





Executive level I........ 
Executive level I! 
Executive level IV.... 


Subtotal......... 


1979 1980 198] 
actual est. est 





Grades established by Public Law 90-494 
(22 U.S.C. 1221 et seq.) comparable 
to Foreign Service officer grades: 


Foreign Service Information officer: 
Career minister .. 


Class 4 
Class 5. 


Risse 
I siicintiaisccenctsions 


Grades established by the Foreign Service 
Act of 1946, as amended (22 U.S.C. 
801-1158): 


Foreign Service Reserve officer: 
Class 1 
BN Beis ssdedoscchscposetecet thane 
DOE Di sicintntidiibepecitbgiies 
Class 4 
Class 6........ 
Class 6......... 
BE Patecheenetin 
I Biceiacsssints vies 


Subtotal. 


Foreign Service Staff officer 
Class 1 
PE ct 


Class 4. 
Class 6...... 
Class 6...... 
Gass 7......... 
Class 8.. 
Class 9 


Subtotal. ; 211 


4,501 


Total permanent positions 8717 
Unfilled positions, end of year 697 


ME ices litacsesicmscscendivsssens . 


Total accom — end of 
year... sscsincoigeentavesssrete 8,020 


8,370 





ES-5...... 
ES-4...... 
ES-3 
ES-2 
ES-1 


Subtotal........... 


GS-17. 


GS/GM-13.......... 
GS-12...... 
GS-11... 
GS-10... 
Rds sssrasnnts 


INTERNATIONAL TRADE COMMISSION 


SALARIES AND EXPENSES 
1979 1980 1981 
actual est est 


Executive level W........ccscccscssseee 
Executive level IV.. 


Subtotal 


ES-6.... 
ES-4.... 


GS/GM-16... 
GS/GM-14 





Sub 
\ngraded... 


Total 
\ofilled po 


Total 
ye 


brecutive | 
ecutive | 


Subt 


6... 
8-5 
f-4 
3 
2 
1 


Subt 


(S-17 
(S-16 
(S/GM-1! 
GS/GM-14 
(S/GM-1: 
(S-12 
S11 
(S-10 
(S-9 

(8-8 

(S-7, 

GS-6, 

NS) 

(S-4 
(S-%.... 
iS-2 


Subte 
Ungraded 


Total 
Unfilled po 


Total 
ye 


] PERMANENT POSITIONS—OTHER INDEPENDENT AGENCIES 


1979 
actual 





Total permanent positions................... 
\ofiled positions, end of year.............. 


Total permanent employment, end of 


39 
28 
ll 
43 
32 
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JAPAN-UNITED STATES FRIENDSHIP 
COMMISSION 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est. 





scsi 
GS/GM-14....... iaiasstoaiebersesitionl 


1979 1980 1981 
actual est. est. 





I a icccicctsstit titanic 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 





Total permanent positions.................. 
Unfilled positions, end of year...................... 


Total permanent employment, end of 





MARINE MAMMAL COMMISSION 


SALARIES AND EXPENSES 


1979 1980 1981 
actual est est 





ES-5 
GS/GM-15 
GS/GM-13 
GS-12 
GS-11 


NATIONAL CAPITAL PLANNING 
COMMISSION 


SALARIES AND EXPENSES 


- 


1979 1980 1981 
actual est. est 








| 
| 


Subtotal.............. 


w 
wo 
wo 


GS/GM-16.............. 
GS/GM-14 
GS/GM-13 


INTERSTATE COMMERCE COMMISSION 6s-9 GS-12 
GS-7 at j GS-11 
GS-5 : 4. . GS-9 


GS-8 
1979 1980 1981 Total permanent positions ‘ 6-7 


actual est est 
Unfilled positions, end of year 
ee : _ - GS-6 


SALARIES AND EXPENSES 








frecutive level til 
brecutive level IV 


Secs 


[ISSION 


80 1981 
t. est 


Total permanent positions 
Unfiled positions, end of year 


Total permanent employment, end of 





Total permanent employment, end of 
year 


MERIT SYSTEMS PROTECTION BOARD 


CONSOLIDATED SCHEDULE OF PERMANENT PoslI- 
TIONS Paip From FunpDs AVAILABLE TO THE 
Merit SystEM PROTECTION BOARD 


1979 1980 1981 
actual est est 


Executive level Ill 
Executive level IV.............00 


Subtotal 


GS-5. 
GS-4 
GS-3 


or rn wwe wns wm 
- werner FF wow wm 


8 
5 
6 
5 
3 
3 
3 
3 
6 
4 
3 


Subtotal 


Total permanent positions ... 
Unfilled positions, end of year....... 


Total permanent emy 
year... — 





NATIONAL COMMISSION ON LIBRARIES 
AND INFORMATION SCIENCE 


SALARIES AND EXPENSES 





Subtotal....... 


GS-16......... 
GS/GM-15 
GS/GM-14 ges 
AS eae sicctcccesrrssrrs 
GS-12 

GS-11 

GS-10 

GS-9 

GS-8 

GS-7 

GS-6............ 
GS-5..... 

tS 

GS-3 


1979 1980 1981 
actual est est 





GS/GM-13.......... 
GS-12 

GS-11 
GS-10... 
GS-9.. 
GS-8......... 
GS-7...... d 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
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NATIONAL CONSUMER COOPERATIVE 


BANK 


SALARIES AND EXPENSES 








1979 | 1980 1981 
actual est est 
Executive level IV....... 2 2 
Total permanent POSitiOnS ............sccs00 cesses 2 2 
Unfilled positions, end of year 
Total permanent employment, end of 
: 2 2 


OIE cs scscrseaci 





NATIONAL CREDIT UNION 


ADMINISTRATION 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Parip From Funps AVAILABLE TO THE 
NATIONAL CREDIT UNION ADMINISTRATION 






















































































1979 1980 1981 
actual est. est 
Executive level Ill...... as , 1 1 1 
Executive level V............sssssssssse 2 2 2 
Subtotal......... s er 3 3 3 
4 ee Se 7 7 7 
eek. 1 1 l 
BBP nsec 1 l 1 
ES-1 5 5 5 
Subtotal....... ; 14 14 14 
GS-16 aren . siecle 1 l 1 
GS/GM-16.......... , / , 8 ll ll 
GS/GM-14.............. agaeeaianiaaeds 31 37 37 
66 86 86 
194 210 214 
87 97 94 
1 1 1 
73 79 15 
8 12 12 
84 94 100 
24 25 25 
36 42 42 
29 31 31 
4 2 2 
646 728 731 
Grades, established by the Chairman for 
Central Liquidity Facility, comparable 
to GS grades: 
CAFE EB) ati icstetned lds haseeree Sal pase l l 
CLF-2 (GS-15)....... 2 2 
CLF-3 (GS-14) 4 4 
es scccscteescosmewarroeenssaaiae ow atseceacsibos 7 7 
Total permanent positions ................000 663 752 755 
Unfilled positions, end Of yeat...........ss.cc.cse0 —4) —37 —37 
Total permanent employment, end of 
year... = - 622 715 718 











NATIONAL ENDOWMENT FOR THE ARTS 


SALARIES AND EXPENSES 


1979 
actual 


1980 
est. 


1981 
est. 





Executive level Ill. 
ES-6.. 























1979 
actual 
ES-5 1 
ES-4 2 
ES-3...... 1 
ES-2..... 1 
ES-1.... l 
Subtotal 8 
GS/GM-15 25 
GS/GM-14.......... 19 
GS/GM-13............... 16 
Ta concen 27 
9 0 ; 31 
GS-10. 1 
i a 30 
GS-8 4 
GS-7 34 
GS-6 ll 
GS-5 10 
GS-4 2 
Subtotal 210 
Total permanent positions .............0.0 218 
Unfilled positions, end of year....... —8 
Total permanent employment, end of 
year. 210 
—— 


1980 
est 


1981 
est 


mrenrnr 


NATIONAL ENDOWMENT FOR THE 
HUMANITIES 


SALARIES AND EXPENSES 


1981 























1979 1980 
actual est est. 

Executive level Ill......... 1 1 1 

BN cisssdn iret alinaweleetre 4 4 4 

SE isivisoseninacgetsts l l l 

ee SUL ersssnnncricenecegpntien l 1 1 

heen tcc santich seanenindaeiseanene 1 4 4 

I oicerticechieiiehtiatricpcinonante 8 ll ll 

GS/GM-15. 19 17 V7 

I stinking taiscnssuatainass 20 25 25 

PR sacatananccuccarsndiotavagpseapensseocboiness 22 21 22 

GS=12... cece Sathaneeiapabimagnti 27 31 30 

GS-11 19 27 31 

GS-10............. ‘ 2 2 2 

nick 26 26 30 

7 6 6 

23 21 16 

23 22 28 

37 27 34 

ll 8 15 

1 saat "ebeabecee 

1 1 1 

238 234 257 

Total permanent positions..................... 246 245 268 

Unfilled positions, end Of yeat............vvvv pisos scccssutancistas cxsticavea 
Total permanent employment, end of 

year...... "i 246 245 268 





NATIONAL LABOR RELATIONS BOARD 


Executive level Ill 
Executive level IV 





Subtotal .. 


ES-6 
ES-5 
ES-4 
ES-3 


Subtotal 


GS-17 

GS-16 

GS/GM-15 

GS/GM-14... dats 
GS/GM-13... 

GS-12. 

GS-11 

GS-10 

GS-9... 

GS-8 

GS-7 

GS-6 

GS-5 

CS-ber setae asnsc.5t 
GS-3. pcieioe 
Rarer sitcscscassnsesoerssshelbd 
GS-1..........0.. 


Subtotal 
Ungraded........... 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 


SALARIES AND EXPENSES 


1979 
actual 


47 
15 


> 
a 


129 
115 
417 
442 
252 
238 

2 
214 

41 
180 
218 
435 
188 


3,123 
202 


2,921 





NATIONAL MEDIATION BOARD 


SALARIES AND EXPENSES 


Executive level Ill... 
Executive level IV 


Subtotal........ 


Ee rictsricicinersnerarss i 
GS/GM-16..... 
GS/GM=14...... esses 
GS/GM-13..........c000 
GS-12. 





Subtotal .............000000 ; 


Total permanent positions....... 
Unfilled positions, end of year......... 


Total permanent employment, end of 


1979 
actual 


1980 
est 


140 
403 
512 
253 
188 

22 
215 

45 
208 


3,157 
192 


198] 
est 


3,213 


148 


2,965 3,065 


1980 
est 





198 


est 


1 





frecutive les 
frecutive lev 
Executive lev 


Subtot 


Grades estab 
(42 U. 


EE-II, $51 
fE-I, $47 


Subtot 


Subt 


General sche 
lished 
USC. 


68/GM-1 
6S/GM-1 
6S/GM-1 
68-12 
GS-11 
68-10 
6s-9 
(s-8 
7 
6-6 
6-5 
6s-4 
6-3 
(8-2 


Subtotal 
Ungraded. 


Total pe 
Unfiled positic 


Total pe 
year 


NATIC 


becutive level 
uetutive level 


Subtotal 


M+ 
5 
M 


ha 


Subtot 


S17 


PERMANENT POSITIONS—OTHER INDEPENDENT AGENCIES 


NATIONAL SCIENCE FOUNDATION 


RESEARCH AND RELATED ACTIVITIES 


1979 1980 1981 
actual est est 


frecutive level Il 
frecutive level Il 
frecutive level V 


Subtotal 


trades established by the NSF Act of 1950 
(42 U.S.C. 1873): 


E-ll, $50,112 
fE-I, $47,889 to $50,112 


Subtotal 


Subtotal...... 


General schedule grades and grades estab- 
lished by the NSF Act of 1950 (42 
US.C. 1873) 


GS/GM-15 
GS/GM-14 
6S/GM-13 
(8-12 
6-11 
68-10 
8-9 

-8 

(8-7 

(8-6 

8-5 

(8-4 

6-3 

(8-2 


Subtotal 
Ungraded... 


Total permanent positions 
Uofiled positions, end of year... 


Total permanent employment, end of 
year... ; : 


NATIONAL TRANSPORTATION SAFETY 
BOARD 


SALARIES AND EXPENSES 


1979 1980 1981 
actual est est 


becutive level Ill... 
fieutive level IV 


Subtotal... 


1979 1980 1981] 
actual est est 


Subtotal 


Total permanent positions 


Unfilled positions, end of year 


Total permanent employment, end of 
year 


NUCLEAR REGULATORY COMMISSION 
SALARIES AND EXPENSES 


1979 1980 
actual est 


Executive level II 


Executive level Ill 


Subtotal 


Subtotal 


Ungraded positions for scientific and techni- 
cal personnel established under Section 
161d, Nuclear Regulation Act of 1954, as 
amended 


Ungraded positions at hourly rates equivalent 
to/or less than $28,129 
Subtotal 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 
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OCCUPATIONAL SAFETY AND HEALTH 
REVIEW COMMISSION 


SALARIES AND EXPENSES 


1979 1980 1981 
actual est est. 


Executive level til 
Executive level IV 


Subtotal 


ES-5 
ES-4 


Subtotal 


= 
oft wo 
= 

oe 


SmPmrnmwoenwnwonm 


w 
mow as 


Kr woo BS O&O WwW OO w 


Subtotal 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


OFFICE OF THE FEDERAL INSPECTOR 
FOR THE ALASKA NATURAL GAS 
TRANSPORTATION SYSTEM 


1979 1980 1981 
actual est est. 


Executive Level Ill 
Senior executive service 
GS-15, 

GS-14 

GS-13 

GS-12 

GS ll 

GS-10 

GS-9 

GS-8 

GS-7 

GS-6 

GS-5 

GS-4 

GS-3 

Ungraded 


Total permanent positions 
Unfilled positions, end of year 





Total permanent employment, end of 
year 
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OFFICE OF PERSONNEL MANAGEMENT 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Pain From Funps AVAILABLE TO THE 
OFFICE OF PERSONNEL MANAGEMENT 








1979 1980 1981 
actual est. est. 





Executive level Il 
Executive level Ill 
Executive level V 


Total permanent positions 
Unfilled positions, end of year. 


Total permanent employment, end of 





PANAMA CANAL COMMISSION 
PANAMA CANAL CoMMISSION FUND 





1979 1980 
actual est. 





Executive level V: 
Administrator, $50,112 
Deputy, $50,112 


Positions established by Board of Directors, 
Panama Canal Commission: 


Chief Financial officer, $50,112 
Secretary, $50,112 


RN ict cnccecinnauicea ns 


Positions established by Administrator, 
Panama Canal Commission: 
Graded (equivalent to GS grades): 
GS/GM-14... 
GS/GM-13 
GS-12... 
GS-11. 
GS-9... 
GS-7... 
GS-6... 


mF RK OH wR woe 
mF NRMKE Own PY YO 


Pe titaihschaistiasi a accel 


nm 
> 





1980 1981 
est. est. 


1979 1980 
actual est. 


198) 
est 





Nonmanual: 
NM-15, $34,091 to $47,500 
NM-14, $29,640 to $45,971 
NM-13, $25,646 to $47,500 
NM-12, $21,944 to $42,489 
NM-11, $18,554 to $35,442 
NM-10, $16,973 to $26,206 
NM-9, $15,496 to $23,804 
NM-8, $14,123 to $21,544 
NM-7, $12,834 to $19,458 
NM-6, $11,565 to $17,505 
NM-5, $7,571 to $15,706... 
NM-4, $6,760 to $14,039... 
NM-3, $6,032 to $12,509... 
NM-2, $5,699 to $11,092 
NM-1, $5,512 to $9,812 


Subtotal 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 





Note.—See also The Panama Canal, page 1022. 


PENNSYLVANIA AVENUE 
DEVELOPMENT CORPORATION 


SALARIES AND EXPENSES 





1979 1980 1981 
actual est. est. 





FMF KF KF wna De & we 


Total permanent positions 
Unfilled positions, end of year. 


Total permanent employment, end of 





RAILROAD RETIREMENT BOARD 


CONSOLIDATED SCHEDULE OF PERMANENT Posi- 
TIONS Paip From FuNps AVAILABLE TO THE 


RAILROAD RETIREMENT BOARD 





1979 1980 1981 


actual est. est. 





Executive level {li 
Executive level IV... 


Subtotal 


cents stirs ceneceenars ; 
i ssctasupptosicnhcninipsasiiiepainsolssiiitasin , 


Total permanent positions .... 
Unfilled positions, end of year 


Total permanent employment, end of 





SECURITIES AND EXCHANGE 
COMMISSION 


SALARIES AND EXPENSES 





1979 1980 
actual est. 





Executive level Ill 
Executive level IV 


Subtotal 


Total permanent positions .... 
Unfilled positions, end of year 


Total permanent employment, end of 








Subto 


($/GM-15 
(S/GM-14 
($/GM-13 
-l2.... 
-l1..... 
(§-10...... 
-I..... 
(7 
(S-6 


Total 
Unfilled po 


Tota 
y' 


SM 


brecutive 
recutive 


Subt 


Sub 


8/GM-1 
GS/GM-1 
GS/GM-1 
GS-12... 
GS-11. 
8-10. 
(S-9..... 
(8-8. 
GS-7... 
(S-6..... 
(-6.... 
GS-4 
68-3... 
GS-2... 
GS-1... 


Sub 


Ungraded 


PERMANENT POSITIONS—OTHER INDEPENDENT AGENCIES 


SELECTIVE SERVICE SYSTEM 


SALARIES AND EXPENSES 





1979 
actual 


1980 
est. 


1981 
est 





Total permanent positions .... 
Unfilled positions, end of year 


Total permanent employment, end of 


an 


K- wrnrronr— & Ow @D 


~ 
o 


= 
co 





SMALL BUSINESS ADMINISTRATION 


SALARIES AND EXPENSES 





1979 
actual 


1980 
est. 


1981 
est. 





frecutive level I.. 
Erecutive level V... 


Subtotal 


354 

12 
174 

47 
371 
326 
504 
473 


9 
1 


Subtotal 


7 


9 
1 


4,677 4,660 


7 
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1979 1980 1981 
actual est est. 





Total permanent positions 
Unfilled positions, end Of year..............s...00« : 


4,715 4,747 
—343 —N 


4,730 
—10 


Total permanent employment, end of 


4,372 4,676 4,660 





SMITHSONIAN INSTITUTION 


CONSOLIDATED SCHEDULE OF PERMANENT PosI- 
TIONS Paip From Funps AVAILABLE TO THE 
SMITHSONIAN INSTITUTION 





1979 1980 1981 
actual est. est. 





Executive level IV............. 
Executive level V.........sccccccscsssssseeees 


Subtotal 


Ges... 


GS/GM=14......osccsseeee 
GS/GM-13............0.. 

GS-12. Rin Sates 
sei tarsrtastsseshainiiatincnstaincnteas 


Subtotal ....... 


Grades established by authority of 20 U.S.C. 
75f, 76dd, and 79c, comparable to GS 
grades: 


Subtotal ..... 


Grades established by Canal Zone Civilian 
Personnel Coordinating Board 


NM-15, $34,091 to $47,500...... 
NM-14, $29,640 to $47,500................. 
NM-13, $25,646 to $41,041... cssssoe 
NM-12, $21,944 to $34,520 

NM-11, $18,554 to $28,797... 

NM-9, $15,496 to $23,804 

NM-8, $14,123 to $21,544... 

NM-7, $12,834 to $19,458 

NM-6, $11,565 to $17,505 

NM-5, $7,571 to $11,075 

NM-4, $6,760 to $9,927 

NM-3, $6,032 to $8,874......... 


Subtotal . 
Ungraded. 


Total permanent positions................ 
Unfilled positions, end of year... 


Total permanent employment, end of 


a ; 3,305 





NATIONAL GALLERY OF ART 


SALARIES AND EXPENSES 





1979 1980 1981 


est. est. 





Rca 
GS/GM-15. 
GS/GM-14 
GS/GM-13 
GS-12... 
GS-11...... 
GS-10 

GS-9. 

GS-8... 

GS-7 

GS-6 

GS-5 

GS-4 pepe 
Fe cccncintats 
GS-2 
Ungraded 


Total permanent positions . 
Unfilled positions, end of year... 


Total permanent employment, end of 
ote 663 





Wooprow WILSON INTERNATIONAL CENTER 
FOR SCHOLARS 


SALARIES AND EXPENSES 





1979 1980 
actual est. 





Grades established by authority of 5 U.S.C. 
3109, comparable to GS grades: 


AD-18...... 
AD-17 


Subtotal 


bat. 


GS/GM-15 


GS/GM-13....... 
GS-12 
GS-10............. 
GS-8... 
[Seemed 
NW essanctatectoes 
GS-6. 

GS-6..... 

GS-4 


— Oe me Re we 


Subtotal 


~ 
o 


nm 
= 


Total permanent positions . 
Unfilled positions, end of year.. 


| | 
~ 


Total permanent employment, end of 





TEMPORARY STUDY COMMISSIONS 


NATIONAL ALCOHOL FUELS COMMISSION 





1979 
actual 


1980 1981 
estimate estimate 





Executive level I..... 
GS-16... 
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TEMPORARY STUDY COMMISSIONS— 
Continued 


NATIONAL ALCOHOL FUELS COMMISSION— 
Continued 


actual est est. 


GS/GM-13 
GS-12......... 
eer ae 
GS-8 

GS-7..... 

GS-6 

GS-5 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 


1979 1980 1981 





NATIONAL COMMISSION ON AIR QUALITY 


SALARIES AND EXPENSES 


actual est est 


GS-18 
GS-17 
GS/GM-16..... 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-10 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5 
GS-4 
GS-3 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


NATIONAL COMMISSION ON SOCIAL SECURITY 


SALARIES AND EXPENSES 


1979 1980 198] 
actual est est 


Executive level V 
GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-11 

GS-9 

GS-8 

GS-7 

GS-5 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


1979 1980 198] 


NATIONAL TRANSPORTATION Po.Licy StuDY 
CoMMISSION 
SALARIES AND EXPENSES 


1979 1980 1981 
actual est est 


Executive level II 
ES-6......... 
ES-5 

ES-3.... 


Subtotal 


SS /GMIAEG, tsissosssscsseteces 
GS/GM-13 

GS-12 

GS-11. 

GS-9..... 

GS-8... scenes 

GS-7 

GS-6 


Subtotal 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 


NavaJo-Hop! INDIAN RELOCATION COMMISSION 


SALARIES AND EXPENSES 


1979 1980 1981 
actual est est 


ES-4 
GS-16 
GS/GM-14 
GS/GM-13 
GS-11 
GS-10 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


PRESIDENT’S COMMISSION ON PENSION POLICY 


1979 1980 1981 
actual est est 


ES-5 
ES-3 


Subtotal 


GS-15 
GS-14 
GS-13 
GS-12 
GS-11 
GS-7 


1979 1980 198] 
actual est est 


GS-5 
Subtotal . 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


PRESIDENTIAL COMMISSION ON WORLD Huncer 
SALARIES AND EXPENSES 


1979 1980 
actual est 


ES-5 
ES-1 


Subtotal 


GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-11 
GS-10 
GS-9 
GS-7 

GS-5 
GS-4 


Subtotal 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 


SELECT COMMISSION ON IMMIGRATION 
REFUGEE POLicy 


SALARIES AND EXPENSES 


1979 1980 
actual est 


Executive level V 
GS/GM-15 
GS/GM-14 
GS-13 
GS-12 
GS-10 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5 


Total permanent positions 
Unfilled positions, end of year 





§-13 
12 
(-l1 
(S-9 
-8 
(S-7 
(S-5 


Total 
\nfiled po 


Total 
ye 


brecutive | 
brecutive. 


Subt 


Grades est 
of th 
Manage 
Grad 
Grad 
Grad 
Grad 
Grad 
Grad 
Grad 
Grad 
Grad 
Grad 
Grad 
Grad 
Grad 


5 
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1979 1980 1981 
actual est. est 








Total permanent employment, end of 





NATIONAL COMMISSION ON THE 
INTERNATIONAL YEAR OF THE CHILD 


DETAIL OF PERMANENT POSITIONS 








1979 1980 198] 
actual est est. 


Total permanent positions....... 
Unfiled positions, end of year 


Total permanent employment, end of 





TENNESSEE VALLEY AUTHORITY 


TENNESSEE VALLEY AUTHORITY FUND 





1979 1980 198] 


actual est est 





Erecutive level III, $55,388 ..........sccee 
brecutive level IV, $52,750. 


Subtotal 


Grades established by the Board of Directors 
of the Tennessee Valley Authority: 


Management schedule: 
Grade 13 ($52,250)........... 
Grade 12 ($51,700) 
Grade 11 ($51,200) 
Grade 10 ($50,700) .. 
Grade 9 ($47,500) 
Grade 8 ($46,000)..... 
Grade 7 ($39,060 to $42,675)............ 
Grade 6 ($35,520 to $39,025) 
Grade § ($32,095 to $36,715) 
Grade 4 ($24,000 to $32,610) 
Grade 3 ($20,880 to $28,195) 
Grade 2 ($17,970 to $23,010) 
Grade 1 ($16,240 to $18,995) 


Subtotal 


Physician schedule 
Grade 2 ($43,300 to $47,540) 
Grade 1 ($40,685 to $45,985) 


Subtotal 


Administrative schedule 


Grade 4 ($21,730 to $29,245) ... 
Grade 3 ($18,700 to $25,540) ... 


( 
Grade 2 ($16,365 to $21,525) 
( 


Grade 1 ($14,580 to $17,995).......... 


Subtotal 


Board secretary schedule: 
Grade 2 ($17,260 to $22,760) 


Subtotal... 


Clerical schedule: 

Grade 7 ($15,630 to $19,410) 
Grade 6 ($14,360 to $18,235) 
Grade 5 ($13,170 to $17,260) 
Grade 4 ($12,070 to $16,050) 
Grade 3 ($10,925 to $14,410) 
Grade 2 ($9,040 to $11,870) 
Grade 1 ($7,675 to $9,515) 


Subtotal 


Engineering and scientific schedule 
Grade 4 ($23,950 to $32,400) 
Grade 3 ($20,900 to $28,065) 
Grade 2 ($15,715 to $22,995) 
Grade 1 ($12,625 to $20,000) 


Subtotal 


Aide and technician schedule: 
Grade 7 ($20,345 to $25,965) 
Grade 6 ($18,170 to $23,545) 
Grade 5 ($16,365 to $21,210) 
Grade 4 ($13,910 to $18,195) 
Grade 3 ($11,835 to $15,160) 
Grade 2 ($10,355 to $13,280) 
Grade 1 ($8,205 to $9,235) 


Subtotal 


Custodial schedule: 
Grade 3 ($12,010 to $14,440) 
Grade 2 ($10,955 to $13,000) 
Grade 1 ($10,635 to $12,035) 


Subtotal 


Public safety schedule 
Grade 1 ($12,805 to $14,630) 


Ungraded 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 


year 


1979 


actual 


603 
5,719 
22,448 
5,383 


17,065 


1980 
est 


640 
5,691 
23,618 
5,944 


17,674 


1981 UNITED STATES METRIC BOARD 
est 
— SALARIES AND EXPENSES 


1979 1980 1981 
actual est est 


Executive level It! 
ES-4 
ES-2 


Subtotal 


GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-10 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5 
GS-4 


Pe! Nae 


Subtotal 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year : 


WATER RESOURCES COUNCIL 
SALARIES AND EXPENSES 


1979 1980 1981 
actual est. est 





Subtotal 


GS/GM-15 
GS/GM-14 
GS/GM-13 
GS-12 
GS-11 
GS-9 
GS-8 
GS-7 
GS-6 
GS-5 
GS-4 

GS-3 


Subtotal 


Total permanent positions 
Unfilled positions, end of year 


Total permanent employment, end of 
year 














PART III 


SUPPLEMENTALS AND RESCISSIONS 











EXPLANATION OF REQUESTS 


This part contains both supplemental appropriations 
requests being proposed for initial congressional consid- 
eration in this budget, and pending supplemental re- 
quests. Requests for supplemental appropriations are 
made after enactment of regular appropriations. Infor- 
mation is also included on proposals to rescind budget 
authority. 


PROPOSED SUPPLEMENTAL REQUESTS 


Supplemental requests are shown as separate sec- 
tions. 

Section IJ.—Supplementals proposed in this Budget for 
various purposes other than increased pay costs are 
presented in this section and include: suggested appro- 
priation language, the related budget schedules, and 
the reasons for the requests. 

Section II.—Requests for pay supplementals in this 
section are in the form of suggested appropriation lan- 
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guage for 1980. The amounts contained in the appropri- 
ation language also appear as separate line entries in 
the regular program and financing schedules in Part I. 

Section III.—Several supplemental requests are pend- 
ing before the Congress. The suggested appropriation 
language, related budget schedules, and the reasons for 
these requests are presented in this section. 


RESCISSION PROPOSALS 


Under the provisions of the Impoundment Control 
Act of 1974 (Public Law 98-344), whenever the Presi- 
dent proposes rescission of enacted appropriations, a 
special message must be sent to the Congress giving 
details of the proposal. Included in this part—for rescis- 
sion proposals being made in conjunction with this 
Budget—are related budget schedules, references to the 
special message being sent to the Congress, and expla- 
nations of the proposals. 





SECTION 
VAR 
PAY 

Legisla 

Execut 

Funds . 

Depart 

Depart 

Depart 

Depart 

Depart 

Depart 

Depart 

Depart 

Depart 

Depart 

Depart 

Depart 

Depart 

Depart 

Enviror 

Nation; 

Veterai 

Other 





SECT! 


Legisla 
The Ju 
Execut 
Funds 
Depart 
Depart 


PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION 
sui PROPOSALS 


ries in | SUMMARY OF PROPOSED SUPPLEMENTALS, INCLUDING THOSE PENDING BEFORE THE CONGRESS, 
Part I. AND RESCISSION PROPOSALS 

- pend- 

riation fs te msg 
ns for 1980 requests 1980 requests 


Associated Associated 
1980 budget requests not 1980 budget requests not 
authority affecting budget authority affecting budget 
authority 








‘ontrol 


Presi- ProposeD SUPPLEMENTAL ACTIONS Department of Defense—Military 2,830,439,000 


ons, a ‘ Department of Defense—Civil 46,211,000 
; SECTION I—PROPOSED SUPPLEMENTAL APPROPRIATIONS FOR Department of Education 8,449,000 


giving VARIOUS PROGRAMS (EXCLUDING REQUESTS FOR INCREASED Department of Energy “ 19'807,000 


rescis- PAY COSTS) Department of Health and Human Services re 93,052,000 121,590,000 
h this Legislative branch 14,716,000 Department of Housing and Urban Development ..... B 11,972,000 12,881,000 
to the Executive Office of the President 516,000 Department of the Interior < 62,119,000 
expla- J funds Appropriated to the President.... 425,020,000 Department of Justice i 53,962,000 29,395,000 
Department of Agriculture 3,022,115,000 Department of Labor oa 23,707,000 1,826,000 
Department of Commerce 16,092,000 Department of State . E. 8,198,000 12,000,000 
Department of Defense—Military 1.407.259.000 Department of Transportation co 129,391,000 6,801,000 
Denartment of Def Civil 77 ; 37.286 000 Department of the Treasury = 140,686,000 5,730,000 
eee renege PE Environmental Protection Agency Sc 14,309,000 
Department of Education 663,573,000 National Aeronautics and Space Administration .. oe 46,286,000 
Department of Energy . 490,381,000 Veterans Administration .. 202,348,000 1,310,000 
Department of Health and Human Services 2,779,958,000 7,230,000 Other independent agencies 91,500,000 19,386,000 
Department of Housing and Urban Development 52,600,000  2,740,362,000 “Si Sees ce ee 
Department of the Interior 89,549,000 Total, section I! 4,048,645,100 218,267,000 


Department of Justice... 15,362,000 


Department of Labor itis 956,417,000 
Department of State 41,885,000 
Department of Transportation 77,762,000 
Department of the Treasury 23,708,000 
Environmental Protection Agency 12,000,000 
National Aeronautics and Space Administration . 300,000,000 
Veterans Administration 64,134,000 
Other independent agencies................ aes, 519,688,000 


Total, section | (gross) 11,010,021,000 


SECTION II—-INCREASED PAY COSTS FOR THE FISCAL YEAR 


Legislative branch 47,249,100 
The Judiciary 25,961,000 
Executive Office of the President 3,727,000 
Funds Appropriated to the President 9,382,000 
Department of Agriculture 109,292,000 
Department of Commerce 70,598,000 


SECTION III——-SUPPLEMENTAL APPROPRIATIONS REQUESTS 


PENDING BEFORE THE CONGRESS 
Funds Appropriated to the President 
Department of Agriculture 

Department of Commerce 

Department of Energy 

Department of Health and Human Services... 
Department of Transportation 

Veterans Administration 

Other independent agencies 


Total, section Ill 


RESCISSION PROPOSALS 


Department of Health, Education, and Welfare 
Department of the Interior 


Total, rescission proposals 
Grand total 


80,000,000 
96,708,000 


617,505,000 


7,060,000 
10,825,000 
34,800,000 

7,490,000 
61,821,000 


916,149,000 


— 104,218 
— 18,000 


— 122,218 


15,852,597,100 
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DETAILS OF PROPOSED SUPPLEMENTAL APPRO- 
PRIATIONS FOR THE FISCAL YEAR ENDING 
SEPTEMBER 1980 


Be it enacted by the Senate and House of Representatives of the 
United States of America in Congress assembled, That the following 
sums are appropriated out of any money in the Treasury not other- 
wise appropriated to supply supplemental appropriations for the 
fiscal year ending September 30, 1980 and for the other purposes; 
namely: 


SECTION I—PROPOSED SUPPLEMENTAL APPRO- 
PRIATIONS FOR VARIOUS PROGRAMS (EXCLUD- 
ING REQUESTS FOR INCREASED PAY COSTS) 


Legislative Branch 
HOUSE OF REPRESENTATIVES 


CONTINGENT EXPENSES OF THE HOUSE 
ALLOWANCES AND EXPENSES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Allowances and ex- 
penses”’, $7,426,000. 


Program and Financing (in thousands of dollars) 








Identification code 00-0438-1-1-801 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Total program costs, funded—obligations 
(object class 25.0) 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 








GOVERNMENT PRINTING OFFICE 


OFFICE OF SUPERINTENDENT OF DOCUMENTS 
SALARIES AND EXPENSES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Salaries and ex- 
penses”, Office of Superintendent of Documents, 
$790,000. 


Program and Financing (in thousands of dollars) 


Identification code 04-0201-1-1-806 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Special sales of publications (costs—obli- 
gations) (object class 23.2) ..........s:s00 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year..... 
74.40 Obligated balance, end of year 


90.00 Outlays 








This supplemental appropriation is necessary to cover 
postage costs that exceed revenue from annual subscrip- 
tions to the Federal Register. The price for a subscrip- 
tion to the Federal Register has remained fixed at $50 


per year since 1975 so that revenues no longer cover 
the increased postage costs. 


OTHER LEGISLATIVE BRANCH AGENCIES 


TEMPORARY COMMISSION ON FINANCIAL OVERSIGHT OF THE DistrIcr 
oF COLUMBIA 


SALARIES AND EXPENSES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Temporary Commis- 
sion on Financial Oversight of the District of Colum- 
bia’, $6,500,000, to remain available until expended. 


Program and Financing (in thousands of dollars) 


Identification code 09-0650-1-1-801 





1979 actual 1980 est. 1981 est 





Program by activities: 
10.00 Financial oversight of D.C. government 
(costs—obligations) 

25.0) 


(object class 


Financing: 
14:00 Offsetting collections from: Non-Federal 
fund 


40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligate balance, start of year 
74.40 Obligated balance, end of year — 5,000 —1,500 


90.00 Outlays 1,500 3,500 





This proposed supplemental would provide funds for 
the Commission so that it can complete its statutory 
responsibilities for establishing an efficient financial 
management system and completing three successive 
annual audits of the city’s financial condition. 


Executive Office of the President 
COUNCIL ON WAGE AND PRICE STABILITY 


SALARIES AND EXPENSES 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “Salaries and ex- 
penses”, $516,000. This appropriation shall be made 
available only upon enactment into law of authorizing 
legislation. 


Program and Financing (in thousands of dollars) 


lentificaton cade 11-1600-4-1-802 


1979 actual 1980 est. 1981 est 





Program by activities: 
10.00 Wage and price monitoring (costs—obli- 
gations) 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 





This supplemental request would provide funds to 
support the activities of the Council’s Pay and Price 
Advisory Committees. 





AR 1981 


YISTRICT 


1981 est. 


1981 est. 


PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 





Object classification (in thousands of dollars) 





\entification code 11-1600-4-1-802 


1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent 





Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
23.1 Standard level user charges 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction 
25.0 — Other services 
26.0 Supplies and materials .. 
31.0 — Equipment 


99.0 Total obligations 








Personnel Summary 





Total number of permanent positions 
Total compensable work years 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary 





Funds Appropriated to the President 
DISASTER RELIEF 


DISASTER RELIEF 


(Supplemental now requested, existing legislation) 


For an additional amount for “Disaster relief’, 
$314,000,000, to remain available until expended. 


Program and Financing (in thousands of dollars) 





Identification code 11-0039-1-1-453 1979 actual 1980 est. 1981 est. 





Program by activities: 

10.00 Aid to stricken areas (costs—obligations) . 
Financing: 

40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligate balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


178,000 





This proposed supplemental appropriation would pro- 
vide funds to permit the granting of assistance to vic- 
tims of presidentially-declared disasters and emergen- 
cies to continue without interruption. If these funds are 
not appropriated, the Federal Emergency Management 
Agency will exhaust its disaster relief funds by March 
31, 1980. 


Object Classification (in thousands of dollars) 





Identification code 11-0039-1-1-453 1979 actual 1980 est. 


185,000 
129,000 


314,000 


1981 est. 





25.0 Other services 
41.0 — Grants, subsidies, and contributions 


99.0 Total obligations 
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INTERNATIONAL SECURITY ASSISTANCE 


ForeiGN Miuitary Crepit SALES 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “Foreign military 
credit sales”, $10,000,000. This appropriation shall be 
avilable only upon enactment into law of authorizing 
legislation. 


Program and Financing (in thousands of dollars) 


Identification code 11-1082-4-1-152 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Credit and guarantees: 
Long-term credit agreements 
Portion financed privately 
10.00 Guaranty of private financing (cost-obliga- 
tions) (object class 33.0) 
Financing: 
40.00 Budget authority (appropriation) 


100,000 
100,000 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
72.40 Obligated balance, end of year 


90.00 Outlays 








This appropriation is necessary as a guarantee re- 
serve for $100 million of Foreign Military Sales financ- 
ing that would enable Pakistan to order military equip- 
ment it needs to preserve its national independence and 
integrity. 


INTERNATIONAL DEVELOPMENT ASSISTANCE 


Economic Support Funp 
(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “Economic Support 
Fund”, $100,000,000 to remain available until expend- 
ed. This appropriation shall be made available only 
upon enactment into law of authorizing legislation. 


Prgram and Financing (in- thousands of dollars) 





Identification code 11-1037-4-1-151 1979 actual 1980 est. 1981 est 





Program by activities: 
10.00 Economic support fund (costs—obliga- 
tions) (object class 33.0) 
Financing: c 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





This request would provide $100 million in economic 
assistance to Pakistan to relieve severe balance of pay- 
ments difficulties. This assistance would help provide 
the economic stability necessary to assure Pakistan’s 
security against external aggression. 


PAYMENT TO FOREIGN SERVICE RETIREMENT AND DisaBILity FuND 
(Supplemental now requested, existing legislation) 


For an additional amount for “Payment to Foreign 
Service retirement and disability fund”, $1,020,000. 
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PAYMENT TO FOREIGN SERVICE RETIREMENT AND DisABILITY FUND— 
Continued 


Program and financing (in thousands of dollars) 


Identification code 11-1036-1-1-153 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Government contributions to the fund 
(costs—obligations) 

3.0) 


(object class 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





This proposed supplemental appropriation would pro- 
vide the first annual installment to finance the unfund- 
ed liabilities resulting from salary increases effective in 
October, 1979. 


Department of Agriculture 
FOOD AND NUTRITION SERVICE 


Foop Stamp PROGRAM 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for the “Food Stamp Pro- 
gram”, $2,556,174,000: This amount shall be made 
available only upon the enactment of additional autho- 
rizing legislation, which maintains the normal level of 
benefits to recipients as determined pursuant to the 
Food Stamp Act and requires program management im- 
provements. 


Program and Financing (in thousands of dollars) 


Identification code 12-3505-4-1-604 





1979 actual 1980 est. 1981 est. 





Program by activities: 
2,548,644 





10.00 Total program (costs—obligations) 


(object class 41.0) 2,556,174 


Financing: 


40.00 Budget authority (appropriation) 2,556,174 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 








This proposed supplemental appropriation would pro- 
vide funds to maintain the Food Stamp Program at its 
normal level of benefits. This increase is necessary be- 
cause of the higher than anticipated rise in food prices 
and higher unemployment during 1980. These addition- 
al funds would be available contingent upon the enact- 
ment of legislation that would lift the appropriation 
ceiling and would require improvements in program 
administration. 


SpeciaL MiLK PROGRAM 
(Supplemental now requested, existing legislation) 


For an additional amount for the “Special Milk Pro- 
gram”, $11,800,000. 


Program and Financing (in thousands of dollars) 





Identification code 12—3502-1-1-604 1979 actual 1980 est. 1981 est 





Program by activities: 
10.00 Cash payments to States (costs—obliga- 
tions) (object class 41.0) 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 


PRC 


Thi 
to i 


ei 
760 
41.0 
900 





The supplemental appropriation would be used to 
subsidize the milk served to children in schools and 
other institutions participating in the special milk pro- 
gram as required by the Child Nutrition Act of 1966, as 
amended. 


CHILD NuTRITION PROGRAMS 
(Supplemental now requested, existing legislation) 


For an additional amount for “Child nutrition pro- 
grams’, $337,400,000. 


Program and Financing (in thousands of dollars) 





Identification code 12-3539-1-1-604 1979 actual 1980 est. 1981 est 





Program by activities: 

1. Cash payments to States: 
(a) School lunch 
(b) Special meal assistance 
(c) School breakfast 
(d) Summer feeding 
(e) Child care feeding 

2. Commodity procurement 


10.00 Total program costs, funded—obliga- 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 





This supplemental appropriation is needed for the 
school lunch program, special assistance for school 
lunches, school breakfast program, summer feeding pro- 
gram, child care feeding program and commodity pro- 
curement. States may claim meal subsidies at rates 
which are adjusted twice yearly for changes in the Con- 
sumer Price Index component for food away from home. 
Commodities are granted to the States for each lunch 
or supper served at a guaranteed rate adjusted annual- 
ly for changes in the Producer Price Index for food used 
in schools. Both the number of meals subsidized and the 
rates at which the States may claim subsidies are now 
projected to be larger than the original budget estimate. 





Identific 


| 
10.00 


PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 


This is due to unanticipated increases in food prices and 
to increases in the number of meals served. 


Object Classification (in thousands of dollars) 
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This proposed supplemental is for fighting forest 
fires. 


Object Classification (in thousands of dollars) 





\dentification code 12-3539-1-1-604 1979 actual 


1980 est. 1981 est 


26.0 Supplies and materials (grants of com- 
modities to States) 


41.0 Grants, subsidies, and contributions 276,900 


337,400 





99.0 Total obligations 





Foop DONATIONS PROGRAM 
(Supplemental now requested, existing legislation) 


For an additional amount for the “Food Donations 
Program’’, $16,044,000. 


Program and Financing (in thousands of dollars) 








identification code 12-3503-1-1-604 1979 actual 1980 est. 1981 est. 





Program by activities: 

10.00 Elderly feeding (costs—obligations) 
Financing: 

40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
12.40  Obligated balance, start of year 
14.40 Obligated balance, end of year 


90.00 Outlays 








This supplemental appropriation is needed to main- 
tain the level of support in commodity assistance or 
cash in lieu of commodities for the elderly feeding pro- 
gram authorized by the Older Americans Act of 1965. 


Object Classification (in thousands of dollars) 


Wentiication code 12-3503-1-1-604 





1979 actual 1980 est. 1981 est. 





26.0 Supplies and materials (grants of com- 
modities to States) 


41.0 Grants, subsidies, and contributions 12,354 





99.0 Total obligations 





FOREST SERVICE 


ForEsT MANAGEMENT, PROTECTION AND UTILIZATION 
(Supplemental now requested, existing legislation) 


For an additional amount for “Forest management, 
protection and utilization’’, $100,697,000. 


Program and Financing (in thousands of dollars) 





Wentfication code 12-1100-1-1-302 1979 actual 1980 est. 1981 est 





Program by activities: 
10.00 National Forest System (costs—obliga- 
100,697 
Financing: 


40.00 Budget authority (appropriation) 100,697 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
1240 Obligated balance, start of year 
14.40 Obligated balance, end of year 


90.00 Outlays 





310-100 0 - 80 - 68 


Wentficaton code 12-1100-1~1-302 


1979 actual 1980 est. 1981 est 


Personnel compensation: 
Positions other than permanent 
11.5 — Other personnel compensation 
11.8 — Special personal services payments 


Total personnel compensation 
Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
22.0 — Transportation of things 
23.2 Communications, utilities, and other rent... 
24.0 Printing and reproduction 
25.0 — Other services 
26.0 Supplies and materials ... 
31.0 — Equipment 


99.0 Total obligations 








Personnel Summary 





Total number of permanent positions 
Total compensable workyears. 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary 





Department of Commerce 
GENERAL ADMINISTRATION 


SALARIES AND EXPENSES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Salaries and ex- 


penses”, $4,200,000. 
Program and Financing (in thousands of dollars) 


Identification code 13-0120-1-1-376 





1979 actual 1980 est. 1981 est 





Program by activities: 
Executive direction of the Department 
U.S. Olympic Committee 





10.00 Total program costs (funded—obli- 


gations) 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





This supplemental appropriation would provide funds 
to promote and coordinate amateur athletics in the 
United States as authorized by the Amateur Sports Act 
of 1978. Grant funds would be provided to the U.S. 
Olympic Committee for this purpose. Funds are also 
requested to provide the executive direction necessary 
to implement the President’s trade reorganization plan. 


Object Classification (in thousands of dollars) 
Identification code 13-0120-1-1-376 





1979 actual 1980 est. 1981 est. 





11.1 Personnel compensation: Permanent  posi- 
tions 
12.0 — Personnel benefits 
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SALARIES AND ExPpENSES—Continued 


Object Classification (in thousands of dollars) —Continued 





Identification code 13-0120-1-1-376 1979 actual 1980 est. 1981 est. 


21.0 — Travei and transportation of persons........... 5 





Average ES salary 
Average GS grade 
Average GS salary. 




















23.0 Communications, utilities, and other rent.... 1 

DO ORM IIU soc ccacaticcoconcssssaseosacelestactetsactes 8 

20.0 SDDS UIT ANANOTIMS .....cccnccstcccosssscsccovesscs.  soonsssesnnponege 4 

41.0 — Grants, subsidies, and contributions ............ cscs 3,980 

99.0 Total obligations ................csseccssseeesseee 4,200 
Personnel Summary 

Total number of permanent positions.................. digs. 


Total compensable WOrkyea'..............sssssssecssseeessnees 
Full-time equivalent of other positions.................. 
Full-time equivalent of overtime and holiday 

RIS SU teen Mecsecavcssshstussaesuetccicatonceetoastvaeh 

Average ES salary 

Average GS grade 

PRPIRIINR Naed OMEN per pccssecssecara navooxesoasevsrastvanpyarane 





Personnel Summary 





Total number of permanent pOSitiOnS.............ciccse  sseesssseeesssees 
Total compensable workyealS...............s0++« 


Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
DONS ossschcsass petmtrtaictereatc teeth aatosatstoce | Hadeesativeae thee 












INTERNATIONAL TRADE ADMINISTRATION 


OPERATIONS AND ADMINISTRATION 
Supplemental now requested, existing legislation 
For additional amount for “Operations and adminis- 

tration”, $600,000, to remain available until expended. 


Program and Financing (in thousands of dollars) 

















ECONOMIC DEVELOPMENT ADMINISTRATION 


SALARIES AND EXPENSES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Salaries and ex- 
penses”’, $2,621,000, to carry out the provisions of Title I 
of the Public Works Employment Act of 1976 (Public 
Law 94-369). 


Program and Financing (in thousands of dollars) 


Identification code 13-1250-1-1-376 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Administration (costs—obligations) 
POAC GRRE 29.0) ssnsdstsassnssastcxasditedooys ¥ ssp eucasensssonn EN sc asercastlgrs 
Financing: 
40.00 Budget authority (appropriation) ...........00 600 




















Identification code 13-0125-1-1-452 1979 actual 1980 est. 1981 est 
Program by activities: 
10.00 Salaries and expenses (costs—obliga- 
MIE eeccckeee et icaktemibbecse Re cic Mies Pe icccsconiecisinss 
Financing: 
40.00 Budget authority (appropriation) ...........00 000 errr rai 
Relation of obligations to outlays: 
71.00 Obligations incurred Met ...........sccssccssssesccsse — sessssssseseeeees BOO) — ecctssisrccicasice 
72.40 Obligated balance, start Of yearn... scsssesssssesssse — sssseeessseeeenes 221 
74.40 Obligated balance, end of year.................. Suet ee 
90.00 DO aa Reais svninniere” » annveisecoarnecns 2,400 221 





This supplemental will provide the staffing and ad- 
ministrative support required to assure orderly moni- 
toring, audit, and close-out of local public works proj- 








ects. 
Object Classification (in thousands of dollars) 
Identification code 13-0125-1-1-452 1979 actual 1980 est 1981 est 
Personnel compensation: 
11.1 Permanent POSitiOnS.............ccssscscsssseesese — seeseessssseesees OP cnaigkai 
11.5 Other personnel compensation ............+  sesecscssseneeees eee | 





Total personnel compensation............. 
12.1 Personnel benefits: Civilia..........s..cssseesee 
21.0 Travel and transportation of persons........... 
23.1 Standard level user charges................vsess- 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction..............cssscsssssee 
25.0 Other Services ...............s00e 
26.0 — Supplies and materials .. 
I a hcissciecrne schenvtgsigiemtvertes 


99.0 Total Obligations ..............ssssssssesseeesen 








Relation of obligations to outlays: 
71.00 Obligations incurred, net .........ccc.csssseccsssseee — csssseesessneees BOD 5: eects sscantaet 


90.00 ORNS ict Sccsctsiniiettaadcnn nlite. 








This proposed supplemental appropriation would pro- 
vide funds for non-recurring expenses associated with 
the transfers resulting from the President’s Reorganiza- 
tion Plan No. 3. 





NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 


OPERATIONS, RESEARCH, AND FACILITIES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Operations, research, 
and facilities”, $1,000,000, to remain available until ex- 
pended. 


Program and Financing (in thousands of dollars) 








Identification code 13-1450-1-1-306 1979 actual 1980 est. 1981 est 
Program by activities: 
8. Environmental satellite Services ..............  scssssssseecenne TOO sto 
Change in selected resources (space-craft 
and launching inventory and undelivered 
orders; plus othér inventory and undeliv- 
IE sacsciccstmsconacetccecrcadice” tsselinucoms Set insite 
10.00 NORUEOMILIONS SCTE ESL csanacccntseisd  senrescotebbadsts 100 wasn 
Financing: 
40.00 Budget authority (appropriation) ........... 0 oc... TOR. seossesscantenne 





Relation of obligations to outlays: 





71.00 Obligations incurred, net ............cccsccscceeseee 1000-3 
72.40 Obligated balance, start Of year... csssssescessseess — ssseccessseessens 

74.40 Obligated balance, end of year.................... — JOD ssscscrrsorvene 
90.00 GC San hiscs nist estate. Accept 700 300 





This supplemental appropriation would provide the 
technical, scientific, and management support neces 
sary to begin implementation of the National Oceanic 








_ {ET 





1981 est 


PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 








and Atmospheric Administration’s responsibility for a 
future operational land remote sensing satellite system. 


Object Classification (in thousands of dollars) 
Identification code 13-1450-1-1-306 


11.1 — Personnel compensation: Permanent posi- 
tions 
Personnel benefits: Civilian 
21.0 — Travel and transportation of persons 
22.0 — Transportation of things 
23.1 Standard level user charge. 
24.0 — Printing and reproduction... 
25.0 — Other services 
26.0 Supplies and materials 
Equipment 





1979 actual 1980 est. 1981est. 








Total obligations... 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


( 
Average GS grade 12.64 
Average GS salary $32,153 





CoastaL ZONE MANAGEMENT 
(Supplemental now requested, existing legislation) 


For an additional amount for “Coastal zone manage- 
ment”, $6,000,000, to remain available until expended. 


Program and Financing (in thousands of dollars) 





Identification code 13—1451-1-1-302 1979 actual 1980 est. 198lest. 





Program by activities: 
Program administration grants 
Change in selected resources (undelivered 
orders) 





10.00 Total program costs, funded—obliga- 
tions (object class 41.0) 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year.. 
74.40 Obligated balance, end of year 


90.00 Outlays 





This supplemental appropriation would be used to 
provide grants to States for the administration of their 
approved coastal zone management programs. 


PATENT AND TRADEMARK OFFICE 


SALARIES AND EXPENSES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Salaries and ex- 
penses’’, $1,671,000. 


Program and Financing (in thousands of dollars) 


Kentification code 13-1006-1-1-376 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Patent process 
2. Trademark process 


10.00 Total program costs, funded—obliga- 
tions (object class 24.0) 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 








This supplemental appropriation would be used to 
print the backlog of approved patents and trademarks 
which has developed because increased printing costs 
has reduced the number of approved patents and trade- 
marks that could be printed with currently available 
funds. 


MARITIME ADMINISTRATION 
OPERATING-DIFFERENTIAL SUBSIDIES (LIQUIDATION OF CONTRACT 
AUTHORITY) 

(Supplemental now requested, existing legislation) 


For an additional amount for “Operating-differential 
subsidies”, $44,307,000, to remain available until ex- 
pended. 


Program and Financing (in thousands of dollars) 





Identification code 13-1709-1-1-403 1979 actual 1980 est. 1981 est. 





Financing: 
Budget authority 





Budget authority: 
Current: 
40.00 Appropriation 
40.49 Portion applied to liquidate c.. uct au- 
thority 





43.00 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.49 Obligated balance, start of year: Contract 


74.49 Obligated balance, end of year: Contract 
authority 44,307 


90.00 Outlays 





Status of Unfunded Contract Authority (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Unfunded balance, start of year 
Appropriation to liquidate contract authority 


Unfunded balance, end of year —44,307 —44,307 





This supplemental appropriation would provide cash 
to pay operating-differential subsidies to qualified oper- 
ators of U.S.-flag vessels under long-term contracts. The 
subsidies are designed to achieve parity between certain 
U.S.- and foreign-flag ship operating costs. 
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Department of Defense—Military Program and Financing (in thousands of dollars) 


MILITARY PERSONNEL 


MILITARY PERSONNEL, ARMY 


Identification code 17—1105-1-1-051 1979 actual 1980 est 1981 est. 





Program by activities: 
2. General purpose forces 
(Supplemental now requested, existing legislation) 3. Intelligence and communications 
5. Guard and reserve 
6. Research and development 
7. Central supply and maintenance 
8. Training, medical, and other general 
personnel activities 
Identification code 21-2010-1-1-051 1979 actual 1980 est. 1981 est. 9. Administration and associated activities 
10. Support of other nations 


For an additional amount for “Military personnel, 
Army’’, $64,000,000. 


Program and Financing (in thousands of dollars) 








og alae hittee bates 10.00 Total obligations (object class 26.0). 
3. Intelligence and communications.....1....  ... ; iB f Financing: 
4. Airlift and sealift a Hs .- 40.00 Budget authority (appropriation) 
5. Guard and reserve fe a nt 
6. Research and development a ms Relation of obligations to outlays: 
7. Central supply and maintenance 71.00 Obligations incurred, net 
8. Training, medical, and other general 

personnel activities .. 90.00 Outlays 

9. Administration and associated activities 
10. Support of other nations 


10.00 Total obligations (object class 26.0) . 


Financing: 
40.00 Budget authority (appropriation) For an additional amount for “Military personnel, 
Air Force’, $24,680,000. 











Miuitary PERSONNEL, AIR FORCE 


(Supplemental now requested, existing legislation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 64,000 Program and Financing (in thousands of dollars) 


90.00 Outlays 64,000 Identification code 57-3500-1-1-051 1979 actual +1980 est. 1981 est 














Program by activities: 
1. Strategic forces 5,429 
MiuitaRyY PERSONNEL, NAvy 2. General purpose forces on a is 7,733 
(Supplemental now requested, existing legislation) : ae =f 2586 
For an additional amount for “Military personnel, 5. Guard and reserve .. 
Navy’, $26,800,000. 6. Research and development 
ye dire 7. Central supply and maintenance 
Program and Financing (in thousands of dollars) 8. Training, medical, and other general 
rsonnel activities 
Identification code 17-1453-1-1-051 1979 actual 1980 est. 1981 est. eae and associated activities 


10. Support of other nations 








Program by activities: 
1. Strategic forces 10.00 Total obligations (object class 26.0). 
2. General purpose forces BS Me 
3. Intelligence and communications 
4. Airlift and sealift 


5. Guard and reserve ii A a 

: . Relation of obligations to outlays: 
6. Research and development ne “71,00 Obligations incurred, net 24,680 
7. Cental supply and maintenance aegeel Ee 


8. Training, medical, and other general 90.00 Outlays 24,680 
personnel activities 

9. Administration and associated activities 

10. Support of other nations 


10.00 Total obligations (object class 26.0) . 


Financing: 
40.00 Budget authority (appropriation) For an additional amount for ‘Reserve personnel, 
Army’’, $1,200,000. 


Financing: 
40.00 Budget authority (appropriation) 











RESERVE PERSONNEL, ARMY le 


(Supplemental now requested, existing legislation) -_ 








Relation of obligations to outlays: : 
71.00 Obligations incurred, net 26,800 Program and Financing (in thousands of dollars) 


90.00 Outlays 26,800 Identification code 21-2070-1-1-051 1979 actual 1980 est. 1981 est 








Program by activities: 
10.00 Paid drill and initial training (obligations) 
(object class 26.0) 


Financing: 


Mustany:Pamsowin, Manne Cours 40.00 Budget authority (appropriation) 


(Supplemental now requested, existing legislation) Relation of obligations to outlays: 
vou en ae 71.00 Obligations incurred, net 
For an additional amount for “Military personnel, 90.00 Outlays 


Marine Corps’, $9,700,000. 











PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 





RESERVE PERSONNEL, NAvy 
(Supplemental now requested, existing legislation) 


For an additional amount for “Reserve personnel, 
Navy’, $429,000. 


Program and Financing (in thousands of dollars) 





Identification code 17-1405-1-1-051 1979 actual 1980 est 1981 est 





Program by activities: 
1. Paid drill and initial training 
2. Other training and support 


10.00 Total obligations (object class 26.0) . 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





RESERVE PERSONNEL, MARINE CORPS 
(Supplemental now requested, existing legislation) 
For an additional amount for “Reserve personnel, 

Marine Corps’, $1,100,000. 


Program and Financing (in thousands of dollars) 





Kdentification code 17-1108-1-1-051 1979 actual 1980 est 
Program by activities: 
1. Paid drill and initial training 
2. Other training and support 


10.00 Total obligations (object class 26.0) . 


Financing: 
40.00 Budget authority (appropriation) 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





NATIONAL GUARD PERSONNEL, ARMY 
(Supplemental now requested, existing legislation) 


For an additional amount for “National guard per- 
sonnel, Army’”’, $3,850,000. 


Program and Financing (in thousands of dollars) 





Identification code 21-2060-1-1-051 1979 actual 1980 est 1981 est. 





Program by activities: 
10.00 Paid drill and initial training (obligations) 
(object class 26.0) 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





These proposed supplemental appropriations would 
provide $80.7 million for increased costs of subsistence 
and $51.1 million for increased payments to Depart- 
ment of Defense stock funds. 


RETIRED MILITARY PERSONNEL 


RETIRED Pay, DEFENSE 
(Supplemental now requested, existing legislation) 
For an additional amount for “Retired pay, Defense”, 
$529,200,000. 


Program and Financing (in thousands of dollars) 


identification code 97-0030-1-1-051 





1979 actual 1980 est. 1981 est 





Program by activities: 
ENR pte eis 429,643 
2. Temporary disability ee es asia 2,811 
3. Permanent disability aes sa 50,803 
4. Fleet reserve id a 34,628 
5. Survivors’ benefits 11,315 


10.00 Total obligations (object class 13.0). 529,200 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 529,200 


Outlays 529,200 


This proposed supplemental appropriation requests 
funds to pay increased retired pay costs due to cost-of- 
living increases. 


OPERATION AND MAINTENANCE 


OPERATION AND MAINTENANCE, ARMY 
(Supplemental now requested under existing legislation) 


For an additional amount for “Operation and mainte- 
nance, Army’’, $266,000,000. 


Program and Financing (in thousands of dollars) 





Identification code 21-2020-1-1-051 1979 actual 1980 est 1981 est 





Program by activities: 
10.00 Central supply and maintenance (obliga- 
tions) (object class 26.0) 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 266,000 


90.00 Outlays 266,000 








OPERATION AND MAINTENANCE, Navy 
(Supplemental now requested, existing legislation) 


For an additional amount for “Operation and mainte- 
nance, Navy’, $230,300,000. 


Program and Financing (in thousands of dollars) 





Identification code 17-1804-1-1-051 1979 actual 1980 est. 1981 est 





Program by activities: 
10.00 Central supply and maintenance (obliga- 
tions) (object class 26.0) 
Financing: 
40.00 Budget authority (appropriation) 
Relation of obligations to outlays: 
71.00 Obligations incurred, net 230,300 


90.00 Outlays 230,300 
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OPERATION AND MAINTENANCE, MARINE CORPS 


(Supplemental now requested, existing legislation) 


For an additional amount for “Operation and mainte- 
nance, Marine Corps”, $15,800,000. 


Program and Financing (in thousands of dollars) 








Identification code 17-1106-1-1-051 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Central supply and maintenance (obliga- 
tions) (object class 26.0) 


Financing: 
40.00 Budget authority (appropriation) 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 





Outlays 





OPERATION AND MAINTENANCE, AIR FORCE 


(Supplemental now requested, existing legislation) 


For an additional amount for “Operation and mainte- 
nance, Air Force’’, $234,200,000. 


Program and Financing (in thousands of dollars) 


Identification code §7-3400-1-1-051 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Central supply and maintenance (obliga- 
tions) (object class 26.0) 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


234,200 


Outlays 234,200 





These supplemental requests would provide funds to 
pay for increased payments by the customer accounts to 
the stock funds. The reduction of cash balances in the 
stock funds threatens the ability of the stock funds to 
function in an effective manner. 


Department of Defense—Civil 
CORPS OF ENGINEERS—CIVIL 


CONSTRUCTION, GENERAL 
(Supplemental now requested, existing legislation) 


For an additional amount for “Construction, gener- 
al”, $92,300,000, to remain available until expended, of 
which $55,400,000 shall be derived by transfer from 
Flood Control and Coastal Emergencies”. 


Program and Financing (in thousands of dollars) 








Identification code 96-3122-1-1-301 1979 actual 1980 est. 1981 est. 





Program by activities: 


10.00 Construction—general (costs—obliga- 


Financing: 
22.98 Unobligated balance transferred from other 
accounts 


40.00 Budget authority (appropriation) .. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


92,300 
92,300 





Outlays 





This supplemental appropriation would provide for 
the higher bid prices and more rapid contractor earn- 
ings now being experienced by the construction pro- 
gram. 


Object Classification (in thousands of dollars) 





Identification code 96-3122-1-1-301 1979 actual 1980 est. 1981 est. 





21.0 — Travel and transportation of persons 

22.0 — Transportation of things 

23.1 — Standard level user charges 

23.2 Communications, utilities, and other rent... 
24.0 Printing and reproduction 

25.0 Other services 

26.0 Supplies and materials .. 

31.0 — Equipment 

32.0 — Lands and structures 


99.0 Total obligations 





SOLDIERS’ AND AIRMEN’S HOME 


OPERATION AND MAINTENANCE 
(Supplemental now requested, existing legislation) 


For an additional amount for “Operation and mainte- 
nance’’, $386,000. 


Program and Financing (in thousands of dollars) 





Identification code 84-8931-1-7-705 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Operation and maintenance (costs—obli- 
gations) (object class 26.0) 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 








This proposed supplemental appropriation would fi- 
nance increased energy costs and would support an in- 
crease in the number of members served in the main 
dining facility. 





PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 








Department of Education 
OFFICE OF POSTSECONDARY EDUCATION 


StuDENT LOAN INSURANCE FUND 


(Supplemental now requested, existing legislation) 


For an additional amount for the “Student Loan In- 
surance Fund”, $661,798,000, to remain available until 
expended. 


Program and Financing (in thousands of dollars) 


Kdentification code 91-0230-1-1-502 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs: 
1. Interest subsidies programs: 
(a) Interest on guaranteed loans 
(b) Special allowance on guaranteed 


(c) Death and disability claims 

(d) Bankruptcy claims 

(e) Administrative allowance to 
guarantee agency 

(f) Supplemental allowance to guar- 
antee agencies 





Total operating costs 614,545 
Capital investments, funded: 
Federal insurance program, acquisition 


of defaulted loans 


Total program costs funded 
Change in selected resources (deferred 
changes/defaulted claims) 


30,615 
645,160 





10.00 Total program costs funded—obliga- 
661,798 


Financing 


40.00 Budget authority (appropriation) 661,798 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
1298 Obligated balance, start of year: Funded 


74.98 Obligated balance, end of year: Fund bal- 
— 168,457 


493,341 





90.00 168,457 





This proposed supplemental will provide additional 
funds to support substantial increases in subsidy costs 
for the guaranteed student loan program. These in- 
creases are due to a higher than anticipated loan 
volume in 1979 and 1980, resulting from increased par- 
ticipation in the program and increased interest rates 
paid to lenders. As a result of increased participation in 
the program, defaults also are expected to increase. 

The growth of the program is attributed to recently 
enacted legislation that eliminated the income eligibil- 
ity requirement and the 5% annual ceiling on special 
— interest rates paid to lenders on outstanding 
oans. 


Object Classification (in thousands of dollars) 





1979 actual 1980 est. 


30,615 


1981 est. 


16,638 


Wentication code 91-0230-1-1-502 





33.0 Investments and loans. 
41.0 Grants, subsidies, and contributions 
420 — Insurance claims and indemnities 





Total program costs, funded 645,160 16,638 


1079 





94.0 Change in selected resources 
99.0 


16,638 
661,798 


— 16,638 





Total obligations 





HIGHER AND CONTINUING EDUCATION 
(Appropriation language now requested, existing legislation) 
The funds made available under this head in Public 


Law 96-123 for architectural barrier removal shall 
remain available until September 30, 1981. 


This appropriation language would extend for one 
year the availability of funds already appropriated for 
architectural barrier removal grants. These grants 
would fund projects to make postsecondary educational 
facilities more accessible to handicapped students. This 
extension will allow for the full use of these funds by 
institutions of higher education. 


DEPARTMENTAL MANAGEMENT 


SALARIES AND EXPENSES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Salaries and ex- 


penses”, $1,775,000. 
Program and Financing (in thousands of dollars) 
Identification code 91-0800-1-1-500 





1979 actual 1980 1981 est 





Program by activities: 
1. Advisory committees 
2. Architectual and Transportation Barrier 
Compliance Board 





10.00 Total obligations 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations, incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 





Outlays 





This proposed supplemental appropriation would pro- 
vide funds for the Commission on the Review of the 
Federal Impact Aid program and the Architectural and 
Transportation Barriers Compliance Board. This re- 
quest also includes $200 thousand for the National 
Council on the Handicapped. 


Object Classification (in thousands of dollars) 





Identification code “91-0800-1-1-500 1979 actual 1980 1981 est. 





Personnel compensation: 
11.1 Permanent positions 
11.3 Positions other than permanent 
11.5 Other personnel compensation 


Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 — Travel and transportation of persons 
22.0 — Transportation of things 
23.2 Communications, utilities, and other rent.... 
24.0 — Printing and reproduction 
25.0 Other services 
26.0 Supplies and materials .. 
31.0 — Equipment 


99.0 Total obligations 
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SALARIES AND ExpENSES—Continued 


Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary 





Department of Energy 
ATOMIC ENERGY DEFENSE ACTIVITIES 


Atomic ENERGY DEFENSE ACTIVITIES, OPERATING EXPENSES 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “Atomic energy defense 
activities, operating expenses”, $34,700,000, to remain 
available until expended. 


Program and Financing (dollars in thousands) 


Identification code 89-0220-4-1-053 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Inertial confinement fusion 
Weapons activities 
Materials production 





Total program costs, funded 
Change in selected resources 


10.00 Total obligations (object class 25.0). 
Financing: 
40.00 Budget authority (appropriation) 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start year... 
74.40  Obligated balance, end year 


90.00 Outlays 








This supplemental appropriation would provide for 
the following: advanced driver research to permit the 
inertial confinement fusion program to begin the devel- 
opment of prototype demonstrations of advanced laser 
and heavy ion accelerator driver systems in 1980; unan- 
ticipated price increases of materials and labor in the 
production of nuclear weapons to permit production 
schedules to be met; and increased security for materi- 
als production facilities. 


Atomic ENERGY DEFENSE ACTIVITIES, PLANT AND CAPITAL 
EQUIPMENT 


(Supplemental now requested, existing legislation) 


For an additional amount for “Atomic energy defense 
activities, plant and capital equipment’, $9,300,000, to 
remain available until expended. 


Program and Financing (in thousands of dollars) 


Identification code 89-02? :-1-1-053 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Materials production 
Defense nuclear waste 





Total program costs funded 
Change in selected resources 


10.00 Total obligations 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balances, start of year... 
74.40 Obligated balances, end of year 


90.00 Outlays 





This supplemental would provide the funds needed to 
improve the security of nuclear materials production 
facilities. Funds are also requested to complete the con- 
struction of New Waste Calcining Facility located in 
the Idaho Nuclear Engineering Laboratory, Idaho. 


Object Classification (in thousands of dollars) 





Identification code 89-0221-1-1-053 1979 actual 1980 est. 1981 est 





31.0 — Equipment 
32.0 — Lands and structures 


99.0 Total obligations 





ENERGY PROGRAMS 


ENERGY SUPPLY RESEARCH AND DEVELOPMENT, OPERATING EXPENSES 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “Operating expenses’’, 
$11,156,000 to remain available until expended. 


Program and Financing (in thousands of dollars) 





Identification code 89-0224-4-1-271 1979 actual 1980 est. 1981 est 





Program by activities: 
1. Solar applications 
2. Solar technology 
3. Hydropower 


10.00 Total program costs, funded—obliga- 
11,156 


Financing: 


40.00 Budget authority (appropriation) 11,156 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 Outlays 





This supplemental appropriation would provide funds 
for programs that encourage the increased use of solar 
energy, develop solar energy technology and encourage 
the use of small dams as an energy source. 


Object Classification (in thousands of dollars) 


Identification code 89-0224-4-1-171 1979 actual 1980 est. 1981 est 





Personnel compensation: 
Permanent positions 
Other personnel compensation 


Total personnel compensation 
12.1 Personnel benefits: Civilian 
21.0 Travel and transportation of persons. 
25.0 — Other services 


99.0 Total obligations 
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PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AN 





Personnel Summary 
Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 


Average GS salary $28,803 





ENERGY SupPLyY RESEARCH AND DEVELOPMENT, PLANT AND CAPITAL 
EQuIPMENT 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount of ‘Plant and capital 
equipment”, $2,500,000 to remain available until ex- 
pended. 


Program and Financing (in thousands of dollars) 





Kdentification code 89-225-4-1-271 1979 actual 1980 est. 1981 est 


Program by activities: 
10.00 Nuclear fission 
(object class 31.0) 


Financing: 
40.00 Budget authority (appropriation) 


(costs—obligations) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
14.40 Obligated balance, end of year 


90.00 1,000 


Outlays 


1,500 





This supplemental would provide for design and con- 
struction of a robotized manipulator module to facili- 
tate remote operations and maintenance, a robotized 
process stream sampler and a centralized remote con- 
trol center for application in fuel reprocessing facilities. 
This is a major equipment item. This supplemental also 
would increase emphasis on developing technology 
which would focus on increasing the reliability of nucle- 
ar power plan systems and operations. 


URANIUM ENRICHMENT, OPERATING EXPENSES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Uranium enrichment 
operating expenses’, $307,600,000 to remain available 
until expended. 


Program and Financing (in thousands of dollars) 


\dentification code 89-0226-1-1-271 





1980 est. 1981 est 





1979 actual 
Program by activities: 
10.00 Uranium enrichment activities, operating 
expenses, power (costs—obligations) 
(object class 25.0) 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


307,600 
307,600 





Outlays 





The supplemental request would provide funds to 
cover an increase in power costs in uranium enrich- 
ment activities. 


D RESCISSION PROPOSALS 


Fossit FuEL, OPERATING EXPENSES 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “Fossil fuel—operating 
expenses’, $24,000,000 to remain available until ex 
pended. 


Program and Financing (in thousands of dollars) 


1980 est 1981 est 


Identification code 89-0213-4-1-271 19 actual 


Program by activities: 


10.00 Coal (cost—obligations) (object class 


Financing: 
40.00 Budget authority (appropriation)............ 


Relation of obligations to outlays: 
71.00 Obligations incursed, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 “16,150 


Outlays 7,850 

This supplemental appropriation would provide for 
the acceleration of the coal oil mixture program and 
magnetohydrodynamics (MHD) research and develop- 
ment. These funds would be used for demonstrating a 
coal-oil mixture 100 MWe utility boiler designed only 
for oil firing, in an industrial package boiler designed 
for oil firing, and participation in the International 
Energy Agency Canadian/American 100 MWe utility 
boiler coal-mixture demonstration (originally an oil- 
fired, unit designed for possible coal conversion). The 
funds for MHD research would permit the opening of 
the engineering test facility in 1984. 


Object Classification (in thousands of dollars) 


1980 est 1981 est 


Wentfcation code 89-0213-4—1-271 


1979 actual 
25.0 Other services 

31.0 — Equipment 

32.0 — Lands and structures 

99.0 Total obligations 


ENERGY CONSERVATION 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “Energy conservation’, 
$27,392,000, to remain available until expended. 


Program and Financing (in thousands of dollars) 





Identification code 89-0215-4-1-272 1979 actual 1980 est. 1981 est 





Program by activities: 
1. Building and community systems 
2. Transportation 
3. State and local 
4. Energy information campaign 


Total costs, funded 
Change in selected resources (undelivered 
orders) 


6,251 
4,000 


13,820 





13,572 
27,392 





10.00 Total obligations 


Financing: 


40.00 Budget authority (appropriation) 27,392 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 











ENERGY CONSERVATION—Continued 


Program and Financing (in thousands of dollars) Continued 











Identification code 89-0215-4-1-272 1979 actual 1980 est. 1981 est. 
74.40 Obligated balance, end Of year... csssessssssseees — 13,572 —3,472 
90.00 OTIIUS sso stiyanssbrcnsssssetlbsohipscovant’ ygyynpnscbotdsarene 13,820 10,100 








This supplemental request would provide funds for 
the Federal energy management program, diesel engine 
research and emission control technology, implementa- 
tion of the Energy Security Act of 1979, and a media 
campaign to promote energy conservation and the use 
of renewable energy resources. 


Object Classification (in thousands of dollars) 





Identification code 89-0215-4-1-272 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
Permanent positionS.............0:..secsssessseees 


» Other personnel compensation ................ 


Total personnel compensation............. 
12.1 Personnel benefits: Civilian..............-cssseee 
21.0 — Travel and transportation of persons............ 
25.0.5 QUOT -SOTNORE oo aiin nn Dacha eoedee AL cecedbveeee 
41.0 Grants, subsidies, and contributions............ 





ry 
_ 
- 


~ 
ry 








99.0 Total obligations .............cesssccssssseesneese 





Personnel Summary 












Total number of permanent positionS.................-s0+« 
Total compensable workyears............... os 
Full-time equivalent of others 
Full-time equivalent of overtime and holiday 
BUNS ssccbscctashccaccssontnasesscbicign Beas catsaivsosene 
Average GS grade 
WMRTID SMV oscesrnsepsossscrvcssonssonvertsvsssviovvswinsscssie 














ENERGY INFORMATION ADMINISTRATION 


(Supplemental now requested, additional authorizing legislation 
required) 


For additional amount for “Energy Information Ad- 
ministration”, $20,200,000, to remain available until ex- 
pended. 


Program and Financing (in thousands of dollars) 








Indentification code 89-0216-4-1-276 1979 actual 1980 est. 1981 est. 
Program by activities: 

10.00 Energy information (costs—obligations) ....  .........sssee UL aan. do isictbeonvoicioas 
Financing: 

40.00 Budget authority (appropriation) ...........0 oc... BE i viascai sietshscs 
Relation of obligations to outlays: 

71.00 Obligations incurred, net ...........ccccccssseccssse —sescssssesessenee PEED cco ssicsisi saves 

90.00 OURS Aictiiia bibl eine SOUR. ON eB vcsisssoseres 


This supplemental appropriation would provide funds 
to implement portions of the Emergency Energy Con- 
servation Act of 1979. Specific requirements include 
special analyses related to the standby gasoline ration- 
ing plan, collection of consumption data for use in es- 
tablishing energy conservation targets, a study of com- 
mercial and industrial storage of fuel, and an improved 
middle distillate monitoring program. 


Identification code 89-0216-4-1-276 
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Object Classification (in thousands of. dollars) 





1979 actual 1980 est. 1981 est. 


11.1 Personnel compensation: Permanent posi- 


12.1 Personnel benefits: Civilian................secssee 
21.0 Travel and transportation of persons........... 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction................ssssssssse 
250s Sparc NINN cass ssssthovspasensssrvnaenichondecainneon 
26.0 Supplies and materials .............s:cssessseessseeese 


99.0 Total obligations ...............ssccssseccsseeees 








Personnel Summary 





Total number of permanent positions... 
Total compensable workyears................ 
Full-time equivalent of Others.............ccscssesseesvees 
Full-time equivalent of overtime and holiday 
DONG ico nc nbernins cbicaaaeelh ae tccaey 
Average ES salary 
Average GS grade 
Average GS salary 

















Economic REGULATORY ADMINISTRATION 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “Economic Regulatory 
Administration”, $43,000,000, to remain available until 
expended. 


Program and Financing (in thousands of dollars) 


Identification code 89-0217-4-1-276 





1979 actual 1980 est. 198] est. 





Program by activities: 














1. Emergency preparedness..............ssssecsssse seccssneesesssses PH | | a Foe 
Change in selected resources (undelivered 
ITS) eae th EAE Aa catihitracdoivteae’ | Lefts 2000) iankseee 
10.00 HIRAI RIMEETMNES sactescctabscosecssassscsiscoose:_ -ascagascersiaseeg ASO | cssacess 
Financing: 
40.00 Budget authority (appropriation) ...........0 0... GSO csiisasonee 
Relation of obligations to outlays: 
71.00 Obligations incurred, N@t ..........ssscccccccsssseees —sescssssseeeesen A3000 cccnccccreaen 
72.40  Obligated balance, start Of Year..............  cessssecsccsssese — cssseeesssnseeee 20,000 
74.40 Obligated balance, end Of year...........scccccee  ssescsssecesssees — 20,000 acl 
90.00 SAIN serciscqutcictticpete B hivngetvesaciee ur eviend sonra 23,000 20,000 





This supplemental appropriation would provide funds 
to prepare standby gasoline and diesel fuel rationing 
plans as required by the Emergency Energy Conserva- 
tion Act of 1979. 


Object Classification (in thousands of dollars) 














Identification code 89-0217-4-1-276 1979 actual 1980 est. 1981 est 
11.1 Personnel compensation: Permanent posi- 
RUM SINE sa ceserivtstitcseaseriveissiecdvioenscsict 282 
12.1 — Personnel benefits: Civilian................sse00» 28 
21.0 Travel and transportation of persons........... 5 
22.0 Transportation of things .............csssssssses 3 
23.2 Communications, utilities, and other rent... 8 
24.0 — Printing and reproduction... 6 
25.0 Other Services .............ssssees 42,659 
26.0 Supplies and materials 9... ccaapnboene 
99.0 Total Obigatione::.:....i G8... de OTE ad 43,000 
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PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 











Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average ES salary.. 
Average GS grade 
Average GS salary 





FEDERAL ENERGY REGULATORY COMMISSION 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “Federal Energy Regu- 
latory Commission”’, $2,300,000. 


Program and Financing 


Wentitication code 89-0212-4-1-276 


(in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Hydro regulation 
2. Multiresource regulation.. 
3. Gas regulation 
4. Oil regulation 





10.00 Total costs—obligations 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 





Outlays 





ae This supplemental would provide funds for additional 


court reporting costs, for unanticipated postage costs, 
and for operating expenses of the printing plant. 


Object Classification 


Wentification code 89-0212-4-1-276 


(in thousands of dollars) 








1979 actual 1980 est. 1981 est. 





23.2 Communications, utilities, and other rent..... 
24.0 — Printing and reproduction 
25.0 Other services 


99.0 Total obligations 








ae) 


DEPARTMENTAL ADMINISTRATION 


DEPARTMENTAL ADMINISTRATION 


CH (Supplemental now requested, additional authorizing legislation 
‘ioning iegaeed 
iserva- = ss 
For an additional amount for the “Departmental Ad- 
ministration”, $8,233,000 to remain available until ex- 


pended. 
Program and Financing 


\dentification code 89-0228-4—1-999 


(in thousands of dollars) 





1979 actual 1980 est 1981 est. 





Program by activities: 
Management and support 
In-house energy management, fuels con- 
version projects 





10.00 Total obligations 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


72.40  Obligated balance, start of year 
72.40 Obligated balance, end of year 


90.00 





Outlays 





This supplemental appropriation would provide funds 
to support the development and implementation of 
standby emergency energy conservation plans, the de- 
velopment of a standby gasoline and diesel fuel ration- 
ing plan, and for support services to mechanize the 
procurement process and for audit contracts under 
agreement with Defense Contract Administration. 
Funds are also requested for fuel conversion projects at 
the Pantex and Pinellas facilities. These projects test 
the feasability of converting major heating plant boilers 
from petroleum and natural gas to more plentiful fuels 
such as coal. 


Object Classification 


Identification code 89-0228-4—-1-999 


(in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





11.1 Personnel compensation: Permanent  posi- 
tions 
Personnel benefits: Civilian... 
25.0 Other services 
Equipment 
Lands and structures 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears. 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS Grade... 
Average GS salary 





Department of Health and Human Services 
NATIONAL INSTITUTES OF HEALTH 


NATIONAL CANCER INSTITUTE 
(Supplemental now requested, existing legislation) 


Program and Financing (in thousands of dollars) 





Identification code 75-0849-1-1-550 1979 actual 1980 est. 1981 est. 





Program by activities: 


1. Research: 
(a) Cause and prevention research 
(b) Detection and diagnosis research .... 
(c) Treatment research 
(d) Cancer biology 


10.00 Total obligations (object class 25.0). 


Financing: 
Budget authority 





Budget authority: 
41.00 Transferred to other accounts 


43.00 Appropriation (adjusted) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 

















NATIONAL Heart, LUNG, AND BLOopD INSTITUTE 
(Supplemental now requested, existing legislation) 


Program and Financing (in thousands of dollars) 





1981 est. 

















identification code 75-0872—1-1-550 1979 actual 1980 est. 
Program by activities: 
1. Heart and vascular diseases ................... —263 
2. LUNG CiSCASES ...........seccsseeeceoes a —66 
3. Blood diseases and resources . ah —64 
4. Intramural reS@ArCh............sccccsssecessseeeens “ —800 : 
10.00 NAM TEMPTS co3oscksecpossreticcancat a Soest tied 198 = os eek. 
Financing: 
BODE DURING sine sscikcccecesnszalgztebotpes > Lasateiativsess EOS iiscsrssshb eves 
Budget authority: 
41.00 Transferred to other ACcOUntS .........ccscesssece  ssessessessseess —1,193 eee 
43.00 Appropriation (adjusted) .......0.00...... 0 cesses SIGS | Wiis scone 





Relation of obligations to outlays: 
71.00 Obligations incurred, net..... 


90.00 





Co ROL 


Object Classification (in thousands of dollars) 


25:0 UNE SRIWNOCS ecsscssscctisreetbeee acer 
41.0 — Grants, subsidies, and contributions............ 





99.0 Total Obl gations ...............sscccsssseecssnees 






NATIONAL INSTITUTE OF DENTAL RESEARCH 
(Supplemental now requested, existing legislation) 


Program and Financing (in thousands of dollars) 




















entiation cae 75-0873-1-1-550 1979 sia. 1980 est 1981 est 
Program by activities: 
10.00 Caries (costs—obligations) (object 
RMON ce scat ccsccecicssticastrtonsin * naihpsccnaovevesic ZA) sindhacciescscibind 
Financing: 
NIE csciccecsr ob tscctecccisicgttonues Sontescasaiontaexs REGRET”. ‘cigasicsnedicessons 
Budget authority: 
41.00 Transferred to other ACCOUNTS ............sssccscse  ssueesessssseeee —217 171 
43.00 Appropriation (adjusted) 00.00.0000... ssecssseesseeee WRT ee secsiticlatesss 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ...........csssscscsssseesse — ssssseesesssneess 
90.00 UII esto sniinassnerremeecirestaenenens nin oncion 








NATIONAL INSTITUTE OF ARTHRITIS, METABOLISM AND DIGESTIVE 
DISEASES 


(Supplemental now requested, existing legislation) 


Program and Financing (in thousands of dollars) 


1980 est 1981 est 


Identification code 75-0884-1-1-550 1979 actual 


Program by activities: 
1. Arthritis, bone and skin diseases............. 
2. Diabetes, endocrinology and metabolism. 
3. Digestive diseases and nutrition.............. 
4. Kidney diseases, urology and hematolo- 








10.00 


Total obligations (object class 41.0). 


Financing: 
Budget authority ...............ccssecssseesssesssees 








Budget authority: 


41.00 Transferred to other accounts..............c.0.. svneneneenn = 1012 ssnnceeenns 
43.00 Appropriation (adjusted) 0.0.0.0... 0 cesses MEE own tecasteerae 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 





TINS) Ss ccsraeansestscsiepointtnsereaiiconney . 





NATIONAL INSTITUTE OF NEUROLOGICAL AND COMMUNICATIVE 
DISORDERS AND STROKE 


(Supplemental now requested, existing legislation) 


Program and Financing (in thousands of dollars) 








Identification code 75-0886-1-1-550 1979 actual 1980 est. 1981 est 
Program by activities: 
10.00 5. Intramural research (costs—obliga- 
tions) (Object ClaSS 25.0) .......esssssesccssee — sseeccsnessssnees PNB cients 
Financing: 
SUMMMEUESMOETAN: sasssiscssyussicerssxeossyonesasiease>. _‘sabbiieausbinveee RT iLO contac 
Budget authority: 
41.00 Transferred to other Accounts ............scccccsee  ssseecssneseenees MDT OS aicsssiusic 
43.00 Appropriation (adjusted) ............... 0 cesses BORED. dnctnaael 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ..........cecccccssscssesce — seccssesssecenees AOE 5 cs cccctaal 
90.00 MUS tcc on mn tenner HAE] scsiecusoien 





NATIONAL INSTITUTE OF ALLERGY AND INFECTIOUS DISEASES 


(Supplemental now requested, existing legislation) 


Program and Financing (in thousands of dollars) 





Identification code 75-0885-1-1-550 1979 actual 1980 est 1981 est 
Program by activities: 
10.00 Microbiology and infectious diseases 
(costs—obligations) (object class 
Pe sstcoeccnecccccnsingencinns secreted NOR lca 
Financing: 
MONE MRNTNINIEDS cs scccass Tein echstiivensdassccisecace._ eebssisesoeceston —G6R  sccsnnnannn 
Budget authority: 
41.00 Transferred to other accounts ............ssss00 ee = OER ccnnin 
43.00 Appropriation (adjusted) ..........000... 0 scenes EGR cassccn 
Relation of obligations to outlays: 
71.00 Obligations incurred, net... sssecssseessneess — 564 = 
90.00 NIUE stash clccvivueckesusteicss A MREMAGIGY ~ aisevesstovonnre — 564 wen 








NATIONAL INSTITUTE OF CHILD HEALTH AND HUMAN DEVELOPMENT 


(Supplemental now requested, existing legislation) 


Program and Financing (in thousands of dollars) 











Identification code 75-0844-1-1-550 1979 actual 1980 est 1981 est 
Program by activities: 
1. Research for mothers and children......... —137 
Si PONE ciicescittaccitn se chetasscleatlela Altace —99 
10.00 Total program costs funded—obliga- 
tions (Object Class 25.0) ......cecscese  ssseesseessseenee ay Kk’ eee 
Financing: 
BAUER. PUNOETED sccccsscesesescovsservszescccsrssosess  sarcttenceqresse | IID. ceayeaecal 
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PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 


Budget authority: 
41.00 Transferred to other accounts 


43.00 Appropriation (adjusted) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





NATIONAL EYE INSTITUTE 


(Supplemental now requested, existing legislation) 


Program and financing (in thousands of dollars) 


identification code 75-0887—1-1-550 


1979 actual 1980 est 


Program by activities: 
1. Retinal and choroidal diseases 
2. Corneal diseases .............e-00e0 : 


10.00 Total obligations 


Financing: 
Budget authority 





Budget authority: 
41.00 Transferred to other accounts 


43.00 Appropriation (adjusted) 





Relation of obligations to outlays: 
11.00 Obligations incurred, net 


90.00 Outlays 








1981 est. 


OPMENT 


—$—$—<—<—<—_— 


1981 est 





25.0 Other services 
41.0 Grants, subsidies, and contributions 


99.0 Total obligations 





The above schedules for the National Institutes of 
Health reflect the effect of transfers into the ‘Buildings 
and facilities” account in the following request for sup- 
plemental appropriation. 


BUILDINGS AND FACILITIES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Buildings and Facili- 
ties,” $7,230,000 to be derived by transfer: $2,133,000 
from “National Cancer Institute”; $1,193,000 from “‘Na- 
tional Heart, Lung and Blood Institute’? $217,000 from 
“National Institute of Dental Research”; $1,012,000 
from “National Institute of Arthritis, Metabolism and 
Digestive Diseases”: $427,000 from “National Institute 
of Neurological and Communicative Disorders and 
Stroke”; $564,000 from “National Institute of Allergy 
and Infectious Diseases” $236,000 from “National Insti- 
tute of Child Health and Human Development’; 
$515,000 from “National Eye Institute’? and $933,000 
from “Alcohol, Drug Abuse and Mental Health”, to 
remain available until expended. 


Program and Financing (in thousands of dollars) 


Mentfication code 75-0838-1-1-552 1979 init 1980 est. 1981 est 





Program by activities: 
10.00 Research facilities (costs—obligations) 








Financing: 
40.00 Budget authority 


Budget authority: 
42.00 Transfered from other accounts 


43.00 Appropriation (adjusted) 


Relation of obligations to outlays: 


3,000 





This proposed supplemental appropriation would pro- 
vide funds by transfer to the Clinical Center moderniza- 
tion program. This program consists of approximately 
50 projects which are necessary to bring the Clinical 
Center up to an effective functional and environmental 
level. The building would remain operational while the 
renovations and modernization are undertaken. 


Object Classification (in thousands of dollars) 


1980 est. 1981 est 


Hentification cote 75~0838-1-1~552 


1979 actual 


25.0 Other services 
32.0 Lands and structures 
99.0 Total obligations 


ALCOHOL, DRUG ABUSE, AND MENTAL 
HEALTH ADMINISTRATION 


ALCOHOL, DruG ABUSE, AND MENTAL HEALTH 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “Alcohol, drug abuse, 
and mental health”, $64,054,000, of which $49,812,000 
is to remain available for obligation until September 30, 
1981: Provided, That $50,370,000 of this appropriation 
shall be made available only upon enactment into law 
of authorizing legislation. 


Program and Financing (in thousands of dollars) 





Identification code. 75-1361-4-1-550 


1979 actual 1980 est. 1981 est. 


Program by activities: 
1. Mental health: 
(a) Research 
(c) Services: 
(1) Project grant and contracts 
(2) Grants and projects to States 
(d) Program support 





3. Alcohol abuse: 

(a) Research 

(c) Services: 
(1) Project grants and contracts 





10.00 Total program costs, funded—ob- 


ligations 
Financing: 
Budget authority 





Budget authority: 
40.00 Appropriation 
41.00 Transferred to other accounts 


43.00 





Appropriation adjusted 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
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ALcoHoL, DruGc ABUSE, AND MENTAL HEALTH—Continued 


Program and Financing (in thousands of dollars) —Continued 





Identification code 75-1361-4-1-550 1979 actual 1980 est. 1981 est. 
74.40  Obligated balance, end Of year...........ssssccce  sesesccessseeeees —45,262 —3,430 
90.00 ENING eas dccsscnsscsatccncewcsvsscees.» accebiapeeaaned 18,792 41,832 


This proposal would provide additional funds for 
mental health services at the State and community 
level that meet the needs of the unserved and under 
served mentally ill and for alcoholism services in the 
areas of woman, young people, domestic violence, fetal 
alcohol syndrome, and occupational and employee as- 
sistance. Also included in this proposal is a transfer of 
funds for the clinical center modernization program de- 
scribed in the National Institutes of Health “Buildings 
and Facilities” supplemental above. 


Object Classification (in thousands of dollars) 








Identification code 75-1361-4-1-550 1979 actual 1980 est. 1981 est. 


Pe) MINNIS erescoucpttt corer nsitovease’  Soreseepoasetoes BED ea 
41.0 Grants, subsidies and contributions .............  csssssscsseeesose RE atic soscknows 
99.0 NOUMUIMMUIONNS Scssccsctsesivelscctucsssssicstis | assisnssesscoie BATION oxs.tesssiasarcions 





HEALTH RESOURCES ADMINISTRATION 


HEALTH RESOURCES 
(Supplemental now requested, existing legislation) 
For an additional amount for “Health resources”, 
$2,400,000. 


Program and Financing (in thousands of dollars) 








Identification code 75-0712-1-1-550 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Health professions education (costs—obli- 
gations) (Object class 41.0)... sessscsssseeesees BAD essrttloniinse 
Financing: 
40.00 Budget authority (appropriation) ...........0 0... PROD? ccnccctstie 
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costs or where there was good cause for the failure by 
the State to file such claims within the period pre- 
scribed. 





Program and Financing (in thousands of dollars) 


Identification code 75-0512-1-1-551 








1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Medical vendor payment ...........ccccsecsse  sssssesssseecsnee LIGIER. axcenctee 
2. State and local administration .............:..  csssssssesecsseee SOMO  csciaccntens 
10.00 Total program costs, funded—obliga- 
tions (Object class 41.0)... ssssssseccsesnees CBE AOU: _- oxsisersccossnici 
Financing: 
40.00 Budget authority (appropriation) ........... 0 sss CABO MOD svsesssssrrsicne 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............cccccssssesscssse —sesssssecsessnees 2,289,490 
PRN ase ie cae Gate ees 2,289,490 





90.00 


The supplemental request would provide funds to 
complete prior year requirements and for unanticipated 
increases in Medicaid for 1980. 









SOCIAL SECURITY ADMINISTRATION 


ASSISTANCE PAYMENTS PROGRAM 
(Supplemental now requested, existing legislation) 
For an additional amount for “Assistance Payments 

program’’, $80,000,000. 


Program and Financing (in thousands of dollars) 











Identification code 75-0412-1-1-604 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Child support enforcement State and local 
administration (obligations) — (object 
SOEIB BOM ENE cad cosa at escbioxesscecussassdcaseoseaesn.) « cttoeReticc 80,000 
Financing: 
40.00 Budget authority (appropriation) .......0... 0... 80,000 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met..........scccssssseccccsse — sssseseecsesseeee 80000) ©...2s tds 
90.00 MMO crc cctetees econ picaniersencits BORO.  scsssssssuceauens 











Relation of obligations to outlays: 





71.00 Obligations incurred, net ................cccsssssssees BAO PIES ccc. 
72.40 Obligated balance, start of year iti Lv Baigestsicron AE 2,280 
74.40 Obligated balance, end of year.................... — 2,280 — 1,368 
90.00 UES ccs cssccspcassasssacsstpiccsstivunsec Bee Veet AN 120 912 


This supplemental request would provide the addi- 
tional funds necessary to meet the most critical operat- 
ing deficits of four minority health professions training 
institutions. 





HEALTH CARE FINANCING ADMINISTRATION 


Grants TO STaTES FOR MEDICAID 
(Supplemental now requested, existing legislation) 


For an additional amount for “Grants to States for 
Medicaid”, $2,289,490,000, to remain available until ex- 
pended. No payment shall be made from this appropri- 
ation to reimburse State or local expenditures made 
prior to October 1, 1977; except that this provision shall 
not be applied so as to deny payment with respect to any 
expenditure involving court-ordered retroactive pay- 
ments or audit exceptions, or adjustments to prior year 


This proposed supplemental appropriation would pro- 
vide for the use of Federal matching funds for child 
support enforcement services provided to non-AFDC 
families for the period October 1978-March 1979, as 
authorized under Public Law 96-178 which was recently 
passed by Congress. 





REFUGEE ASSISTANCE 


For an addtional amount for “Refugee assistance”, 
$107,081,000. 


Program and Financing (in thousands of dollars) 


1981 est. 


1980 est. 


1979 actual 


Identification code 75-0473-1-1-604 


Program by activities: 
1. State administered programs 
2. Voluntary agency programs .............000 
4, Education assistance to children............. 
5. Preventive health ...........secccsssscccsssseeecssene 
6. Federal administrative expenses.............. 





10.00 Total program cost, funded—obliga- 












Total 

Total 
Ful 
Ful 


Averas 
Avera 










PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 


Financing 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred (net) 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 


95,055 
—17,618 


37,437 


This supplemental appropriation would provide funds 
for assistance to Indochinese, Soviet, and other refu- 
gees. 





Outlays 52,026 





Object Classification (in thousands of dollars) 


\dentification code 75-0473-1-1-604 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 
Positions other than permanent 


Il 
11.3 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons. 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 
Grants, subsidies, and contributions 


121 
21.0 
22.0 
23.2 
24.0 
25.0 
26.0 
41.0 


99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


9.30 


Average GS grade... : 
$17,600 


Average GS salary 





HUMAN DEVELOPMENT SERVICES 


Grants TO STATES FOR SOCIAL AND CHILD WELFARE SERVICES 
(Supplemental now requested, existing legislation) 


For and additional amount for “Grants to States for 
social and child welfare services’, $236,000,000. 


Program and Financing (in thousands of dollars) 





\dentification code 75-1634-1-1-506 1981 estimate 


Program by activities: 
1. Grants to States for social and child 
welfare services 
2. Child day care 
3. State and local training 


1979 actual 1980 estimate 





200,000 
22,000 
14,000 





10.00 Total program costs, funded—obliga- 


tions (object class 41.0) 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


236,000 
236,000 





Outlays 





This proposed supplemental would provide $127.8 mil- 
lion to replace 1980 funds which were drawn for use in 
1979, $19 million to cover estimated increases in 1980 
program costs, and $75.2 million to reimburse States for 
1979 costs which were not claimed until 1980. An addi- 
tional $14 million is also requested to replace 1980 
State and local training funds used for 1979 claims. 
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Department of Housing and Urban 
Development 


HOUSING PROGRAMS 


Supsipizep HoustinGc PROGRAMS 


For an additional amount for “Subsidized housing 
programs”, $745,037,000, to remain available until ex- 
pended. Title I of the Department of Housing and Urban 
Development—Independent .Agencies Appropriation Act, 
1980, under the subheading Annual Contributions for 
Assisted Housing, is amended by deleting the following: 
“of which not less than nor more than $50,000,000 shall 
be for the modernization of existing low-income housing 
projects”. 


Program and Financing (in thousands of dollars) 





Identification code 86-0139-1-1-604 1979 actual 1980 est. 1981 est 





Financing: 
Budget authority 





Budget authority: 


40.00 Appropriation 745,037 


—145,037 





43.00 





Relation of obligations to outlays: 

Obligations, net 

Obligated balance, start of year: 
Appropriation 
Contract authority 

Obligated balance, end of year: 
Appropriation 
Contract authority 


71.00 


72.40 
72.49 


—145,037 
745,037 


74.40 
74.49 


90.00 


—145,037 
— 145,037 


745,037 
—1745,037 








This supplemental appropriation is required to meet 
the unfunded requirements for contractual payment 
commitments incurred in 1979-80. Payments for these 
cash deficits currently are being funded by utilizing the 
1980 appropriation as authorized by section 5(c) of the 
Housing Act of 1937, as amended. The elimination of the 
limitation on the amount of additional contract author- 
ity to be used for the modernization of existing low- 
income housing projects will facilitate the implementa- 
tion of a new comprehensive modernization initiative in 
1980. Under this initiative, local governments will be 
provided with the discretion to divert up to 50% of 
available Public Housing production authority for use in 
the modernization of the existing public housing stock. 


PAYMENTS FOR OPERATION OF LOW-INCOME HousING PROJECTS 
(Supplemental now requested, additional authorizing legislation 
required) 

For an additional amount for “Payments for oper- 
ation of low-income housing projects”, $52,600,000. 


Program and Financing (in thousands of dollars) 





Identification code 86-0163-4-1-604 


Program by activities: 
10.00 Public housing — operating 
(costs—obligations) (object 
41.0) 
Financing: 
40.00 Budget authority (appropriation) 


1979 actual 1980 est. 1981 est 





subsidies 
Class 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 
















































































































1088 APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 PROP 

PAYMENTS FOR OPERATION OF Low-Income Housinc ProsEcTs— proposed for transfer from the subsidized housing ac- W 

Continued count during 1980. It is estimated that such balances 
. 8 ~ . . . . 

This supplemental appropriation would provide addi- Will support the 4 cnn to ee in Public Gu 
tional payments to those local Public Housing Agencies Housing bonds to the UrIng ; , 
that do not have funds to meet current operating ex- 
penses because insufficient income from tenant rent Department of the Interior 
and operating subsidies was received in prior years. 

BUREAU OF LAND MANAGEMENT 
Low Rent Pusiic HousInc—LOANS AND OTHER EXPENSES, MANAGEMENT OF LANDS AND RESOURCES cama 
PAYMENTS TO THE FEDERAL FINANCING BANK (Supplemental now requested, existing legislation) Pro; 
(Supplemental now requested, existing legislation) For an additional amount for “Management of lands 1n00 f 
Unobligated balances of authority in the amount of and resources”, $48,900,000. Fing 
$1,995,324,700 to be transferred from the amounts pro- ee 40.00 é 
vided in prior appropriation Acts for Section 5(c) of the Program and Financing (in thousands of dollars) Rela 
United States Housing Act of 1937, as amended (42 USC % belied, OT 
1487(c)) shall be available for contracts for periodic pay- Identification code 14-1109-1-1-302 1979 actual 1980 est. 1981 est 11.00 0 
ments to the Federal Financing Bank, as authorized by boas Sa ee 40.00 
section 16(b) of Federal Financing Bank Act of 1973 (12 Program by activities: —— 
USC 2294(b)), to offset the cost to the Bank of purchas- 1, Energy and minerals management.......... CF ; 
ing obligations of Local Public Housing Authorities 4. Planning and data management.............. This 
issued for purposes of financing Public Housing Projects 6. Firefighting and rehabilitation 00.00... cesses for ad 
as authorized under Section 5(c). $1,995,324,700 shall be ’ an i ' 
available until expended for liquidation of obligations 10.00 Total program costs, funded—obliga- 
incurred pursuant to these contracts, to remain availa- MND gs. ts ap vachavdedateavvha dawweadhebhasdeassecess,. | aesveeempestoensd 48,900 Wisivsvaseusscdveilia 
ble until expended. Financing: eaten ( 
Program and Financing (in thousands of dollars) 40.00 Budget authority (appropriation) ........... ss. MR SOO cscs ssnensstut 3 Pe 
Identification code 86~-4098-1-3-604 1979 actual 1980 est. 1981 est Relation of obligations to outlays: 1 Pe 
71.00 Obligations incurred, Net ..........ccccccccsssseees — sescsssnseeeesee ROO cates B2 Co 
Se san Te Sane 0 Pr 
Program by activities: y ‘ 

10.00 Payments to the Federal 90.00 - Recs cisnsocgrussdeo ahaa natse aaa tenn WO 90D: eran tese! 2 “ 
Financing Bank ie 10 ra 
(costs—obligations) The proposed supplemental appropriation would pro- q 
(object Class 41.0)... sassssseeseesseeseen 1,995,325 asesesssssesseenseeee vide funds for the implementation of the Department of 0 

Financing: the Interior’s new coal leasing program and also pro- = 

22.49 Unobligated balance trans- vide funds for firefighting expenses incurred on public 
ferred from other ac- domain lands. ” 
COUMS estreteserntetnen BE a cinche nine _ -~ 

Ree eny si) sssncdsa ae.cotes lds. Arek! Object Classification (in thousands of dollars) a Full-time 
Budget authority: Identification code 14—1109-1-1-302 1979 actual 1980 est. 1981 est — 

0 Ippo (998 111 Perum compensation: Pemanent po ea 6S 

40.40 Portion applied to liquidate tions Sephsthicsochdceccktdcbhdeick beds ssscctbevecudbchadee 500 
contract aUthOTitY ss. nnn ae es 11.3 Positions other than permanent... 

an hom - 11.5 Other personnel compensation........... 

“aa ope tiie gine orien my Reed OC) 11.8 Special personal services payments... interne UNITE 

ee Total personnel compensation............. | 
Relation of obligations to out- 12.1 — Personnel benefits: Civilian................ssecece 
lays: 21.0 — Travel and transportation of persons. 770 | Suppl 

a ee ~ site 1,995,325 sessrsrnrnnsnn 22.0 Transportation of things ......sscssssssssesee 

igated balance, start 0 23.2 Communications, utilities, and other rent.... 

OE MMMM SION ocdeccdenshecdissteloawicl:| Vsasaiehtibsoibecdeys 1,977,029 94 Printi d reproducti 
74.40 Obligated balance, end of 5.0 aca pe nereceescintonrnin> 
ie WOO ncaa ccdsines cadence sscoiieneae 
Ar: APpropriation......... ssssssscssssssesssseee = x 
on eae ae 1,827,146 26.0 Supplies and materials ..............scsccssesecesnee 
90.00 RUSS wa seherges sais dient haseeniatioteerhion 18,296 ASSES BUD RAMI E acassanina pes ssecorssesccssscssvansvnsesccvoeveret 
r 42.0 Insurance claims and indemnities................ 

This supplemental appropriation would fund pay- 99.0 Total obligations 
ments to the Federal Financing Bank (FFB) in 1980 to one meray eset 
facilitate the sale of bonds issued by local public hous- oe 
ing agencies to finance the construction, acquisition, or Personnel Summary & " 
modernization of public housing projects. The payments {otal number of permanent pOSitioNS.......nc1smnn ssorsmnnn OF ccm Fesne 
are required to cover the differential between Selling Total compensable WorkyearS........csccne 1,537 00 Bud 
tax-exempt bonds to the public and selling bonds to the Full-time equivalent of other positions 8230) 0: nuk. cee ae 
FFB at a taxable interest rate. Full-time equivalent of overtime and holiday Relation 

Obligations incurred in connection with the payment BR tierrechverioge-cebonengitene, oikitbinks {0 Obiig 
of such interest differential to the FFB will be funded v8 GS grade am 0 


utilizing up to $1,995.3 million in unobligated balances 






FON AS SG snccsesesotinisiinsticnostnsuivnavesighe 


ella 





310-1 
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WATER AND POWER RESOURCES SERVICE 


CONSTRUCTION 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “Construction,” 
$3,000,000, to remain available until expended. 


Program and Financing (in thousands of dollars) 








ientfcation code 14-0684-4-1-301 1979 actual 1980 est. 1981 est. 
Program by activities: 

10.00 Construction (costs—obligations) ..............  csssssssesssses RMI ncaa 
Financing: 

4.00 Budget authority (appropriation) ...........00 ......ccccsssee SOB rn Bassai’ 





Relation of obligations to outlays: 
11.00 Obligations incurred, net 


4.00 CIN ASR ES eke tices ieececack OOO. Tene Aeed.. 











This supplemental appropriation would provide funds 
for advance planning work on hydroelectric activities. 


Object Classification (in thousands of dollars) 





tettfication code 14-0684-4-1-301 1979 actual 1980 est 1981 est. 





113 Personnel compensation: Positions other 
NIE RITE <yocsscscesteactsacccasevcncsooseseext 250 

















121 Personnel benefits: Civilian.................csss0e« 25 
32 Communications, utilities, and other rent.... 100 
140 Printing and reproduction 10 
WO Other Services ..........ssesccssssee 2,200 
1.0 Supplies and materials .... 15 
OER POM TNONE o ossccgskiscauvsvssnapnseconecnignessne 400 
80 NOU COMMRNOND eis csic8es 52, ansstessensecpa ecceeome TY ce aesossce 
Personnel Summary 
lotal number of permanent positions.............cscssssse 0 
lolal compensable workyea''s...................0s» 10 
full-time equivalent of other positions (10) 
full-time equivalent of overtime and holiday 
BE OHI T at cik Pd A hctoine pee CD ssncacbateedennse COP oa. 
MN TD ras 0 bates sche Maas Lecck ceckussSchcte. | ccboscbcbbanend BE artisans: 
RO 2 OD ascites ibieonsnipasoine SITE icsinscceasiceice 








UNITED STATES FISH AND WILDLIFE SERVICE 


RESOURCE MANAGEMENT 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “Resource manage- 
ment”, $3,000,000, to remain available until expended. 
This appropriation shall be made available only upon 
enactment into law of authorizing legislation. 





Program and Financing (in thousands of dollars) 





taiication code 14-1611-4-1-303 1979 actual 1980 est. 1981 est. 





__ Program by activities: 
100 Fishery resources  (costs—obligations) 


RUM TCUNOR ABO) crsestecSosscctehencsc Nes, Bedlowssercacac Ey eects 
Financing: 
400 Budget authority (appropriation) 0.0.00. cocoon TT cnet 








This supplemental request would provide funds for 
planning grants to qualify recipients for other funds to 
be made available in proposed legislation to resolve 
short term anadromous fisheries problems in Washing- 
ton State. 





NATIONAL WILDLIFE REFUGE FUND 
(Supplemental now requested, existing legislation) 


For expenses necessary to implement the Act of Octo- 
ber 17, 1978 (16 U.S.C. 715s), $3,900,000. This appropri- 
ation may be used to correct underpayments in the pre- 
vious fiscal year to achieve equity among all qualified 
recipients. 


Program and financing (in thousands of dollars) 





Identification code 14-5091-1-2-852 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Payments to counties (costs—obligations) 








Cre CU cae, wi ccnacasi tenses 5 gape 
Financing: 
40.00 Budget authority (appropriation) ...........0 2.0... Se 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ............cssscscccccessse — sesssseeeeeeeeeee Se erences ccc 
90.00 ON oe a ee, Cag 





This request would provide funds to make payments 
to counties in which facilities of the Fish and Wildlife 
Service are located to offset the resulting loss of proper- 
ty tax revenues. 





NATIONAL PARK SERVICE 


OPERATION OF THE NATIONAL PARK SysSTEM 
(Supplemental now requested, existing legislation) 


For an additional amount for “Operation of the Na- 
tional Park System,” $1,373,000. 


Program and Financing (in thousands of dollars) 





Identification code 14-1036-1-1-303 1979 actual 1980 est. 1981 est 








Program by activities: 
TL POUR ONION siccisssiscsscsccccsssizanss ~~ scnsaanaaceitc yee 
2. Forest fire suppression and rehabilitation 
Ge Oe ee ROR St 
10.00 Total Costs—Obligations.............cccsss  cssssseseessseess Bix aint 
Financing: 
40.00 Budget authority (appropriation) ....0.0....0 2.0... Re nose 





Relations of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 ss aan acct stclccsavlde 








This supplemental request would fund fire suppres- 
sion and burned area rehabilitation deficits caused by 
unusual drought conditions and extended fire season 
experienced during 1979 and staffing and operating 
costs for the U.S. Holocaust Memorial Council. 


Object Classification (in thousands of dollars) 








Relation ‘of obligations to out!ays: 
WO Obligations ”incurred, Met .....cccssscscscsccsssce  ssssneseeeneee SOO eosin 


ae an nee ibe eel ae aaa DAME Sc ssssisseceste 


} 













310-100 0 - 80 - 69 





Identification code 14-1036-1-1-303 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.3 Positions other than permanent ..............  ccecscssssseeeees RP cak 
11.5 Other personnel compensation .............c.  ccccssseeccessees Fe aes ddd 
Total personnel Compensation.............  sssccsseecsseees OE cinsitiniesttscae 
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OPERATION OF THE NATIONAL ParRK SystEM—Continued 
Object Classification (in thousands of dollars) —Continued 


1980 est. 1981 est. 


1979 actual 


Identification code 14~1036-1-1-303 





12.1 Personnel benefits: Civilian...............sccs00 
21.0 Travel and transportation of persons 

23.1 Standard level user charges ..............sssssse 
23.2 Communications, utilities and other rent..... 
24.0 — Printing and reproduction 

25.0 Other services....................4 

26.0 Supplies and materials... 

SLU CERMDNR cecikcerc 

99.0 Total obligations .............cccccsssseeseeseen 





Personnel Summary 








Total number of permanent positions..................... 
Total compensable workyealS................+ 
Full-time equiviaent of other positions 
Full-time equivalent of overtime and holiday 
NOUFS .......ss.000 
Average GS grade... 
Average GS Salary..........cccssssssssssesessneeeees 
Average salary of ungraded positions .............sssssses 














GEOLOGICAL SURVEY 


Surveys, INVESTIGATIONS, AND RESEARCH 
(Supplemental now requested, existing legislation) 


For an additional amount for “Surveys, investiga- 
tions, and research’’, $4,941,000. 


Program and Financing (in thousands of dollars) 




















Identification code 14-0804-1-1-306 1979 actual 1980 est. 1981 est. 
Program by activities: 
3. Geologic and mineral resources surveys 
EME ROME ssscscscccacphaletiascbosituepaviasir> pAictcagescasies LUO) aicascccatepictions 
5. Conservation of lands and minerals ........  .....sssssss BAN couhchuntanie 
10.00 Total program costs, funded—obliga- 
PN Wiss Sonera cant cotmaspcvndsieeortonviiss:  cosssccs SOS BUR 6 ai teers 
Financing: 
40.00 Budget authority (appropriation) ...........0 0... WBA GS cscs 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............ccscsssssees MAINS $6. scesaavceies 
72.40 Obligated balance, start Of year... sssssesscssssssse — sssseseescesssese 1,241 
74.40 Obligated balance, end of year.................. BEL Aanasuinmants 
90.00 IRIE iss soossecasia\cosnsactnieSstrooscaieiteooed thomaeictome 3,700 1,241 











This supplemental request would provide funds to 
respond to the Secretary of the Interior’s recently an- 
nounced coal competitive leasing program, recent 
amendments to the Mineral Leasing Act, and as re- 
quired by Public Law 95-554. 

Object Classification (in thousands of dollars) 
Identification code 14-0804-1-1-306 1981 est. 


Personnel compensation: 


1979 actual 1980 est. 






















11.1 Permanent pOSitiOnS...........:..ssssssseeecsssees 715 

11.3 Positions other than permanent... 50 

11.5 Other personnel compensation ..............+. | eee recaret 
Total personnel compensation............. 772 

12.1 Personnel benefits: Civilian................ 72 

21.0 Travel and transportation of persons. 89 

22.0 — Transportation of things ...........sscsssssecesee 16 










































































































































































I 
23.1 Standard level user charges...............sssss 
23.2 Communications, utilities, and other rent.... 2 
24.0 — Printing and reproduction..........ssssssssssesssees id 
25.0 Other Services ...............00e - 
26.0 Supplies and materials . 54 
BUD ROMINMTVOITE isisssscssssccosvsoossusstecssismteirn trie I 
99.0 Total Obligations ..............ssssecssesseessees 
Personnel Summary ‘ 
Total number of permanent positions........ss...000cse 32 F 
Total compensable workyears ie 31 
Full-time equivalent of other positionS............c..0. sess ye Boveners I 
Full-time equivalent of overtime and holiday 9g 
HMAIES aiscschesctteecaccescl Bresette tassssasacnesvas au 
Average GS grade... gs 
IAVGRAE US) SUIAIV Scab casass.acsscbbssseclocarserettapessaleec tones 
fi 
i 
C 
BUREAU OF INDIAN AFFAIRS 9 
OPERATION OF INDIAN PROGRAMS : 
(Supplemental now requested, existing legislation) al 
For an additional amount for “Operation of Indian a 
Programs’, $7,000,000. cl 
Program and Financing (in thousands of dollars) ; 
Identification code 14-2100-1-1-999 1979 actual 1980 est. 1981 est 07 
Program by activities: 
10.00 Firefighting and rehabilitation (costs—ob- 
MPEMIUS F crsscssessertssrcacs cegnatmeteaccctatern coum TODO irre sacs 
Financing: 
40.00 Budget authority (appropriation) .......0...0 0... TOOOY . ciisccowtee 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .............ssescsseecee 7,000 caus 
90.00 Outlays HOO” LE 
This supplemental request would be used for combat-| — 
ing wildfires, for the emergency prevention of fires} 
threatening forest and range lands on Indian reserva- 
tions, and for the emergency rehabilitation of burned] 
over areas. 
Object Classification (in thousands of dollars) 
Identification code 14-2100-1-1-999 1979 actual 1980 est. 1981 est 40. 
11.8 Personnel compensation: Special personal 
PF TIIS avicsssses rissevicionasssvans neeemectnn SEE cccscesnedes 71. 
12.1 Personnel benefits: Civilian............scsssvve oe 
21.0 Travel and transportation of persons............ NG ac 90.( 
23.2 Communications, utilities, and other rent... 9S aie ra 
OU) ARERR hvcsacdiuscilscsinertirsesantaiusiarte. ennsjossoed ROLE sess 
ZO.0' | SSHMIMES OTT ANGUCTTING sscscosecsesssocsiécvovescecvese sessavsesevoninns 1,086 f 
Ba I anil i check baht acieiabhadenran 140... tel 
——— Ss 
99.0 TOTAH CMMIOLIONG siccissssiessrecsiciciivenneveece . convessavvahanrtn DOD) sosssceccuian Co 
Co" 
jus 


EASTERN INDIAN LAND CLAIMS SETTLEMENT FUND 






(Supplemental now requested, additional authorizing legislation 
required) 

For payment to the Eastern Indian Land Claims Set- 
tlement Fund, $8,000,000, to remain available until ex- 
pended to settle the 64,000-acre claim .of the Cayuga 
Indian Nation in upstate New York. 









1981 est. 


of fires 
reserva: 
burned- 


1981 est. 


PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 














Program and Financing (in thousands of dollars) 


Identification code 14-2202-4-1-806 1979 ated 1980 est. 1981 est. 


Program by activities: 
10.00 Eastern Indian land claims settlement fund 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 





Outlays 





This supplemental appropriation would provide the 
funds necessary to implement the legislation authoriz- 
ing the settlement of the 64,000-acre claim of the 
Cayuga Indian Nation in upstate New York. On August 
20, 1979, the tribal chiefs signed an agreement with the 
Governor of New York and the Departments of the 
Interior and Agriculture to settle the claim. It is desir- 
able that this claim be settled prior to the running of 
an April 1, 1980 statute of limitations applicable to the 
claim. If settlement is not reached before that date, the 
tribe may find it necessary to file its claim in court, 
thereby clouding the titles of thousands of property 
owners. 


OFFICE OF TERRITORIAL AFFAIRS 


ADMINISTRATION OF TERRITORIES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Administration of ter- 
ritories”, $3,318,000, to remain available until expend- 
ed. 


Program and Financing 


Identification code 14-0412-1-1-806 


(in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Program by activities: 

10.00 Government of the Northern Mariana Is- 
lands, grants  (costs—obligations) 
(object class 41.0) 

Financing: 


40.00 Budget authority (appropriation) 





gislation 


Set- 
l ex- 
yuga 


Relation of obligations to outlays: 
71.00 Obligation incurred, net.... 


90.00 





Outlays 





This proposed supplemental would provide grant 
funds for the Government of the Northern Mariana 
Islands as authorized by the covenant to establish a 
Commonwealth of the Northern Mariana Islands. The 
covenant provides that these grant funds shall be ad- 
justed to offset inflation. 


Trust TERRITORY OF THE PaciFic ISLANDS 
(Supplemental now requested, existing legislation) 


For an additional amount for “Trust Territory of the 
Pacific Islands”, $6,117,000, to remain available until 
expended. 


Program and Financing (in thousands of dollars) 


Identification code 14-0414-1-1-806 1979 actual 1980 est. 


Program by activities: 
1. Kwajalein Atoll development 
2. Settlement of Indefinite Land-Use Agree- 





10.00 Total program (costs—obligations) 


(object class 41.0) 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 





Outlays 1,500 





This proposed supplemental would provide grant 
funds for Kwajalein Atoll development. The funds will 
be used for the necessary construction and rehabilita- 
tion of public facilities in the areas of water, power, 
health, and roads. Grant funds would also provide for 


the payment to landowners of amounts agreed to for 
the past use, purchase, and lease of their lands current- 
ly being used by the Trust Territory government. 


Department of Justice 
LEGAL ACTIVITIES 


SALARIES AND EXPENSES, ANTITRUST DIVISION 
(Supplemental now requested, existing legislation) 


For an additional amount for “Salaries and expenses, 
Antitrust Division’, $4,000,000. 


Program and Financing (in thousands of dollars) 





Identification code 15-0128-1-1-752 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 State antitrust enforcement 
(costs—obligations) (object 


grants 
Class 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligation incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 





Outlays 1,600 





This supplemental would provide for the extension of 
a seed-money program of grants to foster, encourage, 
and support the development of state antitrust enforce- 
ment. 


SALARIES AND Expenses, U.S. ATTORNEYS AND MARSHALS 
(Supplemental now requested, existing legislation) 


For an additional amount for “Salaries and expenses, 
U.S. Attorneys and Marshals”, $9,736,000 including 
lease or hire of law enforcement vehicles from the Gen- 
eral Services Administration or commercial firms; ac- 
quisition of passenger motor vehicles by transfer from 
another agency; and acquisition, lease, maintenance and 
operation of aircraft. 
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SALARIES AND ExpEnsEs, U.S. ATTORNEYS AND MARSHALS— 
Continued 


Program and Financing (in thousands of dollars) 


Identification code 15-0322-1-1-752 





1979 actual 1980 est. 1981 est. 





Program by activities: 
2. Bankruptcy matters 
3. U.S. marshals 





10.00 Total program costs, funded—obliga- 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 








This supplemental request would provide resources 
necessary to develop the United States trustee program 
as authorized by the Bankruptcy Reform Act, protect 
witnesses admitted to the witness security program, 
provide extraordinary protection for the judiciary, and 
resume funding for the service of private process since 
legislation for its discontinuance was not enacted. Ap- 
propriation language is also included to give the US. 
marshals the flexibility to meet increased demands for 
vehicles and transportation services within existing 
resources. 


Objection Classification (in thousands of dollars) 


Identification code 15-0322-1-1-752 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 
Positions other than permanent 
Other personnel compensation 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Standard level user charges 
Communications, utilities, and other rent.... 
Printing and reproduction 
Other services 
Supplies and materials .. 
Equipment 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade.... 
Average GS salary. 


IMMIGRATION AND NATURALIZATION SERVICE 


SALARIES AND EXPENSES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Salaries and ex- 
penses”, $1,626,000. The appropriation under this head 
in the Departments of State, Justice, and Commerce, the 
Judiciary, and Related Agencies Appropriation Act, 


1980, may be used for the payment of allowances (at a 
rate not to exceed four dollars per day) to aliens, while 
held in custody under the immigration laws, for work 
performed. The number of vehicles which may be pur- 
chased for police-type use is increased to four hundred 
sixty-one, of which three hundred fifty-eight shall be for 
replacement only. 


Program and Financing (in thousands of dollar) 


Identification code 15-1217-1-1-751 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Direct program: 
Service to the public 
Support operations 
Program direction 





10.00 Total program costs, funded—obliga- 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligation incurred, net 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 Outlays 





The proposed supplemental appropriation would pro- 
vide funds for 35 additional positions in the overseas 
offices of the Immigration and Naturalization Service to 
process refugees for settlement in the United States. 
Additional staff is necessary because the refugee settle- 
ment level has increased from 7,000 to 14,000 a month. 
The appropriation language is required to enable the 
Immigration and Naturalization Service to make pay- 
ments to aliens for work they do while being held in 
custody under the immigration laws. This language will 
also provide authority for the Service to purchase an 
additional 103 police-type vehicles. 


Object Classification (in thousands of dollars) 





Identification code 15-1217-1-1-751 1979 actual 1980 est 1981 est. 





11.1 Personnel compensation: Permanent  posi- 


Personnel benefits: Civilian 

21.0 Travel and transportation of persons 

22.0 — Transportation of things 

23.1 — Standard level user charges 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 
Equipment 


Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary 
Average salary of ungraded positions 





40.( 


TL 
Nf 


1981 est. 


PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 








Department of Labor 


EMPLOYMENT AND TRAINING 
ADMINISTRATION 


GRANTS TO STATES FOR UNEMPLOYMENT INSURANCE AND 
EMPLOYMENT SERVICES 


(Supplemental now requested, existing legislation) 


For an additional amount for “Grants to States for 
Unemployment Insurance and Employment Services”, 
from the Employment Security Administration Account 
in the Unemployment Trust Fund, $148,310,000 to 
remain available until September 30, 1981, which shall 
be available for necessary administrative expenses for 
carrying out section 43 of the Airline Deregulation Act 
of 1978, and to the extent necessary to meet increased 
costs of administration resulting from changes in a 
State law or increases in the number of unemployment 
insurance claims filed and claims paid or increased 
salary costs resulting from changes in State salary com- 
pensation plans embracing employees of the State gener- 
ally over those upon which the State’s basic grant was 
based, which cannot be provided for by normal budge- 
tary adjustments: Provided, That any portion of the 
funds granted to a State in the current fiscal year and 
not obligated by the State in that year shall be returned 
to the Treasury and credited to the account from which 
derived. 


Program and Financing (in thousands of dollars) 


identification code 16-0179-1-1-504 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Contingency costs, obligations (object 
class 41.0) 
Financing: 
13.00 Offsetting collections from: Trust funds 


Budget authority 








_ Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 








This supplemental request would provide for an in- 
creased transfer of funds from the Unemployment trust 
fund, to meet costs of State salary increases and addi- 
tional unemployment insurance workload, and to per- 
form mandatory functions under the Airline Deregula- 
tion Act of 1978. 


ADVANCES TO THE UNEMPLOYMENT TRUST FUND AND OTHER FUNDS 
(Supplemental now requested, existing legislation) 


For an additional amount for “Advances to the un- 
employment trust fund and other funds”, $455,000,000, 
to remain available until September 30, 1981. 


Program and Financing (in thousands of dollars) 


tetifcatin cote 16~0327-1-1-600 





1979 actual 1980 est. 1981 est 





Program by activities: 
10.00 Benefit payments  (costs—obligations) 
(object class 25.0) 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


12.40 Obligated balance, start of year 


74.40 Obligated balance, end of year 
90.00 Outlays 


— 36,000 
419,000 36,000 








This proposal would provide funds to make repayable 
advances to the Black lung disability trust fund, since 
revenues to that fund will be insufficient to make the 
benefit and interest payments required by law. 


UNEMPLOYMENT Trust FUND 
(Supplemental now requested, existing legislation) 
Program and Financing (in thousands of dollars) 


Identification code 20-8042-1-7-999 





1979 actual 1980 est. 1981 est. 





Program by activities: 

10.00 Federal-State unemployment — insurance: 
State administrative expenses (costs— 
obligations) (object class 25.0) 

Financing: 

21.40 Obligated balance available, start of year: 
Treasury balance 
U.S. securities (par) 

24.40 Unobligated balance available, end of 

period: 
Treasury balance 
U.S. securities (par) 


Budget authority 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 148,310 


90.00 Outlays 148,310 





This schedule reflects the effect on the Unemploy- 
ment trust fund of funds to be transferred to Grants to 
States for Unemployment Insurance and Employment 
Services as a result of a supplemental appropriation. 


LABOR-MANAGEMENT SERVICES 
ADMINISTRATION 


SALARIES AND EXPENSES 


(Supplemental now requested, existing legislation) 


For an additional amount for “Salaries and ex- 
penses”, $2,163,000. ‘ 


Program and Financing (in thousands of dollars) 





Identification code 16-0104-1-1-505 1979 actual 1980 est. 





Program by activities: 
1. Labor-management relations, policy and 


4. Pension and welfare benefit programs... 


10.00 Total program costs, funded—obliga- 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 





This supplemental request would provide funds neces- 
sary for the staff needed to certify that equitable em- 
ployee protective arrangements are included in Federal 
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SALARIES AND ExpeNsEs—Continued 


assistance grants made under the Urban Mass Trans- 
portation Act and the Surface Transportation Assist- 
ance Act. Funds are also.requested to support litigation 
for the Government’s suit against the Teamsters Cen- 
tral States Pension and Health and Welfare Funds. 
Funds are also included to defray the Department’s 
share of the costs incurred by the Internal Revenue 
Service in processing and microfiching the annual re- 
ports filed by pension and welfare plans under the pro- 
visions of the Employee Retirement Income Security 
Act. 


Object Classification (in thousands of dollars) 








Identification code 16-0104-1-1-505 1979 actual 1980 est. 1981 est. 
Personnel compensation: 

11.1 FROITIMNOIC HRISHION Sos ciessseseresccbaaeivicbion’ 4 'dictacdeavdess Le ee 

11.3 Positions other than permanent..............  cseccssssesssees ED cine fesse souaraivcinns 





Total personnel compensation.............. 
12.1. Personnel benefits: Civiliat.............scc.ccssseee 
21.0 Travel and transportation of persons........... 
22.0 — Transportation of thingS..............ssccsssseee 
23.1 Standard level user charges..................sssee 
23.2 Communications, utilities, and other rent.... 
24.0 — Printing and reproduction...............ssssseee 
25.0 Other S@rvices ............sesese00 
26.0 Supplies and materials... é 
SUD SIO ia. his tedsevcescdnicbideassvtcteaskclatton 


99.0 Total obligationS..............sssccsssseesseen 














Personnel Summary 





Total number of permanent positionS.................00 





Total compensable WOrk-Vear ...........sssvsssessscesssssssees 4] 
Full-time equilvalent of other positions.................. (29) 
Full-time equivalent of overtime and holiday 

TOONS Se AES Gs, salt cicadabet etcededetstoese (0) 

Average GS grade 10.25 

Average GS salary $22,836 








EMPLOYMENT STANDARDS ADMINISTRATION 


SALARIES AND EXPENSES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Salaries and ex- 


penses”, $2,707,000. 


Program and Financial (in thousands of dollars) 





Identification code 16-0105-1-1-505 1979 actual 1980 est. 1981 est. 





Program by activities: 
2. Elimination of discrimination in employ- 





10.00 Total obligations (object class 25.0) . 


Financing: 
40.00 Budget authority (appropriation) ........... 








Relation of obligations to outlays: 
71.00 Obligations incurred, net ............:s.scssssssvees 
72.40 Obligated balance, start of year... 
74.40 Obligated balance, end of year 


90.00 








IA sa sissiccstncirciminmacdus 


This supplemental appropriations request would pro- 
vide for the development and implementation of a man- 
agement information system to monitor construction 
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industry contractor progress toward achievement of em- 
ployment goals for minorities and women. This was 
made necessary by the complex court-ordered reporting 
requirements ordered by the courts. Funds are also re- 
quested to complete development work and pilot testing 
for implementation of a comprehensive automated 
claims processing system in the Federal employees’ 
compensation program. 





Biack Lunc Disasitity Trust FuND 
(Supplemental now requested, existing legislation) 


For an additional amount for payments from the 
“Black Lung Disability Trust Fund’, $494,347,000, to 
remain available until September 30, 1981. 


Program and Financing (in thousands of dollars) 

















" (dentification code 20-8144-1-7-601 1979 acutal 1980 est. 1981 est 
Program by activities: 
1. Disabled coal miners’ benefits ..........0....  csssescsssesesnee OOM ok Sccsciaa 
SOS CM MATION cscs ss chnay sts Etscestoanst ,cceonshovseundass PURO ween iesshiccaoe 
10.00 TRAIT RMUMTEM IT cscctscccrsssnajraitieats, cope tiseuries MOM SSED * cichcscsseciotte 
Financing: 
40.00 Budget authority (appropriation) ...........0 oo... WOR IAT cisssssssecieste 
Relation of obligations to outlays: 
71.00 Obligations incurred, N@t .........sssccccccssssecesee — ssssssnseseeeen ROR SAT nv idipss scant 
72.40  Obligated balance, start of year... 36,425 
74.40 Obligated balance, end Of year..........c.ccccs cscsseeccsseneee — —BO425 ceecccsssseeenee 
90.00 CORN cstsskccctsaeaSscs ened Rctcn gh eect bess 458,102 36,425 





This proposed supplemental! appropriation is required 
to provide funds to meet an anticipated increase in 1980 
benefit payments. This increase is a result of the larger 
than anticipated number of claims being processed and 
approved and of mine operators contesting assignment 
of responsibility to them for retroactive claims paid 
from the trust fund until the claim is settled. 


Object Classification (in thousands of dollars) 














Identification code 20-8144-1-7-601 1979 actual 1980 est. 1981 est. 
42.0 — Insurance claims and indemnitieS............0:.  sssssseessseeens MUP Ze. ssccucatenten 
43.0 Interest and dividends 50,830 

99.0 Total obligations 458,102 











DEPARTMENTAL MANAGEMENT 


SALARIES AND EXPENSES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Salaries and ex- 


penses”’, $2,200,000. 


Program and Financing (in thousand of dollars) 








Identification code 16-0165-1-1-505 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Minimum Wage Study Commission 
(costs—obligations) (object class 
PIP a cvosleonstbsastcasetcivet ec Netin  oacyucslnndedeien yi. Meuecetie aes 
Financing: 
40.00 Budget authority (appropriation) .....0..... 0 .....ssss TO cisnstesgiorion 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .........sssssesscssssssssees —sesessssssseesee B20 ose s.counen 






































10.00 







Fi 
40.00 

Re 
71.00 
12.40 
14.40 


40.00 















Th 
foreig 
of ad 
Feder 
denie 
aU.S 











\entification 


| 





IL 
IL3 
ILS 


l21 


~> 
ray 
=> 
mona —4 sa 


41.0 


Total num! 
Total come 
Full-tim 


| PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 








12.40 Obligated balance, start of year 1,100 Full-time equivalent of overtime and holiday 
14.40 Obligated balance, end of year : 





Average grade and salary established by the For- 
90.00 Outlays eign Service Act of 1946 (22 US.C. 801- 
1160): 


: w 5 Average grade: Foreign Service Officer 6.0 
This supplemental request would cover research con hams athe: Fatign Senos Gian $16.461 





tracts for the Minimum Wage Study Commission. The 
Commission conducts an independent study of the Fair 
Labor Standards Act of 1938 including the social, politi- 
cal, and economic ramifications of that act and exemp- 
tions from that act. 





EMERGENCIES IN THE DIPLOMATIC AND CONSULAR SERVICE 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “Emergencies in the 


Diplomatic and Consular Service’, $4,300,000. Of this 

Department of State amount, $1,300,000 may be transferred to the appropri- 
ADMINISTRATION OF FOREIGN AFFAIRS ation under this heading for the fiscal year 1979. All 
obligations incurred in anticipation of this appropri- 

SALARIES AND EXPENSES ation are hereby ratified and confirmed if otherwise in 


vid a ans d ith isi law. 
(Supplemental now requested, additional authorizing legislation accordanen seh provisions of Hane 


required) Program and Financing (in thousands of dollars) 





For an additional amount for “Salaries and ex- identification code 19-0522-4-1-153 1979 actual «1980 est. 1981 est. 
penses”’, $6,334,000. 





Program by activities: 
10.00 Other activities  (costs—obligations) 
iaification code 19-0113-4-1-153 1979 actual ‘1980 est. 1981 est (object class 91.0) 
+41 Financing: 
Program by activities: 40.00 Budget authority (appropriation) 
Direct program: 


Program and Financing (in thousands of dollars) 











Relation of obligations to outlays: 
. ; 71.00 Obligations incurred, net 
2. Conduct of diplomatic and consular 72.40 Obligated balance, start of year 
relations with foreign countries 74.40 Obligated balance, end of year 
10.00 Total program costs, funded—ob- 83.00 Deficiency in prior year accounts, start of 


ligations 84.00 





Financing: 
40.00 Budget authority (appropriation) 85.00 








Relation of obligations to outlays: 90.00 
11.00 Obligations incurred, net 


12.40 Obligated balance, start of year... ‘ cues ‘ 
1440 Obligated balance, end of year This supplemental appropriation is necessary to cover 


the costs of the evacuation of U.S. employees, their 
dependents and non-Government Americans from 
P Tehran, Kabul, Managua, and N’Djamena. Already in 
This supplemental request would finance increased 1980, the Department has been forced to evacuate many 
foreign national wages as required by law, the issuance of its personnel, their families and American civilians 
of additional nonimmigrant visas for Mexicans who a _ from Islamabad, Dacca, and Tripoli because of the seri- 
Federal District Court has ruled were improperly ous threat to American lives. This threat and the sub- 
denied visa numbers, and preparation for arbitration of stantial destruction of property at the embassies in Isla- 
aU.S.-Canadian boundary dispute. mabad and Tripoli have made it necessary to withdraw 
Object Classification (in thousands of dollars) certain personnel and their dependents from numerous 

other posts in the Middle East. 








40.00 Outlays 








Kentification code 19-0113-4-1-153 1979 actual 1980 est. 1981 est 





Personnel compensation: PAYMENT TO THE FoREIGN SERVICE RETIREMENT AND DISABILITY 
IL Permanent positions. 2,949 FuND 


Positions other than permanent... EP ss gee oh) 
Other personnel compensation ie (Supplemental now requested, existing legislation) 


4.502 For an additional amount for “Payment to the For- 
Personnel benefits: Civilian as eign Service retirement and disability fund”, 


Travel and transportation of persons. 370 . $4,177,000. 

Other services : 730... Program and Financing (in thousands of dollars) 
Supplies and materials .... Sy : 
Equipment 245 Identification code 19-0540-1-1-153 1979 actual 1980 est. 1981 est. 





Total personnel compensation 











Total obligations 6,334 Program by activities: 
10.00 Government contributions to the fund 





Personnel Summary 





Total number of permanent positions Financing: 


Total compensable workyears E 4 ra 
Full-time equivalent of other positions 0.00 Budget authority 
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PAYMENT TO THE FOREIGN SERVICE RETIREMENT AND DISABILITY 
Funp—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 19-0540-1-1-153 1979 actual 1980 est. 1981 est. 
Relation of obligations to outlays: 

71.00 Obligation incurred, ne@t..............csccsccssssessee — ssseeseesssnseess : Ba) Sea 

90.00 PS es roti ten etencsras ect otaents MUTT csccitesvervssiss 


This proposed supplemental appropriation would pro- 
vide the first annual installment to finance the unfund- 
ed liability resulting from salary increases effective in 
October 1979. 





ForEIGN SERVICE RETIREMENT AND DISABILITY FUND 
(Supplemental now requested, existing legislation) 


Program and Financing (in thousands of dollars) 


Identification code 19-8186-1-7-602 1979 actual 1980 est. 1981 est, 
Financing: 

21.40 Unobligated balance available start of year: 

U.S. SOCUTIRIES (PAF) ......sssssesccccssssssseeeees 

24.40 Unobligated balance available, end of year: 


U,S. SeCUFIBICS (Par) ........sssssccsssseeccesssees 


—5,197 
5,197 


40.00 Budget authority (appropriation) 


(permanent, indefinite) ................. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net .............ssssecsseseeeee 


90.00 


POTN ss csesiosccecee caer taper eee ristasine pha sovassces ecto casvbistscoot itonceancantegrtet ok 





This schedule reflects the impact on the trust fund of 
payments from the supplemental appropriations pro- 
posed in this budget for the Department of State, Pay- 
ment to the Foreign Service retirement and disability 
fund, and Funds Appropriated to the President, Pay- 
ment to the Foreign Service retirement and disability 
fund. 





INTERNATIONAL ORGANIZATIONS AND 
CONFERENCES 


CONTRIBUTIONS TO INTERNATIONAL ORGANIZATIONS 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “Contributions to inter- 
national organizations’’, $27,287,000. 


Program and Financing (in thousands of dollars) 


Identification code 19-1126-4-1-153 1979 actual 


1980 est. 


1981 est. 


Program by activities: 
United Nations and affiliated agencies: 
2. United Nations Educational, Scientif- 
ic, and Cultural Organization.............. 
4. World Health Organization.................. 
5. Food and Agriculture Organization...... 


RON ei Sr on rere 
Inter-American organizations: 


1, Inter-American Indian Institute...........  sscsssssssssssee BS aAtricisainsicenss 
2. Inter-American Institute of Agricultur- 

BRUNO criss, se cscs cecnez ts Vie WNeNcot ck sovecapsscaaisncs TIC | sdsssetscssssnncss 
3. Pan American Institute of Geography 

MUMUSTONY sosnesecsctcocticssctoiocaostzsccscesate” “sscsussisnéssiass FOL Fee eae 























5. Pan American Health Organization... ........ssssseee 1,801 
6. Organization of American States........ 5,472 
SIMI si ccsccecd pats isssvsasasssisssseticoncees 8,593 
Other international organizations: 
6. International Wheat COUNCIL.............0. cssssssessssssees TOD sss cores 
13. International Center for the Study 
of the Preservation and Restoration 
Of Cultural Property.......c.cssccidssvcscccsics  ssssressssesssere GH sai debeg 
15. International Agency for Research 
PURINE a isecscos bath canister actin. VO tpcastiinpaies TAD Sree 
24. International sugar organization ....... .....seccsssees AWS” eee 
SUNDLONIN Eid aria ieccihesesstuateed cece ctasrtred O00) cicattenera 
10.00 Total program costs, funded—obliga- - 
tions (Object Class 41.0) oo... ccsseecsssessenee PV ABONE ieee 
Financing: 
40.00 Budget authority (appropriation) ..........0 ose CIT acres 





Relation of obligations to outlays: 
71.00 Obligations incurred, net .............ssssessceessseee 








72.40 Obligated balance, start of year 26,586 
74.40 Obligated balance, end Of year... ssscccssssessese = 2Dj086  seecessesneesn 
90.00 MOUILLAYS Sesateeliec cath Miecqassustaisssiaascvsstes > seccsztccloronsce 703 26,586 





This proposed supplemental appropriation is required 
to meet prior year arrearages to the Inter-American 
Indian Institute, the Pan American Institute of Geogra- 
phy and History, and the International Center for the 
Study of the Preservation and Restoration of Cultural 
Property and to meet the anticipated shortfall in the 
United States assessed contributions to certain interna- 
tional organizations for calendar year 1980. 





MISSIONS TO INTERNATIONAL ORGANIZATIONS 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “Missions to interna- 
tional organizations’, $839,000. 


Program and Financing (in thousands of dollars) 




















Identification code 19-1127-4-1-153 1979 actual 1980 est. 1981 est. 
Program by activities: 
2. International organizations, Geneva......... esses SOP + eee: 
3. International organizations, Vienna .........  ..sssscsssseee 27 
6. U.N. Educational, Scientific, and Cultural 
CANAL  scccecte<cesgarecd-Feauneanearsssiioys 7 
7. Food and Agriculture Organization.......... 4 
10.00 Total program costs, funded—obliga- 
11) SB a React oy ue A Mi aephtetvearret B30! ~sessssrcoenear 
Financing: 
40.00 Budget authority (appropriation) ...........0 839 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net ..........sscccscccsssssesse —sscssssnseesseees SOD ca sssncconsbot 
90.00 MINUS tstcsdisceiiictssosrastucthcsntcicoene. | asouenaanris 1S eer ol 





The proposed supplemental appropriation would pro- 
vide for the increased cost of office building restoration 
in Geneva and depreciation of the dollar in Rome, 
Geneva, Vienna, and Paris. 


Object Classification (in thousands of dollars) 








Identification code 19-1127-0-1-153 1979 actual 1980 est. 1981 est. 
11.1 — Personnel compensation: Permanent posi- 

NNN ss scks cs caseccecetasdecsscvavcacstsvasacabosseess >. ncesstbeciwtevess BD a ccatntees 
12.1 — Personnel benefits: Civilian.........csssssssssssesse  sessssssseessseee GR scans 








31.0 
99.0 


Total 1 
Total ¢ 
Full 
Full 

I 
Averag 


(Su 


\dentificat 
P 
10.00 





Kentification 





Pro 


Fing 
40.00 £ 








26,586 
uired 
rican 
ogra- 
r the 
tural 
1 the 
erna- 


tion 





1981 est. 











id pro- 
ration 
Rome, 





1981 est. 








PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 




















21.0 — Travel and transportation of persons........... , 8 

22.0 Transportation of things ..............s:ssssecsssses 20 

23.2 Communication, utilities, and other rent...... 43 

DOD: 1 OUT SOIWICES 5sccscs Lass .nccsuccesicecssccsbucbeet 566 

26.0 Supplies and materials 9 

UY RIMNOUNON sxc casccasasasscncnsale 13 

99.0 ITO MMR EMONIG hese. isidbcet.cceaseutd™) ~Stuctscasote Bence me: 

Personnel Summary 
Total number of permanent positions 36 





Total compensable workyeaS................c-00- 4 35 


Full-time equivalent of other positions............0...  csssssesessseeees ADR sec scescccesiss 
Full-time equivalent of overtime and holidays 

NS tne Nt ae eer a ettaa ics ecscBY wey AUEM) | Sastecactasneceel 

Average salary in foreign countries (local rates) .....  ......sesssssee AON | - sisdccensesceursite 








INTERNATIONAL COMMISSIONS 


INTERNATIONAL FISHERIES COMMISSIONS 


(Supplemental now requested, additional authorizing legislation 
required) 


For an additional amount for “International Fisher- 
ies Commissions”, $248,000. 


Program and Financing (in thousands of dollars) 














Wentification code 19-1087-4-1-302 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 U.S.-Canada East Coast Fisheries Commis- 
sion (costs—obligations) (object class 
MP Sere et er cctecacaavcccechcnsin.- | sssceeouigcjesios WE. ieee, 
Financing: 
MINE RSMMIIIE MURTIONTEN cocss ca ctscccs cvoccagecticcecccersece’  sscecazshesenace 7 cen 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ...........ccsccssseecscse —cesssssseeersssee FO i seas 
90.00 eurecar et St iiner 2) a eres Mae eee et 





This supplemental would provide the initial funding 
of the United States share of expenses for the United 
States-Canada East Coast Fisheries Commission formed 
following signing on March 29, 1979, of an agreement 


between the United States and Canada on east coast 


fishery resources. The Commission will provide a 
formal method of coordinating the conservation and 


_ management of those available fishery resources which 





are of great economic importance to both countries. 





Department of Transportation 
OFFICE OF THE SECRETARY 


TRANSPORTATION PLANNING, RESEARCH AND DEVELOPMENT 
(Supplemental now requested, existing legislation) 


For an additional amount for “Transportation plan- 
ning, research, and development,” to remain available 
until expended, $1,000,000. 


Program and Financing (in thousands of dollars) 





Kentitication code 69-0142-1-1-407 1979 actual 1980 est. 1981 est. 
Program by activities: 
Transportation planning and policy 
(costs—obligations)  (obiect class 
MEIER eceucsscsesistccktesevsssesisienterss.  sccscototonaaties NR aerancren 
Financing: 
40.00 Budget authority (appropriation) 0.0... 0 sss. 1,000 











Relation of obligations to outlays: 
71.00 Obligations incured, Met.................cssscccccseee 


90.00 





sce, 





This supplemental appropriation would provide funds 
to conduct a study of Chrysler Corp.’s long-term viabil- 
ity including the impact of high energy prices and short 
energy supplies on the automobile industry. Funds are 
also included for preparation of an annual report to the 
Congress offering a comprehensive assessment of the 
automobile industry. 





COAST GUARD 


RETIRED Pay 
(Supplemental now requested, existing legislation) 


For an additional amount for “Retired pay’, 


$7,500,000. 


Program and Financing (in thousands of dollars) 














Identification code 69-0241-1-1-403 1979 actual 1980 est. 1981 est. 
Program by activities: 

10.00 Retired pay (costs—obligations) (object 

CRN BO eke, Vee PE Vac. 

Financing: 

40.00 Budget authority (appropriation) ...........0 0.00... Sc 
Relation of obligations to outlays: 

71.00 Obligations incurred, met ............cssssssssssssece — sessssssssssssess I Psccsescnssets 

90.00 OMNIS... 22 a A ee peers. To essaccs peat 





Additional funds are required in 1980 to cover in- 
creased costs of military retired pay. 

Retired pay estimates were originally based on eco- 
nomic indicators reflecting a 3.9% increase effective 
September 1, 1979; a 3.3% increase effective March 1, 
1980, and a 3.1% increase effective September 1, 1980. 
However, the actual increase as of September 1, 1979, 
was 6.9%. Cost-of-living increases for March 1, 1980, 
and September 1980, are expected to reach 5.9% and 
5.8%. respectively. 





FEDERAL AVIATION ADMINISTRATION 


OPERATION AND MAINTENANCE, METROPOLITAN WASHINGTON 
AIRPORTS 


(Supplemental now requested, existing legislation) 


For an additional amount for “Operation and mainte- 
nance, Metropolitan Washington Airports,” $1,162,000: 
Provided, That there may be credited to this appropri- 
ation, funds received from air carriers, concessionaires 
and non-federal tenants to cover utility and fuel costs in 
excess of $5,909,000. 


Pregram and Financing (in thousands of dollars) 





identification code 69-1332-1-1-402 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Washington National Airport .................0.  ssssscssseeeseee BO, consents 
2. Dulles International Airport ...........cc.ccsss  sessssssesssseess GOO stcccbstte 
Total operating COStS.............csssssssse —sesessssseesesee RUA cintcscupiun 


Capital investment funded: 1. Washington 
National Airport 


10.00 





Total costs, funded—obligations 
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OPERATION AND MAINTENANCE, METROPOLITAN WASHINGTON 
Arrports—Continued 


Program and Financing (in thousands of dollars) —Continued 


Identification code 69-1332-1-1-402 











1979 actual 1980 est. 1981 est. 
Financing: 
40.00 Budget authority (appropriation) .......0...0 oe ITI Rises 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net .............sssccsssseeee 162 | oy crdcuenbe 
72.40 Obligated balance, start Of year... cssssssssessseese —— secssssnnesseeees 50 
74.40 Obligate balance, end of year................ ai *, chaceunenin 
90.00 SOME See ircettticctccataigia  clticbiesiarentes 1,112 50 


This supplemental appropriation would provide for 
higher than anticipated utility and fuel oil costs, the 
replacement of a snow blower at National Airport, and 
certain other procurements which were delayed in 1979 
because of higher utility and fuel oil costs. 


Object Classification (in thousands of dollars) 














Identification code 69-1332-1-1-402 1979 actual 1980 est. 1981 est. 
23.2 Communications, utilities, and other rent... 370 

26.0 Supplies and materials ..............c..ssssseesseee 652 

BU) RMMMMNONOIEL ssscaicancessdevssasinsvnssisessssniasteeoebes 140 

99.0 TONE ssissssisuncepceissssastbigin's  acvociasnincsh RE sassdsiaspercoris 








FEDERAL HIGHWAY ADMINISTRATION 


FEpDERAL-Aip HIGHWAYS 
(LIQUIDATION OF CONTRACT AUTHORIZATION) (TRUST FUND) 
(Supplemental now requested, existing legislation) 


For an additional amount for Federal-aid highways, 
$400,000,000, or so much as may be available in and 
derived from the Highway Trust Fund, to remain avail- 
able until expended. 


Program and Financing (in thousands of dollars) 

















Identification code 20-8102-1-7-401 1979 actual 1980 est. 1981 est. 
Financing: 
Budget authority: 
40.00 MN III sscssasstsis cssocesiniconcieatlateianamcconiecsoitessvvbees MAIO ixssvcessnscasesane 
40.49 Portion applied to liquidate contract au- 
thority — 400,000 
43.00 Appropriation (adjusted) .............0..  csssssscscscsssee —sesssseeceessnees 
Relation of obligations to outlays: 
TU00 CHRD IE, ON Sic 8... Sisters cette Leas PARTE E? cascnescacnncesonne 
Obligated balance, start of year: 
Fal NEEM i i catesscasthsosuatecs aan ess... Aba rieiiuisis, a saveneaXorin 197,456 
TERCERA LRT cc ckiccascotapiis,  .ssSzicanin: * wakcpagounss — 400,000 
Obligated balance, end of year: 
74.40 cise scesecsrae, | Sosupatasatorke —197,466 —197,466 
74.49 A MPN TNY sccsitStossttccceasBeitasstisscines, concrncrannneve 400,000 400,000 
90.00 RRR Sie ae aD etl rs ica  couaciaseinits ZUZEIOMA | sssssteersiosviven 


This supplemental appropriation would provide the 
additional liquidating cash required to meet State 
claims for reimbursement during 1980 that are expect- 
ed to exceed the cash balances otherwise available. 
Cash is requested to cover future potential shortfalls 
due to higher than expected obligation rates or large 
scale conversions of State-funded projects to a federally 
funded status. 





FEDERAL RAILROAD ADMINISTRATION 


Rait Lasor ASSISTANCE 


(Supplemental now requested, additional authorizing legislation 
required) 


For payment to provide supplementary unemployment 
insurance, $5,000,000 under Section 10; and for new 
career training assistance $1,500,000, under Section 12, 
of the Milwaukee Railroad Restructuring Act; together 
with $61,600,000 for payment of benefits under Section 
509 of the Regional Rail Reorganization Act of 1972 as 
amended which shall become available only upon enact- 
ment into law of authorizing legislation, to remain 
available until expended. 


Program and Financing (in thousands of dollars) 








Identification code 69-0707-4-1-603 1979 actual 1980 est. 1981 est 
Program by activities: 
1. Milwaukee Railroad employee benefits: 
(a) Unemployment insurance..............0:.  csssssssecsseees AONE, .eeccxceee 


(b) Career training .............ssee 
2. Conrail employee benefits 





10.00 Total program costs, funded—obliga- 








tions (Object Class 41.0)... scsssecesseeseene GROIN Sasiscccusss 
Financing: 
40.00 Budget authority (appropriation) ...........0 oe 68,100 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ..........ssssccccccssssseees —sesccsssssneeeces COO a ccscspssrecins 
90.00 POUTEIYS <scscesocesassososscsnessespionsgeseeeite  Suahantes Oj 10B: il... QO 





This supplemental appropriation would provide funds 
for various benefits, including retraining, provided to 
employees of the Milwaukee Railroad who would be 
adversely affected by a restructuring of that railroad 
consistent with the provisions of the 1979 Milwaukee 
Railroad Restructuring Act. It would also provide for 
continued benefits to Conrail employees protected 
under the Regional Rail Reorganization Act of 1973 as 
amended. Legislation is being proposed modifying em- 
ployee protective benefits to Conrail employees consist- 
ent with recent labor-management agreements and 
with most of the recommendations in a report submit- 
ted to the Congress by the Comptroller General. 





Department of the Treasury 


BUREAU OF GOVERNMENT FINANCIAL 
OPERATIONS 


PAYMENTS TO THE GOVERNMENTS OF GUAM, VIRGIN ISLANDS, AND 
AMERICAN SAMOA 


(Supplemental now requested, existing legislation) 

For payment, in accordance with section 407 of the 
Tax Reduction and Simplification Act of 1977, to the 
Government of the Virgin Islands, $2,000,000, to remain 
available until expended. 


Program and Financing (in thousands of dollars) 


Identification code 20-1808-1-1-806 1979 actual 1980 est. 1981 est. 





Program by activities: 

10.00 Payment to the government of the Virgin 
Islands (costs—obligations) (object 
RRND iso csc ins waicirocbincariomniis 

Financing: 
40.00 Budget authority (appropriation) ........... 





71.0 
90.0 


vid 
Isl 
Sir 


\dentifi 


10.0( 


40.00 


71.00 
72.40 
74.40 


90.00 


vidi 
in | 
acct 


Wdentific 


11.3 


12.1 
25.0 


99.0 


Total | 
Total 
Full 
Ful 

| 


PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 





Outlays 








This proposed supplemental appropriation would pro- 
vide funds to reimburse the Government of the Virgin 
Islands for losses incurred under the Tax Reduction and 
Simplification Act of 1977. 


BUREAU OF THE PUBLIC DEBT 


ADMINISTERING THE PuBLIC DEBT 
(Supplemental now requested, existing legislation) 


For an additional amount for “Administering the 
public debt’, $7,158,000. 


Program and Financing (in thousands of dollars) 


Identification code 20-0560-1-1-803 1979 actual 1980 est 1981 est 


Program by activities: 
1. a. Saving and retirement securities 
b. Marketable and special securities 


10.00 Total program costs, funded—obliga- 


Financing: 
40.00 Budget authority (appropriation) 


Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 Outlays 





This proposed supplemental appropriation would pro- 
vide funds to handle the increased workload occurring 
in savings bond redemptions, Treasury bill book-entry 
accounts, and other Bureau operations. 


Object Classification (in thousands of dollars) 


Identification code 20-0560-1-1-803 1979 actual 


1980 est 


1981 est 


11.3 Personnel compensation: Positions other 
than permanent 

12.1 Personnel benefits: Civilian 

25.0 — Other services 


99.0 Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 





INTERNAL REVENUE SERVICE 


PAYMENT WHERE ENERGY CreDIT Exceeps LIABILITY FOR TAX 


(Supplemental now requested, existing legislation) 


For an additional amount for “Payment where 
energy credit exceeds liability for tax’’, $1,000,000. 


Program and Financing (in thousands of dollars) 





Identification code 20-0907-1-1-271 1979 actual 1980 est. 1981 est 





Program by activities: 
10.00 Payment where credit exceeds liability for 
tax (costs—obligations) (object class 
41.0) 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 





Outlays 





This supplemental request would provide the addi- 
tional funds needed for payments to businesses when 
the solar-wind credit due them exceeds the amount of 
tax liability owed. 


UNITED STATES SECRET SERVICE 


SALARIES AND EXPENSES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Salaries and ex- 


penses’’, $13,550,000. 


Program and Financing (in thousands of dollars) 


Identification code 20-1408-1-1-751 





1979 actual 1980 est. 1981 est. 





Program by activities: 

1. Suppression of counterfeiting, investi- 
gating check and bond forgeries, pro- 
tection of individuals, buildings and 
grounds, and safeguarding Government 
securities 

. Payments to State and local govern- 
ments for protection of foreign diplo- 
matic missions under extraordinary cir- 
cumstances 





10.00 Total obligations 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40 Obligated balance, start of year 
74.40 Obligated balance, end of year 


90.00 





Outlays 





This supplemental appropriation would provide funds 
for the increased cost of protective travel and Presiden- 
tial candidate and nominee protection and reimburse- 
ments to State and local governments for protection of 
foreign diplomatic missions under extraordinary 
circumstances. 


Object Classification (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 


Identification code 20-1408-1-1-751 





11.5 Personnel compensation 

21.0 Travel and transportation of persons 

22.0 Transportation of things 

23.2 Communications, utilities, and other rent... 
25.0 — Other services 

26.0 Supplies and materials... 

31.0 Equipment 


99.0 Total obligations 










































































































































1100 APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 | PRO 
| 
SALARIES AND Expenses—Continued National Aeronautics and Space 
Personnel Summary Administration | 
Total number of permanent positions... 0 RESEARCH AND DEVELOPMENT | 
Total compensable workyeaS..................++ aed sath 0 (Supplemental now requested, additional authorizing legislation 
Full-time equivalent of other positions (0) required) 
Full-time equivalent of overtime and holiday For an additional amount for “Research and develop- 
OMB aster ccsteaitcr-ceaeerosovcecttasnscaerteriesoens deoseccenesbesas LOB ID escaccssse ment”, $300,000,000; to remain available until Septem 
er ber 30, 1981. This appropriation shall be made availa- 
ble only upon enactment into law of authorizing legisla- 10.00 
tion. 
2 : Program and Financing (in thousands of dollars) 
Environmental Protection Agency 40.00 
Identification code 80-0108-4-1-999 1979 actual 1980 est. 1981 est. —o7 
aan Program by activities: 71.00 
(Supplemental now requested, existing legislation) 1. Space Transportation systems: (a) 72.40 
ue 8 PCUSMI eee citincteten rice POU” sscccccassioran 74.00 
For an additional amount for Research and develop- Change in selected resources (undelivered 
ment’, $5,600,000, to remain available until September orders and stores) 50,000 | 90,00 
30,1981. FES 2 SEOFES) rnernnine nnn Sa ner 
10.00 Total obligations (object class 25.0). ow... OUI spcoaacs rae 1 
Program and Financing (in thousands of dollars) Financing: f 
4 : oe un 
Identification code 68-0107-1-1-304 1979 actual ‘1980 est. 1981 es, 40-00 Budget authority (appropriation)... ween 300,000 nnn abi 
aaa Relation of obligations to outlays: me! 

Praga ty eas: 71.00 Obligations incurred, Net .cccscenenene —venenmenene —— 300,000 reser pay 
10.00 ae ay poo - met 72.40 Obligated balance, start of year és 100,000 | to 

€chnology (Costs—obligations) (objec 74.40  Obligated balance, end of year................. —1000 # . 
date Me Macleh Jo shamed ov gutvisatl.bns. reece : : ae ind 

Faencing 90.00 RONIRAVS sessed ssctegh ctessccsisdosseeabasvaaspoon 90,000 low 
40. hori SRUOB) ccrnancomatincnne i - 2 Vie 

oe ee This proposed supplemental appropriation would pro- 
Relation of obligations to outlays: vide funds for increased development, installation, and | 
71.00 Obligations incurred, M@t .......ssccsscssssssssnse — sessseeessnsees PR i ghsnsnsccrsosinn testing necessary to maintain the Space Shuttle program | 
} 
OU UN ec eee on eh ol on schedule. | 
Object Classification (in thousands of dollars) 
_ This proposed supplemental appropriation would PYO- sentation code 80-0108-4-1-999 1979 actual 1980 est. 1981 est. 
vide critical research to permit effective and timely 
implementation of the hazardous waste regulatory 22.0 Transportation of things RislsdvlagngAdeocovedeses GIT cardtsctsicus wah 
effort 23.2 Communications, utilities, and other rent... 4,039 entific 
5 24.0 — Printing and reproduction................sccssece 190 —— 
25.0 Other services .............ss0ee 276,034 
26.0 — Supplies and materials . Ss 11,950 
SOF. EAMONN cares ccissccttvces bee Reresiciiaspo oie, 0 erences: 7,110 
ABATEMENT, CONTROL AND COMPLIANCE 99.0 Total direct obligations ....ccsssscsssse secsststete 300,000 .escessnn 
(Supplemental now requested, existing legislation) T 10.0¢ 
For an additional amount for “Abatement, control , 
and compliance”, $6,400,000, to remain available until Veterans Administration 40.0¢ 
September 30, 1981. va 
. COMPENSATION 
Program and Financing (in thousands of dollars) (Supplemental now requested, existing legislation) 71.0( 
Identification code 68-0108-1-1-304 1979 actual 1980 est. 1981 est. For the payment of compensation benefits to or on 90.0¢ 
behalf of veterans as authorized by law (38 U.S.C. sec- oe 

Program by activities: tion 107, chapters 11, 13, and 51-61) $54,700,000, to 7 

10.00 Standards setting, planning, assistance. and remain available until expended. qui 
training. igati j ors Stee 
—— 6400 one Progrom and Financing (in thousands of dolar pee 

Financing: Identification code 36-0153-1-1-701 1979 actual 1980 est. 1981 est. qui 
40.00 Bud i SN essen: narmaaes Cos 

udget authority (appropriation) ROE ~~ ssctncsassvssces Programs by odtidiilen: 

Relation of obligations to outlays: "ae th 
71.00 Obligations incurred, Net ......sscsssesssessee —sssessseaseeen a easrraeascysin Spanish-American WA cccenscnnsonne senesced seman enti 
90.00 IIR ni. cen arsenite thai isin OOD iisdisissin’ Mexican border periOd.....ssrsssssssse ssesemsenses DL aasnsnennn il] 

World War |........cc.sssee ‘ 

; Li World War ll....... 12] 

This proposed supplemental appropriation would pro- Korean conflict... 

. cat : : ; 21.0 
vide critical regulatory data to permit effective and WUORMIM OF asssscssssssssssesssesssnsensnsn —ssseernscnnse 

timely implementation of the hazardous waste regula- POACETITIO SOIVICE.......aicsinsossecsdannnaasie! sexninnndorveate 23.1 

tory effort. WOU dessustetes Gaavvedsoottabonsstetonaeretooes a usicecnteeaen 25.0 








1981 


ion 





1 est. 








90,000 
pro- 
and 
ram 














1 est. 




















PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 











(b) Survivors: 

Prior to Spanish-American War.......... 
Spanish-American War .............ssess00 
hs 

World War Il....... 
Korean conflict... 
Vietnam era ............ oa 
Peacetime SCrViCE...........-.sessseessseesssees 





























10.00 Total program costs, funded—ob- 
ligations (object class 42.0)... ..eesssseesssees ATO ct cisicsccszssecteess 
Financing: 
40.00 Budget authority (appropriation) 00.0... 2... SO TOD  wsssscsisiccsssas 
Relation of obligations to outlays: 
71.00 Obligations incurred Met ..............ccssssssssese —sescssssssneseess SAI rescslctsccecaassies 
72.40 Obligated balance, start Of year... secsscssssssseess —seeeceeeeees — 4,500 
74.00 Obligated balance, end Of year a.........sssssee —sessseceesssssees ID cacccotasacsectuade 
90.00 NMR saaastes ia cebiccaaeaeeceeceomcscctte. secororcacessst 50,200 4,500 





This supplemental appropriation would provide the 
funds required to fully implement the Veterans’ Dis- 
ability Compensation and Survivors’ Benefits Amend- 
ments of 1979. This act increased by 9.9%, benefits 
payable to disabled veterans and their dependents and 
to spouses and children eligible for dependency and 
indemnity compensation. It also increased clothing al- 
lowance benefits from $218 to $240. 





GENERAL OPERATING EXPENSES 
(Supplemental now requested, existing legislation) 
For an additional amount for “General operating ex- 

penses”’, $5,638,000. 


Program and Financing (in thousands of dollars) 

















\dentification code 36-0151-1-1-705 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. General administration ............cccccsssccscssse — sescsssseseeeeene RO cticsceucecctas 
Lt UNO UR cence tacccesiocwrinase., -sceeveconvsonaneve de etcntmcc 
3. Veterans benefits: 
MED MURMTMRES OR UMCG cacicicsceccacesissetscisiecisbee’: ssicackasesesies PN ete tertile 
10.00 Total program (cost—obligations) 0. ........sessssee- nh RR 
Financing: 
40.00 Budget authority (appropriation) ........... 0... OI cies csncicletbs 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ............c.ccsseccssseesee —sessseesssneeeees sii icicatss 
90.00 NE Ei eh aeie tect scarce, :aneccerness SF sas csctecsssscrroase 





This supplemental request would provide for the ac- 
quisition of office space for the Board of Veterans Ap- 
peals, the increased rental cost of office space, the ac- 
quisition of needed data processing equipment and the 
cost of collecting overpayments. 


Object Classification (in thousands of dollars) 








Kdentification code 36-0151-1-1-705 1979 actual 1980 est. 1981 est. 
11.1 Personnel compensation: Permanent posi- 

Ne deticeetani te diatsssecclevtscciosssserscacnds: . Svvvesectmiceer PAD cctsasiceesise 
12.1 Personnel benefits: Civilia........sssccssccccscsssce — secssssesessssees PUN Ssicessigsicclli 


21.0 Travel and transporation of persons: Em- 

Ployee (.007) traVvel...........ceccsseccsseeecseee 
23.1 Standard level user charges 
NO — QURBROEIWNCRS cack ka clisisiss sctcascsscccsssicecas 

















31.0 4 PNR io icbscn ti dds Heed PE etic 
99.0 TOR ah CORINA acscccoscssccsctsencg asec eseeywteee RAMI by ccescestocccasteces 
Personnel Summary 
Total number of permanent pOsitionS.................cccc0  seccssecsseesenee 15 
Total compensable workyears 15 

Full-time equivalent of other positionS...............1.  ssccssssesecsses (0) 


Full-time equivalent of overtime and holiday 
sass i 
Average GS grade 
Average GS salary 











CONSTRUCTION, Masor PROJECTS 


(Supplemental now requested, existing legislation) 


For an additional amount for “Construction, major 
projects”, $3,200,000, to remain available until expend- 
ed for the advance planning of projects funded through 
the Advance Planning Fund. 


Program and Financing (in thousands of dollars) 























Identification code 36-0110-1-1-703 1979 actual 1980 est. 1981 est. 
Program by activities: 
Other improvements (total program cost, 
TUNE oe ee SS 265 1,440 
Change in selected reSOUrCeS ............ccssssccce  ssssseceessnsesss 10 530 
10.00 Total program costs, funded—obliga- 
WO een nace e A 275 1,970 
Financing: 

_ 21.40 Unobligated balance available, start Of year ....ssssssssssss — ssssssssssseesee —2,925 
24.40 Unobligated balance available, end of year... ...............+- 2,925 955 
40.00 Budget authority (appropriation). _................. IR a cdsicaehsicipetecl 

Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............cssseccccssssee —secssneeeseesenee 275 1,970 
72.40 Obligated balance, start of year SESE Wipes 25 
74.40 Obligated balance, end Of year... ccscssseecsssees —25 —795 
90.00 NIG ccscaicsccccccscasccschasctcagcciacsean”  Ranctaanato 250 1,200 





This supplemental would provide the necessary funds 
to develop major construction projects through prelimi- 
nary plans for consideration in the 1982 and 1983 
budget request. Total construction activity is to be in- 
creased significantly in order to maintain a safe, effi- 
cient system to meet the changing needs of an aging 
veteran population. 


Object Classification (in thousands of dollars) 











Identification code 36-0110-1-1-703 1979 actual 1980 est. 1981 est. 

25.0) | UR SO Et ee 265 1,440 
94.0 Change in selected reSOUrCeS ............csssccssse  sssseecssneseense 10 530 
99.0 TOG OIG a oscse eases cccanacScccecke:  eorroaattpent 275 1,970 








CoNSTRUCTION, Minor PROJECTS 


(Supplemental now requested, existing legislation) 


For an additional amount for “Construction, minor 
projects”, $596,000, for the expenses of the Office of 
Construction to accomplish the advance planning of 
projects funded through the Advance Planning Fund, 
to remain available until expended (and an increase of 
$596,000 in the limitation on the Office of Construction). 
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CONSTRUCTION, Minor Provects—Continued 


Program and Financing (in thousands of dollars) 





Identification code 36-0111-1-1-703 1979 actual 1980 est. 1981 est. 





Program by activities 

1v.00 General administration (costs—oligations) 
Financing: 

40.00 Budget authority (appropriation) 





Relation of obligation to outlays: 
71.00 Obligations incurred net 


90.00 Outlays 








This supplemental would provide the administrative 
support for the development of preliminary plans, asso- 
ciated with the supplemental request for “Construction 
major projects’. 


Object Classification (in thousands of dollars) 





Identification code 36-0111-1-1-703 1979 actual 1980 est. 1981 est. 





11.1 — Personnel compensation: Permanent  posi- 


Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
22.0 — Transportation: of things 
23.2 Communications, utilities, and other rent... 
25.0 Other services 
26.0 Supplies and materials 
Equipment 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable workyears 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade... ie se 10.42 
Average GS salary $24,695 





Other Independent Agencies 
ACTION 


OPERATING EXPENSES, DOMESTIC OPERATIONS 
(Appropriation now requested, existing legislation) 


For expenses necessary for ACTION to carry out the 
provisions of the Domestic Volunteer Service Act of 
1973, $169,099,000 (42 U.S.C. 4951 et seq.). 


Program and Financing (in thousands of dollars) 


Identification code 44-0103-1-1-506 





1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Volunteers in service to America 
3. Urban volunteer program 
4. Citizen participation and volunteer dem- 
onstration 
5. Program support 
(Share of agencywide support costs) 





10.00 Total program costs, funded—obliga- 


Financing: 
40.000 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


72.40 Obligations balance, start of year 
74.40 Obligated balance, end of year - 1,381 


90.00 Outlays 12,147 








This appropriation request would replace the existing 
Continuing Resolution and add to it $27.6 million for an 
additional 984 volunteer service years and supporting 
costs in VISTA, the initiation of an urban volunteer 
program, expansion of the citizen participation pro- 
gram, and related program costs. 


Object Classification (in thousands of dollars) 


Identification code 44-0103-1-1-506 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions. 
1}3 Positions other than permanent 
11.8 Special personal services payments 





Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Other services 
Supplies and materials .. 


Grants, subsidies, and contributions 
Administrative expenses (share of agency- 
wide costs) 


_ ai 
27,607 


Total obligations 





ACTION Acency Support Services Costs (INFORMATION SCHEDULE) 

ACTION Agency Support Services include costs relat- 
ed to activities conducted by ACTION on behalf of both 
the domestic programs and Peace Corps. These activi- 
ties include: recruitment, selection and placement of 
volunteers; communications; planning, evaluation and 
budgeting; internal management; citizen participation; 
and general administration. 


Object Classification (in thousands of dollars) 


Identification code 44-0103-1-1-506 





1979 actual 1980 est. 1981 est. 





Personnel compensation: 
Permanent positions 
Positions other than permanent 


Total personnel compensation 
Personnel benefits: Civilian 
Travel and transportation of persons 
Transportation of things 
Communications, utilities, and other rent... 
Printing and reproduction 
Other services 
Supplies and materials 


Administrative expenses included in sched- 
ule of funds as a whole 


Total obligations 





BOARD FOR INTERNATIONAL BROADCASTING 


GRANTS AND EXPENSES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Board for Internation- 
al Broadcasting”, including grants to RFE/RL, Inc., 
$6,600,000, to remain available until expended, all of 
which shall be available for fluctuations in foreign cur- 
rency exchange rates in accordance with the provisions 





iWentifica 
I 
10.00 


Identifice 


, 1981 


13,528 
= 
12,147 
sting 
ran 
ting 
iteer 
pro- 


PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 








of section 8 of the Board for International Broadcasting 
Act of 1973, as amended. 


Program and Financing (in thousands of dollars) 





\dentification code 95-1145-1-1-154 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Grants for private broadcasting activities 


Financing: 
40.00 Budget authority (appropriation) 





Relations of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 








This supplemental appropriation would cover fluctu- 
ations in foreign currency exchange rates. 


CIVIL AERONAUTICS BOARD 


PAYMENTS TO AIR CARRIERS 


(Supplemental now requested, existing legislation) 


For an additional amount for payments to air carri- 
ers of so much of the compensation fixed and deter- 
mined by the Civil Aeronautics Board under section 
406 and section 419 of the Federal Aviation Act of 1958, 
as amended, and the Airline Deregulation Act of 1978, 
as is payable by the Board, $19,669,000, to remain avail- 
able until expended: 


Program and Financing (in thousands of dollars) 


Kdentification code 70-1236-1-1-402 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Section 406: 
a. Local service operations 
b. Regional carrier operations..... 
c. Alaskan operations 
d. Adjustments of prior year subsidy 


Subtotal 
Section 419: 
a. Essential air service 








10.00 Total program cost, funded—obliga- 
tions (object class 41.0) 
Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 
72.40  Obligated balance, start of year 
14.40  Obligated balance, end of year 


90.00 CUUQYS J crreliahs..da..alatiscaistarthesitidpee ; 








This supplemental request would provide for subsidy 
payments in the current fiscal year for the local service 
air carriers’ subsidy incentive plan and revised rates 
under Class Rate IX, effective July 1, 1978, and to pro- 
vide subsidy payments to “hold-in” incumbent carriers 
until replacements are found. Subsidy rate orders 
issued by the Board obligate the Government to pay air 
carriers for services performed in accordance with pre- 
scribed rates. 


DISTRICT OF COLUMBIA 


FEDERAL PAYMENT TO THE DistRicT OF COLUMBIA 
(Supplemental now requested, existing legislation) 


For the Federal contribution to the Police Officers 
and Fire Fighters’, Teachers’, and Judges’ Retirement 
Funds as authorized by the Act of November 17, 1979, 
Public Law 96-122 (93 Stat. 866), $52,076,6 


Program and Financing (in thousands of dollars) 





Identification code 20-1700-1-1-852 1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Retirement funds contribution (costs—ob- 
ligations) (object class 41.0) 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





52,070 





This supplemental request would provide funds for 
the initial Federal contribution to the retirement funds 
for District of Columbia police officers and firefighters, 
teachers, and judges provided for by Public Law 96-122. 


EXPORT-IMPORT BANK 


LIMITATION ON PROGRAM ACTIVITY 
(Limitation increase now requested, existing legislation) 


The limitation on program activity of the Export- 
Import Bank is increased by $250,000,000 for other than 
direct loans and administrative expenses. 


Program and Financing (in thousands of dollars) 





1979 actual 1980 est. 198] est. 





Program by activities: 
All other, excluding administrative expenses: Au- 
thorizations 
Total authorizations other than for administrative 


250,000 


250,000 
250,000 





This proposed limitation increase would enable the 
Export-Import Bank to increase its use of financial 
guarantees by $1 billion to meet the expected demand 
for them in financial packages supporting exports. 


FEDERAL COMMUNICATIONS COMMISSION 


SALARIES AND EXPENSES 
(Appropriation language now requested, existing legislation) 


The limitation on land and structures is increased to 
$1,125,000 and the limitation on improvement and care 
of grounds and repair to buildings is increased to 
$100,000. 


This appropriation language would allow the Com- 
mission to construct and relocate the Ft. Lauderdale, 
Fla. monitoring station and to accomplish emergency 
repairs to equipment and building components. 
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FEDERAL LABOR RELATIONS AUTHORITY 


SALARIES AND EXPENSES 
(Appropriation language now requested, existing legislation) 
The limitation on obligations for travel and transpor- 
tation of persons under the salaries and expenses fund 
is increased to $750,000. 

This proposed appropriation language change will 
provide the funds to enable the Authority to travel, 
investigate, and hold hearings on additional unfair 
labor practice cases resulting from the Federal Service 
Labor Management Relations Statute (title VII of the 
Civil Service Reform Act of 1978). No additional appro- 
priation is required since these commitments can be 
financed from available funds. 





FEDERAL MEDIATION AND CONCILIATION 
SERVICE 


SALARIES AND EXPENSES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Salaries and ex- 
penses”, $2,327,000. 


Program and Financing (in thousands of dollars) 





Indentification code 93-0100-1-1-505 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Labor-management cooperation _ project 
(COStS—ODIigationS) ..........cssecccsssescssseese — sessssneesssneees BEL annuinneas: 
Financing: 
40.00 Budget authority (appropriation) 0.000... ene BUREN. ssseeaccistiesc 
Relation of obligations to outlays: 
71.00 Obligations incurred, net.............. Bee Ncccisvctnniies 
72.40 Obligated balance, start Of year... sessscssssesecese — seseesssneesseene 1,800 
74.40 Obligated balance, end of year.................. — 1,800 —550 
90.00 UNAS shoS is paecmndd ashe cenl ncvetiiceetidees 527 1,250 


This supplemental appropriation would provide ini- 
tial funding for the labor-management committee grant 
program authorized in the Labor Management Coopera- 
tion Act of 1978. Financial assistance would be provided 
to industry, area, and in-plant committees established 
to improve labor-management communications, in- 
crease organizational effectiveness, and enhance eco- 
nomic development. 

Object Classification (in thousands of dollars) 
Identification code 93-0100-1-1-505 


1979 actual 1980 est. 


1981 est. 








11.1 — Personnel compensation: Permanent posi- 
NO Sec vasa ahs riisasscaivicattsessies asians 
12.1 — Personnel benefits: Civilian............... 
21.0 Travel and transportation of persons 
23.2 Communications, utilities and other rents ... 
24.0 — Printing and reproduction...........::ccscsssssseees 
200 NOT MOTWIOES oi.) JL cease nsesh AAS Kose 
26.0 Supplies and materials ............sscccssssssessssesee 
BU TR accicet anes pcs canpsns vga 
41.0 Grants, subsidies, and contributions............. 
99.0 UIA ORORLIONS «sis ssssiensaspaitisssssdiSiuiss. ~ tovsbivevsstesiss 


Personnel Summary 





Total number of permanent positions.............sssseee  sssseesesssseees 10 
Total compensable WOrKYeaIS..........sssvssssssssssssssseseese | sesssssssseseeees 3 
Full-time equivalent of other positions............csss  sesssssssssseee (0) 








Full-time equivalent of overtime and holiday 


Average GS grade... 
IER GS GA UMY is sscinnxasissoscoencssastastsoscaaigsooausesess 








GENERAL SERVICES ADMINISTRATION 


FEDERAL BuILDINGs FuND 
LIMITATIONS ON AVAILABILITY OF REVENUE 
(Limitation increase now requested, existing legislation) 


In addition to the aggregate amount heretofore made 
available for real property management and related ac- 
tivities in fiscal year 1980, $44,964,000 shall be availa- 
ble for such purposes in the aggregate amount of 
$1,486,844,000, of which (1) not to exceed $15,320,000 8 
shall remain available until expended for construction 
as follows: 

New Construction: 

Arkansas: Little 
$816,000 
Florida: Miami, Courthouse Annex, $6,310,000 

Illinois: Chicago, Social Security Administration, 
Great Lakes Program center, $600,000 
Illinois: East St. Louis, Courthouse, $2,460,000 
Louisiana: New Orleans, Customhouse, $914,000 
Massachusetts: Boston, FDA Building (acquisition), 
$697,000 
Michigan: Detroit, Ambassador Bridge Border Sta- 
tion, $439,000 
Washington: Vancouver, Federal Building (exten- 
sion), $1,039,000 
Wisconsin: Madison, Courthouse, $2,045,000 
Provided, That the immediately foregoing limits of costs 
may be exceeded to the extent that savings are effected 
in such other projects, but by not more than 10 per 
centum: Provided further, That all funds for direct con- 
struction projects shall expire on September 30, 1981, 
except funds for projects as to which funds have been 
obligated in whole or in part prior to such date; (2) not 
to exceed $25,644,000, which shall remain available 
until expended, for alterations and major repairs: Pro- 
vided, That funds in the Federal Buildings Fund for 
Alterations and major Repairs shall, for prospectus pro- 
jects, be limited to the amount by project shown in the 
budget justification therefore, except each project may be 
increased by an amount not to exceed 10 per centum: 
Provided further, That all funds for Alterations and 
Major Repair prospectus projects shall expire on Sep- 
tember 30, 1981, except funds for projects as to which 
funds have been obligated in whole or in part prior to 
such date; (3) not to exceed $4,000,000 for payment on 
purchase contracts entered into prior to July 1, 1975: 
Provided, That any revenues and collections and any 
other sums accruing to this fund during fiscal year 
1980, excluding reimbursements under section 210(fX6) 
of the Federal Property and Administrative Services Act 
of 1949 (40 U.S.C 490(fX6), in excess of $1,486,844,000 
shall remain in the Fund and shall not be available for 
expenditure except as authorized in Appropriation Acts. 


Rock, Post Office-Courthouse, 


Program and Financing (in thousands of dollars) 





Indentification code 47-4542-1-4-804 1979 actual 1980 est. 1981 est. 
Program by activities: 
T COMTICUM sssSkeis SRL scabs 9,187 6,133 


2. Alterations and major repairs... 
3. Purchase contract payments.............svss« 





10.00 Total program costs, funded—obliga- 
ONG s criivhacrissiainndunpatouind 38,831 6,133 
Financing: 
21.98 Unobligated balance, available, start of 
VERE AIMED. ici sasssuescs seas ehitoncnnnc cuuispsceaitcdoch.  <Savagovtaacotel — 6,133 
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PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 





Unobligated balance available start of year 
(unavailable): Fund balance.................... 

24.98 Unobligated balance available, end of year: 
Fund b 
Unobligated balance available end of year 
(unavailable): Fund balance.................... 


Budget authority ..................ssccce 





Relation of obligations to outlays: 
71.00 Obligations incurred, net .............:....cssssessee: 


90.00 


38,831 
38,831 


6,133 


RIN eh canascensscacesscacpscsaiey 6,133 





This limitation increase is requested to finance addi- 
tional costs of construction, changes in project scope to 
accommodate the U.S. Courts, and the escalation of 
project costs. It will also provide for principal payments 
related to purchase contracts, which must be made as 
the use of previous payments is in litigation, and for 
the reduction of currently indentified repairs and alter- 


| ations workload in inventory, and for the protection of 








26.0 
99.0 


Supplies and materials ..............sssssecsssssee 





Total obligations..............ccsssssvsessssee 








Personnel Summary 





Total number of permanent positions 





bes eee A ates Tact 
Full-time equivalent of other positions... sssscsssescsseee tease 
Full-time equivalent of overtime and holiday 
RN ee ee ae ey ee (0) 
Total compensable WOrkyeaIS............cccssssccssssecesessese  sesssece 12 
Fa GS GE eas 11.66 
FTO SI sities ch pe ee eee $23,491 











ALLOWANCES AND OFFICE STAFF FOR FORMER PRESIDENTS 
(Supplemental now requested, existing legislation) 
For an additional amount for “Allowances and office 

staff for former Presidents,” $66,000. 


Program and Financing (in thousands of dollars) 






























































Identification code 47-0105-1-1-802 1979 actual 1980 est. 1981 est. 
| the Government’s interest and optimum space utiliza- ae 
| tion in existing Government buildings ee 
. g gs. 10.00 Office staff (costs—obligations) (object 
Object Classification (in thousands of dollars) RM isi a re eae Ee OB Sees 
Financing: 
| Wentitication code 47-4542-0-4-804 1979 actual 1980 est. 1981 est. 40.00 Budget authority (appropriation) .....0.....0 ..........00..... dan eaten 
| 2.0 Travel and transportation of persons Relation of obligations to outlays: 
i Rn Ses biecsccet ab csscknsiassnshcenteroe 71.00 Obligations incurred, net ...........cccsssssccsssssees — ssssessssessseee eect. 
PMOE DIO HINO ccssasosssceacoosesocavcessanseosocesscs = ere 
23.2 Communications, utilities, and other rent... 90.00 OUR eee cas We ee sects 
24.0 Printing and reproduction ; Lae TR 
25.0 Other Services ....n.rnrnnen This supplemental appropriation is requested to pro- 
| 26.0 Supplies and materials........ GET esesssecssee vide for the increased cost of office space resulting from 
| 32.0 — Land and structures .........c..ccsssccsssessssssesssees BOOP Esse the relocation of former President Nixon’s office from 
99.0 MPM citi Bech baicn 38,831 6,133 San Clemente, Calif., to New York City. 
MERIT SYSTEMS PROTECTION BOARD 
NATIONAL ARCHIVES AND RECORDS SERVICE 
OPERATING EXPENSES SALARIES AND EXPENSES 
(Supplemental now requested, existing legislation) (Supplemental now requested, existing legislation) 
sae ‘“ . ” For an additional amount for “Salaries and ex- 
mame ga gg amount for “Operating expenses”, penses”, $1,000,000. 
Program and Financing (in thousand of dollars) Program and Financing (in thousands of dollars) 
tification code 47-0300—1—1-804 bake... te sae i Identification code 41-0100-1-1-805 1979 actual 1980 est. 1981 est. 
Program by activities: as ee a 
10.00 Archives and related services (costs—obli- pag spe (object class 25.0) eeesccsssccasess BE oascraces 
= Peercesehacttveseetialea peas bseresbotatentinkes’ , cekpbeacasaccbine DE win Scsdtcatee ON iit aiet Gene. << par oP 
Financing: 
40.00 Budget authority (appropriation) ........... 0.000 SO iasecatacecctegsics Relation of obligations to outlays: 
é at 71.00 Obligations incurred, met ............sssssssssssessee — sessssssssseeeess ji eee 
Relation of obligations to outlays: “a a 
11.00 Obligations incurred, et .......c.scscscssessssssssee SOME cen 90.00 |) RT a aig ers ee FOI soi 
40.00 RN nea Reheat terre cates SOR secon cee 


Ps 





This supplemental appropriation is requested to pro- 
vide for the preservation of rapidly deteriorating or 
badly damaged archival records of high intrinsic value 
and/or exceptional historical significance. 


Object Classification (in thousands of dollars) 





tettfication code 47-0300-1-1-804 
IL 


1979 actual 1980 est. 1981 est. 





Personnel compensation: Permanent  posi- 





310-100 0 - 80 - 70 


This proposed supplemental request would provide 
the funds necessary to cover the costs of providing tran- 
scription services under the Federal employees appeal 
system required by the Civil Service Reform Act. 





NATIONAL COMMISSION ON LIBRARIES AND 
INFORMATION SCIENCE 


SALARIES AND EXPENSES 
(Supplemental now requested, existing legislation) 


For an additional amount for “Salaries and ex- 


penses”’, $26,000. 
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SALARIES AND ExPENSES—Continued 


Program and Financing (in thousands of dollars) 














Identification code 95-2700-1-1-503 1979 actual 1980 est. 1981 est. 
Program by activities: 

10.00 Total activity (costs—obligations) (object 

EO RPA Yes sco Aeecaainichscieorccsapsees”Spoosncescsepoeees BOP Ss issndeveinte 

Financing: 

40.00 Budget authority (appropriation) ........... 0 sss 268 eae 
Relation of obligations to outlays: 

71.00 Obligations incurred, Met ...........sssssssssessssses — sssssssssneessess OB sn besupansa teens 

90.00 QUUtlayS...eeraesrrrtntnsssensnncesstnenn snnuntnenenn 26 








This supplemental appropriation would provide for 
the additional postage costs being charged to the Com- 
mission for 1977, 1978, and 1979. These additional costs 
are the result of an audit by the U.S. Postal Service. 





NATIONAL LABOR RELATIONS BOARD 


SALARIES AND EXPENSES 


(Supplemental now requested, existing legislation) 


For an additional amount for “Salaries and ex- 
penses’’, $1,200,000. 


Program and Financing (in thousands of dollars) 




















Identification code 63-0100-1-1-505 1979 actual 1980 est. 1981 est. 
Program by activities: 
1, FAG AVOSTIBATION 5.5.5 cecsadssccsetectalsdcheect.  Cesalebavchestec Sem S Ailoscccsesssveee 
2. Administrative Law Judge hearing 0.0... 0... MAL scciinsstettatetons 
SG AROMITIMIMNMORTIN  cccorecaccrssttettccactactees, ssercteteceneees Ot een aris 
4. Securing compliance with Board orders... ..............00 MODE Se aiscististeses 
10.00 Total program costs, funded—obliga- 
BRM iitoWecthcccesstsctrsacccrrtis , Sresrsctireee DPQ ceteasencasteccse 
Financing: 
40.00 Budget authority (appropriation) ..........0 Be rartie: 
Relation of obligations to outlays: 
71.00 Obligations incurred, Net..............sscsccsssseees TAU scabessts chars 
72.40 Obligated balance, start Of year... sesccsssesssssese — seecessnecessvess 18 
74.40 Obligated balance, end of year..............00.... SSO S  wiosstsints 
90.00 MWY S ssresssesstostventcaltasee tne) * ten eeittorenns 1,182 18 








This supplemental is requested to meet increases in 
fees, per diem, and mileage rates paid to witnesses in 
agency proceedings as required by Public Law 95-535; 
and. unanticipated increases in agency casehandling 
costs which cannot be absorbed. 


Object Classification (in thousands of dollars) 














Identification code 63-0100-1-1-505 1979 actual 1980 est. 1981 est. 
11.8 Personnel compensation: Special personal 

SEFVICES PAYMENTS ...........seeccsseccssseeeesnsess 273 
21.0 Travel and transportation of persons........... 755 
26.0 Supplies and materials ..............ssssssecsssesseees BRIE ee coe cic, 
99.0 MOUNAMMEMIENTS soocstcsscnssterceoncctomer here eres BELOU -Prssiwwawsyinanssis 





APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


FEDERAL INSPECTOR FOR THE ALASKA GAS 
PIPELINE 


PERMITTING AND ENFORCEMENT 
(Appropriation language now requested, existing authority) 


Of the amount made available in the appropriation 
under this head in the Department of the Interior and 
Related Agencies Appropriation Act, 1980, not more 
than $2,000 in that appropriation shall be available for 
official reception and representation expenses. 


This language would authorize the Federal Inspector, 
in his official capacity, to use funds already appropri- 
ated to entertain representatives of the Canadian 
Government. 





OFFICE OF PERSONNEL MANAGEMENT 


PayMENT TO CiviL SERVICE RETIREMENT AND DISABILITY FUND 
(Supplemental now requested, existing legislation) 
For an additional amount for “Payment to Civil Serv- 
ice Retirement and Disability Fund’, $376,754,000. 


Program and Financing (in thousands of dollars) 

















Identification code 24-0200-1-1-805 1979 actual 1980 est. 1981 est. 
Program by activities: 

10.00 Government share of retirement (costs— 

Obligations) (object class 12.1)... ssesesssssseesees DAG INS... 3citdhssvsensiens 

Financing: 

40.00 Budget authority (appropriation) ........... 00... SIGIGA ssi ssecolds 
Relation of obligations to outlays: 

71.00 Obligations incurred, net seeneenennnn 376,754 Ls eapcheani cof 

90.00 CUES eek Kien Mamie | coset FAO OAT scosssnisstht 





This supplemental request would provide for manda- 
tory payments to the Civil Service retirement and dis- 
ability fund. Under the provisions of the Civil Service 
Retirement Amendments of 1969, unfunded liability 
generated by new statutes must be financed in 30 equal 
annual installments, with the first payment due as of 
the end of the fiscal year in which each new liberaliza- 
tion, extension of coverage, or increase in pay is 
effective. 

This request consists of two items: (1) The first of 30 
annual payments for the October 1979 pay adjustment 
for the General Schedule and Wage Board employees 
which amounts to $311,913,000; and (2) a recomputation 
of the October 1978 pay raise which amounts to 
$51,250,000 —$26,250,000 is the first installment plus in- 
terest and the balance of $25,000,000 is the second 
installment. 


Civit SERvICE RETIREMENT AND DisABILity FuND 
(Supplemental now requested, existing legislation) 


Program and Financing (in thousands of dollars) 














Identification code 24-8135-1-7-602 1979 actual 1980 est. 1981 est 
Financing: 
21.40 Unobligated balance available, start of 
MORRIS sm NI ETNS CIMIEY ian crecias sks _-~satauinansaccanonas-.asstsemeanrtonate — 376,754 
24.40 Unobligated balance available, end of year: 
U.S. SODUTITICS. (DAF) «..oiscosssssscusssnrsesensess 376,754 376,754 
40.00 Budget authority (appropriation) .. _................. STOT ON sc asasonsssspene 





Identificati 





Pr 
10.00 


! Fit 
| 40.00 
Re 
| 71.00 
| 1240 
) 74.40 


/ $0.00 


; 


Th 
newly 
tion’s 





Total nur 
Total com 
Full-tin 
Full-tirn 
hour 
Average C 
Average ( 





\entification ¢ 





Prog 
10.00 Ca 


Finar 
40.00 Bi 
Relati 
11.00 Ob 
240 Ob 
14.40 Ob 


/ 90.00 


ieee 


or, 
ri- 
an 


ment 
yyees 
ation 
is to 
1s in- 
>cond 





1981 est. 





— 376,754 
376,754 


| tion’s staff. 


} 
/ 
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Relation of obligations to outlays: This supplemental request would provide funds for 
71.00 Obligations incurred, net ..............:..cssssssssee: 


ot LSS the Corporation’s compliance with the requirements of 
the Department of the Interior’s Historic American 
Building Survey, a requirement which involves the sub- 
This schedule reflects the impact on the trust fund of mission of certain documentation concerning each 
supplemental appropriations requested for the account building on the squares within the project area. 
payment to the Civil Service Retirement and Disability 





90.00 Outlays 














Fond. RAILROAD RETIREMENT BOARD 
M: R R , A 
PENNSYLVANIA AVENUE DEVELOPMENT = Mist atte Bern 
CORPORATION , 
For administrative expenses authorized by Section 
SALARIES AND EXPENSES 14(c) of the Milwaukee Railroad Restructuring Act, 


$750,000, to remain available until expended. Provided 
That, $450,000 of the foregoing amount shall be availa- 
For an additional amount for “Salaries and ex- ble for obligation only upon determination by the Board 
penses’’, $25,000. that it is necessary to meet administrative workloads 
after fiscal year 1980. 


(Supplemental now requested, existing legislation) 


Program and Financing (in thousands of dollars) 





Program and Financing (in thousands of dollars) 
































\entification code 42-0100-1-1-451 1979 actual 1980 est. 198lest. 
Identification code 60-0108-1-1-603 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Total obligations, funded operating costs Program by activities: 
CE CHI SEE DEG ED oii fcctecccapeecstscaccins,. »-ssctacgnatacoeses WO eee icestad 10.00 Administrative expenses (costs—obliga- 
Financing: tions) (Object Class 25.0) ..........cccsscccce ccsceecssnecseene 298 119 
40.00 Budget authority (appropriation) .....00...00 0... 7. eon Financing: 
21.40 Unobligated balance available, start of year ...eessscssss cesssssesscnsneee —452 
Relation of obligations to outlays: 24.40 Unobligated balance available, end of year... ................. 452 333 
71.00 Obligations incurred, net .............ssseescseeee Dibatesisntccsclecdy ; a 
12.40 Obligated balance, start of year..... i aes a 1 40.00 Budget authority (appropriation). ............... FTO... 
AO Obligatad balance, ef Of YEA nnn aS =} ————_———— Relation: of Ghligations tocullays;. = Fass) cen ee 
90.00 MN ere ee etna 24 1 71.00 Obligations incurred, Met .............ssssessscccese — sessssnseseeeeee 298 119 
90.00 CNIS sacicitscrtncseacinaece “Aplin 298 119 


The supplemental amount provides funds to fill nine 
newly authorized permanent positions on the Corpora- 





This supplemental appropriation would provide funds 
to administer the restructuring of the Milwaukee Rail- 
road. Under the Milwaukee Railroad Restructuring Act, 
Seti ‘aban iid the Railroad Retirement Board would administer cer- 
tain aspects of an employee protection agreement and 
other functions. 


Personnel Summary 








Total number of permanent positions................0e.. 
Total compensable work yeaS................00+« 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
RD tires esiecd eauciotaaathcadeucttutstouus 
Pierage GS grade oan... cscesetontsenssssdesccessescocec 
BIE Coe MEW ia ccs cecsse taste cencssescrscnr events cociceons 








SELECTIVE SERVICE SYSTEM 


SALARIES AND EXPENSES 








(Supplemental now requested, existing legislation) 





For an additional amount for “Salaries and ex- 
penses’’, $1,395,000. 
PusBiLic DEVELOPMENT 


P Financing (in thousands of dollar 
(Supplemental now requested, existing legislation) Wage at Freeang (i Cee SO 



































For an additional amount for “Public development”, Identification code 90-0400-1-1-054 1979 actual 1980 est. 1981 est 
$500,000. a 
Program by activities: 
Program and Financing (in thousands of dollars) 10.00 Mobilization readiness  (costs—obliga- 
TUN csc Ae ee) ae oe cesta 
ientitication code 42-0102-1-1-451 1979 actual 1980 est. 1981 est. Financing: 
Program by activities: 40.00 Budget authority (appropriation) 0.0.00... ee a beng oectcans 
10.00 Capital Investment, funded obligations Relation of obligations to outlays: 
(Object ClaSS 25.0) .nnrrsrsnnnnenennnine — sntnnnnene S00 aesssssenene 71.00 Obligations incurred, met .......csssoscssccsssssssce sevsseeceesssee 195. anars. 
Financing: 72.40  Obligated balance, start of year we es ie. eciaaaeae 250 
| 0.00 Budget authority (appropriation) ..........0 0... BOM  sicccccdicrstee 74.40 Obligated balance, end of year................... ENO eecccneettatoome 
s Relation of obligations to outlays: 90.00 Outlays caneethes seniteaineennaddismiarvannnelacee | svpeatpscitaln 1,145 250 
) 11.00 Obligations incurred, Net ..........sssssssssssssssee GOO — sisccssssnccessnsss : cake 
72.40 Obligated ie cost 0 cccncinn —nceyullaact vocileald 200 This supplemental appropriation would finance the 
14.40 Obligated balance, end of year..... gO ee improvement of data processing systems and the initial 
4000 Outlays 300 200 capability to meet the emergency manpower needs of 


the Department of Defense. 














SALARIES AND ExpENses—Continued 


Object Classification (in thousands of dollars) 








Identification code 90-0400-1-1-054 1979 actual 1980 est. 1981 est. 
11.1 Personnel compensation: Permanent posi- 
ene SS A a aaa 229 
12.1 Personnel benefits: Civilian..............:..secs00e 21 
23.2 Communications, utilities, and other rent... 102 
24.0 — Printing and reproduction................sssssesssee 560 
Re I NN ss cecctuschaisees. equaniaiponnvtinios 483 
99.0 TOM RUINS osc scesss sccbscntiiecese ns ocipeabotenentes BIB ior sicusgssovsicsnns 








Personnel Summary 





Total number of permanent positionS.................s00 15 
Total compensable workyea'S.................. 15 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 





BEE sect dibesictsta asthe wats bessdidcies © bestaesciessoens DE) Seianeieaiesuse 
PD i MIN sasccrecevintnsrnccicccameresenesscyettendls aesestnrsermeces EIN |. sasaseicosvcacninrs 
I i acscsjasacateeenesirenlastiitnn _ cicisiocomene EMIT) 4 ssinseslcssvsieics 











TEMPORARY STUDY COMMISSIONS 


CoMMISSION ON EXECUTIVE, LEGISLATIVE, AND JUDICIAL SALARIES 
SALARIES AND EXPENSES 


(Supplemental now requested, additional authorizing legislation 
required) 


For necessary expenses of the Commission on Execu- 
tive, Legislative, and Judicial Salaries, authorized by 
section 225 of the Postal Revenue and Federal Salary 
Act of 1967 (81 Stat. 642-645), $160,000, to remain avail- 
able until expended. This appropriation shall be made 
available only upon enactment into law of authorizing 
legislation. 


Program and Financing (in thousands of dollars) 




















Identification code 48-2800-4-1-805 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Administrative expenses (costs—obliga- 
I ai ahe ests ace can teccapsaiclares*" duassbaesnivacisd 115 45 
Financing: 
21.40 Unobligated balance available, start Of year o......sescsssse sessssssseceessee 
24.40 Unobligated balance available, end of year. 45 
40.00 Budget authority (appropriation) .. 160 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met... cssssessssssssnee 115 45 
90.00 AMINE scsccsccronscicekassisnossnissiccecniets  Zeccvseetowsiatss 115 45 


This supplemental appropriation would provide funds 
for the Commission on Executive, Legislative and Judi- 
cial Salaries. The Commission is authorized under sec- 
tion 225 of the Postal Revenue and Federal Salary Act 
of 1967 to review and recommend to the President at 4- 
year intervals the appropriate pay levels for upper level 
positions in the executive, legislative, and judicial 
branches of the Federal Government. Legislation has 
been proposed to provide for establishment of the Com- 
mission in 1980 rather than 1981 so that sufficient time 
is available to carry out the agency’s mandate. 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 








Object Classification (in thousands of dollars) 




















Identification code 48-2800-4-1-805 1979 actual 1980 est. 1981 est. 
11.3. Personnel compensation: Positions other 

TNA DOLONOIION sis csiccscsneasinstsssessesocsbucsat 50 20 
12.1 — Personnel benefits: Civiliat............sssssssssssee 3 l 
21.0 Travel and transportation of persons........... 15 5 
23.1 Standard level user charges...............-.ssse 6 2 
23.2 Communications, utilities, and other rent.... 6 2 
24.0 — Printing and reproduction.............ssssescsssee 7 4 
25.0 Other services ...............00 25 10 
26.0 Supplies and materials 3 ] 
99.0 TOUR COME CONS <.0scststacsspssccuienssseetoubty«  aetiecexabagsense 115 4§ 











Navayso AND Hopi INDIAN RELOCATION COMMISSION 
SALARIES AND EXPENSES 


(Supplemental now requested, additional authorizing legislation 


required) 


For an additional amount for 


“Salaries and ex- 


penses”, $200,000: Provided, That this appropriation 
shall be available only upon enactment into law of au- 


thorizing legislation. 





Program and Financing (in thousands of dollars) 














Identification code 48-1100-4-1-806 1979 actual 1980 est. 1981 est 
Program by activities: 
10.00 Operation of relocation commission 
(costs—obligations) (object class 
Ea aaa eee LDN tyepsceSceaSs as torareebioneste UD ccttesteeet 
Financing: 
40.00 Budget authority (appropriation) ...........00 0... ae ica 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met..........ccscssssesccsssses — csssssesessnnsess 200) cones 
90.00 NMMIRNES sscacseasze\vissasshiasi stoistseothoankiase _._veginssvocetanss QO. sssmovernee 





This proposed supplemental will provide funds for 
consultant services and other expenses necessary for 
the preparation of the relocation plan, due to Congress 


in April 1981. 





TENNESSEE VALLEY AUTHORITY 


PAYMENT TO TENNESSEE VALLEY AUTHORITY FUND 


(Supplemental now requested, existing legislation) 


For an additional amount for payment to the Tennes- 
see Valley Authority Fund, $20,753,000, to remain 


available until expended. 


Program and Financing (in thousands of dollars) 





Identification code 64—4110-1-3-452 








1979 actual 1980 est. 198] est 
Program by activities: 
Natural resources program (total program 
RIL I PUMEMD scsichiceiicssterisrosc en citiee:. aslenccotgines 12,753 8,000 
Change in selected resources (undelivered 
1) Ra rent ste pare eee meas amare eee 8,000 —8,000 
10.00 REN CORERIONG ssscsiaccssccssscciinasiney a a aaisanein 2075S), ssscssootnee 
Financing: 
40.00 Budget authority (appropriation) .....0.....00 sss 8763: eickGoe 
Relation of obligations to outlays: 
71.00 Obligations incurred, Met ...........ssssscccccssssseee —sessecsssssseesss 20,753 


72.98  Obligated balance, start of year: Fund bal- 








Total 

Total 
Ful 
Full 
| 
Averas 
rec 
Averag 
rec! 
Averag 





Identificat 





Pr 
10.00 


Fi 
40.00 


Re 
71.00 
12.40 
14.40 


90.00 


- 






va 


nm 
— 


‘ion 





381 est. 











js for 
ry for 
ngress 


198] est. 


— 


8,000 
—8,000 


—$—$—$——— 








74.98 Obligated balance, end of year: Fund bal- 
—8,000 


12,753 


8,000 








90.00 





This supplemental request would provide for comple- 
tion of the Tellico Dam and reservoir project. Certain 
construction activities of this project have been held up 
since February 10, 1977, because of the existence of 
endangered snail darters in the Little Tennessee River. 
The 1980 Energy and Water Development Appropri- 
ation bill specifically directed TVA to complete the Tel- 
lico project notwithstanding the provisions of the En- 
dangered Species Act or any other law. 


Object Classification (in thousands of dollars) 
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This supplemental appropriation is required to pro- 
vide the Association with contractual services necessary 
for litigating the valuation case concerning transfered 
properties which is before the special court set up by 
the Regional Rail Reorganization Act of 1973. Such 
services are also required to assist the Association in its 
contingency planning for an adequate rail system in the 
Northeast and the Mid west, particulary pertaining to 
Conrail. 


Object Classification (in thousands of dollars) 
Identification code 98-0100-1-1-401 














1979 actual 1980 est. 1981 est. 
11.8 — Personnel compensation: Special personal 
SOFVICES PAYMENES ...........escccvseceesseeecsseees 690 
23.2 Communications, utilities, and other rent... 39 
24.0 — Printing and reproduction....................sse 67 
25.0 Other services .............0.. 3,484 
26.0 Supplies and materials 167 
31.0 — Equipment..................... 153 
99.0 Total obligations MRI sokcsecssseotarsise 
































Identification code 64-4110-1-3-452 1979 actual 1980 est. 1981 est 
Personnel compensation: 
ll WORM INI is cscictsciecScossnassii, — severequcnceccnss 300 175 
11.3 Positions other than permanent..............  sscccssssssseeses 2,070 1,110 
11.5 Other personnel compensation .........c0..6  ccsssseecssseeees 330 115 
Total personnel compensation............. cscs 2,700 1,400 
12.1 Personnel benefits: Civilian... seeeene 600 300 
21.0 — Travel and transportation of persons........... 0... 10 5 
22.0 Transportation Of thingS...........sscccecscssssssee — seeeees 5 5 
23.2 Communications, utilities, and other rent... ....... 10 5 
24.0 — Printing and reproduction............scccccccssseccee — sssnees 5 5 
nd hisses cdasgndn ns abode 3,750 2,700 
26.0 Supplies and materials .............ccccsecsseccecseee — cseeeee 4,348 2,370 
SO sna Piacsbccticcan Bechet cacssseaesbed an esa 1,125 1,060 
COUR PNT SCENES oe ccccssicercspercscnrsin')ceeonesy 200 150 
HORUP CORNET cSs cea sccsssccscccasesesccose, soseda 12,753 8,000 
94.0 Change in selected resOUrces ...........ccsscs00  csesees 8,000 —8,000 
99.0 TOME CNR MIONG scsi hee acccclicg: Soi sscasioneet CR ee aa 
Personnel Summary 
Total number of permanent positions..............ssss0e« 15 8 
Total compensable workyed'..................-. 0 0 
Full-time equivalent of other positions (110) (54) 
Full-time equivalent of overtime and holiday 
ON sac ease nas cacbi costes ssid soeasonsansesss (10) (3) 
Average grade, grades established by Board of Di- 
PURE csi eer aris t Lac idbcta ta caamacales _. sesdsiocsesretace 5.4 5.0 
Average salary, grades established by Board of Di- 
RES Aa Seton A iiacscuhesiniieeneieiiows  — sioeidunctien $20,000 $20,000 
Average salary of ungraded positions ................cccccc0  sccsseescssseeees $18,820 


$20,560 








UNITED STATES RAILWAY ASSOCIATION 


ADMINISTRATIVE EXPENSES 


For an additional amount for “Administrative ex- 
penses,” $4,600,000, to remain available through Sep- 
tember 30, 1981. 


Program and Financing (in thousands of dollars) 























\entification code. 98-0100-1-1-401 1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Administrative expenses (costs—obliga- 
Me resect atten ecdissrrcscestssesss,_sxsicsasoeveouss MII = asi ccsssicsiits 
Financing: 
40.00 Budget authority (appropriation) ...0.......00 0.0.00... WO icitnecescscsscs 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...........cssssssesssssee WME, cecccsscctieviaies 
72.40 Obligated balance, start Of year .....csccsssssse sesssscsssseesse — seseaseeeeunen 600 
74.40 Obligated balance, end Of year... SOMME sscctcescochassnii 
90.00 MIMD ccasicetitrcusciisaccaiciniatiee cocaeeniserio 4,000 600 








WATER RESOURCES COUNCIL 


WateR RESOURCES PLANNING 


(Supplemental now requested, additional authorizing legislation 
required) 

For an additional amount for “Water resources plan- 
ning’, $986,000, to remain availabie until expended: 
This appropriation shall be made available only upon 
enactment into law of authorizing legislation. 


Program and Financing (in thousands of dollars) 


Wenticaton code 85-0100-4—1-301 

















1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Administration and coordination (costs— 
I ica E insccaclastcpetcten  ascaanssbanace ON apnssniaccce 
Financing: 
40.00 Budget authority (appropriation) 000.0... OE sssasinsincicbiases 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..........ssssssssssssssssee Os saseriedebinesn 
72.40 Obligated balance, start of year lee ae i weal 7 
74.40 Obligated balance, end of year....... ee ons = Set etcnaecees 
90.00 Ci aes ol eect 979 7 





This supplemental appropriation would enable the 
Council to implement that portion of Executive Order 
12113 which requires the Council to perform impartial 
technical reviews on preauthorization reports or propos- 
als and preconstruction plans for Federal and federally 


assisted water related land resources, projects, and 
programs. 








Object Classification (in thousands of dollars) 
identification code 85-0100-4-1-301 


1979 actual 1980 est. 1981 est. 





Personnel compensation: 
11.1 Permanent positions.................sssseecsseees 
a Other personnel compensation 
11.8 


Special personal services payments........ 





Total personnel compensation............. 
12.1 Personnel benefits: Civilian 





21.0 — Travel and transportation of persons........... 
22.0 Transportation of things .................scsssece 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction..................cs 
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Water REsouRCES PLANNING—Continued 
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General Provisions 


DEPARTMENT OF DEFENSE—MILITARY 
The limitation contained in section 749 of the Depart- 
ment of Defense Appropriation Act, 1980, is increased to 
$27,000,000. 

This general provision language would provide an in- 
crease in the limitation on expenditures for public af- 
fairs activities and is necessary to reflect the amounts 
actually appropriated for those activities for fiscal year 
1980. 





SHIPBUILDING AND CONVERSION, NAvy 


During the current fiscal year, subject to the notifica- 
tion and approval procedures specified in section 734 of 
the Department of Defense Appropriation Act, 1980, ap- 
propriations available to the Department of Defense for 
“Shipbuilding and Conversion, Navy” may be trans- 
ferred between such appropriations or any subdivisions 
thereof, to be merged with and to be available for the 
same purposes, and for the same period, as the appropri- 
ation or subdivision to which transferred. 


This general provision language would permit trans- 
fers of Shipbuilding and Conversion, Navy appropri- 
ations and is necessary for the orderly execution of the 
program. 





Miuitary CONSTRUCTION, DEFENSE AGENCIES 


Funds appropriated under this head in the Military 
Construction Appropriation Act, 1980, shall remain 
available until September 30, 1984. 


This general provision language would correct a tech- 
nical error in the enactment of the “Military Construc- 
tion, Defense Agencies” appropriation in the Military 
Construction Appropriation Act for 1980. 





SECTION II—INCREASED PAY COSTS FOR THE 
FISCAL YEAR 1980 


For additional amounts for appropriation for the 
fiscal year 1980 for increased pay costs. authorized or 
pursuant to law as follows: 

LEGISLATIVE BRANCH 


Senate: 
“Salaries officers and employees”, $8,058,000; 








“Office of the Legislative Counsel of the Senate”, 
$36,000; 

“Senate policy committees”, $100,000; 

“Inquiries and investigations”, $1,725,000; 

“Folding documents’, $8,000; 

“Miscellaneous items’’, $2,000; 


House of Representatives: 


“Compensation of members”, $1,523,000: 
“House leadership offices”, $142,800; 
“Salaries officers and employees’, $1,949,600; 
“Committee employees’, $1,700,000; 
“Committee on Appropriations (studies and investiga- 
tions)”, $19,700; 
“Office of the Law Revision Counsel”, $28,000; 
“Office of the Legislative Counsel’’, $99,000; 
“Members clerk hire’, $8,500,000; 
“Allowances and expenses’’, $1,029,000; 
“Special and select committees’, $2,055,000; 


Joint items: 


“Joint Committee and Taxation’’, $134,000; 

“Joint Economic Committee”, $116,000; 

“Capitol Guide Service”, $42,000; 

Congressional Budget Office: “Salaries and ex- 
penses’’, $414,000; 


Library of Congress: 


“Salaries and expenses”, $4,979,000; 

Copyright Office: ‘Salaries and expenses’, $781,000; 

Congressional Research Service: “Salaries and ex- 
penses”, $1,600,000; 

Books for the Blind and Physically Handicapped: 
“Salaries and expenses’, $196,000; 

“Collection and Distribution of Library Materials” 
(Special Foreign Currency Program), $17,000, to 
remain available until expended; 


Government Printing Office: Office of the Superintend- 


ent of Documents, “Salaries and expenses’’, $401,000; 


General Accounting Office; “Salaries and expenses’’, 


$8,767,000; 


United States Tax Court: “Salaries and expenses’, 


$360,000; 


Botanic Garden: “Salaries and expenses”, $70,000; 
Copyright Royalty Tribunal: “Salaries and expenses”; 


$19,000; 
Architect of the Capitol: 

“Office of the Architect of the Capitol: “Salaries”, 
$172,000; 

“Capitol buildings”, $308,000; 

“Capitol grounds”, $107,000; 

“Senate office buildings’, $498,000; 

“Senate garage’’, $10,000; 

“House office buildings”, $700,000; 

“Capitol power plant”, $125,000; 

“Library buildings and grounds: structural and me- 
chanical care’’, $174,000; 

Office of Technology Assessment: “Salaries and ex- 
penses”’, $284,000. 





THE JUDICIARY 


Supreme Court of the United States: 
“Salaries and expenses’, $466,000; 
“Care of building and grounds”, $48,000; 
Courts of Customs and Patent Appeals: “Salaries and 
expenses’”’, $93,000; 
Customs Court: “Salaries and expenses”, $241,000; 
Court of Claims: “Salaries and expenses”, $239,000; 
Court of Appeals, district courts, and other judicial 
services: 
“Salaries of Judges’, $6,300,000; 
“Salaries of supporting personnel”, $13,428,000; 
“Salaries and expenses of Magistrates”, $1,136,000; 
“Bankruptcy Courts, Salaries and expenses”, 
$3,061,000; 
Administrative Office of the United States Courts: “Sal- 
aries and expenses’, $747,000; 


Federal Judicial Center: “Salaries and : expenses”, 


$202,000. 


| 
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EXECUTIVE OFFICE OF THE PRESIDENT 


White House Office: “Salaries and expenses’’, $763,000; 

Executive residence at the White House: “Operating 
expenses”, $153,000; 

Special assistance to the President: “Salaries and ex- 
penses’’, $66,000; 

Council of Economic Advisors: “Salaries and expenses’, 
$27,000; 

Council on Wage and Price Stability: “Salaries and 
expenses’’, $464,000; 

Domestic Policy Staff: “Salaries and expenses”, 
$122,000; 

National Security Council: “Salaries and expenses’, 
$101,000; 

Office of Administration: “Salaries and expenses’, 
$185,000; 

Office of Management and Budget: “Salaries and ex- 
penses”, $1,499,000; 

Office of Science and Technology Policy: “Salaries and 
expenses’, $87,000; 

Office of the United States Trade Representative: “Sal- 
aries and expenses’’, $260,000. 


FUNDS APPROPRIATED TO THE PRESIDENT 


International Development Assistance: ‘‘Operating ex- 
penses of the International Development Cooperation 
Agency,” $8,587,000; of which not to exceed $4,594,000 
shall be for operating expenses, Agency for Interna- 
tional Development-Washington, and $106,000 shall 
be for operating, administrative expenses, Internation- 
al Development Cooperation Agency. 

Peace Corps: “Operating expenses”, $795,000. 


DEPARTMENT OF AGRICULTURE 


“Office of the Secretary”, $409,000; 

“Departmental Administration”, for budget, planning 
and evaluation, and public participation, $252,000; for 
operations and finance, personnel, equal opportunity, 
safety and health management and management 
analysis, $578,000; for governmental and public af- 
fairs, $278,000; making a total of $1,108,000; 

“Working Capital Fund”, for an additional amount for 
obligations chargeable against the working capital 
fund, $1,983,000; 

“Office of the Inspector General”, $1,223,000 and in 
addition $477,000 shall be derived by transfer from 
the appropriation “Food Stamp Program” and 
merged with this appropriation; 

“Office of the General Counsel’’, $696,000; 

Science and Education Administration: 

“Agricultural research’’, $9,250,000 
“Technical information systems’, $213,000; 

“Economics, Statistics, and Cooperatives Service”, 
$4,654,000; 

“World Food and Agricultural Outlook and Situation 
Board”, $66,000; 

“Foreign Agricultural Service’, $708,000; 

“Office of International Cooperation and Develop- 
ment”, $17,000; 

Agricultural Stabilization and Conservation Service: 
“Salaries and expenses”, $6,018,000: In addition, not 
to exceed an additional $3,534,000 may be transferred 
to and merged with this appropriation from the Com- 
modity Credit Corporation fund; 

Federal Crop Insurance Corporation: “Federal Crop In- 
surance Corporation”, $1,095,000 for administrative 
and operating expenses which may be paid from pre- 
mium income; 

Rural Electrification Administration: “Salaries and ex- 
penses’’, $1,256,000; 

Farmers Home Administration: “Salaries and ex- 
penses’’, $9,155,000; 


Soil Conservation Service: 

“Conservation operations”, $12,328,000; 
“Watershed planning”, $615,000; 

“Animal and Plant Health Inspection Service”, 
$6,834,000; 

“Federal Grain Inspection Service”, $1,172,000; 

Agricultural Marketing Service: “Marketing services”, 
$2,544,000; 

“Food Safety and Quality Service”, $14,076,000; “Funds 
for strengthening markets, income and supply (sec- 
tion 32)”, (increase of $259,000 in the limitation, 
“marketing agreements and orders”); 

Food and Nutrition Service: “Food Program Adminis- 
tration”, $2,408,000; 

Forest Service: ‘Forest Management, protection and 
utilization”, $27,463,500 of which $401,000 for forest 
insect and disease activities, $47,000 for cooperative 
law enforcement, $2,177,000 for maintenance of forest 
development roads and trails, and $2,137,000 for re- 
forestation and timber stand improvement shall 
remain available for obligations until September 30, 
1981; 

“Construction and land acquisition”, $6,282,000 to 
remain available until expended; 
“Youth Conservation Corps”, $797,000. 


DEPARTMENT OF COMMERCE 


General Administration: “Salaries and expenses”, 
$953,000; 

Bureau of the Census: 

“Salaries and expenses”, $1,699,000; 
“Periodic censuses and programs”, $34,493,000, to 
remain available until expended; 

Economic and Statistical Analysis: “Salaries and ex- 
penses”, $597,000; 

Economic Development Administration: “Salaries and 
expenses’”’, $1,221,000; 

Regional Development Program: “Regional develop- 
ment programs”, $133,000 to remain available until 
expended; 

International Trade Administration: “Operations and 
administration”, $2,954,000, to remain available until 
expended; 

Minority Business Development Agency: “Minority 
business development”, $400,000; 

National Oceanic and Atmospheric Administration: 
“Operations, research, and facilities’, $18,905,900, to 

remain available until expended; 
“Coastal zone management”, $206,000, to remain 
available until expended; 

Patent and Trademark Office: “Salaries and expenses”, 
$4,570,000; 

Science and Technical Research: “Scientific and techni- 
cal research and services”, $2,771,000, to remain 
available until expended, of which not to exceed 
$20,000 may be transferred to the “Working Capital 
Fund”, National Bureau of Standards, for additional 
capital; 

National Telecommunications and Information Admin- 
istration: “Salaries and expenses’, $437,000, to 
remain available until expended; 

Maritime Administration: “Operations and training”, 
$1,259,000, to remain available until expended. 


DEPARTMENT OF DEFENSE—MILITARY 


Military personnel: 
“Military personnel, Army’’, $597,100,000; 
“Military personnel, Navy’’, $413,837,000; 
“Military personnel, Marine Corps”, $128,824,000; 
“Military personnel, Air Force”, $489,398,000; 
“Reserve personnel, Army’, $35,941,000; 
“Reserve personnel, Navy’, $13,577,000; 
“Reserve personnel, Marine Corps’, $4,949,000; 
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DEPARTMENT OF DEFENSE—MILITARY—Continued 


“Reserve personnel, Air Force”, $11,853,000; 

“National Guard personnel, Army”, $52,800,000; 

“National Guard personnel, Air Force”, $17,060,000; 
Operation and maintenance: 

“Operation and maintenance, Army”, $283,400,000; 

“Operation and maintenance, Navy”, $314,300,000; 

“Operation and maintenance, Marine Corps”, 


$17,200,000; 

“Operation and maintenance, Air Force”, 
$219,100,000; 

“Operation and maintenance, Defense Agencies”, 
$148,000,000; 

“Operation and maintenance, Army Reserve”, 
$12,800,000; 

“Operation and mainteriance, Navy Reserve’, 
$3,400,000; 

“Operation and maintenance, Marine Corps Re- 
serve”, $117,000; 

“Operation and maintenance, Air Force Reserve’, 
$9,300,000; 


“Operation and maintenance, Army National 
Guard”, $30,900,000; 

“Operation and maintenance, Air National Guard”, 
$26,500,000; 

“National Board for the Promotion of Rifle Practice, 
Army’’, $14,000; 

“Court of Military Appeals, Defense’, $69,000; 





DEPARTMENT OF DEFENSE—CIVIL 


Soldiers’ and Airmen’s Home: “Operation and mainte- 
nance”, $811,000; 
Corps of Engineers—Civil: 
“General investigations”, $4,300,000 to remain availa- 
ble until expended; 
“Construction general’, $13,400,000 to remain availa- 
ble until expended; 
“Operation and maintenance, general’’, $23,600,000 to 
remain available until expended; 
“General expenses”, $4,100,000; 





DEPARTMENT OF EDUCATION 


Office of Elementary and Secondary Education: “Indian 
education”’, $89,000; 
Office of-Civil Rights. “Salaries and expenses”, $891,000; 
Departmental Management: 
“Salaries and expenses’, $7,447,000; 
“Institute of Museum Services”, $22,000. 





DEPARTMENT OF ENERGY 


Atomic Energy Defense Activities: “Operating ex- 
penses”, $2,346,000 to remain available until expend- 


ed; 
General Science and Research Activities: “Operating 
expenses”, $45,000 to remain available until expend- 


ed; 

Energy Supply Research and Development Activities: 
“Operating expenses’, $1,670,000 to remain available 
until expended; 

Fossi! energy research and development, $1,786,000 to 
remain available until expended; 

Uranium Enrichment Activities: “Operating Expenses,” 
$187,000 to remain available until expended; 

Energy Production Demonstration and Distribution, 
$566,000 to remain available until expended; 

Energy Conservation, $703,000 to remain available 
until expended; 

Energy Information Administration, $935,000 to remain 
available until expended; 

Economic Regulatory Administration, $2,523,000 to 
remain available until expended; 

Federal Energy Regulatory Commission, “Salaries and 
expenses,” $2,435,000 to remain available until ex- 

pended; 





APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


Geothermal Resources Development Fund, $7,000 to 
remain available until expended; 

Power Marketing Administration: “Operational mainte- 
nance, Southwestern Power Administration”, 
$208,000 to remain available until expended; and 

Departmental Administration, $6,396,000 to remain 
available until expended. 





DEPARTMENT OF HEALTH AND HUMAN SERVICES 


Food and Drug Administration: “Salaries and ex- 
penses”, $11,452,000; 

Health Services Administration: 

“Health services”, $10,253,000; 

“Indian health services’, $9,903,000; 

Center for Disease Control: “Preventive health serv- 
ices’, $6,660,000, to be derived from unobligated 
swine-flu funds provided under Public Law 94-266; 

National Institutes of Health: 

“National Cancer Institute”, $3,681,000; 

“National Heart, Lung, and Blood Institute”, 
$1,317,000; 

“National Institute of Dental Research”, $583,000 

“National Institute of Arthritis, Metabolism, and Di- 
gestive Diseases’’, $1,584,000; 

“National Institute of Neurological and Communica- 
tive Disorders and Stroke”, $757,000 

“National Institute of Allergy and Infectious Dis- 
eases’’, $845,000; 

“National Institute of General Medical Sciences”, 
$150,000; 

“National Institute of Child Health and Human De- 
velopment’, $804,000; 

“National Eye Institute”, $449,000; 

“National Institute of Environmental Health Sci- 
ences’’, $394,000 

“National Institute of Aging”, $228,000; 

“Research Resources”, $103,000; 

“Fogerty International Center for Advanced Study in 
the Health Sciences’’, $106,000; 

“National Library of Medicine”, $657,000; 

“Office of the Director”, $907,000; 

Alcohol, Drug Abuse, and Mental Health Administra- 

tion: 

“Alcohol, drug abuse, and mental health”, $3,677,000; 

“St. Elizabeth’s Hospital”, $4,179,000 of which 
$49,000 shall be derived by transfer from “Health 
Resources Administration, payment of sales insuffi- 
ciences and interest losses” 

Health Resources Administration: “Health resources’, 
$1,951,000 to be derived by transfer from “Payment 
sales of insufficiencies and interest losses” 

Assistant Secretary for Health: “Salaries and ex- 
penses’’, $2,215,000; 

Health Care Financing Administration: ‘Program man- 
agement”, $3,269,000, together with $4,700,000, to 
be derived by transfer from the Federal Hospital 
Insurance and the Federal Supplementary Medical 
Insurance Trust Funds;” 

Social Security Administration: 

“Limitation of administrative expenses” (increase of 
$108,200,000 in the limitation on salaries and ex- 
penses paid from the trust funds); 

“Supplemental security income” $25,600,000; 

Office of Human Development Services: “(Human devel- 
opment services”, $2,042,000; 

Department Management: 

“General departmental management”, $6,257,000; 

“Office of the Inspector General”, $1,604,000; 

“Office of Consumer Affairs”, $85,000. 





DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT 


Management and administration: “Salaries and ex- 
penses, Department of Housing and Urban Develop- 
ment” $24,853,000, of which $12,881,000 shall be de- 
rived by transfer from various funds of the Federal 
Housing Administration. 
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DEPARTMENT OF THE INTERIOR 


Bureau of Land Management: “Management of lands 
and resources”, $6,403,000; 
Water and Power Resources Service: 

“Operation and maintenance’’, $3,600,000, of which 
$112,000 shall be derived from the Colorado River 
Dam Fund; 

“General administrative expenses”, $1,200,000, to be 
derived from the reclamation fund; 

“Construction and rehabilitation’’, $3,400,000; 

Heritage Conservation and Recreation Service: 

“Salaries and expenses’’, $388,000; 

“Land and water conservation fund”, of the amount 
heretofore appropriated under this heading, an ad- 
ditional amount of $297,000 shall be available for 
administrative expenses of the Heritage Conserva- 
tion and Recreation Service; 

U.S. Fish and Wildlife Service: “Resource manage- 

ment’, $5,989,000; , 

National Park Service: 

“Operation of the National Park System”, 
$10,457,000. The amount which may be made avail- 
able for cooperation with States and municipalities 
for water resources investigations is increased to 
$40,084,000; 

“John F. Kennedy Center for the Performing: Arts”, 
$112,000; 

Geological Survey, “Surveys, investigations, and re- 
search’, $12,050,000; 
Bureau of Mines: “Mines and minerals’, $2,069,000; 
Office of Surface Mining Reclamation and Enforce- 
ment: “Regulation and Technology”, $980,000; 
) Bureau of Indian Affairs: “Operation of Indian pro- 
grams’, $12,844,000. 
Office of Territorial Affairs: 
“Administration of territories’, $111,000; 
} “Trust Territory of the Pacific Islands”, $103,000; 
| Office of the Solicitor: “Salaries and expenses”, 
| $628,000; 
Office of the Secretary: “Departmental management”, 
$1,785,000. 





DEPARTMENT OF JUSTICE 


General administration: “Salaries and expenses”, 
$1,419,000, to be derived by transfer from Federal 
Prison System, “Buildings and facilities”’; 

United States Parole Commission: “Salaries and ex- 
penses”, $279,000, to be derived by transfer from Fed- 
eral Prison System, “Buildings and facilities”; 

Legal activities: 

“Salaries and expenses, general legal activities’, 
$5,528,000 of which $104,000 shall be derived by 
transfer from “Fees and expenses of witnesses” and 
$5,424,000 shall be derived by transfer from Federal 
Prison System, ‘“‘Buildings and facilities”: 

“Salaries and expenses, Antitrust Division,” 
$1,704,000, to be derived by transfer from Federal 
Prison System, “Buildings and facilities”; 

“Salaries and expenses, United States Attorneys and 
Marshalls”, $11,003,000 of which $4,370,000 shall 
be derived by transfer from Federal Prison System, 
“Buildings and facilities’’; 

“Salaries and expenses, Community Relations Serv- 
ice’, $261,000, to be derived by transfer from “Fed- 
eral Prison System, Buildings and facilities”’: 

Federal Bureau of Investigation: “Salaries and ex- 
penses”’, $29,498,000; 

Immigration and Naturalization Service: “Salaries and 
expenses,” $16,416,000, of which $5,389,000 shall be 
derived by transfer from Federal Prison System, 

IT “Buildings and facilities”: 
{ Drug Enforcement Administration: “Salaries and ex- 
penses”, $7,881,000, of which $1,077,000 shall be de- 
i rived by transfer from “Fees and expenses of wit- 
nesses”’; 








Federal Prison System: “Salaries and expenses’, 
$9,368,000, to be derived by transfer from “Buildings 


and facilities”. 





DEPARTMENT OF LABOR 


Employment and Training Administration: “Program 
administration”, $3,787,000, together with not to 
exceed $1,465,000 which rhay be expended from the 
Employment Security Administration account in the 
Unemployment Trust Fund, and of which $330,000 
shall be for carrying into effect the provisions of 38 
U.S.C. 2001-2003; 

Labor-Management Services Administration: “Salaries 
and expenses”’, $2,623,000; 

Employment Standards Administration: 

“Salaries and expenses”, $5,192,000, together with 
not to exceed $11,000 to be derived from the Spe- 
cial Fund in accordance with Section 39(c) and 44(j) 
of the Longshoremen’s and Harbor Workers’ Com- 
pensation Act; 

“Black lung disability trust fund”, $599,000 shall be 
available for transfer to Employment Standards 
Administration, Salaries and expenses, of which 
$290,000 shall be derived from amounts made 
available for transfer to Departmental Manage- 
ment, Salaries and expenses provided under this 
head in Public Law 96-123. 

Occupational Safety.and Health Administration: ‘“Sala- 
ries and expenses’’, $3,840,000; 

Mine Safety and Health Administration: “Salaries and 
expenses’’, $3,400,000; 

Bureau of Labor Statistics: “Salaries and expenses”, 
$1,637,000; 

Departmental Management: “Salaries and expenses”, 
$2,919,000, together with not to exceed $60,000 to be 
derived by transfer from the Employment Security 
Administration account, Unemployment trust fund. 





DEPARTMENT OF STATE 


Administration of foreign affairs: “Salaries and ex- 
penses”, $19,547,000, of which $11,349,000 shall be 
derived by transfer from “Contributions for interna- 
tional peacekeeping activities;” 

International organizations and conferences: “Missions 
to international organizations’, $356,000, to be de- 
rived by transfer from “Contributions for internation- 
al peacekeeping activities;” 

International commissions: “International Boundary 
and Water Commission, United States and Mexico: 
Salaries and expenses”, $224,000; and “American sec- 
tions, international commissions, $71,000, to be de- 
rived by transfer from “Contributions for internation- 
al peacekeeping activities”. 





DEPARTMENT OF TRANSPORTATION 


Office of the Secretary: 

“Salaries and expenses’’, $1,600,000; 

“Limitation on Working Capital Fund” (increase of 
$758,000 in the limitation on Working Capital 
Fund); 

Coast Guard: 
“Operating expenses”, $30,500,000; 
“Reserve training”, $1,700,000; 
Federal Aviation Administration: 

“Operations”, $90,162,000; 

“Operation and maintenance, Metropolitan Washing- 
ton Airports”, $838,000; 

Federal Highway Administration: 

“Motor carrier safety”, $430,000; 

“Limitation on general operating expenses’”’ (increase 
of $5,700,000 in the limitation on general operating 
expenses); 
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DEPARTMENT OF TRANSPORTATION—Continued 


National Highway Traffic Safety Administration: “Op- 
erations and research”, $1,200,000 of which $410,000 
shall be derived from the Highway Trust Fund; 

Federal Railroad Administration: 

“Office of the Administrator’, $468,000; 
“Railroad safety”, $732,000; 

Urban Mass Transporatation Administration: “Admin- 
istrative expenses’, $840,000; 

Saint Lawrence Seaway Development Corporation: 
“Limitation on administrative expenses, S~int Law- 
rence Seaway Development Corporation” (increase of 
$38,000 in the limitation on administrative expenses); 

Research and Special Programs Administration: “Re- 
search and special programs”, $300,000; 

Office of the Inspector General: “Salaries and ex- 
penses”, $621,000 together with $305,000 derived 
from funds available under 23 U.S.C. 104(a) for pay- 
ment of obligations. 





DEPARTMENT OF THE TREASURY 


Office of the Secretary: 
“Salaries and expenses”, $1,491,000; 
“International affairs’, $449,000; 

Office of Revenue Sharing: “Salaries and expenses”, 
$177,000; 

Federal Law Enforcement Training Center: “Salaries 
and expenses”, $399,000; 

Bureau of Government Financial Operations: “New 
York City loan guarantee program’’, $29,000; 

Bureau of Alcohol, Tobacco and Firearms: ‘Salaries 
and expenses”, $5,219,000; 

United States Customs Service: “Salaries and ex- 
penses”, $22,153,000; 

Bureau of the Mint: “Salaries and expenses”, $631,000; 

Bureau of the Public Debt: “Administering the public 
debt”, $2,616,000; 

Internal Revenue Service: 
“Salaries and expenses”, $7,675,000; 
“Taxpayer service and_ returns _ processing”, 

$32,193,000; 

“Examinations and appeals”, $41,574,000; 
“Investigation and collection”, $24,710,000; 

United States Secret Service; “Salaries and expenses”, 
$7,100,000 of which $5,729,583 shall be derived from 
“Construction of Mint Facilities”. 





ENVIRONMENTAL PROTECTION AGENCY 


“Salaries and expenses”, $14,265,000; 
“United States Regulatory Council”, $44,000. 





NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 


For an additional amount for “Research and program 
management”’, $46,286,000. 





VETERANS ADMINISTRATION 


“Medical care’, $171,270,000; 

“Medical and prosthetic research”, $3,600,000, to 
remain available until September 30, 1981; 

“Medical administration and miscellaneous operating 
expenses’, $1,099,000; 

“General operating expenses”, $25,579,000; 

“Construction, minor projects’, $800,000 to remain 

available until expended and an increase of 

$1,310,000 in the limitation on the Office of Construc- 

tion. 


OTHER INDEPENDENT AGENCIES 


ACTION: “Operating expenses, domestic programs”, 
$1,307,000; 

Administrative Conference of the United States: ‘‘Sala- 
ries and expenses’, $48,000; 

Advisory Council on Historic Preservation: ‘Salaries 
and expenses”’, $40,000; 

American Battle Monuments Commission: “Salaries 
and expenses”, $597,000; 

Arms Control and Disarmament Agency: “Arms control 
and disarmament activities”, $360,000; 

Civil Aeronautics Board: “Salaries and expenses’, 
$1,387,000; 

Commission on Fine Arts: “Salaries and expenses’, 
$7,000; 

Commission on Civil Rights: “Salaries and expenses’, 
$489,000; 

Committee for Purchase from the Blind and Other Se- 
verely Handicapped: ‘Salaries and expenses”, 
$14,000; 

Commodity Futures Trading Commission: “Salaries and 
expenses”, $551,000; 

Community services administration: “Community serv- 
ices program’, $1,900,000 

Consumer Product Safety Commission: “Salaries and 
expenses’’, $1,020,000; 

Equal Employment Opportunity Commission: “Salaries 
and expenses”, $5,562,000; 

Export-Import Bank of the United States: ‘Limitation 
on administrative expenses”, (increase of $445,000 in 
the limitation on administrative expenses); 

Farm Credit Administration: “Limitation on adminis- 
trative expenses’, (increase of $531,000 in the limita- 
tion on administrative expenses); 

Federal Communications Commission: “Salaries and ex- 
penses’’, $3,657,000; 

Federal Election Commission: ‘Salaries and expenses’, 
$393,000; 

Federal Emergency Management Agency: 

“Emergency planning, preparedness, and mobiliza- 
tion”, $1,859,000; 

“Hazard mitigation and disaster assistance’, 
$1,845,000; 

Federal Home Loan Bank Board: 

“Limitation on administrative expenses’, (increase of 
$765,000 in the limitation on administrative ex- 
penses); 

Federal Savings and Loan Insurance Corporation: 
“limitation on administrative expenses’, (increase 
of $1,270,000 in the limitation on administrative 
expenses) 

Federal Labor Relations Authority: “Salaries and ex- 
penses”’, $570,000; 

Federal Maritime Commission “Salaries and expenses’’, 
$480,000; 

Federal Mediation and Conciliation Service: ‘Salaries 
and expenses”, $845,000; 

Federal Trade Commission: “Salaries and expenses”, 
$2,456,000; 

General Services Administration: 

Federal Buildings Fund: Limitations on availability 
of revenue: In addition to the aggregate amount 
heretofore made available for real property man- 
agement and related activities in fiscal year 1980, 
$14,612,000 shall be available for such purposes 
and the limitation on the amount available for real 
property operations is increased to $509,360,000 
and the limitation on the amount available for 
program direction and centralized services is in- 
creased to $75,787,000: Provided, That any rev- 
enues and collections and any other sums accruing 
to this fund during fiscal year 1980, excluding re- 
imbursements under section 210(f)(6) of the Federal 
Property and Administrative Services Act of 1949 
(40 U.S.C. 490(£6), in excess of $1,441,880,000 shall 
remain in the Fund and shall not be available for 
expenditure except as authorized in appropriation 

Acts. 
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Federal Supply Service: “Operating expenses”, 
$6,204,000; s 

Transportation and Public Utilities Service: “Operat- 
ing expenses”, $829,000; 

National Archives and Records Service: 
“Operating expenses”, $2,858,000; 
“Records declassification”’, $178,000; 

Automated Data and Telecommunications Service: 
“Operating expenses”, $641,000; 

Federal Property Resources Service: 
“Operating expenses”, $1,609,000; 
“Rare Silver Dollar Program’”’, $26,000; 

General management and agency operations: ‘Sala- 
ries and expenses’, $445,000; 

Administrative and staff support services: “Salaries 
and expenses”’, $4,692,000; 

Indian trust accounting: “Salaries and expenses”, 
$161,000; 

Public services: “Salaries and expenses’’, $331,000; 

Inspector General: “Salaries and expenses”, $860,000; 

Consumer Information Center: “Salaries and ex- 
penses’’, $37,000. 

“Intelligence Community Staff’, $524,000; 

Intergovernmental Agencies: 

Advisory Commission on Intergovernmental Rela- 
tions; “Salaries and expenses’’, $63,000; 

Appalachian Regional Commission: “Salaries and ex- 
penses”’, $120,000; 

Delaware River Basin Commission: “Salaries and ex- 
penses’’, $4,000; 

Susquehanna River Basin Commission: “Salaries and 
expenses’, $3,000; 

International Communication Agency: “Salaries and 
expenses’’, $6,993,000 and, in addition, $113,673 shall 
be derived by transfer of the unobligated balance in 
the appropriation ‘“‘Special International Exhibitions, 
(Special Foreign Currency Program)”’: 

International Trade Commission: “Salaries and ex- 
penses”’, $787,000; 

Interstate Commerce Commission: “Salaries and ex- 
penses”’, $3,300,000; 

National Capital Planning Commission: “Salaries and 
expenses’, $210,000; 

National Commission on Libraries and Information Sci- 
ence: “Salaries and expenses’’, $18,000; 

National Foundation on the Arts and Humanities: 
National Endowment for the Arts: “Salaries and ex- 

penses”, $302,000; 
National Endowment for the Humanities: “Salaries 
and expenses’’, $279,000; 

National Labor Relations Board: “Salaries and ex- 
penses”, $4,623,000; 

National Mediation Board: “Salaries and expenses”, 
$81,000; 

National Science Foundation: “Research and related 
activities”, $840,000, to remain available until Sep- 
tember 30, 1981; 

National Transportation Safety Board: “Salaries and 
expenses’’, $600,000; 

Nuclear Regulatory Commission: “Salaries and ex- 
penses”, $4,810,000; 

Office of the Federal Inspector for the Alaska Natural 
Gas Transportation System: ‘Salaries and expenses”, 
$208,000; 

Office of Personnel Management: “Salaries and ex- 
penses”, $5,366,000 together with an additional 
amount of $1,650,000 for current fiscal year adminis- 
tration expenses for the retirement and insurance 
programs to be transferred from the appropriate 
trust funds of the Office of Personnel Management in 
amounts to be determined by the Office of Personnel 
Management without regard to other statutes. 

Pennsylvania Avenue Development Corporation: ‘“Sala- 
ries and expenses’’, $78,000; 

Securities and Exchange Commission: “Salaries and ex- 
penses’”’, $3,879,000; 

Selective Service System: “Salaries and expenses”, 

$421,000; 


Small Business Administration: “Salaries and ex- 
penses”’, $8,300,000; 

Smithsonian Institution: 

“Salaries and expenses’’, $4,774,000; 

“Salaries and expenses, National Gallery of Art”, 
$532,000; 

“Salaries and expenses, Woodrow Wilson Internation- 
al Center for Scholars”, $13,000; 

Other Temporary Commissions: Navajo and Hopi 
Indian Relocation Commission, “Salaries and ex- 
penses’’, $41,000; 

United States Metric Board: “Salaries and expenses”, 
$73,000. 





SECTION III—SUPPLEMENTAL APPROPRIATIONS 
REQUESTS PENDING BEFORE THE CONGRESS 


Funds Appropriated to the President 


Economic Support Funp 
(Supplemental appropriation request pending) 


For an additional amount for “Economic Support 
Fund’, $80,000,000, to remain available until expended. 
This appropriation shall be made available only upon 
enactment into law of authorizing legislation. 


Program and Financing (in thousands of dollars) 





Kentiicaton cde. 11-1037-6-1-151 





1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Economic support fund (costs—obliga- 
TUN Sisccacdiascaccurciastsree TR EE eee prdeetaaes SR sit i 
Financing: 
40.00 Budget authority (appropriation) 00.0... 2... / Se 





Relation of obligations to outlays: 
71.00 Obligations incurred, net .........cc....ssecsccssssee —cessssnseseeeeses Ot ic. 








72.40 Obligated balance, start Of year... ccsssecsssssessse —sorsneeensnsssees 30,000 
74.40 Obligated balance, end of year I or ceiarcesninsennne 
90.00 ee caches tee edt he 50,000 30,000 








This supplemental is pending before the Congress. 
This request would provide $75 million in economic 
assistance to Nicaragua to aid in its recovery from the 
recent civil war and $5 million to neighboring countries 
for rural water and sanitation projects and municipal 
development activities to help promote political 
stability. 


Object Classification (in thousands of dollars) 











Identification code: 11-1037-6-1-151 1979 actual 1980 est. 1981 est. 

SAO  G iikiicnccccncs cee WO cca 
41.0 — Grants, loans, and SUDSIdI@S.............ccsccccccce  sescseeessesesnee | _ pgeecks hie 
99.0 Teel GION... sents fa SOR itt 





Department of Agriculture 


i FOREIGN ASSISTANCE PROGRAMS 
PUBLIC LAW 480 
(Supplemental appropriation request pending) 


For an additional amount for Public Law 480, 
$96,708,000. The amount for Titles I and III shall be 
increased by $24,070,000 and the amount for Title II 
shall be increased by $72,638,000. The authorized pro- 
gram level is increased by $24,070,000 for Titles I and 
III and by $72,638,000 for Title II. 
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ForEIGN ASSISTANCE ProGRAMS—Continued 
PUBLIC LAW 480—Continued 


Program and Financing (in thousands of dollars) 








Identification code 12-2274-6-1-151 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Financing the sale of agricultural com- 
modities for foreign currencies and for 
dollars on credit terms (titles | and Ill) ow PROPS sissssivvscessonnes 
2. Commodities supplied in connection with 
Gispositions abroad (title I) ........sssesssece  ssssessscsssseess MEGS? sssssisosssvsivssies 
10.00 Total obligations (object class 25.0). ow... OEROR sscsctvocsisiscsiss 
Financing: 
40.00 Budget authority (appropriation) 0.0. eee SGT: Shakes. 
Relation cf obligations to outlays: 
71.00 Obligations incurred, met .............sssssssssccssee —seeseeeeeseeseee MOTOS csssossicsvnsvenins 
90.00 IES casos ustietesasieiss BOTUB. scidtsornuieoss 











This supplemental is pending before the Congress. 
Funds are needed to increase the program level for food 
sales and for food donations. 





Department of Commerce 
GENERAL ADMINISTRATION 


PARTICIPATION IN U.S. EXPOSITIONS 
(Supplemental appropriation request pending) 


For necessary expenses for designing, constructing, 
and operating a Federal Pavilion on the Knoxville In- 
ternational Energy Exposition, $20,800,000, to remain 
available through September 30, 1984, including not to 
exceed $12,000 for entertainment of officials of other 
countries when specifically authorized by the Commis- 
sioner General during the period ending November 15, 
1982. This appropriation shall be made available only 
upon enactment into law of authorizing legislation. 


Program and Financing (in thousands of dollars) 




















Identification code 13-1805-6-1-376 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Design and COMStrUCtION............ssssccccsssse —sessssssseesseees 5,450 8,700 
PIPRMER MIDIS SistiyscoeoearsosssessosaSicchrytcnioes., sation ovceiiee 83 155 
Je, PUIRSTEION sis. copnnceelesieeeetaatsolicnssed lh Recent da 367 659 
4. Office of Commissioner General .............  sssssscsssseeees 235 285 
10.00 WDAE] MEM TIONG ors creseereesereome scenes.” ctregtronertteee 6,135 9,799 
Financing: 
21.40 Unobligated balance available, start of year .....sssssssssse cssssssseseesees — 14,665 
24.40 Unobligated balance available, end of year... 14,665 4,866 
40.00 Budget authority (appropriation) .. _................. REID sannsnivnsmere 
Relation of obligations to outlays 
71.00 Obligations incurred, net ..........sssssssssssssssss — sessssssssssssees 6,135 9,799 
72.40 Obligated balance, start Of year.......sssecsssss: sescsssssssecesse —sessesssssssssess — 2,082 
74.40 Obligated balance, end of year — 2,082 —977 
90.00 OIE SAG, SS hase CRE ad a hath 4,053 10,904 





This supplemental appropriation is pending before 
the Congress. Funds are needed for Federal participa- 
tion in the Knoxville Energy Exposition to be held from 
May to October 1982 in Knoxville, Tenn. 





Object Classification (in thousands of dollars) 









































Identification code 13-1805-6-1-376 1979 actual 1980 est. 1981 est. 
Personnel compensation: 
11.1 POFIRANE NE POSIIONS., .arssaiesserisepetsnssss .. nssornasossnasonn 302 934 
v5 Other personnel compensation .............:.  ssscsssssseeesees 3 3 
Total personnel compensation.............. 305 537 
12.0 — Personnel benefits .............cssssscsssssecssnseeeeee 26 39 
21.0 Travel and transportation of persons........... 53 80 
22.0 Transportation of thingS............sssscsssssseee 46 84 
23.2 Communications, utilities, and other rent... 38 43 
24.0 — Printing and reproduction............sssssccsseee 5 ll 
25.1 Other services ..............004. 5,629 8,969 
26.0 Supplies and materials ihe 12 28 
SED < SERRMANEIT sccsesscercipscstsssnacssa edits tp spstssooconlte 21 8 
99.0 TOTAL OOMBALIONS, < scscssiccssctvtannstenctioes.. cgemmeneien 6,135 9,799 
Personnel Summary 

Total number of permanent positionS.................s0e 9 25 
Total compensable workyed''...............s000 Ai. 8 23 
Full-time equivalent of other positions.................. (0) (0) 

Full-time equivalent of overtime and holiday 

OUTS sescscnsssssscesccnseocartetoveds Seshetroeas saat paatribaiss (0) (0) 
Average ES salary... $50,112 $50,112 
Average GS grade... mie oe 12.38 11.13 
Average GS:SalaIvis: sciscacititec.ccatmaniaditanaie  thaldesas $31,463 $21,175 








ECONOMIC DEVELOPMENT ADMINISTRATION 
SALARIES AND EXPENSES 
(Supplemental appropriation request pending) 


For an additional amount for “Salaries and ex- 
penses”, $18,092,000. 


Program and Financing (in thousands of dollars) 

















Identification code 13-0125-6-1-452 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Economic development assistance pro- 
AIMS veeseent eazy PiscMa oheniolcaead ch othasteiots Saeed titiniaince DAMON RS hscssstccnee 
2MOCADDNCWOTES scsccsscvibectsdetacttehisleotine | aki _ 9,198 sissies 
10.00 TDTAOIDATN Sccnstecstelitianat esters Laraeasnds ROMO Sssossccetsccnit 
Financing: 
A000 ‘Buadgatautharity saisicicesssec testi Ras Giant TGOS2 86s scccissease 
Relations of obligations to outlays: 
71.00 Obligations incurred, net ............ssseccssseees PROG BEY sc cssscosaasae 
72.40 Obligated balance, start Of Year.......scescccsse  sssssseesssssssss — ssssesssseceesens 2,673 
74.40  Obligated balance, end Of year........sssseccsccce  sssssssseeessee SPITS Gu: sccassseceuminen 
90.00 ROUTING secre casts, srspaacos emstnn ches a <dedadi aces tease 15,419 2,673 





This supplemental is pending before the Congress. 
Funds are needed to provide the staffing and adminis- 
trative support needed to maintain the 1980 program of 
the Economic Development Administration. 


Object Classification (in thousand of dollars) 
Identification code 13-0125-6-1-452 





1979 actual 1980 est. 1981 est. 


Personnel compensation: 


Ret Permanent positiOns............sssscssseessseeeees 
11.3 Positions other than permanent ai Re 
11.5 Other personnel compensation................. BO ssasviccassontsee 











Total personnel compensation.............. 11,810 
12.1 Personnel benefits: Civilian.............ssseeee0 1,087 
21.0 Travel and transportation of persons........... 573 
22.0 — Transportation Of thingS .........c:..sssssescsesseees » 239 
23.1 — Standard level user charges ..........sssvsssssseess 1,420 











23.2 
24.0 
25.0 
26.0 
31.0 


99.0 


Total n 
Total C 
Full- 
Full- 

hi 
Average 
Average 
Average 





Identificati 





Pr 





Wentificatio 





33.0 
41.0 


99.0 


a 








81 est. 














981 est. 














PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 


1117 








23.2 Communications, utilities, and other rent.... 
24.0 — Printing and reproduction 
25.0 Other Services ..............sseee. 
26.0 Supplies and materials... 
31.0  Equipment................... 




















99.0 VORA ORMGRMIONG caescsccssccsssosnccessasnpsses . donsceessoneaesss eee 
Personnel Summary 

Total number of permanent poSitionS............ccccssse sccsssseesessnees SC a RO Se 

Total Compensable Work y@ars...........:..csscccsssesccssessss —sesssnsesssseeens Meg ee 

Full-time equivalent of other positions...............:0.  ccssssssssessses CAREY oxoeunnnet 


Full-time equivalent of overtime and holiday 
aN a casas Sisal lead 
Average ES salary 
Average GS grade 
MMT US SOAR Sess scssthecsinesssctosncavsesnvostssalacoesetouse 








EcONOMIC DEVELOPMENT ASSISTANCE PROGRAMS 

(Supplemental appropriation request pending) 
For an additional amount for economic development 
assistance, $566,808,000: Provided, That there is hereby 
appropriated such sums as may be necessary for pay- 
ment of principal and interest on loans in default and 


guaranteed pursuant to the Public Works and Eco- 
nomic Development Act of 1965, as amended. 


Program and Financing (in thousands of dollars) 
































ientification code 13-2050-6-1-452 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs, funded: 
1. Development grants..............sssessccsssses 31,000 
2. Direct loans............0+:. 1,000 
3. Technical assistance....... 2,000 
4. Interest rate subsidies 32,000 
Total operating costs funded ..............  csecsssssssesses Gorey eats 
Capital investment, funded: 
BoM RATG CANON IR Gs ccesicabadebdcusvehssscerevaccsvent > ‘oiccccunestesce Sic cic stscasscseee 
2. Loan guarantee payments .............cc.  ccsccssesesssees PIA. Siiccseiaiosek 
Total capital investment funded .........  ......ssessssvees 11) | ee 
Total program costs, fUNdEd .........00...  ssoccsccssseeeee AER coe 
Change in selected resources (undisbursed 
loans and undelivered Orders) ...........:..0.  cescssecsssecsnes I ct livicssnccsecs 
| 10.00 aca. Pa talent MO sce cctsisva 
| Financing: 
eccanleestiatotes UU cciicccisencs 


| 40.00 Budget authority (appropriation)............ 
) 








| Relation of obligations to outlays: 
| 11.00 Obligations incurred, Net ............scsccssesseee 








| 1240 Obligated balance, start of year. 520,808 
74.40 Obligated balance, end of year.................. — 308,808 
90.00 MNES 5 ines cidcoaes cettebcct Acsandtsfesesssigt | oipbiesasndaesdes 46,000 212,000 





This supplemental is pending before the Congress. 
| Funds are needed to support the expanded range of 
activities authorized for the Economic Development Ad- 
ministration under new legislation. 


Object Classification (in thousands of dollars) 








Wentfication code 13-2050-6-1-452 1979 actual 1980 est. 1981 est. 

SEU MMA WIUOSUIIONE GIG TONS scccccsictsccccccccsssccssscceoss ocvconsasscnevan 1) 1... eres 
41.0 — Grants, subsidies, and contributions ............  ...sssssse MDE cciensen 
99.0 TORR OUNOIIUS is casics ti ccsteteiticda- Shaan SOG IOC HI i .sssssasecnontnd 





REGIONAL DEVELOPMENT PROGRAM 


REGIONAL DEVELOPMENT PROGRAMS 


(Supplemental appropriation request pending) 


For an additional amount for “Regional Development 
Programs,” $11,205,000, to remain available until ex- 
pended. 


Program and Financing (in thousands of dollars) 























Identification code 13-2100-6-1-452 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Development programs ...............:-ccssees00e 5,779 1,161 
2. Administrative expenses...............scccssse« 2,753 32 
Total program costs, funded 2... cccsssssseesesee 8,532 1,193 
Change in selected resources (undelivered 
NOES) tcistcigicsancticccrssetettnioapcbninincig rtpanbaie 2,673 —1,193 
10.00 Nba CURIONI ce 2 ol ete Le DRO E cessitsscsiiiccs 
Financing: 
40.00 Budget authority (appropriation) 00.0... sss. TE a tanitcn. 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .................scecsseeeee (R= hah peated 
72.40 Obligated balance, start of year 2 aie Sete 2,803 
74.40 Obligated balance, end of year.................0+- —2,803 —1,521 
90.00 See Be eee 8,402 1,282 





* Includes capital investment as follows: 1980, $28 thousand. 


This supplemental would provide funding for four 
new commissions and the Southwest Border Commis- 
sion on an equal basis with the existing commissions 
without reducing those Commissions below current 
levels, for funding uncontrollable price increases be- 
tween 1979 and 1980, and for replacing funds provided 
by a deferral in 1979. In addition, it will enable the 
Office of Regional Development to provide coordination, 
development, and administrative services for an ex- 
panded program. 


Object Classification (in thousands of dollars) 





Identification code 13-2100-4-1-452 1979 actual 1980 est. 1981 est. 





Personnel compensation: 


11.1 Permanent positions.................:-sssecsseeese 
11.3 Positions other than permanent... 
11.5 Other personnel compensation................. 








Total personnel compensation.............. 

















12.1 Personnel benefits: Civilian................. 
21.0 Travel and transportation of persons. 
22.0 Transportation of thingS..................+. 
23.1 Standard level user charges ..............-.ssseee 
23.2 Communications, utilities, and other rent..... 
24.0 — Printing and reproduction ..................cssssee: 
20 (ONY GI ecco ee 
26.0 Supplies and materials .................scsecsssseesees 
SEO ~ CODING cies cccssnnctinicigrncctiatnacrectioner 
41.0 — Grants, subsidies, and contributions............ 
99.0 Total obligations ............csccsssssesscesssees 
Personnel Summary 
Total number of permanent positions................cs0ee 19 
Total compensable workyealS..............:-.0ss«. 19 
Full-time equivalent of other positions (4) 
Full-time equivalent of overtime and holiday 
OEM ten retin Pauatnctinntae eueeaeeat (0) 
Renee GE MG iss oscccccecscethltcciiccectlttcdec SE Michoacan 6.00 
IVR GS GI. oo ec ise Pea $12,776 
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REGIONAL DEVELOPMENT PRoGRAMS—Continued 


Personnel Summary—Continued 


Average grade, grades established by act of August 


Be eM NE MB RNR EOE) a hcasisssiaiassvsccotengesdsics, sSspssimensssnnes BS cccowssscautaiies 
Average salary, grades established by act of August 
Pie I RS Rs HNO) eck scxcevcascovtessetnciesecers | Stesaszclonsesste BIRT Oeste ciesiescerise 











International Trade Administration 


OPERATIONS AND ADMINISTRATION 


(Supplemental appropriation request pending) 


For an additional amount for “Operations and ad- 
ministration”, $600,000, to remain available until ex- 
pended. 


Program and Financing (in thousands of dollars) 








Identification code 13-1250-6-1-376 1979 actual 1980 est. 1981 estimate 
Program by activities: 

10.00 East-West trade costs—obligationS............. cscs AD sessaseeessseeroie 
Financing: 

40.00 Budget authority (appropriation) ......0....0 esses OP) cschanecaninn 





Relation of obligations to outlays: 
71.00 Obligations incurred, Net ...............scscssssees 


90.00 





RTS iohsihacsctowcaste a Picoocrot chal 





This supplemental appropriation is pending before 
the Congress. This request would provide funds neces- 
sary to implement the trade agreement between the 
United States and the People’s Republic of China and 
to begin a trade promotion program through the estab- 
lishment and operation of two commercial offices in 
China. 


Object Classification (in thousands of dollars) 





Identification code 13-1250-6-1-376 1979 actual 1980 est. 1981 est. 





Personnel compensation: 

11.1 Permanent positions ..............ssscsssseessseeesseee 
12.1 Personnel benefits: Civilian 
21.0 Travel and transportation of persons. 
22.0 — Transportation of thingS................ssseccsssseees 
23.2 Communications, utilities and other rent..... 
24.0 — Printing and reproduction...............scccssssees 
25.0 Other Services ............ssc000 

26.0 Supplies and materials ... 
FAN pM snes oosesassaneannn 
99.0 Total obligations ...........sssssssscssssssssssess 















Personnel Summary 








Total number of permanent pOSitiONS............ccccccssee —ccsssseecsessnnee 4 
Total compensable workyears 3 
Full-time equivalent of other positions... cscs DT et Ren 


Full-time equivalent of overtime and holiday 
IU ines choghcsnnesy sedvobcosnstciessnacmebabinhe 
Average GS grade 
Average GS salary 









Department of Energy 
ENERGY PROGRAMS 


ENERGY SuppLy, RESEARCH AND DEVELOPMENT, OPERATING 
EXPENSES 


(Supplemental appropriation request pending) 


For an additional amount for “Energy supply, re- 
search and  development—operating expenses’, 
$7,000,000, to remain available until expended. 


Program and Financing (in thousands of dollars) 





Identification code 89-0224-6-1-271 


1980 est. 1981 est. 


1979 actual 




















Program by activities: 











10.00 Nuclear fission (object class 25.0) ......c...0.  cccsseessseessees Tee eee 
Financing: 

40.00 Budget authority (appropriation) ...........0 0... MOR. duesmadins 
Relation of obligations to outlays: 

71.00 Obligations incurred, net... ssssssseesseesene TOO © saiscccscitioia 

72.40  Obligated balance, start Of year... secscssssesssssse — sesesssnessessnee 2,750 

74.40 Obligated balance, end of year...............+. SE siciechaions 

90.00 ee Rc I sea 4,250 2,750 





This supplemental appropriation is now pending 
before the Congress. Funds are needed to implement 
changes and reforms recommended by the Kemeny 
Report on the Three Mile Island Nuclear Power Plant 
accident. 





Department of Health and Human Services 
HEALTH SERVICES ADMINISTRATION 


HEALTH SERVICES 





(Supplemental appropriation request pending) 


For an additional amount for ‘Health services” for 
Title III of the Public Health Service Act, $10,825,000. 


Program and Financing (in thousands of dollars) 





Identification code 75-0350-6-1-551 

















1979 actual 1980 est. 1981 est. 
Program by activities: 
10.00 Community health services grants and con- 
tracts: National Health Service Corps 
CPOE OMRATIONS) siccssacsesssscsssssssssesso — sfspuesyssnssoer WRI Ow acatisisivcisessstet 
Financing: 
40.00 Budget authority (appropriation) .....0.....0 eee ED | scassisskectertes 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ...........csscsseeeseeeee HOG ~~ sscaecnetnmn 
72.40 Obligate balance, start Of year... scscsssssecsssnee —sessssecessnseess 1,732 
74.40 Obligated balance, end of year.............000. was TAR! 2» hehe ssshthiva 
90.00 US ian cid). ha sania MiAnth.ok Lennar! 9,093 1,732 





This supplemental appropriation is pending before 
the Congress. Funds are needed to increase the size of 
the National Health Service Corps from 1,850 assignees 
to 2,820 assignees in order to provide additional health 
care services to rural and urban medically underserved 
populations. 


Object Classification (in thousands of dollars) 
Identification code 75-0350-6-1-551 


Personnel compensation: 
11.1 Permanent poOsitiOns............ssssscssseesessseee 
11.5 Other personnel compensation................ 





1979 actual 1980 est. 1981 est. 

























Tot 
Tot 


Ave 
Ave 
Ave 


Identi 


10.00 





PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 








Total personnel compensation 
12.1 — Personnel benefits: Civilian 
21.0 Travel and transportation of persons 
22.0 Transportation of things 
Other services 





Total obligations 





Personnel Summary 





Total number of permanent positions 
Total compensable work years 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 


Average GS grade 
Average GS salary 
Average salary of ungraded positions 





Department of Transportation 
COAST GUARD 


OPERATING EXPENSES 
(Supplemental appropriation request pending) 


For an additional amount for “Operating expenses’, 
$13,500,000. 


Program and Financing (in thousands of dollars) 





Identification code 69-0201-6-1-403 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Search and rescue 
2. Aids to navigation 
3. Marine safety 
4. Marine environmental protection 
5. Enforcement of laws and treaties 
6. Marine science and polar operations 
7. Military readiness 


10.00 Total obligations 
Financing: 


40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





This supplemental appropriation is pending before 
the Congress. Funds are needed to meet fuel price in- 
creases. 


Object Classification (in thousands of dollars) 
Identification code 69-0201-6-1-403 





1979 actual 1980 est. 1981 est. 





23.2 Communications, utilities, and other rent... 
26.0 — Supplies and materials 


99.0 Total obligations 








POLLUTION FUND 
(Supplemental appropriation request pending) 


For an additional amount for the “Pollution Fund’, 
$21,300,000, to remain available until expended. 


Program and Financing (in thousands of dollars) 


Identification code 69-5168-6-2-304 





1979 actual 1980 est. 1981 est. 





Program by activities: 


8,000 3,300 


90.00 


Financing: 
21.40 Unobligated balance available, start of year 
24.40 Unobligated balance available, end of year.. 


40.00 


13,300 





Budget authority 





Relation of obligations to outlays: 
Obligations incurred, net 
Obligated balance, start of year 
Obligated balance, end of year 


71.00 
72.40 
74.40 


90.00 





Outlays 





This supplemental appropriation is pending before 
the Congress. Funds are needed to replenish the Pollu- 
tion Fund. 


Department of the Treasury 


BUREAU OF GOVERNMENT FINANCIAL 
OPERATIONS 


CHRYSLER CORPORATION LOAN GUARANTEE PROGRAM 


(Supplemental appropriation language request pending) 


There are appropriated such sums as may be neces- 
sary for payment of principal and interest on loans 
guaranteed pursuant to the Chrysler Corporation Loan 
Guarantee Act of 1979 and in default, to be available 
immediately and to remain available until December 
31, 1991. 


This supplemental appropriation language is pending 
before the Congress. This language is needed for the 
implementation and administration of the Chrysler Cor- 
poration loan guarantee program. 


Veterans Administration 


GENERAL OPERATING EXPENSES 
(Supplemental appropriation request pending) 


For an additional amount for “General operating ex- 
penses”’, $7,490,000. 


Program and Financing (in thousands of dollars) 


Identification code 36-0151-6-1-705 





1979 actual 1980 est. 1981 est. 





Program by activities: 
Veterans benefits: 
(b) Veterans services 
(c) Compensation, pension, and educa- 


(f) Office services. 





10.00 Total program costs, funded—obliga- 


Financing: 
40.00 Budget authority (appropriation) 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 





Outlays 





This supplemental appropriation is pending before 
the Congress. Funds are needed to provide the staffing 
made necessary by the delayed implementation of a 
nationwide claims-handling computer system. 
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GENERAL OPERATING ExpENSES—Continued 


Object Classification (in thousands of dollars) 








Identification code 36-0151-6-1-705 1979 actual 1980 est. 1981 est. 
11.1 Personnel compensation: Permanent posi- 

TU cee oe are eee wi oe 2) Sat eee ae 
12.1 Personnel benefits: Civilia............ssccsccsssee —cssssseeccsssseee GOS sy suelisscfhho 
99.0 TORR OM BATIONS scssscccesececssassissssscsasscen — esvsisonsesciones AAO scaiteconssssiieuse 





Personnel Summary 





Total number of permanent positions..................0 
Total compensable workyeaiS.................+. 
Full-time equivalent of other positions 
Full-time equivalent of overtime and holiday 
PMMA goes iesccassarceicli coi retesiecieestoroinissactiboaihies 
Average GS grade 
Average GS salary 











Other Independent Agencies 
FEDERAL EMERGENCY MANAGEMENT AGENCY 


EMERGENCY PLANNING, PREPAREDNESS, AND MOBILIZATION 
(Supplemental appropriation request pending) 


For an additional amount for ‘Emergency planning, 
preparedness, and mobilization”, $8,900,000. 


Program and Financing (in thousands of dollars) 

















Identification code 58-0200-€--1-054 1979 actual 1980 est. 1981 est 
Program by activities: 
10.00 2. Plans and preparedness (costs—obliga- 
MRIS DB ctcats Nlossisecetietirtcbesscenriociisomscechiitens. Coptoossemaactic DIO Nertsnissscssriers 
Financing: 
40.00 Budget authority (appropriation) ..0.0......0 ND sssssocssesesyerare 
Relation of obligations to outlays: 
71.00 Obligations incurred, Mt .......sssssscscssssssccccsse — sessesssseseesee BGUU: aswiitaneieens 
72.40 Obligated balance, start Of year ...........sssss0  ssssssessscesssse — sessssesseesssees 1,000 
74.40 Obligated balance, end of year DOO Mi cscseccosasss 
90.00 QUANG SiR IOh. Is eS Rae. be. 7,900 1,000 





This supplemental appropriation is pending before 
the Congress. Funds are needed to implement changes 
and reforms recommended by the Kemeny Report on 
the Three Mile Island Nuclear Power Plant accident. 

Object Classification (in thousands of dollars) 
Identification code 58-0200-6-1-054 


1979 actual 1980 est. 


1981 est. 


11.1 Personnel compensation: Permanent posi- 

BMOVIR TexaAb vebidesspicesvsyisssvessacstssscscovnusesss 
12.0 Personnel benefits ...............sssesssssseessssssseeses 
21.0 Travel and transportation of persons........... 
24.0 — Printing and reproduction...............csssssses 
2510 MMM MANOS wsistsscsssd azevasisbivncansiveasesnocoonnon 
26.0 Supplies and materials ..............ssssssssssseeee 
S10 PIN sachet ich ete ya inaascseeacciiss 
41.0 Grants, subsidies, and contributions............. 


Total Obi gations ............sccssssssessseeseee 

















FEDERAL TRADE COMMISSION 


SALARIES AND EXPENSES 


(Appropriation request pending, additional authorizing legislation 
required) 
For necessary expenses of the Federal Trade Commis- 
sion, including uniforms or allowances therefor, as 
authorized by 5 U.S.C. 5901-5902; services as authorized 
by 5 U.S.C. 3109; hire of passenger motor vehicles; and 
not to exceed $1,500 for officiai reception and representa- 
tion expenses: $69,021,000. (25 U.S.C. secs. 41 et seq.; 
additional authorizing legislation has been proposed.) 


Program and Financing (in thousands of dollars) 














Identification code 29-0100-6-1-376 1979 actual 1980 est. 1981 est. 
Program by activities: 
1. Maintaining Competition............cccccssese  ssssesssssseesees PLO. tin Medion 
2, CORSIATIOT DENBCUION .nsisiasssonnsost¥BsssSise, sobvenssassnseine PD. csssasdscavistonnce 
SRO MNTNC EMI Is fclecsiccvssssoiacssssesssinin. -caticobeshessysen CIO n Re ciciiarcbein teks 
10.00 NUR DOMEMINNTG © scncrcsrtecsctticserte  carentttses cis SEE a acaceckires 
Financing: 
40.00 Budget authority (appropriations) .........0 oo... TOE. scsaiicitisonn 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..........ccssscccsseccsse — csseccssseceenees SAY Modlatedetcons 
90.00 MMINAYSE A. scxsssdioctbuaroveneoet pede ptoreadiormetes FOL. c esncaeenas 





* Includes capital investment as follows: 1980 $45 thousand. 


This appropriation is pending before the Congress. 
This request would replace the existing Continuing Res- 
olution and add to it $3.7 million to permit the Federal 
Trade Commission to continue to operate at the present 
program level. 


Object Classification (in thousands of dollars) 





Identification code 29-0100-6-1-376 1979 actual 1980 est. 1981 est. 





Personnel compensation: 
tit Permanent pOsitiOns...........sssssssssseeseees 
11.3 Positions other than permanent.. 
11.5 Other personnel compensation................ 
11.8 Special personal services payments........ 








Total personnel compensation............. 
12.1 Personnel benefits: Civilian..............sseee 
21.0 Travel and transportation of persons........... 
23.1 — Standard level user charges ...............ssssss0 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction...............c:.sssess0s 
2 Oi0: ~ AENOT: GOONS ssscss vias ssinicricsiarisiassscsateael itches 
26.0 Supplies and materials ...........csssccscsssssessonee 
VASO!” SMM PINNTG 9ES a tcsserssdasssvaponastoscsvesveneoseserosses 


99.0 Total obligations................ssssssssseesssee 














Personnel Summary 





Total number of permanent positionS................s0e 
Total compensable workyears 





Full-time eqivalent of other positionS................0000 (0) 
Full-time equivalent of overtime and holiday posi- 

RUIN crave ccliestcoartevossssovccescrbesteeicisesirectteosmteane,”ssosobnesnsntoors (0) 
Average GS grade 10.10 
Average GS salary. 














~ 
b> =] 


\dentifi 


10.0( 


40.00 


71.00 
72.4( 
74.40 


90.00 


the 
anc 
the 


\dentific 


11.1 
12.1 


Total | 
Total 
Full 
Full 

| 
Averag 
Averas 








81 


| 
; 
i 
| 






PROPOSED SUPPLEMENTALS, PENDING SUPPLEMENTALS, AND RESCISSION PROPOSALS 
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NUCLEAR REGULATORY COMMISSION 


SALARIES AND EXPENSES 
(Supplemental appropriation request pending) 


“Salaries and ex- 
remain available 


For an additional amount for 
penses,”’ $49,200,000, to 
until expended. 


Program and Financing (in thousands of dollars) 





identification code 31-0200-6-1-276 1979 actual 1980 est. 1981 est. 





Program by activities: 

1. Nuclear reactor regulation.................. 

2. Standards development.............. 

3. Inspection and enforcement 

4. Nuclear material safety and safe 
Sr crsscescccarstorsccccscstisenics 

5. Nucelar regulatory research.. 

6. Program technical support................. 

7. Program direction and administration. 











10.00 NO MMOD csctciicccaccccccmusccceccscsoes, | “scadecenievctese ASME cea 
Financing: 
40.00 Budget authority (appropriation) 0.0.00... oss REM ccc 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............sssccsssssee: 








72.40 Obligated balance, start of year... 43,200 
74.40 Obligated balance, end Of year..........sssssccce cesssssssseeeeese — —43,200  creseeeccccccsssens 
90.00 NP ceca ciiasonSsag ake: Seasecstoviaast 6,000 43,200 





This supplemental appropriation is pending before 
the Congress. Funds are needed to implement changes 
and reforms recommended by the Kemeny Report on 
the Three Mile Island Nuclear Power Plant Accident. 


Object Classification (in thousands of dollars) 





Identification code 31-0200-6-1-276 1979 actual 1980 est. 1981 est. 








11.1 Personnel compensation: Permanent posi- 

NOIR sacs eesti iccadcigcicesese 
12.1 Personnel benefits: Civilian................. 
21.0 Travel and transportation of persons........... 
23.2 Communications, utilities, and other rent... 
24.0 — Printing and reproduction...............cssssssssss 
25.0 Other services 
SPU RINE OM foe coca savbovesaenconstaiba voveccdiccoekst 


99.0 Total obligations .............ccsssssseeeseessee 














Personnel Summary 





Total number of permanent positions.................s00e... 
Total compensable workyear.............su.... 15 





Full-time equivalent of other positions (0) 
Full-time equivalent of overtime and holiday 
PRs oe casecce to acca sasesh nis: - Sonne AGE igen 
ONINNP CTI 222 oc aossccctecccacescacetbcs\Gaosesunsssoves.  bisse@basswosiace BRO eset 
OMEN Oe SOME N ccstcscsssasressstsasistsiisesvocdscssivtieccostooves.” <cnleseeassacudeed SER FLS  csssescscccsisssis 











RESCISSION PROPOSALS 


The proposed rescissions shown below are included in 
a special message currently being transmitted to the 
Congress. As required by the Impoundment Control Act 
of 1974 (Public Law 98-344), rescission proposals are 
transmitted as special messages from the President. 
Each special message contains information on the rea- 
sons for and estimated effects of each proposed rescis- 
sion. All special messages and their accompanying re- 


310-100 0 - 80 - 71 














ports are published in the Federal Register following 
their transmittal to the Congress. 





Department of Health, Education, and 
Welfare 


HEALTH RESOURCES ADMINISTRATION* 


HEALTH RESOURCES 
(Rescission proposal) 
Program and Financing (in thousands of dollars) 


Identification code 75-0712-5-1-550 





1979 actual 1980 est. 1981 est. 





Program by activities: 
10.00 Health professions education (costs—obli- 
MOR ee, 


Financing: 
Budget authority (appropriation rescis- 
sion proposal R8Q—2) ..................0 


40.01 





Relation of obligations to outlays: 
71.00 Obligations incurred, net ..................cccsssssees 
72.40 Obligated balance, start of year ss 
74.40 Obligated balance, end of year.................-.. 


90.00 








pe Re Ee EI. Bee ea — 36,592 





*As of April 1, 1980, the Health Resources Administration will become a part of the New Department of Health and Human 
Services. For simplicity of presentation, this proposal is listed in Part VIll of the budget with the new department. 


Funds for the health professions capitation and stu- 
dent loan programs are proposed for rescission due to 
the current adequate supply and projected increase in 
the numbers of health professionals and in an effort to 
emphasize support for service-commitment scholarships. 

The report on this rescission proposal, being trans- 
mitted to the Congress in a special message from the 
President, will be published in the Federal Register 
following transmittal. 


Object Classification (in thousands of dollars) 











Identification code 75-0712-5-1-550 1979 actual 1980 est. 1981 est. 
Direct obligations: 

Sau WSO I coo.) hee GT i cecccteicsass 

41.0 — Grants, subsidies, and contributions ............  ssssccssssessssee OPEUE:  ciniciissieniestins 

99.0 THORN COIN iiss heals “Grecersaaanes JOR 21S ooaceeccscesanness 








Department of the Interior 
GEOLOGICAL SURVEY 


EXPLORATION OF NATIONAL PETROLEUM RESERVE IN ALASKA 


(Rescission proposal) 


Program and Financing (in thousands of dollars) 





Identification code 14-0805-5-1-271 1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Evaluation and assessment of National 
Petroleum Reserve in Alaska (costs— 
obligations) (object class 25.0) ............ 


Financing: 
Budget authority (appropriation rescis- 
sion proposal No. R80—3)................0 


10.00 


40.01 





1122 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 








EXPLORATION OF NATIONAL PETROLEUM RESERVE IN ALASKA—Continued 
Program and Financing (in thousands of dollars) Continued 





Identification code 14-0805-5-1-271 1979 actual 1980 est. 1981 est. 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





Funds totaling $18.0 million of the $141.5 million pro- 
vided for the continuation of federally funded explorato- 
ry drilling in this Reserve are proposed for rescission. 


The funds proposed for rescission represent preparation 
costs for further Federal drilling in 1981. Instead of 
continued Federal exploration, the President has recom- 
mended legislation to authorize leasing this Reserve to 
private industry for exploration and development in 
order to achieve the earliest production of any commer- 
cial quantities of oil and gas. 

The report on this rescission proposal, being trans- 
mitted to the Congress in a special message from the 
President, will be published in the Federal Register 
following transmittal. 




















PART IV 


OFF-BUDGET FEDERAL ENTITIES 




















Part IV contains detailed budgets and explanatory 
statements of certain Federal entities that are not part 
of the budget totals. These budgets and statements are 
made available as auxiliary information. 


Public Law 93-32 removed from the budget totals the 
governmental financing of rural electric and telephone 
systems administered by the Department of Agricul- 
ture. 


The Pension Benefit Guaranty Corporation, a wholly 
owned Government corporation, was established by the 
Employee Retirement Income Security Act of 1974, 
within the Department of Labor but outside the budget 
totals. 


The Federal Financing Bank was created by the Fed- 
eral Financing Bank Act of 1973 to: (1) reduce the cost 
of Federal and federally assisted borrowing from the 
public, and (2) assure that such borrowings are financed 
in a manner least disruptive to private financial mar- 
kets and institutions. The bank is authorized to make 
direct loans by making commitments to purchase and 
sell, and purchasing and selling on terms and condi- 
tions determined by the bank, any obligation that is 
issued, sold, or guaranteed by a Federal agency. The 
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OFF-BUDGET FEDERAL ENTITIES 


Federal Financing Bank is administered by the Depart- 
ment of the Treasury. 

The Board of Governors of the Federal Reserve 
System provides its administrative budget for inclusion 
without further review. In conformance with its ac- 
counting system, the figures for the Board are on a 
calendar year basis. 

The budget presentation of the Postal Service reflects 
its conversion to independent status consistent with the 
Postal Reorganization Act of 1970. The activities of the 
Postal Service, but not the Federal subsidy (which is 
reflected in Part I), are excluded from the budget totals 
and presented here. 

The United States Railway Association, established 
by the Regional Rail Reorganization Act of 1973, is a 
Government corporation. Part of the financing activi- 
ties of the Association is presented here, while the ad- 
ministrative expenses of the Association and the pur- 
chase of Conrail securities are reflected in Part I. 

The administration has proposed legislation to estab- 
lish an Energy Security Corporation to encourage the 
production of synthetic fuels. Although the budget au- 
thority and outlays of the Corporation are off-budget, 
all funds provided to the Corporation will be included 
in the budget totals. 
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DEPARTMENT OF AGRICULTURE 


Public enterprise funds: 
RuRAL ELECTRIFICATION ADMINISTRATION 


To carry into effect the provisions of the Rural Electrification Act 
of 1936, as amended (7 U.S.C. 901-950(b)), as follows: 


RURAL ELECTRIFICATION AND TELEPHONE REVOLVING FUND LOAN 
AUTHORIZATIONS 


Insured loans pursuant to the authority of section 305 of the Rural 
Electrification Act of 1936, as amended (7 U.S.C. 935), shall be made 
as follows: rural electrification loans, not less than $850,000,000, nor 
more than $1,000,000,000, and rural telephone loans, not less than 
$250,000,000 nor more than $25,000,000, to remain available until 
expended: Provided, That loans made pursuant to section 306 of that 
Act are in addition to these amounts, but during 1981, total commit- 
ments to guarantee loans pursuant to section 306, shall be not less 
than $5,145,000,000, nor more than $6,655,000,000 of contingent liabili- 
ty for loan principal. In sum, during 1981, gross obligations for the 
principal amount of direct loans shall not exceed $1,325,000,000. 
(Public Law 96-108, making appropriations for Agriculture, Rural 
Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 






































Kdentification code 12-4230-0-3-271 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs, funded: 
1. Interest expense on certifi- 
cates of beneficial owner- 
ORE aaa eae 42,964 86,000 130,700 
2. Interest on interim borrow- 
eae pearste latevecatcecteasishersike 12,590 14,600 15,000 
Total operating costs, 
MOON ssp eth snacts 55,554 0,600 145,700 
Capital investment, funded: Loans: 
1. Rural electrification ............... 907,134" 1,075,000 1,154,000 
2. Rural telephone .............:..000. 198,098 250,000 250,000 
Total capital investment ... 1,105,232 1,325,000 1,404,000 
Total program costs, 
cst ser ccacaiokss 1,160,786 1,425,600 1,549,700 
Change in selected resources (un- 
disbursed loan obligations)........ 144,677 — 224,746 — 304,000 
10.00 Total obligations.................... 1,305,463 1,200,854 1,245,700 
Financing: 
Offsetting collections from: 
14.00 Non-Federal sources: 
Principal payments on loans.. — 313,786 — 353,000 — 365,100 
Interest income on loans *.... — 272,192 — 313,100 — 339,400 
15.00 Off-budget Federal entities: Sale 
of certificates of beneficial 
OWNEFSHID........ssseessccccesssssesses — 585,525 —759,500 — 845,200 
17.00 Recovery of prior year obligations... eas EPO issecchesesisesiinimtsvoeshesboinneaiane 
31.00 Redemption of debt ........cscssssossse 135 224,746 304,000 
67.10 Budget authority (authori- 
ty to borrow) (perma- 
nent) (7 U.S.C. 934)...... NO Fe ek ae 
Relation of obligations to outlays: 
71.00 Obligations incurred, net................. 133,825 — 224,746 — 304,000 
Obligated balance, start of year: 
12.47 Authority to borrow 1,898,652 2,032,477 1,811,520 
712.98 Fund balance.............. 129 3,889 100 
Obligated balance, end of year: 
14.47 Authority to DOrrOW ........scss00se — 2,032,477 —1,811,520 —1,507,520 








OFF-BUDGET FEDERAL ENTITIES 


74.98 
90.00 


dep menieecintietnte 








Outlays — 3,760 





* Excludes interest received by REA as trustee for holders of certificates of beneficial ownership in the following amounts: 
1979, $23,556 thousand; 1980, $41,500 thousand; and 1981, $77,000 thousand. 


Status of Direct Loans (in thousands of dollars) 



































Identification code 12-4230-0-3-271 1979 actual 1980 est. 1981 est. 
Position with respect to limitation 
on direct loans: 
1110 Limitation on obligations: Appropri- 
BO LOO RTM 1,250,000 1,100,000 1,325,000 
1200 Obligations incurred, gross —1,249,909 +*—1,100,254 —1,100,000 
1900 Unused balance of limitation, ex 
GUNG ike. ABS de Ei Se 
Cumulative balance of direct 
loans outstanding: 
2100 Outstanding, start of year............... 9,111,270 9,317,191 9,529,691 
2200 —Disbursement..............:.:.sssseccesssnee 1,105,232 1,325,000 1,404,000 
2400 Repayments, prepayments, loan 
ee A Scat iacit —899,311 —1,112,500 —1,210,300 
Prepayments and repayments... (—313,786) (—353,000) (—365,100) 
alten deleties (—585,525) (—759,500) (—845,200) 
2900 Outstanding, end of year. Rerececailt 9,317,191 9,529,691 9,723,391 
* Includes $254 thousand carryover from 1979. 
Status of Loan Guarantees (in thousands of dollars) 
Identification code 12-4230-0-3-271 1979 actual 1980 est. 1981 est. 
Position with respect to limitation 
on loan guarantees: 
3110 Limitation on commitments: Appro- 
I tk (*) (*) 6,655,000 
3200 Commitments, gross (—)............. —6,015,202 —5,904,500 —5,990,200 
Loan guarantee commitments... (5,429,677) (5,145,000) (5,145,000) 
Sales Of CBO’S.............ssvesccesssees (585,525) (759,500) (845,200) 
3900 Unused balance of limitation, ex- 
OE Sori SB ans) eerentneae, (nite ences See 
Cumulative balance of guarantees 
outstanding: 2 
4100 Outstanding, start of year.............. 4,884,212 7,534,641 11,794,141 
Guaranteed loans outstanding... (4,246,556) (6,311,460) (9,811,460) 
SUE as annie (637,657) (1,223,182) (1,982,682) 
4200 New loan guarantees... 2,650,429 4,259,500 4,845,200 
Loans guaranteed ... (2,064,904) (3,500,000) (4,000,000) 
Sales: OF CBO'S....-.cccsscccnecscaseee (585,525) (759,500) (845,200) 
4900  Qutstanding, end of year................ 7,534,641 11,794,141 16,639,341 
Guaranteed loans outstanding... (6,311,460) (9,811,460) (13,811,460) 
2 | { ns (1,223,182) (1,982,682) (2,827,882) 





"No dollar limitation placed on the loan guarantee program in 1979 and 1980. 
2\ncludes sales of direct loans. 


Note.—Sales of certificates of beneficial ownership (CBO’s) are reflected as reductions of ou and 
corresponding increases in loan guarantees. This treatment results from the provisions of 7 U.S.C. Dasezie) te) These 
transactions are not reflected in the direct or loan guarantee limitation levels. 


The Rural Electrification Administration conducts 
two capital investment programs: (1) The rural electrifi- 
cation program to provide electric service to farms and 
other rural establishments; and (2) the rural telephone 
program to furnish and improve telephone service in 
rural areas. 
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Public enterprise funds—Continued 
RurRAL ELECTRIFICATION ADMINISTRATION—Continued 


RURAL ELECTRIFICATION AND TELEPHONE REVOLVING FUND LOAN 
AUTHORIZATIONS—Continued 


Insured electric and telephone loans are financed 
from the Rural Electrification and Telephone Revolving 
Fund (RETRF) under the authority of the Rural Electri- 
fication Act of 1936, as amended. Insured loans bear 
either 2% or 5% interest in accordance with criteria as 
specified in the act, and must be repaid within a period 
not to exceed 35 years. REA also guarantees loans made 
by the Federal Financing Bank (FFB) and other quali- 
fied lenders at rates agreed upon by the lender and the 
borrower. | 

Insured loans from the RETRF are financed from 
available receipts or, when necessary, by interim Treas- 
ury borrowings. Loans made from the RETRF are held 
in a pool as security for certificates of beneficial owner- 
ship (CBO’s) which are sold to investors. Through 1981, 
CBO’s to be sold to the Federal Financing Bank are 
estimated to aggregate to $2,827.9 million. Credit needs 
of electric and telephone systems are closely related to 
economic conditions in rural areas. For some time the 
Budget and Appropriations Acts have followed the prac- 
tice of providing a range in the annual loan authoriza- 
tion to allow for changed economic conditions following 
budget submission. This practice is reflected in the 
credit schedules. Obligations are shown in the budget at 
the low end of the range with absolute limits being 
placed in the proposed language at the upper end of the 
range. 

1. Rural electrification.—This capital investment pro- 
gram is financed through REA insured loans and guar- 
antees of loans made by other qualified lenders for the 
construction and operation of generating plants, electric 
transmission, and distribution lines or systems in rural 
areas. 

The 1981 budget request reflects the availability of 
supplemental financing from the National Rural Utili- 
ties Cooperative Finance Corporation (CFC) and other 
sources to satisfy a part of the capital requirements of 
the rural electric systems. 


STATUS OF THE ELECTRIFICATION PROGRAM—ELECTRIFICATION LOAN LEVELS 

















{In thousands of dollars] 

Loan level: 1979 actual 1980 estimate 1981 estimate 
IMD INDIINS Ssssixscecex stasis acracdtocssdonenatossenvssoatvanses 999,978 850,000 850,000 
REA loan guarantee commitments...............:s0000 5,429,677 5,000,000 5,000,000 

Subtotal, insured loans and loan guarantee 
DONWINMINNINS corte csccasdtaune retrcesersccc 6,429,655 5,850,000 5,850,000 
Non-REA without guarantee commitments............ 311,900 250,000 250,000 
Total, electrification program.............cssssve- 6,741,555 6,100,000 6,100,000 
PROGRAM STATISTICS 
[Dollars in thousands} 
1979 actual 1980 estimate 1981 estimate 

Cumulative net loans ............secse000 13,743,205 14,593,205 15,443,205 

Cumulative funds advanced.............. 12,332,896 13,407,896 14,561,896 

Unadvanced funds, end of year........ 1,410,309 1,185,309 881,309 

Cumulative principal repaid.............. 3,916,479 4,198,179 4,485,979 

Cumulative interest paid *................ 2,523,035 2,817,355 3,162,967 

Cumulative loan guarantee commit- 

IS ns csraresseteribeaiaeis 15,550,489 20,550,489 25,550,489 

Cumulative consumers served—cal- 
endar year (thousands—esti- 

MAO) Fes scecaeittcteseliscnssese 9,256 9,606 9,956 


Cumulative miles energized—calen- 

dar year (thousands—estimat- 
1,950 1,980 2,010 
Number Of DOrroWErS............ssssscsssees 940 942 944 


1 Includes interest received by REA as trustee for holders of certificates of beneficial ownership. 
2 Data represents accomplishments from all sources of funds. 


2. Rural telephone.—This capital investment program 
is financed through REA insured loans and guarantees 
of loans made by other qualified lenders for the con- 
struction, improvement, expansion, acquisition, and op- 
eration of telephone lines and facilities or systems to 
furnish and improve service in rural areas. 

The 1981 budget request reflects the availability of 
supplemental financing from the Rural Telephone Bank 
to satisfy a part of the capital requirements of the rural 
telephone system. 


STATUS OF THE TELEPHONE PROGRAM—TELEPHONE LOAN LEVELS 
[In thousands of dollars) 


























Loan level: 1979 actual 1980 estimate 1981 estimate 
SINE MAINS soe, caste asco l SESE Sets 249,931 250,254 250,000 
REA loan guarantee COMMItMENTS............cccseeccee —cesseeesseceseees 145,000 145,000 

Subtotal, insured loans and loan guarantee 
MMTITILINISTIES Sos cosecdasssceoeevcaceoeteaarersoexe 249,931 395,254 395,000 
RTB loans (account FOlOWS) .........c..ssesssessseeesseees 130,752 185,000 185,000 
Total, telephone program.............ssscsssescssees 380,683 580,254 580,000 
PROGRAM STATISTICS 
(Dollars in thousands) 
1979 actual 1980 estimate 1981 estimate 

Cumulative net loans ...........ccccssscscsssessssessssseessseeeseee 3,548,761 3,799,015 4,049,015 

Cumulative funds advanced..........:..sssecccssesssssesssseeeees 2,835,241 3,085,241 3,335,241 

Unadvanced funds, end of period.............ssscsssessssees 713,520 713,774 713,774 

Cumulative principal repaid ...............scccssseessssesesseesens 711,247 782,547 859,847 

Cumulative interest paid .............ccscsssescssseecssseessseeeees 525,905 592,305 671,005 

Cumulative loan guarantee commitments.................. 391,918 536,918 681,918 


Cumulative route miles of line constructed or im- 

proved—(thousands—estimated) *...............000 783 818 853 
Cumulative dial subscribers, new and improved 

service—calendar year (thousands—estimat- 








IRM) Bho cscssecoscesButySroPaegdsssvesssavanen cup eireovvdonsedsioes 4,112 4,347 4,582 
Number Of DOrrOWETS .........s::.ssssssssescssseessssseessnecesssess 951 971 991 
+ Data represents accomplishments from borrowers financed 20% or more by REA, RTB, and guaranteed loans. 
Revenue and Expense (in thousands of dollars) 
1979 actual 1980 est. 1981 est. 
Operating income or loss (—): 
Interest earned on loans to borrowers * ............... 272,192 313,100 339,400 
CHDONGES sien ssit esti eaiehitiicesssncanatiteteeetvcasvesaneins —364,951 —407,764 —452,864 
Net operating INCOME ............sccssssescsessseees —92,759 —94664  —113,464 





* Excludes interest received by REA as trustee for holders of certificates of beneficial ownership in the following amounts: 
1979, $23,556 thousand; 1980, $41,500 thousand; and 1981, $77,000 thousand. 

2 \ncludes imputed Treasury costs paid without reimbursement in the following amounts: 1979, $307,164 thousand; 1980, 
$307,164 thousand; and 1981, $307,164 thousand. 


Financial Condition (in thousands of dollars) 








1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Fund balance with 
TOORSNY cess cossssisnnes 129 3,889 100 100 
Accounts receivable 
PI cae ceria 80,507 87,464 91,254 91,250 
Loans receivable (net) 9,092,538 9,296,225 9,508,725 9,702,425 
Other assets (net) ...... 217,500 247,500 277,500 300,000 
Total assets ........ 9,390,674 9,635,079 9,877,579 10,093,775 
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Liabilities: 
Long-term notes pay- 


















































able to Treasury...... 7,864,742 7,864,742 7,864,742 7,864,742 
Total liabilities... 7,864,742 7,864,742 7,864,742 7,864,742 
Government equity: 
Unexpended budget au- 
thority: Undelivered 
orders (unadvanced 
WANG) Sects: 1,979,288 2,123,830 1,899,084 1,595,084 
Unfinanced budget au- 
thority: Financing 
authority...........c.00e- —1,898,652 —2,032,477 —1,807,731 —1,503,731 
Invested capital............ 1,445,296 1,678,983 1,921,484 2,137,680 
Total Government 
equity............. 1,525,932 1,770,337 2,012,837 2,229,033 
Analysis of changes in Government equity: 
Paid-in capital: 
Opening balance................csssssssccsccssssssseseeesee 360,120 697,284 1,034,448 
Transactions: 
Rural telephone bank class A stock............ 30,000 30,000 22,500 
Treasury contribution: costs paid without 
TEIMDUFSEMENE ..........2.ssecceessesssecsseessessnees 307,164 307,164 307,164 
ASME ANC i iso acti cats cea litnake 697,284 1,034,448 1,364,112 
Retained income: 
RIN WIS: TIMINCL sc. soaseessvadeedsessuSeesscaregeortoee 1,165,812 1,073,053 978,389 
Transactions: Net inCOME..............:-.0sseesseeee —92,759 —94,664 —113,468 
WRIT NUNES a eS rece cence cdasets cece tacnes 1,073,053 978,389 864,921 
Total Government equity (end of year) ...... 1,770,337 2,012,837 2,229,033 
Object Classification (in thousands of dollars) 
Identification code 12-4230-0-3-271 1979 actual 1980 est. 1981 est. 
33.0 — Investments and lOan...............ssccssseeeeessees 1,249,909 1,100,254 1,100,000 
43.0 — Interest and dividends ................ccccsssseecsssees 55,554 100,600 145,700 
99.0 Total obligations ............ccccssssssecessssee 1,305,463 1,200,854 1,245,700 





(em 


RURAL TELEPHONE BANK 


For the purchase of Class A stock of the Rural Telephone Bank, 
[$30,000,000] $22,500,000, to remain available until expended (7 
U.S.C. 901-950(b)). 

The Rural Telephone Bank is hereby authorized to make such 
expenditures, within the limits of funds and borrowing authority 
available to such corporation in accord with law, and to make such 
contracts and commitments without regard to fiscal year limitations 
as provided by section 104 of the Government Corporation Control 
Act, as amended, as may be necessary in carrying out its authorized 
programs for the current fiscal year. During 1981, and within the 
resources and authority available, gross obligations for the principal 
amount of direct loans shall be not less than $160,000,000 nor more 
than $220,000,000. (Public Law 96-108, making appropriations for Ag- 
riculture, Rural Development, and related agencies, 1980.) 


Program and Financing (in thousands of dollars) 


Identification code 12-4231-0-3-452 








1979 actual 1980 est. 1981 est. 





Program by activities: 
1. Administrative expenses.............:scsee0 49 75 75 











2. Interest EXPeNSE.............-cssecssseeecsseeeessvees 27,931 39,058 49,793 
Total operating costs, funded............. 27,980 39,133 49,868 
Capital investment, funded: Loans............... 130,540 185,000 185,000 
Other funded costs: Dividends...............ss00 33 33 33 
Total program costs, funded.............. 158,553 224,166 234,901 
Change in selected resources (unadvanced 
MM Fe csassisiecceonconcecesseavvieevannsssoven BEG. ccs ‘svg Ss 
10.00 Total obligations ...............sssssseecseceesen 158,765 224,166 234,901 


Financing: 
Offsetting collections from: 
11.00 Federal funds: Interest on U.S. securi- 
ee —258 — 233 —212 
14.00 Non-Federal sources: 


Interest income on loans........ —45,721 —58,001 —12,162 
Principal repaid on loans... —§,329 —7,046 —9,418 
Sale of class B stock........ —6,449 — 8,806 — 8,806 
Sale of class C stock........ = | -! 





27.00 Capital transfer to general fund............... s 4,874 5,490 5,955 











Budget authority cesses 105,886 155,569 150,257 
Budget authority: 
Current: 
40.00 MINOR cect sevvcccezastsiigcestcstn 30,000 30,000 22,500 
Permanent: 
67.10 Authority to borrow (permanent, in- 
definite) (7 U.S.C. 901-950(b))..... 75,886 125,569 127,757 
Relation of obligations to outlays: 
71.00 Obligations incurred, net .................csssscsseee 101,012 150,079 144,302 
Obligated balance, start of year: 
72.47 Authority to DOFrOW ............ccssssessssscsseeee 446,675 446,965 447,705 


72.98 Fae Mn ee 4012 4015 3,276 
Obligated balance, end of year: 


























74.47 Authority to DOrrOW ............c.ssecssseceseeese —446,965 —447,705 —447,714 
74.98 PUN ncaa cess ssateenecrcan —4015 —3,276 —3,276 
90.00 CURR ere bo hes nk 100,719 150,078 144,293 
Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation......... 130,752 185,000 + 185,000 
1200 Obligations incurred, grSs ................csssesseee — 130,752 —185,000 —185,000 
Cumulative balance of direct loans out- 
standing: 
2100 Outstanding, start Of year ..............ssescsseseeeeee 614,099 739,310 917,264 
BEAN <TR i d,s tc cacsnntasenes 130,540 185,000 185,000 
2400 Repayments, prepayments, loan sales............ —5,329 —7,046 —9,418 
2900 Outstanding, end of year ................sssecsseeecenee 739,310 917,264 1,092,846 





1The proposed appropriations language provides, “. . . not less than $160,000,000 nor more than $220,000,000.” 


The Rural Telephone Bank (RTB) was established by 
Public Law 92-12, approved May 7, 1971, which amend- 
ed the Rural Electrification Act of 1936, as amended. 
The RTB provides a supplemental source of financing 
for the REA telephone program. Public Law 92-234, 
approved June 30, 1972, amended the act to permit the 
Secretary of the Treasury to purchase the bank’s deben- 
tures. This has minimized the bank’s borrowing costs. 
The bank charges an interest rate based on the average 
cost of money to the bank, but not less than 5% per 
annum. The weighted average interest rate on cumula- 
tive loans through September 30, 1979, was 6.90. During 
the first quarter of 1980, loans were made at 8.0% 
interest. 

Equity capital of the bank consists of class A stock 
purchased by the United States, classes B and C stock 
purchased by bank borrowers, organizations eligible to 
become borrowers and organizations controlled by bor- 
rowers, and retained earnings. The maximum borrow- 
ing authority of the bank by law is limited to 20 times 
its paid-in capital and retained earnings. Total availa- 
ble borrowing authority of the bank for 1980 is estimat- 
ed at $7.1 billion. For 1981 it is estimated at $7.9 billion. 

Bank loans totaled $130.8 million in 1979. After 
almost 8 years in operation loans to 423 borrowers have 
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RURAL TELEPHONE BANK—Continued 


$185 million for 1981. 


ing Office, must be borne by the bank. 
BUDGET AUTHORITY, OBLIGATIONS, AND BALANCES 


Rurav ELECTRIFICATION ADMINISTRATION—Continued 


been approved, totaling .over $1.207 billion. Telephone 
bank loans are estimated at $185 million for 1980 and 


Administrative support for the general operations of 
the bank are provided on a part-time basis by REA 
employees and the Office of the General Counsel, with- 
out cost to the bank, as provided for in the enabling 
legislation. Certain administrative expenses, such as ex- 
penses of the elected members of the Board of Direc- 
tors, postage fees and the audit by the General Account- 



























































Net operating INCOME... 17,376 18,339 











[In thousands of dollars} 

Budget authority: 1979 actual 1980 estimate 1981 estimate 
Appropriation for purchase of class A stock......... 30,000 30,000 22,500 
Borrowing authority (program and financing 

IONE)... ee 75,886 125,569 127,757 
New budget authority...... 105,886 155,569 150,257 
Other funds available................ 57,753 74,087 90,599 
Less return on class A stock —4,874 — 5,490 —5,955 
Total budgetary reSOUFCeS ................sssssssees 158,765 224,166 234,901 

Obligations: 

PT AITO Sis jocks bie ikaicnnacntn cis 130,752 185,000 185,000 
Expenses and C stock dividends...............s-ssse+ 28,013 39,166 49,901 
Pee eae AN 158,765 224,166 234,901 
BORROWING AUTHORITY 
[In’thousands of dollars] 
1979 actual 1980 estimate 1981 estimate 

Available start Of year .........s:cscssssesscssssssescsssseeesesees 5,149,648 6,057,310 6,968,961 
een ey ici eens hates: 983,549 — 1,037,220 944,200 
MMTAOT ON cscs bats ab Nassacasnsssossbusesonsnn — 75,886, ,—125,569.......— 127,757 

Available end Of year ...........ssssssssssssesscssssees 6,057,310 6,968,961 7,785,404 
* Computed in accordance with sec. 407 of the Rural Electrification Act of 1936 as amended: . 
30,000 30,000 22,500 
10,126 13,403 14,606 
9,050 8,457 10,103 
49,177 51,861 47,210 ° 
x20 x20 x20 
Maximum borrowing authority during year............... 983,549 1,037,220 944,200 
Note.—Totals may not add due to rounding. 
PROGRAM STATISTICS 
[Dollars in thousands} 
1979 actual 1980 estimate 1981 estimate 
Cumulative net loans ...........sccsccssssescssssesesssssesessseseee $1,207,676 $1,392,676 $1,577,676 
- Cumulative loan funds, advanced................sssecesssesees $758,882 $943,882 $1,128,882 

Unadvanced loan funds, end Of year..........cscssessseese $448,794 $448,794 $448,794 

Cumulative principal repaid ...........scs.sssssessesssseseessees $19,572 $26,618 $36,036 

Cumulative interest paid .........csssccssseessseesseeenseeee $153,852 $211,853 $284,015 

Number Of DOrrOWeLS ...........ccsssssessssssesssssecsssseesssseeees 423 461 499 

Revenue and Expense (in thousands of dollars) 
1979 actual 1980 est. 1981 est. 

Operating income or loss (—): 

Interest earned on loans to bOrrOWEFS...........0000 45,721 58,001 72,162 
ERDANSRS 65 290. be sicsseee fooossyscarertehS ropwesieaoh hded —28345 — 39,662 — 50,479 


21,683 


Nonoperating income: 
Interest earned on U.S. securities (net of dis- 
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count less premium amortization) ................... 258 238 208 
Net income for the year..........:.sssssvecsseessees 17,634 18,577 21,891 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est 1981 est 
Assets: 
Fund balance with Treasury ........... 1 124 124 124 
HU PII ssc Sotosisnncdicccosesseses 4,011 3,891 3,152 3,152 
Accounts receivable (net)... 4,103 5,657 6,463 7,962 
Loans receivable (net)......... 613,177 738,023 915,448 . 1,090,419 
i, ee 621,292 747,695 925,187 1,101,657 
Liabilities: 
Accounts payable and other ac- 
crued liabilities ...........cssccsseee 6,241 7,869 8,671 10,174 
Debt issued under borrowing au- 
thority: Borrowing from Treas- 
DIP cas icsccstletictecesssesncdtostontes 319,272 > 394,868 519,698 647,455 
Total liabilities ...............00000» 325,513 402,737 528,369 657,629 
Fund equity: 
Government equity: 
Undelivered orders: Unadvanced 
loan commitments ...............+.00« 448,582 448,794 448,794 448,794 
Unfinanced budget authority: Un- 
drawn agency debt authority..... —446,675 —446,965 —447,705 —447,714 
Invested Capital ..............scsccsssseeceee 215,593 245,672 276,411 298,920 
Total Government equity....... 217,500 247,500 277,500 300,000 
Private equity: 
RRM AS ORION sasha cansgssisockinssitess 46,338 56,465 69,868 84,474 
Class C stock.......... 547 548 549 550 
Retained earnings 31,394 40,444 48,901 59,004 
Total private equity................ 78,279 97,457 119,318 144,028 
Total equity 295,779 344,957 F 396,818 444,028 
Analysis of changes in equity: 
Privately owned equity: 
Paid-in capital: Opening balance....................... 46,886 57,013 70,417 
Transactions: 
Patronage refund—class B stock................ 3,677 4,597 5,800 
Stock sold: 
MIBSS BS ocvescovescoccs scout ei aarobee torte 6,449 8,806 8,806 
RARER 7. Escrecs 80a kde thegrsnbeppeteons l 2. ] 
Ciesing habance eis: Re RS 97,013 70,417 85,024 
Retained income: Opening balance................... 31,394 40,444 48,901 
Transactions: 
Balances of current operating and nonoper- 

ating income transferred from Govern- 

TRENT OM Samii cesrccyscsrascanveencoc-ctzests 12,760 13,087 15,936 
Patronage refund—class B stock —3,677 —4,597 —5,800 
Dividend paid—class C stock............ —33 —33 —33 

CIOS ERO re Oe Bere 40,444 48,901 59,004 
Total privately owned equity .............00 97,457 119,318 144,028 
Government equity: 
Paid-in capital: Opening balance .............ssseses 217,500 247,500 277,500 
Transactions: Appropriations ..............sssseesseee 30,000 30,000 ___ 22,500 
SME COMMIT 050s SistSs Cases canctcecosbdak baaseoieonets 247,500 277,500 300,000 
Transactions: 
Transfer to miscellaneous receipts in Treas- 

ury for return on class A stock.............. —4874 —5,490 = d00 
RN UMILA IVNNOID 5: sssepty tepcdSvensisccsvezicsnss 17,376 18,339 21,683 
Nonoperating inCOME...........sssssssssssssseseeeeees 258 238 208 
Current income in excess of return on 

class A stock transferred to private 

NG GL NS asssss SBMA iatccsesavesoonobrs —12,760  —13,087 — 15,936 

CHOSEN: DRANG aes ssssssvqmasteacenttevvcssiaaveenenss: ” Spoesebbovasnep senegannnene—_snvennnn 
Total Government equity (end of year) ...... 247,500 277,500 300,000 
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Object Classification (in thousands of. dollars) 74.98 Obligated balance, end of year.................... —20,833 —15,460 — 16,263 
Identification code 12—4231-0-3-452 1979 actual 1980 est. 1981 est. 90.00 Cs eee — 38,848 —37,336 — 46,026 
1.8 a 7 20 20 Title IV of the Employee Retirement Income Security 
21.0 Travel and transportation of persons.......... ll 20 2 Act of 1974 (Public Law 93-406) provides for the estab- 
23.2 — Communications, utilities, and other rent.... l 2 2 lishment of a wholly owned Government corporation, 
oe os ANd FPFOGUCTION ..nnrrrnerene : o J the Pension Benefit Guaranty Corporation. This Corpo- 
as estes id iasiodil et tes i 1 ; ration is administered by a board of directors, the chair- 
33.0 Investments and loans... 130,752 185,000 ‘185,009 man being the Secretary of Labor. The Corporation’s 
43.0 Interest and dividends .........csscsssssssseesssee 27,964 39,091 49826 mission is to administer insurance programs to prevent 
99.0 Total obligatiOnS ......c.c.c0meemmon 158,765 224,166 234,90 +« the loss of pension benefits to participants if pension 





DEPARTMENT OF LABOR 


Public enterprise funds: 
PENSION BENEFIT GUARANTY CORPORATION 


The Pension Benefit Guaranty Corporation is authorized to make 
such expenditures within limits of funds and borrowing authority 
available to such corporation, and in accord with law, and to make 
such contracts and commitments without regard to fiscal year limita- 
tions as provided by section 104 of the Government Corporation Con- 
trol Act, as amended (31 U.S.C. 849), as may be necessary in carrying 
out the program through September 30, [1980] 1981, for such corpo- 
ration. 


Note.—The regular appropriation for this account for 1980 had not been enacted at the 
time this budget was prepared. The 1980 amounts shown below are based upon a continuing 
resolution (Public Law 96-123) in effect through September 30, 1980, that provides for this 
account at a rate consistent with the amounts that would be provided by the conference 
version of H.R. 4389, the Departments of Labor, and Health, Education, and Welfare Appro- 
priations Act, 1980. 


Program and Financing (in thousands of dollars) 






































\dentification code 16-4204-0-3-601 1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs, funded: 
1. Administration .............sccccsssssscssssseees 16,429 21,511 21,982 
2. Benefit payments ..............cccsssssesseeeen 33,634 7 32,816 40,215 
Total operating costs, funded............. 50,063 54,327 62,197 
Capital investment, funded: Purchase of 
Nc eri ee 158 2 100 40 
Total program costs, funded.............. 50,221 54,427 62,237 
Change in selected resources (undelivered 
IN aoe ee re ee " 2,041 eNO iecpeccoesbattt 
10.00 Total obligations 52,262 54,338 62,237 
Financing: 
Offsetting collections from: 
11.00 Federal funds: Interest on Government 
NR ccf ice fistcs pccenisosisaeiainc —9,052  —10,120 — 12,300 
14.00 Non-Federal funds: 
PremMiUM INCOME ...........ccsccseescssseeeseee —13,403 —73,421 — 174,889 
RI II occas Socedsctidesccchasscnctncs —6 —6 —6 
Benefit payment reimbursement......... —9,016 —13,500 — 20,265 
Unobligated balance available, start of 
year: 
21.47 Authority to borrow —100,000 —100,000 —100,000 
21.98 RENT RIMM i ccicliccictsaccosatchescldcocoes —82,317 —121,532 —164,241 
Unobligated balance available, end of year: 
24.47 Authority to DOFrOW .......ssssssssssssssssssssssee 100,000 100,000 100,000 
24.98 MRR TM aoc ocescssnpavsssonsbisenine 121,532 164,241 a 209,464 
Sa MINIM ie cd ficcssss teesshiaestost>> /»scsialansbini oS aeenleRavcina” mia dsenaeceaien 
Relation of obligations to outlays: 
71.00 Obligations incurred, net ..............ccccsssssssen —39,215 —42,709 — 45,223 
12.98 Obligated balance, start of year ................ 21,200 20,833 15,460 


310-100 0 - 80 - 72 


plans terminate and are not able to pay the insured 
benefits. 

The act further provides that the Corporation’s 
budget not be included in the totals of the U.S. budget; 
however, it is subject to the budget and related provi- 
sions of the Government Corporation Control Act. 

1. Administration.—Expenses associated with this ac- 
tivity include the costs of executive direction, legal sup- 
port, financial controls, program development and oper- 
ation, and associated management and information 
services. 

2. Benefit payments.—Terminated plans are taken 
over by the Corporation and a trust fund established for 
plans taken into trusteeship. The Corporation assumes 
control of the plan assets and takes responsibility for 
the expected plan liability. The trust pays the share of 
benefit payments actuarially funded by plan assets and 
employer liability. The balance is paid by the revolving 
fund. 

Financing.—The Corporation is required by law to be 
self-supporting. Sources of financing are insurance pre- 
miums from on-going defined benefit pension plans, 
assets from terminated plans, investment income and 
employer liability. Any change in the Corporation’s in- 
surance premium rate must be approved by a joint 
resolution of Congress. Premium receipts are placed in 
revolving funds with the U.S. Treasury. 

The following informational table details the status of 
the Corporation’s trust funds. 


STATUS OF TRUST FUNDS 
[In thousands of dollars} 














1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Cees ee 1,018 950 950 950 
NNR Goth o> teens. 67,294 109,743 164,928 220,816 
Receivables: 
Due from Pension Benefit Guar- 
anty Corporation ...............ss- 219,547 263,124 332,010 389,458 
Due from employers.................0+. 39,645 47,513 54,625 59,689 
Assets of terminated plans .......... 46,793 53,472 59,529 55,801 
CTI SI ssc ccscvsecancssestecins 3,502 3,501 3,501 3,501 
TO SNS sin. 377,799 478,303 615,543 730,215 
Liabilities: 
Present value of future benefits........ 341,013 452,503 594,743 709,415 
Net value, pending terminations........ 36,000 25,000 20,000 20,000 
Accounts payable.............c..sssescsssees 294 300 300 300 
RUN NS pci iiccscatons 492 500 500 500 
Total liabilities 0.0.0... 377,799 478,303 615,543 730,215 








Operating results.—To carry out its programs, the 
Corporation is authorized to borrow up to $100 million 
from the U.S. Treasury. No borrowing has been re- 
quired or is anticipated for the budget year. The follow- 
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Public enterprise funds—Continued Accrued annual leave ............s0000 577 577 577 577 
PENSION BENEFIT GUARANTY CorPoraTion—Continued Total liabilities ....c.ccscosn 237,013 278,465 347,841 += 406,088 i 
ing table details the changes the Corporation has expe- Government equity: . 1120 
rienced in its actuarial liability due to terminations and a authority: ‘sis ais ops aah 1200 
ndelivered Orders ..........ssssssssee ‘ i . en 
benefit payments. Unobligated balance: ( 
CHANGE IN CORPORATION'S LIABILITY UNDER TERMINATED PLANS Fund balance.......sssssssssen 82,317 121,532 164,241 209,464 
fh tema sien! Authority to borrow............... 100,000 100,000 100,000 100,000 2200 
adie (Vers) Cieiacaeae Unused borrowing authority.......... —100,000 —100,000 -—100,000 —100,000 2900 
Laity, beginning of yea... 219,548 263,124 332.010 Invested Capital...............scsscscccceesen —213,768 —258,760 822,822 —378,042 : eae 
‘ olen incurred due to plan wiile sees ims Total Government equity........ — 130,203 —133,939 —155,381 —165,478 T 
EFMIMALIONS ........ssssssvsssesesesesseeee : ; 4 
GrOSS CLAIMS .........0..ssseccesseeeee (119,619) (137,814) (122,950) Analysis of changes in Government equity: Ben 
Plan assets (—) ...ses.scccosssee (—45,621) (—57,695) (—51,760) Retained income: siste 
Employer liability (—)........... (—11,868) (—13,862) (—13,464) AOPNeE TS MMI NO scan cscs sacaveinayosenstssbubspunnpsstes — 130,203 —133,939 —155,381 nan 
Provision for pending terminations... — 11,000 SENINMY 5 cteihtonigaciioratssciie oa f 
Change in statutory limitation for Net operating incOME OF 1OSS......nsntstneseee 3,821  —21,442 — 10,097 ron 
multiemployer tt eavoinctrsnees 1,423 BeGde oh wR, Adjustment to prior y@ar..........ssccssesssssssessse SS HUUI -cecetiticnes) nha vent 
ee Be — 632 —218 Closing balance...sccsocnnsensensrnsnrnsenmeen — 133,939 155,381 —165,478 step 
aes end re shssshioascsiesape arin) Giz p10) (saa a Total Government equity (end of year) ...... —133,939 —155,381  —165,478 
erminated Plans ........sesre ; ; 
Pending terminations.............. (25,000) (20,000) (20,000) Object Classification (in thousands of dollars) E 
Revenue and Expense (in thousands of dollars) 
Identification code 16-4204-0-3-601 1979 actual 1980 est. 1981 est. 
1979 actual 1980 est. 1981 est. . 
Personnel compensation: —-- 
Revenue: 11.1 Permanent POsitiONs.........vsssssessseses 9,096 11,079 11,219 
Premium iCOMe..ecsscsssssecssssseeseesteseenesntee 73,403 73,421 78,047 11.3 Positions other than permanent.............. 319 116 122 a. 
Investment INCOME .......enssnsmnenennenmanunn 4,274 = 14,313 18,017 11.5 Other personne! compensation ........... ioe Oe 395 415 Progra 
eo fund for benefits................s0ee ee = sie Total personnel compensation 9,792 11,550 117156 - 
Po Aariig. se are ene 12.1 Personnel benefits: Civilian..............c.ccssssees 950 1,072 1,117 | 
Total estimated iMCOMe ........ssssssccccssseseeee 111,317 120,556 136,285 21.0 Travel and transportation of persons........... 241 376 496 2 
seas 22.0 — Transportation of thingS............ccsssssssecesee ll 8 8 3 
: 23.2 Communications, utilities, and other rent... 1,811 2,050 2,759 ) 
Net operating loss, trust FUNC .............sssssssssssssse 7,612 18,830 22,519 94.0 — Printi ducti 
Net lbilty incurred due to pension plan teri oan sist 6021. 4 
PAWNS ssecri titers... do bemsbanirccsheipetine 62,130 66,257 57,726 26.0 Supplies and materials .....scssccssssssessen 099 193 ‘n1? 
Provision for pending terminations.......... remereer — AD,000 5,000 nrnrrnrrrenne TO a vemcarine 256 114 46 Capi 
pow ae for uncollectable financial 99 220 Insurance claims and indemnites....n 33,634 32,816 425 | 5 
eliecAamteivesiniehsbebrepareacacteataaeeteacisten ossbhiiceeteesisc.”  deaphesasecreints i ee ee ! 
Change in statutory limitation for multiemployer.. —1,423 B20) Scat 99.0 Total obligations ..............sseccsssssescesenee 52,262 54,338 62,237 4 
Benefit payments 33,634 32,816 40,215 } — Chan 
Administrative expenses ... 16,543 20,834 21,022 Personnel Summary | 
PE AUN BORG i ssid isin tipSpaosseedinunienns, vcore hae Sco ebnis eel | Sp huaatiglics ‘ 
; Total number of permanent positionS.............:..-.0000« 480 480 480 Financi 
Total estimated expenses ..............ccccssesee 107,496 141,998 146,382 Total compensable workyeats..... ae x 454 487 487 Offse 
Net operating income, t0tal....n.nnssnu 3,821 —21,442  —10,097 Fulltime equivalent of other positions... (21) (10) (10) - 
Full-time equivalent of overtime and holiday 
Retained income: i rere a, (14) (17) (17) 4 N 
OEM DUANE 5 c2ifts.ossosenestbsbiasnsyscaieseccoc¥abatoteth —130,203 —133,939 —155,381 Average GS grade... a 9.8 10.1 10.1 
Adjustments to prior year.............. STRONY Septicants: | dcptcaeeee, RUCESIS GS SEI cc ncrcstoceioc aetnneeee $21,750 $23,381 $23,854 
Net operating income or loss (— 3,821 —21,442 — 10,097 
Closing balance paierbvevsovsosatethdashpabavenacenvaetttarpenets — 133,939 —155,381 — 165,478 PENSION BENEFIT GUARANTY CORPORATION | 2 
Financial Condition (a thowsanst'Gt doles) (Proposed for later transmittal, proposed legislation) | 
SRE eee ade le Program Financing (in thousands of dollars) wae 
u actual est. est. ; Nelation 
aaa Identification code 16-4204-2-3-601 1979 actual 1980 est. 1981 est. i Oblig 
Fund balance with U.S. Treasury... 118 44] 200 200 Program by activities: ie 
US. securities RP eats e, 103,400 141,925 183,452 231,600 10.00 Multiemployer financial assistance 
ea. m0 aS a ee sn | — 
Adjustment to market value......... 20 —4,756 5,000 a ee 
Multiemployer financial assistance . 4,900 14  Sneene. Kertions trom: . Non-federal Th 
Allowance for uncollectibles........... —4,900 ~* oa oo eereene an it 
mes ress Mert erst 106,810 144,527 192,460 240,610 24.98 Unobligated balance available, end Of Ye2P.. ennne suneunnsnn 1,142 we 
Liabilities: Budget authority .............sccssessssece sesssseceessesn —ssseseesnssscnne— sernseouennne act, 1 
Unearned premiums 15,952 14,034 14,302 15,100 c aad oper: 
ACCOUNS PaYAbIE nnn 937 730 952 953 Ralston of obligations to. ostiays: 
Net liability incurred—terminated TE00:. <BR GAtONS.INCUITOM, NOE i cssesssscesccccesoccscacss — soscstmudalttaeiet it ateatbeaaadlene 1,742 ates 
PN. ais. REN 183,547 = 238,124 +=. 312,010 369,458 99.99 Outlays ’ 1.742 the 
Provision for pending terminations . 36,000 25,000 20,000 20,000 pedis Se ee ee ee ' princ 
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Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans 





EAINL. ; REGIORALIVG (NIMNGING NIDUID coos sttecn ccsscincecsssd Qh CoanSiSaEATIAN th Geeasdaenas. _ sonnncasdontces 
AM) EODUDATIONGINMCIMTON, GTUSS 522.25. cssccosesesoens |. tébectssnsascatiss® LetgheBaceccanee —4 900 
Cumulative balance of direct loans out- 
standing: 
Te NSE A carcass ease, Ate ac tecsiresccnsttsnn ee emcceenn” Redeeednca 4,900 
RO  HOUStANGINE TONNE YOR EL ReeLatcsscsissccees. voce) seein 4,900 





This legislative proposal will permit the Pension 
Benefit Guaranty Corporation to provide financial as- 
sistance to insolvent multiemployer pension plans. Fi- 
nancial assistance to the insolvent plans would be made 
from the revolving fund to those plans becoming insol- 
vent only after the plan takes a series of prescribed 











credit conditions and supervising the Federal Reserve 
banks and member banks. 

Financing.—Under the provisions of section 10 of the 
Federal Reserve Act, the Board of Governors levies 
upon the Federal Reserve banks, in proportion to their 
capital and surplus, an assessment sufficient to pay its 
estimated expenses. The Board, under the act, deter- 
mines and prescribes the manner in which its obliga- 
tions are incurred and its expenses paid. Funds derived 
from assessments are deposited in the Federal Reserve 
Bank of Richmond, and the act provides that such 
funds “shall not be construed to be Government funds 
or appropriated moneys.” No Government appropri- 
ation is required to support operations of the Board. 


Revenue and Expense (in thousands of dollars) 




























































































































steps to place the plan on a sound financial basis. oo 
1978 actual 1979 est. 1980 est. 
ve Board’s operating income or loss: 
BOARD OF GOVERNORS OF THE FEDERAL feo iiailsecheigicanccelhialieialadciimnsioriendide 53,801 50,663 57,532 
RESERVE SYSTEM Operating program —46,944 —51,427 — 56,098 
Program and Financing (in thousands of dollars) CRIA OUI cs cticeissctanasicneenacess —8,169 RAED | deidscacsatas 
Net operating income or loss (—) ............ —1,312 — 2,188 1,434 
Calendar year 
1978 actual 1979 est. 1980 est. Financial Condition (in thousands of dollars) 
Program by activities: ee 
Operating costs, funded: 1978 actual «1979 est. 1980 est 
1. Formulation of monetary policy.................... 11,015 11,824 12,873 aaa 
2. Supervision and regulation of financial in- ss 
CES a NE a aan 9,448 10,545 11,448 Cash in bank. bilisiciinedssssensaadsbdobent Sdasatebdasacebbenicacces 4,797 1,993 2,138 
3, Financial services for system, Government Accounts receivable... en 360 306 306 
Me x78 748 79__Strom and cafeteria iments, tes... 6 1B 
a antl and and improvements, at cos : ; ‘ 
pp re een an NPE... a ee eee 59.223 60,362 —»-60, 442 
Total operating COStS ...........ssscsssseeeceeees 46,944 51,427 56,098 Furniture and equipment, at COSt...............sses0 10,230 10,761 11,055 
Capital investment, funded: 
5. Construction RS csi ai, 8,169 1,424 Pela ea 3 ee Ses bs reve es 76,066 74,878 75,397 
Liabilities: 
Change in selected et nk nee Aunts payable and actu bli 4435 3767 2478 
igati , = Equity: — 
dicing ODN ARIS arrrmnrnnnennnn 99,100 92,853 96,098 Unobligated balance ..........ssssscssssscscececcessssesssnees 722 — 1,468 —34 
Offsetting collections from: Invested capital and earmingS................secssseeeee 70,909 72,579 72,953 
| eee funds: Share of garage and other op - ‘i | | AAR ee ceaenesc 71,631 7,11 72,919 
eines Analyis of capa nae 
Assessments against Federal Reserve Non-interest-bearing capital: 
Feeeee cree el ine —53,322 —50,530 —57,397 Start of year.............. danessnsonneeneeoensesseenene 63,773 70,753 72,421 
Sale of publications and miscellaneous........ — 358 5 85 Additions to property investments..................... 6,980 1,668 374 
Unobligated balance available, start of year......... —2,021 —122 1,468 
Unobligated balance available, end of year........... 722 — 1,468 —34 End of year 10753 ial aS 
: Retained earnings: 
Budget authority ...............cccccccescsseessees gO A eae. anne Start of 0 REC ae 2,190 878 —1,310 
Relation of obligations to outlays: Net income for the year —1312 _ -2,188 1,434 

Obligations incurred, Met ......ssscsseseseeneneene 1,299 2,190 —1,434 a a aces 878 «= — 1,310 124 

Obligated balance, start of year 2,876 4,075 3,461 

Obligated balance, end Of year.......ssssssssssssseeeeeee —4,075 —3,461 =O Total equity (end of year) 71,631 71,111 72,919 

11 Se Sl 100 2,804 —145 Object Classification (in thousands of dollars) 
Personnel compensation: 

The Federal Reserve System operates under the pro- 11.1 Permanent POsitions............sccssccessssee 30,937 33,229 36,512 
visions of the Federal Reserve Act of 1913, as amended, 11.3 Positions other than permanent 276 332 332 
and other acts of Congress. 11.5 Other personnel compensation................ 281 261 256 

Program.—To carry out its responsibilities under the Total personnel compensation............ 31,494 33,822 37,100 
act, the Board determines general monetary, credit, and 12.1 _ Personnel benefits: Civiliat.........acsseaese 4,105 4,798 5,537 
operating policies for the System as a whole and formu- a ro _ former ager pkeerte or a 
lates the rules and regulations necessary to carry out 7) fansptatonat ings. IST'S SD 
the purposes of the Federal Reserve Act. The Board’s 232 Communications, utilities, and other rent.... 3,632 3,450 3,450 
principal duties consist of exerting an influence over 24.0 Printing and reproduction ...........csocssoee 1,328 1,435 1,548 
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Object Classification (in thousands of dollars) Continued E. en of Transporta- 0 
10n: : 
BOD). AIIM SOIMIOLS ssssctassespasesscescccsbangatigeosnsacebsone 1,905 2,290 2,425 1. Emergency Rail Serv- 
26.0 Supplies and materials ..............ssssccsssseeees 536 573 648 NOOSA ccecccccsssttcrsose 20,100 164,025 133,011 
BHO W SEAWAIMTIOND esd Sccssiortosesdctcsasslapel aduantetassded 516 403 367 2. Railroad Reorganization 67.10 
32.0 — Lands and StructUures......cscsscsssclssessseenee 8,169 WENN iz -Hecies and Revitalization Act.. 56,962 82,900 181,600 
42.0 — Insurance claims and indemnities.............. 13 24 31 3. AMUEAK....sesseseee ese 808,000 84,600 7,300 
F. General Services Adminis- 
Total costs, FUNGEC............scccssssssseeee 55,113 52,851 56,098 Meal ee as 92,447 45,000 100,000 
Change in selected reSOUFCeS ................ss000 —13 2 i0 LES G. National Aeronautics and 
a) Space Administration......... 183,775 131,900 101,100 —— 
Total obligations ...............ssssescccssssseess 55,100 52,853 56,098 H. Rural Electrification Ad- | 
ministration .........sssssssseee 1,734,903 3,400,000 3,900,000 71.00 
Personnel Summary |. Small Business Adminis- 12.98 
tration—Small business 
Total number of permanent positions... 1,515 1,488 1,514 investment companies ...... 86,960 190,000 187,000 74.98 
Total compensable WOrky@ATS........cnsnsnstne sue 1,486 1,460 1,485 J, ig yaya 
Full-time equivalent of other positionS............... (18) (21) (21) mm 90.00 
Full-time equivalent of overtime and holiday BODE ta ena tiirs, Badaicsihin: 1,371,000 3,006,000 ial 
i ana oni oli (17) (17) (17) K. Export-Import Bank: Ex- 
Average GS grade (equivalent) .....cscotneetneee 9.64 9.9] 9.9] DOU MUAIANROGS:sasssccssscccess carsssrtocnasescakaers 50,000 350,000 
oo aia (CQUIVAIENE) ...........ccssssesccessnneeees $21,467 $23,859 $23,859 Total capital invest- F 
funded........... 16,045,017 22,003,525 941, 
Average salary, official Staff... $45,566 $48,661 $48,661 rane a ae Ta 
Average salary, Wage bOard ..............sssscscssssssssee $14,953 $16,276 $16,276 Transfer of surplus to the general 1200 
NOM sessed ntarhenccotnctins, * ance eosiaai 252,918 188,500 ee: 
10.00 Total program costs, funded- . 
Obligations ..............ssssss000 20,559,943 29,018,274 = 32,796,150 2100 
Financing: 2200 
DEPARTMENT OF THE TREASURY Offsetting collections from: 2400 
11.00 Federal funds: 
Intragovernmental funds: Interest on U.S. Treasury 
bill 14989 © 2995 «= — 500 00 
FEDERAL FINANCING BANK Interest from on-budget fed- a 
ah ates @Fal ALENCICS .......ssscsseseee —1,023,248  —1,327,265 —1,812,453 TI 
Program and Financing (in thousands of dollars) Adjustment to convert ac- Dece 
crued interest to a cash 
Identification code 20-4521-0-4-374 1979 actual 1980 est. 1981 est. aghetet oe ee 20,609 54,062 82,482 : a 
Sie 14.00 Non-Federal sources: thy 
Program by activities: Interest on federal agency , Man 
Operating costs, funded: asset sales and loans and - 
1. Administrative expenses........ 443 520 540 originated under federal Th 
2. seat on borrowing from coil’ RT Ve QUATAMCES .recsnersnsesne 3,439,249 — 5,328,730 —6,77930 | mogt 
easury eeeccececcsccsovscescescsocscece ’ 5 , F, , ’ Repayments of principal (by the | 
Total operating costs, program agency): elu 
fUNOEM esr eenseee 4,514,926 6,761,831 8,666,439 Farmers Home Adminis- mere 
me zs MRRENMN as sscsssisstatiesvcssoure> —1,500,000  —4,500,000 —3,650,000 ticip: 
Capital investments: Funds appropriated to the exce] 
1, co of Federal agency President —322,118 —480,000  —610,00 || Gove 
Ssels: BU scoscsooscepstioecitinees —940,917 —174,54 — 3,437,103 
A. Farmers Home Adminis- nus to convert ac- min . Bae Du 
ER ee 10,305,000 10,289,727 12,100,000 crued interest to a cash loans 
B. a of on _ “ae ee 523,085 521,456 555,094 | agen 
tastes’ frghizaten 15.00 One Federal agencies: ; th absel 
Octane 20,861 115,000 ~—=—140,000 ese oe ee 
C. Rural Electrification Ad- Chad Wtecest 10.4 Cosh signi 
ministration ....................+ 585,525 759,500 845,200 hasis — 40.767 99,653 _ 7684 Th 
2. Loans originated under guar- : "Riafaschan. Sanaa : , : FFB 
antee programs (by guar- Unobligated balance available, 
antor): he a of year: 3 dolla 
A. Funds appropriated to the AT uthority to DOrrOW ..........ssecs00 — 14,999,990 —14,999,990 —14,999,9 Purchase 
nes 21.98 Fund balance: 
President—International ; ‘ Depar 
SeCUY 10QNS nee 1,615,085 2,900,000 2,600,000 lnvestment in Treasury bis... 115,657 230,685 — 11, Fa 
B. Department of Educa- Investment in obligations of: 
tion—Student Loan Mar- _ Treasury balance............. 1,241,733 1,740,024 2,412,314 
keting Association............ 530,000 COU isc, deeds. Unobligated balance available, end Ru 
C. Department of Housing of year: 
and Urban Development... 24.47 Authority £0 DOFFOW .......csesssssees 14,999,990 14,999,990 14,999,990 | 
1. Urban renewal.......... 5,399 164,873 290,000 24.98 Fund balance: Depar 
a | a eT sect Investment in Treasury bills .. 230,685 77,300 1,154 Me 
D. Department of the Interi- Investment in obligations of: | 
Or—trust territOTieS.........  cscsssssssessseeen sien 8 Treasury balance............ —1,740,024 —2,412,314 3,036,953 | 


1981 


3,011 


1,600 
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31.00 Redemption of borrowings from Other independent agencies: 
the TreSUry..........cssssseecessees 2,763,290 5,754,541 7,697,103 Small Business Administration: 
Small business development company 
67.10 Budget authority loans: 
(authority to IERIE SoS ene ks alba ace ieee 
borrow) (substan- Outlays sachaihasibipesaaabasavbtiasimsapetesesaeoeainst —17,754 — 18,609 — 18,000 
tive law) (12 Overseas Private Investment Corporation: 
US.C. 2288) (per- CUE SUNNY iiss le ee ee 
manent, indefinite) . 16,049,908 22,006,406 23,939,786 Outlays Witnstechdedsch ctabesetnvendosokcuiitiocenaitenhaien — 4333 —17,072 —1,255 
Direct loans (purchase of agency loan guarantees): 
Relation of obligations to outlays: Funds appropriated to the President: Internation- 
71.00 Obligations incurred, Net... 13,669,881 17,077,540 16,940,467 al security loans: 
72.98 Obligated balance, start of year: Beaches austerity nasa csanssnsnssaniesnen 1,292,967 2,420,000 1,990,000 
tunities 1,244,666 1,742,600 2,412,314 Outlays ........... grbicceacesstzicn eaten sence 1,292,967 2,420,000 1,990,000 
74.98 Obligated balance, end of year: eee — Rural Electrification 
Fund bala? ...nscssmnnen —1,742,600 2,412,314 3,036,953 ministration: 
Budget authority .................scssccccssssesssssseeeeeees 1,734,903 3,400,000 3,900,000 
90.00 NMI ccs tesiechesstscscncc ese 13,171,947 16,407,826 16,315,828 CO crc es 1,734,903 3,400,000 3,900,000 
Department of Education: Guarantees of SLMA 
, ‘ obligations: 
re pres lame (oe Caan ot One) Budget authori) ..ennnononenenenenoe 530,000 670,000. eeenenen 
is: : 5 itt: NS oi hs 530,000 670,000 —215,000 
iu ae 7 Department of Housing and Urban Development: 
1110 Limitation on ObligatiONS ..ccccooe sommes stestnnnnnnns  snmnnnennen New Communities Administration: 
1200 Obligations incurred, GVOSS............ —16,045,017 —22,003,525 —23,941,211 Budget I sch scsonca tases ey i lg a re 
NI iictatraeceiemerccricermenrcnirigs _aanicincannte sat I Boe cocci 
lati irect Low rent public housing: 
oe Waiier oo GNU NONI ecsecchie sce) Se Lee Aes 
2100 Outstanding, start of year 33,818,418 47,100,400 63,349,384 os sevtemnnneninnninnntnnennninnis —taanaennn 1,556,704 = — 49,883 
2200 —Disbursements...............sssessssssseeeee 16,045,017 22,003,525 23,941,211 ss 
2400 Repayments, prepayments, loan Budget authority 5,393 162,498 263,500 
WG ~2,763,035 5,754,541 —7,697,103 OLS ; ns 5393 162,498 (263,900 
Department of the Interior: Loans to territories: 
2900 Outstanding, end of year................. 47,100,400 63,349,384 79,593,492 GE UN iss. acces ecb lee ecescamres 90 iv. 2250S. 
I ssc aciscoreiveneieevnieesitibninn —229 9,000 —37,500 
The Federal Financing Bank (FFB) was created on oo hamper: 
December 29, 1973, to assure the coordination of Feder- ey 8 ee 
al and federally assisted borrowing from the public and ia ie i i —102,087 84,600 —44,700 
to assure that such borrowings are financed in a aor int ak di 
manner least disruptive of private financial markets ee ee 76,761 220,569 285,209 
and institutions. National Aeronautics and Space Administration: 
The Bank has become the vehicle through which Satellite leases: 
most Federal agencies finance their programs involving — BUENOTIEY nnreiernrrnteneenerniene ee —_ oo 
the sale or placement of credit market instruments, tin teed ginal aa rca 
including agency securities, guaranteed obligations, par- General Services Administration: Public Build- 
ticipation agreements, and the sale of assets. The major ing CBI's: 
exceptions to date are Title XI ship mortgage bonds and Budget authority ......ssscesseeesseeneensee 89,537 43,479 97,500 
| Government National Mortgage Association asset sales. s bey Hecient ee ie 89,537 43,479 97,500 
| During 1979, the Federal Financing Bank made gross groin p-needapameasaey 
uring , : & ba g Small Business Investment Companies: 
| loans and advances totaling $37.0 billion to Federal Budget authority .....sccssssssssccssssseeee 85,760 187,606 184,000 
agencies and federally guaranteed borrowers. In the ON ees) cote ee 85,760 187,606 184,000 
| absence of the Bank, the majority of borrowers would TVA: Seven States Energy Corporation: ; 
have issued their obligations in the market at a cost SOO OO i carcscncensinecttctcecenl hese 684,000 16,00 
| ee ae 3 CU ans en cccuidicagacciapecisatconen: | ecoeseesleol 684,000 16,000 
| significantly higher than that charged by the FFB. Export-Import Bank: 
_ _The following table reflects the composition of the Budget authority ..nemennnes snr 50,000 350,000 
| FFB account by agency and program (in thousands of WU aiacsce ction 1 cake 50,000 350,000 
dollars): Total FFB transactions: 
) Purchase of loan assets from: Budget authority..............ssssssseseee 13,409,962 16,283,826 16,620,872 
| — Department of Agriculture: OS i iscascicnsinsicaillisiestcatenind 13,281,982 16,248,984 16,244,108 
| Farmers Home Administration (CBO’s): 1979 actual 1980 estimate 1981 estimate - 
| Budget authority ........cccssssssscsscecssssssssssseee 8,805,000 5,789,727 8,450,000 At the first meeting of the Board of Directors of the 
| Ooh .» 8,805,000 5,789,727 8,450,000 Bank on May 23, 1974, the Board approved a policy of 
Ee ‘oa ainahe Administration (CB0's): 585,525 759500 845,299 DOrrowing from the Treasury Department on an inter- 
1UHYS..niniinorcccsnnennwee. 585525 759500 845,200 im basis. These borrowings were to be periodically 
Department of Health and Human Services: repaid by the sale of FFB securities in the market. On 
Medical facilities guarantees: July 23, 1974, the Bank auctioned $1.5 billion of 244-day 
oo UUINOTTAY onssssssssssnseornesnsrssevsrovens esses 3577 cesecece Parsi asveneseee 4496 Federal Financing Bank bills dated July 30, which ma- 
II nn ‘weaaie ang ip ah tured on March 31, 1975. In a later meeting on June 5, 
Health maintenance organizations: ; : 
Budget authority 20,341 114,243 138,363 1975, the Board of Directors decided that the Bank 
NUNS se ss 20,341 114,243 138,363 would borrow all funds from the Treasury Department 





1134 DEPARTMENT OF THE TREASURY—Continued 


APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 











Intragovernmental funds—Continued 
FEDERAL FINANCING BANK—Continued 


matching the terms and conditions of its borrowings 
from the Treasury with the terms and conditions of its 
loans. The Bank is currently lending funds at a rate 
one-eighth of 1% above the new issue rate of marketa- 
ble U.S. Treasury securities of similar terms and condi- 
tions. 

FFB purchase of debt issued by the Student Loan 
Marketing Association and guaranteed by the Depart- 
ment of Education are included in the budget schedules 
on a net basis for each year. SLMA has begun to roll- 
over its entire loan portfolio weekly; these gross trans- 
actior.s are reflected below: 

[In thousands of dollars} 


FFB purchases of SLMA obligations guaranteed by 


79 1980 1981 
the Department of Education: = 


a / estimate estimate 
18,620,000 83,720,000 96,590,000 
Repayments 18,090,00 83,050,000 96,805,000 
Net FFB outlays 530,000 670,000 —215,000 


FFB lending to Federal agencies is not reflected in 
the budget totals because borrowing and the repayment 
of borrowings between Federal agencies and the Treas- 
ury are not budgetary transactions. The enabling of 
these agencies to borrow from the FFB rather than in 
the market at unnecessarily high rates was a major 
reason for the creation of the Bank. The extent of these 
FFB investments are reflected below: 

[In thousands of dollars} 


FFB investment in obligations of the: 1979 1980 1981 
Tennessee Valley Authority: — — — 
Investment 1,905,000 2,400,000 2,200,000 
Repayments os 500,000 
Net FFB investment 1,900,000 2,200,000 
Export-Import Bank: 
Investment 2,532,600 2,855,211 3,011,522 
Repayments w- 1,148,000 1,566,000 + ~—-:1,445,000 
Net FFB investment 1,384,600 1,289,211 1,566,522 
United States Postal Service: 
Investment 
Repayments bin 527,000 232,000 
Net FFB investment — 27,000 4 — 232,000 
United States Railway Association: 
Investment 816,950 68,000 
Repayments cs 728,000 
Net FFB investments 88,950 
National Credit Union Administration: 
Investment 
Repayments 
Net FFB investments 


The total FFB holdings of Federal agency debt are as 
shown below. They are financed by an equal amount of 
borrowings from Treasury, which are an addition to the 
borrowings recorded in the statement of Financial 
Conditions: 

[In thousand of dollars) 
1978 1979 1980 1981 
FFB investments in Federal Agency Se- a oo. ssa 
curities, end of year 14,259,084 17,110,634 20,600,470 24,202,992 


Revenue and Expense (in thousands of dollars) 





1979 actual 1980 est. 1981 est. 





Operating income or loss (—): 
4,629,954 6,861,364 8,778,793 
—4,514,926 —6,761,831 —8,666,439 


115,028 99,533 112,354 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est 


1981 est 





Assets: 
Fund balance with 
1,695 2,325 
U.S. Treasury bills 115,657 226,049 77,300 
Accounts —_ receivable 
1,274,606 1,783,407 2,448,492 
Loans receivable (net) 33,818,418 47,100,400 63,349,384 


3,078,885 
79,593,492 





Total assets 35,210,376 49,112,181 65,875,126 


82,673,530 








Liabilities: 

Accounts payable and 
accrued liabilities 1,243,428 1,742,349 2,412,314 

Debt issued under bor- 

rowing authority: 

Borrowing from 
33,818,418 47,106,274 63,352,689 

Borrowing from the 
public 10 10 10 


3,036,953 


79,602,551 
10 





Total liabilities 35,061,856 48,848,633 65,765,013 


72,839,511 








Government equity: 
Unexpended _ balances: 
Unobligated balance. 15,148,520 15,269,422 15,113,468 
Unfinanced budget au- 
Borrowing 
—14,999,990 —14,999,990 — 14,999,990 
—10 — 5,884 —3,315 


15,043,076 


— 14,999,990 


— 9,069 





148,520 263,548 110,163 


34,017 





Analysis of changes in Government equity: 
Retained income: Opening balance 263,548 
Transactions: Net operating income 115,028 99,533 
Capital transfer — 252,918 


110,163 
112,354 
— 188,500 





Total Government equity (end of year) 110,163 


Object Classification (in thousands of dollars) 


Identification code 20-4521-0-4-374 1979 actual 1980 est. 


34,01) 


1981 est 





24.0 — Printing and reproduction 12 15 
25.0 Other services 505 
33.0 Investments and loans ve 16,045,017 22,003,525 
43.0 — Interest and dividends 4,514,483 7,014,229 


I 

523 
23,941,211 
8,854,399 





99.0 Total obligations 20,559,943 29,018,274 


32,796,15) 





POSTAL SERVICE 


Public enterprise funds: 
PostaL SERVICE FUND 


Program and Financing (in thousands of dollars) 





Identification code 18-4020-0-3-372 1979 actual 1980 est. 


1981 est 





Program by activities: 
Direct operating costs, funded: 

1. Postal field operations 13,669,462 15,011,048 
2. Transportation 1,003,022 1,141,009 
3. Building occupancy 443,562 503,892 
4. Supplies and services 250,253 303,746 
5. Research and development... 15,736 31,372 
6. Administration and regional 

operations 1,957,956 2,029,431 
7. Servicewide expenses 148,557 — 78,493 


16,369,955 
1,374,649 
564,791 
345,15) 
27,30 


2,462,762 
101,71 





Subtotal 17,488,548 18,942,005 
8. Adjustments for prior year 
obligations: > 
(a) Workers’ compensation .. 34,632 35,655 


21,246.38 


37,108 





19,593,492 
32,673,530 


3,036,953 


79,602,551 


10 
72,839,514 


15,043,076 


14,999,990 
— 9,069 


34,017 


110,163 
112,354 
— 188,500 


34,01) 


1981 est. 


ll 

23 
23,941,211 
8,854,394 


32,796,190 


16,369,955 
1,374,649 
564,79) 
345,16) 
27,300 


2,462,182 
101,71 


21,246.38 


37,10! 
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(b) Employees’ earned and 
unused annual leave 31,000 
(c) Other transactions 828 


Total direct 
costs, funded 
Change in selected resources (un- 
delivered orders)? 


31,000 31,000 





operating 
17,555,008 


41,340 





Total direct operating obliga- 
SUNN iti sscssasajsinsonncdeeess 
Reimbursable program: 
9. Operating services 


17,596,348 19,008,660 21,314,493 


114,452 
17,710,800 


111,866 
19,120,526 


110,701 
21,425,194 





Total operating obligations 








Capital investment funded: 
10. Capital investment 
Adjustment for prior year obliga- 


392,519 421,120 519,440 
505 
Change in selected resources (un- 


delivered orders)? _ 64,413 


___ 328,611 
18,039,411 


138,129 
559,249 
19,679,775 


205,153 
724,593 
22,149,787 





Total capital obligations 








10.00 Total obligations 
Financing: 
Offsetting collections from: 
Federal funds: 

Receipts from other Govern- 
ment agencies for mail 
and other postal services.. 

Other income and reimburse- 


11.00 


— 677,596 — 106,421 — 698,227 


— 134,036 — 140,576 — 135,269 
Public service and transition- 
al subsidies 
Receipts from investments... 
Liquidation of Post Office 
Department liabilities 
Non-Federal sources: 


Mail and other postal serv- 


— 1,785,176 
— 346,844 


— 1,676,810 
— 331,718 


— 1,593,217 
— 220,297 


— 1,333 


—15,411,875 —15,909,743 —16,651,476 
— 23,678 


— 1,874 


— 26,300 
—432 


— 18,874 
Receipts from investments... —103 
Unobligated balance _ available, 
start of year: 
Authority to borrow 
Fund balance 
Unobligated balance available, end 
of year: 
Authority to borrow 
Fund balance 
Unobligated balance lapsing 


Budget authority 


21.47 
21.98 


— 4,972,548 
— 128,999 


— 5,315,549 
— 217,457 


—4,427,774 
—217,457 


24.47 
24.98 
25.00 


5,315,549 
217,457 
— 88,458 


4,427,774 
217,457 


1,595,450 
217,457 








Relation of obligations to outlays: 

Obligations incurred, net 

Obligated balance, start of year: 
Authority to borrow 
Fund balance 

Obligated balance, end of year: 
Authority to borrow 2,847,451 
Fund balance —2,113,478 


— 890,748 


71.00 — 343,001 887,775 2,832,324 


72.47 
72.98 


2,663,452 
1,749,730 


2,847,451 
2,113,478 


3,802,226 
1,868,935 


74.47 
14.98 


90.00 


— 3,802,226 
— 1,868,935 


177,543 


— 6,866,550 
— 31,264 


1,605,671 





Outlays 





* Selected resources at end of year are as follows (in thousands of dollars) 
1978 1979 1980 1981 
actual actual estimate estimate 


sssesgattoeeewetiss 48,467 55,007 55,007 
145,599 180,399 180,399 


55,007 
180,399 


InVeNtOFieS .................ecsc0e 
Unpaid, undelivered orders 


Total at end of yea 


235,406 
Prior year adjustments... 





Adjusted balance 


Change in selected resources 





2 Selected resources at end of year are as follows (in thousands of dollars): 


Unpaid, undelivered orders 293,246 
Mortgages payable............... 40,732 


333,978 
505 


218,833 
51,237 


270,070 


360,962 570,115 
47,237 43,237 
408,199 





Total at end of year... 


613,352 
Prior year adjustments..................... aiid 





Adjusted balance 334,483 270,070 613,352 








Change in selected resources................. : — 64,413 138,129 205,153 


The Postal Reorganization Act of 1970, Public Law 
91-375, converted the Post Office Department into the 
U.S. Postal Service, an independent establishment 
within the executive branch. The Postal Service com- 
menced operations July 1, 1971. This agency is charged 
with providing patrons with reliable mail service at 
reasonable rates and fees. 

The U.S. Postal Service is governed by an 11-member 
Board of Governors, including 9 Governors appointed by 
the President, a Postmaster General who is selected by 
the Governors, and a Deputy Postmaster General who 
is selected by the Governors and the Postmaster Gener- 
al. 

Decisions on changes in domestic rates of postage and 
fees for postal services are recommended to the Gover- 
nors of the Postal Service by the independent Postal 
Rate Commission after a hearing on the record under 
the Administrative Procedure Act. The Commission 
also recommends decisions on changes in the domestic 
mail classification schedule to the Governors. Decisions 
of the Governors on rates of postage, fees for postal 
services, and mail classification are final, subject to 
judicial review. 

Programs.—Included are all postal activities provid- 
ing window services; processing, delivery, and transpor- 
tation of mail; research and development; administra- 
tion of postal field activities; and associated expenses of 
providing facilities and financing. 

Financing.—The activities of the U.S. Postal Service 
are financed from the following sources: (1) mail and 
services revenue, (2) reimbursements from Federal and 
non-Federal sources, (3) proceeds from borrowing, (4) 
interest from U.S. securities and other investments, and 
(5) appropriations by the Congress. All receipts and de- 
posits are made to the Postal Service Fund and are 
available without fiscal year limitation for payment of 
all expenses incurred, retirement of obligations, invest- 
ment in capital assets, and investment in obligations 
and securities. 

Since 1973, transactions of the Postal Service Fund 
and the assets and liabilities of the U.S. Postal Service 
no longer appear within the totals of the U.S. budget. 
The schedules presented here reflect summary data on 
postal operations. 

Section 2005 of the Postal Reorganization Act autho- 
rizes borrowing authority of $10 billion with a yearly 
limitation of $2 billion, of which not more than $500 
million may be used to cover operating expenses. As of 
September 30, 1981, it is expected that indebtedness 
outstanding pursuant to this borrowing authority will 
amount to $1.5 billion. 

Operating.—Estimated receipts will total $19.1 billion 
in 1981. This includes $17.3 billion from mail and serv- 
ices revenue, $220.4 million from investment income, 
$1.6 billion from appropriations including $68.1 million 
to cover unfunded liabilities of the Post Office Depart- 
ment, and miscellaneous other income of $24.1 million. 
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Revenue and Expense (in thousands of dollars) 




































































1979 actual 1980 est. 1981 est. 
Revenue and operating receipts: 
Mail and service revenues........... 16,089,361 16,616,164 17,349,703 
Investment INCOME ................00e 348,718 332,150 220,400 
Other inCome..........sscssssseecssseeeeees 16,724 23,272 24,050 
Revenue other than subsi- 
MOSES sk Sich etencte.. 16,454,803 16,971,586 17,594,153 
Total appropriations..................0+ 1,785,176 1,676,810 1,593,217 
Less: POD transitional costs........ — 65,632 — 66,655 — 68,109 
Net appropriations.............. 1,719,544 1,610,155 1,525,108 
Total revenues..............ssee.. 18,174,347 18,581,741 19,119,261 
Operating expenses: 
Payable from the Postal Service 
fund, funded: 
Postal field operations ............ 13,669,462 15,011,048 16,369,955 
Transportation .............sssssscsssee 1,003,022 1,141,009 1,374,649 
Building occupancy... 443,562 503,892 564,790 
Supplies and services.............. 250,253 303,746 345,150 
Research and development...... 15,736 31,372 27,302 
Administration and regional 
OPCFATIONS..........c.sssseecceeesnee 1,957,956 2,029,431 2,462,762 
Servicewide expenses.............. 148,557 — 18,493 101,776 
Total accrued costs............ 17,488,548 18,942,005 21,246,384 
Other operating expenses (nonfund- 
ed): 
Depreciation and amortization of 
MINED UOSBETS cess sticcoesccrtetea tac 226,050 238,268 256,340 
Expendable equipment and other 
Wiite-OffS ........c.cscsssesssesseesseeeee 2,713 2113 2,713 
Total other operating ex- 
penses (nonfunded)..... 228,763 240,981 259,053 
Total operating expenses... 17,717,311 19,182,986 21,505,437 
Net operating income or loss (—). 457,036 —601,245 — 2,386,176 
Proceeds from sale of assets...... 26,539 31,738 19,392 
Net book value of assets............. — 13,739 — 23,838 —17,417 
Gain or loss (—) on sale of 
Sei ser tots heat. ___ 12,800 ___ 7,800 1,975 
Net income or loss (—)... 469,836 — 593,345 — 2,384,201 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Current assets: 
GON shad decent 237,329 144,163 228,336 250,665 
Investments............. 1,721,100 2,238,716 1,910,000 50,000 
Accounts receivable: 
U.S. Government 
agencies......... 130,241 147,505 133,505 121,505 
Foreign countries 22,569 28,916 27,916 26,916 
a 9,479 74,416 38,916 38,416 
Total .........ssees. 162,289 250,837 200,337 186,837 
Less: allowance... —11,170 —12,915 —12,415 —11,915 
Accounts — re- 

ceivable, 

Ot d..Lis 151,119 237,922 187,922 174,922 
Inventories.............-. 48,467 55,007 55,007 55,007 
Advances and pre- 

payments ............ 9,733 11,359 10,359 9,859 
Total current 
assets ........ 2,167,748 2,687,167 2,391,624 540,453 


Other assets...............+. 
Property and equip- 
ment, net ............0+ 
Deferred retirement 


Liabilities: 
Current liabilities: 
Outstanding money 
OFOELS .......sseeesneee 
Accrued payroll........ 
Payroll taxes and 
civil service re- 
tirement — includ- 
ing amounts 


Workers’ compensa- 
TIO? sc ocessccccsacestas 
Accounts payable to 
other  Govern- 
ment agencies..... 
Other accounts pay- 
able and accrued 


Mortgages payable .. 
Prepaid permit mail 
and box rentals... 
Estimated prepaid 
postage in hands 
of the public....... 


Total current 
liabilities .... 


Long-term debt: 
Notes  payable— 
USPS bonds payable 
Mortgages payable .. 


Total —_long- 
term debt... 


Other liabilities: 
Employees’ accumu- 
lated leave ®........ 
Workers’ compensa- 
TMD 2, ysesestoccsosncers 
Other claims 
Amounts payable for 
retirement bene- 





Total other li- 
abilities ...... 


Total liabilities 


Government equity: 

Undelivered orders: 
Operations ............... 
Capital investment... 


Total undelivered 


Unobligated — balance: 
Authority to borrow. 


Total unexpended 


Undrawn —_ borrowing 
authorizations........... 


Total funded bal- 


Receivable established 
for future appropri- 
Re aE 















































1,010 955 900 845 | 
4,032,298 4,192,986 4,345,342 = 4,584,367 
7.178391 9,510,743 «9,917,622 -—10,313,710 
13,379,447 16,391,851 16,655,488 «15,439,375 
158,817 183,040 183,040 183,040 Ana 
139,876 100,250 170,250 215,250 N 
N 
419,800 452,310 526,267 506,355 pe, 
142,828 157,082 210,000 230,000 . 
reflec 
2N 
198,843 188,016 148,016 150,516 
529,452 566,503 435,749 448,249 
162,000 67,000 232,000 67,000 
2.867 3,600 4,000 4,000 Ss 
Depart 
231,481 269,640 266,140 266,640 om 
621,000 621,000 622,500 624,000 
2,606,964 2,608,441 «2,797,962 —-2,695,050 Th 
1,952,000 1,520,000 —«:1,288,000 ~—+1,221,000 
250,000 250,000 250,000 250,000 
37,865 47,637 43,237 39,237 
2,239,865 «1,817,637 ~—=«1,581,237 ~—=«i1,510,237 
Identifi 
501,887 529,606 559,606 584,606 
1,597,000 2,190,000 «2,721,850 —3,591,850 IL. 
303,385 300,000 300,000 300,000 oe 
118 
7,075,568 9,389,859 9,700,870 +—-10,116,870 
121 
9,477,840 12,409,465 13,282,326 14,593,326 ee 
14,324,669 16,835,543 17,661,525 «18,798,613 20 
23.2 
24.0 
145,598 180,399 180,399 180,399 05.0 
293,246 218,833 360,962 570,115 6.0 
31.0 
438,84 = «399,232 54l,g6l «= T508I4 |) a 
4972548 5,315,549 4,427,774 ~—=«1,595,450 |) 3 
5,411,392 5,714,781 4,969,135 «2,345,964 a0 
—7,636,000 8,163,000 + —8,230,000  —8,462,000 
| 
~ 2,224,608  —2,448,219  —3,260,865  —6,116,036 118 
121 
31,000 31,000 31,000 31,000 22.0 
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845 Investment in property, 23.1 Standard level user charges .................000000 24,817 24,405 24,648 
equipment and in- 23.2 Communications, utilities, and other rent..... 2,743 2,998 3,316 
4,367 ventories, net.......... 1,248,386 1,973,527 2,223,828 PUCO FSS. 250  CURAE SORE i i csccsstcscsosascesienes 3,452 3,595 1,738 
: 26.0 Supplies and materials ...0............cescssseesessees 3,723 3,023 3,253 
3,710 Total Government 
J,1WV equity, defi Jn ~“igee ne 82 93 105 
9,375 ciency (—)..  —945,222  —443,692 —1,006,037 —3,359,238 Total reimbursable obligations............ 114,452 111,866 110,701 
Total liabilities 99.0 Total obligations ......coconenseenne 18,039,411 19,679,775 22,149,787 
and equity....... 13,379,447 16,391,851 16,655,488 15,439,375 y aie ae ey 
3,040 Analysis of changes in Government equity: Personnel Summary 
5,250 Non-interest-bearing capital: 
i . pliers = een ee Tae “io POSTAL SERVICE 
ransfers and adjustments ¢................... i i i s 
: ied > 4 Total number of permanent positions........................ 532,357 531,691 532,048 
ee oe $09,836 — SMS — 25201 retal compensable workyears..... 672982 666,824 «670,602 
6 355 QC eae ee cccccccccke ts Chabacmncaccssssans —443,692 —1,006,037 —3,359,238 Full-time equivalent of other positions (104,265) (99,349) (102,498) 
: Full-time equivalent of overtime and holiday 
0.000 * Workers’ compensation amounts reported for 1978 through 1981 are funded through the operations process (for post-June Ween ee hr a (36,192) (35,615) (35,890) 
4 iG eS Pause . ear pg te Co ier in sale Ce eet ieee CORE SAIALY eeecerenen $39,893 $42,127 $44,444 
efiatna puyeti teomnections to Cleunanda of deers: Average postal service schedule grade... 4.98 4.98 4.98 
50.516 Outstanding Average postal service schedule salary... - $16,805 = $18,575 $20,162 
j Average salary of ungraded positions ..................0.... $18,992 $20,053 $21,464 
Issued Retired Total Curent Long-term ‘Average executive and administrative schedule 
t. 30, 1978, bal 4,500,000 2,386,000 2,114,000 += 162,000 1,952,000 
18,249 to a a ae ee ce 15.10 15.10 15.10 
Sept. 30, 1980.. 67,000 1,520,000 232,000 1,288,000 + Average executive and administrative schedule 
57,000 Sept. 30, 1981 232,000 1,288,000 67,000 1,221,000 SI cs hee ie aresccsectcrca ea $20,016 $22,647 $24,552 
4,000 SAt the beginning of 1972, the Postal Service carried a liability of $372,796 thousand from the former Post Office ™ 
Department for earned and unused annual leave of postal employees. This liability is being funded over a period of 12 years POSTAL RATE COMMISSION 
56,640 through the appropriation process. . = 4 
’ Employees’ accumulated annual leave in thousands: Total number of permanent positions........................ 75 80 80 
gt _ oe gq7 Total compensible Workyeas nnn “= 75 81 83 
74.000 Sept. i 1878. 138421 391,185 529,06 Full-time equivalent of other positions (0) (0) (0) 
isi Sept 30, 1981 76,421 908.185 584,606 — equivalent of overtime and holiday (0) (0) (0) 
95,050 ‘The transfers and adjustments reflected in total in the analysis of changes in Government equity are as follows: Average executive and administrative schedule 
a 1979 actual 1980 estimate 1981 estimate I so ths cssantalaseceptoracieanigeset moses 22.20 22.20 22.20 
To fog re ee hand : = i Average executive and administrative schedule 
Mie a ee 31,000 31,000 31,000 ST recess ett $28,100 $29,600 $29,600 
ao Capital contributions or withdrawals (—): Other.................. Me ee can 
50,0 
39,237 Total transfers and adjustment ................cscsseessssee 31,694 31,000 31,000 
- itt a 3 UNITED STATES RAILWAY ASSOCIATION 
10,237 Object Classification (in thousands of dollars) 
Identification code 18-4020-0-3-372 1979 actual 1980 est. 1981 est. Public enterprise funds: 
94 608 Direct obligations: REGIONAL RAIL REORGANIZATION PROGRAM 
: Personnel compensation: ga 
91.850 | UL Permanent postion....nnnsmenenee 9,473,628 10,532,905 11,415,517 OS eee ees 
; | as Positions other than permanent.............. 1,589,011 1,686,719 1,887,608 sie _4000-0-3— 
300,000 | 115 Other personnel compensation... 1'191.376 1.299043 1.422'942 Identification code 98-4000-0-3 401 1979 actual 1980 est. 1981 est. 
| 11.8 Special personal services payments......... 58,918 31,000 31,000 Program by activities: ) 
16,870 | Total personnel compensation............. 12,312,933 13,549,667 14,757,067 Operating costs, funded: Interest on obliga- 
| 12.1 Personnel benefits: Civilia.......rcnmeen 2,454,008 2,457,243 2,932,957 tions (total operating costs) .............. 60,013 68,625 71,800 
| 13.0 Benefits for former personnel........... 15,036 36,470 44,170 er : ae aes 
193,326 710 Travel and transportation of persons 51,106 57,500 64,006 Ba ig Pome funded: ee 
198,613 22.0 Transportation of things... 1,186,191 1,408,870 —_ 1,695,284 ee = SS ae obngations 50378 20000 on.000 
——= 23.1 Standard level user charges 25,784 27,620 29,939 \ ane . ao ho or " 
23.2 Communications, utilities, and other rent... 418812 483513 543,933 2. “6s ae to implementation 0 a. ne se 
aie 24.0 Printing and reproduction .....c.ccscocmu 33,987 38,442 43,246 Ue SYStEM IAM a. nerrerreernnene 
7 Sl re 278,159 60,695 245,891 Total capital invest 290 
570,115 |) 26.0 Supplies and materials... 209,273 254,434 «=——«(288,440 rn = = ee 
Le 150,989 147,107 213,750 10.00 Total program costs, funded—ob- 
150,514 32.0 — Lands and Structures.............ccsssseesseseeeee 242,050 274,534 306,350 NNO sisiscacctestactosisscissveccoccce 113,081 90,625 93,800 
, , 42.0 — Insurance claims and indemnities............... 32,300 32,427 35,296 Fameing 
43.0 — Interest and dividends: Notes and bonds..... 175,208 145,981 136,265 B° 
596,480 Interest—CS unfunded liabilities... 2: deere 
5,964 Total accrued COStS ..........sssseseseceeseeee 17,948,032 19,429,780 21,833,933 keener rene — 1,239 — 1,000 — 800 
349, 94.0 Change in selected resources ..............++-... —23,073 138,129 205,153 Interest on short-term investments......... eUR’ Fsccctetiaialen ineecceeetaad 
. a 7 LOS IN —22,885 —22,000 — 25,000 
462,000 Total direct obligations.................0s000 17,924,959 19,567,909 22,039,086 Unobligated balance available, start of 
Reimbursable obligations: year: 
116,036 11.8 — Special personal services payments: Per- 21.47 Authority to DOrrOW ..........cscsccsssssssseesene — 38,203 —8,134 —8,134 
SONNE! COMPENSALION..........c..seseccccesseseeeee 985 1,064 1,156 21.98 PROT ORIN ccsscSeik ach cssnnassaseeetboadases —46 — i 57 
12.1 Personnel benefits: Civilian 1,481 1,600 1,600 Unobligated balance available, end of year: 





31,000 |} 22.0 — Transportation of things .............cccscssssssssse 77,169 75,088 74,885 24.47 Authority to DOrrOW ............sssscssseseseneeeees 8,134 8,134 11,134 
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UNITED STATES RAILWAY ASSOCIATION—Continued 


Public enterprise funds—Continued 
REGIONAL RAIL REORGANIZATION PRoGRAM—Continued 


Program and Financing (in thousands of dollars) —Continued 





Identification code 98-4000-0-3-401 1979 actual 1980 est. 1981 est. 





Fund balance 57 57 57 


Budget authority (authority to 
borrow) (substantive law) (45 
U.S.C. 720 E) (permanent, indefi- 


24.98 
67.10 





58,880 67,625 71,000 








Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 


67,625 
67,625 


68,000 
68,000 


88,938 
88,938 





Outlays 








Status of Direct Loans (in thousands of dollars) 





Position with respect to limitation on 
direct loans: 
1110 Limitation on obligations: Appropriation 
1200 Obligations incurred, gross( — ) — 53,068 


—22,000 —22,000 








Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year 
Disbursements 
Repayments, prepayments, loan sales 


387,252 
22,000 
— 22,000 


387,252 


387,252 
22,000 
— 25,000 


384,252 


2100 
2200 
2400 


2900 


357,069 
53,068 
— 22,885 


Outstanding, end of year 387,252 





The United States Railway Association is authorized 
by the Regional Rail Reorganization Act, as amended, 
to borrow funds and make loans to certain railroads. 
Borrowings by the United States Railway Association 
are guaranteed by the Secretary of Transportation. The 
aggregate of outstanding obligations of the Association 
are limited to $395 million at any one time. Two types 
of loans are currently authorized: (a) Loans related to 
the implementation of the system plan developed by the 
Association for restructuring the bankrupt railroads in 
the Northeast and Midwest, and (b) loans to defray 
obligations of the reorganized railroads which were in- 
curred prior to the conveyance of their rail properties 
but which were unpaid after the conveyance to the 
Consolidated Rail Corporation on April 1, 1976. During 
the current year, the Association will utilize practically 
all of its present borrowing authority. 


Revenue and Expense (in thousands of dollars) 





1981 est. 


63,000 
69,500 


1979 actual 1980 est. 


36,065 61,452 
35,487 65,440 





APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


Liabilities: 
Borrowing from the Federal Fi- 
nancing Bank 
Accrued interest payable 


445,747 
9,313 


455,060 


513,372 
9,500 


522,872 


981,372 
10,000 


591,372 


36,260 
393,057 





Total liabilities 








Government equity: 


Retained earnings 5,397 


5,397 


5,975 
5,975 


1,987 
1,987 


—4,513 
—4,513 





Total Government equity 





Object Classification (in thousands of dollars) 
Identification code 98-4000-0-3-401 


33.0 
43.0 


99.0 Total obligations 





1980 est. 


22,000 
68,625 


90,625 


1981 est. 


22,000 
71,800 


93,800 


1979 actual 


53,068 
60,013 


113,081 





Investments and loans 
Interest and dividends 








ENERGY SECURITY CORPORATION 


Public enterprise funds: 
ENERGY SECURITY CORPORATION 
(Proposed for later transmittal, under proposed legislation) 


Program and Financing (in thousands of dollars) 





Identification code 32-4017-2-3-271 1979 actual 1980 est. 1981 est. 





Program by activities: 
Operating costs, funded: 
1. Policy formulation, planning and eco- 
nomic analysis 
2. Financial development and project 


1,125 2,125 
2,250 
2,700 
1,125 
1,800 


9,000 


3,250 
3,700 
1,625 
2,800 


Total operating costs, funded 13,500 
Capital investment, funded: 
6. Purchase of equipment 


Change in selected resources... 


10.00 Total obligations 11,500 


Financing: 
11.00 Offsetting collections from: Federal funds... 


Budget authority 


— 11,500 





Relation of obligations to outlays: 
71.00 Obligations incurred, net 


90.00 Outlays 





Status of Loan Guarantees (in thousands of dollars) 





Position with respect to limitation on loan 
guarantees: 
3110 Limitation on commitments: Appropriation 
3200 Commitments, gross 


3900 Unused balance of limitation, expiring 





978  —3,988 —6,500 





Financial Condition (in thousands of dollars) 





1978 actual 1979 actual 1980 est. 1981 est. 


Assets: 
Cash in bank 45 57 57 57 
Loans receivable (net) 357,069 387,252 387,252 384,252 
Accrued interest receivable. 41,340 73,726 137,550 202,550 


Total assets 398,454 461,035 524,859 





586,859 


Cumulative balance of guarantees out- 
standing: 
4100 Outstanding, start of year 
4200 New loan guarantees 


800,000 
2,000,000 


2,800,000 


800,000 


4900 Outstanding, end of year 800,000 





As part of its effort to reduce U.S. dependence on 
imported oil, legislation has been proposed to establish 
the Energy Security Corporation. The Corporation will 
assist private industry to finance the development of 
1.75 million barrels of oil substitutes per day from coal, 





| est. 


22,000 
11,800 


93,800 


2,125 


3,250 
3,700 
1,625 
2,800 


13,500 


2,000,000 


800,000 
,000,000 


800,000 
ce on 
ablish 
1 will 
nt of 


coal, 


OFF-BUDGET FEDERAL ENTITIES 


oil shale, biomass and unconventional gas by 1990. Pri- 
vate sector firms will plan, construct, operate and own 
the alternative fuel plants, but would receive financial 
assistance from the Corporation in the form of direct 
loans, loan guarantees, price guarantees and purchase 
agreements. 

The legislation to establish the Corporation will pro- 
vide that the Corporation’s budget not be included in 
the totals of the U.S. budget. However as the Corpora- 
tion requires funds to make payments to private firms, 
it will borrow funds from the Secretary of the Treasury 
and an on-budget account will be established for this 
purpose. As funds are provided from the Secretary of 
the Treasury to the Corporation, outlays will be record- 
ed in the Federal budget. 

Although the Corporation will enter into obligations 
of a significant amount in its early years to negotiate 
production contracts with private entities, it is not ex- 
pected to make large cash payments until the produc- 
tion of synthetic fuels actually begins. 

The authority required by the Corporation to enter 
into contracts or otherwise incur obligations will be 
limited by the aggregate amount of appropriated funds 
made available to the Secretary of the Treasury for 
loans to the Corporation. 

1. Policy formulation, planning, and economic analy- 
sis.—Provides for monitoring, forecasting and modeling 
of economic and energy trends; development of corpo- 
rate strategy; and liaison with other Government agen- 
cies for energy policy and data needs. 

2. Financial development and project review.—Pro- 
vides for project solicitation, negotiation of financial 
terms and conditions, review of the financial condition 
of project proponents and monitoring of financial as- 
pects of Corporation supported projects. 


ENERGY SECURITY CORPORATION—Continued 
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3. Technical evaluation.—Provides for identification 
of technologies for commercial demonstration, assess- 
ment of technical risk of project proposals, technical 
liaison with government and private entities, and moni- 
toring of construction and operation of projects. 

4, Environmental review.—Provides for the evaluation 
of environmental aspects of projects and liaison with 
Federal and State agencies on environmental matters. 

5. Management services.—Provides for legal services 
such as patent and legislative review, internal and ex- 
ternal auditing, procurement and personnel support, ac- 
counting and budgeting and support for board of direc- 
tors. 

6. Purchase of equipment.—Funds will be used for the 
initial purchase of equipment related to administrative 
operation of the Corporation. 


Object Classification (in thousands of dollars) 





Identification code 32-4017-2-3-271 1979 actual 1980 est. 1981 est 





11.8 Personnel compensation: Special personal 


services payments 6,750 12,300 


21.0 Travel and transportation of persons 1,000 250 
23.2 Communications, utilities and other rent 1,850 2,200 
24.0 — Printing and reproduction 750 750 
26.0 Supplies and materials 1,150 500 


16,000 


99.0 Total obligations 11,500 





Total number of permanent positions 300 
Total compensable workyears sp 300 
Full-time equivalent of other positions (0) 

Full-time equivalent of overtime and holiday 
(0) 


Average salary of ungraded positions $41,000 

















PART V 


OTHER MATERIALS 











EXPLANATION OF OTHER MATERIALS 


This section includes the following material: 


(b) a statment of amendments and revisions to 1980 
(a) a list of advance appropriations, as required by 


budget authority requests that were transmitted to the 
section 601 of the Congressional Budget Act of 1974, a Congress after the 1980 budget but prior to the trans- 
list of appropriations with advance funding provisions, mittal of the 1981 Budget, as required by section 601 of 


and a list of appropriations’ with forward funding provi- the Congressional Budget Act of 1974. 
sions. 
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ADVANCE APPROPRIATIONS, ADVANCED FUNDING, AND FORWARD FUNDING 
FOR 1981 


I. Advance appropriations are provided for use in a 
fiscal year, or more, beyond the fiscal year for which 
the appropriation act is passed. Advance appropriations 
in 1981 appropriations bills will provide funding for 
programs beyond 1981. Since these appropriations are 
not available until after 1981, the amounts will not be 
included in 1981 budget totals, but will be reflected in 
the budget totals for the fiscal year requested. 

Section 601 of the Congressional Budget Act of 1974 
(Public Law 93-344) requires inclusion in the budget of 
“information with respect to estimates of appropri- 
ations for the next succeeding fiscal year for grants, 
contracts, or other payments under any program for 
which there is an authorization of appropriations for 
such succeeding fiscal year and such appropriations are 
authorized to be included in an appropriation act for 
the fiscal year preceding the fiscal year in which the 
appropriation is to be available for obligation.” In ful- 
fillment of this requirement, the table below lists those 
accounts authorized to receive, in 1981, advance appro- 
priations for 1982 and later years. The listing is in two 
parts: Part A shows the amounts of advance appropri- 
ations included in the 1981 budget. Part B is a listing of 
accounts for which advance appropriations are author- 
ized, but not requested in the 1981 budget. 


A. Accounts for which advance appropriations are included in the 
1981 budget: 
Corporation for Public Broadcasting: 
Public Broadcasting Fund, $162,000 thousand for 1981 (Public 
Law 96-38); $172,000 thousand pending for 1982 (H.R. 
4389); $172,000 thousand requested for 1983. 
District of Columbia: 
Federal payment to the District of Columbia (additional au- 
thorizing legislation to be proposed), $320,000 thousand in 
1982. 


B. Accounts authorized to receive advance appropriations but for 
which none are requested in the 1981 budget: 
Department of Agriculture: 
Food program administration (42 U.S.C. 1752). 
Food donations program (Public Law 93-29, sec. 210). 
Child nutrition programs (42 U.S.C. 1752). 
Department of Education (advance appropriations for educa- 
tion programs are authorized by 20 U.S.C. 1223): 
Elementary and secondary education. 
Indian education. 
School assistance in federally affected areas. 
Equal educational opportunities. 
Libraries and learning resources. 
Education for the handicapped. 
Vocational rehabilitation. 
Vocational and adult education. 
Student financial assistance. 
Higher and continuing education. 
Student loan insurance. 
School improvement programs. 
Educational, research, and training activities overseas (spe- 
cial foreign currency program). 
Institute of Museum Services. 


Department of Health and Human Services: 
Human development services (Public Law 93-644, sec. 577; 
Public Law 93-29, sec. 210; Public Law 93-112, sec. 4(a)). 
Department of Labor: 
Employment and training assistance (Public Law 95-524, sec. 
112d). 
Temporary Employment Assistance (Public Law 95-524, sec. 
112d). 
Department of Transportation: 
Urban mass transportation fund (49 U.S.C. 1603). 
Grants to the National Railroad Passenger Corporation 
(Public Law 96-73, sec. 122(b)(2)). 


II. Advance funding is authority provided in appro- 
priation acts to obligate and disburse funds during a 
fiscal year from a succeeding year’s appropriation. The 
funds so obligated increase the budget authority for the 
fiscal year in which obligated and reduce the budget 
authority of the succeeding fiscal year. Essentially, this 
is a device for avoiding supplemental requests late in 
the fiscal year for certain entitlement programs should 
the appropriations for the current year prove to be too 
low. The table below lists those accounts for which 
advance funding authority is requested in the 1981 
budget. 

Department of Health and Human Services: 
Grants to states for medicaid. 
Special benefits for disabled coal miners. 
Supplementary security income program. 
Assistance payments programs. 
Grants to states for social services and child welfare services. 
Office of the inspector general. 

Department of Labor: 
Federal unemployment benefits and allowances. 
Special benefits. 
Black lung disability trust fund. 


III. Forward funding is authority provided in an ap- 
propriations act to obligate funds in one fiscal year for 
the financing of ongoing programs of grantees during 
the succeeding fiscal year. This device is often used for 
education programs, so that grants can be made prior 
to the start of the school year. The budget authority for 
such programs is included in the budget totals for the 
year in which it is appropriated. The language provid- 
ing forward funding will specify that amounts appropri- 
ated will not be available until some time into the year 
of the appropriation (e.g., July 1, 1981) and in most 
cases will specify that such amounts will remain availa- 
ble until the end of the succeeding fiscal year. The table 
below lists those accounts for which forward funding is 
requested in the 1981 budget. 

Department of Education: 
Elementary and secondary education. 
Libraries and learning resources. 


Education for the handicapped. 
Vocational and adult education. 





STATEMENT OF AMENDMENTS TO AND REVISIONS IN BUDGET AUTHORITY FOR FISCAL YEAR 
1980 


(Between the Transmittal of the 1980 and 1981 Budgets) 


A statement of all amendments to or revisions in 
budget authority requested between submission of the 
1980 budget and the 1981 budget is presented below. 
This statement is being included in the budget in 
accord with section 201 of the Budget and Accounting 
Act, 1921, as amended by section 601(g) of the Congres- 
sional Budget Act of 1974. 

The modifications to requests for 1980 budget authori- 
ty that were made through the course of the past year 
took three forms. If the Congress had not yet acted on a 
pending request, the President sent amendments to the 
January 1979, budget requests. If appropriations had 
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been enacted, the President proposed either supplemen- 
tal budget authority or rescission of enacted appropri- 
ations. 

Amendments and requests for supplemental appropri- 
ations are printed in the documents of the House of 
Representatives and the Senate that are identified in 
part A of the following listing. The President’s propos- 
als for rescission are included in special messages to the 
Congress under the Impoundment Control Act of 1974 
(Public Law 93-344). Both the special messages and 
monthly cumulative reports on the items they cover are 
printed in the Federal Register. 








OTHER MATERIALS 
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PART A. AMENDED AND SUPPLEMENTAL REQUESTS RELATING TO 1980 BUDGET AUTHORITY 








Transmitted to Transmitted to 
| Congress on Agencies affected Printed as Congress on Agencies affected Printed as 
Feb. 9, 1979 Council on Wage and Price H. Doc. 96-54 Agency, International 
Stability. Trade Commission, 
R Feb. 26, 1979 Legislative branch, Depart- H. Doc. 96-58 Office of the Federal In- 
ment of State. spector for the Alaska 
Mar. 27, 1979 Funds Appropriated to the H. Doc. 96-82 Natural Gas Transporta- 
President, Federal Labor tion System. 
Relations Authority. July 26, 1979 Department of Justice, De- H. Doc. 96-168 
en- April 2, 1979 Department of Health, H. Doc. 96-85 partment of State, De- 
pri- Education, and Welfare, partment of the Treas- 
Department of Justice, ury, General Services 
; Department of State. Administration, Veter- 
pri April 12, 1979 Legislative branch, Depart- H. Doc. 96-97 ans Administration. 
> of ment of Transportation. Aug. 20, 1979 Department of Commerce, H. Doc. 96-178 
1 in | April 26, 1979 Legislative branch, Funds H. Doc. 96-105 Department of Energy, 
pos- Appropriated to the Department of the Interi- 
the President. or, Federal Labor Rela- 
974 April 30, 1979 The Judiciary, Department H. Doc. 96-108 tions Authority, Merit 
of Housing and Urban Systems Protection 
and Development, Interna- Board. 
are tional Communication Sept. 11, 1979 Department of Agriculture. H. Doc. 96-186 
Agency. Sept. 14, 1979 Department of Agriculture. H. Doc. 96-187 
May 4, 1979 Funds Appropriated to the H. Doc. 96-113 Sept. 17, 1979 Legislative branch, Funds H. Doc. 96-188 
President. Appropriated to the 
May 14, 1979 National Aeronautics and H. Doc. 96-124 President, Community 
Space Administration. Services Administration. 
May 21, 1979 Department of Justice ......... H. Doc. 96-130 Sept. 18, 1979 Department of Defense- H. Doc. 96-189 
May 23, 1979 Department of Defense- H. Doc. 96-132 Military. 
Military, Department of Sept. 20, 1979 Department of Energy......... S. Doc. 96-28 
Energy, Department of Sept. 25, 1979 Department of Transporta- S. Doc. 96-29 
the Treasury, General tion, Interstate Com- 
Services Administration, merce Commission. 
President’s Commission Sept. 28, 1979 Department of Energy......... S. Doc. 96-30 
on Pension Policy. Sept. 28, 1979 Panama Canal Commission S. Doc. 96-31 
May 31, 1979 District of Columbia............. H. Doc. 96-138 Oct. 3, 1979 Department of the Treas- S. Doc. 96-32 
i & ury. 
_— "aaa Wadia ot ici * Department of Commerce, H. Doc. 96-207 
Agriculture, Department Department of Energy, 
of Health, Education, parece A Services Ad- 
eile thse ones of Oct. 26, 1979 Legislative branch, Funds _H. Doc. 96-211 
the Treasury. Appropriated to the 
June 21, 1979 Legislative branch, Depart- H. Doc. 96-156 ious namin of 
i eer of dee Nov. 5, 1979 Executive Office of the H. Doc. 96-218 
tien - Department of President, Washington 
State, Department of Ag- Metropolitan Area Tran- 
riculture, Department of “ sit Authority. 
Commerce, International ov. 13, 1979 a eo to the H. Doc. 96-227 
fare , Nov. 16, 1979 Department of Education... H. Doc. 96-229 
z : — Nov. 30, 1979 Department of Health, H. Doc. 96-235 
ry, Environmental Pro- Ed : d Welf; 
tection Agency. ucation, an elfare, 
Department of the Treas- 
July 20, 1979 Legislative branch, Depart- H. Doc. 96-164 ury, Veterans Adminis- 
ment of Commerce, De- tration. 
partment of the Interior, Dec. 10, 1979 Department of Energy, H. Doc. 96-237 





310-100 0 - 80 - 73 


Department of Transpor- 
tation, General Services 
Administration, Federal 
Emergency Management 





Federal Emergency Man- 
agement Agency, Nucle- 
ar Regulatory Commis- 
sion. 
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APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 











PART B. REQUESTS FOR RESCISSION OF BUDGET AUTHORITY* 


A rescission of funds provided to the International Communication 
Agency (R80-1) was proposed on October 1, 1979. In accordance with 
the provisions of the Impoundment Control Act of 1974 these funds 
were made available for obligation on November 15, 1979. This rescis- 
sion proposal was printed in the Federal Register of October 5, 1979 
(Vol. 44, No. 195, Part IX). The following rescissions of 1980 budget 
authority are being transmitted to the Congress in connection with 
this budget: 

Department of Health, Education, and Welfare: 

Health Resources Administration ' 
Health resources (R80-2) 
Department of the Interior: 


Geological Survey 
Exploration of national petroleum reserve in Alaska (R80-3) 
Details of these proposals are printed in Part III of this volume and 
will be transmitted to the Congress in a special message by the 
President. 


*The status of the single 1980 proposed rescission and the 37 1980 deferrals reported as of 
December 1, 1979, is shown in the cumulative report printed in the Federal Register of 
December 14, 1979 (Vol. 44, No. 242, Part XI). The January 1, 1980, cumulative report will be 
printed in the Federal Register sometime during the week of January 14, 1980. 

? As of April 1, 1980, the Health Resources Administration will become a part of the new 
Department of Health and Human Services. For simplicity of presentation, this proposal is 
listed in part VIII of the budget with the new department. 








PART VI 


GOVERNMENT-SPONSORED ENTERPRISES 











GOVERNMENT-SPONSORED ENTERPRISES 


Part VI contains detailed budgets and explanatory 
statements of certain Government-sponsored enter- 
prises. Ali of these enterprises were chartered by the 
Federal Government and are supervised by a Govern- 
ment agency although they are privately owned and 
generally privately financed. These budgets are not re- 
viewed by the President; they are presented as submit- 
ted by the enterprises. This section includes: 


(a) Student Loan Marketing Association. 

(b) Federal National Mortgage Association. 

(c) Banks for cooperatives. 

(d) Federal intermediate credit banks. 

(e) Federal land banks. 

(f) Federal home loan banks. 

(g) Federal Home Loan Mortgage Corporation. 
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The Student Loan Marketing Association (SLMA) is a 
corporation, supervised by the Department of Educa- 
tion, to assist in financing college student loans. Pro- 
posed legislation will create the Government Student 
Loan Association, an on-budget entity within the De- 
partment of Education, which will assume the activities 
of SLMA, beginning in 1982. 

The Federal National Mortgage Association is a mort- 
gage finance corporation supervised by the Department 
of Housing and Urban Development. 

The banks for cooperatives, Federal intermediate 
credit banks, and Federal land banks are supervised by 
the Farm Credit Administration. 

Both the Federal home loan banks and the Federal 
Home Loan Mortgage Corporation are supervised by 
the Federal Home Loan Bank Board. 








isa 
uca- 
Pro- 
dent 
De- 
ities 


10rt- 
nent 


liate 
d by 


leral 
1 by 





DEPARTMENT OF EDUCATION 


StupENt LOAN MARKETING ASSOCIATION 


Program and Financing (in thousands of dollars) 

















1979 actual 1980 est 1981 est. 
Program by activities: 
Operating costs: 
Cn 97,565 137,800 148,836 
Federal income taxes.......... 5,432 8,400 10,727 
All other operating costs 10,067 15,214 13,772 
Total operating COStS...........sssssssssseeesessee 113,064 161,414 173,335 
Capital investment: 
NI oP So ceses sashcetsecstrockngectccsscusdasssane 627,106 SABO: joctssresatctenne 
TMM cece tech sacra ss caesls csStta hs mancessee 667 1,681 2,668 
Total program costs—obligations................. 740,837 983,946 176,003 


Financing: 
Offsetting collections from: Non-Federal sources: 





























Loan repayments —98,451 —150,832 —166,500 
Interest income......... —119,227 —171,200 —185,927 
Unobligated balance a ; 
SONNET MINCE Soe 21dh a caeSctscassctossssssseecensscorsiseceone —10,165 —77,006 — 85,092 
Unobligated balance available, end of year: Fund 
SN Sacra backs db ausbccsace astbnases 77,006 2 85,092 46,516 
Authority to borrow (permanent)............ 530,000 670,000 —215,000 
Relation of obligations to outlays: 
Obligations incurred, Met ............csssssssssssssseseessseee 523,159 661,914 —176,424 
Receivables in excess of obligations, start of 
WEES noth ts ccints\ascatecvsinch bavisbostaPanceciededsrsesssi —6,057 — 1,000 — 2,000 
Receivables in excess of obligations, end of year. 1,000 2,000 3,000 
RUS esse rire cto nacechenuneliocntssocceereccecien 518,102 662,914 —175,424 
Note.—Additional authorizing legislation has been proposed 
Status of Direct Loans (in thousands of dollars) 
1979 actual 1980 est. 1981 est 
Cumulative balance of direct loans outstanding: 
Outstanding, start Of year ............ssssesseeccssssseeeesece 710,570 1,239,252 = 1,909,271 
EMTS acs Jacesty saa bstvseanconedecsisvic 627,106 ARIE ccceccreresanucin’ 
Repayments, prepayments, loan sales...............+... —98,451 —150,832 —202,723 
HOUT: OUMRS MNOS cco sbckloacesicucascasacasssceadne re a Loeiniso 
Outstanding, end Of year............csccccsssseeeees 1,239,252 1,909,271 1,706,548 





This account includes activities previously funded 
under the Department of Health and Human Services 
(formerly Health, Education, and Welfare) which have 
been transferred pursuant to the Department of Educa- 
tion Act (Public Law 96-88). Proposed legislation would 
create the Government Student Loan Association 
(GSLA) which would assume all of the Student Loan 
Marketing Associations functions by 1982. 


The Student Loan Marketing Association (SLMA), a 
Government-sponsored, private corporation, was created 
by the Education Amendments of 1972 to expand funds 
available for student loans by providing liquidity to 
banks, educational institutions, and other lenders en- 
gaged in the Guaranteed student loan program. Legisla- 
tion has been proposed that would phase out the Guar- 


GOVERNMENT-SPONSORED ENTERPRISES 


anteed student loan program in 1981 and replace it 
with a Supplemental loan program administered by 
GSLA. 

To date, SLMA has provided liquidity through direct 
purchase of insured student loans from eligible lenders 
and by making warehousing advances, secured by in- 
sured student loans, to eligible lenders. Proceeds from 
warehousing advances are required to be invested in 
additional student loans. 

Operations.—As of September 1979, SLMA had 
$612,116 thousand outstanding in warehousing ad- 
vances. It is expected that volume will reach an adjust- 
ed level of $861,919 thousand by September 30, 1980, 
with continued activity in 1981. SLMA expects to pur- 
chase $420,216 thousand in loans in 1980, and have a 
net decrease of $167,942 thousand in 1981, to reach a 
level of $879,410 thousand as of September 30, 1981. 

As of September 30, 1979, SLMA had entered into 
agreements to purchase during the next 216 months up 
to $458 million of federally and State insured student 
loans originated by 5 State higher education agencies 
and 3 financial institutions, if such loans are offered for 
sale. As of September 30, 1980, SLMA expects to have 
outstanding $350 million of such agreements to pur- 
chase. 

As of September 30, 1979, SLMA had lines of credit 
with 3 educational institutions under which SLMA is 
committed for the next 12 months to make warehousing 
advances up to $10 million. As of September 30, 1980, 
SLMA expects to have nothing outstanding in such 
lines of credit. 

SLMA is authorized by the Health Professions Educa- 
tional Assistance Act of 1976 to provide a secondary 
market for federally insured loans to graduate health 
professions students. 

Financing.—To obtain funds for its programs, SLUMA 
is authorized, with the approval of the Secretary of 
Education and the Secretary of the Treasury, to issue 
its own debt obligations. The Secretary is authorized by 
the Education Amendments of 1972 to guarantee as to 
principal and interest such obligations issued prior to 
July 1, 1982, regardless of maturity date. As of Septem- 
ber 30, 1979, SLMA had total outstanding debt obliga- 
tions to the Federal Financing Bank of $1,275 million. 

Management.—The forecast data provided for 1981 is 
based on the successful implementation of the Presi- 
dent’s proposals for reauthorization of the federal stu- 
dent loan programs now pending before Congress. 
Under this proposal, SLMA’s secondary market activi- 
ties would be assumed by a new Government Student 
Loan Association. 

The board of directors has not yet reviewed or ap- 
proved these financial estimates. Accordingly, such data 
should not be relied upon as the official forecast of the 
corporation’s future business. 
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SrupENT LOAN MARKETING AssociATION—Continued 


Revenue and Expenses (in thousands of dollars) 














1979 actual 1980 est. 1981 est. 

Gross revenue (interest income) ee pease 119,227 171,200 185,927 
Gross expenses (operating expenses less taxes)...... —107,632 —153,000 —162,608 
Income before Federal income taxes........... 11,595 18,200 23,319 

Ferber al SOC OING LANES eon cciccisscascsscoconccoussesovesessanveees —5,432 —8,400 —10,727 
NOT COMO cto ht es 6,163 9,800 12,592 





Financial Condition (in thousands of dollars) 





























Liabilities and stockholders’ 
equity: 
Liabilities: Accounts payable, ac- 
crued expenses, and Federal 
income taxes payable................ 9,185 4,155 6,900 6,900 
Debt issued under borrowing au- 
thority: SLMA notes payable to 








Federal Financing Bank ............. 745,000 1,275,000 1,945,000 1,730,000 
Total liabilities ..........sssccceee 754,185 1,279,155 — 1,951,900 1,736,900 
Stockholders’ equity ...........::.sees00+ 35,735 41,231 49,350 59,274 

Total liabilities and stock- 
holders’ equity..............s00- 789,920 1,320,386 2,001,250 1,796,174 





Analysis of changes in 
stockholders’ equity: 
Paid-in capital: Opening balance..... 23,865 23,865 23,865 23,865 








Retained earnings: 











Opening balance .............scee 7,193 11,870 17,366 25,485 
Transactions: 
Net operating income............ 5,302 6,163 9,800 12,592 
DIVIGBINS. 552 sisosshsisvesdhcsnsesed —625 — 667 —1,681 — 2,668 
Closing balance.............cssssssssses 11,870 17,366 25,485 35,409 
Total stockholders’ equity 
(end Of year) .........ssescc0se- 35,735 41,231 49,350 59,274 





Object Classification (in thousands of dollars) 



















1979 actual 1980 est. 1981 est. 

Personnel compensation: Permanent positions .......... 2,461 3,883 2,802 
FONG ITT T cs toessssotesectossveccucorasescessesSiisocoass 928 1,463 1,056 
Travel and transportation ...............ssssecssssseeesesssseeees 281 449 324 
Communications, utilities, and other rent.................. 378 590 486 
ONCOS shai cesessnccseasctscransapisainntissracstinecdio ds 5,959 8,737 9,038 
SMI Gb. sco crspuccraga posed fs eapvhonioos vas oon 60 92 66 
SO i casicatsns ss vs tssanéibibacbentascesbeodpsnateicacBssve 627,106 TL aii ccna 
PRN 2s ssseeca te tviecnatavouranosaien 97,565 137,800 148,836 
FORE TICOINE TRIES isa dacdecssebecoschicssscscsoustesecosess 5,432 8,400 10,727 
DWRUINGS scxi Sot heCISA e RS 667 1,681 2,668 

ROA TRMEINIONES 5 sc0:sssssatrosstorssinessestsornsnatbos 740,837 983,946 176,003 


1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
RRA: tseehaboenbon tcgesssecscsctioeoninsot 298 620 650 570 
Short-term investments.................. 63,810 45,648 58,584 56,311 . 
Loans receivable (net): 
Loans to eligible borrowers: 
Secured by insured student 
I es coe 345,181 612,116 861,919 827,138 
Insured student loans. 365,389 627,136 — 1,047,352 879,410 
Gthor- assets x2... ie 15,242 34,866 32,745 32,745 
Total assets.............ssssseccsseeee 789,920 1,320,386 2,001,250 1,796,174 











DEPARTMENT OF HOUSING AND URBAN 


DEVELOPMENT 


FEDERAL NATIONAL MorTGAGE ASSOCIATION 


Program and Financing (in thousands of dollars) 












































1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs, funded: 
Mortgage servicing f@@S............ssssse 157,000 176,000 198,000 
Interest on borrowings from the 
MIE corcsseecatuctaion ded cciivieeeveveres: 3,524,000 3,997,000 4,179,000 
NN CNS as ccterceisaccusictonscstssbocae 281,000 285,000 288,000 
Total operating costs, funded......... 3,962,000 4,458,000 4,665,000 
Capital investment: 
Mortgage purchases and loans........... 11,129,000 6,904,000 11,252,000 
Less purchase disCOUnts ............0+00 — 165,000 — 167,000 — 177,000 
Total capital investment.................. 10,964,000 6,737,000 11,075,000 
Total program costs, funded........... 14,926,000 11,195,000 15,740,000 
Change in selected resources (undeliv- 
ered orders) —2,716,000 —2,559,000 — 293,000 
Total obligations .............cccsssssseeeess 12,210,000 8,636,000 15,447,000 
Financing: 
Offsetting collections from: 
Federal funds: Mortgage loan repay- 
ments and other credits................. — 189,000 — 307,000 — 372,000 
Non-Federal sources: 
Mortgage loan repayments and 
I NS co csastcsscencss —2,814,000 —2,319,000 —2,837,000 
Interest on mortgage loans............. —3,942,000 —4,507,000 —5,293,000 
Other receipts...........scscccccssssseeessee — 205,000 — 136,000 — 126,000 
Unobligated balance available, start of 
year: Corporate borrowing authority?. —51,153,000 —57,788,000 —67,108,000 
Unobligated balance available, end of 
year: Corporate borrowing authority *. 57,788,000 67,108,000 66,479,000 
Net increase in limited borrow- 
ing authorities...................... 11,541,000 10,705,000 6,253,000 
Net increase or decrease in un- 
limited borrowing authorities 154,000 — 18,000 — 63,000 
Relation of obligations to outlays: 
Obligations incurred, net .............cssecseese 5,060,000 1,367,000 6,819,000 
Obligated balance, start of year: 
Corporate borrowing authority............. 10,116,000 7,634,000 5,332,000 
PUMME DAIMIVGE ccexesesahasassertstecorasvsssgshioes 230,000 435,000 265,000 
Obligated balance, end of year: 
Corporate borrowing authority............. —7,634,000 —5,332,000 —5,212,000 
PUN DORDNOG asc sacuscsossnth doctessctsscsassees — 435,000 — 265,000 — 242,000 
DOUAYS Sorc seth eo rnnctce 7,337,000 3,839,000 6,962,000 





* Utilization of unobligated balances of borrowing authority is subject to the express approval of the Secretary of Housing 


and Urban Development. 


Status of Direct Loans (in thousands of dollars) 








1979 actual 1980 est. 1981 est. 
Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year...............c0s0000 41,191,000 49,174,000 52,779,000 
EASON SETIOIIEG ecicssscossiscdthssckesestiatesnecchoocs 11,129,000 6,904,000 11,252,000 
Repayments, prepayments, loan sales..... —2,961,000 —3,141,000 —3,910,000 
Write-offs for default............ccccccsssssssseee — 185,000 — 158,000 — 168,000 
Outstanding, end Of year... 49,174,000 52,779,000 59,953,000 





The Federal National Mortgage Association (FNMA) 
is a Government-sponsored private corporation. Its pur- 
pose is to provide supplementary assistance to the sec- 


ondary market for home mortgages by supplying 4 
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degree of liquidity for mortgage investments, thereby 
improving the distribution of investnient capital availa- 
ble for home mortgage financing. 

To carry out this purpose, FNMA buys mortgages 
insured by the Federal Housing Administration or 
guaranteed by the Veterans’ Administration or conven- 
tional mortgages, which are, under certain conditions, 
insured by private mortgage insurance companies. 

The Emergency Home Finance Act of 1970 empow- 
ered FNMA, with the approval of the Secretary of 
HUD, to purchase, service, lend on the security of, and 
otherwise invest in conventional mortgages. FNMA acts 
to minimize the possible additional risk involved in pur- 
chasing conventional mortgages by applying strict 
qualifications to such purchases. 

The authorizing statute, the Housing Act of 1954, 
approved August 2, 1954, originally contemplated that 
FNMA’s secondary market operations would ultimately 
be completely owned and financed by private partici- 
pants. On September 30, 1968, pursuant to the Housing 
and Urban Development Act of 1968, approved August 
1, 1968, FNMA was converted to a Government-spon- 
sored, privately-owned corporation whose expenditures 
and receipts are not reflected in the Federal Budget. 

The common stock of the Corporation is owned by the 
public, is fully transferable and is listed on major stock 
exchanges. 

The Corporation has three separate authorities to 
borrow money from private sources. It may issue subor- 
dinated obligations in an amount not in excess of twice 
the net equity. It may, in addition, borrow amounts not 
in excess of the sum of net equity and subordinated 
obligations outstanding multiplied by a factor estab- 
lished by the Secretary of Housing and Urban Develop- 
ment. This factor is currently set at 25. These borrow- 
ings require the express approval of the Secretary of 
Housing and Urban Development and the Secretary of 
the Treasury and usually take the form of debentures 
and short-term discount notes. Finally, FNMA may 
issue securities guaranteed by the Government Nation- 
al Mortgage Association which are fully backed by 
pools of mortgages. There is no statutory limitation on 
the amount of the last-named type of obligations that 
may be outstanding. 

For the years ended September 30, 1978 and 1979, 
income and retained earnings were as follows (in mil- 
lions of dollars): 









IN RN ccaalataes 3,165 4,007 
SN ciara cco veoh shasta vivisisciveneonsaicebore —2,)75 _ 3,680 
Income before Federal income tax ..............:ccseee0 390 327 
nN NIN 52,5 ss cscseaci cos beceaneiantsaidensien aise — 187 182 
(OEE See oe ee 203 175 
Retained earnings, beginning of year.... 605 749 
Dividends on common StOCK ............s+:s000 —59 _ 23 
Retained earnings, end Of year .................csecsssseeee 749 851 


The forecast data contained in this material has been 
developed based on certain general assumptions and 
should not be construed as an official forecast of the 
Corporation’s position. 


Financial Condition (in thousands of dollars) 



















































































1978 actual 1979 actual 1980 est 1981 est. 
Assets: 
I rmsnveenoneepnie 6,000 7,000 21,000 22,000 
U.S. securities (par) ... 224,000 428,000 244,000 220,000 
Accounts receivable 
WOME Ss issnitcscsios 321,000 349,000 352,000 362,000 
Selected assets: 
Deferred charges..... 165,000 197,000 213,000 206,000 
Loans receivable 
IIT) nn cetcinli 39,992,000 47,889,000 51,581,000 58,603,000 
Fixed assets (net) .. 31,000 41,000 42,000 42,000 
Total assets ........ 40,739,000 48,911,000 52,453,000 59,455,000 
Liabilities: 
Current liabilities........... 1,130,000 1,443,000 1,551,000 1,774,000 
Borrowing from the 
Oe 2 38,294,000 45,999,000 49,295,000 55,993,000 
Total liabilities..... 39,424,000 47,442,000 50,846,000 57,767,000 
Equity: 
Unexpended authority: 
Undelivered orders... 9,068,000 6,352,000 3,793,000 3,500,000 
Unobligated balance. 51,153,000 57,788,000 67,108,000 66,479,000 
Total unexpended 
balance........... 60,221,000 64,140,000 70,901,000 69,979,000 
Unfinanced authority: 
Borrowing authority —60,800,000 —64,799,000 —71,835,000 —71,149,000 
Invested capital and 
CAMINGS...........ceessees 1,894,000 2,128,000 2,541,000 2,858,000 
Total equity......... 1,315,000 1,469,000 1,607,000 1,688,000 
FARM CREDIT ADMINISTRATION 
BANKS FOR COOPERATIVES 
Program and Financing (in thousands of dollars) 
1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs: 
TV, CUPRA CUBES ncn sawe 24,418 27,471 31,084 
2. Interest on borrowings ................... 616,844 684,672 762,446 
Total operating costs, funded......... 641,262 712,143 793,530 
Capital investment, funded: 
DONG OI ssiicci cscs ctcscccsl 17,026,647 19,933,403 22,486,326 
2. Purchase of fixed assets................ 2,116 1,9 1,922 
Total capital investment................. 17,028,763 19,935,332 22,488,248 
Other costs funded: 
1. Federa! and other income taxes..... 429 581 662 
2. Borrowers’ equities retired............. 48,338 45,810 69,133 
3. Patronage refunds paid in cash...... 14,138 23,029 26,441 
Total other COStS ..............scccssessssee 62,905 69,420 96,236 
Total program costs, funded........... 17,732,930 20,716,895 23,378,014 
Change in selected resources (deferred 
charges and other assets).................. 1,311 894 1,981 
Total obligations .............sscsssseeeen 17,734,241 20,717,789 23,379,995 
Financing: 
Offsetting collections from: Non-Federal 
sources: 
Loans repaid —16,220,843 —19,441,465 —21,783,734 
TINO can ssssccsontcorts —142,663 — 834,339 — 933,461 
Sale of capital StOCK................sssessoe — 109,681 — 83,847 — 100,157 
Other gains OF l0SS@S.............ssssssssssee 53 —26 —26 
Unobligated balance available, start of 
year: 
Authority to DOrrOW ............ssssssesseseeee —8,125,202 —9,616,118 —11,559,021 
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BANKS FOR COOPERATIVES—Continued 


Program and Financing (in thousands of dollars) —Continued 





























1979 actual 1980 est. 1981 est. 
PMINONE tte scorn iceente es * — 359,058 — 496,813 — 588,154 
Unobligated balance available, end o' 
year: 
Authority to DOFrOW .........ssssssscescssenee 9,616,118 11,559,021 13,191,252 
FT URN on eis Stcctpasenetes 496,813 588,154 663,939 
Authority to borrow (perma- 
ii AS cxscciodsutvacvonies 2,289,778 2,392,356 2,270,633 
Relation of obligations to outlays: 
Obligations incurred, net ............ssssssseee 661,107 358,112 562,617 
Receivables in excess of obligations, 
SURE OF YOR 0 detach sccsesnsnscdieed tics + —359,058 — 496,813 — $88,154 
Receivables in excess of obligations, end 
CIN sc BO8 AOR Ba cnc 496,813 588,154 663,939 
Outlays 798,862 449,453 638,402 
Status of Direct Loans (in thousands of dollars) 
Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year.............sss0e 6,120,510 7,221,666 7,791,304 
SIRIUS sadn dhtubssaiyrsesSiissctiosaisucsscoep 17,026,647 19,933,403 22,486,326 
Repayments, prepayments, loan sales..... — 15,925,491 — 19,363,765 — 21,647,152 
Outstanding, end Of year...........sssssseese 7,221,666 7,791,304 8,630,478 





The 13 Banks for cooperatives are under the general 
supervision of the Farm Credit Administration. They 
finance the operations of farmers’ cooperatives. The 
funds to finance these loans are obtained primarily 
from sales of bonds to the public and from their own 
capital funds. The bonds issued by the banks are not 
guaranteed by the U.S. Government either as to princi- 
pal or interest. All of their expenses are paid from their 
own income and are not included in the budget of the 
United States. Included in these expenses is the banks’ 
share of the costs of the Farm Credit Administration. 

The Farm Credit Act of 1955 provided for eventual 
ownership of the banks by farmers’ cooperatives and 
the retirement of the U.S. Government’s investment. 
This was accomplished on December 31, 1968, when the 
remainder of the U.S. Government capital was retired. 

The banks for cooperatives presently operate under 
authorities contained in title III of the Farm Credit Act 
of 1971, Public Law 92-181, as amended. 


Revenue and Expense (in thousands of dollars) 





1980 est 1981 est 





























1979 actual 
Operating income or loss (—): 
DO crete eae R ER ca ccchecx esse ttle teseisxancbopaas 742,663 834,339 933,461 
SAIIOD ssoscssooesibsipditevibecinmestisabaippbetiaoietievestutens 660,962 __ 729,527 814,911 
Net operating income, total.................ss 81,701 104,81 118,550 
Nonoperating loss: ) Oe L 
SPE UIE OF DOUOOD isscsossnnnvcssossobicovavesvestooseosons 53 —26 —26 
Federal and other income taxes ..............scsssvsese —429 — 581 — 662 
Net nonoperating 10SS.............ccccssscecssseesssnee —376 —607 — 688 
Net income for the YOAP.....caccnesnnen 81,325 104,205 —*117,862 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
LIN a.dsisinasicdiecaletthcios 25,038 27,067 27,456 28,424 
U.S. securities (par) ... 26,889 35,812 40,552 44,451 
























































Other securities............ 108,720 221,668 308,030 365,180 
Accounts and notes re- 
ceivable (net).......... 330,069 407,253 424,491 460,994 
Selected assets: 
Deferred charges..... 3,458 4,014 4,115 4,438 
Other assets............ 2,302 3,057 3,850 5,508 
Loans to cooperatives .. 6,120,510 7,221,666 7,791,304 8,630,478 
Asseis acquired (net).. 547 155 150 140 
Fixed assets (net)....... 13,927 14,352 16,039 16,865 
Total assets ........ 6,631,460 7,935,044 8,615,987 9,556,478 
Liabilities: 
Accounts payable and 
accrued liabilities...... 131,658 194,987 212,375 235,110 
Provision for losses...... 51,844 74,120 91,257 111,437 
Bonds and notes pay- 
able (Net) 0.2... 5,753,998 6,842,982 7,366,099 8,143,208 
Total liabilities...... 5,937,500 7,112,089 7,669,731 8,489,755 
Net equity: 
Unobligated balance..... 8,484,260 10,112,931 12,147,175 13,855,191 
Undrawn authorizations —8,125,202 —9,616,118 — 11,559,021 — 13,191,252 
Total unexpended 
balance........... 359,058 496,813 588,154 663,939 
Invested capital and 
CAMMINGS.........ssseeceeee 334,902 326,142 w 358,102 402,784 
Total net equity... 693,960 822,955 946,256 1,066,723 
Total _liabilities 
and net equity 6,631,460 7,935,044 8,615,987 9,556,478 
Analysis of changes in net equity: 
Paid-in capital: 
Opening balance .............cssesssssssssssesee 505,362 597,566 694,227 
Transactions: Acquisitions, net............ os 92,204 96,661 te 91,905 
Cie DAANEG ss. och iccsccceesssoaieseaee __ 597,566 % 694,227 A 786,132 
Retained income: Penge ee 
Opening balance ............ss.ccssssseseseseen 188,598 225,389 252,029 
Transactions: 
Net operating income.............ss0 81,325 104,205 117,862 
Patronage refunds — 14,138 — 23,529 — 26,441 
SOS CINM oasasisvsisnscivesessstsonrsngss — 843 —/17 —870 
Allocated surplus revolved into 
capital stock and paid in cash... — 29,553 — 53,319 — 61,989 
Closing balance............sssssssssssssssseeses 4 225,389 252,029 280,991 
Total net equity (end of year)... 822,955 946,256 1,066,723 
Object Classification (in thousands of dollars) 
el [s a 1979 actual 1980 est. 1981 est 
Personnel compensation: Permanent positions .......... 10,914 12,405 14,097 
Personnel benefits: Civilian .........ccccscssessesssessessessnees 2,740 3,070 3,443 
Travel and transportation of persons............ 1,575 1,771 2,016 
Communications, utilities, and other rent..... Be 1,660 1,842 2,079 
Printing and reproduction.............:-sssseesesees a 292 343 392 
Other Services..........css0 = 232 322 397 
Equipment............... ee 420 486 551 
Land and structures..... Sos 2,116 1,929 1,922 
Investments and ioans...... vw 17,026,647 19,933,403 22,486,326 
Interest And GIVIGENAS.............cccseccsecssessseecsseesnecesees 616,844 684,672 762,446 
Undistributed: 
Operating Expenses ...........eccsssecsssecsssseeessersesssecess 6,585 7,232 8,109 
Federal and other income taxes .............ssssseessses 429 581 662 
Borrowers’ equities retired .........::csssssssessssveesseees 48,338 45,810 69,133 
Patronage refunds paid in CaSH............ssscccssseeeeen 14,138 23,029 26,441 
ORAL MONTE. CURIA... iss covenisabinctessslrsinets 17,732,930 20,716,895 23,378,014 
Change in selected reSOUrCeS............:sccssssesssssseeseees 1,311 894 1,981 
Total obligations .....csascssssssssssssesssesnee 17,734,241 20,717,789 23,379,995 
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FEDERAL INTERMEDIATE CREDIT BANKS 


Program and Financing (in thousands of dollars) 






























































1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs: 
1. Operating COStS .........c...ssscscsseeceesees 38,431 44,502 50,238 
2. Interest on borrowings his 1,285,095 1,501,246 1,694,327 
Total operating costs funded.......... 1,323,526 1,545,748 1,744,565 
Capital investment, funded: - 
BRING MRIS sR asessssco oS tetatiecs 11,975,704 13,999,363 16,387,026 
2. Purchase of fixed assets q 9,347 , 4917 4,420 
Total capital investment................. ; 11,981,051 14,004,280 16,391,446 
Other costs funded: Patronage refunds... 78,752 98,781 118,170 
Total program costs, funded........... 13,383,329 15,648,809 18,254,181 
Change in selected resources (deferred 
charges and other assets).................. ~S. 762 — 283 
Total obligations ..............secccssseeeee 13,382,518 15,649,571 18,253,898 
Financing: 
Offsetting collections from: Non-Federal 
sources: 
ROMES TODD 565: cscesecsonnccenssesieebbes —9,605,601 —11,537,897 —13,573,689 
— 1,447,372 —1,702,705 —1,921,376 
Sale of capital StOCK..............sesssseee —91,323 — 99,919 — 119,420 
Other gains OF l0SSS...............cssseeeeees —23 —220 — 353 
Unobligated balance available, start of 
year: 
Authority to borrow ..........ccsscsssseeseeee —5,679,745 —5,682,239  —6,529,479 
UNINC Societal — 199,929 — 449,682 —454,214 
Unobligated balance available, end of 
year: 
Authority to borrow 5,682,239 6,529,479 7,480,741 
FUNCT NNO ccsscsccdcdockccbsdccascecaceesnssts 449,682 454,214 420,969 
Authority to borrow (perma- 
MONON So cchgsnckceiist vias iyacsearsasiocss 2,490,446 3,160,602 3,557,077 
Relation of obligations to outlays: 
Obligations incurred, net ............csssee 2,238,199 2,308,830 2,639,060 
Receivables in excess of obligations, 
MC MNEs cctscad chcaticiestixtcicanibve — 199,929 — 449,682 —454,214 
Receivables in excess of obligations, end 
I accepts cracks vhebinsesaiaazs ___ 449,682 454,214 420,969 
MMU Ac tecdaie eens. 2,487,952 2,313,362 2,605,815 
Status of Direct Loans (in thousands of dollars) 
Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year...........ccccsssee 14,037,299 16,407,402 18,868,868 
RNIN cciesslosinictesseschehsicsssniocadsrs 11,975,704 13,999,363 16,387,026 
Repayments, prepayments, loan sales..... - 9,605,601 — 11,537,897 = 13,573,689 
Outstanding, end Of year...........:..csssee. 16,407,402 21,682,205 





18,868,868 


The 12 Federal intermediate credit banks are under 
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their expenses are paid from their own income and are 
not included in the budget of the United States. Includ- 
ed in these expenses is the credit banks’ share of the 
costs of the Farm Credit Administration. 


The banks were originally wholly owned Government 
corporations set up exclusively as banks of discount; 
however, pursuant to the Farm Credit Act of 1956, the 
banks become mixed-ownership corporations and were 
made responsible for supervising the production credit 
associations and assisting them to make sound credit 
available to farmers. 


All of the capital stock of the Federal intermediate 
credit banks, from organization in 1923 to December 31, 
1956, was held by the U.S. Government. The 1956 act 
provided a long-range plan for the eventual ownership 
of the credit banks by the production credit associations 
and the gradual retirement of the Government’s invest- 
ment in the banks. This retirement was accomplished 
in full on December 31, 1968. 


The Federal intermediate credit banks presently op- 
erate under authorities contained in title II of the Farm 
Credit Act of 1971, Public Law 92-181, as amended. 


Revenue and Expense (in thousands of dollars) 






































the general supervision of the Farm Credit Administra- 
tion. They serve as banks of discount for agriculture, 
discounting agricultural and livestock paper for, and 
making loans to local financing institutions such as 
production credit associations, agricultural credit corpo- 
rations, livestock loan companies, and commercial 
banks. They also provide the production credit associ- 
ations with necessary supervision and services. 


The banks’ lending funds are obtained primarily from 
the sale of bonds to the public and from their own 
capital funds. The bonds are not guaranteed by the U.S. 
Government either as to principal or interest. All of 

















1979 actual 1980 est. 1981 est. 
Operating income or loss: 
Se 1,447,372 1,702,705 1,921,376 
CG ionic Sak as 1,323,526 1,545,748 1,744,565 
Net operating income, total 123,846 156,957 176,811 
Nonoperating income or loss: Other 
QAINS OF IOSSES ( —) ....e.cseeecsoneee —23 —220 — 353 
Net income for the year..... 123,823 156,737 176,458 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est 
Assets: 
Ge satccniteends 40,313 48,234 52,207 54,019 
U.S. securities (par) ... 107,241 115,741 131,728 141,213 
Other securities............ 52,504 299,233 337,855 369,555 
Accounts and notes re- 
ceivable (net)......... 330,217 473,367 485,791 484,785 
Selected assets: 
Deferred charges..... 6,615 7,882 8,428 7,950 
Other assets............ 16,704 14,626 14,842 15,037 
Loans and discounts 13,796,591 16,407,402 18,868,868 21,682,205 
Fixed assets (net)....... 19,132 21,503 23,262 24,498 
Total assets ........ 14,369,317 17,387,988 19,923,981 22,779,262 
Liabilities: 
Accounts payable and 
accrued liabilities... 330,346 486,893 554,367 628,603 
Provision for losses....... 577 921 1,305 1,744 
Bonds and notes pay- 
able (Met) .........se. 13,099,435 15,824,821 18,135,081 20,737,979 
Total liabilities... 13,430,358 16,312,635 18,690,753 21,368,326 
Net equity: ae 
Unobligated balance..... 5,879,674 6,131,921 6,983,693 7,901,710 
Undrawn authorization. —5,679,745 —5,682,239 —6,529,479 —7,480,741 
Total unexpended 
balance........... 199,929 449,682 454,214 420,969 
Invested capital and 
CAFMINGS.......ceeecevveees 739,030 625,671 779,014 989,967 
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APPENDIX TO THE BUDGET FOR FISCAL YEAR 1981 


Unobligated balance available, start of 



































































































Tate ol os Sip ait year: 
Financial Condition (in thousands of dollars) —Continued Authority to borrow 27,744,086 —32,655,878 39,124,942 
1978 actual 1979 actual 1980 est. 1981 est Fund balance ........c i einetinnttaie — 339,992 — 532,298 —717,551 
Unobligated balance available, end of 
Total net equity... 938,959 . 1,075,353 1,233,228 1,410,936 year: 
ay Authority to DOFrOW ...........sssssssssesseee 32,655,878 39,124,942 45,925,325 
Total liabilities NE PUMICE esac sanssescossssssadsaatictabon 532,298 717,551 904,209 
and net equity 14,369,317 17,387,988 19,923,981 22,779,262 = 
Authority to borrow (perma- 
Analysis of changes in net equity: VOTED sti ficsslsccius bhsssesiveccadcestiarncte 9,623,432 10,474,629 11,442,329 
Paid-in capital: en are 
Opening balance .....sososersesessentne 617,285 708,608 808,527 Relation of obligations to outlays: 
Transactions: Acquisitions, net............ 91,323 99,919 119,420 Obligations incurred, net ...............00 — 4,519,334 3,820,312 4,455,288 
‘ r iz - Receivables in excess of obligations, 
Closing Dalance................ccncsseronscsssosess 708,608 808,527 927,947 EEN NON os baisacectsvsnsscssossenstpansescvis — 339,992 — 532,298 —717,551 
ae x Receivables in excess of obligations, end 
Retained income: ; 
Opening balaN0e nme "321,674 366,745 ~=—=«424,701 1 ceclaepreinesanreanmennans raid a mun 
Transactions: UNS sire bea eka ctcidetante 4,711,640 4,005,565 4,641,946 
Net operating income..................0 123,823 156,737 176,458 
Patronage refUnds..............ssccsseee —78,752 —98,781 — 118,170 Status of Direct Loans (in thousands of dollars) 
Closing Dalance................ssssscssscesecceess 366,745 424,701 482,989 
: = Cumulative balance of direct loans out- 
Total net equity (end of year)........ 1,075,353 1,233,228 1,410,936 standing: 
: . = : Outstanding, start Of year............c.ssesssee 24,813,662 29,870,910 34,265,878 
Object Classification (in thousands of dollars) PDRSPMIFOTNCNNNS 222 eacceacevsaensascons 7,558,303 7,548,656 8,336,098 
Repayments, prepayments, loan sales..... —2,501,050 —3,153,638 = —3,258,707 
1979 actual 1980 est. 1981 est. Write-offs for default af —50 —50 
Personnel compensation: Permanent positions .......... 19,445 22,488 25,970 Outstanding, end Of year.........sssssseesesee 29,870,910 34 265,878 am 39,343 219 
Personnel benefits: Civiligt .....c.sscssocsossessesnsensee 4,658 5,367 6,018 . a . 7 
Travel and transportation Of PersOns..........ssssesssees 2,396 2,783 3,115 
Communications, utilities, and other rent... 3,916 4,581 5,216 The Federal land banks, through the 520 Federal 
alae Stet isnbenecnnnate nto = _ aa land bank associations, which are located at the local 
Equipment................... 2226 7 666 9991 level, make long-term real estate loans to farmers and 
Lands and structures....... 5,347 4,917 4420 ranchers. These banks and associations are under the 
ee he ve .. 11,975,704 13,999,363 16,387,026 general supervision of the Farm Credit Administration. 
nterest an civ en 8 nnn Bocwis...cat 1,285,095 1,501,246 1,694,327 The funds to finance these loans are obtained primarily 
Undistributed: Operating expenses; patronage re- . p 
ea ee 78,752 98,781 118,179 from the sale of the banks’ bonds to the public and 
5 from their own capital funds. These bonds are not guar- 
Change in secedvesouoes BRT SRA T82ske, ~_anteed by the U.S. Government either as to principal or 
Stat dein interest. All of their expenses are paid from their 
GUAT ODA ZAAVONS o.oo ssseocosssssnsocsecenarsoneets 13,382,518 15,649,571 : 18,253,898 income and are not included in the budget of the 
United States. Included in these expenses is the land 
banks’ share of the costs of the Farm Credit Adminis- 
tration. 
FEDERAL LAND BANKS The last of the Government capital that had been 
Program and Financing (in thousands of dollars) invested in the banks was repaid in 1947. 
dB Urs salto The Federal land banks presently operate under au- 
= e “ist. thorities contained in title I of the Farm Credit Act of 
Program by activities: 1971, Public Law 92-181, as amended. 
Operating costs: 
PEODOTAIING TOSI... ccsciccssssanscesteoadec 135,282 157,562 177,587 ; : 
2. Interest on DOFTOWINGS ...nnenn 1,991,144 2,453,566 2,869,435 Revenue and Expense (in thousands of dollars) = 
Total operating costs, funded......... 2,126,426 2,611,128 3,047,022 1979 actual 1980 est. 1981 est. 
Capital investment, funded: ae Operating income or loss (—): 
BROWNS MAD es Soeitiscsitsns fesiice sili’ 7,558,303 7,548,656 8,336,098 TRI k EN eee iivcepiasesbrvcviscann desinneseucsless 2,416,355 2,922,828 3,375,889 
2. Purchase of fixed assets ...........00... 4,400 8,806 7,054 BINA GR ee An icntaitlanbuns crime tieuet 2,175,791 2,655,718 3,095,959 
Total capital investment................ 7,562,703 7,557,462 8,343,152 Net operating income, total............sssssssssee 240,564 267,110 279,930 
Other costs funded: Dividends................. 3,927 2,966 3,530 — Nonoperating income: Other gaiNS........sssseee 16,046 __ 14,979 3 15,571 
Total program costs, funded........... "9,693,056 10,171,556 , 11,393,704 Net income for the year.............sscssseecsseees 256,610 282,089 295,501 
Change in selected resources (deferred a = 
charges and other assets)............ss00» 8,775 — 5,595 —4,207 Financial Condition (in thousands of dollars) 
Total obigations.....nunnssnnn 9,701,831 10,165,961 11,389,497 eile Giegale eae n 70) | age 
Financing: - 
Offsetting collections from: Non-Federal Assets: 
sources: Be ednticcuanocn 31,599 46,765 47,406 51,770 
BENIN oases es —2,501,050  —3,153,638 —3,258,707 U.S. securities (par) ... 129,198 238,778 278,250 301,366 
REVENUE .......sssssssseeseee —2,416,355  —2,922,828 —3,375,889 Other securities............ 110,632 313,336 384,463 497,820 
Sale of capital stock — 249,046 — 254,204 — 284,042 Accounts and notes re- 
Other gains Or losses.............ccscssssssee — 16,046 — 14,979 — 15,571 ceivable (net)......... 1,013,044 1,203,146 1,413,876 1,628,242 
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Selected assets: 




































































Deferred charges..... 27,286 29,396 31,595 32,997 
Other assets............ 31,341 20,456 23,852 26,657 
Mortgage loans............. 24,595,327 29,870,910 34,265,878 39,343,219 
Delinquent install- 
Ments, @tC..........002-- 40,392 46,624 51,474 56,598 
Fixed assets (net)....... 21,821 23,531 = 28,519 32,105 
Total assets ........ ; 26,000,640 31,792,942 / 36,525,313 __ 41,970,774 
Liabilities: 
Accounts payable and 
accrued liabilities... 984,873 1,316,351 1,457,918 1,631,587 
Provision for losses...... 254,960 303,052 347,748 398,620 
Bonds and notes pay- 
MIU sissssvsossaboornces 22,260,574 27,181,662 31,203,238 35,851,715 
Total liabilities... 23,500,407 t 28,801,065 33,008,904 37,881,922 
Net equity: 
Unobligated balance... 28,084,078 33,188,176 39,842,493 46,829,534 
Undrawn authorization . — 27,744,086 — 32,655,878 — 99,124,942 — 45,925,325 
Total unexpended 
balance........... 339,992 532,298 717,551 904,209 
Invested capital and 
CAMMINGS...........ceseess. 2,160,241 2,459,579 2,798,858 _ 3,184,643 
Total net equity... 2,500,233 2,991,877 3,916,409 4,088,852 
Total __ liabilities 
and net equity 26,000,640 31,792,942 36,525,313 41,970,774 
Analysis of changes in net equity: 
Paid-in capital and participation certifi- 
cates: 
Opening balance ...............scccsssssseessee 1,418,827 1,667,873 1,922,077 
Transactions: Acquisitions, net............ a __ 249,046 an 254,204 ___ 284,042 
Closing balance..............ssccscssescssseceene __ 1,667,873 _1,922,077 a zz 206,119 
Retained income: 
Opening balance ................sssssssseesen 1,081,406 1,324,004 1,594,332 
Transactions: Transfer from provision 
co i ee — 10,085 —8,795 —3,570 
Net operating inCOME................ssses 256,610 282,089 295,501 
INNES occa Senet act eccscsacssscsysucart Nero __ —2,966 i —3,530 
Closing balance 1,994,332 1,882,733 
Total net equity (end of year)....... 2,991,877 3,516,409 4,088,352 
Object Classification (in thousands of dollars) 
1979 actual 1980 est 1981 est. 
Personnel compensation: Permanent positions ......... 22,754 25,720 29,159 
Personnel benefits: Civilian ........:..cccecsssseessssesssseeesens 5,319 6,045 6,903 
Travel and transportation of persons................s000- 2,728 3,086 3,403 
Communications, utilities, and other rent.................. 4,180 4,636 5,305 
Printing and reproduction................ccsscccccsscsssssssssseess 1,356 1,544 1,729 
RR NN 2 ssssssnsssssssssnanvdnspsctete 14,517 16,837 18,839 
NESTS Seer Se 1,110 1,194 1,284 
LAIR MAN SUT ICUN e ccacscesssacoivnvotasectersconsseenscssos 4,400 8,806 7,054 
Investments and l0aNS ..........:ss:scssssssvsseesesessssssveeessen 7,558,303 7,548,656 8,336,098 
Interest and dividends.........c:..ccssscscsssesssssssecesssssees 1,995,071 2,456,532 2,872,965 
Undistributed operating expenses................csssse 83,318 98,500 110,965 
Total costs, fFUNEM.............ccsssssssssssscsessssees 9,693,056 10,171,556 11,393,704 
Change in selected reSOUFC@S..........ssssssssssseeeseseuses 8775  —5,595 —4,207 
NOTRE ORURGRUIONS ics cinscssssissoscdunsssconnsosses 9,701,831 10,165,961 11,389,497 
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Program and Financing {in thousands of dollars) 






























































1979 actual 1980 est. 1981 est. 
Program by activities: 
Operating costs: 
Administrative expenseS.................v.-« 47,895 52,700 53,700 
Interest on consolidated obligations... 2,122,400 2,100,000 2,110,000 
Interest on members’ deposits............. 675,247 766,300 650,000 
Interest—Other.............ssscssseeee 571 600 600 
Dividends on capital stock................... 243,918 383,609 186,000 
Federal Home Loan Bank Board as- 
Sete 9,551 9,400 9,700 
Total operating costs................. 3,099,582 3,312,609 3,010,000 
Unfunded adjustments to total operating 
costs: 
Depreciation included above................ —574 —800 —600 
Amortization included above............... —2,124 — 2,160 —2,200 
Total operating costs, funded......... 3,096,884 3,309,649 3,007,200 
Capital investment: 
Investment in bank PremMiseS..............  secssecsuecseesseeseee OR ..cacdpedutiits 
RN nc 21,149 34,513 40,200 
Advances to M@MbeFS...........c:.scsss000 27,743,317 19,607,951 20,000,000 
Advances to FHLMC.............. £2 661,950 156,000 836,000 
Repurchase of capital stock................ 45,018 54,000 44,000 
Net decrease in members’ deposits ....  ....cecceccseccsecsees — sesesseereessseeresene 719,000 
Total capital investment.................. 28,471,434 19,855,425 21,639,200 
Total program costs, funded........... 31,568,318 23,165,074 24,646,400 
Changes in selected resources (deferred 
CHOIR re ee ek, —2,371 17,701 — 15,000 
Total obligations ...............c..cseessseee 31,565,947 23,182,775 24,631,400 
Financing: 
Offsetting collections from: 
Federal funds: 
Interest on investments...............-. — 439,867 — 608,000 —710,000 
Interest and fees on AID loans....... — 11,507 — 12,000 — 14,000 
Interest—other ................cesccssssosees — 22,062 — 22,000 — 20,000 
Repayment of loans by AID............ —5,953 — 6,500 — 6,200 
Non-Federal sources: 
Interest on advances to members.. —2,887,087 —2,958,000 —2,396,000 
Repayment of advances to mem- 

RSs eeancra co centers — 18,305,146 —17,600,000 —23,874,000 
Repayment of advances to FHLMC. — 262,100 — 108,600 — 460,000 
Capital paid in by members ........... — 886,613 — 590,234 — 418,000 
Net increase in deposits — 2,648,282 EE TOS iss scteastadpioes 
CO i ia is ial waste — ADE Nicscnume, wupabbenete 

Unobligated balance available, start of 
WI occa esrcacscseeecasScagesabarsoteneeante —3,746,861 —2,842,808 —4,707,000 
Unobligated balance available, end of 
WE cre ae 2,842,808 4,707,000 6,570,000 
Net borrowing................cscccssecssees 5,191,795 2,194,428 —1,403,800 
Relation of obligations to outlays: 
Obligations incurred, Met .................sve 6,095,848 330,236 —3,266,800 
Obligated balance, start of year 191,902 304,658 169,000 
Obligated balance, end of year................ — 304,658 — 169,000 — 245,000 
IIS sass cncacesschiecicctincrcestelniatec 5,983,092 465,894 —3,342,800 
Status of Direct Loans (in thousands of dollars) 
Position with respect to limitation on 
direct loans: 
Limitation on obligations: Appropriation. o.o....ssssscssse sssessseescssneecse — sessneeenseceenset 
Obligations incurred, GrOSS..................0s. 28,426,416 19,798,464 20,876,200 
Cumulative balance of direct loans out- 
standing: 
Outstanding, start of year............ccsssse 31,632,419 41,485,636 43,569,000 
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Status of Direct Loans (in thousands of dollars) —Continued 








SOME ONIINIS wi cnccssssscstosrconcootterteeectvsias 28,426,416 19,798,464 20,876,200 
Repayments, prepayments, loan sales..... — 18,573,199 —17,715,100 —24,340,200 
Outstanding, end Of year............ssccccsssees ; 41,485,636 43,569,000 40,105,000 





The 12 Federal Home Loan Banks are chartered and 
supervised by the Federal Home Loan Bank Board 
under the authority of the Federal Home Loan Bank 
Act of 1932. The banks are financial institutions whose 
main function is to supply their members—principally 
savings and loan-type institutions and savings banks— 
with credit to smooth their operations and enhance 
their service to the public as savings media and home- 
mortgage lenders. Each bank operates in a geographic 
district designated by the Board and together the banks 
cover all of the United States as well as Puerto Rico, 
the Virgin Islands, and Guam. In 1979, the banks ex- 
tended credits of $27.7 billion and received repayments 
of $18.3 billion. Advances outstanding on September 30, 
1979, totaled $38.6 billion. 

The principal source of funds for the lending oper- 
ation is the sale of consolidated obligations of the banks 
to the public. On September 30, 1979, $30.1 billion of 
these obligations were outstanding. The consolidated ob- 
ligations are not guaranteed by the U.S. Government as 

_to principal or interest. Other sources of lendable funds 
include a portion of members’ deposits as determined 
by Board policy (total deposits were at $8.3 billion on 
September 30, 1979) and funds paid for the purchase of 
capital stock by member institutions, amounting to $4.8 
billion at the end of 1979. Funds not immediately used 
for advances to members are invested until such times 
as needed. 

The capital stock of the Federal home loan banks is 
owned entirely by the members. Initially the U.S. Gov- 
ernment purchased stock of the banks in the amount of 
$125 million. The banks had repurchased the Govern- 
ment’s investment in full by mid-1951. 

The entire operating expenses of the banks are paid 
from their own income and are not included in the 
budget of the United States. Included in these expenses 
is the assessment by the Federal Home Loan Bank 
Board to cover a portion of the Board’s administrative 
and other costs. 


Revenue and Expense (in thousands of dollars) 





1981 est. 

















1979 actual 1980 est. 
MOOI cs cercsdastcacceecrstttcxevscecetscsevasezaivacenstiscetcichasies . 3,360,523 3,600,000 3,140,000 
SN Sitch cteihai abil © voseniscasaanige Make Aouseusse 2,855,664 2,929,000 2,824,000 
Net income for the year..........cssssssssseesen 504,859 671,000 316,000 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est. 1981 est. 
Assets: 
Cash on hand and in 
DORIS coco ceeds 126,759 179,885 175,000 175,000 
U.S. securities (par) ... 17,200 8,200 100,000 2,640,000 
Other securities (par) . 3,794,804 2,959,381 4,601,000 4,000,000 
FHL Mortgage Corpora- 
THON STOCK .........s00e... 100,000 100,000 100,000 


100,000 






























Accounts __ receivable 
(ROY Gaasdaae ie. 204,045 224,234 255,000 240,000 
Loan to AID ........s::.0s0e- 75,791 90,987 119,000 153,000 
Advances to FHL Mort- 
gage Corporation... 2,298,750 2,698,600 2,746,000 3,122,000 
Loans to other FHL 
BRIM cis tse taaisscises 58,600 15,250 45,000 26,000 
Advances outstanding .. 29,157,878 38,596,049 40,604,000 36,730,000 
Deferred charges.......... 69,670 67,299 85,000 70,000 
Real property and 
equipment (net) ..... 13,521 12,039 15,000 15,000 
Total assets ........ fi 35,917,018 44,951,924 . 48,845,000 47,271,000 
Liabilities: 
Accounts payable and 
accrued liabilities... 375,640 517,491 400,000 459,000 
Deferred credits............ 20,307 11,401 24,000 26,000 
PRONE ss ccusssseruacasets 5,625,513 8,273,795 9,221,000 8,502,000 
Loans to other FHL 
PRG sividisicaacuseders 58,600 15,250 45,000 26,000 
Consolidated —— obliga- 
BIOS iesscivsnccatssvcoddens 24,951,116 30,145,612 32,343,000 30,942,000 
Total liabilities... 31,031,176 38,963,549 42,033,000 39,955,000 
Government equity: . 
Unobligated balance..... 3,746,861 2,842,808 4,707,000 6,570,000 
Invested capital: 
Long-term assets..... 31,774,210 41,580,224 43,714,000 40,216,000 
Long-term liabilities. —30,635,229 —38,434,657 —41,609,000 — 39,470,000 
Total equity... 4,885,842 5,988,375 6,812,000 7,316,000 
Analysis of changes in equity: 
Paid-in capital: 
Opening Dalance ...........ssscccsssseescesssees 3,925,171 4,766,766 5,303,600 
Transaction: Paid in capital stock....... 841,595 a _ 536,234 es 374,000 
Closing balance ............-sssesssssesesssee le 4,766,766 “J 9,303,000 is 5,677,000 
Retained income: 
Opening balance ..........cscccssssssesesen 960,669 1,221,609 1,509,000 
Transaction: 
Net income for the year............00 504,859 671,000 316,000 
Dividends declared ...........cssssses ___ 243,919 383,609 tg 186,000 
End of year: 
LG FOSETW OES sscen i siseeccistesctvcaee 572,680 688,000 797,000 
Dividend stabilization ...............s0 27,976 35,000 37,000 
Undivided profits..............scssssssessssesens 620,953 : 786,000 an 805,000 
Closing balance ............ssssscsssseeeens Re 1,221,609 j 1,509,000 _1,639,000 
Total equity (end Of year) ons: 6,988,375 6,812,000 —7,316,000 





Object Classification (in thousands of dollars) 


1981 est 












1979 actual 1980 est 
Personnel compensation: Permanent positions .......... 18,931 21,210 22,470 
Personnel benefits: Civilian ...........sssseecsssecsssnecesssess 8,113 9,090 9,630 
Travel and transportation Of PersONS.............ssssse 1,535 1,700 1,600 
Communications, utilities, and other rent.................. 9,462 10,300 9,800 
Printing and reproduction............ssssscssssesccssseescessssees 4,845 4,900 4,900 
AIDEN UNOS cscs tetabsas casceyespstb veovdnssveconvssecavextestey 11,862 11,940 12,200 
SNPS INI CUTER A Gecsscdstrvsstodsciu oho vsecvessacsscacnsiwn’ “<piesecctaenvantes 200).  Galtanane 
Investments aNd lOANS ...........s:cssssssveesssessseessseessecssees 28,426,416 19,798,464 20,876,200 
Interest and dIVIGENAS............ccescssesssvecesssecsssseeesssess 3,042,136 3,250,509 2,946,600 
Undistributed: Repurchase of capital stock................ 45,018 54,000 44,000 
Net:decrease in Member MOPOSHtS ....:...sssssecasssssssevnsss ~sesesbeseobennnve — sossondessrsenses 719,000 

TOR CORTE TONINO ccs sscisccsecreveacticesessasounen 31,568,318 23,165,074 24,646,400 
Change in selected reSOUrCeS.............svecssseesssseecsssees —2,371 17,701 — 15,000 

Total obligations ...........cccsssscscsssessssseessseeesene 31,565,947 24,631,400 


23,182,775 
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GOVERNMENT-SPONSORED ENTERPRISES 


Personnel Summary 





NON-FEDERAL EMPLOYEES 





















Total number of permanent positionS.............0..se000- 0 0 0 
Total compensable WOrkyed'S.............sssecssessssecsseeeseee 1,049 1,103 1,191 
Full-time equivalent of other positions................. (0) (0) (0) 
Full-time equivalent of overtime and holiday 
NIG faasesetcsshisettsshasestcsscnsnesseocazecissssavnicécalvsisis (0) (0) (0) 
PM ND ee GaSe cnestinayt Gugassaio> $18,532 $20,030 $21,448 
FEDERAL HoMEe LoAN MortGAGE CORPORATION 
Program and Financing (in thousands of dollars) 
1979 actual 1980 est 1981 est 
Program by activities: 
Operating costs, funded: 
Interest expense.......... RO rn tart ee ee 299,713 387,905 427,000 
Administration.............scs000 ‘ 17,321 26,000 28,000 
Total operating cosis, funded...... 317,034 413,905 455,000 
Capital investment: 
Mortgage purchases...............ccssssscsssssesssneeee 6,453,422 6,000,000 _ 7,200,000 
Total program costs, funded................... 6,770,456 6,413,905 7,655,000 
Change in selected reSOUrces ...............scsssseecssseee —22,092 —64,471 ~ 101,000 
IFO CRERNNONNS v<csLccccscavestocagiensteniescissuicis 6,748,364 6,349,434 7,554,000 
Financing: 
Offsetting collections from: Non-Federal sources: 
Interest on mortgage lOANS...............ssseccsseeecen —345,518 —435,000 —480,000 
Mortgage loan repayments .. —244,605 —468,421 —469,657 
Interest OM SOCUTILICS .............sseccsccssseeecssssseceee — 8,356 — 8,000 —8,000 
Unobligated balance available, start of year......... —630,319 —155,225 — 85,000 
Unobligated balance available, end of year........... 155,225 __ 85,000 47,000 
Net change in borrowing authorities... 5,674,791 5,367,788 6,558,343 
Relation of obligations to outlays: 
Obligations incurred, Met .............csssssescessseesscessees 6,149,885 5,438,018 6,596,343 
Obligated balance, start of year ...............ssssse 169,521 150,700 221,000 
Deficiency, end Of Year...............cssccccssessesssecsssees —150,700 —221,000 —259,000 
MOIS eiosec ys usenet stash alanine nalts 6,168,706 6,558,343 


5,367,718 


Status of Direct Loans (in thousands of dollars) 


Position with respect to limitation on direct 
loans: 

Limitation on obligations: Appropriation................... 

Obligations incurred, QrOSs .........cccccssscssssseeeceeeeee 


Cumulative balance of direct loans outstanding: 


Outstanding, start Of year.............cccccscsssssesssssssen 13,139,908 18,176,572 21,610,782 
I ane a cle cecil . 6,453,422 6,000,000 7,200,000 
Repayments, prepayments, loan Sal@s................s000. — 1,416,758 —2,565,790 —3,099,494 


18,176,572 21,610,782 25,711,288 


Qutstanding, end of year 


The Federal Home Loan Mortgage Corporation (a fed- 
erally chartered corporation) was organized on July 24, 
1970, under the Emergency Home Finance Act of 1970. 
The act exempts the Corporation from all taxation by 
the United States or by any State, county, municipality, 
or local taxing authority, except for real property taxes. 
The Corporation is under the direction of a Board of 
Directors composed of the members of the Federal 
Home Loan Bank Board. The Corporation purchases, 
sells, and otherwise deals in mortgages on residential 
properties. The Corporation’s capital stock was issued, 
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at par, to the Federal home loan banks; the stock is 
nonvoting and nontransferable, and its ownership is 
restricted to the Federal home loan banks. 


Revenue and Expense (in thousands of dollars) 























1979 actual 1980 est 1981 est. 
WN isi esc cance egnsoesecoemcteaoicee oo 353,874 443,000 488,000 
so Sea cigcccnatis oases scacaan 7 317,035 413,905 455,000 
Net income for the year.............sccsssssssseseeee 36,839 29,095 33,000 
Financial Condition (in thousands of dollars) 
1978 actual 1979 actual 1980 est 1981 est 
Assets: 
Cash with banks .............essssee 575 678 300 300 
U.S. securities (par) 5,000 35,000 5,000 5,000 
Other securities ...0........cssesccseccssuee 794,265 270,247 300,700 300,700 
Accounts receivable (net).............. 62,049 119,596 121,000 132,000 
Loans receivable (net)............:000+. 13,139,908 18,176,572 21,611,000 25,711,000 
Other assets (Met)... 232,437 254,529 319,000 420,000 
We MS cscs 14,234,234 18,856,622 22,357,000 26,569,000 
Liabilities: 
Accounts payable and accrued lia- 
POR cers cae 231,570 270,296 342,000 391,000 
Borrowings from the public: 
Mortgage-backed bonds............. 754,554 577,579 367,000 352,000 
FHLB consolidated obligations... 2,298,750 2,698,600 2,746,000 3,122,000 
PC’s & GMC’s outstanding......... 10,706,926 14,487,934 17,854,000 21,594,000 
Securities sold under Agreement 
ME OI css accesses 376,000 400,000 400,000 
Subordinated debentures............ cesses 150,000 300,000 300,000 
RI secret cies at 48,367 65,308 88,000 117,000 
Total liabilities 14,040,167 18,625,717 22,097,000 26,276,000 
Equity: 
Unexpended authority: 
Unobligated balance................... 630,319 155,225 85,000 47,000 
Unfinanced authority.................. —799,265 —305,247 —305,700 —305,700 
Invested capital 363,013 380,927 480,700 551,700 
FO CII ssi cise 194,067 230,905 260,000 293,000 
Analysis of changes in equity: 
Paid-in capital: 
Capital paid in by Federal home loan banks... 100,000 100,000 100,000 
Capital in excess Of par ValU@ ...........:...cesse0. 75,000 ; 100,000 100,000 
Total paid-in capital. .................cssscsecssssseesess 175,000 : 200,000 200,000 
Retained income: sbtee Ff ese fad 
CN NI Si sicinieh cians 19,066 55,905 60,000 
Transactions: Net inCOME.............ccccssessseesseee 36,839 29,095 33,000 
Transfer to capital in EXCESS Of Pal .......ceccscecce — csessssesesneeees 25,000 sevennnenene 
CIDE WON a iicriec Gccaccaeties sateen is 95,905 ; _ 50,000 ___ 93,000 
Total equity (end of year) ...cnccsmnemmne ~ 230,905 260,000 293,000 
Object Classification (in thousands of dollars) 
1979 actual 1980 est 1981 est 
Personnel compensation: Permanent positions .......... 7,582 11,500 12,400 
Personnel benefits: Civilian ...........c:.-sseccssseecssseeeeone ; 1,805 3,000 3,200 
Travel and transportation of persons...................s 894 1,500 1,600 
Communications, utilities, and other rent.................. 2,793 4,000 4,300 
Printing and reproduction...............ccssescssssseeccssssseeeee 589 1,000 1,100 
lee Se a 3,026 4,000 4,300 
Supplies and materials ............ccc..cscsssssssssseeesessssseeees 632 1,000 1,100 
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Object Classification (in thousands of dollars) —Continued Personnel Summary 








1979 actual 1980 est. 1981 est. NON-FEDERAL EMPLOYEES 


Interest and dividends 299,713 387,905 427,000 — Total number of permanent positions 0 
Investments and loans 6,453,422 6,000,000 7,200,000 —_ Total compensable workyears 650 


Full-time equivalent of other positions ( (0) 
Total program costs, funded 6,770,456 6,413,905 7,655,000 : ; ; : 
Change in selected resources ae = = ae Oe ee 











(0) 


(0) (0) 
Total obligations 6,748,364 6,349,434 $21,000 $22,600 





. 1981 


650 
(0) 


(0) 
22,600 
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